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PKEFACE TO THE XLTP® AXNUir. VOLU.IIE, 

( 1910 .) 


The changeB in the present voliune are mainly due to the int.eresl ^vlhob 
has been aroused by the Finance Bill of 1909, and the con ten i pi ah, n I ivvi<i<n) 
of the various impoids is shown in the Tables of Taxes, while the Lieence- 
recently transferred to Local Anthorities are also sliowri on a neighl>ouring 
page. Additional space lias been allotted to the doings and sayings rd Parlia- 
aient, and the record has been modelled with a \mv to celerity ojid ease of 
reference. 

Many new articks will be found, including the latest trimnpdis of Aerial 
Navigation, a review of Social Progress in the last Fifty Years, the Export cf 
British Capital, the Irapericul Press Conference, the Break-up of the Poor La%v. 
the Valuation of London, the Children’s Charter, and the opening up of the 
Southern Congo ; wdiile a Scientific and Engineering Summary has again been 
added, and Naval and Military affairs are closely chronicled. 

The whole volume has been subjected to the most rigid supervision, new 
matter has been introduced wherever circumstances demanded, and lull 
advantage has been taken of the obliging co-operation of subscribers in all 
quarters of the inhabited globe. 

The Editor desires to record his gratitude to the many coiTespoiKlents for 
their whole-hearted efforts to ensure the perfection of the work, and he will 
always endeavour to deserve this consideration. Once again, however, he 
; permits himself to request that letters may be dispatched at such dates as 
will secure their delivery in London not later than the last day of Ovioher. 

I 12 Warwick Lane, 

I ■ London, E.C., 20th Novemhm% 1909. 
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JANIJAEY XXXI DATS. 


[1910. 



Fasts and Festivals. ^ 1 
E|emarkable Days— Events 
Sun’s Longitude 300° i ^ zod . loh . a. 



ffircuincfelGit* Empire of India prod., 1877. 


2nt![Stm’baiJ aft Calcutta capt., 175 7 

T^An nclo.ci -lArmlrl K W TT A inaixrAi'‘f U 


Douglas J eiTold b. ’03. W.H. Ainsworth d. ’8 2 
Sir Isaac Pitman, iiiv. of phonography, b. ’13 
Gordon College, Khartoum, founded, "1899. 
lEpipIjana. Twelfth Day. Madame d'Arblay d 
Old Christmas Day. Calais lost, 1558. [1840. 

St. Lucian. Wilkie Collins b.’24 ; d. 23 Sep.^Sg. 


iuiii iNeisoii s lunerai, ] 

Plow Monday. Penny Post instit. r 840. 

Hilaey Law S. Begin. Lord Curzon b. 1859. 
Earl of Crewe b. 1858. 

St. Hilary. Chilli an wallah, 1849. 

Lord Napier of Magdala died, 1890. 

British Museum opened, 1759. 


Ztxti SunlJag after lEptpfjan^f* Coruna, iSog. 
Battle of Abu Klea, 188^.^ 

St Frisca. German Empire proclaimed, 1873 


Si. Fabian. John Buskin d. 1 900 ; b. 8 Feb. '19. 


~ X o J. CU. iy. 

St. Acjms. Henry Hallam, historian, d. iSw. 
King’s Accession (1901). St. Vincent. 


Srptiiasestnia iunbas. Gustave i)ore”dAi 8 83' 


The Sun 

. Days 


! 
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1 

1 0 . 

i Y S i 

j Rises, 

1 Sets. 

j’Tr^ 

IS I 

j U. M. 

1 H. JI. 
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■ 1 

1 8 , 8 

I ' S 58 

1 1 

-3(^4 1 

•I 8 8 
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1 4 0 
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i 3 % ' 

. 1 8 8 

1 4 X 
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■■ 36 =i 

8 8 

4 2 
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361 1 

8 7 

^ 4 3 

S 

360 * 

8 7 

4 5 

6 

-359 1 

8 6 

' 4 6 

7 

1358' 

8 6 

4 8 

8 

1 3 S 7 ; 

8 5 

4 9 

9 

‘356' 

8 4 

4 so 

10 

355 

1 8 4 

4 IS 

SI 

354 

1 8 3 

413 j 

tz 

353 

8 3 

4,14 

13 

352 

8 3 

4 IS 

14 ; 

351 

1 8 2 

4 z 5 

15 ; 

| 3 SO' 

i! 

Ij 8 2 

4 18 1 

i 

i 5 1 

349 

|! 8 0 j 

4 30 ( 

174 

348 ' 

7 59 ' 

4 2 X i 

s8 ^ 

347 

i' ^ 1 

4 23 ! 

19 1 

346 

j 7 57 j 

4 25 ' 

20 J 

345 

! 7 55 1 

4 27 

21 

344 1 

; 7 54 ! 

4 29 ; 

23 ; 

343 1 

i ! 

: 7 53 , 

4 30 

23 ■ 

342 ■' 

7 52 i 

4 32 

24 

341 i 

7 SI 

4 33 

25 , 

340 i 

7 SO 

4 35 _ ■ 

2 ^ 339 ' 

7 49 , 

4 37 ■ ; 

»7 ; 338 ' 

7 47 j 

4 39 28 337 ! 


r 46 4 40 ‘ 336 , 


I 7 44 ' 4 <a . 30 335 f 
I 7 43 ^ 4 45 3* 334 i 


S Quarter 3tZ. xh. zjm. Afternoon. 
? ” “ sx Horning. 

1 21 Morning. 

O Full Moon z5 n 51 Morning. 

Apogee 4d 6 h. u. zs^,Zoo. 

Perigee xyd, zh. A. 230,000. 


PAIN PELL IN JANUAET, 


ion 14 days; 'total fahr 
■average, 1841-50, by s'22 inclies. 


hw the 


MONTHLY NOTES. “ 

establishineut licoiuv.. I’enew-; 
TniSi Pm" ^ Parlianu'ularv and ' 

fnlo fr,v?T "f E!.-rt»rs Vn,„..j 

HoliSTlsSS ™ Exchange; 




her vise tked. 5. DividcnUson Consok,Ar.,tiue.. 
9* tdiristinas Fire Insurances innsi he paid. I 
8x. g Edwd.VILeiKk. ss. xoEthul.VIL he.Au.- I 
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4 45 39 
44a 43 
4 3^47 
4 34 SI 
4 30 5S 
4 a6 59 
4^3 3' 
419 7 
4 15 sa 
4 II 16 

4 7 30 

4 324 
3 59 28 
,3 SS 3® 

351 36 
3 47 40 
3 43 44 
3 39 48 
3 55 5® 
3 31 
3 23 s 
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f 19 SS 31 ** 41 S 9 1 

;.o, ...ao. as , ja ai s® 32 1 

tx ao 47 s^ 33 o 34 I 

x6 20 s8 9 22 5 9 I 

31 20 50 29 30 6 19 I 

26 20 27 36 32 3 37 1 

31. _ ^ 20 4 :__ 5 i3i 57 3 2 

__ Appaeent Declination 
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I 4 33 ,, 

L 4 ,So io n!i 47 '»- 
ij SEMIDrAJlKTUE 


I 20 44 8 12 8 27 I 8 39 8 

;i„s8',24 22 *0 27. s 9. 45 IS 
I 45 I S S 4 14 10 SI 3 

XS 18 12 7 34 25 III 55 

*5 37 3® I 6 32 34 |x3 o 2X 

4^54^S_ S3 _ 23 s 'x4__ 3„_X3n _ 
HOPvIZONT.iL EqUATOlUAL PARALLAX 

AND Planets. 


WHITAKBU*S ALMANACK, 1910^ 


JANUABY F IR ST MO NTH. 


aft. 


I 9 ^ 34' 1' 59|=f0 19 , 

10 7 39 2 48jXi 141 
i”i 8 34 3 SI 

'32 g iS 5 7 

339506 , 

3430 34 7 S3 

IS 10 34 9 17 

'iSlQ 52 30 39 4 37 ! 
:S 7 XI 7 Him. S 26 | 
18 3X 24 o 4 ' 6 IS 
.2913 42 I 25 ! 7 _ 
. 20 ' aft. [ 2 49 ! 7 59 , 
aij o 34 4 13,' 8 56 


1 The Moon. 

jconfigura 
1 tions of 

I Jupiter’s 
Sritellites 
at4/i. A.M. 

i 1 cfc 
0 .1 all 1 

ft <! 1 

f 

0 0 

Right 
.Asceii- 
.sion at 
Noon. 1 

Decima- 
tion at 
Noon. 

Hori- 
zontal 
Pai-iih, 
lax at 
Noon. 

Semi- 
dia- 
meter* 
at 1 
Noon. 

1 Age 
at 1 

iNoon.j 

|h. 3f. in. m. 

I '10 2311 29 

ir. M. 

4 29j 

H. M. S. 

XX 22 33 

9 36 Sn 
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19 i 6'14032 
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39 31 Oj2S 24 22 57 27(15 41 
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S8 40' 16 I so 
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1 SO x 4 | 7 59 25 

2 42 53 13 38 33 

3 37 44 18 33 32 

4 35 7,22 24 18 
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24 i 3 8 7 3911 so 
25! 4 23 8 22:mni. 
*6; 5 38 8 Si| 0 44 
27 6 'S 3 ‘ 9 14 X 35 
*8 8 S 9 32 '2 21 
* 9 | 9 .14 9 47! 3 4 

I l~ 

6 35 x6 25 54 s 

7 3S 12 2S 19 20 

8 32 53 23 18 9 

9 zy 3520 s 15 
30 18 3 13 $8 33 

II 5 38ji3 15 22 
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54 46, 

, IS 4913 0 ]/3i04 

jx 5 4 ix 3 0 Z32O4 
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XS 22 15 0; S3O43 
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3 .i.X!: 32 I 0 13’ 4 2613 17 3 4 14 6S 
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14 Sijig 0 43302 
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' 41O3© 
» 4O132 
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' ^ ^HiR cuRY.j 9 Venus. | 

P. H. M. 

.*■: X 9 SS 

6 '..20. 25 
, ri,, ■ 20' 47 
x6 20 58 


Planets at Mean Noon. 


d' Mars. 


Z J u]>i ter. I Jz Saturn. 
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1 ^ 

1 ^ 

1 ^ 

r ^ 

9 0 1 

» 9 

17 9 1 

ij 1 

' 20' 6. 

// ' . . 

8 5 1 

a 

X 7 

to 4 

24 2 1 

7 8 

X 7 . 

8 9 1 

X3 2 1 

28 2 i 

7 2 1 

I 8 


Eclipses, Occtjltation.s, and 
OTHE iR Celestial Phenomena. 
January t. Day ])r(.'ak.s at 
oh. zm. morn., and 'Twiiiaiit ends 
at 6/0 4in. aft., the of tiio 

Day l:>einy yh. $oin. " \ 

I, YfCi. 4. Oceiiltation of 65 ;ind| 
1 66 Vir^ini^; ; ina.u-nitnde 6’o and 5*7 ^ 
j re.spectivejy. 'I'lie disappeas'ain’esl 
(take place at 3/0 sm. nnnuu and! 

I 3/0 48 ///.. 'morn., at 84‘^and 97 ' kVoipj 

II the vertex respsctivulv ; the 

i appearances at 3/0 z5m'. morn, andl 
,'4^0 33?/o morn., at 44° and -o^l 
from the vertex re.spectively. i 

Jan. 5. IMcaii time of Sun’s| 

: semifliametef pa.s.s{ng‘ the mMj-i-l 

i dian, x)n. xoy.w j 

I Jan. 7. Venns at greatest hri].! 
hancy, 5//, aft, ' ■ " . .1- 

Jan. 10. ‘ AFereurv at greate.stl 
I elongation (19-) E., xh. a/C 1 

i Jan. xz. Mercury in conjunction 
j with the M:ooa, gh, xz.-n. aftA 
I 2 4*^33' 

I Jan. 14. VeniLs in conjunction 
I wt.i the Mooiij 3/a zzm. niora, 1 

I 9 7'^ 43'.^. 

Saturn in C0!!ju!u;ti<m 
I with the Moon, 3/0 4s<a. aft, 

, h r/ 34' 

I ./a a. 17. Oceiiltation of f 
1 Piscium ; magnitude 5-3. The dis* 

, appearance takes place at 6/0 47m. 1 
aft., 3i'=» from the vertex; the re- 
appearance at 7/0 $zm. aft., 232“ ! 
from the vertex. i 

Jan. iB. Mars in con junction | 
with the ,Moon, yh. igm. morn.\ 
<^425'^. j 

,, Jmi. 20. Mean time of Sun’s 
seniKliameter passing the men. 

1 uian, in/.. 9*4,s'. 

\ ^^Jan, 20. Venus stationary, 2/oj 

2t. Occultation of wsj 
,,Iaiiri; magnitmle 4-8. The dis-i 
j I appearance takes place at rJt.vn I 
\\morn., 50^ from the vertex; the-' 

( reappearance at 3/?. 531/;, morn.,', 

■' 219^^ from the vertex. ; 

[Jan. 23. Occuliation of -iC 
, ' Gemmoriim ; magnitude s -7. Tlu* , 

I ' disappearance take.s place at 4/, 
j. 39/>^ aft., 48-' from the vrrtcx ; ilC 
■' i-eappearance at 4/0 52-/0 aft., 22- 
1, froi 11 the vertex. " ' 

i,: Jan.. 26. Mercury in inferior 
Noiijunction witli the Sun, ah i 
\i7norn. ^ i 

* conjunction’ 

With ttie Jloon, oh. «/;/. uiorn. ' . 

2^ 45' 8. 

Ill thi.s month the Murnhu-s in- 1 
crease 25/;/., and the Afternoon.' 
47W. 
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7 SO 
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7. ,21 

■' 10 42 

XX X 3 I 
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9 23 , 
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9 SO 
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0 30 

8 45 
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10 3 
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xo 59 

6 26 
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s 48 
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2 X 
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AIOilXING AND EVENTXG STAPS. 

^ Mercury is aR eveninjt star till near the end of the month. 
Sets S.W. by W, at first, anti later 'tV.S.'W. 

9 Venus is an eveiiinc? star throRuhoiit the month, setliue^ 
W.S.V". ; in the latter half W. liy S. 

cf Maks soutlis about 6 p.in. ; about 49^ altitude. 

7i JUi‘lTl?R in \'irgo, not far from Spiea Virgiuid. 
b Saturn soutlis in the early evening ; about 42“ altitude. 


In the early part < if th.e month the constellations 
t'umelopardus, Lynx, Creniini, Monoceros, and 
ihiuis Tilajor are <m the incriciian about midnight. 
In i-k'miui there is a hue compressed chnster of 
small stars, crowded together^ and hardly dis- 
t.iiiguishable from a isebala, nearly midway 
Indween y and ^ Geminorum. It can be best 
oh.scvvcd on the nights immecliateh? before and 


after the xitlu There is a very ilne cluster in Cani.s 
Major, in 11. A. eh. 43^. and Decl. 20"^ 39' 4“^ 
South of Sirius. Vith a very small astruiuunical 
telescope the individual stars can ITe easily dis- 
tinguished ; and with a low -power evc-piece, mi 
the larger in.strumenls, the liehi api’aears full of 
stars of various magnitudes. Neptune and Juno 
can be well observed in this nnmtln Hee p, 94. 
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! Feb. 5. .Mean time of .Mins 
dieinidianieter passiuir tlie inej'i- 
dian, ID/. 7’6 .v, 

Feb. 7. .Mereiii'y statimiai-y, o/n 
mm'ii.: , .... 

Feb. 8. M'enairy in (Mnjiun'tinj! 
witli tile Aloon, bfi. Biti. jiicni. 
6'' 25' X. 
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Feb. 20, Uceultation of 37 Ueini- ■ 
niinun ; ina-'iiitude 5*7. The d" 
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Appaeent Eight Ascension of the Principal 
Planets at AIean Noon. 


I IS 

[ 20 1 

j J_2o_s^ 4E^®JL 


.-.j? 

.A^.ENU8.' 


Mails. 

Jupiter. 

1 '12 Saturn. ! 

n. 

M. 

s. 

H. 

M. 

s. 

m 

M. 

s. 

n. 

M. 

S. j 

2X 

47 

XX 

2 

20 

21J 

[ 12 

55 

34 I 

1 X 

zz 

. 25 

2X 

35 

IS 

2 

31 

56 

12 

55 

4 

1 I 

X2 

56 ! 

2X 

23 

5 

2 

43 

43 

X2 

54 

- 16 

X 

14 

34 , 

2Z 

X2 

33 

2 

55 

42 

12 

S3 

XX 1 

X 

26 


2X 


X3 

_3.. 

7 

53 i 

X2 

SI 

-SaJ 

X 

_x8_ 

J 1 


, „ , he dis» , 

ai>pearanee taku.s place at oh. 35/in , 
: 55^ from the vi-rte.x ; the ' 

reappearanee at ih. 27 »t. mofti.f ' 
: 236“" from tlie vertex. 

Feb. 20. Mercury at greatest 1 
elongation (27*-) \V., 5//. morn. 

' Feb, 20. .tfean time of Suns ' 
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■ with the AlooUj g/n 33//!. morn. ; 

4‘^ xo' S. . . - i. 

. Feb. 23. Occultation of / heoni.s ; ' 
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from tlie verie.x ; the reappe.ar- ; 
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, the 34th5 3x5-*^ from the veitex, ‘ 

Feb. 27. .lupiter in conjum-tio;] * 
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Apparent Declination of the above Planets. 
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HorjzoNTAL Ecjuatorial Parallax qf Sun 
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liOKNIXG AX1> EVENING .STAItSh 

'5 .iVlEEOURV is a liioncng' star t]*rtni|,;'huui {lie ai. 

H.E. by E. 

9 Vents is’ari evcniD"’ ^tur at ir«e o" ilie ■ 

settino' Wrby B. ■ '* ■ 

cf AIaus soatba alxnit .4 lAMK ; alritn.Je abtiul 55'N 
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In t.jo eariy inivi oi Uiis nioarli tbn coirsteiia- 
Onix i rsu IJ ij >r. f.ynv, aixl a part of 

f fj'uni aiv on thn lunri 'hiti ab«mt niittiirt!;bfc, lu 
r.'Lncer thoiv is a very beauti.rii] cluster of stars, 
n {‘aiicri about San ia "H.A. ami nearly 
.■';i?ne vlcdinniioii. consistin'.!: of sonie soo stars 
the St'ii to x3tb innjdnitudes. Tile tine group 
of st-o’’i in bn.ncnf. cal'ieii “rn'C-sopo," can be best 
• dn^NT 'i in !)rb ■ii'-'ni b o i tin ni-rbls immediately 
^n'ccedi!’'.! and bdl-iwind the xotb. It does «ot 


consrist of a very great rnnnber of staix, tent Iho 
comnouent-' are, as ci .an pared r. ilb: t r.oso ia' s>llr i 
clusters, of cojrd Ivral d n-n‘;nit nd--. 1 * is -it t-.n -5 
in K. .V. 8//. 34,'n, ar<'l IKs-L .^o'" .20’ X,.;*h. ui; r- 
to the ivest of a Hue j»dn.iy,^ tUo . u.is d ein* 
y Ca neri. , 

The trirde stm: t''lnrnn(;f'r suay bo oviHaisicd in 
timmo.nth: ii wib Ik- found ii\ lb .\. On. 7./0 3.V 
and Peel. i7‘^t?5'N, Xeptmu: nud Juno cati be- 
observed in j, bis niontb. .sen ji. . 
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I ^ MA ECH XXXI _ DA Y 8 ,. [ I QJO. 

I _ i ■ ■ 'Fasts and Festivals. {; irn^sux i dat^-: 

Lu\ OF I Remarkable Baj^s—Eveiits^ ' ' 'f' /b'J 

‘ SUN*S D->I^aiTITI>H, o° 'T 21 ^?. o/o A, PA Z.{ rVt 

jilai i Spring Commences. I 

j| S St. David’s Day. F.-M. Sir D.Stevvart h.i824.!| s i 5 .-7 ’ tso 1305 

2| I \\ I ZiLChdil. JohnWesleyd.179.1 ; h.28 June T703JI 5 46 • 5 3S ! 61 1354 

i 3 j i Treaty of San Stefano, 187S'. [1824.ll 6 44 ! s 40 1 6a I303 

' ! 7 f Natioiiai Lifeboat ' Institution foiiri(lod,|l 6 42 ' 5 41 | 63 l^oa 

5 | H 3 Siv\.H.Lay?iYl,As8yriologist,k'i7; d,5 J]y;o.4.l' s 40 s 44 i 'tpr 

! i I Mfj Sunbnu m Itnit, Mid-Lent Sunday. \ 6 $b s 46 Us j^oo 
: /I I |M St. Perpetm.: J. E. Dreen, liistorian, d. 1883.’ 5 33 5 47 1 
, 3 ‘Tu- AJxTukir, 1801.. Eev’-. H.' Y/. Beecher d. 1873. U 33 349167 29s 

■I ^ ^ I \'^TyFiglit between ilfcrrim 6 3^ s 53 j ss 2^7 ', 

,10 i 'TbUvIaiTiaga of ILng Edward VIL, rs 554169 256^ 

jii I ■ F I First_ London daily paper published, 1709. 6 as I 5 55 i 70 \ 

i^f -. 1 . ' Major Hodson pelhi) d. 1858. 6 34 1 3 56 71 2^4 1 

713 i S I 5 tfi Simbag in ilent* Simbag 1 6 2s i 5 5.3 75. U I 

I Af^halByng3hot,.i757. Earl MarxU. 1883. U 30 6 o 73 1 

■Mn u Tiif Sir .Henry Bessemer d. 1898; b. 19 Jan. iSi'n! 6 17 6 s 7. "I 

I I iW I H.S.H. Duchess of Keut died, i86i. |j 5.5 3 I 


;;!i :9 i' iS I David Livingstonp b. 1813; d. 1 May 1873. || s 7 

;:po 1 : B I ^ia'hn Suti^ag. '.61^ Suubag in S.ent "Tg 5 

g2i. I M I St. Benedict. Eobert Southey died, 1843. ^ ® 

I22 i Till Italy annexed to Sardinia, i860. !f - 

JAIT I "CTtT. A T . I xvr QTrr.nr.— 


j 6 10 i 79 ! j 
! 6 1,3 I 80 ! : 


H' T'TT I X-T Y- I ,, o O 14 m i 2»4 ; 

j'^Si I I A I issS 6l6 S2\-S»'' 

I iFi W. Longfellow d. 1882 ; b. 27 Peb. ’07. | s 56 s is 33 ' ml ' 

j 2 Sj.S p I ©00b friha®. Smumriation. LadyD. Qir. D. i 5 «4 « 19 34'=sx 
Ik’l 1 1 J J I^P tiwig YOU Beethov en d.1827 ; b. A Dec. 1 7 7o.:j s 5= a =, 83 ' 28c ; 

'27, 5 \& ©osU'v B.io. John Bright died,' 188 )7 'i 5Y 7 ^ 177 ^ 
■“^i I 'If ^‘''Stcr ^nitbag. Peg Wofangton died, 1760.I! s 47 1 a ^4 j e? ' =78 

79 J f CitE 0 teo. Rev. John Keble died, i 866 .|i s 4S i a I a ' 

' jollh.V biciiian vespers at Palermo, 1282. n s 43 A . 7 „ : « 

pij 1 I'Eij Chai-iotie Broiita d. 1855; b. 21 April 1S16. ;: 3 40 ^ s Is i 3 a’a 


I 3 ULVSKS (U'’ I'ilS lUOOX. 

I r Diat 4;/. 7/i. 52DL Morning, 

i # Nen'jloOii u © 12 Afternoon.- 

3 TirX. Quarter s 3 3 37 Mornmg. 

I I nil M<!on 25^ S as Aflernobn. 

J Teiigee xs;/. nh. A. 324,000. 

. Apogee z 3 «\ 12//, m. 35?,, 300. : 


RAIS FELL JX MARCH, 1509, 

<l:iyy, totM fall, 3-08 inches } ,af;o re the 
"'■) 3;b4T-go, by 2-63 inches. 


M 0 X 1 ‘HI.Y notes. I 

March X. Audituisof Boron-iistobr _ 

. Annual assembly of Fj^nsli Me'DIluXi., i-,;.,] 

I artshes to take place duriite: thi'i iuus. , it. 

Triennial elections of Countv Conrc.-.Ms 
piece between the isfc and 8tli of Uik m, mib 

24. Alaundy Thur-sday. 

25. Close time for ad \\ ild birds till xrA .Inciisi, 

2:5. Lady .Day. Quiirti-- Dj.v. - nf 

>''' “■Xc it 


WHI? . AI.WAN 5 Ci:. 1 91 0 . 



igio.] 

MAEGH^ THIED M0> 





The Sun. 





in 

Hdj-Vttr. 

Aioiartiil 

Hourly 

AjiiJUreiit 

H^rlyVar. 

SiSerexii 

aiciiii 'limf 




liisht Aseeii- 

Vuf. of 

licchiiatioT! 


Time 

ut Sitini/rcui 



of -r-ho*'. 

sioi: at Kooi), 

R. A. 

(Stli )at Socu). 

ySiiixitioij 

at NtiiUi, 

jS.'Xs:;. 


M . S . 


B. M. S. 

S. 

. A 


' fi. M. S. 

il. M, 1'. 

1 

12 38 

0-48 

32 46 16 

9*38 

7 4S 33 

56 "S 

23 33 3 ® 

X a6 7 

z 

12 26 

0*50 

22 50 1 

9 *35 

7 25 SI 

57*1 

23 37 35 

X 23 22 

3 

12 14 

o’sz 

S 3 4 S 

9*33 

7 a 58 

37 '3 

22 41 32 

I iS x 6 

4 

xa I 

o ‘54 

aa 57 39 

9 * 3 ® 

<5 39 59 ■ 

57*6 

23 45 aS 

I X4 zc 

5 

S2 4^ 

o's6 

23 1 13 

9*30 

0 16 5A 

57*8 

S2 45 25 

1 10 34 

6 

K 34 

o'58 

as 4 55 

9 ‘28 

S S 3 44 

-58'© 

SS S 3 31 

i 6 28 

7 

11 30 

o’S 9 

33 838 

9’^0 

S 30 29 

SS'a 

33 57 18 

2 231-: 

B 

n 6 

o ' 6 j 

33 22 20 

9*25 

5 7 9 , 

58-4 

23 1 24 

0 58 36 

9 

XO S£ 

o ‘ 6 z 

33 16 2 

9*23 

4 43 45 

58-6 

23 5 IX 

0 54 40 

so 

1036 

0*64 

23 1943 

9 '22 

4 so 17 

387 

23 9 7 

0 50 44 

.Xi 

xo zo 

0*65 

as a 3 24 

9 30 

3 5 ^ 47 

, 5 S‘g 

33 13 4 

0 46 48 

tz 

so ■ 4 

0*67 

35 ®7 S 

9 X 9 

3 33 13 ! 

59*0 

2317 I 

0 4s ss 

J 3 

948 

o’68 

23 30 45 

9' 2,8 

3 9 36 ’ 

59 'I 

23 20 57 

0 38 s6 

s 4 

9 32 

o'69 

23 3ij. 25 

5 s6 

a 45 SS 

59 'I 

23 34 54 

0 :?« t 

liS) 9 xs 

0-70 

2^ > S 

J IS 

2 as s8 . 

39*2 

23 z8 So 

5 

! s6| 8 S® 

o'yi 

23 42 45 

9 14 

i I 58 36 

39*2 

23 32 47 

1 027 9 

17 

S 41 

j o'ja 

i as 4 S 24 : 

,9*13 

I 34 54 

59*3 

: 23 36 43 ! 

1 0 23 13 

iS 

S^l 

j < 5*73 

1 23 49 3 

j 9’iz 

1 a « 11 

S 9‘3 

; 23 40 40 ; 

1 0 19 37 

19 

8 6 

l .?.' 2 ±. 

jAi 5342 

I 9 ‘i 3 

K» 

« 

0 

..59:3. 

' 44 36 

j 0 15 ss 

20 

7 48 

I 0-73 

' S3 56 21 

■ s'si : 

0 S 3 4 o 

59 ‘3 

: -^3 48 33 1 

! 0 XI 25 

j21 

730 

1 o* 7 S 

! 0 0 0 

^ 9-10 

003. 

59 '2 , 

: 23 52 30 : 

0 7 29 

las 

7 iz 

1 ©’76 

i ^ ' 

0 3 38 

9 ‘10 1 

I 

Kortl'i. 

59 2 , 

23 56 26 : 

/ 0 3 33 : 
*■23 59 37 ' 

1.23 

654 

1 076 

! 0 7 16 

9-09 ! 

0 47 19 

£ 9*1 

0 0 23 I 

23 55 43 

134 

S35 

j 077 

; 0 SO 54 

9 ’og i 

1 10 57 I 

59 I 

0 4 19 ; 

23 51 46 

as 

6 17 

1 0*77 

: 0 14 33 

9-09 : 

I 34 34 1 

39 '0 

0 8 a6 1 

23 47 SO 

a6 

S £8 

i n ■77 

' 0 18 12 

9-09 i 

1 S8 8 1 

58-9 

0 12 12 1 

^Jl 3 43 ,S 4 , 

a; 

5 40 

fo 77 

1 0 ss 4.9 

9 'o 9 1 

2 22 40 1 

5S-S" 

0 16 9 j 

! 23 ’39 58 

aB 

Saa 

077 

; 0 25 27 

9*09 j 

2 45 8 ; 

5,6-6 

0 20 5 j 

23 36 2 

S 9 

S 3 

! 077 

r 0 29 5 

9'<*9 i 

3 8 34 : 

58 '5 

0 z4 2 1 

23 33 6 

3 ° 

4 45 

i 076 ; 

i 0 32 43 

9*09 1 

, 3 31 56 ; 

58 'S' 1 

0 27 59 1 

23 23 20 


4 a$ 

j 076 ; 

; 0 36 as 

9-09 : 

3 55 14 : 

58 -a 1 

1 0 31 S 5 l: 

23 34 14 


12 7 1 



_ 3 ^:, -’ 75 ' ^ 
ALiiANACK. iUlO; 


i! 

j| 

n'EMOiElXI’ 

■ t 

ii 

!L) X-t '-Ai.t- 

■il (€.37'); 

1 

!i 


15 . jS): 

■ 3* 


(5.4c.';; 

y 

1 ■ • ■ 



lA. 


■15.44; ; 




i! 



!j 8' 

jl 



l|xo. 


< 6 - 54 ).' 

il- . 


(6.55) 1 

;|xa. 


( 6 .s 6 'V 

As- 

.S', 

: ( 6 .s 8 \r 

,A 4 - 



As- 


(7.1)1 

: ,26. 


( 7 - 3 )! 

A" 


< 7 -S\'; 

20. 


... . 'i 

Ag. 


' , f' 

'20, 


( 7 - 10 ,., 

ai. 


(7 I'A’''! 

32 . 


(7-14), 

;,a 3 - 


( 7 ^x 5 / 

:'24. 


I?*!®;! 

125. 



' 26. 


(7'. 25;^ 

1.' . , . 
\^ 7 - 

. 5 :. ■ ■ ■ 

( 7 - ^ 2 / 

[ :S.' 


(7.24)^ 

, 29. 


(7.25)^ 

; 50. 


(7 Z7)^ 

..31- 


(7.aB); 


28] 


MAECH THIED MONTH. 


[1910. 


The Mooh. 


5 a 


Rises 

Aftemoon, 

Bets 

Alorning. 

H. M. 

H. M 

1 II 36 

S 4 S 

3 inrn. 

9 I 

3 .0 47 

9 22 

1 I 39 

9 49 

5 3 7 

10 25 

S 4 IX 

II 13 

7 5 3 

aft. 

3 S 44 

I 33 

6 IS 

2 55 

3 6 39 

4 25 ; 

c 6 39 

5 S 3 

s 7 i6 

7 23 


7 3a 
7 50 


8 36 

9 9 

jio 4S1 


112 S4 

aft. i 


8 3® 
jso sg 


lurn. 

t XI 

2 .■29 


Right 
Asc-eu- 
sioii at 
Noon. 


H, .\t. (!f. M. S.j o V „ I , tt \ , /, 

3 43114 29 47:12 44 5 s'S 4 8;i4 471 _ 

4 34 1 IS 13 si; 17 6 44 :S4 18:14 49ISC! IK 

5 9:16 3 lo'so 3s S -54 38:'S4 5S,!3ii: ix 

5 S 7 20 S 4 S:s3 43 24 ;5S 7,13 3jz3 ti 

6 48 17 47 58 ^5 36 3Q ;55 

7 4a! i 3 44 24135 13 8 '36 34;is s6!z4. st‘ 

3 38119 4a 30:23 sa s5 i57 37115 41}''- 

.9 34,30 41 3:23 3 So I53 23 ji 5 36| 


I Hori-'Seini- 
Hcdina- jj-mifcaJi dia- 
tion at IParal-jmeter! 
Noon, 

I ^ 0011.! Noon. 




Age 

at 

INoost 


l>. u, 

|i 9 


„ ■*/ p 3 > 

arc. j23 30 31! S as 6 j6o 33.16 31 
4 c. k o| o 34 3 7! ^ 53 es;6o 48!i6 

3 2j 1 18 301 4 43 4on|^'4S|i5'36 

, 3 54 2 23 3 35 | 6 o 3 iis 5 311 

lojii 49j 3 491 3 9. o| 25 39 9 |6o 2:16 331 

4 45| 4 ^ 4S‘3i II 44 jsg 23I16 13 

5 431 5 6 7124 33 19 iS8 40! 16 s' 

6 41! 6 6 X4136 3 28 |S7 36113 49, 

J.,. 34 i 7 39 !X..S_, 46 i ^1 9 49 |37 14! iS 371 

4 23I 8 33' 8 3 so!24 48' 4 

4 38 9 23' 8 58 0'22 JO 7 

2 221 S 25 10 13 9 49 22 18 21 4 

3 371 S 44 10 S7iio 37 4© 24 6 33 

4 49! S ojii 39 II 23 36 9 ii 17 

5 S7( 6 I4!ra3’n.|i2 7 2S 3 S8 2211 

7 ^ 1 Q 28 j o i gjia 5 ® ^ 2 20 233 


35 IK) 

26 IX 
37 IX 

28 XX 

29 XT 


3 xSj 6 38 o 39; 33 33" 21 1 


50 3o|iS 27 
56 oji5 17 

53 sops 9 
55 4115 2' 

34 42114 S6j 

54 25! 14 511 
54.12ji4_4Sj 
54 3|i4'4S 
54 o;i4 44 


Configura- 
tions of j 

.3 Ulster’s I 

BatelUfees i 
ats/j. A.M. 


- -.Jj - a-'i CiO ‘“'•■I S 34 20 

, 9 251 <5 53 1 4o!s4 16 55.11 33 9 „ 

‘2910 3Sj 7 6| 2 2i;is X s4 x 5 6 34 134 4114 45 

|30,ii 46' 7 26: 3 3.13 4S 33 20 3 51 ,'54 15,14 48}38 J 3Q3A1 

7 48' 3 SI 16 38 34 23 13 37s 34 3414 54159 s 31O24 


5 


6 

X 

7 

I 

8 

X 

9 

I 

10 

I 

XI 

I' 

X3 

1 

E3 

I 

£4 

1 

*5 

X 

x6 

I- 

17 

z 


3234 O 

34 O 13 

4130 

M 43 Q 3 

.. 403 i 3 _.. 
41023 ' 

423O* 

3421 O 

340x2' 

13O24 
2O134 
J 034 #® 
SO234 
23O14 
321O4 
3O2S4 
3*042 
24O13 
421U3.. 
41O23 
h 42O2 
4321O 
43O21 
431O2 
34O13 
2 * 043 _ 
■|p343 

UOm 

32^04 


Apparent eIight Ascension of the PiirNCiPAL 
Pla nets at Mean Noon. 


^Merciji iy.I 9 Vento. I cf Mars. I if Jupiter. 


iB. 

fl. 

Ji. 

S. 1 H. 

1 » 

31 

17 

6 ! 21 

; 7 

2 X 

43 

22 21 

■ 1 X 2 

.22 

IS 

0 2 X 

'I7 

22 

45 

45 ! 21 

iZZ 

,23 

17 

3S 1 21 

'»7 

1 , 

23 

S© 

44 I 31 

i Apparent Dtx: 

f B. 

0 



,r a 

17 

It 

■gs; 9 

\ 7 

IS. 

33 

IS ! 9 

■fxa 

.*3 

7 

IS j I© 

S *7 

to 

17 

S 3 I© 

<32 

6 

38 

.3 . '-lo 

,«7 

3. 

9 

17.S 10 


2 39 

7 14 
13 5 


H. M. S. I H. M. S~ 

3 20 15 lia so 17 

3 32 47 *2 48 20 

3 45 29 12 46 30 

3 $8 21 12 44 32 

4 II 22 !I2 42 7 

4 24 30 1 12 39 47 


h Saturn. 


20 

22 

24 


ECTfPSR.s', A,NI> 

OTHER C'-EI.EST! L PH K.X i EN 
Jtlarch I, ]>;5y h'v::k-^ at 

4f,\ 35u{,. i;;nri;., aE«;‘ 'Tv. ends 

lityfi. 3xh>. ifjk, the hniu-fli of tin' 

Day bui?ic;' loe. 49.;?. 

Mar. 4. Ai'jiuis ’statsonary, ch. 
morn. 

Mar. $. Al'enn lime »tf S!!?iV;, 

Ronn'diameier pa---:, >4 ihu nwri-l 
dian, lan s’o-’. ' i 

M(i(\ 8. ^ Venus in eorijiinrtloti I 
\v,iCih the Alin.a..!, 9/,'. 27, an aft, 0 ! 
21° 32' N. ' ' » ’ '* j 

Miir. 9. i^Terenry in eonhipeJ 

tiidi luf-h the 8/*. i 

ihit. Q 3 'isdN. ; . 

3!ii)\ 10. \'fc;sta, in e<>ii|iw'if!fcioi:i I 
'ivitii the Vlooii, 6h. aff. VostAi 
■’©'.N. , . ' *■ . I 

13. i^afr.rn in exnjnRrtkmf 
Vv’jih tJje Moon, z!‘. 4s;/n ait.' 
h o'-^ sS' ,M, I 

Mar. 16. ,?.]arR in eorujirjctiojp 

^uth the M(w«n. 7/0 27^;. nennn 

i Mar. 19. Vonns •ir. yri'aV-td. 

brilliancy, 5/.. hf>rn. ' ' i 

. 3lar. xg. .Nepiaiitc in confiinc-j 

tion Willi the Mooii, zh. 3oa,\ afi 1 

iS'eptnne 4"' 2ids. * * 

Mar. 20. OceuItiif,ion of k nnni-i 
norjiin ; nntirnitnde. 3-6. The dis-l 
takes iijai;e at zh. 2Q'R. I 

vanm,, gf fj-oin fpe vertev ; the I 
reappcaran.ee at 3*. i2nf. ;/inrn,.! 
2I3'-’ rr-om tiie vei’te.v. : 

3fm\ 20, Mean time of Pam’s! 
seniidiameter passiim- the meri-i 
dian, 4'»n a’j,*,*, l 

' Mar. SI. Siiii ei'ler.s sisjn Arfe^ I 
Simhig eominenee-s, oAa 3}^n aft. | 
M ar. 26. J in conjunction I 
Mooit, 6 h. zxiii. 'itiorih I 
2° 31' I 

Mar. zg. Oeciiltations of 8 Libra' i 
ane a Libno ; magnitnde.s 5*4 r.id i 
ij,ji3'9 resx>eetiyely. The d!sa.p|iie,'ii'- 
7 1 1 ances takeplaeoat 3/n 39/n. ;no/nn, ' 

-.fli SA2 irons tfu' 


o 4 Kft| 19 38 S7 r! 3 4a ajJ 

43,43 120 25. 37') 3- 3© 6 

14 48 I 21 , 9 3 1.3 16 46 

32 9 i 21 ,49 3 13, a 34 

,,25 24 i 2 47. 47 I 


.10 22 S 4 s:. 23 , 37 54.g|, 3, 3a 3^ 7 


I 


EorUONTAL EfH-ATORlAL PARALLAX CP SUN 

'■ AND .Planets. ' ■■ ’ 



whttakeh's almanack, 1910. 


/ u r 39'/«. '/nor a,, 

, 34 ! 143 ii'oiii tiic vertex, and Mi. Kzm'.l 
* 26 24!i?Rora., 1450 from, the vert.ex. rc-f 
~ 28 37!! •'ipect.ivoiy : the .reapisearaisvij'--; ;;i 
K 30 54!j 43^R- Dw'/Li.., 238'- from tht', 

Sihf, mora., 331 : 

“ ;fiT)i!i the vertex, respeetiveiv. ' 
ANE?S. ,j| i'/tfr. 31. of p Ophi- ' 

; ucliT ; magnitude 4, -7. The dL<r. in ! 
37 4^x11 idaee at zf. 53,:.. 

xo 4x 179^* frrmi Uje ve!Ts,*x ft ■»- 

S8 j| 37 '^*- mora.,, 

37 30 || ^ ^ ! 

h !■ month the Mornin-^. 

, S „ 6nj I increase, m. Sm,, and the APmv. ■ 

< 1! noons sim. ' ' '' * 

SEMTDtAMETER Op .SCN AND PlANETd 

9 I -cf ■ ' ■ r It ■ ' ■ t.' ! 

2 g zq o ! 7 ' ^ 

2 S ; 20 3 I 7 5 1 

_■ a ''.S'.^yzo" 4 |, 7' ' ,5'' I 


Egio.] 


MAECH THIRD MONTH. 


[29 


Time 01 Hidi Y/ater at the undermentioned Places- 


if 

1 * 

LONr)O^^BEI.BG.E| 

LivF.urooL. 1 

Bkistol, j 

Hri.L. j 

GkEEN'OCK. j 

Lkith. 1 

Ditblix CDarl ; 


" 1 

Mom, 

.After.' 

Tilorn. 

After. ■ 


After. 

Mom. 

After. 1 

. .1 

Mom. 

After. 1 

Alom. 

After. 

Morn. 

After, i 

i 


H. 

..i 

11 . 

M. i 

H. 

X. 

H. 

M. 

H. 

>{. 

n. 

M. 

H. 

M. 

ii. 

M. 

n. 

M. 

H. 

M.l 

.H. 

M. 

H. 

M. ! 

'h. 

M. 

H. 

M. 1 

; 

Tu 

s 

I 

S 

14 : 

a 

SI 

2 

26 

10 

s 6 

10 

30 

9 

53 

9 

28 

3 

7 

3 

22 ! 

5 

31 

5 

47 

X 

SS- 

2 

SI I 

1 

W 

5 

aS 

5 

43 

a 

41 

2 

56 : 

10 

44 

xo 

ss 

9 43 

9 

59 

3 

37 

3 

53 1 

6 

4 

6 

21 ' 

2 

27 

2 

43 j 

i 3 

T'h 

5 

S9 

6 

16 1 

3 

la 

3 

30 

IX 

*3 

II 

39 

10 

17 

10 

36 

4 

8 

4 

27 1 

6 

40 

7 

X 

3 

.1 

3 

21 ‘ 

. 4 

]*' 

6 

3 ^ 

6 

SSi 

3 

51 

4 

17 

IX 

49 



10 

57 

11 

20 

4 

47 

5 

XI 1 

7 

25 

7 

S 3 

3 44 

4 

12 i 


S 

7 

33 

7 

S 2 | 

4 

47 

5 

24 

0 

53 

0 

43 

11 

46 



5 

39 

6 

* 3 | 

a 

ZS 

9 

2 

4 43 

S 

X 9 

1 6 

S 

8 

27 

9 

1 

IS j 

6 

13 

7 

S' 

I 

20 

a 

9 

' 0 

20 

I 

S 

6 s 6 

7 

4 X| 

9 

46 

10 

33 

6 

X 

6 

44 

\ 7 

'M 

so 

I 

so 

4 S 

7 

SO 

8 

32 ! 

2 

59 

3 48 

' 2 


2 

59 

8 

28 

9 

IX i 

XX 

17 

11 

57 

7 . 27 

8 

7 

’ 8 

Til 

IS 

3 ^ 


• 1 

9 

9 

9 

37 ^ 

4 

32 

S 

10 

: 3 

43 

4 

21 

1 9 

49 

xo 

19 1 



0 

31 

8 44 . 

9 

IS 

1 9 

W 

0 

so 

0 

40 i 

so 

a 

so 

24 

§ 

40 

6 

7 

' 4 

48 

5 

13 

! so 

47 

SI 

13 ! 

0 

.59 

I 

24 

9 44 

so 

'Qi 

!X 0 

111 

s 

6 

S' 

30 1 

10 

4 S 

SI 

S 

6 

32 

6 

54 

! 5 34 

5 54 

sx 

3 b 

XI 

sb; 

X 

46 

2 

6 

xo 

30 

10 

48 1 

'its 

i' 

1 

Sa 

a 

sa! 

II 

25 

11 

4 ^ 

7 

IS 

7 

39 

6 

53 

6 34 

.. 


0 

20 

2 

26 

2 

4 d 

XI 

6 

It 

2*5 1 

i zz 

S 







0 

7 

7 

Sb 

8 

16 

i 6 

55 

7 

,6 

0 

41 

X 

2 

3 

S 

3 

25 

ss 

45 



jiS 

.S 

3* 

'll 


0 

28 

0 

48 

8 

36 

8 

55 

* 7 

36 

7 55 

I 

23 


43 

3 

45 

4 

4 

0 

5 

0 

26 

1 14 

U 

i 3'"49 

4 ' 

10 

X 

8 

I 

aS 

9 

14 

9 

34 

8 

53 

8 

35 

2 

4 

2 

24 

4 

24 

4 

45 

0 

47 

X 

8 

[ks! 

Tn. 

4 *’ 

'■30 

4 ' 

•50 

I 

48 

a 

9 

9 

S 3 

xo 

53 

8 

50 

9 

SO 

2 

44 

3 

5 

5 

6 

S 

28 

X 

29 

X 


}x 6 

1 W' 

5 

ts 

S 

31 

2 

29 

a 

50 

10 

33 

10 

54 

9 

35 

9 

53 

1 3 26 . 

3 

47 

5 

50 

6 

13 

2 

14 

z 

37 

jxyl 

1 Th 

S 

S 3 

6 

15 

3 

11 

3 34 

IX 

14 

XI 

35 

10 

ib 

xo 

40 

4 

8 

4 

31 

6 

38 

7 

5 

3 

0 

3 

25 

|fS: 

'F 

S 

6 

40 

7 

7 

i 4 

I 

4 33 

« 

S 8 


8 

II 

6 

11 

34 

! 4 57 

5 

2 b 

7 

35 

8 

9 

3 S 3 

4 

27 

!-i 

7 

38 

8 

16 

S 

13 

6 

X 

0 

29 

1 



0 



2 

6 45 

! 8 

SO 

U' 

37 

5 

8 

5 

SS 

iao 

S 

9 

0 

9 

33 

6 

55 

7 

44 

I 

57 

2 

50 

' 0 

53 

I 

53 

7 

3.3 

8 

21 

xo 

25 

! XI 

XX 

6 

36 

7 

21 

jail 

Tu 

xo 

43 

sz 

26 I 

1 s 

S 7 

9 

4 

3 45 

4 27 

: 2 

49 

3 

38 

I 9 

b 

9 

45 

IX 

53 

! .. 


8 

2 

8 

40 

laa' 



0 

6 

1 9 

34 

9 

39 

5 

5 

iS 38 

' 4 

16 

4 

4 b 

! 10 

57 

xo 


0 

37 

i ° 

56 

9 

13 

9 

4 X 

i ®3 

i W 

0 

37 

s 

4 

! 10 

21 

10 

38 

6 

4 

6 37 

; S 

10 

S 

35 

! II 

8 

11 

28 

z 

21 

1 ^ 

43 

xo 

5 

10 

23 

!a 4 

Th 

X 

26 

X 

43 

! 10 

33 

11 

II 

6 

47 

7 

5 

S 

49 

6 

4 

! 11 

47 



2 

X 

1 ® 

17 

10 

39 

xo 

S 3 

|»S 

E 

z 

z 

z 

18 

: II 

27 


43 

7 

ax 

7 

37 

; 6 

19 

6 

35 

1 0 

5 

0 

22 

2 

33 

2 

47 

XX 

8 

XI 

22 

‘26 

S 

a 

33 

2 

48 ' 

1 11 

S 8 

• 

• 

7 

S 3 

a 

7 

8 

55 

7 

7 

I ° 

38 

0 

33 

3 

2 

3 

x 6 

IZ 

36 

It 

S* 

[27 

s> 

3 

2 

3 

16 

1 0 

13 

0 

37 

8 

ax 

3 

35 

! 7 

22 

7 

36 

* z 

8 

X 

23 

3 

30 

3 44 


.. 

0 

6 

\&B 

M 

3 30 

3 

43 ' 

1 

42 

0 

57 

8 

50 

9 

4 

i 1 

50 

8 

3 

j ^ 

39 

X 

54 

1 3 

59 

4 

14 

0 

2 X 

0 

36 

\zg 

Tu 

3 S 9 

4 

14 

! X 

X 2 


26 

9 

x 8 

9 

33 

1 8 

x 6 

8 

29 

1 2 

B 

2 

22 

I 4 

39 

4 

43 

0 

SI 

X 

6 

: 3 o 

1 w 

4 a 8 

4 

4 x 

1 I 

40 

X 

54 

9 

45 

9 58 

; 8 42 

8 

SS 

! 2 

35 

2 

49 

1 

58 

S 

13 

z 

2 Z 

I 

36 

l 3 = 

1 ^ 

Th 

1 1 

4 SS 

S 

9 ! 

! 2 

S 

r 

23 

10 

12 

10 

27 

il 

9 

9 

25 

5 3 
j 

4 . 

3 

19 

Y 

28 

5 

45 

1 

52 

2 .. 

9 


Eisim, Southing, and Setting of the Principal Planets at intexvals of Seven Days. 
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I Apparent Right Ascension anD’ 
.Drcijnation of the Pole Star.- 


.R.A. 


'D. I H." M. S. ; 

t \ X 25 S3'o 

xo. 1 I, .25' 47’^' 

.S 9 I I z 5 42-9 

a8 1 1 35 39 ‘3 


D.ECL. N, 


88 49 46 
88 49 '44 
88 49 41 
£ 3 _ 49 39 


MOPvXING AND EVE,NIAA 4 STARS. 

S Mercury is a morning star till the aStli, when it rises Avitli 
the Sun. Rises early in the month E. S. S. , and later on E. by S. 

9 Venus is a morning star, rising E.S.E. 

(j Mars .sets about midnight., N. W. by M'. 

X JupiTE.Pv rises in the evening between 7/0 and S/i., a little 
South of East. 

h Saturn is an evening star, setting IV. by N. 


At midnight, in the beginning of March, the 
consteilatio'nsTh-sa Major, Leo, Crater, and Hydra 
are on tlie meridian. In Ih'sa ATajor is a large 
n.]aneT.ary Nebula, appearing as a mass of 
atteiniated light, from shd to 4^ in diameter; it. 
lies S.B. of ^ Ursa ^MajoHs. 

Virgo comes to the meridian about midnight 
tviwards the end of the. month. Between Virgo 
and Coma Berenices is a la.rge .Nebula, one of the 


class known as “Spiral Neinibo,” situated in 
R.A. xzh. x4m. and Deed. 13® o' N. M-ith a huge 
telescope of S inche.s aperture it appear.s to lie 
resolvable in the centre into two" bright star- 
like points. Tlii.s eomstellation Is tldckly stre wed 
witiUnebulce, which may he best oV'rstn-v*kl on the 
evenings immediately before and after the sitli 
of the month. 


Whitaker's .almanack, 1910. 


APEIL XXX DAYS . 

Fasts and Festivals. || 

^ Eemarkable Daj^s— Events. ’ 

Sun’s Longitude 30® iS zxd. oh. m. !i 
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It I Tk Lady Em-detl-Contts born; ,8,4. ’ tb rrorii*” 1 
or I J Bo,«l Safely lonndod, .660, H. 

23 § S &T. Geobge’s Day. Shalrespeare died, j 616. '450 76 113 

I & Suntag after SEastcr. Daniel Defo^AVr' '"TV i' 

™Ii.;mOo,p,r,poe,.diod,,g,' ;; J 

26 I Tn Gabriel Eossetti died, i8s4. , ^ ^ ’ 

® I ®pek® a-H'I Oi'ant left Portsmouth, i860. ,' 443 7 13 ^37 '-S' 

I ['i- 23 Reb.’ 74.!!4 40 , 7 X 4 lix 8 'i 4 i' 

29 I p Shu'ley Brooks, editor of “Punch," b. 1S16 4 3s ! 7 xs .',.9:.46 i 

30 I b I Lond. Instxt. mco rp., 15. Lord Avebury b.’ 34. |j 4 36 1 7 xs ,120 ^'245! 


PHASES OF THE MOOj!^. 

C Last Quarter 3(?. oh. 48?}?, Morning. 

? 9 9 25 Afternoon. 

I 2 4 Afternoon. 

O Sull Moon 34 J 23 Afternoon. 

Perigee tod. g/t, 3 i. 332,200. 

Apogee 341?. zh. A. 352,500. 


j BAIN FELL IN APPJL, 1909, 

ion liS days; total fall, 1-55 indies; belt/iv the 
average, 1841-90, by -ox inch. 


ICON..... ■ j monthly NOTES. ' I 

Jm. Morning. lobeic.' 

5 Afternoon. i,I i’caceaim Tov.n Clerks 

i Afternoon. in^j, 

} Afternoon. elertioas ol laiHu Cuiiucils tal.t" 

5’cqq S- bividends on Ooiisols, Ac., (hk; FRcm.-;-,- 

X. x,.,. j ' 

dies; helm’ the ! xl. ParWafundfs 
' Tl^^pwiihin serai days of tills dati. " 
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Apparent Right Ascension op tub Principal 
Planets at Mean Noon. 
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i A./'.'a 5 . tiinf: of Nui!'"; 

; S(;iniii;:si!!;‘t('r pa=:>(],.^' li-i.'s--'- 

' (iiai), jin. 4 ‘ 4 A', 

Jo-’. 5 . in 

ivitli the’ Sun. ixii. 

Aor. 6 . in i'nnjui..’; A'; 

Willi ii’it' Munn, tab. siz/o si‘->o!i,< 

9 f 42 ' A- ! 

Airr. 8 . Ve.sin in eonfsiiir'f nny 
with thn AT; (.'Hi. 3/0 mm'ii SkA^V' 
o'"' 22 ' N. ' { 

Apr. 10 . A?'t;>!Y’iiry in <’Onjiin(*.t'Mn ! 
with thti Moon, 3 /?, igiri. loorn. ' i 
a'-'sg'N. , ‘i 

Apr. 10 . Mitnrri in cojijuin’ti I'il 
•with tiin Aioon, eh. I 

h 40 ' ,N . “ I 

Apr. II. ..Merniry .tjkJ nJ niH in ’ 
Conjunction, 6 /<. zgio, ni-T/i,, : 

3''' 3X' Ah " ‘ j 

Apr. 13 . Occiiltatioii of 
’J’anr: : iinui'iiit inh' s’s. Tin- hlA’ 
nniiearatict' taki'.s nhicc at 6h. 53 ^ 1 , 
((■Jt., 4 -' llso vertex; the iv-. 
ai)jM.vivnnc<> at 7/0 43 /-.n aft., 261 ; 
from the vertex. * i 

Apr. 13 . . Aj,ars in eonjuiijctfon 
witli tile .Moon. gh. ^nn. aft, J 
o-' 28 ' S, 

Apr. 13 . Oecnifcati(»n of Afaro 
'i’Jie (IL'.npiieamnee takos ]il<i.'ea? 
lo/n 2 S;/n aft., o' iVo'in fht- vcv; ; 
liie reafipearance at :i/o df.-o ,,tf. 
27 S'’' from the vert 
Apr. 16. Oecnitation of I Cvtus 
iiormn : ina.irnitiKie s’l. 'i’.he ni'-- 
appearance takes pl;e‘e al oh, 5 //,.. 
Worn,., xx 4 ^ from the vertex ; Hu’ ■ 
reappearariee at 0/0 qS.'/n atom 
188 " from the vertex. 

Apr. 20 . Aiean time of Sun’s 
somidiameter pas.sing the meri- 
dian x/it. s'o.x, 

Apr. 33 . 'I’eniis at 
elonu-ation (46^) TV., ^h. aft. 

Apr. zB. Oeeniiation oi’zSOnho 
iicm ; magnitude 5 ‘ 8 . Tiie dfsap. 
peuranee takes jdacs at oh. 
mont., 100 " from the vm-t-x Ttho 
reav>poaram‘e at xh. 4 Si'«.. tno-m 
325 ir'»m the Vert r.x. ’’ 

Til this mmitii tin. ; Alt-irri ing's 
mereasf xh. zuk. ami Lh-- Afo-r. 
noons 48 >n, ' " ; 


flmirzoNTAT. E(,iT;.\TnRT.'\L Parallax of «un 
AM) Planets. 
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EiST:?rG, SorTHixr 
! ‘MEHcriri' 2 
I Risesi 'Souths ! Sets 

D h. hi. n. lii. h. 5 u. 


nnd SETTI^"G of the Principal I^lanets at iDtervals of Seven Pays. 
vexus $ |! AIars cf ii JrprxER'v j| Saturn T? 


■Rises Sautlis’ Sets Rises ISouths 
h. ui. li. in. h. ra. h. m. ; h. m. 

z 539M II 53:.£ 6 7\ 4 lYi 916M2 31A 742M 4 oA 

: 9 5 3cJr 017A 7 4A ssa’M 913M 2 32A ; 731M I 3 5aA 

16 s 23 M o 43A 8 4A 3 43M 9 gM 2 3SA 7 xgM , 3 43A 


Sets !:' Riso.s ■ Smith.sj Sets | - Rises 
h. m. h m. ; h. ni. i h. m. : h. lu. 
020M ' 6 3AA1 ssAj 613M 

014M . 5 zgA'ii 24 A i S 24Mi' S48M 
o 8M 4 53 1 10 S 4 i 4 S 43 I S 2XM 


o 3oAi 7 izA ' 
0 SA' 6 49 A 


: ’ ' j 

Apparent RidiiT AsruNsioN and | 

= DEOPIXATION of the PO i.E STAIh I 

■ 

AIOENING AND EA ENIXG STARS. 

“ ISfERCURY is an evening star after the gtb, setting W. by N. 
in the e;irly part of the month, W.N. VV. in the rakullej'aud N.W. , 
by W. at the end. 

i R.A. 

Dept.. N. 

i .IX 1 n. M. H. 

1 X i ■. :'I 23 3B’9 

i XO { X;, 23 377 

i, xg 1 s 23 39 'o 

; , ',28 ■: J zs 4?.'o 

88 49 37 

88 49 35 

88 49 32 

1 88 49 29 

'9 Venus is a morning star, rising’ E. byS, i 

cf ACars sets N. W. about midnight. ! 

1 R Jupiter in Virgo, near to Y Vir inis. i 

1 h Saturn is an evening star till the isth, when it set? with tin? 
;Sun, W. byN. : 


At the latter Rart. of Api’il the eon.stellations 
I>raeo. Routes, asui Lihra u ill hcMui the niendinti 
uooui inihni;4ht. An irresolvahle donhle. Xohniam 
Canes Tenatici. ahnut 4P S.AV. of tj Trste Majoris, 
fan be observed in this month. The Southern 
Nelnshi Is .eiirrounded by a. faint rin|i' of nelmlous 
Upihtanti was called by Hersehehin hisOatnlojxue, 
‘‘the Halo Nebula.” hater observations jiiaced 
it amon!4 the ‘‘ Spiral " Xelnilie. That this is not 
a true incandeseeiit Nebula is shown by the 


absence of brijrht lines in its sjiee.trnin. In II. A. 
15/0 x4m., Decl. 2° 28' N., is a very iine chister 
of stai-s, condensed into liveat brii Haney toward'^ 
the centre. Sir ^Y. Hei'scbel wa,s able to distui- 
guish over 200 .stars in this group in the held 
of his 40-ft. reheotor, but found* the nudbU* 
portion so condensed that the iiarividnal stars 
could not be separated. Tlso stars nusae 
from the xzth to xsib mag. The evenings nlumt 
the 9tli are the best for oltserving tliese olijwts. 


Whitaker’s ALAfANACK, 1910 . 
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; Easts and Eestivais. 
Remarkable Pays — Events, 
Son’s Longitube 60 ^ n ztcl 7 /?,. a. 'I 



Eogation Sunbag* Bt St, Jameg. 

Rogation Day. Royal Academy opens. 
Rogation Day. Lord Anson’s victory, 17^^ 
J. Whitaker, f.s.a., b. 1820; d. 15 Alay 1895. 
^.^cengiton ©ag. HolyThurs. Napoieonl.d.’si 
St. John a. P. L. South Sea Co. origd., 1710 
Robert Biwning b. ’12. E. of Rosebery b. ’47 


am v tjKjixu isjuttoiiu u. y ^ 

Half Qtr. Day. Commonwealth Parlmt.op./oi 
Garibaldi landed at Marsala, i860. 

Sir Charles Barry, architect, died, t86o. 
Passage of the Doiiro, 1809. Strafford behd., 
Easter Law Sittings end. [1641. 

Old May Day. Eranco-British Ex. opd., 1908. 


26j 

27 i i 
28; i 


Sunbag. 

TOfjit iHonbag. Bank Holiday. 

Wfjit S^iiesbag. King of Spain born, 1886. 
ber Day. Paul de Aliisset, Er. nov., d. ’80. 
yimstan, Mr. Gladstone died, 1898. 
ler Day. Capture of Peiho Ports, 1858. 


iTh 

IB 

S 


i S ^ 
? M 
ijTui 


[tg Sunbag. Wreck of the Malabar, 1 860, 
illies, 1:706. Thomas Hood, poet, b. 1799. 
RE Day. Trinity Law Sittings begin. 
William Paley (Evid. of Christianity) d. 1805. 
St. Augustin, ArcMishop. 

Yen. Bede. Palermo captured by Garibaldi ,’60, 
Lord Russell d. 1878. William Pitt b. 1759. 


hi Sunbag after STaimtg, Charles IL b. 1630. 
Alexander Pope d. 1744T Alfred Austin b. 1835. 
I'eace of Pretoria, 1902. Joan of Arc burnt, 1431,! 
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PHASES OF THE MOON. 

C Dist Quarter zd, xh. 30W,. Afternoon. 

? 9 5 33 Morning. 

^ ® ^3 Morning. 

O Fall Moon 24 5 3^ Morning. 

31 , 10 Afternoon. 

rcngi.eS(Z.7AA.2Z3,2oo. j Apogee2id7A.A.a5sj,3oo. 

RAIN miL m MAY, 1909, 

inches; Mow the 

®'7S inch. 
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MONTHLY NOl’ES. 

May z. Huliday at Loudon Stuek Exciutn-e. 
x 6 . Bank Hulitlay. 

Da ' rf. —These are-^Dulv 
Mmfn.na^er, June 24 ; Alidiarl- 
mas, Sept. 29 ; and lliristnias, Dec. 25 - 

SCOOTLSH QUAitpHi; Da YSorTEKMS}ire:—riindlc- 

May is; Lammas, Aug. x; 

ii/sonm ^teiaovai Terms 
Hi Scoftibh Burghs are— ?i[ay 28 ; Na\% 28 . 
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JUi'ETllR U 


SaT 'UIIS ' k 


Sets 
h. m. 

S 455 ^'; 


Rises jSouth.s Sc-is , Hisos ; Soiiihs 
h. ni. ih. m. h, ni. ii. .'u, ; h. m. 

3 234 9 23 .A 3 2831 4 4M 10 5331,_ 

2! 53 *^;' 8 54:V;3 393L!3 37.3; |xo ggAlls, xgA] 
a 25A: S26A.2 3 i3L|3 i 231 'ho 43i!4,57Ai 
f_S 6 A]_ 7 _ 57 A_^_ 23 Ij 3 463.0 9 40.31 4 3 4 A j. 


MORNING AND EVENING STARS. 


IlECLiNATlUN OF THE INU.H .kTAR.l 

55 MFJiOOTiY is an eTening star tiii towards tiic end of the month. 


E,A. 

1 

N. 

setting N.YV by W. ! 




9 V.BN.irs IS a mormng star, rising at fircC nearlv dne E., after-, 

.l>. 

H. M. 

s. 1 

„ / J/ 

^ViU'ds S.,by N. ■ ' ' i 

X 

1 zs 

43 '* 

88 49 28 

cf MA.R.S is an evening star, setting N.Td. ] 

10 

J zs 

47-8 1 

SS 49 25 

Ig J up] TEH souths abont g/i. o/L Altitude al;out 3SN 

X 9 

[ t 25 

53 '* ! 

8S 49 24 ■ j' 

h SatU-RN is a iiwiTung star, rising N.E. by .E. '1 

28 1 

1 1 26 

o‘s I 

88 49 22 


I'owank the end of 3ve shall fnitl the 
eunsie’hii'knis Ih'woo, Ho.i-eules, t.lphinchas, aud 
.Seorpki on the njoiR'iinn aheuit midnight. 

-Hercules contains a very splciKl.id eluster 
of .-tars situated in R.A. x 6 h. ^Bm. and Reel. 
36° 41' N, This, like nmst of the star-clusters, is 
condensed in the. centre., and may he easily re- 
solved 3vith !no(h*r;xte telescopic aid ; and afe 3 V 
days about the 9! is, ulum tlic. Moon is absent, it 


may, if the opijorlnnity is tc.-ken of a 3 'fry rlear 
night, he seen evith the naked eye plainly s>e- ■ 
tween the stars ^hand 4 Herculis. raiiier ncj.*rer to 
17. This chi.steiCdisc'ivercii by lijilicy in 1714, is 
one ot the hermiirui exalnpie.^ of t'nese ifiwjles 
to be seen in the heaven.s. Mill; ih.e c rent Re- 
fractor of the Lick (ibservalovy ihe.JU'bnliUisglow 
at the centre has ’oc<^ii resolved into separate 
points. 


VHITAKER’s ALMANACKj 19 . 10 . 


38] __JUJT^XXX DAYS. 

I r^^:\ and; Festivals. 

llemarkable Days—Event.s, 


, i »i^! I sux^;;; Longitude 90° -3 zzd. Bh. m. 

‘^'■1X1. ^'*1 Sia^MEE'OoilMENCE.S. 

r § :\V| St, Nicomedc. Ushanfc, i7.94.' fd. 1882 
2 i 'T!i| G-ordon Eiots commenced, 1780. Garihald 
3[ i W I iGilNOE OF W.AL.KS’S BlETHD.lY fl865's. 

4' I Is I Maganta, 1S59. Lord' Wolselej^ born, 183 ?,. 


; 50 So' 154 zzi 


4^ g ID iviaganca, 1,^59. ijorci' Woiseiej' born, 5833. ; 4--^ ’ s s , ass '20 

5 ; 3 43 s 9 200 

^'j § I Coineille, r roncli dramatist', b. 1606 5 d. 1 (.)et.i 3 47 ■ s g ■ 157^308 

^ 1^23 j tn 20 J tLO. IQOO. ji 3 4^ 8 SO ' i's8 ‘ 207 ■ 

^ Paine <1 iSovp.- ■ Charles Bea'de b. iS'xi. Ij 3 4«> I s u I i$g'-zos 

Pickens died, 1870 ; hoin, 7 Fob. iSibJl 3 4^ ' s « i isox^os 
■ I Palace -npeiied, 1854. , {| 3 45 ^ g ,3 ! jgj ; ■ 

':' Ij^J 3.|}Gslic ant) i^l'Udor, Ij 3 4s e ^3 i 1-62! 2^.3 


i I Zx)y .SinPay arlrr Slrfitfly. TiSac.'* 3 43 ' s 

I rn I \ (Hiigby) born, 1794; ; died, 12 Jinia" ? 42 :' g 

ini 4873.] a « ■ . 


8 14 , 163 ! .302 


'ilos. Oain])hell (b 4844. First Tlospibil Siii 


P ri;/ I iSi^, Dr imimond CaRflr foiin.hidJ] 3 u 8 z0 i iSjl .298 | 


I If liimkersHili" 

^ I _| WaterlooBdge. 0]id.,’T7. [1775. 


■*G^I i f I .)tli Si!nl5ao aftrr ^TnaiUn 

^ Accession oiPiJ'oeeri Y 


1 2 1 I |Tu| ■Viitoria, 1 8 1 3. J nlhee of 


[CiOri-:i;,.| 3 44 8 sS I £7! ^ 1-94 


iaa I iWf Q.een VietoVia’s Dia.to,.,! .lAiibV hrC' ' 
I V‘ P"ir:eoEdv:«aioi: WalPsh.'iSo, 

;^4| V 5 .ggj.,, Mklsuuunev Day. QunvA 

i"*3i__7kY Geo.i.’g8.I V . Qied, .1830, ' f Dav 

Ga jib 31)i Simbng nftrr srnr.iTu. 

:' 7 ,Y -\r Miu-ray L (publisWolu,,! jS.^^ 

28; § iTu Vuvnpore 1S57. Q, Yictoiia crowaed, tS-'.d' 

? Vn i ‘" 5 "^ JHai'lm'. 

1 30 l\'n losver J'bidge opened. i8rj4r ' 


ictoriii, 1887.''; ^ I ^ I ^7 ®! ' 


M4 ; 3 S9 ; 173 1 193 

5 45 ' 8 19 1 174 1 sgx 

i 45 ' 8 19 i E,75 I 190 . 

! 45 : S 19 ; 176 ' 1:89 


3 4 " ; 3 15 ' 179. zB6 

3 47 j 8. S 9 I sSo j iSs 

3 4S ;' 8 18 ,’ i3: :84 


FIIAS’CS OF aaiE :moox 


6 ^ oA Vi j.Lidii od. iJt. i6>/f. Atleri'Otm ■ ■ , 

' ;■ Li.’-'t oaiavtcr Id. 4 'U'teniouM* ' •*‘'i^vvrn tis.. 

c Fulin.vm 23 i j? iLiwf : .^.r laoimin 

PeriL'ec* 5 :/. 4/;. -ir. i 4 - sielebratlon flay. 

s8rf. 7/1. 3r. 25'j.^. . 15. C’lfce sea. 50 r! fov frJ.?h v.'aL«. .‘I.:’;. .j.i,;j 

; On or berorc bins Oa; (.vriMriCl,, •„ „,•. 

' n.ux .Ebb .. .r.., 1^, i 

I “G'ity otS^o bOA:!'^’iV,; nv.Sa.'ir 

L -^.-Xlj \ -Quarter Sessions held tIuH week. i 


MOJOrHiy XOTLS 
'er.seers to o-ive noti.'-t 


liAl.V .KELL IK iirXE, igog, 
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METEOROLOGICAL OBSERVATlOiMS, J VEE, 
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WIUTAKKRB ALMANACK,. , 1910 . 



; S t6 iz 2411 10 6 5S*i 23 X mtj o 32 24f!i 

Uo, | i6 , X 40:11 s8 33.32 »9 o j o 35 ,46 

|:2t5 I v»; 39 43. ii3 45 M 52 54 1 .0 40 .331 

fS5o ] ^7 .55 ,29 ;S5 2^ 35 pi ,13 , 2 | o ■ 47 .43. j 

pS.' j ,3^9 ..34 18 ji7 o ■ xo 30 29 34 I . 0 56 7 

|3o, l,3t 18, '5411118 .34 51IM9 42 38ri’ 1 .6 '■6'^! 


JUNE SIXTH MONTH. 


i:£ 9 . 10 . 


The Mooit. 


Z ! '£ . 1 ! « .3 ' ^ .3 
! ,1 g 1 'S P j 'S B 

0| .J .. r. 
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Noon. 
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tion at 
Noon. 
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lax at 
Noon. 
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dia- 
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at 

Noon. 

Ago 

at 

Noon. 

tions of 
Jupiter’s 
Satellites 
at io.^i. v.M. 

j :x. s:. ' H. M. ' n. m. ! h. .m. s. 
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ArPARENT lllGHT ASCEITSION OF THE PKIiSClFAL 

Planets at AIean Noon. 
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i llOIUZt.LSTAI. EfiUATORIAL PARALLAX OF SUN 
: ANI> PL.AXET8. 
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VeiiUs luul Sntiini in! 
eoujnnctioh', i/i, 44/.-^. n./i. o o-' 4' . I 

, Junes, Ajercurv in I'unjuneti.ar 
I with the Moon, ixh. 40/n. inuiui. 

_ Jtme 9. AMpfeinie eonjoLo-.,.;.;. 
tion with the Mloon, 5/1. 3/11. 
Neptune 4° 4oOS. .‘ ,1 

,i June 10. .Mars in t’onjn;Kk,K,.;i.i 
i with tJie .Moon, 4/0 z6>n. 

, d 3 '' 6' S. I 

I June 15. .Titpiter 'ln eonj; -.jt tiori] 

^ wit..li tile Moon, ili. Kfim, afl 1 

! ?.,! 3''^9'S, * 'i 

I June xS. Oeeiiiiat i<in <. / 3 LjLrn; 
n1agnifu.ic.5-4. 'i'iie <ii-'...4PlH-.'uviu<*c : 
lakes phiec at zoh. ecitn.. atf., 
from the vertex ; th.e Veaitpeariua J 
at iz/». 36nn aft.^ 256' from iio"- 
verte.v. "I 

June s8. Oocartati. m . J <x l-brm ; j 
magnitude z-^ The disapivaraiiee. 
takes idaec- at 10/1. sini. U/t., n^'' 
from the eertex ; the rvai.p'earanA' 
at 0/1. Kh.'.. niont. on A’se 19 1 h, ssij • 
from {lie. verto.v. ; 

Jw(,e ^20. .Moi-eur}- at ’'yfoates? | 
eUmgatioii (23'-) zh. iHtu-n, 

,, June 20. Mean, time (.if Smdsi 
I semidiameter passing the meridian, , 

I Kfunezo, Occultationof p Ophi- 
i 'uchi ; magnltiide 4-7. 'i’he di.sap-i 
j pcaraiice takes phiee at 9/a 
! ff/h, 144'^ from the vertex; tist‘‘ 

[ reappearaiKJe at loA. 34W. <i/Uj 
I 269"^ from tlie vertex. ’ ^ j 

:. ^ June 23. Sui.i entev.'. the .sigui 
Cancer. Summer coinmences, 7/?, { 
4gni. i/torn, ! 

Juiioz^. Oeeiiitation uf RA.t,'. 
6:94; maguiuide 4-7. The 
X>ea.rauee takes place ;u oA. xonc,' 
jnorn,, 26'^ from tiie vertex f ; ia- 
rcappearanee at i/t. g.n, 

324'" from the vertex. ’ ' j 

In this month tdie .tloi'niiig.-, !<]■' 
c.rease zm , : the AXcf'ii.ans jj. ,r.. 


SEMHhamETER of the .Sr.LV AiV.D PLANLT8. 


Ascending Node, June q;® 4rp .k. 
WHITAKEi-l'y ALMANAOKj 19iO'. 
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iBjsiNGj Southing, and Setting of the Prixctpau Planets at intervals of Seven Days. 
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VrOEXING .VXD EVENT xn STARS. 

“ Ati’iiciniv a, moiavmg stiir, risnit-- X.E. hy E. 

9 Vknus is a morning star, rising at t'lrst E. 5>y X., aitenvards 
X.li '■'„;■-■ 

cf Aj'AR? is an evening .star, setting N.'^V. liy AV, 

*4 TuittL’R in ATrgOj lietwoen tj uiul y Viryinis. Sonth.s in ih« 
Aly evening. 

h SATruN is a morning .star, rising E.X.E. 


8cntnin 

ana a rmi't m' Sagittarins will south 
auout. andrilg'nt. 

ill Sagii'ta'nus iI-lOV is a nrj.uble ami veryoxten- 
sivu SeUrJa, s<»iuev. like a horseshoe in shaite. 
!l will hx.‘ found in It A. i8/t i5»t. ami Deel. 16'^ 
15' S. The spe'‘iro,se(>i)e .sinnvs this Nelmla to 
ronsist of a of iueamleseent gas. PrutEssoi* 
Ht'liien ;-nys tiuit "ho ana of the Neimla lias 


ehanged its pusitimj sim-e Hersciud’s time. In 
good weather can ia; well seen wii.h a .small 
teleseoiie.. 

I hi Sagittarius, 11 little West and Xorfcli of A, is 
' a globular cluster of very minute stars, densely 
! erowiied, to he seen only with diiUeulty in sinall 
: teles(^o|»e.s. Owing to it.s great southern deelinu- 
liun there is hut little elianee of .setring it except 
; wiion southing, isoutiis aj.-.out midnight on 
' J'nne 25.. ‘ ' 


WillT VKEIJ’S ALAI VN U 'K, 1910, 



whitakek’s almanack, 1910 , 


JULY XXXI DAY S. 


Dai op 


Fasts and Festivals 
||Eemai‘kable Bays — ^Events, 


Sun’s longitude 120^’ Q ^ z ^ d . 7^. 


Dominion Day. Battle . of the Boyne, 1 690. 
Visitatmi B.V,M. Sir Eobert Peel d. 1S50. 

6tfj <Sim. after ®n'n. Mauritius captured, 1810..' 3 
Tram. Si. Mm-tin. Independence Day, 3 ss 

Wagram, 1809. Cecil J. Ehodes born, 1853 
Field Marshal Sir George White, b. 1835 


Sedgmoor, 1685. E. B. Sheridan died, 1816. 1 3 
Et. Hon. Joseph Chamberlain born, 1836. 
Sempa-ch ,1386. Edmund B urke died ,^1797. 

SuntiaD after STri nttg. [1882 

Oudenarde, 1708. iViexandria bombarded 
Tom Taylor, dramatic author, died, 1880, 


120 


I StMwithun. Card.Manningb.’oS; d. 14 Jan. ’9 2. 
Sir Joshua Eeyn olds b. 1723 ; d. 23 Feb. 1792. 

St^ Suntiag after Srfnftg. ,, 

Jane Austen d. 1817, Dr. W. G. Grace b. 1848. 1 4 
' Samuel Colt(Eevoiver)b. 1814 ; d. 10 Jan.1862.1 
St. Margaret. Army purchase abolished, 1871.' 
Eobert Burns died, "1796; born 25 Jan. 1759.' 
St. Mary Magdalene. C. Landseer, e.a. , d. 1 8 79. 
Gliuzn ee, 1 839. Coventry^Patmore b. 1823. 

9 t^ .Siinkrg after Crnu'^^^^ [b. 'i848J 

St. Sames, %0Stlr ant! ilartsr. Mr. Balfour^ 
George Bernard Shaw born, 1856. 

Killiecrankie, 1689. Talavera, 1809. 

The A lahama sailed from the Mersev, 1862. ^ 
Aid. Sir Geo. Faudel- Phillips, o.c.i.E^/h. 1840 ' 
Teinity Law Sittings end. 


pi JS . after gCrinitg. 

PHASES OF THE AIOON. I 

New Moon 6d. ^h. zom. Afternoon. 

)) First Quarter 14 8 24 Morniiis?. 

O Eull Moon 22 8 37 Morning. 

<!: Last Quarter 29 9 35 Morning. ' 

Pongee 4^.3ri.M.226, 800. | Apogee x6<^.o/?.. 31. 251,200. 
Perigee loh. a. 229,500. 
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AIONTHLY NOTES, 

Jul!/ I. Bpecijii Sessiojis p,r Licenoi- 
Came to oe held thife month, 

5. Diviuends due. 

8. Old Quarter Daj". 

9- Eire Imsuraimes to he paid. 

20. Rates and Taxes clue Januaiy 5{.h tu,. 
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JULY SEVENTH MONTH. 


The Moon. 


Declina- 
tion at 
Noon, 


Hori- 
Kontal 
Htral-i 
lax at) 
Noon. 
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AppAREiNT Eight Ascension op the Peingipal 
Pl anets at Mean Noon. 
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1 dr Mars. 
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Appar ent Declination of the above Planets. 
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HOilffiONTAL EtiUATOlUAL PARALLAX OF SUN 
AND Planets. 


Eclipses. OceuM'ATroNS, and 
OTHER Celestial Phenomena, i 

Jui/fx. In this iHoiilh there Isi 
no real night till alter tin- aotii. j 
JliIi/ 3. Batiini in conjunciioHl 
witli the 2/0 lanriij 

l2 23' vS. I 

4. Yeiiiis In ooisjota-t inj'j ■ 
with the i&jooii. 5/;. ssiva tui.rn. '■ 
3° 37' S. " " j 

Jidj/ S- Eaitli at great. hi-: 
tiioce from tin; Bun, xU : 

Jidj! 5. lOea-i ti.Die of Smi’s 
semidiameter passing- the sueri- 
dian, rni. 8’4^, : 

Jnhi 5. .Meivurv in <’onhru<>' 
tio'ii with tlni Yooig dt. 

$ 3 ° 8' S. * j 

Julif 7, Ne|'*tniie in fatiijuiiet ion : 
witli th,e M-Onn, 4'U 38na DD'/ru..' 
Neptune 4° 40' B/ 

Jtdy 8. Aiurs in eoiijnnetJum 
with tile Mociij 8/;. tun. u.’Y, q 
3 ° S 3 ' S. 

Jidi/ tz. ^ Neptuiie in rMUijimv- 
tioii with, liie Bui!, moj‘n. 

.lu])iterine;,.jij!iaetioa 
witli the zh. itjn. 

% 3® 58' S. ■ ' ■ i 

Jidi/ 13. Aleivirry at le-;s' dh.- 
tanee from tip* Sun, 4/^. i.'tuni. 

_ Juh/ x6. Mercury ami .Neplum- 
111 coujiiiictioiL Bh. AUi, iiiOi'n. 
i°S 4 'JS’. 

Juiy ip. (Mercury In .s'uperior! 
ooujiinction with tlie Sun, 4k. nft. ' 

July 20. Mean time of SsnV.s; 
semidiao'ieter passing the oiei-’-i 
tiiaii, T)n. 7*56*. I 

July zx. IJraoiis in Gonj’ui'icti<'>j:i ' 
witii tlie g/i. Suit. ap. \ 

feh‘ainis 3° 44' iSh ' "'j' 

July zi. Mars at greatest f.lis.| 
tancf.! from the Sun, 5/1. ruortL I 
July 29. Saturn in coijjuuelirtn ' 
with tile Alooid aSi/n ufL D i 
o''^S2'S. ' ' -i. 

There are no oceu]tation.s of ?iar-; 
as bright as the 6tii nuignituvic i,-! . 
the looiitli of July. 

Ill tliis mouth ...the Mfirninfifil 
decrease 35m., and the, AfcernuomC 

3gin. 
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Rising, Southing, and Setting of the Pkincipal Planets at intervals of Seven Pays. 
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I Arih'iEENTllICiHT ASCEN.SIOX ANHi 
DECJANATION of the i'NiLE STAR, i 


E,.A. 


DECI.. N. 


i>. I H. JL„:, , S. 1 

I I I 26 33 '9 j 

10 1 I ■ 36 43 'S I 
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MOIiNIXG AND E\ KXIXO STARS. 

y AteROURV Is a moruing star in first half of the nioBtli, rLing 
N.E. by B. An evening star at end of monUi, setting N. W. by W.' 
9 Vf.n IIS Is a»mormng* star, rising N.B. ity E. 
cf M aes k an evening star, setting N.W. fiy VY. 

11 Jupiter is an evening star, sotting a lit tle B. of W. 
h Saturn rises shortly after midnight E.N.B., in the beginning 
of the month. 


In the middle 01 July the oouslellations 
(..'ygnus, Vnlpeenla, Ai[nila, ;iiid Sagittarius will 
be on ilie mevidiiin abmiL midnight. 

The Animlar Neinila in Lyra, .situated betxveen 
^ and V, kthebe.sL cxannile of flic Annular Nebu- 
ue ; the iieavrns eontaining. as far as i.s at present 
known, comparatively feu example's of Uiis class. 
It requires a latViergood tele.S(*ope to .see it well : 
it is in It. A. x8/o sope and Bed. 32^ S4^ K ' It 


exhibits a speetriim as if eosnpused of ai: 
caiidescent gas. There is also a globular cluster 
in Ijyra, as nearly as possible inkUvny betwce.ii y 
Lyrse and ^ Cygni. It k in It. A. zgh. 13/^., 
Bed. 30° i* ,N. The best nights for the ob.st.Tva- 
tioii of these objects are those Just before and 
after the 6th. 

Umniis may be well obsei-ved in this month. 


tVmT.VKEK’s ALMAN.VGK, 1010. 
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AUGUST XXXI DAYS. 
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Easts and Festivals. 
Eomarkable Days-— Events, 
Sun’s Longitude 150® ny z 4 d. xh. m. 




Ti!T-; Ft-:c ' Dav-' ^ 


f? i.SrS. 


r f\ i Lammas Day . Bk. Holiday. E. Aeiid’y closes. | 
Blenbeim, 170-I. Th. Goinsborong’h d, 1788.1 
3 ' p j Yr ! Lcl . Peel ( Spca ker) b. 1 8 2 9 . E iigene S ue d . 1 8 5 9 . | 
4 g ItH Tlie Victoria Nyaiiza discovered, 1858- - 

5 . ^ 


H, ;.r. : c!. y,. 


4 24 
4 26 


; 7 48 
' 7 4‘5 


6 ' i 


First British-American cable worked, J'SsS. 
^ ! Tramfifurciiiou. Tennyson born, 1809. 


7 ! ! lltlj Sintbau after Crfivito. ^Namc of Jesm, j: 

8 i jM : Victor Emmanuel entered Ivliiaii as king, i860. ' 

9' § jTe^ Coronation of lung Edward ViX, 1902. || 
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;Ax^t:ile of Au.u'U.-it, Cei>h€us, Cypn'uis^ 

ivlpliinns, and < 'apnirurnns south at 


There is a iittle brigiifc y.lo!Hijar «n 
4° drie -goiith of e Delphin'i, ecmsistiiH,? of a. 

^ j of very Rinail st-ars, not t-jisy n,r sinaT 

lu 'Ynlnornla. 3->Miie north of y Sati'ittfe, is i soo^ies; <- lielpliitii is situate; in .H.A, 
the •‘Tmuih-ttfir’ Neiaha, ji'eneraUy eonsidered | zBm. 55.se and Deei. o’ N.-a tiny 
irresolvable, nlthiurih under tlio hi*j:her )»owers | ptli muit. i>rece<k‘S it. This though a sit. 
of Lord KosseV teU-seope tliere seetned some ( yet a hrifriit cluster. an<i may he ut,sorvesi » 
trace of resulvahility show!!. It is .situated in i on the evcninjis iinnicdiateiy before aiid 
E,.A. xg/^. 55//0 and 22^’ z 6 ' .V.. aiul gives a , i the 5th of this month. I'vanns and Pai;;e' 

H|ieetruin of 'aright lines. i: be observed i!) this iisoiit It. r. <;a 
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, Easts and Festivals. 

Pu m EemarkableDays — Events. ^ 

__ ■ SSJN'S ' longitude iSo'^ 23d nh. A. /|\ 

iSiTw, AWtTMN COJIMENOES. 


; J ' I Tb SL Giles. Partridge Shooting begins. 

2 I F Omdurman, 1898. Sedan capitulated, 187c. 
j 5’ f S Dunbar, 1650. Oliver Cromwell died, 165S. 

j 4Pi S> I 5 tlj Stm. after &mftg. French Eepublic prccL 
; 5 I M Malte captured by tbe British, 1800. [1870. 
j 5 I Til Scottish EebelUon. commenced at Perth, 1745. 

I 7I I W St.UvurHu-s. Sir H.O.-Bannerraanb. ’36 ; d. 22 
; 8^1 Th Aii/huVyid.TOf. Sebastopol/55. [Apr. 1908. 

1 o‘ I F Flodden, 1513. Victor Emmanuel pro. kiDg/6o.| 
lioj i S Pinkie, 1547. Empress of Austria assass. 1898.1 

jjJi S SiinFag after STtmitg. Malplaquet, 17 09 . 1 
U2! I |M Et. Hon. pferbert Henry Asquith born, 1852.! 


114 I |V 7 Holy Cross. Duke of Wellington died, 1853. 

15 S Liverpool and Manchester Bail way opened, ’30. 

1 6 I F Em];er Day. William Blackwood, publisher, 

17 !, S St. Lambert. Ember Day. [d. 1834. 

18 1 S I7tt} Sun. after Sirhutg. Dr. Johnson b. 1709. 

19 I M Poictiers, 1356. Lord Brougham born, 1778. 

20 I Tu x^hm,’54. Delhi,’57. OwenGlendowerd.i4r5. 

21 i ’VY St. JPlattljctn, ISliang. 8?fEartur. Ember 


26: 0 j St. Cyprian. Belief of Lucknow, 1857. 

;2 7i S Till Busaco, 1810. George Cruikshank born, 1792 
_28j I W;' Strasburg, 1870. Eicliard Owen born, 1804. 

1 39 i" Till St iiJiclael anb -311 Sitgefo. Quarter Day. 
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. # Nfnv Mixm 3 'f. 6h. 6m. Afternoon. 

I ;■) rii'sl (,Miartei is 8 ii Afternoon. 

Muon 19 4 53 Morning. 

: C last ttMiarter 25 8 54 Afternoon. 

Apogco9{i.a/i.A.3Si,5oo j Perigeezs(f.soA 31225,7(30. 
J * iinrvest Moon. 
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;^vcrago, i34x-t^.ci, by o'sz inch. 


MONTHLY' NOT'E.S. 

Septev^her s. Deelaratioiis as to in!sfh‘Sfri]A.ioti ’ 
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delivered to the Town Clerks aiul (lurks of tli- 
Peace.— Lists of .Tnrurs to be amvud to uhuruii 
dours foi* tli6 lirst tlu'ct; SuiEjiiys. Scilniun clof-o- 
time bei^ins. Partridge sht^othig 

3 Fir^tday on which ilevPhjL; EoPUur.s aui} 
hold Revision Courts. 

24. Sheri.f.s of London to be s\roiii in. 
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55 38|i5 8 

56 10 1 15 20! 

56 ss'is 33' II i8j 

57 49I1S 47 13 i 3 
| S8 39 ?o__ o^i3_ 18 ^ 

16 12 14 iS 
16 21 15 18 



!i 6 27 16 18 Owing to 
16 29 17 iS jupiter’s 


59 22 

59 56 

60 16 
60 23 
60 15 
59 56 
59^8 

58 54 16 s'zx iS! 

58 igiis ss'22 18 Satellites 

S 7 43 
S 7 8| 


x6 27 18 18 
16 21 19 x8 
[16 i4' 20 1 8 


lirox- 
imity to 
the Sun 
the 


IS 45 23 iSi will not 
15 3624 18 he visible 
js6 ssjis 2725 181 till i^ov> 


9 S2i_io 29 2*14 52 ^911156 _ 51^ 1826 iS^mberiS. 


PiLANETS AT MeAN NOON. 



^Meroury. 

' $ Venus. 


Mars. 

U Jupiter. 

T2 Saturn. 


a. 

M. 

s. 

a. 

M. 

s. 

u. 

M. 

s. 

H. 

M 

s. 

H. 

M. 

s 

3 

tz 

30 

44 

9 

as 

13 

XX 

17 

41 

X 2 

58 

12 

2 

19 

47 

8 

12 

31 

7 

9 

49 

31 

IX 

39 

28 

13 

X 

SI 

2 

19 

14 

*3 j 

13 

34 

34 

10 

13 

27 

II 

41 

x6 

13 

S 

34 

2 

z8 

31 

s8 

SS 

39 

5 

10 

37 

4 

II 

S 3 

4 

13 

9 

33 

2 

17 

39 

ai , 

I IS 

14 

40 I 

II 

0 

H 

12 

4 

S 3 

13 

13 

15 

2 

16 

39 

aS j 

! « 

57 

2 i 

II 

® 3 .. 

30 

Z 2 

16 

45 

13 

17 

IX 

2 

JS„. 
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ApPAREX'U DliCT-TNATTON OF THE ABOVE PeANETS. 


PM 

!■» 

ii8 I 

1=3 i 


21 

II 39 ,14 13 8 
3 22 12 13 32 

30 31 110 


n \ 0 > 

43^1 5 35 45 ^ 1 ; 


4 
3 

8 ■ 19 f I 


18 38 
43 

42 13 


IS , 30 I 7 49 54 o 23 ■ iSH' 


_5o_ 43s 


2S 4411! 0 


o 3iS{ 
23 46 
47 32 
xz 14 
35 18 


ZlJ 


5 2S 6 5 9 30S' 


II 10 
II 5 59 
IS ' X 13 
10 55 46 
10 49 42 
10 43 4 »' 


EcLT??iF5 !, Occult .\T r!'>xs, ani> 

OTHER CRLU.STTAL riflLNOE'KX.i. 

I S<ipt(!ii'>hcr I. Oiiy t'>!v-;ik,n at 
' 2,^1. y III. iiKirn., aii'i '[’'.viiigut oi.iis 
’ at S/a 33f/a (H't., the loii'/tii oi tin. 
i I lay hoiiig 13//. 34a''. 

Siqit. I. Vonus in eo’ijrnierion 
{! with the Moon, 8/a aft. f 
['4'‘'‘26'S. 

i S- ^ican tinio of Sun';-^ 

soinidiiiiHoter pari-^ing the icseci-: 
p diaii, -TJ/i. 4'o.s'. 

1: Sept.xif. Oeonitalions of fw - 
I, tarii ; niagiiitmle 4‘8, and ,'\ Sncil- 
I'tarii; inagiiituile 4‘9. Tiie tiisait-; 
i pearancfs take ]»]a(ce at 6h. s,.-.n 
j aft. and »h. 56/a. aft., 88 'and 73' 
frf)in the 'vertex rerfoeetively ; iho; 
i roappearanees at yh. z^aa aft., and; 
I' 9//. 15110 aft.. 285° .and 356'' from; 
! the vf,‘rtcx're.'^[»eetively. | 

i' Srpt. 17. (,>eeu!t;-ilions of rt 
. Aqnarii ; magnitude 3*6, and r"l 
Aqnarii ; magnitude 4*4. Tiiedi,-' 
; appeavanee.y iako {dare at gh. 30m. 
'aft., 103'^ from the vanTex, and 
' lo/n SOUL aft.,S7"' fTom tin.* vertex, 
i| rospeoiively ; the run }»pea ranee?, a; | 
i lo/i. 32m. aft., zii^ iioni the vertex, ; 
I and oh. zm.’ morn, of tlie lUtli, 
229^’ from tne vertex, respectively. 

Sept. 20. Mean time of Sun's 
semidiaineter passing tlie meri- 
dian, im. 

■j Sept 20. Occiiltation of p, Pis- 
' eium ; magnitude 5-0. Tim dis- 
; appearance takes jilace at iiA. sS-m i 
' aft., 31*^ from the vertex ; the; 
reappearance at i/i. rm. lar.ni.. on. 
the 2ist, at 264° from the vertex, i 
!! Sept. Z2. Sun enteio sign Libra, I 
i' Autumn commence.s xoh. 31m. u//. i 
ji Sept, 23. Occiiltation of *561 
pTaiiri; magnitude 5*2. The di.s-: 
II appearance, takes place at xoh. 58//.'. | 
!■ aft, 169° from the vertex ; the reap-i 
i’pearance at n/n 281/0 aft., 230^; 

I from the verte.x. ‘ j 

' j Sept. 24. Oceiiltations of kI Tauri, 1 
■; yi Tauri, and v- Tauri, the re.sjiec-; 
live magnitudes being 4*1, 4’3, and! 
5*4. The disappearances at ih. 43/a. ■ 

_ monh, zh, 137/0 7/if/r/i., and 2//. 59m.' 

I' marn,, at 174'', 60'"*, and 33'"' iTnm, 

I the vortex re.spectively : t-ie re- 
; ' apjiearances at zh. 5?//. amm.p 
; 2^i.xi^m.p>arn,^ and 3/1, 390.'?, 'ni:yn.\{ 

; 2C9'\ 298'-*, and 3x7-' from the vertex; 

! respective]!/. i 

,j In thi.s monih the Vlnvidij.^' 

' decrease 461/1., and the .Afternoeii.’-. 
ih, 6m. ■ i 


IIuRI^ON'TA !, liQUATOfUAIi PARALLAX OF SUN 
ANi) Planets. 



Menu longitude of Alooa’s Asceiiding Xode, September i, 52° 52' y ^ 



1910 ,] 


SEPTEMBBE ninth month. 
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Time of Water at the undermentioned Places— 


1 3 

i ^ 

London Biinic. e| 

LiVKUi’ooD, 1 

BinsToc. j 

Huld. i 

Greksock. 1 

Leith. j 

Dublin (E.ar), . 
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SouTHE^G, and SETTING of the PFJNCirAL^ Pj:<ANETS at intervals of Seven Bays. 


Mv.ncviiY 




Mahs 


i . ‘Tii.se:s I Souths! Sets ^ l-Mses ‘Souths Sets . 

! r>. ■ Ii, rx ' ii. :n. ' h. .uj, -i. .n;. h. m. h. in, 

i 3 : 7 sSMi ■$ 34 a! 7 loA:; 3 9M 10383! 6 7A. 

'so i 755M; I igAj 6 43,A;' 33131:104531: $ 59^^: ; : - - --r-- 

jX7 ! 7 2431 ; 049A! 6 144;' 353:3hio5oM S48A,,, SSSMj o gAj 6 234:' 75431 

:a4 : 6 3o3l; o iAj5 434. 41431 103531 


Ki.^'es 'Souths! Sets 
h. 111. i). 111. : It. m, 
559>‘: 

557>i 


o 3^X\ 7 


5 36A'- 5533,;ris33I; 6 3 A 


; dUPlTER 

% ii 

Rise'; 

1 Souths! 

' Sets 

h. m. 

h. .m. 1 

1 h, lu. 

I S 33 M' 

1 2 ,XZAj 

! 7 49 A 

8 14 .M 

1 s 49 Ai 

: 7 24 A., 

! 7 

1 26 .y: 

; 6 sSAl! 

■ 7 34 M 

I 4.Aj 

; 6 34 A:I 


Saturn k 


Rises Isoutbsi 


h. m. I 

8 38 a 
8 lA 

733A 
7 sM 


Sets . 

h. m, h, la. 
334Miso36M* 
3 Sil’iato 73^ 
a37M| 9373^ 
3 SMj 9 73r 


;,-lW'ARr:?sT Ilf.lHT A.''fN:N.<fO!% 

! I.HiCLiNATiON <'*F THF. PiHJ'. STAsI. 


r:.A. 

A, 


r»KFL. X. 


! 

• S9 : 


Vi. s. 

27 33 '2 

27 39 ‘3 , 
77 44*1 - 

27 43 7 ' 


MOilXnxa AXn. EA'^ENIXG- STARS. 

9 -\ri aaniv is an evening star at the beginning of the month, 
soilin'. In S. 

$ \ENU.s is It morning star, rfsiiia at first E.N.E., afterwards 
E. by ,N. 

cT t?Ah‘S is tou near the sim for observuti.m in tins month. 
AuriTER is an evening star, setting ¥/, ]iy S. 


88 49 30 
^ 49 33 

88 In AO -i ate- smi-set.'E.N.E.Pii (Mmjimction with 

ii the moun OEi the Eiist at n/n 30m. «/Y. b i'-’ 31' S. 


j On r.K ist n .''-eoirmber, Ocpiieus, 

At(nariiis, arci Pi^ffs .Uistralis wiil be cm ttie 
' meridhm at mhinidit. 

! fn .Pegasus is a fine ,11 lobular I'lnster of vL-ry ■ 
small stars, s^-' in liitinseter. novlh-west of 
e PegiiKi, nnieh eonden-Hl t'omrik the centre, 
•’i where the stars cannot he rosMivtnl ; there are 
f many teleseo|»k* am! Mner.il raUier brig! il stars 
j in the field. Aqnnrni.s cumains a fme ehrsteV' of 
I ptars, con«ien.A!l in tiu* can* re, ami |>resenting 
; a true glohidur form, eonshting of v-ery small 


stars very rnucli eiiinpre.SheU. Ii is sitnatedin 
It.A. zxh. zZii). ami Deci. i"' ac' S. 

In the early <‘vening at the beginning of the 
tiKHith, the brlgln el* 5 st('r in raprii-onms, siti^ 
ated in K. A. zxh. 35 / 1 /. and iHad. 23 ^’ 40 ' B., can 
lie observed, 'riu* Me.«t evenings for observation 
are those iniinediately 1 efort' and after the 3 rd 
and end of the month. 

Ceres and Pallas can be observed m this 
moil ih, see p, 04 . 
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QCT QBE E XXXI DA Y S 

5 Piists and Festivals. s>=-. 

Re.markableDays — Events. 

,SUN’.S LOIsGITCTDE 310° }l| z4'f. ’]h, M. 

67 . Bell! (]j ids. Pheasant Shooting begins. 

lOti] .Siinliay aftfv 3Cnnit,0. 

John Lyon, foimcler of llnrrow, (.iiotl, 1502. 
Guizot, French Statesman and IlisE !>, j-S;. 
First Ihiglish Bible pri nt^eri , 1 5 5 . 

SL Faith, Jenny Lind b. 1820: d. 2 Nov.-i 887. 
Tix^aty of Aixda'-Ghapelle,j748. IF A. Poe(i.’49. 
OY'ens College, Mancliester, open(.'d, ib; .]. 

20 l| Simhay aftrv ^rnnitg. St. Beir/js. 
President Kruger born, 1825. 

Order of the Bath instituted, j ^99. 

Mich. Law S. begin. Pekin taken, i860. 
Tram, JC Edwd.Conf. Six’ Hen x’y Ir\'ing < 1 . 1 90 . 
Hastings, 1066. Prussian defeat at Jena, 1806.'; 
W. von Kaulbach b. 1805 i 7 ^874. ' 


Till 


[ 19 . 10 , j 

■ ■ - j ■ ■ '"I 

Siw ; .IfAVF • 


!i, ^5. 


6 6 
D S 
6' 9 I 

,6 t%' '■ 

*3 

6 15 
6 16 


i) .3" 

5 ,30 


s Z 7 m ; 

5 33 ^ 280 _ £5 ? 

5 33 zZx S4 ^ 

5 SI . 282 ^ 83 ‘ 

! 5 18 283 82 I 


'ly,® 

' 3 °i I . 

I M 




2lst .SimUag after (’TniiffB. [hardy, 1866. 
Smollett cl. 1771. Aiibtmns evacuated Lom- 
St. ; 3 Lui«, ^bangritst. Last Eng-. Lottery, 1 826.' 
Loipsic, 1813. I>eaii Swift died, J745] 
Navarino, 1827. Lord ralnierston kTru, 1784.: 
TiUFALG.Ui D.cy, 1805. Coleridge born, ) 7 72. 
Eevocation of the Edict of Nantes, 1685. 

5 u!tiin» after SErtnitg. 

Tiealy- of Peace with China, i860. 

.y. Capin. Aghieourt, 1415. Baladava, 18^4. 
'i on .violtke l)orn, 1800. W. Hogarth d. 1764. 
Mo":/,, 1870, Theodore Eooseve'lt b.orn, i SY 
y. Pinion aiib «t. Jlubf. Grant Allen d. 1809. 
.l\oatsi,.i795; cU4Fob.’2i. G.Morlaiicld. 1804. 

yirb Suntian after rrTm'tg. oYmbetta b7is7s. 
Hallowmas Eve. Lord Dundoiiald died, i860.. 


rnAsss OF the moon. 

# MeiV Moon 3/?, 8/.'. 32/1;, MoiTtiiiiy. 

o J'irst Quarter ii i 40 Aftenioon. 

U Full Moon 18 a 24 .Afteniooii, 

C Last (Quarter 25 5 48 Mornin^L 

252,300. ■ 

PeriiTPe xgd. 3/^ a. 223,000. 
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1 s x6 

■ 284 , ■ ■ 

6 20 

1 S H 

385; . So ] 

6 zx 

i S « 

; a 36 79 j 

a 33. 

S 9 

j28y; 78 ( 

6 25 

: S 7 

laSS 77 ■ 

6 26 

5 6 

izSg 76 J 

6 2S 

1 S 4 

, 390 7 S ' 

6 39 

' 5 3 

' 291 74 f 

6 31 

i 4 59 

: 292 73 ; 

6 33 

! 4 57 

I393, 7 ® ] 

6 35 

’ 4 S 5 

; 294 ' 71 

6 37 

i 4 53 

'295. 7 ® ] 

6 3S 

; 4 50 

, , 69 ■ 

6 40 

' 4 4S 
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AIOEKING AND' EVENING- STAllS. 
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Decl. n. 


1 ). : H. 
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49 ‘4 j 88 49 41 

52-4 88 49 44 

s 37 S 3 ’x , 88 49 48 

28 I _ X 27 S 3 * 9 __l 88 49 52 

On llio z.'t nf 0(.'U>ni‘r, Ca-‘.siupoia, Andromeda, 
Pisres, an.t Ootns are on the meridian at mid- 
'dVnt: Mil,;.' C'anetn* and Orion are rising, and 
ik'ividcs ands » ‘-pi'ieormi.s setting. 

In Amlromedn, jioar to tV;>"* 4th mag. star u, is 
■a large rnid inv solvable Nebula in the form of an 
elongateu ellipse. It is situated in II. A. oh. 37???.. 
;i,nr ,ueci. 40° 40' N. In Sopt., 2885, a deckled 
.stellar ■nucleus vras observed in 11. A. oh. ^6m. 31.A V 
Deck 3S' N., piv)],>ably imoonnected with the 
Nebula. Ver.v many minute stars can be seen 
within the Nebula. 


; 5 IMeecuet is a morning' star, rising, at first.. E., afterward-s : 

iE. by S. * i 

'! $ Venus is a morning star, rising E., and later in the months 

;'E. hy B. ^ 


cf Maes Is a morning star, rising E. by S, 

}■ d'UPiTEE rises too near the Sun for observation in this inontli. 
b Saturn rises in the early evening, E. by N. 


A fine cioiible cluster of stai-s, situated midway 
on a line joining a Persoi and y Cassiopeiro, may 
be observed in this mouth. Thenoit hern olustor ■ 
is a inagTiifteent collection of stars, 30' in diameter, 
ranging in magnitude* from the 6tb to 14111. The ; 
smaller southern cluster, 23' tn diameter, is res's f 
rich in stars, and much ceaulcnsed toward tlic I 
centre. On fine nights, at. beginning and end oi I 
the month, these objects afford one of the most ! 
beautiful subjects for ob.^ervatiiui. I 

Ceres and Vesta may be , observed in tins ? 
month. See p. 94. ' I 


whitakbe’s almanack, 1910. 
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StI Sah’ts. East Ii clia Oj;/. abolislied, igcS 
iill Souls , Eicuarcl -tfoobGi’ dioo, 3600 
x\cre, i8^o. Emperor of Japan born, 18-2. 
Meiidelssobn, 1847. George Peabody d. 1S69 
Inkermann, 1854. Gunpowder Plots iC’05. 

2 J 4 lj Stinting Eftcr (Jrmitg. St. Leonard. 
Bank Bate 9 per cent.,. 1873. 

John Milton died, 1674 ; born, 9 Dec. 160S. 
King’s Bibthday (1841). Lord Mat’or’s DaY, 
Oliver Goldsmith b. 1728; d. 4 April 1774. ‘ 
St. Martin. Martinmas. Half Quarter Day. 
Mrs. E. 0. Gaskell d . 1865 ; b. 29 Sept. iSio 


jj The 

j Uis-i*;-. ' iVls. 
!! ! 
li 5f. >!. H. M. 


25 tlj Stinbag after Crmftg. St. Brice. 

Hegel d. 1831. General Benedek d. 1871. 

St. Maclmtus. Earl of Chatham born, 1708 
John Bright born, iSri ; died, 27 Mar. 1889. 
St. Hugh. Queen Elizabeth’s Accession, 155S 
Sir William Sehwenck Gilbert born, 1836. 

P. de Lesseps born, 1805 ; died, 7 Dec. 1894. 

I 26 tS Sunling after ilrinttg. Si. Edmund 

! Rir TIjAmjtci o ty. 


j i/uuj aim ennurg. j 

Sir Thomas Gresham died, 1579. 4 

i Si. Cecilia. J, T. Delane (“ Times ”) d. 1870E 


j 20 ! I 

22, I |Tii iS/.. Cecilia: a. t. iJeiane (“ Times ”) d. 18 
5 |W' 1 Si. Clement. Eieliard Hakluyt died, i6j6. 

, 4; I |Thj Old Martinmas. Tasmania discovered, t6i'> 
;25 i iF j St. Catherine. Sir Henry Havelock d i8c- 
i li!. I of Norway born, 1869. ' 

' Q ! Jvr I Dunias'li^. 789 ^^^^ 

! >' ’S5. Washington Irving d. ’rq 

29 I Tu: Sir Francis C. Burnand born, 18^6. 
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METEOROLOGICAL OBSERVATIONS, NOVEMBER, 1908. 
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Appaeent Bight Ascension op the Pbincipal 
Planets at Mean Noon. 


Appaeent Declination op the above Planets. 
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Eclipse.?, Occult ations. anl | 
OTHEE Celestial PHKXu.MiAXA. i 

Kosemher x. Pay brenlvs at,! 
$h. rni. moni., and 'rsviliji’nl tisd?’ 
at 6/4. 27m. aft, the length of the' 
Day being gfi. ^oia. " ; 

IVoi\ 2. A Partitil Eclipse of the' 
Sun, zh. gill. iiion\., iu', i>iblc at^ 
Greenwich. (See p. 83.; i 

Alw. 5. Yean time of StUEV; 
Scuiidi.'imeter pass-siag ihc merb 
dian, xm. 7*i.s‘. * ", j 

Xor. IS. Occultatioii': of r' (int i 
T- Aquarii : ui.-ignitudcs 5-6 and! 
4*4 respectively. The di^ltpjiear- 
ances take place at s/^ *a/A. 

74^ from the vertex, and. 6/.'. 
aff., x6^ from the verrtex. respect- 
ively ; the reappu.'ir;uict';3 at 6h.< 
tdm. aft. 259° from the vei’t t;X, a fid 
•^h. 36/rt. aft, 284^ from the v^:.'rte.x, ' 
res]!ectively. 

Xor. 13. Of^ciiltation of 14 fbti *. 
magnitude 5-4. The di.sappcarance- 
takes phici; at gh. aft., 338"'' 

from the vertex; tiie reappear- 
ance at g/i. ss';/?, aft., 253- iVutn 
tlie vertex. i 

Xov. 14. Oceiiltatiim of p. Pis -1 
cium ; magnitude 5*0. The < 1 Isa p- ' 
pcararice takes place at gh. 43ni.. i 
from the verte.x ; the re-i 
appearance at xo/n szai, aft. zzi^r 
from the vertex. * j 

^ Xov. 17. A Total Eclipse of tlie; 
Atoon, oh. zim. morn., visible at| 
Greenwich. (See p. S3.) [ 

Yor. 17. Ocoultations of id and 
Tanri ; magnitudes 4-2 and 5-4' 
respectively. T'ii e disappearances I 
take place at, 8/a 37/rt. aft., 75® [ 
from the vertex, and'9/n ipn.afLf 
49° from the' vertex, respectively 
the reappearances at gh, aS#.*#. aft.,,} 
322° from the vertex, and.9/n..49m.'| ■■ 
345^ from the vertex, respect-] 
ively. j 

Xov. zS. Oceultatioms of iis‘ 
Taiiri and 125 Tauri ; magnitudes; 
5*4 and 5 -I respect! vtdy. Tim dis-; 
appearances take place at 7/i. 231/n ’ 
aft, 156'^ from the vertex, aiid 
xik. 33m. aft., 1 19° from the '/ertex, ‘ 
respectively : the reappearances ar 
Sk. 4m. aft , 258° from the vertex, i 
I and oh. 44m. tnoni. of 19th. 273'"'; 
j from the vertex, rcsiK'ctively. i 

j Xov. 20. Alean time of Sunk' 
’semidiameter passing tine meri- 
dian, rm. 8*9.?. I 

In this month the Y'oniiug.s de-l 
crease 49?//.., and the AiteniOun?.- 
39>«'- ■ vf 


Fokiswktal Equatorial Parallax of Sun 
AND Planets., 


SEMIDIAME’rER. OF SUN AX1» PLANETS, 
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Alean longitude of Moon’s Asc ending Node, November i, 49 ° 38 ' h. 
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I B.t:sing, Southing, and Setting of tlie Pbingipal Planets at intervals of Seven Days. 


' . Mercury 

Venus? i AIars cf ] 

1 Rises 1 Souths 
I), |h. m. j h. m. 
i 5 ;6 34Mjii28M 

; IS '7 14'MilI 44M 

1 19 i 7 ssvrj 0 lA 
t s6 , 8 27M1 0 19A 
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h. m. 
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h. m . 
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j 7 X 3 ^f 
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h. m. 
IX 25M 
11 31M 
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h. m. j|h. m . 
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' Apparent Bight Ascension anh' 
Declination of the Pole Stab. 
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3J0BNING AND ETE.N1NG STABS. i 

V Mercury too near the Sun for oh^servation in this month. In 
conjunction with Vemis, 3«1 S/o 57 ;^. yjioni. 0 “ 10 ' S. 

$,,, ’Venus rises and sets too nearly with tiie Sun for o’bscrviitit>n. 
c? AIars is a morning star, rising- E.S.E. S 

V Jupiter is a morning star, rismg E.S.E. . 

T 2 Saturn souths between lo/o and ti-h, aft,. In eonjonetion wltli , 
the Alooii on the 15 th at zh. zwL aft k 1 “ 13 ' S; 


On the i.st of ■November, Perseus, Aries, and 
'Cetus are on the meridian at midnight. 

An irresolvalne 'Nebula z}-g° to the East of y 
: Aiidromedto may be observed in this month. It 
!was discovered by Miss Herschel, witli a small 
reiiecting telcsrope of twenty-seven inches in 
; focal length. It is a very elongated Nebula, is' 


long by 3 ' broad, with a cleft., dark in the miild’if, ^ 
and suggests the idea of a vast tiat ring seen vci'y 
obliquely. It is in E.A. z't.-. i6uk "ami Deeh 
41® 49' N. Tile best evenings for ob-erving i. are , 
those about the beginning ami end of the niout!). ! 

Ceres and 'S'esta can i>c oisserved in ibis inonth. ‘ 
See p. 94 , i 
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'•V. 
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Fasts and Festivals. 
Bemarkable Days —Events. 
SON’S Longitude 270° b' s/i.A. 

WiNTBE Commences. 
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1 1 3! 

!i 4 ! 
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|rS| 

|i 9 j 

20| 

i21| 

;22i 

' 24 :_ 

i^si 

;26, 

: 37 i 

i^s; I 

;- 9 | I 

bii I 

; 1 


Qcben Alexandea’s Biethdat (1844). 
Austerlitz, 1805. St. Paul’s opened, 1697. 
Hohenlinden, 1800. Lord Leighton b. 1830. 
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2 !ib Sim. fn K L. Stevenson, d. 1S94. 

Alex. Dumas pm^e d. 1870 ; b. 24 July, 1803. j 
St. Nicolas. E. Barham (Ingoidsby) b. 1788. ' 
Gen. Biiller, F®,, b. 1839 ; d. 2 June 1908. 
Concept. B.Y.M. Thos. de Quincey d. 1859. 
John Milton b. 1608 ; d. 8 Nov. 1674. 
Stormberg, '99. Sir Hugh Myddelton d. 1631. 

3 xh Simtsasi tit Sbbent. Maggersfontein, 1899. 
Plevna, 18^7. Eobert Browning died, 1889. 
St. Lucy. Goiincii of Trent, 1545. 

Ember Day. Prince Albert died, 1861. 
Oolenso, 1899. Izaak Walton died, 1683. 
Ember Day. Cromtvell, Lord Protector, 1653. 
Ember Day. B. Quaritcb, antiquarian, d. ’99. 


iitl) Sunhaii In Sbtrmt. 

J. W. M. Furner died, 1851. 

Suakin, 188S. O.I.V. formed, 1899. 

St. ®f)ama0. AIiohaelmas Law Sittings end 
George Eliot died, 1880; born, 22 Nov. 1819. 
Sir E. Arkwright b. 1732 ; d. 3 Aug. 1792. 
Christmas Eve. Yiset. Alorley, O.AI., b. 1838. 


Cljrfetma'S ©ud. Quarter Day. 

St. Steplien. Bank Holiday. Boxing Day. 
St. anb Ehangdfet. 

EnnomttiS' Bag. Ghiidermas. 

Capture of Canton, 1857. 

Sir James Paget, surgeon, died, 1899. 

Sk Silvesier, John W5^clifte died, 1384. 
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: ^ PHASES OF THE MOON. . 

0 New Moon id, gk. iim. Afternoon, 
j > First (.Quarter 975 Afternoon. . 

.Moon .. ,16 IS s 'Morning.. 

^ C T.Q'it ijui-trter 23 10 36 Morning. 

! ®New 3 Ioon 31 4 zt Afternoon.'. 

Perigee 25//. 4A A. 222,500. 
i Apogee zZd . zh , M. 252,300. 

I YlTFFEIJriN 'dECEMBBE, '19^8; 

,oii IS flays ; total fall, 2 indies ; above the average, 
!t34T.-9o, by o'23 inch. 


MONTHLV NOTES. i 

Bee. to. GTf)nse ai id Black 0 aino ,sl u“h •linu' v i id.-.. ' 

15. Last day for renewing sfdieitor.s’ ecu ideates! ' 

£5. Notices to owners and occmdei.s airceted- 
..by private Bills in Parliament must Ik* fudiYered.' 

21, Election of Common Ouuncilmen in the rit-v; 
of London, ‘ > 

25. Quarter Day. Bills of Excluiiigc falling d\H>' 
this day must he provided tor on the. 24111. i 

26. Bank and General iloHday. Bills of ex -1 

change falling <Iue on 26th are not i>uyahle tiHl 
the 27th. 31. VarioTis Limujos "vnire. ( 
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METEOEQLOG IOAL OBSERVATIONS, BECEMBER, 190a 
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'DEGEMBEB tweleth month . [ 1910 - 
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Appirest Bight Ascehsioij of the Principal 
Planets at Mean Noon. 
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Apparent Declination op the above Planets. 


Eclipses, Occpltations, and 
OTHER Celestial Phenomena. 


December 1. Day breaks at s^- 
4sm, morw., and Twilight ends at 
Sh. spn. aft., the length of the 
Day being join. ' 

Dec. z. Mercury in conjunction 
with the Moon, loh, ^m. aft. $ 
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Dec. $. Mean time of Sim's semi- 
diameter passing the meridian, 
im. 10-36’. 

Dec. 13. Occidtation of <t Ariid-is ; 
magnitnde s's. The di.sap|)oar- 
ance take.s place at 6k. som. aft. , 
iiy° . from,' the verteK ; the re- 
appearance at 7/1. soni. aft.y 234’’ 
from the vertex. 

Dec. 14. Occultation of JsT.'iiiri ; 
magnitude 3 6. I'lie disappearance 
takes place at 3/0 zSm. aft., 40" 
from the vertex ; the reaijpeai'- 
aiice at 3/1. 4Sni, aft., 333° from 
the vertex. 

Dec. 16. Occiil tat i< en » >f 139 T a iiri ; 
magnitude 47. The dlsapixairarice 
takes place at 3//. 6m, aft., 
from theverte.x ; the reappe-’u-aneei 
at 5/1. S7Jm, aft., '302° from, thej 
vertex. , | 

Dec. xB. Occultation of A Caned ; 
magnitnde s‘9- Die disappear- j 
ance takes place' at 9/<-. 3m. ' tf/t, 
149° from 'the ve,rte,x ; the reappear- 
ance at xok. am. aft., from 
the vertex. 

Dec. 30 . Mean time of SiiiTs 
seniidiameter passing the meri- 
dian, xm. : 

Dee. 22. Sun enters the sign' 
Capricoriiiis, sA. 12m. aft., Yvlnterl 
commences. i 

Dec. 24. Ml rcniT greatest’ 
elongation (so°) T pi a tt 

Dec.z^. Occult itio 1 of /Mrginis;, 
magnitude a’g. Ih ihs, ippcar.ance 
takes place at o 30)? mo n., xB-;^ 
from the vertex , urn e Pijearance 
at I A. zpn. mom., 307*^ from tlie| 
vertex. 

Dec. z6. Occultation of A Tir- 
giiiis; magnitude 4,3. The dis- 
appearance takes place at6A, 46/>?,. 
morn., tzz° from the vertex; the 
reappearance at 8A. 3m.. mom.., 
3t8-' f,rom the vertex. 

Dec. 28. Mars in conjn.ncfcicin 
with the Moon, xok. iz.-n-. a/L 

'In this mo,nt 1 i' the Mornings 
decrease a4«?.,, and tlie After- 
. noons increase 4m.. 


liordzoNTAL Equatorial Parallax oe Sun 

AXI) PLANET.S. 
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Mean Longitude of Moon's Ascending Node, December i, 48° 3' b. " 
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3:8 59 ^ 1 } o 39'^^ !4 19^^ i 7 ' 5 S^l'ix 57^:3 59 -^ 

10.9 azMj o s8Aj4 34A ;8 i4Mj o 7A;4, oA 

17.9 34M| I i6A;4 58A 

249 3i3I| i s6a;5 2iA|:S 39M; o 39A'4 i9A|s43Mj 9SSM|a 7A: 


Rises Souths | Sets 
Ii. m. h. m. h. a 
is 44M 10 iSm; 2 saAj 
jS 44M 10 xoMiz 36A 
8 29Mi o i 8A;4 7A,i:s 43M 10 231 ' a 21 A; 


Mars 


31 9 I iyA:S 2 yA' S 46 3t: 040A 4 _ 34 ^S^ 4 2311 9 4 831: x 541 : 


Jupiter ]/ 


Rises jSouths! Sets 
h. m. 


h. m. j h. m” 

4 2331 i 9 35M 
4 , 3^19 3M 
3 4231 ; 8 40M, 
3 2ilv[ 8 1731: 


Saturn T;* 


2 27 A I 
2 3A; 
I 38 A I 


Rises 
lu ra. 
z 19 A j 
I SI A] 
I 23 A! 


Souths! Sets 

h. m. ,} h. m., 

9 loAi 4 5M;| 
8 4iAj 3 35M| 
8 13A: 3 yUU; 


Sb'I ^ ^ 


Apparent Eioiit Aspex.-ton and ! 

DEOLiNATiOX OF THE IV-LE BTAR. I 

j E. A. ■ 

Deol. N. i 

I). 

H. , .M. S. 

. 

X 

I ...27. ^O'X 

88 so 3 j 

xo 

'.I, 27 ,33*2. 

88 . 50 6 I 

29 

I 27 z6'z 

88 So 8 [ 

28 

X 27 17*6 

■ 88 so '9 : 


MOEjSriNG AKD EVEJiiI]SrG STAKS. ! 

AifERCURY is ail evening .star, setting S.^Y. ^ 

9 Venus is an evening star, setting S/W. ' i 

^ AIars is a morning star, rising S.E.’ljy E i 

1 / Jupiter is a mo,iTnng star, rising E.B'E. ’ In coninnori. .-- 
the Jvkmn on the 26th, zh. zxm.. aft. % 0° ^' K 
; h SATURN souths in the evening, a])out 47° aititinie ^ 

junction With the iloon on the isth, at gJi. ^ 6 m. u, \ 


uis cne ist 01 jK'Cemoer, at niiaiiignt, trie con- 
stellations ('anu'lopaviln.s, Taurus, and Eridanus 
will he on tlie meridian. 

In Taiirus i.s h fine Xehula of a pearly wlTite 
e<jhiur x*Y North-west of ^ I'auri. Lojd Kosse 
compared its ainieuraiiee to that of a crab, and 
it is generally known UvS the “ Crab Kelmla.” 

About the middle of December Orion souths 


WHITAKER’S ALMANACK, 1910 . 


at midnight, and can be best observed In 
month. 

This magnificent con.<telljilioii o.-ntaina the 
grandest of all the Kehnht, sitnaled ii. rno 
feword-Soaibbard. A line drawn from a Oi inuis 
through the third star of the lielt, will . wer 
e Ononis and the Nebula. Jt can he .seem*, it h tin* 
uuy clear night. Evuiiiig.s 
the ist and 3isi are the best. 
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68 Ctlial fflonstaiits. 

WITH THE ELSE OE TIDE AT SPPJHGS AKD NEAPS, 
rns Time op High Water at the undermentioned Ports and Places may he ciypTOxi" 
matelij foiind by taking the Time of Bigh Water at London Bridge, and adding 
to or subtracting they efr^^^ the quantities annexed, 

Vu'rr.— Tli(i time tlius found will be Greenwich Time for BriMsh, Belgian and Dutch Ports ; Dublin Time for 
Irish Ports, and Paris Time for French Ports. 
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PsAurLK s.— Reriuircd the time of high water at 
.•Aberdeen on Jtumaru * 

. Time <>f high water sit London Brid; 

! Sahtract tide interval 


ige Bh. 3f>m. Jlorn- 

50 


Tim? of liigh water at Aberdeen 7 40 Uloni. 

- r.^Avrui 2 ,— Reijairod the time of high water at Scar- 
•K.eough on January jlh 

- T^'95'' "it water at London Bridge 20 A 42 m. Morn. 

-\dd tide iiiteiral a 15 

Jtiid t;f high water sit Scarborough ..0 57 After. 

; . It rufiy happen that the “ tide interval " to be subtracted 
, g/yfiier than the quantity from which it has to be 


taken, in which otwi'-* iz lionth snuj-t be. 
Louslori Bridge tiisit* ; the rcsuliiiig diutovn* 
preceding day's su’teriuion tide u Ikkv (lie J.ot!. 
tide WKi.s nsed. Sonietinuis the sum “ hi; 
London Bridge "+“ ride intorv.-ir' will ero-c.-d 


sii lUiinj)! 


r at. 

•tu's ; 


■ hicdi vou<-- 


in tliis case, tim excess -will b«f the {inn* 
after the noon or midnight I'.dlowisso. ae.-nrdissg .;i“ 
London high water w:l« eirlser movnin/ or eftersBoon. 

Exami’LK 2 ,“Ke(iuin'd the time ujt high v.‘:itv'r sd 
Aberdeen, ,/o»((<(/?v,' aht K,f7. 

Time of hiirli wafeviir J.nii.- 


Time of high wsiter sit London Brid^ 
on Jrtnwiru + xz hours . . 
Subtract tide interval 


la/i irj/i. Morn. 


Tima of higli wsiter at Aberdeen , Ja it. Stk 


Whitaker’s almanack, 1910. 


It WMhU nf anti jSuniai) 69 

gQB THE YEAKS 1500 t o 2coa 




1300—1599 


1600—1699 


d il668.. 

c .. li.-MiO'ijVlO .....11600 

if 24 i :l(n.l-95.... 

g :^r'154:5-54 11(527-38-49 11722-33-44 ...|18S3-94 ....I 

A 29 ir>.7.>.7n-M-9S 1654-65-76 11749-5S-69-80 11815-26-37 


1700—1799 


1800-1899 


1900—2000. 


1761 jl81S 

1788 ilS45-56 

1706-99.. 


.Mar. 27 ir)i*2-i3-24-:,'7 ... 

,, 28 i 1 52!)-; ’5-40 

2!t,155i-J52 

.20, 1.5(57-78-89 

„ ;M15iO-2l-32-b;i-!)4 


. 1608-87-92 

. 1619-24-30 

. !l635-l(!-,57 

16.5 1.62-73-84 .. 
,.11605-16-78-89,. 


1913 

1940 

1951 

1967-78-80 


: .•Xjjrn 1 1526-;57-48 'a621-32 

I 2'1.5.5;:-G4 :i64;!-48 

. ;n.575-S0-;^6 il 6.50-70-81 ...... 

I 1.507-18-!'.! !l6i)2-i:'i-75-.S6.07 

. ,5 ,1;52;{-:,;4-(:)-56 0607-18-29-40 ... 


11711-16 1 1804-66-77-88... 1 1 023-34-45-56 ...ig’ April 1 

lT27-38-52t...!!S09-20.03-09... 1061-72 lA „ 2; 

l743-6;!-68-74 1 1825-31-36 a904-8;!-8S-94...,b ,, 3 

i708-79-9{) ...: 1847-58 :iO!5-20-26-90 ... o „ 4 

1702-13-24-05 11801-63-74-85-96; 1031-42-5:1 \d „ 5 


Ajiri’ 


: A 
' b 


<5 i5;:!)-,5()-»;i-72 .. 

7 1504-77-88 ..... 

8 1.5f)!)- 15. 20-99 .. 

0 1.531-42 

10 1547-58*69.. 


. i16:J4-45-60 .. 

.11667-72 

. 11604-10-83-94. .. 

.1015-26-37-99 

.1631-42-53-64 


c April 11 15uM2. 63-74-85-96 

d „ 12.ir>06-]7-28 

e „ 13 1533-44 

f „ 14 '1555-60-66 

g ,, 151571-62-93... 


1729-35-40-60 i 1806-17-28-90 . . . i 1 047-58-69-80 . . . 'e 
1751 -0,5-76 , . . i 1822-33-44 : U>01 -12-85-96 ... If 


I705-.87-92-9S i 1849-55-60 : J 9.1 7-28 

1710-21-32 ... 11871-82..... i J039-44-.50 

I1726-37-48-.57 1 1S03-14-S7-9S 1055-66-77 


1658-69-80 .... 
1601-12-91 -S6 . 

|l623-28 

1639-50-61 .... 
11655-66-77-88 . 




i A April 16 1503-14-25-36-87-98 11600-20-82-93 

! fe „ 17 1530-41-52 11625-3S 

ic „ 18 1557-68 11647-62 

id „ 1.0 1500-79-84-90 jl663-74-85 ... 

|e ,, 201511-22-95 11600-17-79-90 


; f April 21!1527-SS-49 il622-33-44 

ig 2211565-76 ;i660 

■ A 23;1508 aOTl 

'b „ 2411519 1003-14-98 

i c ,, 25il546 1641 


1785-86 )i-64 ...... il010-21-32 

l70;M4-2> IM.O 75-80 il937-4S ... 

1719-30-41 5^^ 1M)7 12-01 1059-64-70 

1746-55-6U 77 Is- 1002-75-86-97 , 

1700-71-82 0i|l8>0 aU.61-7S .. .11007-18-20-01 . 


t „ 26 ; 

'Miw. 27 ; 
>, 2S ' 
5, 2!) 

,, 30 

,, 31 . 


1762-73-84 ...;lS19-30-41-52 

1789 ; 1846-57-68 ..... 

1707-18 i 1800-73-79-84 ., 

172:3-34-45-54 11805-11-16-95 . 
1750-59-70-81 11827-38 


170-4-75-86-97 1843-54-65-76 . 

1715-20 ;1808-70-Sl-92. 

1731-42-56 ...11802-13-24-97 . 
1747-67-72-78 ; 1829-35-40 .... 
1701-12-83-94 11851-62 


1009-71-82-93 ... 
1903-14-25-36-981 

1941-52 

1963-68-74 

1900-00-79-90 ... 


.April G i 

J» b i 
» : 
„ 10 . 


c April 11 

d „ 12 

, »» 1- 

f „ 14 


1911-22-33-95 ...i A April 16 

1927-3S-49-60,...!b 17 

1954-65-76 ...... !o ,, 18 

1908-81-87-88... id „ 'm'.. 

1919-24-30 e ' „ 20 ' 


1717-28 11867-78-89 ......'1935-46-57 if April 21 j 

1739-53-64 ...; 1810-21-32 11962-73-84 g ,, 22 ’> 

1848 190.5-16-2000 ...'j 

1700-91 1859 ■ b ;; 24! 

1736 1886 1943 c ,, 25 I 


Prfvli'Jiis to 1752 the p.hove dattss are computed 
ironi the Old 8tyie. 'rho.=5C printed in heavier 
lypt’ tn\ ieap-yenr,s. 1752 luid E D up to Bep- 
lend^ct- 3, hut A fj-f.uu Sepremher 14 to Decem- 
•hyr 31, tlie iutenneuiato days being- dropi)ed for 
the eliaiig!.-* <»f .Style. Its Easter was the last in 
(..‘hi styh*. 1/ntil then als(^ the years were con- 
sider* d to l)egiu on l\Iareh 23 ; hut that, as it did 


iKjt atfcct the date of Easter, is not noticed in ’ 
.tliis Talsle. The Table of Aloveahle Feasts in the ; 
Pi-ayer-Book gives all the uther.s after finding ' 
Easter in this. The Sunday .Letters in the . 
Ouleiiclar then enable any one to count the ; 
days of the week from Sunday. The tables in ! 
modern Prayer-Books a !-e calculated for t'ne Xew ; 
St yle only. * Old Style. f llsew Style, i 


Or jFvcndj Tirputitran (i-alrnliar. 


2 eommeneed ,l>ei;enil;er2ist in *793, -December 22nd in 1795, December 2 i.st in. 1796, December . 
U! X799, December 33nl in 1S03, and .December zsnd in 1804 and 1803. Tlic following are the 


i (biles iMr Lhe vec.r 1804, the last complete year of the Calendar: 

I Ve’nlemiaire {Vhitaot'), 23 Sept, to Oct. 23 Oemiinal 

Dr'imaire (/•bom/), 23 Oct. to Nov. s3 Floreai 

.Frhuaire iSuh‘t>f\ 33 Xov. to Dec. 21 , Prairial 

Xivdse j; ,8/nor//), 33 Dec to Tan zi IMessidor 

, ‘Phivi'Ke (Rrihtj/u 71 1 in to l^eh zo 'ITiermidor 

! 5 'ei!t 6 se (IVitifh!), 20 i ch toMn 22 Fructidor 

■ Titc mv.mrlis were divided in u UiKodet i(i« s often days each, hut to make up the 363, tve were added ; 

’ at the end. of .<e])tcinber ; (.PinHi}i) didu ited to Virtue ; (DaodO to Oenius : iTn'di) to Labour; * 
<^.’''^,•''5/0 to Ojnnion : aiifl the 5lh ((b//nLtb) to Rewards. T(» Lea]/ Year, called (Pirmjtir, a sixth 
I day, the sznd <»i‘ .33i'(i Septeuditi (8 vtnii) four de la lidvolution.'* wa^ added, 'this variation of 
i dates hiis led ic rchisideruble eonlusiou hut tho.se who may wish to trace tlu* fourteen yeans will iimi 1 
I some very elabcraic tables in the EUa,hsh tdition ofTBourrienne’s Life of .Viipoieon Bentley. i 


(B'itihh'tifi), 33 lilui', .Apr. 21 
(/7o//v/’//), 2a: -\pril to -May 20 
(Panhar\ zx May to .Tune 20 
UIa>'Kc<st), 20 Jui'e k/ duly X9 
(bh4), zo.Iuiy to Aug. 19 
(FrevV), 19 Aug. t'o Sept, x8 


WHITAEEE's ALHANAUKj 1910 , 


70 (ffalrnljac of jFtcst anti^SPcoitlj ^3ro)3ei' Hossons 

.\ P?OIHTED FOB SUHBAY8 AND OTHBB HOH DAYS THKOUG^HOD'J^ THE YEAK. 

Tile AUijiuasian Creed | 
oo Ijo read 

eu the days marked*. 


Mousing Prayer. 


First Lesson. Second Lesson. 


J an. 1 Circumcision — 

„ 2 f L S. after XmaHj 

,, e 'Jlinphiiny 

,, 9 I. S. after Jlpipli. 

,, tL S. aft. Epiph. 
,, Z3 King’s Accession 
Proj>er Psedww 
20, 101, 121 ( 

23 Septuagesima .. 

„ 23 <^anv. of St. Paul; 

„ S*’ Sexagesiraa 

ViiK 3l>iiriflc.ofB.V.M; 
6 Qainquagesima . 
9 Ash Wednesday. 
Prop. Ps.6,32,33 
„ 13 1.S.Cnt(C^uadrag) 

„ 20 XL Sun. in Lent ' 

24 *Sb. Matthias.... 
III. Sun, in Lent j 

Mar. 6 IV. Sun. in Lent, 

( Passion Sun. ) 

'* *'3 i V. S. in Lent i 

^ j Palm Sunday } 

” “ I VI. S. in Lent; 

,, ai Mon. before East. 
„ 23 Tues. before East. 

,, 23 Wed. before East. 

, , 24, Thur, bof oreEast. 

I ( Good Friday . . 
» ^S>{ Pr, Ps. 23,40,54 

1 \ .\imunc.ofV.M. 

M 26: Easter Eve 

1. a7!*Easter3'>ay ...., 
J Pr.Ps. 2,57, m 
>• aSiMou.in EastIVk. 
_..v . .®9jTucs.m_East.'Wk. 
.\pril 3 |Low Sunday — ' 
„ lOj it. S. aft. faster I 

.. *7 iTFI.S. aft. Easter 
it 34! IV. S. aft Easter 

I _25 St. Mark _ 

* M'lv t j riog.S.(V;a.B.ri 

■ *1 1 SS.Pililip&Ja. f 


I Genesis .. 17, v. 9 

Isaiah .42 

Isaiah 60 

Isaiah S* 

Isaiah 55 

Joshua i. to tf. 10 
OrProv. 8,to v. 17 

|Gerjasisi&2,tow.4j 
Isaiah 49, tov. i' 

iGencsis ...: 

Exothis 13, to a. 17 
Genesis 9, to t>. ao 
Lsaiah 58, to v. 13 

Gen. i9,?».j2tof.3o 
.Genesis 27, to v. 41 

I I Sam. 2, i».27to36 

jGmiesis 37 

Genesis.. . 


Romans ..2, i>. %? 
Matt. . . ..I, w. 18 
Luke 3, V. 15 to 23 
Matt. — 5, 33 

Matt. ....9.?;. 18 
Romans x3.to i>.xt 
Oj’Rev, 21, r. 23, to 

ZZ,h). 4 

Rev. .. ..21, to i'.9 
|Galatian.s z. v. ii 
Mat. i6?j^L)i7yi4 
,Mat.i8it.2itoi9/^3 
[Matt. 21, to v. 33 
Mark2, v. 13, to 23 

iMatt 24, V. 29 

iMatt.27, i'.27 to 57 
[Mark ...,x,v.zi 

Mark 3, v. 13 

Mark . .7, to y. 24 
Mark . . 11 to v. 27 


E.xodus .. 
iExodus olMattheiv 


Lam. ..X, to i>. IS 
Lam. ..3, to V. 34 
Lam. . .4, to It. 21 
Hosea 13, to v. 15 
Genesis 23, to v.. 

Genesis 3, to v. i6| 
Zeohariah ..,,..9 
E.xodus z2, to i>.29 


-lolui 14, to }.». IS 
John.. 15, to V. 14 ! 
John.. 16, to V. 16 
rJoim 
John 



EvKNI.N'G 'PRAy,H,R. 


Pivst Lesson. 


, Secottd IjCssoii. ; 


Deuteron. 10, y. 12 



2, y, 3 it. 18 

Isaiah 43 

Or Lsaiah 

,44! Adi, 


Isa. 49, y. 13 to 24 


Joim 

. .2, *0 r. 12 

.Tsti.Tah^,y,i3.&53 

Or Tsaiali 

,54Ad.s. 


Isaiah ........57! 

Or Isaiah 

.6x1 Acts . 

9, 23 

Joshua I, to V. 10 

Or Prov. 8, to w. 

17. Rom. 

. .i3.tr) '.IX 

Pr.Ps, 20, loi, 121! 


or He 

V. 31, D. 2Z, 


J 


fto 2a 
c.gjo 

,,36. it, 


Genesis ... ,2, v. 4 'Ur Joii 3Et;R(‘v.2: 

Jerem. i, to ii| ,>.c 

Genesi.S -fij Or < iencsi,^. . Ac 

fXaggai a, to r. io| 'Act^ ] p,b'. 17 

GciU!.sis Z3](b’ Genesis 13 \i‘ts2ic.37!,)2s a--: 

Jonah 3| 'I£e!>.i3,i<.3t0 2b 

Pr.Ps. 102,130,143 s i 

Gcnesis22, tor. Mpr Genesis . 


Genesis. . . 
fsaiah — 22, i>. z5| 

Gene sis 39 

Genesis 431 

Exodus 
Exodus io| 


Or Genesis 


Lam 2, r. 13 

Lam 3, i>. 34 

Laniel — 9, v. so 

iXosea S4 

Isaiah ss />, 13 x 5.3 
Prop. Ps. 69, “''I 
Tsa. ..52. V. 7 to 13 

Uos. 5 ». 8to6t). 4 

Exodus . .12, V. S 9 : 0 r Exodus 
7V.Ps.xs3, 114, iiSi 
0:uiticles 2, V, 10 
Ezek. 37, to V. 151 


. . . .... 27, r. 1^ j 

...SOiRomiiiJs ,.4 ' 

I Homans 8, to i<. 18 I 
[O'Roman.y , . 9, v 19 
Gr <iciie,sis — 4Sjltom;uis ..15, r. 8 
Or Exod. 6, to im4,i Gorhjthiois . . 6 

Or Exodus xi'Lu’ko iq,l.'.23.o)’2&, 

,j , ir. 9 to SI ; 

iJoIni 

...... i-Joliii 

i.bJui 

'.L.bji 

't L\-p 


..14, r. 15 
. . 15. I.', 

. .16, r. lO 

3, U » I'. 36 ■ 




Numhers 

Lent; ..4, toy. 23 


jLuke ....13, v. xS': 
Luke 18, to y. 31 


I Isaiah ....62, v. 6 iLk.18r.3z to 1911. 11 
John .1, y. 43 


Deufc. 6 or Isa. 61 
Dan. 7, V. 9 to IS Luke . 


y. 44 


5'* Ascension Day 

. ! Prop.Ps, 8,15,21 „ , . ^ 

8:S. aft. Ascension Deuteronomy 30 Luke ....24, v. 13 
15 * Whit Sunday .. 

Prop. Ps. 48, 63 
z6iMon.in\niltM’k, 

17 ‘ Tucs. in'WhittV'k. 

23 ^Trinity Sunday 


. jDeut. . .16, to V . j8 Romans 8. to y. 18 1 


, Genesis II, toy. 

. Joel 2, It. „ 

Isaiah.. 6, to ». xi 


lx Cor. 12, to y. 14 
iThes. 5,y.i2t0 24 
Rev. ...,i, to y. 9 


Romans 6, t»i y. 14 I 
14 John so, V. II to 19. ! 
i'or 'Revelation $ i 
28, to y. 10 ' 

_iJohn ....zx, r. 15 , 

i Numbers 16, u, seiOrNumriy.Um.isUuhnso, y.ffijjtoso 
Num. so, y. X4 to Or Nuin. 21, v. xoiGalutians ... 

21 v, ■ ' 

Numbers _ 

Deut. 4. y. 23 to 41 
Ezekiel r, jo y. 15 1 

Deuteronomy 
2 Kings 3, to V, 16 
Pr. Ps. 24,47,108 

Deuteronomy 34,,,. a 

Isaiah ii Or Ezek, 36> v. ®SiGaI.5.ft.x6. or Act.^- ^ 

Pr. Ps. 104. 14s 
Num. II, y. 16 to 31 
I Micah . .4, to v. 3 
I Genesis 18 


r 

;j Or Numbers . .^4iEphe^i^m.s 1 i 

Or Deiiteron. ..slPluiipi>ian,s x ■ 

'Pliiiiii pien .g a i 

3, to i). 18 ' 
Hebrews 4 

Or Joshua iji Tlms.~aloni'tm 5 

Or Ezek, 36, y. 2S‘GaI.s,fj.x6, or Act.^- 
i[lS,l'.24, 1019, V. 21 


i S;;_afterTrinity Josh. 3,y. 7to4.y.i5 John 11, y. ^1047 


( Or ] )eutor. 10 I, j,-. •, 
\ OrZechari:d)4 I’p 


June 5' If. S. after Trin. 

II II, St, Bariuiba,s 

„ 12; in. ft. after Trin. 

„ 19 IV. S. afti*r Trin, 

,1 24, \ftt. John Itipti.stl 

,, 26, V. S. after Trin. 

,, 29 3t. Petei^. 

July s'VX. S. aft. Trin.". 
.. 10, Vn. ft. aft. Trin. 

.. 17, V nr. S. aft. Trin. 
„ 24;TX. Sun. at Trin. 

M sSl'^St- James 

_ •??' N. Sun, aft. T rin. | 
An.g, 7'X r. Sun. af. Trin" 

,, 141 XI I. ft. aft. 'Trin. 

„ Xni. ft. Ill Trin., 
«4rSt. Bartholomew 

ftoj )t. 4j X V. .ftun. af. Trin. 

„ ixjXVr. ft. .aft. Trin. 


Judges 

Deut. 33, to V, 
'iftam, 2, to y. 27 

I Samuel 13 

M.'ilachi 3, to v. 7 
I Sam. 15, to y. 24 
Ezekiel 3,y. 4 to 15 
sSanimd .. 

1 Oln-onicles 

I Chron.29,».gt02g 
1 Kings 10, toy. 25) 
'2 Kings 1, toy. ' 
King s., 


John.. 16, to y. i 5 

Aots 4, IK 31 

!John .... 19, V. 25 

Acts 3 

Mattliew 3 

Acts’ 7,v. 35 to 8y.5 
Johnzx^. 15 to 23 
Acts .... 10, 24 

Acti5y.3otoi6.'M6| 
Acts.. 20, to V . 17! 

.Ads 241 

jLuke 9, y. 51 to 571 

Romans 

Romans 

Romans.. II, v. 


liijm.gs ...,i3j 

Kings 22, to y. 41 

[2 lungs 51O01'; i.y. 2(5,&2 

Gen. 28, V. lotoiS x Cor. 4, t», i8 f 
~ Kings . — ... 9 1 1 Corinthia ns , 
Kinis ........ IS j X Cor. . . 14, to y.” _ . 

-V Chronicles ..36:3 Cor, 2, y. 14, & 3 
■ Trm. Jeremiah . . . ...52 Corinthians, . 10 

i ■ • ^9. y. IS> Oor. 13 v. 14. & 13 
'^’•'^{•Trni-lJoi’emiah 56’Gal. ....4, to y. zx 


-A . Mich.&AIl An. iGenesis . 


u.tv-Ai uv 11. |v.eue: - is .32 Act_g 13 , y._5 to 18 

i4|Ephe«!a'ns,'r.. .'.3 

9'AX, 9. af. Trm. Ezekiel. . .... . .34 Plulippian.s . . , .3 

.panifi S.iThessalonians 1 

y ’.A’ : • • ' SS'i Thessalonians 3 

1 • 6'2 Thessalonians f 

28, y. 9 to 17 1 Timothy 5 

" o XXn i.S. at.TrndHo.sca 14 '2 Timothy . x 


ji Cor. 13, y.27, & 13 

i John 4, to y. 14 ! 

Or Gen. lAzto y.4 Ei:>h. 4. toy. 17, or 
^ , , tMatthtnv 3 1 

Josh. 5.y.i3tnfy.2r Or Joshua_. ,24 Ileb. . V. 14 a s I 

Judges 5iGr Judges.. 6, f.ii ireb.’ r.si,tt.*r, 17 | 

Nahum i| jAet*.’ 14, r. S i 

1 Samuel .... ..3<Orift:iTU.4.toy. xcji.JaiiKS 3 i 

I Samuel 13; Or Until li Peter . . . .4, 7 ; 

Malaehi ....... .41 i.Matt. 14, to r. n 

1 Samuel x6iOrx Samuel ..i7*x John,,s,bi y. 15 i 

Zec^riah ......s ••••»> '|.Acts..4, y.B to 2 3 j 

2 Sam. 12, to y, c^jcr z Sanmel . . iS'a Julm. ' ~ ” ■ 

1 Chroimdos ..2»IOr iChr.2S,toy,2iArui. 4,.',23fi.s,'.i3 i 

2 Chronicles ilOnXiimrs si’llaitic'V 8 e xG 

I Kings II. tow. is;Or iKing's ii.r-afiAXaUiicM' 12, r.'ji: : 
Jen 26, y. 8 to xf>i ;.Ma'Ce-v, 13,10, '.24 ; 

1 Kan gs ..13 fir i Kings j^._^.i7[Mattiie.vvi6, 10^.24 i, 

xMngs. i9 0r ilCmgs\...'ai;Mart]jeirio7y. 1; i' 

2l\ings 2. tow, z6,Or2Kg.s.4,w.3t«3S Mail., .24, tow. 29 I 

2 Kings 6, to w. ajiGr 2 Kiims 7 Mat r. . .27, to 27 : 

Deuteron. iS, y 15 .Maichev ... .it 

2 King.sio, toy. 32; Or a Kings . . . 3'/.^,' 
zKmgs.^.....,.t9!0>2 kcs.^3Ao73l•''M^l¥7.~^7i - 30 f 
Neh. i,&3,toy. 9,0r Nelu-nsi'an ..8 Marie 10 ■> ( 

Jemrniah. .22|{>r Jeremiah ..35 Mmkr4,.;27.’ u ^3 

I Chron.29,to IKSO ..... Mark 15, r. 16 5 

Ezekiel 2|0r .Ey.ek.x5,toii.i7 Lnke toy i-i | 

Daniel . ...xo, » . 4' ReViJnti.mx.i.;u.t ! 

Mciel i8d)r Ezekiel 24.7.15 Luke 

37'Gr lumiel I Luke 

) .4iOr Daniel .... . .5 Luke 

lEcdus. 33,toiMs' ...... j|',nke 

, Darnel .... 7, y. 9 Or Daniel ....izLttke 

Jer. ..3,y. istoid i.nk-e 

Joel 2, y. 2 x! 0?* Joe! r. 9 Lk .-o 


....A 
• 9.to r. 
. r. 
. . .13. r. 
.*7, to r. 
...19. r. 
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? Atliimasf,a,n C.'ive-ti t 
■••a read j 

£ii'‘ dey^ marked*. 1 


BiOliXIXO Pii.\ VKIi- 


P,vj;n!.\'o 'J’lt.Wh'!: 


Fird l,i’S,wu, ! bemud Lesson. 


J^All I *:iy . . ' 

(>XXr\\K-.n. Trin.' 
iS WV. iS. at'. Trill. 
;:o XX Vl.S.af. Trin. 
^7 JSn!i(i:ty .. 

Aiaiia-Vi' .... 
■t 1 L Sun. in Adsi. 
ri ! i !. Sun. in 
j 8 !V, Suti. itiA'lvi, 

21 . Th( iiiras 

..>5 nia;-; I>a.v . 

i J^tviicr Faubm, 

19.^45. %’ 

27 .liijin ]>, 
cOAioly limoeenti? 


'iVisiii.'j!; 3. to t', SO Hell, ii, ?•. 33, to. 

1 Its, V. 7; 

Atnos 3 Titus 3 

4 k s, to V. 8 Jiehreuvs 7 

TAa'lt'S. . .11 & tz Liehvesvs ..... ,ia 

Jsaiuh. ,.i|i Peter 2, to e. .ss> 

54dolius, <.'.351043'; 

' isaiair. . .’. .71. . .sja Peter x' 

>fHa:ia..h .aslt-ln.j,;?. i6.to4?.'.7, 

ls;u:ih 30. to <>. a7'Pev, 2. r.TS, tf>3r.7 
... 42, tor. 7 dolui 20, VMO fo24, 
3sd;Ui ..9, to V. 8. Luke ..a, to e. 13' 

i I 

T.ieuesis 4, to v, 6 

■K.xo'iuh 33, r. Q doirn 13.'’. 23t"5Sj 

dereni. 31, to r. i8 ite'.* elation 26 


Wisdom S, to 17 ' 


|Kev. , .19, to r. 17 i 


Amos S'^t/'Amos 9 I'.iiki,*a3, -y, 261050 

31icuh Aiieah 7.fo]!ii ., ..3. r, 22 , 

iraSirrd 2, to e. 10 (fr Ataluclii 3k .4 Joiui 6, t<. 41 ; 

Isaiuli 2;0 j‘ . 4, r. a.lohn 10. 2,- : 

to y. 17 .Fw’nn 22, r. a ^ to 4;:; ; 

tsfiiah II, to i>. 11' Or isaialt 24.leiin 13, j*. e? ■' 

.Isaiah ■ z6 Or isn. aS.y.stoiQ.Xrhn i5, r. 28 . 

Isaiah 3a Or isu. SSd'.atoay Kevelallon 3 


Isiiinh. 3Si 

..Lsaiuh 7, r. 10 to 271 
i'roper I'sulnis 1 
. . ^'9. ISO. 132} 

2 i’h. 24, r. 25 to 231 

isa.iuli .6; 

llarud! 4,r.3iti)3i| 


.hilrn . .14. tu y. f: , 
jTitu.s . .3, f. 4 to 9 . 

f' ■ ■■ ■ ■ ; 

:Acts ....8, to?'. 9 : 

.jku'elation i 

i'll evelat ion iG ■ 


ttaatiar'ii STi'wf. 


; It is well ktuTO it the “ time o! '.lay ” Uiffer.s 
' 'jteiyuher'.* e.veoitt iu phuifS 011 the .smut' 
inenhiur., the dihereiirci hi local times )>ulii_o' 
caused iiy tlie rotation ot tlie Kartli ou its a.xis 
.fj'cjii lYck. to Ea.sfc in each twenty -four lioiirs ; 
Aiif"! as the .u'letht! is divide*] u.strononiieally into 
360’^ of hdiyitiuie, reekoned by ns from the 
meridian of Greeimich, sSo^ U.» the East and 
s3o° to tile Vv'est, it is ea.sily .seen that each 15'^ 
ks equal to one hour <ff tinue 
'Die notice, " London t<”h'eenwdeh) time ol>- 
'served at all stations,” formerly so familiar to 
tlie travidlers hy railway, was really the intro- 
<l'aetion to the u.*e of FfrniJard Time, and was 
inevkahle when l“.Ml^^ay tiine-tabies were 
printed; but in a eonnliy so hirg'e as the 
Domhnon of Canada, whieU extends over 2o° 
of knr/itnde, as ako in Urn liiited States with 
Enau‘ly"6o°, it soon lieeanie absolutely necessary 
to minimise the great inct irvenience, and so the 
use of Standard Ti?ne Vrii" rnptle legal. 

P<y Shrihko'd Time is meant that the hour of 
each. IS' of longiuum becomes the local mean 
' time for the zone or ’oeli extending 70,° on eacli 
,»iide of the central meridian ; though in practice 
th.c zone has to be adapted to local civciiutsiance.s 
andi so cannot conform 1:0 the exact line or 
ineridian, but is arranged to suit boundaries of 
Slates or Prc.vlnces a.s 'i2m:y be most eoiiveiiient. 

' l*.y ^v<ly of illustratimi, it may be noted that in 
llie Pno'ince of Ontario, Oamula, by Act of the 
Legi.^]atnre, the iic>ur of 75° lY. is Standard Time 
f'-.r tlk- Province far as 87^ VV.. and that the 
' S.Vr. point. 83“ \V., extends westerly beyond the 
easi,oni pan -.d the Sta..e (if Wiehigau, where the 
time of 90'^ W, h u.scl : so at Wimlsor, Ontario, 
it hno.-n v,hile in .V!ii‘bigan-“nn)re to the east 
, — it i-s jx The stfoniurd Time as used in 


the chief cities of Canada and the ruiiod States 
maybe noted : at Qiiei>ec, .Montreal and 'i'<?]-oiito, 
at Boston, TNcw York aiuP.Yahhiiiglon, the time 
of 7s“ W., five hours earlier than Creenwicli, iis 
used; at lYinnipog in .Manitoba, and at Detridi, 
Chicago and Kew Orleans, the time of 90®, six. 
hours earlier than Orccntrich, is used ; at Regina 
and Deiiver it is the lime of 105'=’, seven himrs 
earlier than Greenwich ; and in jh‘iti.s!i Columljia 
and at San Franckseu tlic time of lao'^ AY., eight 
hours earlier than Greenwich, is msed ; and when 
z8o® is reached another clay begins iii Eastern 
Siberia, at the Fiji Islands, and a little to the 
east of Eew Zealand. 

The same rule applies to places east of Greeo- 
vvich, wliere, of course, noon is earlier than at 
Oreenwicli according to tlie longitude. .Spain 
adopted Standard—that i.s, Greenwicli— Time 
early in the century. AATien noon at Greenwich it 
is z P.Af. in Egypt and South Africa ; it is 6 P.M. 
at Calcutta, E. ; in Japan, E., it is 9P..M. ; 
and in Eastern Austi'alia, 150° ih, it is 10 p.M. 

trhe question has been asked very often, 
“ YYhere dona a day begin V that is, anVs]>eciaI 
day, Ntiv.’ Y^car's Day or Easter Day— and the 
answer is that for all jicoples, nations, ami 
languages, using maps with longitude East aufl 
AYest i'rcnn Greenwich, cacli day begins at the 
meridian of 180°, slightly east of New Zealand 
in the Bmith. and intevseeting Easiern i^ilieria in 
the North, and so the last day of the nineteenth 
century and the first day of the twentieth vere 
I on the Earth together, not running concuircntly 
; 01* side by side, uoriii and south of the Eipitiimx 
I a.s has been sun]>osed, erivncously, Isut the latter 
following the former from 1,80“ uesterly to 
I Gveenw'icli, and on again to xSo®, where it gave 
i place to Jamiary 2iid. 


;; 

*; ) isbu.'. 
li'.-ts'!!. r 
In i 

JU’us.seb 
( ak-utt'; 
r:n.f ..f O 

(.‘lit "I'M 
Tor I" 
been iuj.-o 


TWELVE O’CLOCK NOON GREENWICH MEAN TIME, 

AS Ce.WPAIlHP WITH THE CLOCK IX THE FULLOWIXG PLAOKS. 
n. M. ^ . . . ,11.. 'f.- ■. . . 'H. M. 1 

, 9 14 3'.*,s. qXnist.'iutmopk' leOi-.M. Arelbonme, .\us.,. 9 40 r.M. npiebeo ... 

.i.: 3', r M.' Pulilin i: 35 .(..a. ' >ms''ow 2 30 r.M. ; ito!;!*'; 0 E’er.*: 

o 54 e.M. ; biliiiLurgii ii 47 .r.M. ’XewfnfUnTid.S.Ans. 8 20 .v.M.j i;ot:ev<l:iii' o is i-.m 

, <? 3i> !'.m. I Piorenet* o 45 r.ii. Xew York 7 .] v.M. iSan Pr.inekeu, p,jrt 3 v.'* 

, 4 '(Uas‘/<evV II 43 '.a!. Pans o 9 e.M.ISt. Pvlei'i'b-.u’y: 2 “i 

. Iti i> m IVlriii . •j .<6 »• »« .lin ' , 


H. M. 

7 IS.UM. 
0 50 1'.::. 


, lfeb;iri, 9.-.}9 !.'.m. Pekin 7 46 r.M. ritoekieJiu ... 

>,4:inil. 10 1.1 r..%t. .bru'^tdem 2 21 r.M. Peiisanco ii 37 .v.m. iSne;', 

o 17 !'.m. i.i.4'oiii XX 23.1.M. Pertll, AV. Aus 7 43 e..M. jSytlne.v 

— 5 S3 'Mr.-lris 5 21 p.M. Pbii!uieljjb}!i 6 59 .v..m. ''T.-wonlo 

1 Ibqie I 24 s>..\i thulrid ,-xi 45 .um. . .Port Moresby ....xo 4 r.M. A'ene'.'uvcr ^ 

... 6 io v.M ,AbiUa 0 S8 p.m. 'P nigae o 58 p.m. 'A' iennsi 15 i>.m, 

./‘Mjene.* :n pr.ieHee, the arbitrary arrangeiaent called iSfainlard Tivu’, deseril'.fd above, Lav j;onei’unv 
bijui. the vnivid. Sec page 91. . A' ■ ‘ 

AYEIT^yCEIl’s ALMANACK, 1910. 


r.M. 
2 10 r.M. 
^0 5 P.5!. 

0 42.V.M. 
?, 3 . 


A Page of Galemlars. 


Sfb)isi) iTalfu'bar. (a.d. 1910, a.m. 5670-5671.) 

Tiie Year 5670 commenced September 16, 1909. 


-Tail. 

5670. 

zi Xow Moon ... 

... Sebat 

I 

j.bily 24 Fast of Tamuz ... ... Tamuz 

! Aug. 6 K ew Aloon Ai> 

17 '1 

Fob. 

10 New Moon ... 

... Adar 

X 

,, 24 Fast of Ab ... 

9 1 

• S' j 

Mar. 

12 New Mo m ... 

... Veadar 

I 

Bept. 5 New Moon . . EUil 

,, 

34 Fa.ii of Esther 

„ 

13 

5672. 

5, 

23 Pui'im 

... ,, 

14 

Oct. 4 First day of Flew 'Year ... Tis'hii 

I ^ 

,, 

26 Slmsau 

... Nisaii 

IS 

,, 5 Becoiid ,, ,, 

2' 

-Vpril 

10 New M(»on ... 

I 

,, 6 Fast of (ruedalial; 


9 J 

24 FeestiViil of Pussuvei 

2nd day „ 

IS 

j, 13 Day of Atonement ’’ 

a 

lO" > 

») 

25 ,) „ 

x6 

,, 28 Feast of Tabeniacics 

13 i 

May 

30 

7tli day „ 

21 

jj 19 j» ■ »» 2nd day 

1 6- 1 

I ,, ,, 

ends ., 

22 

i „ 34 liosana Ihibali ... ... 

21, 

June 

10 New -Moon 

. ... Yiar 

X 

1 „ 2S Feast of the 8th day... ... 

ZZ' \ 

8 Nov,' i^Ioon ... 

... Bivan 

X 

\ ,, 36 Xtejoicing of the Law 

■Nov. 3 New .Moon Fosvan 

23. ; 

X ; 

3, 

13 Fe.stivp.l of Weeks .. 

■ ••• 5 > 

6 

July 

14 ,, ,, 

2nd day 

7 i 

Dec. 2 New Moon 

I 

8 New Moon 

... Tamuz 

t 1 
*1 

„ 26 Dedication of the Teinnic ... ,, 

zS > 


Jnote.— A ll Jewish SalMaiths and Festivals commence the previous Eveninji- at Sunsci:. 


irHofjanimftian iffalrntiai'. (132S.) 


- Year, 
1333. 


Name of JIuuth. 

ZMiihurram ... 
Sap liar 
llabia I. 
Kabia IX. ... 
Jornada 1 . ... 
Jornada II. 


Montli begins. 1 Year, 
daimary 1311338. 
Eeliruary 12 1 ,, 

March 131 ,, 

April 12 1 ■ 

May II „ 

June 10 1 ,, 


Xiuue of Atontii. 

llajab 

Siiaaban 

ilamadan 

Shawall 

Dulkaada 

Dullieggia ... 


IvS'om. i:j begins., '' 
... Jii.Iy- ■ 9 ! 
... ■ August' 8 ' ‘ 
... Septemlxif. 6 ; 
... (hrttJ.er 6 i 
... Novern’oer 4 
... lieceiiiber 4 ■ 


r 


i ©miJ anl! Iius0ian (fTalmliar. 

t A. D. 1909, - 4 . 51 , 7417. 

Oi.Tt Stvle. ^ C'r.itT.us Holy Days. Nine Style. 

' Jan. X Cireiiiiici^ion Jan. 14 

! 6 Theophiiiiji {Eplphcmn) „ 19 

, Feb. 2 Hiipapante Feb. 15 

i „ 28 Carniml Siduia}/ Mar. 13 

Mar. 7 Fti\st Sitiidai/ in Letit ,, 20 

; „ 9 Forty Martyrs ,, 2s 

■’ ,, 2$ Aunv.NGiation of Theotokos... April 7 

April ii Jfihii Sunday „ 24 

I ,, s6 Great Friday ,, 39 

; 18 Holy Pasch May 1 

i ,, 23 Bt. George 6 

, May 9 Bt. Nicholas 22 

' ,, 14 Coronation of the Emperor* „ 27 

„ 27 Ascension June 9 

.Tune 6 Pentecost 19 

7 Holy Ghost 20 

Peter ii- ]*a id. Chief A 2>f>stles July 12 
Fjr.stdayofFa.st of Theotokos Aug. 14 

Transfhraratioii 19 

/t’rpo.ve of T}u‘Otokos{A ssumptign).^ , 28 

Bt. Ale.v((ndcr (Xerskyy' Sept. 12 

Xatirify of Theotokos „ ai 

E.raliation of the Cross ...... .. *.? 

Patronage of Theotokos* 

('cession, of the Emperor* ... 

Fir.st day Fast oftheXativity 
Entrance of Theotokos......... 

Bt. Xicolas 

Conception of Theotokos ...... 

Xatii'ity ...........A,., 


Au< 


29 

X 

5 

^5 

30 


14 


.Sept. 

Oct, 

■ ■ ■ .''21 

. Ah>v. IS 


Dec. 


Oct. 14 
ETov. 3 
.1 28 

Dec. 4 
». 19 

ij 22 
Jan. 7 


* Peculiar to Ilus&ia. 


I.N the Eoman (Julian) Calendar the munihs ! 
coiTe.sponded exactly with our own, exccptiii"' 

, that down to tiie time of tiie si'eat Emperor ! 
i Augustus, the fifth and sixth month-s < f the vear i 
I —v Inch, with the Homans, bv‘gau with March— i 
w'ere called t>uintili.s and Sextili.s; afterward-^ ■ 
they w^ere named in honour of the emu'-r-.^v^ i 
j.luj ins and Augustus. " ^ 

I ^ In reckoning the days of eacii montli three •' 

, iixcd points were taken, and anv narrieuiar dav ' 

I was said to he so many days ‘mpbjv tht- j.vxt 
.coming fixed day. Tiie.se three I’toii-ts we>'e Vx) ' 
,the Ivjileiids, by >vhich name the rir>r. ‘ 

iinoiith xvas known ; (3) the Xone.s whieh leli on ■ 
luie seventh day of the UKUitii i.^i ^darrli. Moy 
.Tilly and October, and on the filth day in* each of ■ 
'the other months; and the Ides, which ulwavs 
, fell eight days after the N'ones. 

I For example, the ist of -Tanuarr was rfic 
tlvalemis of .Tanuary (Kalendi.s Jannarih-) the 
' 31st of December was the day before tlie Kaiemis 
;of .raimaiy (^midij Kalettdas Januariip')'. but ■ 

! Bee. 3otli w^as the tlnrd day I ,eitire tlie Ka s - -lui . . 4 
j uaiiuary (ante dtem fcHiam Kalendas Jau no no .T 
An this case hotli .Tan. ist and Dee. 3xst brb^ ' 
mcluded iii the reckoning. And so .m 1 Mel.-' if. 
Dec. 14th, which was the nineteenrh da^- hefore > 
the Janiiaiy Kalends (aide dim, a,td, nf dm an ■ 
KaL Jan.) Dec. 13th being Jdii.us Ime> oihrihms 
the Ides of December. In Leap-year, borij Feb* ■ 
24th and Feb 2sth were known as the sixth dav 
before the March Kalends, being 'listineTd'^heJl ' 
respectively as vrior and posterior. ; 


whitakeh’s almaitack, lliid’" 


sralilf fov jTinbing tlie Ciiiics of Sunrise ants Sunset 


/i 


I’iiTS entry t.;iVi]e provides the means ! 

I'or tiuuinu-, vviih sullirici/t aceuraey for all | 

■ pr;u.*iii‘ui jtnrpijsos, tiio Umrs of simrise and I 
f:i!ii'rr I'oruio piL'c-o siiiiated between latitudes: 

: ain.i 66''. j 

'id use the table; With tlic* 8mi’s declination, ; 
in tlu- tiivt ewiunui, rav.I niulcr the required i 
' laiitiuio o!> tho hurixoiital line, will be found 
' the jujparcut time of sunset. .Subtracting the 

■ time sVi’fuund frtuii is/d vriil give the a]»]>arent 
' lijiie of sunrisee Tn obtain the mean or clock 
' time, the numiiers in tiie eulumn headed k/orc 

(;r ttj'tijr eloek (u liieh ’.'s'lli he fuumi on the seeoud 
|Kum of each nacathu giving the dilieveiua; m 
time bel'.veon ii;e m>,‘:i;: am! true sun for each 


daj’ ill the year, must be applied to tlie ai>?.ai'j::t 
times of .simri.se and sunset, as the ])ari;ct;;ar 
case may require ; tliat is to .say, if tiic true sun 
is hejore the clock the eqiiut.ioii of time mn^t be 
subtracted from the a}»]iarcnt to obiaiu die 
mean or clock time, and if c/rVer, added. 

The talile is arraitged for nortlieni iaiiuides, 
but will serve equally well for ]»!;ices south, of 
the Equator by ehan^-ing tiie declination frMui 
Jshu’th to South and vke verSiu 
If the time of .sunrise or sunset slumld '»e 
required for any declination r»r latitude falling 
between the argiiinents in the table, th-cse 
I times may easily be found Isy simple pro- 
^ X'iortioii. 


LATITUDE. 



l"' 

H 

26 

35 ’ 

43 " 

49 " 

:s 3 " 

s6" ; 

SS" 

. 60" ' 

,6ar 1 

63” 

64” ■ 1 

65= 

! 

66’ i 


!i. 

a. 

!i, 311 . 

!i. hi. 

li. in 

li. in. 

h. ra. 

1). an 

ll. Ul. 

ll. m. 

It. m. 

h. m. j 

h. 

m. 

h. tti, i 

h. in. 

h. m. ! 

s4 N 

6 

4 

6 38 

6 S 3 

7 ".6 

7 42 

8 7 

8 30 

8 SI 

9 8 

9 391 

9 57 1 

xo 

XS, 

10 38 : 

II X 3 


n 

6 

4 

6 27 

6 50 

7 , 12 ' 

7 37 

8 X 

8 22 

8 41 ! 

8 57 

9 x6| 

9 40 ! 

9 

SS 

xo 13 i 

10 36 

tx "12 

zz 

6 

4 

6 2S 

6 48 

7 9 

7 32 

7 55 

8 X4 

8 33 ; 

8 47 

9 4 

9 35 1 

9 

38' 

9 53 i 

xo 12 i 

XO 3 S 

zt 

6 

4 

6 24 

6 46 

7 S 

7 27 

7 49 

8 7 

8 24 

8 37 

8 S3' 

9 X2 I 

9 

23 

9 37 i 

9 SI ' 

xo 10 

zo 

6 

4 

6 33 

6 43 

7 2 

7 23 

7 43 

8 0 

8 XS 

8 28 

8 43 

8 59' 

9 

10 

0 2 X ; 

9 34 

9 49 

19 

6 

4 

6 22 

6 41 

6 S 9 

7 s8 

7 37 

7 S 3 

8 7 

8 19 

8 32 

8 48 

8 

57 

9 7 * 

9 x8 

9 3 » 

18 

6 

4 

6 21 

6 39 

6 35 

7 H 

7 3 X, 

7 46 

8 0 

8 10 

8 22 

8 37 

8 

45 

8 54 

9 4 

9 xO 

17 

6 

3 

6 20 

6 37 

6 32 

7 9 

7 26 

7 40 

7 S2 

8 2 

8 13 

8 26 

8 

34 

8 42 

8 51 

9 X 

s6 

6 

3 

6 19 

5 35 

6 49 

7 5 

7 21 

7 33 

7 45 

7 54 

8 4 

8 x6 

8 

23 

8 30 

8 38 

8 48 

*3 

6 

3 

6 28 

6 32 

6 46 

7 X 

7 15 

7 27 

7 39 

7 46 

7 5 ^ 

8 6 

8 

13 

8 19 

8 27 

8 3 S 

14 

6 

3 

6 16 

6 30 

5 43 

5 57 

7 10 

7 21 

7 3 x 

7 39 

7 47 

7 S 7 

8 

3 

8 9 

8 15 

B 23 

x 3 

6 

3 

6 IS 

6 28 

6 40 

5 S 3 

7 S 

7 xS 

7 34 

7 31 

7 39 

7 48 

7 

S 3 

7 59 

8 5 

8 IS ! 

xz 

6 

3 

6 14 

5 26 

6 37 

6 49 

7 0 

7 9 

7 18 

7 34 

7 31 

7 39 

7 

44 

7 49 

7 S 4 

8 0 

xt 

6 

3 

6 13 

6 24 

6 34 

6 45 

6 55 

7 3 

7 XI 

7 X 7 

7 33 

7 3 x 

7 

35 

7 39 

7 44 

7 49 

10 

6 

3 

6 X 2 

6 22 

<5 33: 

f 4 x 

6 So 

6 58 

7 S 

7 10 

7 

7 22 

7 

26 

7 30 

7 34 

7 39 

9 

6 

3 

6 XX 

6 20 

6 aS 

6 37 

<5 45 

6 52 

6 58 

7 3 

7 8 

7 14 

7 

17 

7 21 

7 as 

7 29 

8 

6 

3 

6 xo 

6 18 

6 3 S 

6 33 

6 41 

6 47 

6 S2 

6 56 

7 X 

7 6 

7 

9 

7 X2 

7 XS 

7 X 9 

7 

6 

3 

6 9 

6 x6 

6 22 

6 29 

6 :^6 

6 41 

6 46 

6 49 

6 53 

6 s8 

7 

X 

7 3 

7 6 

7 10 

6 

6 

3 

6 8 

6 14 

6 19 

6 25 

6 3 x 

6 36 

6 40 

6 43 

6 46 

6 50 

6 

Sa 

6 S5 

6 S 7 

7 0 ■ 

S 

6 

z 

6 7 

6 xz 

6 17 

6 22 

6 26 

6 30 

6 34 

6 36 

6 39 

6 42 

6 

44 

6 46 

6 48 

6 SI 

4 

6 

z 

6 6 

6 xo 

6 14 

6 iS 

6 22 

6 2S 

6 28 

6 30 

6 32 

6 35 

6 

3*5 

6 38 

6 40 

6 4X 


6 

z 

6 s 

6 8 

6 IS 

6 14 

6 17 

6 19 

6 22 

6 2?, 

6 25 

6 27 

6 

zS 

6 30 

631 

S 32 ! 

z 

6 

z 

6 4 

6 6 

6 8 

6 10 

6 12 

6 14 

6 16 

6 17 

6 18 

6 20 

6 

20 

6 21 

6 22 

6 33 ' 

X X 

6 

z 

6 3 

6 4 

6 S 

6 7 

6 8 

6 9 

6 10 

6 10 

6 II ; 

6 13 

6 

13 

6 13 

6 .14 

6x4 

0 

6 

z 

; 6 2 

! 6 2 

6 3 

: 6 3 

; 6 4 

! 6 4 

|6 4* 

6 4 

; 6 4^ 

: 6 5‘ 

6 

3 

6 S! 

6 S 

1 6 s i 

X S 

6 

z 

: 6 X 

; 6 0 

6 0 

; s 59 

I 5 59 

1 5 5 S 

! s 58 

; s 58 

1 5 57 

' 5 57 

5 

S 7 

S 57 i 

s s® 

5 S6 ’ 

2 

; 5 

z 

: 6 0 

' 5 $8 

S,S 7 

i S SS 

; 5 54 

i 5 53 

' 5 Sa 

; 5 sx 

; s so 

S 49 

: 5 

49 

s 48 

5 48 

1 5 47 . 

3 

1 6 

z 

: S S 9 

^ s 55 

3 S 4 

1 5 53 

! 5 49 

i 5 4S 

; s 46 

; 3 45 

; 5 43 

1 5 42 

1 s 

4 x 

5 40 

S 39 

5 38 ; 

4 

! 6 

3 

s 58 

^ 3 SS 

S 51 

1 S 48 

= S 4 S 

i 5 42 

; 5 40 

1 5 38 

^ 5 3^ 

i S 34 

1 5 

32 

5 52 

, s 31. ; 

, S 29 i 

S 

1 6 

2 

: 5 57 

5 S 3 

5 49 

; 5 44 

i S 40 

- 5 37 

i S 34 

1 £ 32 

' 5 39 : 

1 S.27 

I'S 

2S 

; S 24 1 

5 22 ' 

: S 20 ! 

6 

1 6 

a. 

: 5 55 

5 SS 

5 45 

: s 40 

s S 35 

,5 3 X 

: 5 28 

; 5 25 

; 5 23 i 

;,S X 9 ,i 

I S 

X 7 

5 XS i 

S X 3 

; 5 XI 1 

7 

! .6 

z 

^ 5 55 

5 49 

5 43 

! 5 3? 

i 5 3X 

! s 26 

' 5 32 

i 5 X 9 ' 

i- 5 IS 

; 5 XI 1 

Is 

9 

S 7 ! 

S 4 ' 

' S * ' 

S 

‘ 6. 

1 

5 54 

S 47 

5 40 

i s 33 

' 5 26 

i 5 31 

; 5 X6 

' 5 X2 

is 8 

!. S 3 

: 5 

I 

4 58 ; 

4 55 ' 

i 4 5 ® ) 

9 

6 

X 

5 S 3 

5 45 

5 37 

i, s 39 

' 5 31 

1 5 x6 

: 5 xo 

: 5 s 

' 5 X 

• 4 SS 

4 S 3 

4 49 

4 4<5 

4 42 ■ i 

IG 

6 

I 

S 5 z 

5 43 

5 34 

5 35 

! 5 X7 

1 S xo 

; S 3 

: 4 59 

. 4 S 3 

4 47 

4 

44 

4 40 i 

. 4 37 

4 32 

IS. 

6 

s 

:.3 Sx 

■S 4 '« 

' 5 3 ^ 

i S 31 

I'S X2 

S 4 

4 57 

■; 4 52 

4 46 

i 4 39 

4 

3 S 

' 4 3 x ^ 

4 27 ! 

4 22 j 

13 

6 

X 

\ S 5 ° 

S 39 

. S =8 

3 X 7 

, 5 7 

i 4 58 

; 4 Sx 

: 4 45 

4 38 

; 4 3 x, 

4 

2'7 

4 22 

4 17 

4 ' 12 }' 

5^3 

■ 6 

I 

5 49 

5 37 

i 5 23 

5 X 3 

5 3 

14 S 3 

4 44 

; 4 ' 38 

4 30 

4 22 

4 

18 

, 4 13' 

4 7 

4 X 

X4 

6 

X 

' s 48 

5 34 

S 

5 9 

4 57 

: 4 47 

^ 4 37 

j 4 30 

: 4 33 

i 4 x3 

4 

8 

4 3 

336 

3 50 ■ 

SS ■ 

6 

I 

5 47 

5 3 = 

5 xg 

s s 

4 52 

4 4 x 

i 4 3 x 

' 4 33 

1 4 X4 

4 4 

3 

59 

' 3 53 

: 3 4 ^ 

3 39 1 

26 

6 

X 

s 45 

5 30 

: s x6 

' 5 X 

i 4 46 

; 4 34 

4 24 

! 4 15 

! 4 6 

3 SS 

3 

49 

; 3 42 

: 3 3 S 

3 =7 ' 

27 

6 

1 

5 45 

5 38 

. S *3 

4 57 

4 4 x 

1 4 28 

: 4 X7. 

I 4 8 

. 3 57 

; 3 4 S 

3 

.39 

, 3 3 X 

: 3 23 

3 14 ; 

sB 

6 

1 

S 44 

S 

5 10 

4 53 

4 50 

' 4 22 

: 4 9 

4 0 

: 3 48 

, 3 35 

3 

28 

: 3 20 

i 3 IX 

3 0 i 

xg 

; 6 

X 

S 43 

5 24 

S 7 

4 48 

4 30 

4 IS 

4 2 

1 3 SI 

| '3 39 

1 3 25 

3 

17 

i 3 8 

1 2 S8 

z 43 1 

zo. 

6 

X 

5 4X 

5 33 

, 5 4 

, 4 44 

4 35 

4 9 3 54 

! 3 43 

! 3 29 

■ 3 X 4 

3 

S 

- 2 SS 

1 2 43 

2 30 » 

: , 2.S ' 

: 6 

I 

5 40 

S ^9 

' S 2 

4 39 

4 19 

! 4 3 

: 3 40 

i 3 34 

3 19 

3 2 

2 

52 

; 2 41 

! z aS 

i 2 sa ; 

22 

6 

X 

S 39 

5 X7 

4 S 7 

4 3 S 

4 X 3 

^ 3 SS 

3 38 

■; 3 34 

i 3 9 

i 2, 50 

; 2 

3 S 

! z as 

'< 2 xo 

■ X $2 ! 

23 

6 

I 

5 S8 

S SS 

' 4 S 4 

. 4 30 

4 7 

; 3 47 ! 3 39 

^ 3 IS 

! 3 57 

: 2 36 

2 

23 

^ 2 S 

J so 

' s 27 ] 

24 S 

' 6 

X." 

S 37 

5 12 

4 S« 

4 3 S 

4 X 

h 3,40 

^ 3 20 

'■ 3 5 

j 2 45 

*■ 3 ai 

; a 


X 45 

X'. 26 



WHITAKEK’s AL3IANACK, 19i0. 


'4 foe ©eterminitts tije ilatitutic 

FEC:,! OBSBBYATIONS OF THE ALTITUDE OF THE POLE STAB 
OUT OF THE MEBIDIAH. 


TABLE I 


Siitw ..1 

C<H're''‘tion. 

Local 

Sidereal 

Time. 

Local 

Sidereal 

Time. 

Correction. 

Local 

Sidereal 

Time. 

Local 

Sidereal 

Time. 

Correction, 

Lora! 

Sl.lciva 

Tiioe 

II. 3 b 


H. M, 

H. M. 

0 / // 

U. M, 

H. M. 


li. M, 

C .© 

-t $ x + 

12 0 

4 0 

~o 54 s8 + 

16 0 

8 0 

4o so 3- 

20 0 

.0 %Q 

- 1 6 Sf- 

ra ro 

4 30 

~o 53 2 4 

16 so 

8 xo 

4 o 33 3 — 

20 10 

0 £C 

— I f z-i' 

X 2 20 

4 20 

-0 so S9 + 

16 20 

8 20 

4 0 s6 2 ~ 

20 20 

, O 

-s 7 5s "f- 

12 30 

4 30 

—0 48 51 + 

16 30 

8 30 

40 r,8 59 ~ 

20 30 

0 4C 

' -I 8 32-i- 

12 40 

4 40 

~o 46 37 + 

16 40 

8 40 

40 21 33- 

20 40 

' e 50 

-E 9 s-f 

S 3 SO 

4 SO 

-~o 44 S7 + 

16 SO 

8 SO 

4o 24 — 

20 So 

z c 

-I § 31 + 

S 3 0 

S 0 

--0 41 53 + 

17 0 

9 0 

4 o 37 38- 

SI 0 

1. m 

— t 9 484 “ 

X3 ,10' 

s so 

-0 39 24+ 

17 xo 

9 xo 

■40 30 zs- 

21 SO 

s so 

- I 9 S 3 4 ” 

S3 20 

5 20 

— Q 36 50 + 

17 20 

9 20 

4033 S- 

22 2,0 

..r. 3a 

■—s 10 0 4 " 

, X3 30 

S 30 

-0 34 S2 + 

17 30 

9 30 

+ 35 47- 

■ 31 30 

s.^c 

-t 9 334 " 

13 40 

5 40 

-0 3x 304 

S7 40 

9 40 

40 3I S3 - 

21 40 

E 50 

! -x 9 39 4 - 

13 SO 

5 SO 

-0 23 4S+ 

x 7 30 

9 $0 

4o 40 54- 

21 SO 

£ S 

1 -I, g X74- 

X4 0 

6 0 

-o 25 55+ ! 

x 3 0 

so 0 

4 0 43 20— j 

22 0 

a le 

! —E 8 40 f 

x4'io 

6 xo 

-0 23 5+ 

x8 10 

xo 10 

40 45 42- 

22 SO 

S 2 C 

1 ”2 8 Sb 

14 20 

6 20 

— 0 20 IO "4 

x8 20 

10 20 

4 o 47 s^^-“ 

1 22 30 

2 SC 

i — E 7 ■ 22 4 

S 4 30 

6 30 

— 0 17 144 

18 30 

so 30 

4 o SO g — 1 

; 23 30 

«" 4 C 

— 2 6 29 r 

14 40 

6 40 

-0 14 154 ; 

x8 40 

so 40 

4 o 52 13- j 

32 40 

Z ffc 

1 -s S 284 

14 SO 

6 50 

— o XI 134 

iS 50 

10 50 

4 o 54 33 - 1 

! S 3 30 

S _ c 

-E 4 294 

*5 0 

7 0 1 

—0 8 144 

19 0 

IS 0 

40 56 5 - 1 

33 0 

3. sc 

i -E 3 ' 3 ' 4 - 

ss so 

7 ro 1 

-0 5 1x4 

19 xo 

IX xo 

40 57 5a- i 

: 23 XO 

3 zc 

— I s 40 4 

IS 20 

■7 20 

— 0 2 84 

19 20 

XI 20 

40 S 9 Si- 1 

1 , 23 20 

3 30 

( ~i 0 so4 

15 30 

7 30 

4 o 0 5S— 

X9 30 

XI 30 

4 1 i 4 ~ 

33 30 

. 34 ° 

; -0 58 334 

ss 40 

7 40 

40 3 58- 

19 40 

11 40 

4 1 a 30— 

S3 40 

"'3 $0 

' --o 56 49 4 - 

s5 50 

7 50 

4 o 7 X — 

19 So 

IX s^ 

^, 4 x ' 3 49- 

Z 3 $0 

4 , , 0 

[■ -0 S 4 S 3 4 - 

x6 0 

8 0 

4o 10 3— 

20 0 

X 2 0 

; 4 i' 3 ,1- 

0 0 


■; It wLl 1)0 observed that the sign on the left-hand side of the correation- is tv) be used v/heii ti)e 
arguniout is on the left, and vice verm ; + means that the con'ecfcion is to be added to llie reduceil 
■ altltiiu-.-, and - that it is to be subtracted. 


TABLE II. 


1 7 

Altitule. 



1 



a 







0 


0 


0 

0 


0 


0 


0 


0 


0 


0 


0 


1. :iB 

c 




10 

AS 

' 20 

35 

30 

3 S 

40 

4 S 


>0 

'55 

; 60 

0S, . 

70 


1 ii. M, 

i 

r 

; 


X 





J, 


t! 

/ 

// 

/ // 

/ 


d 


/ 

7/ 

/ 

a 






u 

H. M. 

I 0 c 

0 

e 

0 

x 

0 

s 

© 

z 

0 

z 

0 

3 

0 

3 

0 4 

0 

s 

0 

6 

0 

7 

0 

8 

0 

■10 

0 


0 

16 

22 0 

|, S' 30 

0 

0 

0 

0 

0 

0 

0 

I 

0 

I 

0 

* 

0 

X 

0 3 

0 

2 

0 

3 

0 

3 

0 

4 

0 

4 

0 

'6 

0 

7 

X2 30 

s c 

0 

0 

c 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 0 

0 

0 

0 

I 

0 

X 

0 

I 

0 

* 

■0 

X 

0 

2 

13 0 

: s 3 C 

© 

0 

0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

*3 30 

j * 0 

0 

c 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 I 

0 

s 

0 

I' 

0 

t 

0 

X 

0 

z 

0 

2 

0 

2 

x4 0 

1 2 

0 

0 

0 

0 

0 

s 

0 

X 

0 

X 

0 

s 

0 

2 

0 3 

0 

3 , 

0 

3 

0 

4 

0 

5 

0 

6 

0 

7 

0 

9 

14 30 

1 3 « 

0 

0 

0 

1 

0 

X 

0 

a 

0 

2' 

0 

3 

0 

4 

0 S 

0 

e 

0 

7 

0 

8 

0 

10 

0 

i« 

0 

*3 

0 

X'8 

sS' 0 

1 3 

0 

0 

0 

s 

0 

a 

0 

3 

0 

4 

0 

s 

0 

6 

0 8 

0 

9 

0 

XI 

0 

13 

0 

16 

0 

29 

0 

24 

0 

3 * 

XS 30 

• 4 

0 

0 

0 

X 

0 

3 

0 

4 

0 

6 


8 

0 

9 

0 XX 

0 

14 

0 

26 

0 

19 

0 

23 

0 

28 

0 

33 

0 

45 

16 0 

1 4 3.0 

0 

0 

0 

2 

0 

4 

0 

d 

0 

8 

0 

20 

0 

13 

W IS 

0 

18 

0 

33 

0 

36 

0 

3 * 

0 

3 S 

0 

47 

I 

0 

x6 30 

1 s 0 

0 

0 

0 

z 

0 

S 

0 

7 

0 

so 

0 

23 

0 

16 

0 IQ 

0 

23 

0 

37 

0 

33 

0 

39 

0 

47 

0 

59 

X 

x 6 

17 0 

i s 30 

0 

0 

0 

3 

0 

6 

0 

9 

0 

X 2 

0 

15 

0 

S 9 

0 33 

0 

27 

0 

33 

0 

39 

0 

47 

0 

S6 

I 

xo 

X 

30 

17 30 

i i ° 

0 

0 

0 

3 

0 

6 

0 

xo 

0 

13 

0 

27 

0 

31 

0 26 

0 

3s 

0 

37 

0 

44 

0 

S 3 

I 

4 

s 

*9 

1 

<41 

s 8 0 

' 6 30 

0 

0 

0 

3 

0 

7 

0 

SI 

0 

15 

0 

19 


23 

0 38 

0 

34 

0 

40 

0 

48 

0 

57 

I 

9 

t 

26' 

s 

50 

x8 30 

! 7 ® 

0 

0 

0 

4 

0 

7 

'0 

XI 

0 

IS 

0 

30 


2S 

0 30 

0 

3 S 

0 

43 

0 

£0 , 

X 

0 

I 

*3 

X 

30 

T. 

«s 

xg 0 

1 7 30 

O' 

0 

0 

4 

0 

8 

0 

XI 

0 

16 

0 

SO 

to 

25 

0 30 

0 

36, 

0 

43 

I 0 

SS ; 

^ I 

X 

X 

14 

X 

3 * ' 

X 


xg 30 

1 S 0 

0 

0 

0 

4 

0 

7 

0 

XX 

0 

^5 

0 

30 

0 

24 

0 29 

0 

33 j 

0 

42 

0' 

50 , 

I 

0 

X 

X 3 

X 

30 1 

s 

£S . 

20 0 

! 8 30 

; 0 

0 

0 

3 

0 

1 

0 

4 X 

1 0 

14 

0 

29 

1 0 

23 

0 38 1 

0 

33 , 

0 

40 

0 

47 

c 

57 

X 

9 

X 

25 ' 

s 

49 ' 

ao 30 

< 9 0 

jo 

0 

0, 

3 

! 0 

6 

0 

xo 

! 0 

13 

0 

J 7 

1 0 

31 

o.as.j 

0 

30 . 

0 

36, 

0 

43 ■ 

0 

52 

1 ^ 

3 

I 

*7 . 

I 

39 ■ 

'21' O' 

j 9 S' 

jo 

0 

0 

3 

jo 

6 

0 

9 

0, 

X 2 

! 0 

IS, 

0 

18 

0 32 

0 

27 j 

0 

32 

0 

38, 

0 

45 

! O: 

55 

I 

8 

1 

27 , 

a i ' 3'0 

m 0 

1 Oi 

0 

0 

2 

I 0 

S 

0 

7 

! 0 

SO 

O' 

A®i 

0 

^5 

0 x8 

|0 

32 

0 

26 

0 

3*1 

0 

38 

0 

46 

0 

5S . 

I 

4 , 

22 0 

10 3a 

1 0> 

0 

1 0 

z 

j '0 

4 

0 

6 

! ® 

8' 

I'O 

XOj 

0 

,X 3 .'I 

0 15 

0 


0 

as 

0 

25 

0 

30 j 

0 

36 

0 

45 

0 

37 

zz 30 

1 IS c 

j 0 

0 

I 0 

X 

0 

3 

0 

4 

0 

6 


7 

0 

' ^ 

['■O-XI : 

0 

13 

0 

XS 

0 

x8 

0 

33 

0 

36 

0 

33 ' 

0 

42 i 

®3 0 

i « 30 

jO 

0 

j 0 

X 

, 0 

2 

0 

3 

10 

4 


S 

0 


0 7 

0 

■ 9 

0 

xo 

0 

X 3 

0 

*si 

0 

x8 j 

0 

32 

0, 

38 

® 3 " 30 

1 xa 0 


0 

1 0 

X 

1 0 

X 

0 

2 

0 

a 

1 0 

3 i 

0 

jJ 

0 4 

0 

Jj 

0 

6 

0 

7! 

0 

8.| 

0 

"J 

0 

*3 ; 

0 

x6 i 

24 0 


The corieutioiis from the above table are always additive to the corrected aitifmie 


whitakee’s almanack,, 1910. 
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TABLE III, (tgio.) 


Local Sidereal 
Ti,n:ie. 

t. 

Fel>. 

Sl'af. 

I. 

Aiui! 

1. 

May 

X. 

Jmie 

T. 

July 

I. 

■ Aug. 

I. 

Sept. 

I. 

Oct. 

3. 

X. 

Lee. 

If-, 

■H, 

i H 

i H 



/ n 

! n 

/ // 

's u 

/ « 

i It 

St 



0 

0 49 .. 

0 46 

0 39 

0 30 

0 22 ' 

0 x8 

0 X9 

Q 26 

0 36 

0 4S 

0 59 

* 7 

I SI 

2 ' 

0 s® 

0 s® 

0 49 

0 41 

0 3a 

0 25 

0 2 X 

0 23 

0 29 

0 39 

0 so 

X' £ 

X .9 

4 

0 S3 

1 O' 

X 3 

0 57 

0 SO 

0 4x 

0 33 

0 29 

0 3x 

0 36 

0 44 

0 3S 

s s 

« 

0 59 

X 8 

X X 4 

X 15 , 

X xo 

X 2 

0 53 

0 45 

0 40 

0 39 

0 43 

0 so 

I 0 

8 '■ 

s 4 

I 14 

X 22 

X s8 

X zS 

1 ®3 

I X4 

X 4 ' 

0 54 

0 48 

0 4S 

0 48 

0 S4 

xo 

I 9 

X x6 ; 

1 * 2S 

! * 34 . 

1 * 33 

I 38 

X 3 ® 

1 X ■ 22 

X XX 

I I 0 

’ 0 52 1 

0 45 

» 51 

X 2 ' 

X « 

■X 14 i 

1 X 2 X 

1 * 30 ^ 

1 38 

I 42 

X 41 

1 * 34 : 

I 24 

! I xa , 

Y * i 

0 53 ' 

, » 49 

14 , 

X .10 

I 8 

! I XX 

; * *9 i 

X 28 

* 35 

* 39 

1 * 37 i 

X 3 * 

1 X 2 X j 

1 X to 1 

0 59 

i 0 5* 

x6 

X 7 

X 0 ! 

■ 0 58 i 

*, 3 j 

X to 

* *9 

: I 27 

1 * 3 * 

X ®9 

; 2 24 j 

: X x5 ' 

■I 5 ; 

, 0 55 

, ,x8. 

X ■ 1' 

0 52 ’ 

0 46 : 

■ 0 45 

0 so 

0 58 

1 X 7 

i X. xs 

X 20 

i X 2 Z '1 

‘ X X7 j 

X 10 • 

£ 0 

20 ■ , 

0 56 ' 

0 46 1 

- 0 38 i 

0 32 

: 0 32 

0 37 

0 46 1 

0 56 

X 6 i 

■X, X 2 ' ! 

X IS 

X X 2 1 

I 6 

■ 22 

0 5x j 

0 44 

i 0 35 i 

0 26 j 

■ 0 22 j 

0 22 

: 0 28 j 

i 0 38 

0 49 , 

IX o’ 

X 8 ! 

I XS ’ 

a 9 

24 

: 0 49 , 

0 46 , 

; 0 39 1 

0 30 1 

^ 0 22 j 

0 x8 

, 0 X9 • 

^ 0 26 

, 0 36 1 

0 48 

0 59 

A. 1.1 

Z XX 


'J'lieeoi’rections'ierlvftl fruni the above Table are sill additive. To make them so ail the .iaaiilities 
have I)een iiicreuscd by x', aud therefore the Ihial result must be dimiuished i^y that aitiomit 


■TO GHAKGE I:NTER,YALS OF AIEAN SOLAR TIALE INTO 
EQUIVALENT IKTEKVALS OF SIDEREAL Ti:^rE. 


TIiE 


Tbmrs 
of rjcan 
Time. 

Sitlereal 

Equivalent.s. 

Minutes 
of Moa.n 
Time. 

Siderea,! j 
EquiraloH.t8.| 

Minutes 
of Mcim 
Time. 

Siderea.1 

Equivalents. 

8eeonds 
:of ,M«;m 
Time. 

Sitieival 
Equiv.i* 
lents. : 

SeCdauls 
of Mean 
Time, 


H. 

M. 

S. 


M. 

s. 


M. 

S. 


8. 


X 

X 

0 

9*86 

X 

z 

0* x6 

3* 

3* 

S‘09 

X 

x'oo 

3* 

2 

2 

0 

19*7* 

2 

2 

0*33 

33 

3® 

5*26 

2 

2*0X 

32 

3 

3 

0 

29*57 

3 

3 

0*49 

33 

33 

5*4® 

■ 3 

3* OX 

33 

4 

4 

0 

39*43 

4 

4 

0*66 

34 

34 

S*S9 

4 

4*ox 

34' 

S 

5 

0 

49*28 

5 

S 

o*8a 

35 

35 

5*75 

5 

S‘ox 

3S 

6 

6 

0 

59* *4 

6 

6 

0*99 

36 

36 

5 * 9 * 

6 

6*02 

36 

7 

7 

X 

9*00 


7 

x'xs 

37 

37 

6*08 

7 

7*02 

37 

8 

8 

X 

18 -ss 

8 

8 

x*3i 

38 

38 

6*24 

a 

8‘oa 

38 

9 

9 

X 

28 '72 

9 

9 

1*48 

39 

39 

6*41 

9 

9*02 

39 

xo 

XO 

X 

38 56 

so 

xo 

1*64 

40 

40 

6*S7 

10 

10*03 

40 

XX 

12 

X 

48*43 

1% 

XX 

x‘8i 

4* 

41 

6*74 

xz 

IX *03 

41 

X2 

Z2 

X 

58*28 

X 2 

12 

x*97 

42 

42 

6*90 

X2 

X2*03 , 

42 

*3 

13 

2 

8*23 

*3 

23 

2*14 

43 

43 

7'^ 

*3 

13*04 

43 

X4 

*4 

2 

* 7*99 

X4 

14 

2*30 

44 

44 

7*23 

X 4 

, 14-04 

44 

*5 

*5 

2 

27*85 

xs 

IS 

2*46 

45 

45 

7*39 

*5 

! 15*04 I 

45 

x6 

x6 

2 

37 * 7 ° 

x6 

x6 

2*63 

46 

46 

7*56 

X.6 i 

16*04 , 

46 

27 

X 7 

2 

47*56 

*7 i 

17 

2*79 

47 1 

47 

7*7® 

*7 

} 17*05 j 

• 47, 

18 

: xS 

2 

57*4® 1 

x8 i 

iS 

2-96 

48 1 

48 

7S9 

iS 

x 8 *o 5 i 

48 I 

*9 i 

j *9 

3 

7'®7 

19 

19 

3* *3 

49 ; 

49 

8*05 

*9 

19*05 I 

49 ! 

ao i 

; 20 

3 

*7 ’*3 

20 

20 

3*39 

1 50 : 

SO 

8 ' 2 X 

20 

20*05 I 

SO 1 

21 

1 21 

3 

26 ■ 99 

2X 

21 

3*45 

! 5 * 

5 * 

8*38 

2X 

22*06 i 

S* 

22 

; ■ 22 

3 

36*84 

22 

22 

3*6i 

ss 

5 ® 

8*S4 

22 

22*o6 1 

52 ■ 

® 3 ' ' 

1 ®3 

3 

46*70 

83 1 

®3 

3*78 

S3 

53 

8*71 

2-3 

23*06 i 

53 

24 ■ 

1 .24 

3 

56*56 

24 i 

24 

3*94 

54 

54 

8*8-7 

24 

24*07 j 

S4 





2S : 

25 

4*xx 

SS 

55 

9*04 

®S 

23*07 'j 

SS 





26 

26 

4*27 

56 

56 

9*20 

26 

■26*07 i 

,■■ 56 





27 

27 

4*44 

57 

57 

9*36 

! ®7 

27*07 ' 

S7 





38 

28 

4* 60 

ss 

58 

9*53 

! 28 

28*08 1 

58 





39 

; 29 

4*76 1 

59 

59 

9*69 

29 

29*08 

59 i 





30 

. is® 

4*93 1 

60 

60 

9*86 

il 30 

30*08 

60 


33 ‘ssE 
3® *.09 
33*09 

34*09 

35*xo 

36 ‘xo 
37**0 
38*10 
39 -SS 
40*1* 
43; * II 
42*1* 

43 -la 
44* IS 
4S’i3 

46*13, 

47*13 

48*13 

49*13 

50**4 
S*'S4 
5® *4 
53* *S 
54**5 
SS**5 
SS'iS 
S7‘*6 
58 '»6 

S 9’*6 
&’ i 5 


the suu; ensue out rsmre Ukui twoiity-fosir hours, that amount must be suijtraeted from i». As aVf 
example, k't the f^idureul 'Time eorresponding to the Mean '■ Time of May sc, 38.. Q^. ’ 

required - 


Sideival Thue at Mean Xooir, ou .Afay 20 
Menu Time intervals aud Sidereal Equivalents^ 


9/0 =r 
^Buh = 


M. 

49 

I 

38 


3 

28*7* 

6’a4 

o*'0o 


Co^^‘spo.ndi.ng Sidereal Time = 13 28 37*95 

This Table may also be used to show the aecelemtion of Sidereal on Mean Solar mw.n\Ci oy * 
subfcraetiag the Aleau Tiijic? arguments from tJieii* sidereal equivalents. " 


•WHITAivEFv’s .OiMAXACEA'-lOlO. ■ 
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anil Solar Cimr. 


TO OHAlSraB INTEnVALS OF SIDEREAL TIME INTO TUB EQEIVALENT 
INTERVALS OP MEAN SOLAB TlilE. 


^leaii Thiie at Sidereal Noon, vSept, 14 

Sidereal intervals and Mean Time Eipaivaleuts 

Corresponding- Sleaii Time, Sept. 15 .. 


20//. == 
Sim. = 
33.S-. = 


n. 

31 . 

S. 

12 

27 

3-7 

19 

55 

43 ■4X 


50 

Ss ’64 



2 S ■ 94 

9 

25 

34 '99 



. . 


ii >urs 
■■ 3i 

Si.ieraal 

IMme. 

Blean I’iine 
Eiiuivaleuts. 

Minutes 

Sidei-eal 

Time. 

Mean Tirao 
EquivTilents. 

Blinutes 

of 

Sidereal 
j Time. 

Mean Time 1 
EiiUivalonts. 

SocondiSi 

of 1 IVIfun ‘rime 
Siderejd J-].,! ui lak-i i t.s. 
Time. 1 

Stfoiub-; ’.it*::;; 
t'f ' 'Tin;)' 
fviuiva- 
j Time, j Icnta. 


H. M. 

S. 


M. iS. 


M. S. 


s. 

i 


t 

0 59 

SO’ 17 

t 

0 59-84 

32 

30 54-93 

X 

I ‘00 

32 

30*92 

t 

X 39 

40*34 

z 

I 59-67 

32 

32 54*76 

a 

1*99 

32 

32 *91 

3 

z 39 

30' 52 

3 

3 39’ SI 

33 

32 34*59 

3 

s*99 

33 

32*91 

4 

3 S9 

30-68 

4 

3 S9'34 

34 

33 54*43 

4 

3*99 

34 

33*92 

5 

4 59 

so’ 85 

5 

4 59' 28 

35 

34 54*27 

5 

4*99 

35 

34-90 

■s 

S 59 

I *03 

6 

5 SQ’oa 

36 

35 54*20 

6 

3-98 

36 

35*90 

7 

6 sS 

SX‘29 

7 

6 s8’8s 

37 

36 53*94 1 

7 

6-98 

37 

36-90 

S' 

7 ss 

42 ’35 

3 

7 58-69 

38 

37 53*77 

a 

7-98 

38 

37*90 

9 

S 5® 

32 ’33 

9 

8 58-53 

39 

38 53*62 : 

9 

9*98 i 

39 

38-89 

so 

9 3® 

3I’70 

so 

9 58-3® 

40 

39 53*45 ' 

so 

9*97. 1 

40 

39*89 

1:1 

30 58 

ii’87 

‘ IS 

10 s8'20 

42 

40 53 ‘a8 

SI 

10-97 

■ 42 

40-89 

■la 

tx $8 

s’ 03 

S3 

12 58 03 

42 

42 53*22 

12 

ss-97 

42 

42*89 

13 

12 57 

52*32 

23 

12 S7‘87 

43 

43 3a -96 

23 

sz'cjS 

43 

43 * 88 

14 

23 57 

42 ’39 

24 

13 37'72 , 

44 

43 52*79 i 

24 

23-96 

44 

43*88 


24 57 

32-56 

25 

24 57 '34 1 

45 

44 52*63 ' 

IS 

14 '96 

45 

44-88 

16 

25 57 

22 ’73 

z6 

IS 57*38 

46 

45 52*46 i 

16 

23*96 

46 

45*87 

*7 

t6 57 

12 ’90 

27 

16 37 '2a 

! 47 

46 53-30 

27 

16-95 

47 

46-87 

s8 

t7 57 

3-07 

iS j 

27 57*03 

48 

47 52*24 ! 

s3 

27*95 ! 

48 : 

47*87 * 

■ ' 29 

18 56 

S3 '34 

29 1 

iS 36-89 

49 

48 52*97 i 

29 

28*95 I 

49 ^ 

48-87 i 

so 

29 55 

43 '42 

20 

19 S5’72 

SO 

! 49 52*81 1 

20 1 

29 *95 

50 ! 

49 ' 86 

zt 

20 36 

33‘S8 

21 

20 56-36 

52 

SO 52*64 , 

as 

20-94 1 

52 ■; 

50-86 

zz 

ax 36 

23 '75 

22 

31 56-40 

S2 

52 52*48 1 

ZB j 

as ’04 

52 : 

SI -86 

S3 

32 36 

13*92 

23 

23 56*23 

53 

52 52*32 1 

1 23 

aa'94 ! 

53 : 

52-86 

34 

33 s6 

4 09 

34 

23 36-07 

54 

S3 52*25 ' 

; 24 

23*93 i 

54 i 

53*85 




25 

24 55 -JO 

55 

54 50*99 

1 as 

S4*93 

5.5 1 

54 *85 




26 

25 55*74 

56 

55 50*83 il 

a6 

25*93 , , '! 

56 

55 ’SS 

S 

1 


• : ' 

37 

35 55-58 

57 

56 50-66 I 

27 

26-93 

57 : 

5'6'S4 



''1 

28 

27 55*42 

38 

57 30-50 Ij 

28 1 

37*92 

s8 : 

57*84 



i 

29 

28 55 -as 

39 

58 50*33 1 

29 i 

28*92 

39 ; 

58-84 

. 1 


II 


29 55 ’09 

60 

59 50-27 1 

30 1 

?9*93 ' 

60 

59*84 


TV) obt-ain the Mean T’iuie corresponding to a given Sidereal Time, take, from tlie si .;inid jiage of 
yh.e month, the preceding- Mean Time at Sidereal Noon, and add to it the .tiea’i Time Moiii^ aleiits 
, cor-i-esponding to the liours, minutes, and seconds of the Sidereal 'Time. 

' Let it be rtiiiiured to hud the Mean Time corresponding to the Sidereal Time zoh. 

; Sept, is:-.' 


St (it. 33 «., OK : 


SOME ELEMENTS OF THE PLANET APA" SYSTEM, 


Name. 


'Mean- Distance 
i'l-om Earth in 
Millions of Miles. 

Sidenjfd Period 
of Kevolution 
round Sun. 

The Sun.. 

0 

92*9 

B. 

Mei-cury . 


56*9 

h 

Venus...,. 

9 

2 S '7 

' ■ zzs 

Eurth ' 

@ 1 

■ 36s 

Mars 

cf 1 

48-6 

' " 687 ■ 

Jupiter ...1 

? 

390*4 

4>333 

Satmn ... 

h 1 

793*3 

10,759 

Eranns ... 


1,689-0 

30,687 

Neptune.. 


®,6g8*8 

60,127 


Time of 
Axial 
Rottt.tion. 


H. M. 

607 48 

*24 sK 

23 5 <S , 

34 37 Hi 
9 S« / 
to 14^3 
9 30 ? 


Kcal 

Diameter 
in 31iles. 


866,400 

3 ' 030 

7.700 

7 ) 9 x 8 

4.230 

86,300 

71,000 

3 x, 9 oo 

32,900 


Volume 

0-1. I 


23100C0 

0-056 

0 -p 20 
1*000 
o’ SS3' 
3309 
049 

■ 59 

•103 


iK-r, t:;; 

0 I. ; 


0 ' 2 S 

; ss'a 3 ' 
0-86 
•I 'CO: 
0 - 7 * 
0-34 
O' 13 


o’ua 


^ mi,. * The periods of rotaiion of Mercury and Venus have not been definitelv n?cert;nne.l 
tSta £>.)■ Ih. h,feri,.r , 
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iHgtronoms'ra! ant! otijcr Notfs. 


'Hli'ES A^D 'J'lDAt. ^\•AVE 3 . 


] phases of the Mooii between ’ 
j First ■ Quarter, the Sun parses 


New Mooii and ; 
tlie Ik-jri'cHaii . i 

I It Is not possible within the linuts assigned to < before ’the Moon and, pulling ^tidal wave 
this article to enter minutely into al! the causes i towards the Ti'est, acceieraies the time of high | 

1 wliieh produce the coinjflex phenuiiiena of the | water: this is called the primitig of the tides. 

1 tides, tliouab. the most prominent faetors may I On the other hand, between First h>uarte]- niui 
■‘bo e^laluod wiihout iuiving recourse to the j Ml Moon the tide la^rs. In lihe manner, betweuii ‘ 

• " ” MI Moon and Last Quarter tim tide primes, j 

and from Last Quaiier to New M'oon lags* Since | 
Newton’s time the tlieory of t.he tides has bees | 
iaiproved by tlie sieve-ral mathematicians who i 
have taken the problem in hand, .but, from cnir I 
want of knowledge of, the de,pth of the oe-ean j 
and the "geograpiiy of Its bottoni, cannot j'^et be | 
considered perfect. ^ ! 

With oiir actual geography inuiuy local cum- | 
plications- arise: seas like thc^ Mefliterrauean, : 
Baltic, or Buxine offer so small an area tliat the | 


higher juatliematics necr'cssary to a full Gompre- 
heiisiou of this difficult a>u*!j».;ct. 

Tim Newtonian law of gravitatimi teaches us 
‘'that every pariicie c.f matter iu the universe 
f.ltrai;U every other pariicie, with a force varying 
invericly as the square of tlieir mutual distances, 
and di reciiy as the mass i*f tile attracting' particle." 

Suppose the Earfcii to be a spliere covered by a 
sea of uniform depth, and tiic Earth and Moon 
relativoiy at re^t, then the layer of water 
immediatciy under the Moon will be attracted , 
more per unit of mass than the Earth, and i Moon can only act upon each as a wliolo, and 


h'letnied up fcowarda tlie Moon; the layer of Uhe re is practically no tide. The disturbing. 
1 water the opposite aide oi the Earth will be ! action requires a very wide expaiiBc of deep ' 
! attracte:d less than the solid E.arth per unit of j water, snch m the great Simthera Ocean, or ^ 
; mass: being furtl’ter oif, the water here will be | the S, Pacific ; ant! Uiere, accordingly, is ms-dgned ! 
i heaped up ’away from the Earth and Moon, j the birtliplace of our great tidal wave, to which , 
; At these opjK)site places there will be high { many tides in distant scvis are referred. One 
’ water, though in this iattur ca.se not quite so j mighty pulse enUus the FachU: in a II, W. direc- 
.'high as in the former. The sea will thus have | tion, and another the Atlantic, htdh to he 
,’ery nearly tiie form of a prolate spl’ieroid, j modified by the depth of water mid the form 


with the major axis passing through the Earth 
and Moon. At places situated on a circle 90° 
from the major axis there will be low water. 

As tlie M'oon revolves around tlie Earth, and 
the Earth rotates on its axis, this figure never 
lias time to perfect itself, and an iniiierfect fonu 
of it travels rouad the Eartli in a lunar day, 
which is longer than a civil day by about 


of the coasts, and both extending to the , 
bottom of the ocean. Owing to the islands ; 
of the Pacific the tides there become small as . 
the impulse travels uortli ; but in the long deep'J 
trough of the Atlantic the tidal force attiiins a 
velocity of from 600 to 650 miles an hour. The : 
ivestern impulse across the S. Pacific reaches ’ 
Tasmania in 13 houi's, and in la hours more dashes I 


s so ndnutes- So that high water occurs, generally against Hindostiiii and S. Africa. Another ■< 
speaking, about tliat time later at the same place ] hours and the tidal wave has reached Newfound- ’ 
; each day. : land on the West, and the African Cape Blanco 

j Besides the Moon, the Sun exerts a consider- | on tiie East. Timiing eastw'ard across the N. i 

able disturbing force, producing tides exactly * Atlantic, the tide in 4 hours is split hato two , 
I similar to those produced by the l^fooD, but | waves at Land’s End, one of whkfi goes slowly . 
smaller in effect, for although the mass of the ; up the shallow English Channel, while the maiu 
. Sun is immensely greater than that of the -liloon, ' branch is borne round the Korthof Scotland— -to 
' yet liis di.Htance from the Earth is such that tlie . bring high water to Aberdeen and felm coasts 
, ratio of Ids tide-producing force to that of the 
Moon is as i to The observed tide, there- 
fore, is the efi’ect of the superitiiposed lunar and 
, solai* tides. Calculation shows that the difiereuce 
' between the major and nunor a.ves of tlie spheroid 
due to the Moon alone amounts to 5S in., and 
, according to the ratio above would make the same | 

^ difference due to the Sim aloue about zsU in. I The tides are ideally affeeted by the eanfigura- 
i At Xew or Full Nhxm these two hociics are tion of the coasts, and also to a siigiit extent by j 

; acting in concert, and as a consefiuence the the changes of atmospheric presBure. Where tho ’ 

tldti.s are h'igher and lower; with the Moon in : tidal wave e-ntors gulfs or estuaries which open \ 
ojuadrature they are acting in opporitiou, and . in its direction, the difference' Iwatween high and ’ 
these tides are neither ao high or low: in the | lowv water is much increa8ed--(^.<7., Bristol ; 
fonuttv wc have the Spring, and in the latter ; Chaimel. 40 to 60 ft. ; St MMo, in ihe EugMsh ■ 

' the Neap tides. It is not strictly tnie to a»y I CIianneL 50 ft. ; (Ihepstow, 60 ft ; Bay of Itlrndy, i 
■ thatlilgh wator takes plme immediately under , 70 ft up to 100 ft in the highest 8prhigtide.$. The 
, Uk Moun, bcixinse, owing to the irregular dis* i “ bore" or ‘‘ eagre " on certain rivet's oeom^ when 
, rri’outiou uf hmi and water, with the variation : the advanced poii-ion of the tidal wave' moves 
; in the thq th of the ocean, an. .amount of friction '• so slowly, owing to shalIow!ui««s or other eheum- 
: 1=5 caittsed which ri favds the passage of the .' .stances, that the succeeding wiitwa gather in a 
; tidal wave. nmi-;;ug it ,'rurac later than it other- ' heap—e.f/., Severn “head,” 3 ft. high; iloogly, 

: wise wouhl. This rctar'laiioii is a matter of ; 5 ft. *, Amu arms*, xa to 15 ft.— that nh the THicn 


of Norway mid Benmark—aiid finally reaches the ‘ 
. mouth of the Thamoa in 48 hours after leaving ' 
, the Antarctic Ocean, The Atlantic, being deep 
, and free of ialanda, produces an indei>endeiit tide, ' 
i which helps to modify the tidal impulse from the I 
South, one result being the famous high tides of , 
j the Bay of Fundy. 


; united action of the .‘^uu and .Moon, makes it i Mithampton, Poole, Weymouth, Ac., where two 
; iU'ec>,:,avy to cotweet tlic Estabii.Aum‘nt of the ' tides occur in xishoum: a similar anomaly near 
j Port, hi calculating the timen of liigh w'ator at : Clackmanimn, on the Firth of Forth, is known as 
I any ]>lacc, by a quantity depenaing upon their ; the “leaky tides.” 

j relative positions ; thus, at tlw intermediate I ' The following heights of tides on the Thames, 
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with the distance of their respective stations from 
the month of the river, are from PMl, Trans. 
( cxx i ii. ao4) : _ 



Height. 

Distance. 


ft. in. 

m. 

London Docks 

s8 10 

60 

Putney 

to 2 

67% 

Ee-w ' 

7 I 

73 

Eichmond 

3 

1 76 

Teddlngton 

l x 4M 

1 79 


The lunar tides, according to the results of 
recent investigation, are by friction slowly inter- 
fering with the Earth’s rotation, and therefore 
} lengihening our day. This must go on through 
countless centuries till the Earth’s time of rota- 
tion is equal to a lunation, when the lunar tides 
will no longer exist, and otir seas be disturbed 
, only by tlie weak action of the solar tides. 

OhE SEASONS. 

Tlie revolution of the Eaiili in its annual orbit 
round the Sun has the effect of causing the latter 
body, seemingly, to describe a complete revolu- 
tion among tlie Stars in the course of a year. 
If the plane of tliis apparent path had been 
parallel to the Earth’s Equator, the Bays and 
Nights would be equal all over the Olobe, and 
each place on the Earth would have one constant 
Season, the character of which would depend on 
its geographical latitude. Instead of this coin- 
cidence of planes, the Equator and Ecliptic (as 
this apparent path of the Sun is called) are 
mutually inclined to each other at 23!^° ; con- 
sequently, the Sun is alternately seen above and 
below the Equator by this amount, causing the 
phenomena of Summer and Winter r giving long 
clays and Summer to the Northern Hemisphere 
when the Sun is North of the Equator, and short 
days and Winter when South of it. 

This inclination of the two planes causes the 
Sun to cross the Equator twice in the year, viz., 
in the Spring and Autumn, at which times the 
Days and Nights are equal all over the world. 

Erora Spriiig, through Summer to Autumn, tlje ^ 
I Bun traverses exactly one-half, of the Ecliptic, 

, and from Autumn, throughWinter to S]^ ring, the ' 
! other half *, but that these halves are not ' 
I travelled over in* etiiial times will be seen by an , 
inspection of the times at which the different , 
Seasons commence. It appears that the Sun is 
longer in performing the Summer than the I 
Winter half ; this is catLsed by the eccentricity ' 
of the Earth’s orbit and the Law of Areas— a law i 
which requires that an imaginary line, joining 
the Earth and Sun, shall sweep over equal ai*eas 
in equal times. The Earth when farther from the 
Bun, as at the Summer Solstice, must move more 
slowly than at the Winter Solstice ; because 
then the line joining the two bodies is longer. 
The effect is to detain the Sun about eight 
days longer in the Northern than in the 
Boutheim Hemisphere, 

The Earth’s abmospliere is generally supposed 
to extend some forty miles in height, prolmbly 
farther, but becoming, at only a few miles 
; from the surface, of too great a tenuity to sup- 
, port life. The condition and motions of this 
j aerial ocean play a most important part in the 
i detemination of climate, modifying, by absorb- 
. ing, the othci-wise intense heat’ of the Sun ; and, 

I when laden with clouds, hindering the Earth 
j from radiating its acquired heat into space. The 


amount of heat absorbed in its passrtge through 
[ the atmosphere will depend upon the thickness 
of the stratum which the rays have to peaeti-ate, 
and this on the meridian altitude <.)i the 

If the surface of the Globe were smooth, and 
consisted entirely of land or vrator, the mean 
temperature of our Seasons would depend 3tdel>* 
on our geographical latitude ; but being, as 
it is, made up of water and land very nnefjually 
distributed, the former ocou]>yl!ig * two-tliirds 
of the entire .surface of the 'Globe, tliC tem- 
perature of tlie. Seasons at place.s on the sanie 
parallel of latitude is modified l>y Use .sur- 
rounding masses of land and water. The great 
capacity of water for Jjeai,, and its lov/ power of 
r,adiation, make tlie great Ocean, extemiing iron; 
Pole to Pole, the reservoii’ which stores ni* i'oi- us 
the ^at it has received from the Hois '; whih- 
the .and, radiating its heat very (piickly, wsuibi 
soon grow cold. The principal medium by 
which this heat is conveyed to the land is that, 
of the Winds, which, ivcciving their warmth 
and moisture from the watei\ pass over tlie 
land, and compensate f<.)r the loss of heat 
which the latter suffers from radiation. 
H’rom tliis cause it is tliat islands enjoy 
more equable Seasons than inland countries, 
being neither so cold in Winter nor so hot in 
Summer; since the same clouded sides tliat 
retard the cooling of the land by radiation also 
shield it from the rays of tiie Sun in Bummer, 
But in the interior of continents, where the 
winds have lost their moisture on tlieir passage 
from the coast, great extremes are known to 
prevail between the Summer and Winter tem- 
peratures. We must not forget that the oceams 
and seas are traversed by currents of warm 
Avater from the Equatorial regions, which greatly 
promote the distribution of heat. 

VAEIABLE STAlbB. 

Although the Stars generally sinne with uni- 
form brightness, there are among them some 
remarkable exceptions to this general rule. The 
earlie.st known, and the most remarkable 
amongst this class of Stars, is one situated in 
the constellation Cetus, and known by the 
name of o Ceti, or Mira Ceti. It has a pern a! 
of nearly 33 t' 6 days; tliat is to say, it goes 
through its cycle of variations in that length of 
time, continuing for about tweh'e or hmrtecn 
days at its maximum briglitness, winch has, at 
some of its maxima, i-eached to the see<.)mi order 
of magnitude; it then goes on decreasing for 
some three months until it becomes invisible, in 
which condition it remains ft>r five more month.*--, 
w'hen it again goes on increasing to thi.* emi eg' 
the period, when the ma.vimum is again reached ; 
but the order of magnitude is nut alw-ajs thr 
same at successive maxima, ’riic lu-inti! uf 
October is the best time for observing ic, GPiiie 
recent observations seem to show that thi,-* 
has now settled down to tlie 8rii macnitudu. 
after having exhausted it.schiovges of magiui ndc. 
It will be found in ILA. zli. iq-zo 48';. and Suutii 
Declination 3° 23', 

Amjther remarkable. Variable Slur is Vegd, 3 
Persei; This has a very short pcn-Ml— iro 
quite three day.s— and iia.s a nut-xe. of magni- 
tude from 2*2 to 3-7. It coutinnes at ii;-. 
maximum for two days and a liali, then i*cgin-; 
to decrease very suddenly, and In rather mur.' 
,than fonr hours is reduced to a Htm of n.-arh' 
the foui-th magnitude ; after reimnning at thiV, 

' magnitude for a quai ier of an hour, it again 


WHITAKEE'S ALIVIANAGK, 19 . 10 . 


I 


A^tfonomkal mid other Notes. 


79 


ii.- v. ju the same ^-me lh.it Pi.uiner'a comyt.'iss we have a ease uf this kiiah 

it. took itd ]*assi:i. - . n\i it to the mijiliniirn. lilts | wliere the coiopa.ss-iicedle is so s»s|K‘nrleii as to he - 
ktaiM’'-!’] -le t.oao :n IL A. ■^h. xS"*. and Xoith litt toniove in the horizontal tlireetion, tiie harth 

h'-rhnahsoo, 37'. It cm 1 be well ob^entd itstii Vjein,e' the other magnet, with its Sonth Pole 
ia Oep.lk'i' h.n-(-inber. Pur table of tuik^ ne.n to the Parths Xortii ?oh‘, and its N»>rtri 
of roiidna; in 15x0. si-e ja 82. i Pole near to tlie Earth’s Houtli Pule ; so tint t’ne 

r Onlduelb rarie.? t'rfan the 6th to the 6'^C Pole of the coin]»nss will always ])uint . 

nnejuir.dv, with a peviud of 3o/e 8/n. It in.u he to the Magnetic South Pule of the Earth,’ 
n]vv.‘i’v.‘d, ifi dune, southing ah,»ut nn<i*egbt on djllti'tng from the true or nstronomieal iKisiiluti , 
Pie o', h, V>iil be found in 'fb.V. t7/f. xx/n 57^ 'by a (quantity called the “ variation.” The: 
•uvi No'\h Peelinatiu-n 1* 19'. ; vimatiou of the compass is not only diiferenl ■' 

The VanahU; Star [i Lyric i.s remarkable In ; for different place.? on tlie Partii, but is, more- 
i'..-ving a double sjcnud, viz., two maxima and 1 over, liable to slow variation frosn year to year, 
wno niiniuia-™ the" tlor.ble period being very j In 1580, at I.ondon, the needle had an iiakerii 
:i> uly equal to lUrleeii days ; the tlilb.'renee j v'ariation of about iihP; btdween X657 ami 1662 
huivue?' the maviuin.m and nuniniiim i.s only one ' its direction coincided with the ]dane of the 

•i'eroe of ii;..i.:,dt!nie. 'jliuie is another ^ccu- ' — o:!.:..,. . , 

dariry i!i the ehanei-:-, of ih).s Star 


! astrcmomieal meridiiin ; tlaat is to say, tlie varia- 
-Ihat, although ; tioii, or decIiii;ition,as it i.s Laterally called, was 
llie iwci luavinin are eipud, the iiiiuhn.a are; zero; since then it travellud westwards, and. 


!{■ i.- .s'tuaUd in Jl.A. i8/o 46a?. 0.?. 
and N’orlh Deelin.Tion 33"' 15'. The best tiine 
. i»>r observing it b iu the inontlis of June and 
July. Pright Iii<e,s are oeea.sionuliy seen in the 
trum of ihi.i Hiar. 

; Tiie btar 0 I’ephei Ls .abo subject to coiisider- 
I able variation? in magnitude, passing from the 
I third to the hfth with a perh(d of days. In 


reached the ma.ximnm western declimitiou in 
Z815, and is at the present tiine (19x0) .slowly ' 
moving towurd.s the Hast. ' ! 

The compass-needle, being eonst!’U(;te-d toniove I 
in a horizontal direetiun ordy, exhibits that com- * 
lament of the total magnetic force which deter- 
iniiuvs the declination ; but if the needle had been 
moanled on a horiz<.»iit!d a. vis, placed in the 


passing from the inbihnuni to the niavininm It ' magnetic meridi.an, and left free to move in 
: occupies Ics.s time than that re(|iiirefl for it to i a vertical plane, it would have been found 
reach the mlninmin a.gain~--iji the j)ro]>ortion ■ di/>, a.s it is technically tnlhid, or be inclined at i 
of 3S .liours to 9s. It i.s to be found in il.A. ' 
zs>Ji. zsiii. A9-'>. and Norlh IVcli nation 57° 57'. 

' S',.. ■ ' . ... 


.\nm.st and Keitlemoer are the best months in 
' 'h t/s observe it. 


an angle to tise hmizuntal plane, the Xorth Pole 
of the needle being dep!’e.«sed. ITjc value of 
thi.s ‘inclhiiUion or d?pvai‘H''S in different places 
on the Globe, iiici‘ea.sing t< swards the Pules, so 


There arc two hypoihesos suggestc‘<l to explain : that in the jS'ortbern Heinispliere, at the .Mag- 
■-.b.y pnenom.ena exhibited by the variaide or ; netic Pole, we shall lutve the north end of tin* ; 
pvrl.‘sdi<-;d Stars: oin3 of whhdt endeuvours to i needle pointing directly downwards. i 

u-ccount icu the va!'[aPa)i(& in uniguitnde by sup- i This North 'Magnetic Pole was found by Sir i 
P'U'due ;hai 'Uiaque b; Rise? arc revolviiig .around ^ .James Pos.s to be situate in 97*^ \V. longitude • 

particular Star.-^, nod that at ceitain time.? ' and 70' N. latitude. The South ^Magnetic Pole ■; 

ii.ry ;:re inierp<!.'-'ed between the Earth and the is .situated in alanit 168^^ E. longitude and' 

St.rT. ,‘uai so cut oii losm u.s a portion of the | 76'^ S. latitude. Petiveen these points there ‘ 

i<rn;i.h--.i?]'ay.-/h the latter./i’lie other hyp()thesis ; are found place.? of no dip ; all such place.? arc 

said tobG.skuated on tlte IMagmkle" Equator, $ 
a. plane not far removed from the terre,strial I 
Equator. The dip, like tiie declination, is sub*. ; 
ject to secular and other variations, the true 1 
h'iW’s of which are not yet iinderstoocl, Imt for '! 
the investigation of which magnetic olxserva* 1 
tories have been established all over the w'orld, 1 
and : elaborate series of . observations made on I 
the motions of suspended iiiagnets ,(thei.r move-.] 
, meats in most observatories beinsr mifeomaticalh’ i 
wh’i twe olR'crved cbaiigos. except that td j recorded by photography), fiuiiishing a con- i 

an o|iaqiic or ic;-.- bright fatcllitc. Adopting ; tiimous record froia hour to hour, and \ear ! 

to year, of the forces acting upon tliem. 

FOEECA.STING THE M'EATIIEE. j 
'All outdoor pursuits, undertaken profit; 'or ! 


' siicgcsl-s that the .Stars them-selves may have 
po-rlM:;-:- of their surihce of unequal brightness, 
and that in their Kdutioiis tliey pre.sent to 
O’ i:: turn.-; tho'c more or les.s lu-igld parts. 
Tiiit’i t’r.oory fail.-: to oxsil.'uu the change.? ob-served 
' in the stjirsof the Algol type, and is only applie- 
cd'/ie. tv> such as are fuiite leguiHr in their fluc- 
tnathtHi-,. Prof es,-Tw Pickering has shown "that 
^ ]jone of Use ihcorios ]>ur forward to account for 
varinbiiiiy lA tire fight of .such stars as Algol 


oiriqiie or bright fatcllitc. Auopting ; tiimous record froia hour to hour, and \ear 

tin*: theory, lie finds tiieoretically a satellite ! ■''■" - x. ..... . , 

vJ.u>5C po>iiion atid movcnients would agree | 
v.lili (he oljiscrved hmts. 


TE rarE:r-T.h I A L AU 0 NETISSL 


pleasure, depcjid so much iiixm the weather that 
w^e can imagine mankind to have taken an intcTcst 


M.rgnctit-m i.s that pro]*erty prisse3.-ed by in its study from very early times ; and, us .a 
oe.'Ia::: haiv <if ^tl'eh called Magtw'ts, of attract- 1 mutter of fact, the pojuilar ideas about, wvather 
big pieces of iron and also otlu'r jungnets :! prognostics are much the same as those wiiidi ' 
Ik y.c.t] till-, idea \er\ ilUle, if any, meaning is | W’ere in vogue in the earliest age.s. Aristotle, in 
po.-ai-iriv auedndj to the term Magnetism.: | hi.s book on Metcous (whieh.^in his time, were 

Ih’ery mcciut iia^ two pokes, each pole Jmving, i sujrrposed to have an atmospheric origin), c<j1 - 
a-. i lie tc im implii -s (X’kav'ily opposite pnjpcrtics, I lected all the then know'ii pio'-aiostics of Uie 
sucit unit if wo stiqjcud one magnet hy a thread ; weather, but iu tliis work no .serious aitompt r- 
free to move h; any direction it, will be found, made to explain the phemauena observed. In ■ 
t‘iat ou bringing another magnet, held in the j the cases where the attempt i.s made, the ex-: 
fmnd, ne;u loom* end of the simjanukd magnet,! planalions offered are often very alrsurd, and 
if tliv oppo>i!!g pole^ of each are f»f like proper- ! show entire ignorance of the' principles of; 
tic.-i, they will rejita, each otlier, but if of unlike, ; physical science. j 

^ ihe> ’v\ir. h< ailnieU’d towarfis each other. In the i The observation of the state of the .sky taught I 
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the meteorologists of early times when to expect 
variations in the weather, and the result of these 
observations, formulated into short and pithy 
sayings, made Up, until (luite recent times, the 
seienee of weatlier prognostics. 

Bh'ds and beasts are all more or less sensitive 
to coming clianges in the weather, and by ob- 
servation of their movements, warning of changes 
m the weather may be obtained. Among- other 
instance,s, it is observed that sea birds, as stormy 
weather comes on, fly inland in search of food ; 
wild fowl leave the marshy grounds for higher 
localities ; swallows and rooks fly low before and 
during had weather ; frogs are unusually noisy 
before rain ; sheep huddle together near bushes 
1)!r06S 

It was not until the discovery of the baro- 
meter, in 3:643, the hrst great step was made 
towards a knowledge of the nature of ohr atmo- 
sphere. We were then, hy its help, enabled to 
ascertain the weight and pressure of the great 
aerial ocean -which suiTOuuds us, and to learn 
when and where it was in a state of calm or 
storm. The invention of the thermometer, 
shortly afterwai'ds, gave the means of deter- 
mining its temperature. The hygrometer, for 
showing tire amount of moisture it contained, 
and the anemometer, for giving the direction 
and force of the wind, are also instruments of 
great importance to the meteorologist. The 
indications of these instruments, corabiiied with 
the cai'eful observation of atmospheric appear- 
ances, interpreted by the results of former 
observations, will enable the indirddnal observer 
generally to predict the kind of weather that 
may be expected in his immediate locality for a 
day or sorhetimes longer in advance. 

A strip of sea- weed forms a very useful hygro- 
meter for practical purposes, provided it be not 
kept in a room warmed artificially. In fine 
weather it will keep dry and have a somewdiat 
dusty feeling, but with an increiise of moisture 
in the air will become limp and sticky, indicating 
a probable change of weather in the shape of rain. 

Biince the time of Admiral FitzRoy the science 
of weather forectisting has made much progress 
ixi its dehiils, but, for the individual observer, the 
method remains much the same now as then. The 
principal mles in use for forecasting the weather 
may be briefly stated as follows - 

A rising barometer usually foretells less wind 
or rain, and a falling barometer more wind or 
rain, or both ; a high barometer, fine weather, 
and a low one the contrary. 

If the barometer has been about its ordinary 
height at the sea level, and is steady or rising, 
while the thermometer falls and the air becomes 
dner, north-westerly, northerly, or north-easterly 
wind, or leas wind, may he expected ; and, on 
the c<nitrary, if a fall takes place with rising 
thermometer and increasing dampness, wind and 
rain may be looked for from the south-east, 
south, or south-west ; a fall of the barometer, 
with lowr tliermometcr, foretells snow. 

V»'itsii the barometer k'low its ordinary height 
a rise foretells less wind, or change in the direc- 
tion towards the north, or less wet ; but when 
the barometer lias been low, the first rising 
usually precedes strong wind or heavy squalls 
from the north-west, north, or north-east, and 
continued xlsing foretells improving weather. 
If the barometer falls and warmth continues, 
the wind will probably bac^, and more southerly 
or south-westerly winds will follow. 

In nortlieru latitudes the heaviest northerly 


gales occur after the barometer lirsi rises from ’ 
a very low point. A rapid rise generally i.udicaleK' ‘ 
unsettled weather ; slow riw.- or ateadiuo,-.-. vriih ‘ 
little moisture in the atmowpliore, fair weather. , 
A considerable and rapid fail sigailies “-tiwiny 
weather and rain. The barometer gmieraliy fa]i& ■ 
■with a southerly and rises with a nortluvly wiiui : 
though sometimes the etmtrary ]jappi.-iis, mr:!; 
then the southerly wind is dry uiui the weather 
fine, or the northerly wind wot and vioient, 

When the barometer sinks cunsiderahly. high 
wind and rain or snow will follow; ronii 

the northward, if the thermometer is low for thv 
season ; from the southward, if high. 

When agale sets in from the t-a-st (M- Sfmth-ea.-l . 
and wind veers by the south, the haroumUT will 
continue falling till the wind ii^-icomfS.sonth-woKt,, 
whext, after a lull, the gale will he renewed. 

The north-east wind tend.s to rahs-r the h’in'v- 
meter most, and the south-west to lower it must. 

Instances of fine iveather often happen with ;> 
low barometer, and are generally followed by a 
duration of wind or rain, or both. 

Predictions founded solely on the indica!.ion.s of ■ 
the barometer and tiienin mteter maybe made w ills 
more certainty if combined with ciu-efuil ujiseiwa- * 
tion of the appearance of the sky, and the ihuKu ; 
.spheric effects peculiar to the luirtienlar luealiiy. 

A rosy sky at .suirsot, whetiier cdmided or tdear,. ■ 
a grey sky in the morning, alow tiawn (limt is, ■ 
when the first sign.s of the dawn appear cm iiio 
horizon), all indicate fair weather. A red in ' 
the morning indicates bad weather, or imich 
wind ; and a high dawn (or vdien the first signs , 
of the dawn are seen above a bank of cioiids) 
presages wind. ' ? 

From the cloiid.s we may draw the folio vrirrg 
conclusions :-~Soft-looking and delicate rluud,^ 
foretell fine weather, with moderate lijve;'es ; 
hard-edged clouds, wind ; rolled or ragged tdouds, : 
strong wind. A bright yellow sky ni sunset also 
presages wind, and a pale yeiluw .sky vet. 

Dew and fog both indicate fine weatlier, while , 
remai'kable c]eanie.ss of the atmosphere neai' the 
horizon (cau.yiiig di.staut objects t<.i> appear very . 
distinct and nearer tluin usu.al) is one of thl- 
most characteristic sign.s of ce-ming wet. ■' 

At the present day, hy tlie hel]i of tlie electric 
telegraph, the meteoi-ologi.^t can obtain from as , 
many station.? as he deslre-s the height o-f tiic- ' 
barometer, direction and force 01 wind, Ac., data ' 
which will inform him of the condition and 
moxxmients of the aerial oce;u} at a definite time. ' 
He then marks on a map the height vd the baro- 
meter at each i»lace, and, dnfwing lines through 
all the places where the <4111 cksilver .stands at tlie ' 
same heiglit, at any convenient interval lie , 
obtains a series of lines of equal piv,^nre or 
weight, called shortlj- irobu/'n, which show the , 
height or depression at tlio.^e nlacc.^ h.s Ihtr ■ 
contour lines on a map show the dUrort-nt uiri- 
tildes of the mount;«n.s an<l valleys, 'flu; ther- 
mometer readings, treated in the ,'^ank; way. are 
called isothenns. To make tlie.se .s,i uojdie niurt.s 
(as they are called) comjdete, t’lu- fo>-ee ua.I , 
direction of tiie wind, tlm amount <fi' iimnldity. ; 
character of clouds, and other weather ale 
also niarkod (hnvn, .so that tlie chfo-t nup. T'urisirh 
a view of the weather at that particular thne < n\:r ' 
the area fwmi which re})oits iiave been tfi-vained. ' 

Supposing now that at the same tine the next ■ 
day a new- set of data in-e received mns marki d ’ 
on another chart, a comparison of the will ■ 
show the nature and direcliou of the change 
going on, and enable the meteor* tu pie- . 
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i diet, to a certain extent, what will be the 
' imnnediately C!.rniin-' weather. 'J’his is a general 
' descrij.iK'n of the way in wliich the forecasts of 
' weather, printed in the daily pa])ers, are made. 

I The interpretation of these synoptic charts may 
I not appear to the rea<ler to Vie a. very difficult 
j operation, but it juust be remembered that 
nudeoroiogy is ]mrely a . science of observation, 

: and as such will .bo most successfully handled by 
I the ol.'sorrcr of the greato.st experience. From 

* want of krtowledge ooneerniiig* the laws which 
<■ govern tile ilsictiiations of the wuuither, failures 
^ in llie forecasts must happen now and again, and 
' no reason can tie given why certain states of the 

atmosphere, which i>revious observation would 
; lead us to believe should be stable, siidcieuly 
; break up without any apparoid^ warning, 
j I'lie extended, use of tiie tedograph, <lue to the 
! introduction of wirele.ss tolegrajihy on board 
: vdiips, e.speeially on the great liners between Great 
Britain and America, has already done much, and 
; will pndialdy do still more in the future, to 
' improve our means for forecasting tlic weather, 
i Besides the ineteorulogica! instruments men- 
, lionet! above, there is one often n.sc<l to indicate 
j weather changes whicli is known as the chemical 
weathor-gla.ss’ camph<>r-glass, or storm-glas.s. 

I Though sold in bondoh more than a hundred 
: years ago, no scientific explanation of its indica- 

■ iiions seems to have been attomidod till the late 
j Admiral FitzBoy took it in hand, il e coirsidered 
5' that this inatriiment had a scientific value, 
i used in coiijiiiictlon with tlie barometer and 

thermometer, iii predicting local storms. Some 
i other wriicT'^ aio at i uiahce with the Admiral 
j‘ on this point, .dniming that the 'weather indica- 
' Morrs of tne ^to’iU gbi-', ire not to be relied on ; 
I another, th it hglit ai^d temperature are the 
' agents tliat bung loout the changes observed, 
i "The instuuutnt itsidl consists of a mixture of 
1 camphor, nit in L.O of piitassiuin, and nmriatc of 
{ aminonia, nairiy dissohed m nlculiol, with a little 
i ivater. Tina, .solution i.s jilaced in a long glass vial 
ior tube, Wito =!oM< ni , ind berm eticaily .sealed. 

; Some autnonr’ts th it a .small hole should 

* be left in the top t<> innrt the external air. 

I At one tnia tne uniter p irtof the liquid in the 
; tube will ino{ n emte clear, the bottom portion 
'i being occupied oy a .shapeless mass like molting 
: wldte snuar. .Again, the liquid portion will be 
: more or fdled with crystallizations like fern- 
; leai'es m* hcnir-fn^st, and under .some cii'cuni* 
■! stance.5, like star.s, 

i The general rules given for interpreting the 
’ readings at tb.e st(>r;i£-gTas.s are as hdlow’s : — 

(n) iL the undissolved substance lies low and 
‘ t-mnuth ai tiie b<d,uim of the tube— hue weather. 

, ihi li li n.'-es gnulually in the shape oi fern or 
feat herdike ery.sTalhy.utit >ns-~ rain, 
i (e) If it ri.ses mm-h higher than in (h\ and if the 

■ liquid If m is less clear, ivith star-like ciysstals 
' Ip Jiiuliop, high wind or sl*>nn will follow'. 


Ascensions are measured, as the '• j‘'ir.st P;.;;nt of 
Aries.’* The Iliglit Ascension and Ivcii nation 
are the two co-ordinate.s which dcdhie the 
position of any point on the celestial sjilicre 
with regard to the Equator as a fnndanuMiT.;)] 
plane, just as those of longitmle and latitude 
define the position of any place on the tern^crial 
globe ; the meridian of Greenwich lieing taken 
as the .starting-point by geograpliers from wldch 
to reckon their iongitiide.s, while the cjo- 
mer reckons his from the meridian jja-ssing 
through the A’enial Equinox. 

Since a well-regulated astronomical idoek 
should show oh. om. os. 'ivhen the First 
Point of Aries is on the Aleriiiian, the Plight 
Asceusion may be called the Sidereal time of 
Southing, and thc*apx'*V(.e\i!nate Arcasi time corre- 
sponding to it may be eiisily found foi' any object 
whose Eight Ascension is gii'cn in this Almanack 
by means of the column headed Sidereal i’ime at 
Afean Noon, iirinted on the second jiage of each 
month, T'he rule may bo thus stated i-’rom 

Right si scnishm. subtract the Sklercal time, 
at the precetHnff Noon, auJ. /urther Oiniim.Hh the 
n'.mU at the rate of losecs. an hoar. If the Eight 
Aacension should be .smaller than the Sidereal 
time to be subtracted, tl'ieu 24 hmir.s must lie 
added to it. As an e.xaniple At what time will 
Sirius South on Afurch 7 ? 

E. A. of Sirius 6h, 4tm. xts. 

Sidereal time at Alean Noon (.sub.) zzh. spn. x 8 b. 


7/1. 43m. 53s. 

tm. tp\ 


Diniiniali by the Accelera-l 
tion for jh. 43m, 53.^1. at tos. v 
per hour | 

Approximate Aleaii time ofv 
Southing, Alarch 7 1 

In a similar manner the Sidereal time corre- 
sponding to any Alean time may be found by 
adding the Alean time to the Sidereal time at 
Noon of that day. A.s an example, let it be 
required to find tlie Sidereal time corresponding 
to 8/1, P.jr. on Alarch 15. 

Sidereal time at Alean Noon 
Alean time (add) 


7!^. 427n. 36s. 


z^h. 50s.' 
8/f. owi. oS, 


7A. $ Bin , soA I 
i?m zos. 

Bh. om. tos. 


EIG HT ASCENSION. 

The Eigs’.t Asivn.^ifHi of any heavenly body is 
it'i aii'zniar di.-^tance rne:?,surc<l along the'Eipiator 
from Thai point of iutenicction of the Equator 
and lA-iiptic known ns the \'eniul Equinox. In 
tile tims,' of the ancii-nt astronomers tin's point 
was ,‘dt '.mied in the const cllatiuu of Aries, and 
called by thorn the “ First Point of .Arie.s,” hut 
it hns.Hinci^ t.non retrograded considerably behind 
that eon-,1 loll, and >s at ]nvsont in the con- 
stellat is m Pisce.s. M . >dcrn astronomers, henrever, 
.still s*r«cak of this zero puiul, whence Eight 


Add for Acceleration for 87/.) 
at XO.S'. per hour 

Approximate Sidereal time] 

Alarch 15 at SL P.si f 

APPAKEN^T BlMEXgJOXS; Trj.r>riN‘ATKP PoilTTONS 
OF Saturn’s 3irN0,|| of th e Discs of aieb- 

19X0. . 
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Ihta j iuSd! |M.‘reui5-.jvmu3. 


Jan. 18 

. Feb, 27 

■ Alar. 19 i 

■ April aS 
Alay xS 
June 17 
July 17 
Aug. 16 
Sept, xs 
Oct. xs 
Noy. x4 
Dec. 14 


40-85 - 
38 ’33 - 

37-84 - 
37 ‘53 - 
37*90 “ 

39 ‘xo “ 
40-96 - 

43 - ax - 

45-35 - 

45 - 63 ~ 

46- 48 - 

44- 93 - 


7- 70 

8- 29, 
8 -75 
9*93, 

10 '60' 
21-65 
23-67 
13-51 
13*94 
23*77 
13-21 
xz’zg 


Jan. x6 , 

' Feb. 2S * 
Alar. 27 ■ 
April 26 ^ 
Alay 26 ' 
June 2$ ' 
■July IS : 
Aug. 24 , 
vSept. 23 ■ 
OjJt 23 
:Nov. 27' j. 
Dee. 27 


0-307 

o*5c6 

0-872 

0-S79 

o'oyo 

0*269 

0-978 

0-752 

0-064 

0-603 

o '997 

0-797 


0*287 

I 0-014. ' 

j 0-340 

I 0*455 

0*604 
0-729, 
©■S23.. 
0-889;, 
o* 94 S 
{ o'98a 
I 0-099 

, 0-996 
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and ~ tli0 soutliem surface. 


plane of the Eing. 

The figures in the fifth and sii 
represent respectively the iliumiua 
of the discs of Mercury and A^eiius. 


MAGISTETIC ELEMEFTS. ' 

’he following talile of mean magnetic elemen 
lerived from tlie observations made at Gree 
.. *ch in the respective years, and applies to Gree 
wichonly. 

, ^ The diurnal variation of the magnetic decliii 
1 tjon at Greenwich is about ta' in summer and 7' 
in winter. The needle occupies its mean positioi 
about xoh. a. in., and again aljoutSA.p.m., through- 
out the year. It readies its most westerly posi- 
oioii about zh.^ p. m. , and its most easterly position 
i diinng the night or early morning, according to 
< the season of the year. The inclination or dip 
also varies, from hour to hour, in a similar 
manner to the declination. 'Jlie declination and 
dip are also subject to secular variations, the 
I dunition of which is not accurately known 
Accidental perturbations, due to magnetic 
storms, affect the needles. These variations in 
tne position of the magnets occur witli great 
3 U;ddenne.ss, deflecting the needle right and left 
With great rapidity, almost 'ike ordinary tele- 
graphic signalling, and are, generally speaking, 
coincident with the passage of great outbursts of 
Jiun spots across the sun’s central meridian. 


s 

r Year. 
h 

Moan luagnetic 
Declination at 
Greenwich 
West. 

i , 

Horizon t-d 3 Fag- 
netio Poree in 

G. G. S. ITnits at 
Greenwich. 

e 

® i88q 

■w 34-9 

’iSai 

’| 9 ° 

17 28 6 

‘2S23 1 

1891 

17 33 *4 

‘iSsS [ 


17 17-4 

■3826 


17 11-4 

*1829 

3 

“ 1894 

sy '4’6 

'1829 

X895 

16 57 ’o 

’1832 

1896 

16 ss'o 

•1833 

1897 

16 46-0 

'1S36 

1898 

x6'39'o 

'1837 

1899 

x6 34-2 

'184a 

5 1900 

16 39-0 

•1844 

1901 

16 26 'O' 

*1848 

1902 

16 22*3 

’1830 

1903 

16 19*1 

*i8so 

. 1904 

x6 KS'o i 

•1853 

' 190S 

16 9*9 ! 

•1852 

1 1906 

16 30 ! 

•1853 i 

1907 

IS S 9 ‘S 

• 2 Ss 3 1 

190S 

15 53 '5 

:^%4 I,,., 


rdfusi iiichu 
ti<vn or Pip. 


67 24-9 
irj 22-9 
67 ZM'd 
67 3'9'3, 
67 ijS 
67 I7-3 
67 ■ 3 4, -7 
67 ss'o 
§7 S3‘o 
Sy 2 Z 'o 
67 ro'a 
67 '■ , 8’S 
67 6'x 

67 3'4 
67 0*9 

66 S7-2 
66 55 ‘0 
66 55-17 
£‘6 56-0 
65 S^'''3 ' 


GEEExFW'ICH 0 I 5 SEE'VhAT(>lAr, 
Founded lotli August, *675, 

Asteon'omirs EoyA.k 

John Flamsteed 

Edmuiid Halley 

James Bradley' 

Fathaniel Bliss 

Nevil Maskolyiie lltl 

.fohn Fond 

Sir George Bidden Airy 

Sir William Henry ]i;i:aiione}' Clii'LstiJvn.a ri’ 


367$ ; 
2719 J: 
r 74 » : 
1763 ; 


■ iSlX : 

saSr 


ITan'aSle Stac aigol (BUa Irrsfi). 


Tiirs 13 one of the most conspicuous and note- 
worthy variable stars in the heavens. Its re- 
inai'kable fluctuations of light were probalilv 
known to the ancient ob.servers, but the first 
definite record of its discovery is by Montanari 
m 1669, and the accurate determination of it.s 
period was not effected until 1782 by Goodricke. 
At that tinm the star passed through all its 
gradations of brilliancy in ad. zoh. 481a. ea?,, but 
the period .seems decreasing, for Chandler ha.s 
recently found it 8}i seconds les.s. The star is 
usually a little fainter than and mag., and i-e- 


mains so for almut za\ xxh., when it raindiv 
declines ill Iu.stro, and in a}>out hisur^ j-rrive'~ 


ui zjfj.. .me ioji{nv.'ngaro tiio 

computed times of minima in 1910, .'-bom the 
end of Afarch until the lioginning uf AuniiSi: tiif 
star is not favourably visible, bemg imnrvr ied Ir 
the^ vapoims and twilight over the northcrr 
honzonj but in the autumn and wintf’- luonth-* 
it may he viewed with advantae-e. A^tu n .mi.--- 

time is employed in the table. ' 


Jasu.^ry. 

i> n. >t. 
z XI Id 
S 7 59 
8 4 48 

It I 36 
, 13 zz 25 
' 16 xg 14 

19 16 3 

zz xz $z 
zs 9 4t 
aS 6 30 
3* 3 *9 


Pkiircary. 


n. IT. jf. 

308 
5 ao 57 
8 17 46 

II 14 33 


« ■ 

8 13 


23 I 
as zz 
zB X9 


March. 


AironsT. 


H. 

s6 

M. 

17 

D. 

a 

m 

IS 

M. 

33 

D. 

3 

H, 

: 4 

M. 

31 

». 

. 1' 

13 

5 

5 

12 . 

23 

6 

' ■ 1 ■ 

30 

4 

9 

54. 

8 

9 

11 

8 

23 

9 

7 

6 

43 

II 

6 

0 

IX . 

■ IS- 

■ 53 

10 

3 

32 

14 

a ' 

49 

14 

IS 

■ 47 


0 

ai 

16 

23 

38 

*7 

12 

36 

! 16 

ax 

to 

19 

20 

.27 

20'- 

9 

ZS 

i 19 

X7 

59 

■32- ■ 

17 

t6 

23 

6 

14 

1 21 

14 

4S 

25 

14 

5 

26 

3 

3 

! 24 

II 

36 

28 

JO 

53 

28 

23 


' 37 

'*• 


3x 

7 

43 


... 

5a I 

30 


OcrORKR. 


20 41 

17 30 
H 29 
7 


7 56 
4 45 
I 34 
»a 23 

19 *2 

16 I 
13 50 


Novn?}',!.;}:. 

i>. n. 

S 6 aS 
8 3 *7 

m ' o, ,6 
*3 20 55 
16 17 44 

*9 U 33 

aa XI 32 

®5 S 10 i 
28 4 S9 : 


26 i 

4.' 

53 I 

4*} 

i 

20 


t? s8 
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The is a mimmuy of tlie more promi- 

aciit au'i isuoro4iii;| usti‘oni>j]tneal objects and 
. occunviH'cs vi.'-ihic duiiiifi; the 3'ear. The in- 
' foriiiatioii is iiiteiided as a ^iiitlc to that ever- 
■ i}icrcasi!;'.'.’ oi anailenr tn>servers who 

I *’ cun-id'-L' «hc lu'jivviis,’' ^Ve Lave only at- 
to d>‘scrrne sncli evciU'S as are capable 
' -''>1' he/ '.‘a dciiiiitcjy prcdi('tcd. 'I'lscre are various 
a5ui wf.nucrs presented in the linnaineut 
, wb.lL-ii c'lj not adnill (d bt‘in?j!: foretold 'With 
; rx*eio’a*‘y. Auioiii^ the latter class of objects may 
I be Ijicludcti larp'e Snn-Kpots, displays of Aiirorm 
j F.oivaies, bri,e:lit. (‘ouadS; Mew Slurs, and briliiant 
j i\feteors f-r TirebaUs. 

] ECfJPSES IM 151a 

; In the ycae J910 (here will be two Eclix'Jses of 
! liio Sen ;:-id tvw> <»f the .Moon, 
i I. A 'I’otal Kdi]»se of the Sun on Afay 9, 

; iir. isib-le at (Jrceio.vloh. bo,^'ins on the Earth 
i pnierally at 3//, 38/a, morn’., in lom^itude 61° 
i Kami of (Preen ai:d biiitutic 56^. South. 

; l!entral_ EeUxsse be;aiiis ^euerally at sh gin 
! nuirii., in longitude xxx'-^ East m' Clrcenu’ieh. and 
‘Latitude 73 South. C'eiitrai Eclipse ends peiit r- 
j ally at 6 h. i 6 iiL morn., in longitude 256“ Eu-at of 
i Ore<‘tiwjch, and latitude 46-' South. End.s on tlie 
I Earth geiuraliy at 7/0 4600 morn., in longitude 
\ 248“ East ol Oreeuvvich, and latitude 16° South. 

I 'i'he line of (.'eiiti'al Eclipse lies entirely in the 
j Ocea:i, to tlio South of Australia. A partial 
I Ec’ ip.se will bo visible in eacli of tlie foliowdng 
I places : 

I A-t Perth, Yfe.stern Australia : 

'I Begins Alay pd. 0/0 30/u. aft.) Standard 

I 'Greatest Phase ...Alay 9^. 1/0 49m, aft.-V Slean 

1 Ends .....Muy gd. 3/0 5^.. aft.) Time. 

' A! agnitmle of Eclipse, o‘76. 

I .At Adelaides Soutli Australia : 

I Begins ,41ay 9(i zk. ‘sSrth aft.) Standard 

I Gre.-itest Phase ...M,ay gd. 3/0 so'w. aft.> Afean 

; Afay gd. j/k sym. aft.) Time. 

I Aingni fade of Eciii'ise, 0-92. 

: At ArcIr*ouri]Vj 'i’ietori;! : 

s Begins May gd. -Ji. ixm. aft. (Standard 

I Greatest Phase ...Alay gd. 4/0 zzw-. nftj'M. Time. 

I Afag'c.it-uue of Ecliicse, 0-95. (Sim sets at </f. 

I 74'«'?>, aft.) 

; At Sydney, Xew South AVales : 

: Bogins, Ahiy 9'h 3/0 36m. aft.) Standard 

Groarest Phase ...May gd. 33W. aft.jAI, Time., 
( Alugnitude of Eclix^se, 0*86. (Sun .sets 'at sft. 

:> 7»i.. aft.) ■■ 

|, At ,Bj,„diart Town, Tusnuiiiia, a Total Eclipse is 
. visi’oie- 




I Begins ■, 

^ Totality begins.. .May gd. 4/0 xkn.. ......... , 

i Greatest Phase ...Alay gd. 4/0 i6»;. nrt.{ AV-"; . 

i Totality ends May gd. 4/*. xym. aft. ! ' ' 

I A.Iagnitude of Eclipse, i'oj. .Sun .sets at ' 
1 4m. aft.' . ■ j 

I 11. A Total Eedipse of tb.c Mo.ai, May 04, ^ 
partly visible .as a jiartial Ecli];sc at Greenwich. 
The first contact with tin* Sut-Mow fc-jkes p'aec i 
only lom, before the Aloon ads :it Gvccnwicln i 
on the. morning of May 24. | 

III.. A. Partial EcHiisc of the Sui'g Xovcndicr 
x-2, invisible at Greenwich. BegiUhiui the Earth' 
gericniUy at xx/o sxvu, aft., in balgUnde xiS-’’ East | 
of Greenwich, .and latitude 63'* Morth. Greatest i 
, Eclipse on Kovembev 3 at z/o gin. morn., In 
I longitude AVestof Greenuicb, an<l latitude 
I 62^ Morth. End.s on the Earthi gener.'dly at 4/0 
i zem. movn.f in longitude 265" AVc,sti)f Greenwich, 

I and iatitride iS"’’ JS'orth. ■Magni.Mide of Ec!ip.se, 

■| 'O-Ss. . 

IVh A Total Ecli]».sc of the Aloon, Moveinber 
' S6--X7, visible at Greenwich. 

J Eiist contact with ) ^1...*,. 

, the Shadow^ x6d. xo/o 44m. aft. 

, Middleof thcEclipsetyd. o/o 21m. nrni. lM i^f 
^ Ia.rt contact with the V 

j Shadow xyfl x/o 58m. mrn, | 

j Alagnitude of the Eclipse, taking .Moon's dla- 
I meter = x, x'as. The first contact with the 
‘ Shadow^ occnr.s at 94*^ from the MLortli point of 
the Afoou’s limb, towaii’ds tlie East, and the last 
contact at 227° in the same direction. 

y . Eclipses of Jupiteii’s Satellites. 

The following table contains aZZ the Eciipse.s vf 
the first Satellite, and t/m, sc onlint-hich are vinible 
at Gr&emvidi. of the second, third, and fourth 
Satellites. 

The Iloman numerals indicate the Satellite 
ecliiised ; tlie letters I>. and E. signifying respec- 
tively Di.sapi>earance and Reappearance. Those 
Eclipses w hich are visible at Grecmsvich have an 
asterisk after the B. or R. In the second column. 

At the beginning of the year, and, until 
Alarch 30, the disappearances and reappear- 
ances take place on the AVe.stern side of the 
Planet; from April i to September 19, on the 
Eastern side ; from November 17 to the end of the 
year, on the AA''e.stern side. In the a.stronomical 
telescope, which inverts the image, the M’ Cistern 
side of the Planet will be on the left band and 
the Eastern on the right. 

The mean time for any other place thrm Green- 
wich may be found by applying to the times 
given in the folloAving table the difi'erenee of 
longitude, adding if the longitude of the place is 
I^ast of Greenw'ich, and subtracting if IVeid. 


.TAMI'Ain". 


■ a, ml Ph.'ife*’* 


t On..-.‘n'.vi<‘b Alonn 
I, Time. 


I 

! 7 

! 7 
j 9 

J to 


X4 

14 

x6 


I. 11 

I. J\ 

I. JK 

11. }K* 

I. 

I. B.* 
L B. 

riT. .11.* 

T. B. 
IL B.* 
1. it 
I. B,* 


•: xa S4 1^3 ‘‘-ft. 

' S 23 :ift. 

IX 30 40 morn. 
; o XX 16 !uoi’n. 
; 6 i8 s® niom, 
o 47 8 morn. 

7 IS 21 aft. 

o 35 43 morn, 
s 43 3Sa^tu „ 

2 46 32 morn. 

8 ix 46 morn. 

3 40 3 morn. 


j Bay 

I 

S7 

19 

X9 

*9 

2X 

2X 

®3 
34 
26 
26 'I 


Satellite 1 
and 'Phase,; 


I. B.'- 
I ll, B.* 
Ill, Fv.* 
I. B. 
11. B.* 
I. B. 
I. B.* 
I. B.* 
III. B.* 
I. B. 
I B. 
30 ! I. I).« 


AYHITAKER’s .ALM'ANACE, .' 19 I 0 » 


lY-^mnttmied. 


, FBI 

MU^ARy. 

' Greeinvick Mean 
Tiiiio. 

; Greemvieh Alean 
: Time. 

rxay. 

Sattdlite 
find Phase 

u. 

M. 

s. 



; n. 

M. 


9 

8 

IS aft- 

X 

I. B.* 

0 

54 

5 morn. 

x 

59 

I morn. 

2 

I. B. 

7 

zz 

39 aft. 

4 

31 

58 morn. 

4 

I. B. 

X 

50 

32 aft 

.3 

3 S 

28 aft. 

6 

I. B. 

8 

x8 

48 morn. 

5 

2X 

$6 morn. 

7 

II. B. 

II 

SI 

32 aft 

xo 

4 

40 morn. 

8 

1. .B.* 

z 

47 

z morn. ^ 

4 

3® 

56 morn. 

9 

I. B. 

■9 

*5. 

16 aft. 

XX 

X 

9 aft. 

IX '. 

I. B. 

3 

43 

30 aft. ; 

S 

56 

32 morn. 

13 

I. B. 

10 

IX 

47 morn. 

■,s 

«9 

23 aft. 

IS 

S-* 1 

2 

27 

25 morn. 

II' 

57 

35 morn. 

15 

L B.* 

4 

40 

3 morn, j 

6 

*5 

$1 morn. 

x6 

I. B.* 1 

XX 

a 

18 aft 1 
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Eclipses of Jupiter's Satellites, 1910. 




Du.y 


I Satellite Greenwich Mean 
Una Phase, Time. 


I. D. 
t D. 
II D.* 
I B.* 
Ill 
I D.* 
I. D. 

I D. 


H, Jf. S. 

S 36 33 aft. 

0 4 50 ut. 

5 3 26 morn. 

6 33 7 morn. 

9 47 x6 aft. 

1: x 33 morn. 

7 39 40 aft. 

1 57 5S aft. 


MAK.CH. 

I D. 

III. :d.* 

I. D.* 

in. ii* 

II. D.* 

ID,* 

I. D. 

I. D. 

I D.* 

Ill I).* 

I D.* 
n. D.* 

I. D. 

I. D. 

I D. 

I D.* 

II n* 

I D.* 

I. D. 

I. D. 

I D.* 

II D. 

I ».* 

I. D. 

Ill K.* 


2 

I P. 

4 

I p.*; 

S 

I p* 

5 

n. p* 

7 

I p. 

7 

Ill p* 

9 

I. p 

XX 

I p* 

X2 

^ I. p.* 

*3 

n. p* 

*4 

I p 

XS 

in. p* 

.x6 

I. p. 

x8 

I. p. 

X9 

I p* 

20 

II p.* 

2X 

I. p 

23 

I. p. 

«S 

I p- 

27 

■ I p* 

23 

^ IP* 

30 

I. p 

30 

.c4 

2 

I. P. 

“4 

IP. 

„S 

I P* 

7 

I P. 

7 

II P,* 

9 

IP 


8 

26 

X7 mom, 

X 

45 

40 morn. 

2 

54 

34 morn, 

4 

XX 

Z2 morn, 

8 

57 

S aft 

9 

22 

52 aft. 

3 

■ SI 

x2 aft. 

xo 

19 

32 morn. 

4 

47 

52 morn. 

S 

43 

34 mom. 

XX 

16 

II aft. 

XI 

33 

27 aft 

S 

44 

33hft 

0 

X2 

55 aft 

6 

41 

15 morn. 

X 

9 

37 morn. 

2 

9 

S3 mom. 

7 

38 

0 aft. 

2 

6 

24 aft. 

8 

34 

47 morn. 

3 

3 

XX morn. 

4 

46 

26 morn. 

9 

3x 

35 aft 

4 

0 

2 aft. 

7 

58 

9 aft. 

PRIL. 


7 

6 

46 morn. 

I 

35 

X2 morn. 

8 

3 

40 aft. 

XX 

20 

54 aft. 

2 

32 

5 aft. 

XX 

SS 

S3 aft. 

9 

0 

32 morn. 

3 

29 

0 morn. 

9 

57 

30 aft. 

X 

57 

24 morn. 

4 

25 

58 aft. 

3 

S3 

24 morn. 

xo 

54 

27 morn. 

5 

22 

56 morn. 

XX 

SI 

29 aft. 

4 

33 

56 morn. 

6 

19 

59 aft. 

0 

48 

30 aft. 

7 

17 

X morn. 

^x 

45 

36 morn. 

8 

14 

Safi 

2 

42 

42 aft. 

8 

28 

iS aft. 


MAY, 

„9"' 

■'.S';' 


XI IS morn. 
39 51 morn. 
S 3S aft. 

37 o aft. 

4 5=t aft 

5 35 morn. 


MAY —contimied. 


Day. 

Satellite 
aiid Pli.'ise. 

Greenwich ]\rean 
Time, 




ii. 

s. 

11 

I P 

S 

34 

x3 mom. 

23 

1. P* 

0 

2 

49 mom. 

X3 

III P* 

7 

44 

4 aft. 

X4 

I R. 

6 

31 

26 .aft. 

xs 

IL P* 

X 

41 

23 morn. 

16 

1. It. 

1 

0 

2 aft. 

x8 

I. P 

7 

28 

42 morn. 

20 

1. P* 

X 

57 

19 morn. 

20 

III D.* 

9 

30 

26 aft 

20 

Ill P* 

11 

4x 

S6 aft. 

2X 

I. P.* 

8 

25 

S8 aft. 

=3 

I. P, 

2 

54 

35 aft 

23 

I. P. 

9 

23 

t8 mcn’n. 

27 

I. P, 

3 

5* 

s6 mom. 

28 

III. D.* 

. I 

30 

17 morn. 

28 

I. P.* 

10 

20 

36 aft. 

30 

I P. 

4 

49 

x5 aft 


JUKE. 
K. 

ri * 

n* 

p. 

R. 


p.* 

p. 

p. 

p.* 

p. 

p. 

p. 

p.* 

p. 

p. 

p. 

R. 

P. 


7 41 


6 57 


17 sS morn. 
13 43 caft. 

46 37 morn, 
15 20 .morn. 
43 59 aft 
12 44 aft. 

48 54 aft. 

24 morn. 
10 7 morn. 

38 47 aft, 

7 33 aft 
3# 14 morn. 
4 58 niora. 
33 39 aft 
2 35 aft. 

31 7 morn. 

59 52 mom. 
28 33 morn, 
aft. 


IP. 
III. J>* 
III P.* 
I. P 
I P 
I. P* 
I P 
I. P. 
11. P.» 
I. P 
IP* 
IP 
I P 
IP 
I. P. 
IP 
I. P 
I. P 
I. P 
I P* 
IP 


JULY. 

X 36 

9 27 
XI 31 

7 S4 

2 23 

8 53 

3 20 

9 49 
xo 29 

4 x8 
10 47 

5 xs 
XX 44 

6 13 


3 aft. 

53 aft. 

41 aft. 

48 morn. 
29 morn. 
17 aft 
59 aft. 

45 morn. 

55 aft. 

27 morn. 
14 aft. 

57 aft. 

43 morn. 
25 morn. 
13 morn, 

56 aft. 

43 aft 
24 morn. 
X3 niorn. 
55 aft. 

42 aft. 


AUGUST. 


IP 
I P. 
I P 
I P 
I P 


10 3 

4 32 

XX 


23 morn. 
10 morn, 
o S3 aft. 

S 29 40 aft. 

XX 58 20 mom. 




Pay. 

1 Satellite 

! Green irieJi M‘!!M 

and hhu!-v. 

I 

ThiHi. 


I P. 

H. 


c 

IT 

6 

27 

8 ino.ni. 

53 

I. P. 

0 

S3 

50 lilMl'lS. 

14 

I. P. * 

7 

24 

36 aft. 

XO 

I. P 

'I 

53 

so aft. 

iS 

I. P 

S 

22 

4 Oitirn. 

20 

I. P 

2 

SO 

45 Hinriu 

zx 

1. P. 

9 

*9 

33 aft. 

23 

I, P 

3 

4S 

jc aft, 

25 

I. P 

so 

s'6 

57 itedii. 

27 

1. K, 

4 

45 

37 iiienu 

28 

s* 

IT 

14 

23 aft,. 

30 

i. P 

5 

43 

I fij’v. 


f'lrTEAfBEIh 

X 

I. P. 

■0 

XI 

47 ait 

3 

I. B, 

I. P 

6 

4D' 

27 li/'U lu 

S' 

1 

9 

IX morn. 

5 

IX. P* 

7 

8. 

IX aft. 

6 

I. it. 

7 

37 

49 afu 

8 

10 

I. p 

1. 11, 

2 

8 

6 

35 

34 Jift, 

23 m'd'U. 

Z2 

I. p 

3 

3 

57 morn. 

13 

I. p. 

9 

32 

34 

15 

I. p. 

4 

X 

28 ait. 

17 

I. p 

10 

29 

56 mo'!-n. 

19 

I. P. 

4 

58 

39 morn. 


Between Septentbor xo ar,il 
November i8 the .Satellite:^ wili ' 
not be visible owine: to Jupiter's 
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THE srx. I 

The SinK~~VChe\Kvei' the telescorjC Is employed ; 
Idv sr.iar oh.^ervati* mi a rlark-tintcd glass should j 
he atlaclK'il t,o the eye-piece, in ordex* to ! 
•moderate the iafen^-.e hrilli.'incy of the Sun, [ 
i for unless precautioiift of this kind .hyq taken : 

damage may result to the observer’s I 
’ higiit. A ve!-y eunVenient plan of effecting ! 

: o'lSfM-vations of the Sun is to detach the coloured ' 
i fr'tui the iiislniment, and to allow the 
, tvifseopic image of the Sun to fall upon a piece 
' r-l while caxsibuard. H'he details of the spots ^ 

• may he reiulily perceived in this manner, and ; 

; the' s]teckle.d appearance of the whole disc will ' 

' he displayed satisfaetorily. This metliod is to j 

■ he rectmimendcd for general purposes, inasmuch i 
I as it pivwents possible injury to tiie eye and 

! aU'urds an easy me:uis of evinhitiiig the spots to I 
I iicveral persons at the same timer .For critical , 
! examination of sun-spot stnicliire ami variation ' 
1 ill detail, we must, however, resort to the! 
i ordinary plan of din'ct vision as doiadedly the | 
I mo'^t effective. The spots are ahundantly dis- ! 
I piiyved at intervals of about eleven years with ' 
i iutervcaiiig time.s of minima. We may look at 

* thfc 8u.n many times fhiring two or three suc- 
( cesslve yeai's, and staircely ever see a large dark 
I spot amid the bright sti]>jiling of the solar 
! surface. In other years we shall see siiots 
' uistrihnteci in xdenliful array along Kones lying 

not far K. and ft. of the Eunator. Thus in xgoz 
and 1902 the ftun was ]>ractieally free from c<)n- 
spicuous spots, while in the last two or three 
years they have been very abundantly presented. 

The spots apparently transit the solar diameter 
in about X3I4 days, and merit careful attention 
, when near the margin of the disc, for various 
i modern observers question tiie view that tliey 

■ represent cavities in the Sun’s envelopes. When 
, rhe dimensions of a solar spot I’each one minute 
j of arc, it may he considered sufficiently large to 
'.be distinguishable with the naked eye. A spot 
1 of this magnitude can frequently be well seen 
^through a piece of smoked or tinted glass, or 
i possi'nly when the ftun is near his rising or 
I setting, and fog near the horizon moderates his 
' intense lustre in an agreeable degree. 

I THE WOOX. 

The — Our knowledge of the particular 
I objects spread in gieat pixifiiiion over the JMuon’s 

■ disc inaj’ be regarded as pretty complete and 
' accurate, except, jjerliaps, as regards mirmte 

oiul complicated details, t 'harts on an e.xtensive 
and elaborate if not exhaustive scale have been 
imhiislicd- but it is rather to ])hotugrap]iic 
records that we must look for the solution of the 
XU'cbituu concerning lunar activity. 

. A." an object for rcicscojnc study there is no 

known or)> in the heavens which' can offer a 
]iar:iUel to the w ouderful picture she pi'eseuts. 
.'hnall insti unients will show this most distinctly, 
au'l will anqdy i>rove that, in some branches of 
fjbservation. large and ex])ensive tele.scopss are 
' unneeessary. 

■ The crescent Jffoon is far the most attractive 
for study, as the objects show their distinctive 
characters inmv readily at that period than at 
an> fglicr, for the Sun is shining upon thexnfrom 
a slontiug position, and the hills, mountains, 

. iidges, ami craters throw dark shadows which 
are easily ilisiingnisihable. 'i'lm full jMoou is 
I brilliant, but her appearance lacks the contrast 
of light and shadow axid tlic xn.'iB.s of detail so 


prominently displayed on the surface of a liisar " 
crescent. ■ 

■■ MEECTTRY. 

Mercurrr an evening star _ in Aauaruy, 
stationaiyMin the x8th. Tiichc.st time to oP.servc 
him is ab'but an hour after suiisod, in the western 
horizon,, from about the sst to tlie s3th. If is time 
of setting ajxcl position with regard to the stars 
will be found in the calendar jiortion of This 
Almanaclv. 

Mercury' is again fji.voiirabiy V'i,si 1 }le as uic ^ 
evening star during th.c last half April aiiu 
first fexv days of May. 

The planet k a xuorning star towards tlie cr.c. 
of Time; the best time to ohjcrve him k Ir r.ii 
the i8th to the 30th. 

lie is well placed for stmly, for the last thac 
! this year, in October from tlic gib to th** zzv.e. 

* wlxen he will rise in the eastern sky bebuv tb.c 
1 ftnn. In conjunction with Mars ou the 27 c., 
t It is considered interesting to obtain a> ?-y 
! naked-eye ohsciwatiims of Mercury ai;; po‘,-,b»li.' 

I atone elongation, as his pi'oxiinity to the miu 
i renders him a somewhat difSicult ohjeet. In* > 
I tending observers should find the exact position 
I and time of setting or rising so that he may nor, 
i be mistaken for a star or viec verm. It is ofien 
necessary to use an opera-ghiss at iSrst until toe , 
observer has identilied the planet. In the ' 
.sjulng apparitimis he should be looked for bey*re | 
the date of maximum E, elongation, ami in the ' 
aiituxnn after W. elongation. Jlercury is some- 
times quite a brilliant object about ten eveiiing-s ! 
before E. elongation, as in May igog, wiiexi lie ; 
rivalled Jupiter and shone with a steady yellow ’ 
light like the lixtter orb. Although when at E. ' 
elongation the planet is a}xi>roaching the Earth, ■ 
he declines in lustre owing to the illuminated i 
portion of the disc becoming smaller as the ' 
phase gets more crescented. 

Mercury's albedo or light-reflecting capacity ! 
is very low, being only 17, whilst that of Venus ' 
is about 6s, and clouds 72. The true rotation ■ 
period is still unknoivn, but most authorities ; 

■ believe it to be about the same as that of the ' 
Earth, and his revolution period 88 days. His 
mean distance from the ftun is nearly 36,000,000 
' miles, and his diameter a little over 3,000 miles ; > 

1 he is therefore .smaller tlmn Titan, the lai'gest ■ 

I satellite of ftatmai, and Ganymede, the lai*gcst of 
Jupiter's family. The speed with which the 
; planet travels around the ftun vaiies from 23 to ' 

' 35 miles per second. Spots or markings on his 
, surface have rarely been distiiiguished, axxd hi.s 
! telescopic aspect is disappointing owing to tiie ’ 
I difficulty of getting a steady image ami the 1 
; smallness of ixis di.se even iimler tlxe best 
i conditions. i 

I TEKUS. 1 

I Vetwa is in the extreme X.E. of Capricormn 
; being about :f N. of S Capricorni on January 1. 

' Venus passes into Aquarius on Jan. 5, and is at 
greatest brilliancy on the 7tb. when her pha.se U 
, crescented like that of the moon when only : 
I about dtiys old. She is then nearer the Earth ‘ 
' than when at ekmgatiou east or west of the Sun, . 
: and is therefore a most beautiful object. Her ■ 
motion is retrograde until March 3, when she is 
' again stationary, after which she" re.sumes h£.i“ 

' direct motion eastwards for tlxe remainder ^sii 
I the ye:u‘. 

; After her conjunction %vith the Sun she is a 
, morning star until {<yj>eriar coujuiicbion ou 
Kov. *6, and then an evening star during the resr | 
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of tfee year. She eiite ’s Pisces at the end of April 
mci is la Gonjiinet'on with \ Pisciura on April 30. 
She is in conjimetion with 5 Arietis on June 19 
(Venus 41'' S.), and tov/ards the end of the month 
she e’ik'-rs Taurus and is about 6^S. 01 the 
Piei!:.<ieH on the 26th. 

On ahout July 24 she crosses into Oemini. 

In Scprcmhor she enters Leo ; is in very close 
conjimctifjn with Eegulus (a. Leouis) on the nth. 
Venus slightly hi. ; and with cr Leonis on the 
a6th. ■ V enus is in Virgo in October, being in con- 


The diameter of "Mars i', 4.200 miles; bis ' 
face is ctirial to two-.icvpuU'h uu-i his vulunic- t«» 
one-.seventh that of the Ihirth, iiis revoIur]‘fn 
period is 6S7 days and his n?r.al.Ion i.vriod 34 
hours 37 minutes. Mars lun; two sateililes ^Vaieh ' 
were discovered by ProlV^.sor As.ipli iiall on 
August II and 17, 1877. iuit hotli are fur /uwond 
the reach of low power teleus.j^es owiiei lo tlicir 
small size. Deimo.s I'cvohvi in 30 Ir-mrs 38 
minutes, and Phohos. the la.r/er and nearer 10 
the planet, bikes only 7 ii.mr.s 39 utinuics, or 
le.ss than >3 the time of rolaii.m oi its ]>rimii['y. , 

Telescop’icallj', Mars is tunhaies Uk' in- 
teresting of all the planets, as we see llnv rt'al 
surface of his giohe and ind, t»iih :;i> at tin'-'pheric 
envelO])e as in tlsC’! case of Venn.s or Jr-piti-r. 
The southern hemisphere contains ;rrrgTd''r 
dark x^atches with light areas an-l some in'iliir.nt 
sxjots upon it ; and the norlheni o.hluhs a 
n umber of dusky stiv.aks, named chajuuds '' by ‘ 
Schiaparelli. Of the ]-eal existence of rhe^e cuuii- 
like markings there is no duubs. iaii they are 
not so regular, dark, and sharply dethu-d as 
some observers liave drawn tlieih. Scunc *>( 
these shadings are three or four thousand niilcs 
long and about sixty wide. There ar«' also while 
jiatches near the ])o!os of Mars, which v.-u'v 
according to thcsca.^oii, and are jjmhapi like ’.ho 
liolai' regions on the Earth, or may beV.onrno.-ed 
of solid CHi‘V)Ouic acid, which melts i)i a, ifover 
temperature than ice. 

MINOR PLANETS. 

Mhior Planets.— ean the orbits of Mars ' 
and Jupiter revolve a large number of small 
orbs named Minor Planets. Over 5 oo have been ‘ 
discovered since 2801, and every month tVesh 
members are added to the list. Nearly all t'm*se 
discoveries have been made by the airfor photo- 
graphy, Metcalf of America and Koplf and 
AV'olf of Germany being perhaps tlie leaders in 
this branch of astronomical work. Eros is the 
most important of these small xdaiicts, as it. is 
the only one moving in a path tlie jnean distance 
of wliich falls bot'.veen the Earth and Mars. Its 
oec.asioual near approaches to the former will 
enable the Sun’s distance to be determined more 
accurately than has been possible by any other ' 
method. Gnfortunatoly, .Eros is extremely faint, 
and only visible as a tLdcscopie star. It was 
thought that its light is vaj-iable, but it iia.s 
since been proved that the slight change nt>iicod 
israereiya iduise effect. A fai-uurahledppfisitioii ! 
w'ill not occur until 1924. 1'he four largest and ' 
brightest of the minor planets are Ceres, Palia.s, , 
Juno, and Vesta. 

VMienever it is do.sii’ed t(.) identify one of ; 
these small jdanets, or any other objeci of similar 
ehai’acter beyond reach 01 tlie naked eye, its exat-t 


with 3lar.s im the szud, iiA. own aft. (Venn.s o®4S' 

.N. ); and witii Ju niter on the 28th, toh. sawi. 
morn. (Crossing into Libra early in : November 
she is ill conjunction with a lihrce on the 10th 
(Venus about N.). Her position at the end 
of tlie year is about S.E. of tt Sagittarii 

The rotation period of Venus is about the same 
as that of the Earth, and her revolution period 
is 224 days x6hrti, 491/1. Her mean distance fr.orn 
the riun is 67,000,000 miles and her diameter 
7,500 miles. Like Mercury her surface markings 
am extremely faint and generally invisible, and it 
is suppo.scd that we can only see her atmosphere 
and not the real surface of her globe. Her light- 
refieeting capacity is very great-— more than that 
of any other planet. 

, MA.RS. 

J/a/.'t.— -The “ruddy planet ” is visible in Pisces, 
in the evenings, about AV.N.W. of ^Pisciiim 
at the beginning of the year. As he was at op- 
position to the Sun in September, 1909, hu will 
sot he very conspicuous during igxo. On the S9th 
lie enters Aries, and is almost midway between 
a, / 3 , and fe"- A.rietis on February 1. In very close 
conjunction with rr Ai-ietis on February 15 wdieu 
the planet iviii pass N. of the stli magnitude 
star. On February 24 he is in very close con junc- 
tion with h Arietis, tlie planet being a little south. 

In March he enters Taurus and is in conjunc- 
tion with the well-known asterism of the Pleiades 
on the loth (Mars zip S. ). Mars is 6^ N.N.E. of 
Aldeharan (a Taurijon April 1. He is in con- 
junction with ^ Tauri on April 17 (Mars 3° S.), 
and with on the atst (Mars 3°N.). At 

the end of April he jjasses into Gemini ; is in 
conjunction with the variable star-/) Geminorum 
on *Ma,y4 (Mars 2“ N.), and Avith /a Gemmorum 
on the 7th (Mars 2-’ N.). He is in very close 
conjnuotion Avith e Geminorum on May 13, being 
slightly B. of the star. 

On June 6 he is near k Geminorum and about 
35i'^’ S. of Pollu.x Geminorum), In the middle 
of June be- enters Cancer and is in conjunction | 

with y and 6 Cancri on the 29th, being 2^ S. of y ; , 

ami x'^N, of 5 . On about July s6 Mav,s moves ! position relatively to a knoAAii .star .s’houl«{ be 
into Leo and is in close conjunction AAuth | found and the tule<cope directed to the plrce. 
Regulus (a Leonis) on August 2 (Mars about ! The obseiwer should then construct a diimn am of 
K), He draws ne.ar the Sun during ; tho small stars vi.siblo, and on sm'cecdingfnyhts, 
August and is in conjunction with him on ; by comparing this dingraTu with the .smue .--pwt 
Scptemi>er27 He Aviil be Ad.sible in the morn- i in the heavens, the objeci, .sought fur will revt-ai 


iiigs in Virgo at about the end of October, in 
conjunction Avith Spica (a Virginis), on October 
24 (Mars 3'“’’ N. ) and Avith k Virginis on NoA^ember 
12 (Mars zip S.). On November 26 Mars is in 
very close conjunction with a Libras, the .most 
BO ithcn.1 of the tAvo brightest stars, in that con- 
stellation ; and on December 23 Avifih /3 Soorpii 
(Mars about H.) and with and Scorpii. 
At the end of the year he is 4%° H. of Antares, 
the l»eautiful red star in Scorpio. 


ni . 

itself by its motion. 

Ceres is in Cetus in October, n,nd c.mie.s ' 
oppo.sition on the 9th, avIicti .<hc will b<‘ avcH ; 
placed far observation. Her magnltmic at tin? : 
time of opposition is 7*36 ; a small i./Icseope will ; 
therefore be neces.sary to identify her. At tlie I 
end of the year she is near the EAjuator, p X.W. ■ 
of 6 Ceti. Ceres is the largest 01 the idanctokis, ' 
having a diameter of 477 miles. She was dis- : 
covered by Piazzi in iSox. I 
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* PaUas is at opposition to the ?ua, in Pegasus, ' 
OR August 26. nluiost midsvay l,)etweeu <• and 6 i 
Pegasi'.’ She is, tliereiore, hc^t silnated for tele- : 
scopic oliservatioii near that date, her mtignitudc 
being 8*04. tPi So.![!tend)vr 15 is about 
5v^^'S. of Pegasi, 6}-.;° W.S.tV. of 6 Pegasi, and 
7'^**K.'\V. ef a Avietisl" P:dlas was discovered by 
, Dr. Ollu-rs in 1S02, and is the se(a)iid largest 
planettdd, having a diu tueter of a I unit 304 niiles. 

J'Htif) was att »]>})e»sitio;i to the Sun o-a N ovember 
30, icjog. wlien her magnitude was 8’65, so she 
may ijo best oisserved at the. coniiuericement of 
s92o. She is in Eridarms, 3'^ N.W. of r Eridam, 
a third magnitude star, aboiit lo'’^ W.N.W, of 
iligei (iS DrionivS). l!i et.:uijiinction with the Moon 
oirDectauber 24 at 6 P.M. (Juno ig' S.). She 
was discovered by .'Harding ia 1S04. Diametef, 
X30 miles. 

I'enOr is in tVtns in Sfptcmbt'r 3tj,° X.K. W. of 
a (ieti. At opp<.»sitiun to the Sun on October 28, 
when she is "3^ \V. of 7 Ceti. S. of and 7® 
jST.E. of the cclebmted varialde star o Ceti (.Mira) ; 
her niagrtitude at the time is 6’87. The light- 
rcllectiiig capacity of Vesta is very high, being 
almost as great ;ih that of snow. Her <iiameter 
is 239 miles. She was disectvered by Dr. Olbers 
in 1807. 

J'UPITE.R. 

I Juintci -—The 1 wue-t of the pi iu<ds is in Virgo , 

I }).,tv ton 7 and a \ iiginj'vpspR i) it tin coiumence- 
! ment ot ipio, beng dx ut 9^ N of a. He may 
, easily In idcnDded bj his h. illi *nt sUady yellow 
. light. lie lists naif an hooi ittei nddnight, is 
due south at 6 n ^ at , and sets at 11.53 A.M. 
He IS in conjunction with the if.HUi <»n January 3 : 

' at S.19 P.M, (Jupiter 3’^ ri' S.). and at quadrature j 
j to the Sun on the 4th. Ju3>iter is stationary on | 
i the 30th to.t'he W. of Q Virginis (4thniagni- | 

1 tilde), after which he will retrograde until June 2. j 
He is at greatest Hel. Latitude Ahulh on March j 
29, ami at opposition to the Sun on the sxst, i 
when he wU! rise early in the evening and be ! 
visil.>!c all night ; he is therefore very well j 
situated for t'descojjic observation during .March j 
I and April. At tlic time of o-pposition he is in i 
1 conjunction wdtJi the 32x1 mag. star 7 Virginis, ! 

! being aliout 134^ S. " i 

In coiijunctum with the Moon on April 32 at I 
3.30 A. AL (J npiter s'' 4S' Stationary on J une 2 

I about E.S. E. of t; Virginis, after which he ■ 
will resume bis direct motion eastwards. In j 
, conjunction with the Moon on Abtveiuber zS at I 
9.C P.Ai. ; and December 26 al 2.21 P.i£. He is 
in very close conjunctitm with & Virginia on , 
September 22, the plaiict being slightly S. of ' 

' rlio star; and in <'onjunetion with Spica on; 

I October X .Dipiter 3-' N.) mid with the Hun on 
; t'ne 19th, hi-coming visi’ole again a.s a morning' 
.^tar after the second week in Xovember. In 
' cmijunction with k Virginis on Ahivoniher 30 ' 
i (.1 npiter z' S.), mid in I'cry chise coujunetkm i 
' with A Virginis on December 3 f.lrqutev K.). ! 
: At tlic end of th.e year Ills position is hf Libra’ 
i alHiui .d' \V. X.W. of a iJhrai. s 

I <lu]»iter of greater bulk iin.n all ihe other 1 
' planets of the susLir system ]iui iogtther. Tek- j 
scopiiadly, he is a very inteivstlhg object for j 
simly. Pr«‘ul dark bcUhs .scpar.ited by light', 
bam,L' run parallel with his apiator; these vary | 
rapiddv in Tin;-, and general appcavance, and . 
c«>ni-:un many light and dark spots, together i 
I with other detaiis. Of course, avo only see his j 
atmo.spheiv, ami never his surface as in the ' 
, <'ase of Mars, and the .sjasrs move with varylnj^ 


A^eloeities, proving that they are not aitaehcd in 
any Avay to the real globe of tlu- planer. I’ho 
most interesting marking ever setca is tiint 
known as the Great Red Hpot which iwo u' a 
bright red colour froiri,i878"x88s, but iIr-u hoiinl ^ 
out ; only the hollOAV or <iip iri the belt r -i-ndr.’S. 
showing its former position. I Uiiing 2909 .* - ivian . 
details have been rather fr.int ns cr,nn‘>arcd witU ' 
former years, and olstiwcrs r-hmiid Dc c” he 
wateh fo,r a renewed outbreak of .sp-.u.s aRc. j 
markings, and perhaps im inteutdiicaiio?! •?! the ; 
Eed 8 pot itself. At intervals of la du;* 5 {ivhuAi ’ 
include 29 rotations) the Red Spot Hollow i'>e- , 
comes cen'fcral on Jupiter's dfsi; ut nearly tlie 
same time as before. So that siiould iie.‘ oh- , 
server see it central at any special dare ;iiid , 
time he can calculate its next irunsii rfy;iild|ng ' 
9/i. ssm. 40S., which is the mean rotation pcrfml. 

Transit TLArES of Hkp Spot on Ji'pttee. 
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If a pretty good telescojie is l to • 

Jupiter atr these times the lied Spot and great , 
bay or hollow in the southern equatorial belt ef . 
the planet will be observed just above, or south : 
of the central part of the disc. The times are ; 
gii’en on the basis that the longitude of the ' 
markings alluded to will he about 24 degrees 'In ‘ 
the summer months of 1910. But their places 
in longitude vary from month to month in a ! 
variabie anil irregular manner, so that axact , 
predictions of the transit limes of the jpoh 
cannot be given. Jupiter's veA’olution period is ' 
IX ’86 years at a mean distance from she Sun 
of 483,000,000 miles. .Polar dinnieter is 84 370 
miles, equatorial diameter 90,190 miles. T'nder i 
propitious circumstances, .lup.itor o;>mes wUhin , 
369,000,000 miles of the Eartlu | 

J(ipifer's SateUitei^.—'l'lia four brightest- aatel- * 
lites Vr'iil ])e on the same side of the plauD on 
the following dates • 

Satellites on Vest 1 Satellites on Il-iSr ■ 
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Mar. 

17. 



22. 


x. 

2.30 a.m. 

1 Feb. 

s- 

2.30 a.n 

93 

8 . 

X a.m. 

1 » 

12. 



22. 

,, 

Apr. 

x6. 

X 3 niiJd 

Apr. 

4 - 

X2 inidiiight 

30 * 


May. 

xo. 

IX p.m. 

June 

6 . 

10 p.m. 

June 

14. 

xo i*.m. 

.Inly 

3 * 

9 p.m. 

.1 uly 

x6. 

9 p.m. 

Aug. 

9. 

8 i'.uu 

■ .1 . 

30. 


„ 

3 <?- 


Bept. 

4. 

7 P-i«* 

Dee. 

8 . 

6 a.ir. 

' ,, ■ 

xa 



22. 


Bee. 

28. 

6 a.m. ‘ 





^Ganymede (Pal, II L) will trunsic. Jt; cider’s' 
disc on the following dates : — ’ | 

Jan. 39. 12.33 (midiVt) egress 2.43 a,m. on joGu | 

Feb» 6, . 4.14 a.m. „ 6.23 a.im 

.. 13. 7.50 a.m. ,, 9,57 mm. 

^lar. 13. 9.30 p.m. ,, is.35 p.m, 

„ 20. 12.48 (mian’t) „ 2.53 a.m. ort aist. | 

■ J,,. 28. ■ 4,4 a.m. „ 6.12 a. m. ^ 


whitakkb’s almahack, 1910 . 


SS CcUdM Ohjeds and Phenomsna for 


; Ganymede’s Transits— 

' -Ipiv as. s.sop.m. 'egress 7.31p.m. 

Aiay '. X 8.3a p.m.^ „ 10.57 ii.ra, 

„ 9. a:x.S9 P-JR* ?, 2.26 a. m. on 10th. 

*7' 3-31 a.m. „ 6. r a.ra. 

June 29. ■ 2. 5 a.m., ,, 4.45 a.m. 

J11IJ27. 6.29 p.m. . , „ 9. 9p.m.' 

Ang. 3. 20.43 p.ni. ,, 1.23 a. m. on 4th. 

, ,, , ,11. . 3.0 a.m., , 3*38 a.m. 

bept. B. , 8.26 p.m. ,j 10.58 p.m. 

■Dec. ' 12. 6.16 a. ni. „ a 8 a.m. 


Saturn has ten satellites, severa' 
of which are visible in telescopes of low power 
Tiie names and revolution periods are as 


follows 


laiMsto JF.) does not transit this year, 
but the tjkadow will cross Jupiter’s disc on 
Janisary 26, at 2,19 a.m., ec?ress 3.14 a.m. 

«Jn!y Satellite IF. will be visible at 2.30 a.m. 
1 ? eoruary 24— Satellite II. being in transit, 
satellite III. occulted, and Satellite I. eclipsed, 
conjunctions of two or more of the four 
satellites will occur on the following 

I Bute. Time. Name of Sat. and position. 

I F el\, 24, 2.30 a.m. III. and. Il'On W. side' 

} » ni. and II. on W., and IV. 

' ^ and 1 . on E. side. 

» 28. „ II. and III. on \V. 

Mar, ro. I a.m. I. and III. on W. 

.■» '^ 7 * n III. and I. on W., and II. 

and IV. on E. 

27* M III. and I Y. on E. 

Apr. 31 . 2a midn’t III. and 11 . on W. 

May 5. II p.rn. i., n.^ and IV. on E. 

® 4 v js III. and II. on W. 

Jiiae 24. xo p.m. ■ I, and lY. on E. 

Jwy 2. 9p.m. 11. and I Y. on W. 

» III. and lY. on E. 

. ’ jj. I. and III. on Mb 

Ing, 7. 8p.m, in. and Lon E. 

- » ^ I » I., IT., and lY. on E. 

sept. 15. 7 p.m. in. and I. on E. 

Dee. 3. 6 a.m. III. and lY. on E. 

» 8. „ L, IL, andlll. on E. 

» as- » n. and III. on E, 


I. Minas 

II. Enceladus 

III. Tlietys ... 

lY. Dione 

V. llhea 


22'6 

8-9 

2S*3 

x ?‘7 

tz’s 


TTT rr, , I>. . H, 

YL Titan... 15 33 ’q 

TO. Hyperiou ai j -6 
|\ in. lapetus 79 aj-. 

IX. Phoebe 

X. Themis 


and_ Themis were discovered by Prof. 
'oF in 2898 and 1904 respectively. 

The orbital motion of Phoebe is retrograde, that 
IS, like the hands of a watch, and therefore con- 
trary to gie other satellites of the “ringed 
planet. Titan, the largest, is about times 
the size of our moon, and lapetus about the 
same as that luminary. lapetus and Titan are 
at greatest distance E. or W. of Saturn on tlie 
following dates 

Titan. 

E. elongation. 


Sept. 

D, 

5 ..... 

H. 

- 3‘7 

Aug. 

n. 

28 

Oct. 

31 

6 

... 1*7 

... 23*5 

Sept. 

13 

38 

Nov. 

22 

7 

... 20'7 
... 18-3 

Oi?t. 

14 

30 

DeL 

23 

... 15*8 

N ov. 

IS 

9 

... 13*8 

Dec. 

■' I 

»> 

2S 

... 12*0 

,} 

x? 


W. elongation. 


n. 


E. elongation. 


lAPETTJS. 


3 '2' 

1-4 

33*2 
20 *9' 
28-3 
IS ’4 
13*3. 
12-3 


SAT Fills'. 

^Sdiuyn is visible in the evenings in Pisces near 
the Equator.- He rises at about noon and sets 
after midnight on J aniiary i. He is at quadrature 
TO the bun on the 7th. He will be a mornin" 
star towards the end of May in the extreme s! 
<rfAnes. 

t>n August 20 Saturn is stationary in Aries 
3l.2‘ A. of F- Ceti, after which In's course is 
retro-rade OY.) until the end of the year. In 
ainjunction -iiith the I^Ioon on September si at 
«i.3oP.m. (Saturn XO32' S. Saturn is at opposi- 
tion t';> the Sun, and therefore at gi'catest brilli- 
ancy on OctoIxT 27. He is then best situated 
tor telescopic study, being visiWe all night. In 
■conjunction with the IMoon on December 23 at 
9,^ P.M, (Saturn 2° 2' S.). At the end of the year 
b^i.irn is almost midway between Ceti and 
o.Pisdum, and f K. of a Piscium. 

^ The Mngs.'-^Ai the time of Saturn’s opposition 
to The Sun m October the imajor axis of the outer 
nng will bo 46*77", and the minor axis 23*60" : I 
ih% elevation of the Earth above the plane of the ' 
nug.s Lxdng le'-* 54*4^ S., and the elcxmtion of the 
m-n above the plane of the rings if 6*4' S. They 
will not be open to the fullest extent until 2915. 
.Saturn 8 revolution period is 29^, years, and 
' *4 mins. 24 secs. Diameter 

th Cdirly nine times 


Jan. 5 
June z6 
Sept. 4 
Xov. 22 


H. 


W. elongation. 


13-7 I 'Feb. 15 
20-9 July 27 
21 '8 Oct. X4 

4’ I I 


9*4 

i6*3 

iS’i 


U.RAXFS. 

fmnus is in Sagittarius. As he is in con- 
junction with the Sun on January 12 he wiil 
not he visible until about the end of February 
111 conjunction with the .Moon on April :i at 

fVu and stationary on the 

3 ?“^ P ^ nebula numbered 4543 on Klein's 
which he slowly retrogi'ades 
when he is again stationary ; be 
will then continue_ his direct motion eastward. 

v/ith the Moon on May 1 at 
The best 4 ie to 
1^/wly as he comes to opposi- 
H S IS visible all night, hein- 

on fha? 

In conjunction w’ith the Moon on Auf'^ust t8 
3 ^ 46' X.), and on Octofjyr xr 
^ 4^ 7' K.) ; at quadrature to 

the bun on tlie isth ; and in conjunction with 
^0 cin Xovemlier 8 at 4.10 a.m. (irL'anus 

aboi1t^3^* Iiositiou^is 

aiioiit 3 B.E. of / Sagittarn in the casteim 

portion of tliat constellation. astcin 

Under favourable conditions, at the time of 
Ins opposition, Uranus may just be glimitseU 
with the naked eye. His telescopic appearance 
Is, disappointing, as markings are faint and 


revolution period is 84 years. The 
He is attended 


vraiXiKEK’s AIMASACK, 1910 . 


diameter is about 32,000 miles, me is attended 
moons, Ariel, Umbriel, Titania and 
Obeion, whi ch move in a retrograde direction, 


Celestial Ohje/is mid Fliemmena Observation^ 1910. So 


the i)]a]ie of their orbits beiiig tiitetl at ail angle 
of gS'-^ to tlie ecliptic. 

NEPTUFE. 

Msptune in in Geriiini about x° S.E, of S Gemi- 
norimi at tlie beginning o£ 1910. Ee is very well 
pbiced for oliservatiou as lie' is at opposition to 
the Sun on .Taonary 9 ; in conjiiitcfcion with the 
iioon on the 24l.h at 4.5 A.?!, (K eptiine 4’^' s' S.). 
His course is retrograde nritii March 28, ivhen 
he is slatiomiry, theii direct until October aSs 
vviier. ho is ag'ain stationary, iifrer which be 
retrogrades during the reniaiiulcr of the year. 
In couivnictiori with fi Ooininonmi on i^pril 28, 
the plruiet h'oing less than S. 

Heptane is in conjuriCti(Ui with the Sun mi 
July and w’th the Aienn on Scjdember 23? at 
5.34 A.M.. (Meptmie 3*-'' xo' vS.J At {piadrature to 
the" Bun on October 33, and in eoujiinctlon wdth 
a nebula nurn’neved 1340 rai October ay, Heptane 
being sliglrtly stuith. In conjunction with the 
IMoon on Noveuiber 20 at 7.43 P,M. (HeBtiiiie 
5'^ 22' S.) ; and on Eecesuber i3 at 3.33* a. m. 
(Heptiine 5° 16' S.). At the end of the year he 
is close to the nebula xsca and E^S.S. of 
6 Goniinoruin. 

Hoptane is the iiioKt distant kiioivn planet of 
the solar system, luid being only St-li magnitude 
is quite beyond naked-eye vision. His diameter 
h about 32,900 miles ami Ids re rohiiion period 
163 years. So far only ore satellite has been 
detected %vhieh perforins a circuit around 
Heptune in 5 ilays 21 hours. Heptuiie wa.s 
discovered theoretically iilmost siinaltaneously 
by Adams and Levenier in 1S45, and was 1 
ih’st visually delected 'ny Chtllc, of ilcrlin, on j 
September 23, 1846. Put few markings have i 
been observed owing tG ihc Hmalbic-ss of Ids disc, i 
bat he iwobably presents a belied asueot like i 
Jupiter. ! 

COl^IETS. 

Couictf!,—T'he majority of comets appear to 
revolve in parabolic nr'nils“or in such vastly e.i- 
tcndcdi ellinses that tliey c.xldrdt little devfathm 
from tl'.e inirabola, and io have very long periods 
, of revolution. In fact, a proportion of those 
I bodies aiipear to have peidods amounting to 
> many thousands of years. 'mid in a few instances 
to liundreds of thousands of years. Oomety be- 
j longing to the class re.volviugarounu the Bun in 
i comparatively limited times are in llic miuopiiy, 

• ])Ut our knowledge of tiKnii is constantly 00 the 
: inci'oase. One ivell-kmv.vti family oi eWnets is 
: known as the Jovirm group, as th'e mv*re remote 
I section of their pnihs lies near the orbit of 
I .lupiter, and this V-oar rlr.ucfc is supposed to 
j b'ave' materially hroug^d nix ml tii is arrangement 
' Ttowf rful attractiop. exercised upon thern in 
A ages.. 


new comets of short period are l>e!ng sntroduesd i 
by means of planetary perti!rbnt,i(ni's (for which ■ 
Jiipiter is mainly responsible'), there arc otimrs | 
which meet with disturbances in jjursiiing their I 
paths sufficiently forcible to endanger, if not \ 
to terminate, their visible cxictcucc.s. Bie'Ja’s | 
double comethas Bot reap] >earcd during the bu'd; ‘ 
half a century, and its material seems tolia's.'c been 
distributed into a. stream of Kovendfcr si footing 
stars. Brorsen’s comet has also been missing, 
and may have follow'ed the saute fart*. The 
materials of which thessi>refiuina!*]y lost oountfes 
w-ere composed no doubt still o.visi and rcvftlve 
around the Sun in regular period:], but it Is 
doubtful whether they will ever bo viewed 
again under the same aspect us furmciiy. A?, 
an example of the increase in tlie number of i 
known periodical comets, it may be stated that >' 
during the 17 years iToin iS-So to sSgfi no less | ■ 
than 16 new comets of ,s]3f>r'l period' were dis- 1 
covered. The , following table ineiudes details | 
of some of the best-known (‘cmcts which &.re < 
predicted to return during the ensuing few’ ' 
years . .j 
T, 5 ?ite of Period in . ! 

lifetcm. Years. yrnne of Cejuieh \ 

J910. February 5*379 ••• Tempei (1873;', ■ ! . 

Ivbiy ■ 76 -cSo ... Itnliey, ' | 

SepteiTibcr .... 6'6SQ ... Ir'AiTest. ' 

Hovom)'(-r ... 6-«38 ... Tcmpel (xBeyT • 

2921.. .Taisuar.v ...... 7'2ci ... Brooks (s886). | 

March 7 ' 39*5 ••• Eaye. j 

August. 3*300 ... Encke, ■ I 

191S. March 6*£2,3 ... Wolf. j 

].>eceiiibei* ... 6-400 ... De Ylco«Swift. i 

In .-ome cases tim eircumstauees xrlll be usi^ 
bivourahlf, and tlio objects will ]>rohai>ly escape \ 
ohsers-ation at their next j-.assaae through perl- \ 
licliuu, but the iiiniority i*t‘ those included in | 

I the list will di>ubt.le.ss return at the coumuied | 

I time?, and he suitably observed. It forms a i 
m«Mt entevtainiug branch, of mdrouomical work! 
toli'ace a .vmull nmu-t threading its vvayninongst \ 
the ncdghlxmrlng sl;trs from night to night ; 
L.arge comets apiicar prun!ircuo\i.sly and with » 
moi'C or less suddenness, so that in the prt'Sent 1' 
state of our kumvledgc it is irnpc.esible tc ! 


discover them and give warning of their appijat- 1 
ance before' they have visibly' developed 'the 1 
conppicuoiiE fenture-s which beloiig to Gumeb of • 
the l.'U'gcst class. i 

7im7f?uVi Court, iucliuled in (he aho-^o list o? j 
cornels expected to return, 1ia= a much longer, 
period Ihmi the oihcrs. its iaru apn.aritrR. ! 
in our sides wjia In 1S3S- when it passed, th.o pen- i 
helion on Hovcmb.er 26. jI wa.-; coip]aiiA' 


pu.^t ac 

J Tiic i-mail periodical comets, numbering about j rotuvu to pori’oeilon «>i the .quin:.! d the yirascm-;: 
30 members, and revolving around the Biui hi i year, and searcli ior it vrr- be^i.’i tm rariy as the 

year 2903.. It wvas'.uot uiitil 'S'cptember ix, igoa. 

that it was ahmovered by Hr. J-tnx Wolf, of 
Eeidciborg. ■■ It 'was thou a'-''ve'ry ,fa.i'nt, object, of 


pcrlotis diil’ering from 3 10 g years, are entitled 
to special interest fT-cmi the well-known char- 
ac-ler e'f their orbits and the fact that tliey 
may be 3'e-ob.snrvefi a-min ami again simi- 
larly lo the vveii-knovvu pi;*., nets of the solar 
syslcin. The majority o: ihese .short-period 
cornets extend their flighi.s to a little ffistance 
outside the pr.th of Juj.iier, and {Approach the 
.Bim to aliout the ai’erage dtstaiiee of Mars. 
About 34 oi these obje-rts are now known to 
exist, and the mirnWr is being frequently aug- 
mented by tJic ]H*rseveriiig edorts of those keen- 
hin'hted anu patloni observers who sweep the 
sky in t’ucsl; of them. It appeals that though 


the s6th maguihide, its p(},-iti<>n cgrcclrg well I 
■with the prcdii'.ted pineo. ' 'i'he folhmiug epliem- 1 
eris was comr.uted'by De. Bman, r'l Ltmuon, on ‘ 
the supposition that the peribi-limi 
wouUl take place on April! 20, -j.-eh. 1'l>c come: 
will approacli nearest 10 the 'Ea'ft r! 0:1 3lay ac. 
and wdU then be about s4.::oo,oco miiyo oi'-tan-v. 

R.A. In- -1. 

X910. K, M. B. 

April 4 o S 5^ + 

;■ 8 ............. . o S ' 'A3 -i- 
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5920. 

H. 

H. 

S. 


0 

ft 

April X2 


S7 

SS 

+ 

7 

S3 

'■.*6 


54 

24 

+ 

7 

49 

20 

...... 23 

5^ 

44 

+ 

7 

46 

S4 : 

33 

50 

so 

+ 

7 

47 

28 

...... 23 

So 

S3 

+ 

7 

56 

■Hay ' a 

...... S3 

S4 

32 

+ 

8 

xB 

, 6 


3 

6 

+ 

9 

5 

so 


2S 

3.5 

d* 

£0 

30 

+4 


5 

47 

+ 

13 

27 

|3 


7 

*9 

+ 

s8 

52 

22 

' 7 

3 

4 

+ 

25 

'^4 


.j Comet's calculated biightriess on May 6 = 

..GaiS'fi, .S'^ay ic = xitz, and on May 14 =: 66o'y. 

'■/; aliouM lifi a fine object in May, tv.'iliglifc 
ihi.u ijtjlai' glare vrill niafceriaily rcdiie-e its coa- 
, '‘•Kler.Giii. coiect. Axter the middle of April the 
i.x*aiefe will tako a rapid Higlit eastwards and 
; successivtly tvaverse the eoiiatel nations, Pisces, 

* Colris, L. region of Taurus, Orion, Monoeeros, 

1 >lJ|"dra and Leo. 

; MSTSOIUC STIOM’EilS. 

\ Mefcotic ^hoK'ei"S.~'FivohR.]\s, rneieovs, sliooti ag 
i' stars, or falling stars, as they are diiTereiitlj' 

: called, represent one' and the same class of 
hohjeets, the distinction being only one of yi;ce. 

They are visible in varying number on every 
I Qight of the* yeai’, and are soinetiiuus so iibun- 
idaat as to form Impressive showers. There 
:v,cre feriliiaiit and plontifni dLi»Ia>o of the 
:* Mciveeiber Meteors, called Leonitls, in the years 
179^1 18,13, ^ 266 , 1367, 1S68, and less strihing 
exhibitions of rhe same objects in 1901 and xgo^. 
ilti is not to be exnecte<i, lio’.vcver, ihat tills 
.'I partsciilar system of failing stars will again 
, show itself prominontly until the years 1933 to 
; 2937. The meteors ajipear numcronsly every 33,1, 

} ’fears, luit it appears that just before liieir 
! return the planet Jupiter disturbed their orbit 

* so much that the main eolleufciou of nietocu’s 
I was enabled to avtjid eneunntering the Earth, 

I and t/lro observed showers were more scanty 
j than usual. But some of the meteors are visible 
{every :vear, and fuiTow the morning sky with 

thdr rapid tiights and 1 uminous streaks at tlm 
middle of Koveinber. This meteoric system 
Isj-spoars to be identical with, and its materia! 

I a.ctii.’illy derived from, a periodical comet, which 
i was discovered by Tcuiiicl in lH\'cmber, 1863. 

In Xovomber, igto, very b-w of these J.conid j 
ruvieiu’s are expected in our skies, but ohservors 
slnmld mainhr.n an attentive watch bu’ them 
at the imporlant time.** The mr.xhnuni date 
is usually the morning uf November *3 or 16, 
but it iwries a little owing to leap year 
ever any conspicuous 

during a rich .shower _ _ __ 

their paths aniougst tdte stars .slaculd be carefully j The places of this radiant on afterjiabr'dayg 
and acemrately recorded. The same ndviee a}> ' disriiig about four weeks of the chief activity 
plies to occasional fireballs, which often appear j of tho shower ore as follow’.? 

’suddenly and stmile 'meetators by lighting up ! 
the Iwafons very vividly for two oi- three seconds. ! 

’&'t»erYer« should always remember that mere j 
do.«rlptiona of the brilliaiicy or general .siiiui' ^ 
nm of these phenomom are pnudicully useless 1 
bu’ srientifjc purp.»ses. IVLat is retiuii’cd by i 
thos0 who criiically discuss such observations I 
relates Rpccially to the exact path of the object 
in thf. heavous and to the duraliou of its viiajblo 
{ iight. The foli«'r.ving is a table of the radiant 
: poinW of some of the more prominent meteoric 
i steeama visible during the yciiv : — 
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ido. 'T' ■ LiT 


July ig 



18 ’9 +50 ‘5 
20*8+52*2 . 
22*8+51 *8 
24 *9+ 52 'S 
27 ' 3 C+,S 3’2 
®9'3+53‘8 

32 *6+54*4 

33 ' 9 + 35 ’0 


Tcidiant 
KA. luic. 


36 * 4 +35 *5 

38 *9 +36*0 
41 *5 +35-5 
44‘3+SS'9 
47*1+37*3 

50*0+57*7 

52 * 9 +S 8 'o 

SS*9+SS*4 


mem for Observation , 1910., ' 



Radiant 


Kol 

Epocli. 

Point. 
R.A,. Dec. 

Name of. Shower. 

I 

Jaimarf 3— 4 ... 

'0 .0 

2^0 + 33 , 

Quadrantid.?. 

a 

Jeaniiary xx ...... 

320+23 

{ Bootids. 

3 

•Tammry 

295+53 

K 'Oygnids. 

■ 4 

Feb, 5— 33 

75 + 4s 

a Aiirig'ids. 

S 

February ao 

263+36 

p Eerculids. 

'6 

Miireh 1—4 

166+ 4 

T Leonid,?. 

7 

M.arch 23— 34 ... 

261 + 33 

^ Ur aids. 

8 

April 13—34 ••• 

2c8— 20 

a Txrgifiids. 

9 

April 27—22 ... 

218-32 ■ 

Hydridi;, 

10 

April 20—23 ... 

271 + 33 

lyrkis. 

SI 

May 2—6 

338- 3 

V Aquarid?. 
a. Scorpiid.?. 

la 

May, June, July 

253-22 

23 

May 7—18 

231+27 

a Ooi’onids. 

24 

May. 24— 37 

194 + 53 

f u'rgids. 

:s5 

May z 6 — 32 

310 + 8O' 

/c Geidieids. 

x6 

May 30 — June 4 

333+ *7 

17 Pegagid,?. 

*7 

June ami Aug. 

312+62 

a Cejiheids. 

23 

June 20—23 ...... 

33S+S7 

S Cepheid,?, 

29 

June— Auig 

302 + 24 

■jj Sagittids. '■ 

20 

July 6— Aug, 32 

284-23 ' 

A Aquilidg. 

32 

July— Aug 

July 6— Aug., 16 

269+48 

y Draconid,?. 

32 

315+48 

a Cyguids. 

33 

July IS— 28 

304-20 

a Caprieox’nid;?. 

24 

J uiy— Aug 

280+57 

b Draconids. 

25 

July— Oct 

30+36 

(3 Ti'iangrilids. 

25 

July 33— Aug. 4 

1 47+43 

ja-8 Ferseids. 

27 : 

July 25—30 

i 335- IS 

'6 A(!uarids, 

ad 

July— Aug 

354+7® ' 

y Oepheid.?. 

29 , 

August 20—12... 

I 45+ 57 i 

Persoids. 

30 

.Augusts— 16 ... 

! 292+53 

« Cygiiids. 

32 , 

Aug.— Sept. 16 

353-11 

xb Aquarids. 

32 

Aug. 23— Oct. 2 

74+41 

a Aurigid.'t. 

1 33 

.Augitst 25—35... 

291+60 

0 Draeoiiids, 

i 34 

Aug. 21— Sep. 21 

62+37 

6 Perseids. 

3S 

Aug.— .Sept 

332+49 

'Lac 'rt ids. 

3‘^ 

Sept, and Nov. ' 

1 64+22 

0 Taurids, 

37 

Sep. IS— Oct. XX, 

i S4+ 7 

e Pi.sciris, 

33 . 

.September 37 ...' 

75 + IS 

a Orionids. 

39 

October 3 | 

230+52 

Bobtid.s. 

40 

October 1 1 — 34...! 

40 + 20 

e A lie bids. 

41 , 

October 17— 34...! 

92 +15 

Oiionids. 

42 

October ■ 

100+13 

$ G-eniinids. 

43 

N02\ 2—3 

5S+.9 

e Taurids. 

44 

Nov. 23—25 j 

150 + 23 

Leonids. 

! 4.S 

Nov. 23—28 .j 

155+40 

Leo AOiiorkls, 

1 46 

Nov. 27 — 33 , ....j 

25+43 

Androinedid.s. 

1 47 

Nov, 23— Bee. 1! 

193+73 

X Draconids, 

1 48 '■ 

Nov. 30— Dec. O' 

162+38 

0 Ui'sids. 

1 49 

Bee. 2 24 

108+33 

(xeniinids. 

■50 

Dec. 7—20 1 

iS9+'2g 

a Gemiiiid.?. 

! 

Dec. 22—39 1 

194+3® 

C'anisA’‘emxtitids. 


ei The Per.stdds (No. 29 in the foregoing 'list) 
_ , s 1 tlisphiy .some singiibur characteristics, for they 
t owing to leap year. \)*]ieu* , inobajdy continue visible for mr>re than a immih 
is luc.teoi’s are seen, whether during which period their radiant point oxiubit.s 
'or or on an ordinary night, | a dunrnai mutism of about to the E N E 


ffirgropic ISolccrs fov Crlcslial ©ftjffif?, 91 


Co::\r?iTS, v.nil ivj'niiire &U'jii as tliose in 

Orhm and AiRlrun;ida, refiiiire very low powers 
jni'-i nn extensive; licld of viev/, so that the objects 
may be viewtvl in their entirety, and their light 
srnlleientiy coricentraied tc' display the fainter 
Ji it is decided to critical Jy examine' 
live stri'ictui'e of a cornet’s nucleus or (ieta,ils of 
form in a rsi-‘mhi, then powers of igo or 200 may 
bo used. The cluster in ITercudes (Messier 13) is 
sjdciididlyreso! red with 103 on a jo-in. reSectoi*. 

The spots on the Sun may he very distinctly 
seen in an;; sniail telescope, care hieing taken to 
p!‘;)tect the eye with deeidy-tinted glass. A 
3'i)i. refractor, powers !roin6o to xco, reveats 
the solar markings* in deto.il and under many 
viirletxes pf fonn hmd griiuping. Toe craters, 
r.iouutains, elefts, and ridges of the Moon are 
satisfactorily seen in general outline with 
>40 and 7.^, thoueh, for fertr/i'es of small extent-i 
]}ovvors of 300 and 40.; are necessary on a 10 or 
x'i in. glass, riolar and Uinaj" eclipses are best 
visilde under low powers, witli lields sufficiently 
ample to include a picture of the whole 
phenomenon. 

I'he ph.ises of Tfercm y may he discerned with 
£73 or 200, but the air must be steady and the 
object not very near the ho'iizon *, those of Venus 
are plain with far less pov.'fcr. Tiiese planets 
jippear under the most satisfactory aspect near 
the period of sunrise or sunset, and indeed ail 
observations of conspicuous jjlanets are best- 
made at such times, ''o'hen the image is sur- 
rounded with dark sky the glare from a bright 
object is soTuetinies troublesome, for it is apt 
to aggravate telescopic defects and obliterate 
faint details. 

The chief spots on Mars, such as the 
Major and Aeidalm til Mare^ may be di stingui'shed 
with 90 on a s-in. ref ractoi*, but powers of 300 
and 3SO and an 8-in, refj'actor or lo-iri. reliector 
as'e desirable to e.vhibit the outlines of the 
fainter, narrower markings, many of which are 
delicate, intersecting lines suggesting a canali- 
form stnietui’e of surface, 

Jupiter’s equatorial belts are perceptible in a 
slhin. telescope, power 40, luU for studying their 
variable appearances and the diherent velocities 
of the bright and dark spots sgo and 230 are 
requisite oil a mucdi larger instrument. The 
writer lias &in?ces.sfuny employed 1540 with 


a istAin. reflec‘fcor on .Tup-iter, but fotuid no-; 
advantage over pmwers of coo to ;ipi, T'bi- fvuiV , 
bright satellites arc visiiile iu an ''pera-elass. > 
Bark transits of Satellites HI. and IV. and therr , 
shadows nxay be observed with a 3-in. reromtor ' 
and power of 130 or 230. r 

Saturn and Mars usually appear well 'IcHtr;*! 
under higher powers than .tuyatcr. 'the divhu'ur 
in B-itunVs ling nnfi his princiiiai ilark '■clt ar'-i 
to be readily gbiajssed, when tlm syc-tcin iz ' 
sufficiently ineiined, with a 2bAi)]. glas.s, ■ 
porver 130. But magnitu'rs of 230 to 330, amb ' 
greater aperture, are cssoniiai to reach t-lio 
delicate features of the planet, such ,a,s the s]>ois 
which apjieared in his noiTlicrn liejnispbei’o in 
2903. a" good 4*^ -in, rofracLor will occardunaliy 
show Encke’s division in the ling when tills 
feature is visihle, but at the best it Is only a ; 
•faint pencil-like inarking; also the interior crape ; 
ring and five of the sateilites ; but ilio night 
must he goad. Titan is visil/le in aiiy small t-eie- ■ 
scope, and lapetus is sometimes an easy tibjeci, - 
but T’ethys, llhea, and Bione are much 'Uiore' 
difficult, reciniriuis careful scrutiny of the re.'Tion ! 
just ouUjdng the nngs, where they will beusr.tilly ' 
recognised as tiny points of light, 

In planetary wc^rk tlie oiiscrvor will ultimately 
find it an advantage to accustom loinseK to one 
and the same power. If on special Ov.'<.a,sloi;.:j 
or for particular purp-oses really Iiigli niaguiSars-- 
arc employed, they sliould be single lenses, as ■ 
they possess a decided advantage' m « 

(lehuition at the centre of the field. 

Occultatioirs of stars 'oy the Moon mar geuersn j ' 
be v;eH observed with a 3-iri. glass, power 50 to 73. 

For double .siai*.s tbjo eye-piece required will ■ 
depend in a great men.sure upon the eharact-er 
of the object, f’oi* very dose pairs, high -powers, ■ 
such as 300 or 40c, and even more, are sometimes ' 
desirable, hut in cases w-iiere the coraponeiitf;; ®yii ' 
distant and the magnitudes differ coiiiSiderably,-; - 
as Vega, Polaris, or PJgel, then a rnoderato ; 
power, such as too or 150, will give excellent j 
j-i?sults. For showing variable st?U's a good field- ’ 
glass is to bo recomhicndeil. lb>r gi’oups of stui’s 
a cornet ej'^epiece, power 23 or 30 jind field about 
wn'll ho best, 'ilie Intier would also be v/cl! - 
adapted for eomet-secking, and for general view,? - 
of large comets, nebrJr;e, and parts of the )l'Ukv 
Way. . 


Stanp 


wiTib Ti:. 

, purposes in the 

I Ct’idt’.'il 

) Coni’try, 
i !did-FiUropo ......... 25° E. 

; East Europe } 

I British B, Africa > 

, Ksyi't i 

. Mauritbi.s, Ac. ... 60° E. 

; Chagos Archipel... 75” E. 

, India 

: Cuicutta 00° IS. 


Stajv'ftaiti Chne. ; 

referred to the meridian of Cfroemvich, has been adonted foi’ r&ilwT.yr, andoth^r 
eoniitrles mentioned in the following table : — 


30° E. 


‘ ’Burma 
Straits Ssttlo- 

i meat 3 

' Hong Kong 
' Borneo .... 

, West Australia. 
' .lapan, Corea 


Fast or Slow on 
CIroemviuh Tiino, 
.. 2/0 fast. 

.. sL fast. 

.. 4/i. fast. 

.. s/I. fast. 

- fast. 
6 ln fast. 


97I2'" E fast. 


■ms^' 1. : 


jh. fast. 


ia...'^ 


230 ° E 8 Ji. fast. 

i3S° E. :...o. .gh, fast.- 


Ccniritl 

!5rer'i(bfin. 


Fusf or S!-'»w on 
Oi'cuot bb 'riisM-. 
. gl'iih. 


2SO'" E, 


272^;.° E. 


200 . 


xxljt. bed. 
i/i. r-Ioiv. 


Country. 

Boufcb Australia ,, 

’Victori.a 

Kew South Wales 

Queen.slaud 

Tasmania 

New Zealand 

’Iceland 23 

AmeHm.. 

Atlantic............ $,oPW 4/.. slow. 

Eastern 75® "W’. ■ ...... 5lj., ,siow,' 

Central 90° V/ 6/0 slow. 

Mountain scs° W 7/0 slow. 

Pacific sterA Vi, ...... m. sloiv. 

Greenwich Time is used in Spain, Bflgium, 
■ Gibraltar, and Faroe (Sheep Islands*), 


Whitaker’s zIlMahack, 1930. 
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^U:a\ rj*r*iT As'Chnsiojh and Declination op : One Hundred Fundamental Stars; vm^rw 

AT GREENAVIOH, for JANUARY t, 19x0. ’ ‘ 


N v"'{t: (Vf SrAU. . 


i Mat?. 


a .... 

j y -i 

* (1 « 

.C CtCi...' 

' c I’lsfiUHl 

»> Tefi 

, a ris'X' -Aiincji'is ; /"> 

; V} Pl-.i;iR3o 

j 1^3 A” 3 ul.i. 3 b 

i a Ai’ietis 

i Cvii 

, a t ■(.. ji 


ShU') 


I 2*1 

i 3-9 


•: 4-5 

3-8 - 
i a-'i I 
*! 3'7 ; 

.1 2'7 ; 

. I Z'z : 


lAiinual 
lijiion. ; Priic.ess. 




fi. 

o 3 44‘o:-f 3-08; 
0 8 36 ’o + 3-09 
o 35 3‘38 

0 39 4*4;+ 3'oo 

0 58 i6”3’+ 3*12 

1 29 32'S:+ 3'oo 
s 26 55“9>27‘33 
s 26 39‘9:+ 3'2o 
I 49 39*9:+ 3-30 
3 2 3‘8,+ 3-36 

, „ , 2 38 33' i: 4* 3-12 

........j 2^3 j s 57 34-4: + 3-13 


—j 3^-9.l3 17 S3’s:+ 4’ , 

liuiri I 3-0 ■.{ 342' 7*9,+ 3*56 


>5 Krsiiuui 

tt I'auri iAtd'‘uar(ni) 

i, A.irji;A:C ... 

a Auriga^ (Cf(2,><.'Ua) 

jS . Orioiiis 

I 'jS Taiiri 

' 5 Orioius 

I a leporis 

CRinnij! 


•i 3’3 

.j X't 
•! 2'9 
• i 0-2 
•1 0-3 
f3 


OJauUw ....I 2-7 


Oii*»m's 

{ ju, Gc'iiihtonim ' 3-3 

^ y OetiJiuorura ; 1-9 

* a €mh Majoris (.SV<r-.v) j-i -4 

.! « Oaiiis .Majoris ! i*6 

? 51 C’ei**^!. I 5-3 

.| 3 (leiiinonmi ....| 3-6 

I efi Ocmiijorinn (OffvDir) i 3*0 

la Canis .Miuoris (/Vvw.Vor) ...i 0*5 

Ocmlnorum {P<dlux) x*2 

sS'Arjjils i 2-9 

€ .IJ;vd,r» ! 3*5 

i Frsj'iB .Majoris i 3-1 

ilAdraj 2*2 

(JrsiD Majoris 3*3 

'..leoais 


3 53 49'8|+ a •79! 

4 30 43; 3:+ 3*44i 

4 51 7*3;4- 3-9o| 

5 10 3*3!+ 4*42^ 

5 10 i2*7|+ 3*88 

5 20 36- 1:4- 3' 79; 

3 27 24‘5'*f 3 ’o6i 

5 28 45'8:A- 2*6sj 

5 31 38-8 -f* 3*04 

5 36 23 4 + 3'I7 

5 50 ^ 7’ 9 ^ 3‘2S 

6 17 3i'o:-f 3-63 

j 6 32 3 o‘8> 3-46 

1 6 41 30*7 + *’<58 

I 6 SS S’3’*i“ 2*3® 

6 58 39*11+29*42 

7 34 45*0,:+ 3*59 
7 28 31 *6;+ 3‘8s 
7 34 3S'4'+ 3‘i9 

7 39 48*6'+ 3-72 
S 3 42*7 ■+• 2*55 

8 .42 0*7;+ 3' 19 
SS3 3'jj+ 4*37 

9 23 9'9,+ 2‘9S 
9 26 So’7|+ 4' 14 


OecUn.'i- 

fcioH. 


lcc.n,o<n,n,t,.) IxllUli |:i: 

.LtAiiiis., ........I 2*6 ,n g 19*5!+ 3*29 

1 3'S Ai 14 so*4'+ 3*01 

2-2 :IS 44 28*2+ 3*30 


+ 28 35 37 +2o;o 
+ 14 41 O +30*0 
+ 55 a 38 +19*8 
iS 28 49' + 19*8 
+ 7 34 21, + 39*4 

” S 38 5^1 + 18 *9 
+ S8 49 34 + 3 e 8'6 
-fs4 52 56, + i8*6 
+20 22 6: + 17 -8, 
+ 33 2 14 +17 '3' 
+ 3 Sx 331 + 15*4= 
+ 3 44 141 + 24*3!. 
+49 .32 30j + i3'o] 
+23 49 39! + « ‘3 
-X3 45 '50! + 10*5' 
+ x6 29 44'+ 7*6! 
+33 I 28I+ 5*9! 
+45.54 25;+ 4*31 

— 8 X'S 28|+ 4*3' 
+ 28 3.1 56;+ 3*4! 

o 21 54!+ 2 * 8! 
17 53 io{+ 2*7i 

- 1 xs 3X + 2*5j 
“34 7 18 + 3*.il 
+ 7 23 27 + 0*8 
+ 23 33 38!- i*sl 
+ 16 28 36' - 2**' 
~s6 35 32.1- 3*6| 
-28 so 57 - 4*f 
+87 II 32|~ s*ij 
+ 22 8 55 - 6*4 
+32 S 13 - 7 '6 
+ S 27 21 - 8*0 

+ 28 14 39 - 8*5! 
-24 2 39 -'10*3] 
+ 6 44 S9|--i3'o 


|y i;rs{8 ArajoriS' ..............j z's m 49 6 'zA‘ rsfi! 

> ® <'Orv!, a*« it* 5 29*6:+ 3*09 


. ■)5 .V.i.rgiiiis ..........I 4*0 lia 15 28 'i.| + 


3 ‘071 


j ^ llerculis. 


j B .Oo.rvi 

I A''isvlnls 

ia { “a n tnn Vouatiooruni 

; a (.bWrai 

I s'' Vu'Kiin« 

' Oi’sjr MVijoris 

4 .'.Boo tils 

a HoC-tis (.'ImDfra.A 

' 

jx .T41 h'; 0..., 

B iii'firc Miiioria 

0 Lj'bnc 

a Uoroiur finvalis 

a Seriwatls 

Sforpit ! 

::.S , i 3*0 \%B .19 37*71.+ 3*x4i-> 3 27 471 

If: »'*9 js-5 22 46*2|+ o*82|+6x 43 4 


3*0 1 13 39 39*4:+ 3*x5 
3‘S 1^2 37 s*9j,+ 3 *o 8 
2*8 ;i2 SI 49*2!+ 2*83 
1*2 ji3 20 27*0!+ 3 *x6 
3'4 *3 30 <5*4 + 3*07 
*■9 A3 43 S9 *B;+ 2*38 
2‘B,;i 3 50 24*oi+ 2*86 
0 3 [h XX 33*4;+ 2*8 x 
2*5 ii4 41, 3*4:+ 2*62 
a‘9 |X4.45 S3'S;+ 3“32 
2*2. ;I4'S0 57’Si~ 0*20 
2*8 jlS' 13 9*7,.+ 3*23 
A*3 ixS-'So 52'.6i+ .2*53 


+ 48 23 44j 

- 8 16 
+52 5 X7i 
+ 24 11 20 
+ 12 34 27 
+ 20 17 50 
+ 62 14 13 
+ 21 
'-x4 17 29] 

+ x5 4 3X 

+54 SI 43 
~32 7 9| 

— O SO 
~Z3 53 57 
-- o 57 19 
+38 48 IS 
*-10 41 30 

8 

+49 45 441 


-13 7 

-iS'S 

~iS*7 

~i6*5 

-17'S 

— 18*0 
-19*3 
-19*5 
-sg'Z 

— 20*0 
— 30*0 

20*0 

20*0 


Kia-'LAw AMUiN .ur x.isi'. 

ASTllO AiOAilCAI 

TABLES. 

liliild A;icf>ndo'n. 

_ The Mean Aseco- 

sioii find Decliua-tion for 
any other year may be 
found from this table by 
multiplyiag’ tiie amiiial 
precession by the, iiiimbe,r 
of yeai's elapsed, and apply- 
ing the result to the quan- 
tities given in the table, 
if the I’equircd date be 
earlier than 1910, the swris 
of the annual variations 
must be changed. In ap- 
plying the eon'ections, to 
reduce to any Qthor date, to 
the Declinations, it must be 
borne in mind th.at N. De- 
clination means + and S. 
Declination and that 
the corrections must be 
added algehmically. 
Configimitmi of l/'iipiter's 
Satellites. 

This column exhibits, at 
the particular hour men- 
tioned, the respective posi- 
tion of Jupiter and his 
Satellites as seen in an 
inverting telescope. The 
white circles represent the 
Planet, and the numerals 
I, 2, 3, and 4 the respective 
Satellites, those on the left 
hand being west of the 
Planet ; a black circle is 
intended to show either 
that the Satellite whose 
numeral it stands in the 
place of is in the shadow^ 
of the Planet (eclipsed) or 
else is behind the disc of 
Jupiter (occulted) ; the sign 
indicates that the Satel- 
lite in question is on the 
disc of the Planet. 
SidermlTtme at JfeanXoon. 

Tliis column indicates 
the Sidereal Time at Jlcan 
Noon on each day of the 

ve.'ijc hmS id rn,-. f-iin.v 


i AS- 39 50’O{+ 2'94 + 6 42 30 -11*5 
2*7 ,16 ■ o i*'i| + , 3*48 -19 33 35 -10*0 
3*0 ii5 ' 


“S9'9| _ 

19 'Bj year, and is the time which 
19 ‘S' the Observatory or astro- 
-18 *81 munical clock should show 
9 )-s 8 *s 1 when the yiean Time clock 
.41 “ 18*0; points to Hoon. and, in cou- 

+ •£8 so S5i~i7’8i ncction with the talJe on 
+ 1939 3j"-i6*8j p. 75, serves to couvejt 
+27 27 I2|“ IS ‘SI Mean Solar into Sidereal 
-tS 40 5 -is*o| 

+74 31 24 -14*7 
~-9,3 S|-i3‘4| 

+ 27 


5 -13’' 

I -13’; 
!0 -ii*« 


Heorp|i^(i /it arm) 


& LasBiopeim, nia^mtudu rmgQS from «*2 to 


-i ■x*3.:;i5,-23-53'2j+ 3’67h--2« 13 Sg] 
S'o 16 37 S 3 * 5 j+ 2*30 +31 45 ssl 


9*3 

a-al 

7'oJ 


Time. 

J/ eavTmie at SiderealXoon. 

This column indicates 
the time which should lie 
shown by tlie Aleuii Time 
clock v/heu the first noint 
of the sign Aries is on the 
meridian, or, in other word.s 
when it is Sidei-eal Hoon! 
aiid is useful for changim^ 


Yv * ■ ■ o "r* ^ magnitude ranges from 2*2 to 

g Ononis, m agnitude ranges from 1 -o to 1 *4. 2 2 to 3 7. 

whitakier’s admanack ' 19ia 


Mean Right Ascetision and Decimation of loo Fundamental Stars, 93 


■ Name of Star, 


OpMiicM 

Herculis 

Opliiuchi 

Dracoiiis 

Ophiucbi 

Herculis 

Dracoiiis 

UrsjE Minor is 

Sagittarii 

LyriB (Vega) 

LyrsB 

Aquike 

Xlrsai Miiioris 

Aqiiike 

"Aqulliie 

Aquilffi (Alt air) 

Ac|uike 

Capri coriii 

Cygni 

Cygni 

Cephei 

Aquarii 

Cepliei 

Pegasi 

Aquarii 

Aquarii 

Pegasi...... 

PiscisAustralis(jPojj(aZ/ia'it9j 

Pegasi (Markab) 

Piscium 

Cephei 

Piscium 


Mag. 


3*4 

var. 

3*4 

30 

21*1 

3'5 

2*4 

4*4 

4*0 

0*1 

var. 

30 

6*6 

3*4 

2-8 

o'9 

3-9 

3*8 

1*3 

3'S 

2*6 

3’3 

3*4 

2-S 

3*2 

3*9 

3*8 

1*3 

2*6 

3'8 

3*4 

4*0 


Right 

Ascension. 


16 53 24'4I 

17 10 32 *6 
|j7 x6 28*8 
17 28 23*9 
17 30 45*4 

17 42 56*1 
\^7 54 31*0 

I i7’8 
8 22 8 
|x8 33 53*5 

18 46 45-4 

19 I x<S*4 
19 20 58*3 
19 20 57*6 
X9 4X 58*9 
19 46 23*5 


Beclina- 

tion. 


Ann. 

Prec. 


+ 3*86, -f 9 30 S®|“ S '7 
+ 2-74; + 14 29 3® “ 4*3 


+ 3*68 -24 54 38, 
+ I *38, +52 22 4; 
+ 2*78 +12 37 30j 
+ 2 *37,' + 27 45 22| 
+ i* 39’ + 5 x 29 57, 


i9*5i!+ 86 36 51!+ o'lj 


3*8 

2*8 

2*5 

x'S 

0*5 


+ 3'59j-2i 4 59 +0*71 


+ 2*01 +38 41 58! + 


+ 2-2X+33'iS 
+ 2*761 + 13 43 4S 
-“70*41. + 89 o 22 

+ 3*01 + 2 56 5 

+ 2*85 +10 23 36 

_ + 2*89 + 8 37 48 
X9 5° 53*5 + 2*94:+ 6 lo 53 
20 13 3*7l+ 3*33! -X3 49 28 

20 38 21 *81+ 2 *04' + 44 57 30 
9 6*3'+ 2*551+29 sx 26 

iai 16 26*oi+ 1*411 + 62 12 14 

121 26 49*3!+ 3 *i 6|-- 5 s8 3 

21 27 30*2'+ 0*79, +70 9 56 
39 45*9 + 2*94 + 9 27 43 

122 1 9*7;+ 3*o 8 - o 45 27 

{22 17 0*5'+ 3*09:— 1 50 28 

122 36 58*4'+ 2-991 + 10 ®x 4x +x8*7 

122 52 43*8 + 3*3o:- 30 5 58j + x9*2 

123 o i6*6;+ 2*98 +14 43 151+19*4 
I23 X2 30*0'+ 3-06 + 2 47 251+19*6 

35 38*8 + 2*45 +77 7 48|+i9*9 
33 54 4X*3 + 3*07 + 6 ai 541+20*0 


3;ot 

+ 4 li 

+ 5*3 
+ 6*1 
+ 6*9 
+ 8*6 
+ 9*0 

+ 9*3 

+ 11*0 
+ 12*8 
+ 14*7 
+ 15*2 

+ 15*7 

+ 15*8 
+ 16 *4 
+ 17*4 
+ i8*i 


Sidereal into Mean Solar 
Time with the help of the 
table on p. 76. 

Polioimg the Phases of 
the Moon on fiie first page 
of each month there will 
be found, as well as the 
times of Apogee and Peri- 
gee, the corresponding- dis- 
tances from the Bartli to 
the nearest 100 miles. 

The mean distance of the 
Moon from the Earth is 
238,840 miles. 

Under the head “ Edip.se3, 
Occultations, and other 
Celestial Phenomena,'’ in 
each month, will be found \ 
the “Mean Time of the 1 
Sun’s Semidiameter passing ’ 
the Meridian ” for the sth 
and 20th days. This will be 
useful in deteriiiining time 
by the Bipleidoscope or 
similar instrument, when, 
from the interference of 
clouds, &c., only one limb 
of the Sun is observed. 
From the values on, the sth 
and 20th, that for hny other 
day can be easily inferred 
with sufficient accuracy, the 
change in the appareiitsemi- 
diameter being very slow, 


0.1 Herculis, magnitude ranges from 3*2 to 3*9. Lyrae, magnitude ranges from 3*4 to 4*5. 


Mean Eight Ascension and Declination op some Fundamental Stars, Visible in the 


Mag. 

Bight 1 
Ascension. ] 

Annual 

Precess. 

Declina- 

tion. 

Ann. 

Prec. 



U 

«.l 


s. 

0 


« 

a 

2*9 

0 

2X 

2*2 

+ 

2*51 

-77 

45 

40 

+ 20*0 

0*5 

X 

34 

21*8 

+ 

2*23 

-57 

4x 

38 

+ 18*4 

3*x 

3 

48 

37*3 

“ 

0*98 

-74 

30 

54 

+ 10*9 

-I'O 

6 

21 

57*2 

+ 

x'.33 

-52 

38 

47 

- 1*9 

2*2 

9 

X4 

40*8 

+ 

I *61 

-58 

53 

SO 

-iS*x 

var. 

10 

4X 

34*0 

+ 

2*32 

-59 

X2 

40 

-i8*9 

4*3 

X2 

x 3 

2*7 

+ 

3‘4<> 

-78 

48 

45 

— 20*0 j 

x*o 

12 

2X 

35*0 

+ 

3*32 

'—62 

36 

X 

~ 20’0 1 

0*8 

!x 3 

57 

27*8; 

+ 

4*2X 

1-59 

S 6 

21 

-X7*5 

I'O 

I 14 

33 

29*41 

+ 

4*54 

I— 60 

27 

44 

-IS*? 

*9 

16 

39 

7*5! 

+ 

6*32 

|~68 

5x 

49 

- 6*9 

5*5 

X9 

x6 

26 * 9 : 

+ 

97*82 

-89 

14 

18 

+ 6*6 

2‘0 

,20 

18 

320 , 

+ 

4*77 

,-57 

X 

27 

+ ii *4 1 

1*9 

'22 

2 

33*9 

+ 

3*78 

'-47 

23 

■5x 

+ 17*5 i 

4 Argus, 

nil 

igmtiide varies from 

I to 7 * 5 . 


Name of Star, 


HydrI 

a Eiidani (Ackernar) 

y Hydri 

a Argils (Campus) 

I 6 Argils 

4 Argils 

j3 Chaimeleontis 

ai Crticis 

jS Centauri 

a2 Centauri 

a. Trianguii Australis 

or OclaiitLs 

a Pavonis 

a Criiis 


a Centauri. 

It is supposed that this 
star, one of the brightest in 
the Southern Hemisphere, ! 
is the nearest of the fixed i 
stars to the Earth. Br. . 
Gill gave to it a liaralla.’C i 
of o*7s”, Avhieh would i 
make its distance from the 
Earth 275,000 times that ! 
of the Sun. At the i*ate : 
at wdiich light travels : 
through space, it 'would 
re(iuire four years and four ■ 
months to reach the Earth ' 
from this .star. 


A TABLE OF THE HUMBER OF DAYS FROM AHY DAV IH OHE MONTH TO THE 
SA31E IN ANY OTHER MONTH IN ORDINARY YEARS, 


3*amia.ry ... 
Fehriiary ... 

March 

Ajwii 

May 

June 

July 

August 

September 

October 

November 

December... 


Jan. 

Pttb. 

Mar. 

April. 

May. 

June. 

July. 

Aug, 


Oot. 

Nov. 

Dec. 

365 

31 

59 

90 

120 

IS* 

x8x 

2x2^ 

243 

'273 

304 

334 

334 

365 

28 

59 

89 

120 

150 

' x8x 

2x2 

242 

273 

303 

306 

337 

365 

3* 

61 

92 

X22 

*53 

184 

2x4 

24s 

27s 

375 

306 

'334' 

385 

30 

61 

9X 

X22 

*53 

*83 

214 

244 

245 

276 

384 

335 

3^5 

3* 

61 

92 

123 

IS3 

X84 

2x4 

2x4 

245 1 

273 

304 

334 

36s i 

30 

■61 

92 

X22 


*83 

184 

215' 

243 

274 

304 

: 335 

365 

'3* 

62 

92 

123 ; 

*53 

X53 

184' 

212 

243 i 

273 

304 

334 

36s 

■ 31 1 

6x 

93 1 

X22. 

122 

*53 

i8x 

2X2 

242 

273 

303 

334 

36s 

30 

6x 

9* 

92 

123 

151 

182 

2x2 

243 

273 

304 

.335,1 

3§S 

31 

■ .6x'..'. 

61 

; 92 ' 

X20 

>5* 

181 

-2X2 

242 

273 

304 

334 

,.365 'i 

30 

' ; 3^ ] 

'62' 

90 

■ .xaX' 

151 

I 182' 

2x2. 

243 

274 

304 

335 

36s, 


WHITAKER’S ABMANACK, 1910. 


1 


Asiroiioirdml and of her Xote,^. 


,ST<.‘NS OF THE ^OJDIAC. i 

T Ft;F->r, itic- fiatii ; b T;niriu% the Bull;* 
n the Tu’iua; 0 Otmrer, tlie Oral>;, 

}.> i>, iikc r,ii>5, ; t^v> F'/Vi/rt, t.he Lthru, \ 

tlu liaj.-utt'v; ni ^ivi/vj/o* tile Scorpion; / nojjif- \ 
i!it’ Aicher; IC' Oapncitnuf!^, the Ooat; ' 

. / the Water- Beaver; ^ the 

i .Fklies. 

ASTROXOWTCAL BEFIXITIOXS. 

Tin". thee inea throirihont this Almanach, M ith 

. ; lie wile exception of that of Hij^hA^hiter atlhihiin, ' 
H Ove^.-tiuieli Alean Time, or the time which ^ 

: .-.houlti Ste nho'.vm hy a well-rcyulatcd clock; the i 
. eohmni headed “Sun hehire or after Clock” j 
i u1^t^s the dijrereuce hetwcen mean ami ! 

‘ time, or the lime as sliovvn by the Sun. i 

i \. .N'orth ; S. South ; E. East ; AY. AFest. i 

; h. hours ; in. minutes of time ; a. seconds of , 

, lime ; dey^ of arc. or thermometer; ' minutes ' 

; of arc; ” second.s id arc. i 

1 C’liiJnndi^iiL—A Vianet is said to be in Con- | 
1 jiiiit tlou with anotlmr body Avhen it has the ’ 
' same lou'^iurle, and is .seen in the same direction 
I in the heavens. It is obvious that in the case of I 
! the inferior Planets tiiis Conjunction will he of ; 
; tnoki^s~the one wiicn Uie Planet is between ^ 
i the Earth asid the Sun, called infet'ioi' sConjiinc- 
tiou ; and the other when at the opposite point ■ 
; of it.s orint, with the i^uii between the Planet i 
and the Eurtli, called snpimo)- Conjunction. The i 
latter is the only kind of Conjunction that can ' 
happtm to the .v«j>c«or Planets, Al.‘ir.s, Jupiter, 
Saturn, rranus, and Xeptunc ; the infenop 
Piauct.s, .MVi’cury and Venus, beiii" subject to 
hfdh kinds. 

0/>n<w?7/o3). --A Planet i.s said to he in 0})posi- 
tion vviieu it is distant from the Sun xSo'’ **f longi- 
tude, at which time it is most inilliant, .souths 
; about midniy’ht, and is, generally, at its least 
di. "stance fcoin the Earth. 

EAmou-Ju/iL -The inferior Planets, in their re- 
Vfdutions round the >Sun, appear to an observer 
on the Eartii to swing pcndnlum-likc from .‘?ide 
1 to side, i»eing alternately east and west of the 
Am ; the greatest Etfiigation i.s the torminal>ion 
I of one of the swiims, cithei' east or west ; and at ' 
' Uicse times tie? Planet axtpcais, when viewed ! 
j through a tclesco])o, like the l\loon in her lirst ' 
; ijiwitrt^r if the Elongatitm be in the east, and | 
' (ike Ijej- last uuarter if west. Both Mercury and I 
! nu;- exhibit ihewe phases, passing from new I 
full while nn'^ving from interior to superior j 
Voujuaetiun. and from full to now again while ' 

' pa.ssing from «ujieviov to inferior Conjunction. i 
‘ c I'vltaiifiU. - It oftcii happens that the Moon i 
iij h.T orbital moti^m passes before, and hides * 
frnm n speetator im the Earth, ccitidn of the j 
Fixed Stars, and occasionally one or other of the ' 
; Phimds; these oecurrenecs are called ; 

• uuoug the “ < Viestia! Phenomena ” are given the 

' time? at which etutain of these Occuitation.s take ' 
i ]daec, as well as the exact point on tVie IMoou’s ' 
i iimb where IIjc observer i.s to look for the phe- 
i nonienon : this puint is reckoned from the true ; 

' vmiex, »»r highest upper nortnmof the Moon's ! 
image, conuling coufinuously towxarda the Ea.“t | 
from o'" to 360*. Tiiti di.sappearanee always takes ! 
place the left-hand .sulo of the Moon, and the I 
J ! e.ippf nr am;c r.u the right, but vU '4 rarsd when } 

; v!..>w<'d through an inverting or astronomical I 
\ tchiscffpo, st.irs to the .sixth magnitude inclu- i 

* Hfvc hare hwn fntduded in thi.s summary. j 


i Time 0/ South in g i.s the time 

i at which the heavenly )>odie.s jiass the Vferidian, 

: and is so called hee.aiisc they are then duo south. 

' The Meridian being a great circle xaissiug through 
j the Pole and Zeiifth of the place, the southing 
j will also he tlic time when tliey attain their 
1 greatest altitude above the horizon. 

Rtfiiiig, Setting, Rigid Aftcension, and Deeli nation 
of the Idanets fleanuR, N&ptune, CercR, Pol- 
itic, Jvno, and Va-taj, 3:910, nhoiit the fhneR of 
(ippi)Rition,at Menu Koon of thereepeet ive duPR. 

! PRANIT.?. 

j ! Pascs. I Sets, B.A. Peel. 

PfiJX ' H. M. j U. Jf. H. M. .S. o / ), 

June 22' 9 43A 1 3 55ir ip 44 50 zt 47 ziS 

j July ' s! ■ 9 zA j s S4M ig 43 17 si 5s asS 

1 ■ „ ii! 8 22A I '4 ssM 19 4i'37 osx:..s5 32^ 

! „ 21 7 41A j s 'S9.39 '53 ■Z2..S9 4®S' 

1 ■ ,3*!, 7 :iA * 3 loM ■ ig 38 ,14! 2* 3: 39s 

! Aug. 10; 6 siA!' z 29M ig 36 40! ;aa. 7178 

j In Opposition July iS. 

KF^PTUNE. 


1910 Jan. 10 3 ssA ; S 


se.?. Sets, ] R.A. ■ I' Decl.^ 
M. H. M, H. M. s, A u 

35A 8 ' 47M 7' '18 ■ z$\zt 35 23N 
S5A' 8' 6M 7^17 i3':2x 32'43N 


Bay. ! 
Sejit. s6} 


20' 3 14A I 7 2(>M'j 7 x6 slai: 35 , 3N 

30^ 2 34A j 6 46M 7 14 53I2S 37 s8N 

9' 1 52 A 6 6M j 7 13 sxizi 39 23^1 

19 X 12A I 5 26M ■' 7 x2 S 7 4 s 3 ^ 3 ^ 

In Opposition January g. 

CERES. 

Ui.'ses. Set.s. j R.A. Beel. 
n. M. a. M. ! n. m. k. „ , n 
8 2iA 7 40M I 39 x6 5 24 35s 

7 41 A 6 49M 1 33 S4 & 458s 

6 s6A s 59^f 31 2 S ® S* 2!sS 

6 . 13A .$ 7AI I 16 s6 7 27 38s 

5 26A 4 xgM 183 7 48 57S 

4 39 A 3 32M I o 4xj 7 53 X4S 

in Ojipo.gitlon October 9. 

Pallas. 



f 

Ri 

^ses, 


its. 

r 

i.A. 

1 


Dec 

L, 

B.'ty 

•. 1 

K. 

M. 

n. 

M. 

«. 

xt. 

s. 

. 


it 

Aug. 

3 

6 

asA 

8 

2SM 

22 

9 

14 

xo 

55 

ssr 

,, 

X3i 

S 

43A 

7 

333f 

22 

2 

*9 

9 

38 

31 

„ 

4; 

5 

SA 

6 

3831 

2X 

54 46 

8 

0 

xaN 

S<cpt. 


4 

zyA 

S 

42AJ 

21 

47 

IS! 

6 

6 

2'N 

IT 

12! 

3 

SzA 

4 

45AI! 

21 

40 

agt 

4 

s 


}> 

22,' 

3 

17 A I 

3 

SO.W 1 

21 

35 

4 

X 

£5 

44N 



in i)ppo.«it 

ion Angu.st s6. 







Tl 

'ISTA. 









P.i 

,ses. 

Sets, t 

r 

LA. 



Dor 

L 

Bay 


u. 

M. 

m 

M. 

H, 

M. 

s. 

g 



Oct. 

4 

7 

26A 

8 

2SM 

a 

45 

'16 

4 

37 SiN 

■,5? 

X4 

6 

43A 

7 

34M 

2 

37 

45 

3 

48 

56H 

»» 

24 

S 

S 9 ^ 

6 

42M 

■ 2 

a8 

30 

3 

2 


Kov, 

3| 

s 

13A ! 

5 

SgAI 

2 

18 

34 

2 

24 

47- 

,, 


4 

26A t 

4 

SgMj 

a 

9 

xo 

a 

X 

gN 

: „ 

23!' 

3 

40A ' 

4 

ll.¥ 1 

z 

■I 

KX 

X 

54 

56K 



hi 

Oppo 

wit ion Oct 

ober 2; 

3. 




}■ II. ' 'M. S,' J- V/' ■' 

4. 20 58 ,X, 3S 47S . 

4 20 8 03 22® 

4 as 3a 1 34 16N 
4 217 S7 3 ig 35iy 


JUNO. 

' I Sets. I R.A. I Bee!. 

Bi'.y. H. M. j n. M, ' ir. M. s. ; „ j ,7 

Jan. 3 42 A, 3 38:vr 42058 135473 

„ «' s S4A 3 6M 4 20 8| o 3 22® 

„ 21^ 2. gA 2 37M 4 aws 3a X 34 16N 

„ 3 A I a? A a 12M 4 27 57 3 ig 35!^ 

leb. •aot, o 46 A, : ,1:4911 -436 6 3 6 45K 

„ 20' o loA I X 28¥ 1 4 46 37I § 51 xs-JT 

IVo Oppo.sition of Juno in igto ; the last Opposi- 
tion took place on November 30, xgoa . ” 

Tljft tinie.'s of .Southing- (if each of the' above 
plancte may he obtained xvith suffioieni accmr.cy 
by taking the aritlimciical mean between the 
time? of itising and .Setting. 


^7!TTAKEE*g ALMASTACE,, J910. 


Cable of tfje iSlngs anb Clueens of iSttglanir. 


95 


Acress. 

Died. 

Age. 

Rgnd, 

827 

839 

_ 

32 

839 

858 

— 

ig 

858) 

Sssi 

860 

866 



z 

B :■ 

866 

871 

— 

, ' 3 - ' " 

87s 

got 

Sa 

30 

901 

92s 

55 

,24 

925 

940 

45 

*5 

940 

946 

®S 

6 

946 

9 SS , 

— 

.9 

9.55 

958 

s8 

3 

958 

975 

32 . 

Xf 

975 

979 

•— 


979 

10x6 

48 

37 

1016 

10x6 

27 


10x7 

1035 

40 

x8„ , 

103s 

1040 

— 

s .. 

X040 

X043 

— 

2. 

1042 

1066 

62 

24 1 

X066 

1066 


0 1 

X066 

1087 

60 

23 1 

1087 

1X00 

43 


xxoo 

1235 ■ 

67 

3 S i 

S135 

IIS 4 

SO 

*9 j 

IIS 4 

1189 

S <5 

35 

ix8g 

S199 

42 

so 

1199 

12x6 

SO 

*7 

tzt 6 

1Z7Z 

65 

S6 

1272 

1307 

68 

35 

X307 

3327 

43 

20 

X327 

3377 

65 

50 

1377 

Dep. X399 

34 

22 

3^399 

1423 

1 47 

S 3 

1413 

3422 

34 

9 

1422 

Dep. 146x1 

49 

39 

£461 

1483 

41 

22 

X483 

1483 

*3 

0 

1483 

*485 

35 

2 

3:485 

3509 

53 

24 

1509 

IS 47 

ss 

33 

1547 

*553 

16 

6 

'1553 ' 

*558 

43 

5 

ISSS 

1603 

70 

44 1 


DYNASTY. 


Bgbem 

Ethelwitlp 

/Ethelbald ............... 

IEthblbert ........ 

Etselred 

Alered...... 

Edward the Elder ... 

Athbilstan 

Edmund 

IDRED 

iDWY....... 

Edgar 

Edward the Martyr... 

'Etheleed II.. 

Edmund Ironside 

Canute 

Harold I 

Hardicanuts 

Edward the Confessor 
Harold II. 


! 


William I. 
William II. 
Henry I 

Stephen .... 


Henry II. . 

Richard I. ... 

John 

Henry HI. .. 
j Edward I. .. 

I Edward II. .. 

I Edward III. 

I Richard II. 

I Henry TV. .. 

Henry V...... 

Henri VI. .. 


Edward iv. . 


Edward V. ... 
Richard III. 


Henry TII. .. 

Henry Till. 
Edward vi. 

Mary I 

Elizabeth ... 


Saxo7u and Banes. 

Blrst King of all England 

Son of Egbert- 

Son of Ethehnilf 

Second son of Etlielwnlf 

Third son of Etlielwnlf 

Fourth son of Ethelwulf 

Son of Alfred 

Eldest son of Edward 

Brother of Athelstan 

Brother of Edmund 

Sou of Edmund 

Second son of Edmund ......... 

Son of Edgar 

Half-brother of Edward 

Eldest son of Etlielred 

Bj’’ conquest and election... 

Son of Canute 

Another son of Canute 

Son of Ethelred 11 . 

Brother-in-law of Edward the Confessor.. 

The Bouse of Normandy. 

Obtained the Crown by conquest - 

Third son of William I ... 

Youngest son of William I. . 


Third son of Stephen, Count of Blois, by) 
Adela, fourth daughter of William I. ...> 

The House of Plantagenet. 

Son of Geoffrey Plantagenet, by Matilda,) 

only daughter of Henry I. ) 

Eldest surviving son of Henry II 

Sixth and youngest son of Henry 11 

Eldest son of John 

Eldest son of Henry III 

Eldest surviving sou of Edward I. 

Eldest son of Edward XL 

Son of the Black Prince, eld. son of Ed wd. III. 

The House of Lancaster. 

Son of John of Gaunt, fourth son of Ed w. III. 

Eldest son of Henry IV. 

Only son of Henry V. (died S471) 

The House of Torh. 

His grandfather was Paehard, son of Ed-' 
mund, tlfth son of Edward III. ; and his 
grandmother, Anne, was great-grand- 
daughter of Lionel, third son of Edw. III. 

Eldest son of Edivard IV 

Younger brother of Edward IV. 


The Bouse of Tudor. 

Son of Edmund, eldest son of Owen Tudor,] 
by Katharine, widow of Henry V. ; his I 
mother, IHargaret Beaufort, was gi-eat-f' 

granddaughter of John of Gaunt j 

Only surviving son of Henry VII 

Son of Heiny VIII. by Jane Seymour 

Daughter of Henry VIII. by Kath. of Arragon 
Dau ghter of Henry VIII. by Anne Bole^ni ... 


Sobcivlgns of Scotland from a.d. 1057 to ttc ©nlon of tiye ©rotons. 


Names, Began to lieigii. 

IHalcolin (Ceanmohr) 1057, Apr. 

Donald {Bum) X093, Kov, 

Duncan SC94, May. 

I)onald(Rfflni!-Orest. logs, K ov. 

Edgar S097, Sept. 

Alexander I.. 1x07, Jan. 8 

David J 1124, April 37 

jMalcolm (Jfcwde-7#)3ci53, Alay 24 
William Dec. g 
Alexander II 1214, Dec. 4. 


Naines. Began to Reign. 

Alexander III 1349, .Inly 8 j 

Margaretof Korwayz286, Mar. 19 

John Baliol saga, Kov. 17 | 

Robert I. (? 3 riice)... 1306, Mar. 27 | 

David II ^329, June 7 | 

Eobeiii II. (Stewart) 137K, Feb. 22 

Robert III X390, April 12 ; 

James 1 1406, April 4 ■ 

James 11 ^437> E<ib. 20 { 

James III 1460, Aug. 3 I 


Names. Began to Bvigti. 

J.nnes IV 1488, June 11 

James V XS13, Sept. 9 

Mary 1542, Dec. x6 

Francis and !^Iary 1538, Axm 24 

Alary 1560, Dec. $ 

Ileitry and Alary ...sges, July 29 

Alary 5567, Feb. 10 

James AH 3:567, July 29 

(Ascended the throne of Eng. 
as James I., 24feh Alarch, 1603.) 


avhitakbr’s alaiakack, 1910 . 




Iai!ir(s ait's ©ttCEttS of #«at Britat'n. 





TJie Jioruie of StiMfi't, 






. - L-: * 'i f 

Sou of Alarv, <)uceii <if .Scots, gTauddau. of( 



B9 


.kVlLd i. ( V I. 

01 5Cot.) j 

.lames I V. M<!r,i':a.ret, dan. of Hen. VII. J 






Oulv surviviu4 son of .ranies I 

i 6 z 3 

Bell. 1649 

48 

24 

Aii.’iUlU':;' IL 


Fidu.-’A hou of Ci-iiirles E (restored 1660) 

1649 

1685 

SS 

36 



(Jmiiinoimealfh th'dared Map tg, 1649. 





OJusi 


Lord Protector. 2633- 8. lUdurrd Uronrweit, Lord Pro 

tector,iGK 

8-ij. 


JAVIPil'E(Vli 

, of Scot, h 

•Second sou of diaries I. (died 16 Sept., 1701)) 


T:>ep. i€S0 




1 

5'uterrcu‘uum. Dec. ie. i 638 — i'eb. 23, 2689) j 


i,>ec. 1702 


3 

-’iVri.'.j.iAi Hi. 

i 

S<)n of 'Uddliani Priuce of Omiige, l»y Alary, | 






) 

rJaue'hter of Gharle.sl ;• 

tSBg 

1 ..‘yU- 

5^ 

X3 

)i,viv ri 

1 

Eldest daue:hter of .Tames II 1 


1 XC'94 

*:io 

6 









■ 

Tim Home of Hanover, 





GponoPE .... 

f 

Sou of Elector of ilauover, by Sophia. \ 



' fm 


* \ \ 

ilrarAiteivjfSlizabeth.daagiiterof Ja.me.sl. J 

2714 

1727 

&7 ^ 

S3 

■'’ll.';, Vito J] 11. ... 


Only son of Georse I 

1737 

1760 , 1 

77 : 

3.3 .. 

EriOUCtJll ni, 


Graruisoii of George II..... 

S7'So 

, s-Sso ! 

82 : 



Ip i'll. 

tinl)' dticftts t'jje ©nttcii 

in* 



■ Xarae. 

DYNASTY. 

Access. 

: Died. 

; 

kaud. 



The Jlouge o f tlanorer — conti Ui'md. 





flKoPGK ITT. 


(ib.'gency eouruienced gtls February, sSii) 

ISO! 

sCso 

' Si ; 

S9 

Gkougb r*'.... 


-Eldcsi S'>n c.f George lil 

■ iQzo 

2S30 

68 ; 

lb 

WjtTJA.d' IV. 


Third Sou of George Ttl 

1S30 

SS37 

73, 1 

.7 

)'l.Ci’OKIA 


Daiigjiler of Kd'.vartj, 4tJi son of Geoi'se HI. 

^837 

I got 

■ 8 x 1 

63 



The Nome of da.te-Cohitrg, 



! 


.Ebvapi* vn. 


Eldest son of ()aeeii Vietoj-ia 

1902 

U'UOM ;l!oD S*i.’ 

'isf-mvE 


agicisij 


lNl>B?F,\T)15>JT PnlSOES, A.I>. 840 

Kodcriek tko f^reat 

•Xisarawd, soh wi ifo-lwiek..., 

Hcnvfel IMii, the Good 

leiim uh '4 tav:o 

!iuv.e.l ii.p Xt'iau, i1<o Bad 

Ills bruUier 

>icn?dit'i ;irH)vV«;a :ij) TiifA'i.'] 'Jd.i .... 

I'.iwal ‘rtp ’.if ap tdwal 

Lic’-vtllyii apSiUyllt 

;sp uhvul ap Aloysio 

tdnilith ap Llawellyn ap Si f suit 

Tdadfija 

Tr£i}i.iatn ;if> Car.'i'lor 

Gvhlirh up ^'.utan 

fHvain tiwyut'dd 

l"*avfd at;» Owalu Thtyucdd 

Khineii,'', i! f iuopvit - 

Hjivi! af» Liowfdyii 

r.h'U (-113 a ;ip f P'iiiith.ki.U 


5obntis«.s auti i3rinrt«. 

to XsSs. ' E'sGMSH PrjNCFS, A.l). 12S4 TO xc,02 

840 E(U'';ird of (’ariiarvoij {'Xiiia' Ed'.v.v.'d 11 .,', 

877 Itoi'i’. 1384; cri'ntcil Eii'jct of V)'iiies', ... 

r42 Edwai'd tiio blaek Prince, .s. of Edo'd. If.!. 

948 n ieliartidf idiju'd IE), w, of ilie Bkick rriuce 

97a lioiirj (.'f Moiauoiit'ii (Ucnry 

584 fvi-.v£ir<i of 'We>-tniiijsle]‘, soli .)[ IPaiiv VI. 

98:; TCdu'ai'u of Vdisuniuster flid uTO'/i V.}’ 

99a, E*l;v:ivd, so,n <51 .Iticbarvi 3 fj, (d. 342;’) 

lots Ai't'iur 'riifpsr, soil of fiein^'YXX 

1023 ■ liuiry ‘’i'luiov (■'■leu. A” 1 1!.), s. of iU-iivy T] E 

1034 E'Oiiry V, Stuart, .sou of Jaiua.s ’ 1 . (d. 'i 6 is) 

1C63, (“'iiarle.'j Stuart (Charlei? I.‘), .s. of .i.ruies i... 

1073 rharles (Cluu'lci IE), .sou of El'.aric'i I 

1079 <<t.;oi'ii'(‘ Aiie.-'.istris (Geo. Ti'.), s. of Gt-tr/eo I. 

ny'd Ercdel'iek i.ovvts, s. of Oeorrte iJ. (d. x73-£) 

1x69, (Xocii^o VtilliHin Ki'e<]eriek (Geova'C IEl ?* . 1 . 

1x04' GeoriLX* Aup'U.stu.s FredHrick (Cooip’e IV.)... 

y.240 , Aihort .Ivivartl f Edwaol VIE)..... 

;!d;dii laSs , Georiro Eroderick Eiuiost Aibort 


4tiT.!i'!iirnls of djc JLfiiitftr of anicrira. 


Thrlaraf iou <»r IndciKialonre 4 didj 1776 Frank] iu Pierce 

I t»<‘\ieranVn.s!du<^'iuuljrNt Frcaideut, x7S9aua 1793 James Bueliarian | 

' Eplui .Ulams 2797 Abram. Linooin (;i.s,sjt,s. 14 Apn xtcs) 386." and : 

TEoiUii. .E-dor.ou i2ox and i8c 5 Andrev.'- .loliirsou (eleeled a.'i Vice-Pr^-ku-id) ■ 

I'- .Taurus Mufisou and SS13 Ulysses S. Grant 1869 and : 

.nvaics ?,P>]iroi.‘ 1827 ami xSas 'PsiTherford Purclsai'd Haye.s ■ 

J (isu Q tith-.v .Eun.is sSjs-p J.-imesA. Garlleld (as-'a,s.\9 jBZ:) ■ 

Ambi-W .Eick'.on 1829 amJ 1833 CiiosterA. Artliur (elected as ■Vie.c-'Prcs.) ... ■ 

■ Mr.’tlu Van Eureu 1837 Grover Cievedand A... ■ 

^ 'VV Siam ITeuv.v liavit.on ulied 4 April) 1S41 ' Benjamin liains.an (h. 20 Aip"., sSt^) 
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Ti?k Une (or r;iilier Hiies),of native sovereigns 
is a very long one ; some Irisli historians have 
traced the succession to about the period of the 
i'Juod, “ beforo ’.virlch time there were many 
princes,” bu t, unfortmiately, the records have not 
bocji TU'eserved. According to Keating, the first 
sovereigns after the Milesian Conquest., of whom 
there is uiiy ‘‘absolute certain ty,” were Ileber and 
Heremon, Milesian ]>rinces from (ralicia in Spain, 
’^^ho conquered Ireland, and gave to its throne a 
race of xjz kings. These two princes reigned 
jointly from the year E300 B.o. till isgx, vriien 

IRISH SOVEREIGN'S AFTER 
Eearaidliacii-Fioniaclitna— “ a most just and a.p. 


Heremon alone ruled. Of their successors, who 


reigned from the year 128s b.o. to the Christian I 
Era, about 169 in number, only fifteen died com- ; 
fortably in their beds ; four died of the plague or 1 
some malignant distemper, the rest being nssassi- \ 
nated, killed in battle, or dying other violent ! 
deaths. Home Rule was in existence from the i 
earliest times till after the Conquest of Ire ia; id b\' * 
Henry II. in 1172 ; the Rulers, however, appear to i 
have had anything but a peaceable, quiet time, i 

The following is an “ authentic list” of— ! 


good prince ” ; slain by his successor 

Fiacliadh-Fion — slain by his successor 24 

Fiachadh-Fionohiidh — the Prince with the 
White Cows ; “ imirdered by the Iri.sb. plo- 

__ beians of Gormaught ” 27 

Cairbre-Ciiicait— -murdered in a conspiracy... 54 

Elim— -slain in battle 59 

Triathal-Teachtmar — slain by his successor... 79 

Alai, or Muil—slain by his successor.. 109 

Feidhlimhidli — “an excellent justiciar”; 

died a natural death 133 

Cathoire Alor, or the Great-had thirty sons 132 
Conn Oeadchadhaeh, called the Hero of the 

Hundred Battles— -slain 135 

Conaire—killed 345 

Art-Aonfhir, the Aiehmclioly— slain in iuittle 153 

Lughaidli, sumaraed Mac Conn thrust 

through the eye with a spear in a conspiracy 382 
Feargus, surnarned Black-teeth—nuirdered at 

the instigation of his successor 312 

C'ormac-lJlihada— “a Prince of most excellent 
wisdom, and kept the most splendid court 
that ever was in Ireland” ; choked by tlie 

bone of a fish at supper 213 

Eochaidh-Gunait—killed 253 

Oairbre-Lifreaclmir — slain iti liattle 254 

Fiachailh — anccccded his father ; slain in 

battle ity liis three nephews 282 

Cairioll or Golla-rals— dethroned 3x5 

Muirreadhauh-Tiroach— slain by successor... 3x9 

Caoibhach— slain by his successor 35a 

Bochaidh-AIoidlnneotlhain— natural death... 353 
Criomthaii— poisoned ])y his sister to obtain 

the crown for her son 360 

Mall — surnained of the nine hostage.^ ; killed 

in France, on tlie b'anks of the Loire 375 

Dathy — killed by a thunderbolt at the foot of 


the Alps 

Langhaire—killed by a thunderbolt 

Oilioll-iloit—slahi in battle 

Liighnidh— also killed ])y a thunderbolt ...... 

Alurtough— died naturally 

T«athal-.Maola’arbh~assassinated 

Ihiirmnid— -fell by the sword <.>f Hugh Dub.h 
Feargus, in conjunction with his' bi-other 
Daniel ; manner of their deaths unknown 550 
Eochaidh, v/ith his uncle Bnodan ; both slain 551 
Ainmereach— -deprived of his crown and life 534 

Baodan— slain by the two Cuimins 557 

Aodh or J-Iugii — killed in battle — 558 

Hugh Blai rie— assassinated 3S7,, 

Aodh-Uaireodhnach—killed in battle 591 

Maolcabha— defeated in a dreadful battle, in 

which he was slain 618 

Suibhiie-Afeain — killed 622 

Daniel — died a natural death 633 

Conall Claon, jointly with his brother Ceal- 
lach ; the first M as murdered, the other 
drowned in a bog 648 


THE BIRTH OF CHRIST. 

Diamiuid and Blatlimac— both died of the A. P. 

plague 

Seachnasach— assassinated 663 

Cionfaola — succeeded his brother ; murdered 674 

Fionachta-Fleadha— murdered 678 

Loingseach— killed in battle 685 

Congal Cionmaghair— “ a cruel persecutor of 
the Irish Church, without mercy or distinc- 
tion ” ; sudden death 695 

'Feargal— routed and slain in battle ............ 702 

Fogartach— slain in battle ym 

Cicnaoth — defeated and found dead on tlie 

battle-ileld ^20 

Flaithbhearuigh— became a monk ”24 

Aodh, or Hugh Alain— killed in battle... 731 

Daniel— died on a pilgrimage at Joppa 740 

Niall-Freasach—became a monk 7S3 

Donagli, or Donciiad— “ died in his bed”...... 736 

Aodh, or Hugh— .slain in battle 815 

Connor, or Conchabhar— “ died of grief, 
being unaVile to ledress the nii.sfortuneB of 

his country” S37 

Niall-Caillie--di'owned in tlie river Caillie ... 85: 
Turgesiii.s, the Rorwcginii chief— possosaeil 
hinnself of the sovereign power ; “ expelled 
the Irish historians, and burnt their 
books ” ; made prisoner, thrown into a 

lough and drowned see 

Maol Oca cb Tin, or Midavhy I. 879 

Hugh Fionniiath 307 

Flahii Sioniia 5^3 

Niall-Glundiibh — “ died on trse field of 

honour” 935 

Donnagh or Donoiigh 954 

Congali— slain by the Danes at Armagh 97^ 

Daniel— l)ecame a monk 584? 

Alaol CeachliTi IT. — re.signed oii the election ] 

of Brian Borfumhe as King of Ireland 1002 ’ 

Brian Boruinihc— a valiant and renowned 
prince ; defeated the Danes in the memor- 
able battle of Olontnrf, on Good Friday, 

1014 ; assassiiuated in his tent the sanie 
night, while in the attitude of prayer. He 
was 30 years king of A1 mister, },un.r23 years 

king of Ireland 10x4 

Afaol Ceaclilin IT. restored .....1030' 

Donoiigh, or Denis O’Brian, third sou of the 

precediiig..... 1048 

’Tirloch, or Tuiiough, nephew of Donough ...1098 
Zvluriertagh, or Muirtough— resigned " and 

became a monk 7. mo 

Turlough (O’Connor) II.— the Great 1x30 

MurtoughAIacN eilZvi'acLachl in-si aininbatt lex 230 ■ 

Roderic, or Roger, O’Connor 1168 ' 

Henry II., King of England — conquered the 

country, and became Lord of Ireland 1x72 

, (The English monarchs were styled 
“ Lords of Ireland ” until the reign of 
Hen. VIII., who styled himself King ; this 
title continued til i the Union, ist Jan. ,i8ox.) 


Whitaker’s almanack, 1910- 


98 


jFrfnc^ Bgnastifs anti Sobmisns. 


Th: :}frrovin 0 iaus. { 

“Hk* fliifry,'* K-iiig of tlie Salic .Franks 428: 

HjsjsM.'rif UJ., last of Uio race 737! 

The Cm'hwiti.minB. 

r-'' > >i n , * ‘ Tlst; irt,” sou of Oharies Martel. .. 733 
DtaslfUKii^nHi. tlio G'lvat, Einp. of tke West 768 , 
i/sui.s .y ‘■‘'I’lio juiltilcnfs” last of the race... 986 ; 

The Capeis. . ! 

Iliiuli « 'apet, “ The Great” 987 i 

f.nuisIX. 1226; 

Ilusip, “The Hardy” 1270; 

Fhihp, “ Tlae Fair” ^285: 

1 /mls X. *3^4 ■ 

.Inlui I 

K'ndp, “The Uavj;" 1316 , 

Charles IV,, “ Tiie Handsome ” 1322 

The HiWBe of ValoiB. i 

Philip VI., de Valois, “ The Furtimate 2328 1 

.foiui IL, “The Good” 2350 ' 

Charles V., “The Wise” 1364 

Charles VF., “Tlie iJdoved” 1380 , 

Charles ViL, “The Victorious”: 2422 I 

F.ouis XI X 4 < 5 t , 

Charles VITI 1483! 

holds XU 2498 1 

Francis I 1515 

Henry II 1547 

Crauds TI 1339 

Ciiarles IX 2560 

Henry III,, last of the race 1374 

7 Vifi Jhusc of fiourbon. 

Henry IV., “ The Great,” Jviuif of Xavarre... 1389 

houis XlII., “ The Just” 1610 , 

Louis XIV., “The Great,” Dieiidomi-^ s^43 


Louis XV., “ The IVeli-beloved ” 1715 

Louis XVI. (giiiriotitied 21 January, 1793)... 1774 

Louis XVII (never reigned) 1793 

The Firat RepuMie. 

The Xatiorial Convention first sat... si Sept. 1752 

The Directory nominated i Xov.' 1795; 

The Con&iilate. 

Bonaparte, Camhacerbs, and Lebrun 24 ^00. 1799 
The First Umpire. 

X'apoleon I. decreed Bmperor 18 May 1804 

Xapoleon II. (never reigned) ... died 22 July 1832 
The JieatoraMon. 

Louis XVIII, re-entered Paris ..3 May 1814 

Charles X. (dep. 30 July, 1830 ;d. 6 Nov. 1836) 1824,] 
Th£ FToim of Orleans. i 

Louis Philipps, King of the French 1S30 , 

(Abdicated 24 Feb., 1848 ; d. 26 August, 1830.) 
The Second ReimhUe. 

Provisional Government formed as Feb. X848 ■ 

Louis Kapoleon elected Pi-esident ... 19 Dec. 1848 
The Second Empire. 

Xapoleon III. elected Emperor 22 Xov. 2832 

(Deposed 4 Sept., 2870 ; died 9 Jan., 1873.) 
Third liepuhUc. 

Committee of Public Defence 4 Sept. 2B70 

M. Thiers elected President 31 Aug. 187s 

Marshal MacMahon elected Prosdt. 34 May 1873 
Jules Grevy (first) elected President 30 Jan. 2879 
XIarie F. ,S., Carnot elected President 3 Dec. 2887 
Jean Casimir Perier elected Presdt. 27 June 2894 
Francois Felix Faixre elected Presdt. 17 Jan. 2895 

Smile Loul)et elected President 28 .Feb, 1899 

Armand Fal fibres elected President 18 Jan. 190S 


©rrman?— .<lustr!a=?bicisavg. | 

Ferdinand TTI., uf Ernp. Ferdinand II. 1637 ' 

Leopold T,, Son of Ferdinand 1658, 

Joseph I, Bun of Leopold 1703 , 

ChiUles VL, Brother ut preceding 2711 

MtkvJu-Tliyaviig ofJIuiijfaiy a Bohemia ... 17401 

(.diaries ViL, EieetdFm''JhaTat‘i(v--..-....^ — 1742 ! 

Francis I., Bushamiof XIavia-Theresa 1745 ! 

.hrtcph XL, Ben of pivcedhig 2763 j 

Le»*poM IL, Brother of preceding 1790; 

Francis Il.pis lust Emperor of Germany ... 1792 ' 

Francis I. fas hrst Emperor of Austria 2804 

Ferdinand (.AlHlieafced 1843).... 1835 

Framds* Joseph (Xcphesvj 2 Dccendier 2848 


i Prus'.$ia— (Srrmanr. 

Albert I., First Elector of Brandenburg 2234 

Julm-Slgiunnnd, Elector, .Duke of Prussia,.. 2626 
Gcorgc-'iVilliam, ,, ,, ,, ... s5ifji 

Frcderick-'iVilfiam, “ The Great Elector ”... 2640 
Fi-ederick, i 683 ; Crov/ned King of Prussia 2701 

Frederick-XVilliimi I xw 

Frederick IT., “The Great” 2740 

Frederick- William II 2786 

Frcderick-Wniiam III 5707 

Fredcrick-William I'V xZao 

Mfilliain I., First Gennaii Emperor (3872) ... 2860 

Frederick, Second German Emperor ... iSS8 

William II., Third German Emperur iSSS 


iSmpFrovs of Hussia. ■’ 

x$Bg Peter T died z8 .Tan, 2723 

272:5 t 'atherhu* 1. , M is.t ress of Peter, d. i7X[ay 2727 

1727 I'e-tcr IL, d. 1730 ; 2730, Ann, d. 29 Oct. 2740 ^ ^ ^ 

1740 Tv-uu VT., imprisoned 2741, assassinated 2764 ’ 2833 AIe.\;mder IJ..,. assassinated 2 

2742 Eib.:ibcth died 3 Jan. 2762 ■ iS8r Alexander III fiiud 

1762 Peter flE assassinated 24 July 2762 ' 1894 Xficliolas II. began to reign 

27«;2 (AtiuairuML,\VifeofFet,IlI,d.*7>:ov. 2796! 


2796 Pan] as.«a3sinated 24 

1802 Alexander I died 

2823 Xieholus I.. died 


Xlai’cli 2801 
X Bee, 2823 
XIarch 2833 

Xian-fi iggj 
1 Xov. 1894 


of Montf. 


Adi'i.an W. (Xiehoms Brakespeare, the only 

Ertglishman elected Pojx} ; born at St. 

Alliam ; died Sept., 2159) 2234 

li mocent XTl I i kmtl 2782 

Benedict XIIL ..Orsini 1724 

(dement XII. ...Corsmi 2730 

Benedict XIV. ....Lamhertmi 1740 

Clement XOI Itezonieo ..'2'7'0 

Clement XIV ♦...Gangamdli...,,,..,,. 1769! 


Pirns X'L.... 

Pius VIL . 
LeoXri. . 

Pius VI IT 

Gwgory XVI 

Plus IX 

Leo Xm 

Pius X 


JJ;[’ascln xyys 

(hiaramonti jQoq 

della Geuga igs, 

...CastJglioni tSzg 

...C'appellari 

...Xlastai-Ferretti 2^4$ 

...Peed Igyg 

... Sarto (born 2. Tunc 2833) 1903 
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Country. 


British Representative. 


i Aoyssiiiui 

Ai-^'on bine Iler'Ubiic 
Austri:i“iIuiigiTry . . . 

Belgium 

Bolivia 

Brtudi 


Representative in Great Britain. 


Bulgaria 

Chile 

China 

Colei tibia 

Congo 

Costa iiiea 

Crete 

Cuba 


DC'iirnarh ............. . 

Domiiiioau llepiiblic 

Ecuador ...., 

Egypt 

Errtiiee 

Oennaii Empire...... ; 

Prus.:!ia .....: 

Bav.aria ..l‘ 

Wiii't beuiberg . . . / : 

Baxuny 

Greece 

Guatemala 

I 

Hayti 

Honduras 

Italy 

Japan... | 


hiberia 

Liixciiiburg .... 

Me.v.ico 

Monaco 

Montenegro.... 

Morocco 

Netherlands . 


Niemagna...... 

XovYwiy 

Panama 



Peru ........ 

P 01 "tugi.il 

i Biuntinia 

I Russia ......... 

Salvjuhu' 

Berviti 

Skill 

Sweden .... 

dovitzerland 

TriTioli 

Tunis 

Turkey 

Cnltcd Btates 

Urugu.ay 

Veiiezuola .. 


Hon. Wilfred Thesigeig p.S.Cc, j&Vrroyj i 

Ext. and Miimtey Plev .....'(None) [\V. 1 

:MMlter B. Towiiley, Minister ....'Floiencio L. Doininguex, z Fahn.-c Crite, | 

lit. Hon. Sir Pb L. Cartwright, iv.o.M.a.,‘Coimt A. Mensdorff-Poiiilly-l'Mctiicli- ; 

Ambassador. ! stein, i8 Beigrave Stjuarc, S.W. i 

Sir A. H. Hardingc, K.C.B., EfLroy Ext. \Count de Lalaing, 15 Vdest li'alkin Bt., . 

! Belgrave Square, S.W. , i 

C. L. des Graz (Lima), Minister 'Pedro Suarez, is Fencliiii'ch Street, E.C. | 

Sir 'William H, B. Haggard, K.C.M.<J.,',itegis de Oliveira, 44 Grosvenor Place, j 
Envoy Ext. j S'W. j 

M. de (5. Findlay, C.B.jxlf/en^ancfC.-G.KKone) | 

IT. C. Lowtlier, Envoy EJxf. 'I)omiiigoGnna,390ueen'.sGateTei‘r..S. W. j 

Sir J. K. Jordan, K.C.B., B’nvoi/ Efa-t.—iLi Chin-fong, k.C.v.o., 45 Portland PL, W, ! 
PrancLs MTIliam Sti'Oiiiie, Mirdster Jies. 'A. P. Triana, 42 HollaiAl iioati, VC. j 

(vueaiit), Consvl... .....i.jliepreseiited by Belgium. i 

Claude C. Alaliet, ctM.d., .Tfmister Res. j'v?. de la Guardia, 38 LoinuartI Sc., E.C. 

A. C. Wratislaw, o.M.G., Con6-Ut'Gtm....;Ilepreseiited by Turkey. : 

Stephen Leech, J/ints-ttu’ jRes jliafael Alontuio, 3 Grosvoiior Man-; 

I .sions, Tietmia Street, S.W. 

Hon. Sir Alan Jolmstone, G.C.V.o.,iConstanUn Biiin, 6 rppei’ Belgrave St., ; 

Envoy Ext ' | S.W. ’ i 

Alexander P, Miiri'&yt Consul-General |I\riguel ‘^'entni'a, 17 Coluiiian St., E.C. I 

C. L. des Graz (Lima), ,Celk) Kevares, 120 Bisliopsgate Street! 

Sir Eldon Gorst, e:.c.b., ^lEdster Plcn. '(None) iWitliin, E. C. ! 

Et. Hon. Sir it L. Bertie, G.O.B,, An</>,iivL Paul CarAmj, Albert Gate House, ' 
'Rt.IIoLi.SiiW.E.Goschen,Ci.C.M.G.,AmL ’] iHy<ie Pk., Mb ^ 

H. Boyle, Consnl-Gcneral i[com:itPnul v,olir-yietternich,G.O.V.o., j 

Sir E.. Paget, K.C.M G., Minister Residt'/iV I 9 Carlton House Terrace, S. \V. 1 

jAiHmr C, Graut-Biiff, J/indsTer | 

jSir .F. ■£. H. Elliot, G.c.Y.O., Hnrviy ii'a#.,AthosEomaiios,i8Grt)sveiiorGdns.,S. Vv'. ' 
L. E. Gresley Cai’den, JJGmter ...jF. de Arec, 31 Westminster J^alaee ■ 

1 Gardens, S.W. - ! 

Alexander P. Murray, Consid-General iyr. I). Vaval, 17 'J’avifttoek Square, W.C!. 1 
L, E. Gresley Carden, Minister Res. ...iM. J. Kelly, 8 Idol Lane. E.C. IW. ! 
Et.Hon.BirEennell lh)dd,G,o.v.o.,d'm.l*.Aliirq. di siin Giniiano, aoGro.svcnor So,,, I 
lit. iinn.Sir C. M. Maedonai<i, Ci.O.M.G.,{ I 

A mbassador.... ..;Takaaki ICato, 4 Grosvenor ndni-^., V(. 

Map J. G. Baldwin, Consnl ;0. M, Higgins, 8 Croriby Square, PIC. 1 

[Sir G. Buchanan (The llugne), Envoy... CNoim) |.S, W, j 

.Reginald T. Tower, e.v.o.', Env. /lirL...' Miguel Oovarru bin rg 87 Cromwell liojul, ! 
Aiexandm* McMillan, Constd (Nh*i*) ... 'i'heodore Lundey, 37 Cornlnit St-, VV. i 
iHenry .1). Beaumont, Charye, dAjjnirrs Sir J. E. Parkington, 24 Crutclied Friar.s, j 
|Hon. Hegluald Lister, C.Y.6., .Fur. Ex. (None) jE.C. 1 

i. Sir George Buehanau, G.O.V.O,, ./Airo// Baron Geideke von Hcrvdjnon, 8 Gros- I 

j Ext. j vonor GarrUm.s, S.M". i 

;L. .Ik Gresley CaiMen, Mm'As‘/rr ... Gustavo Gomez. y 

ylirArtlmr Herbert, G.C.Y.O.,, L’rti’. Ext. ,). .Irgeus, 63 Eaton Square, S-Mb 

Claude C. Mallet, a.Ar.r^., Minkicr Ttieardo .M. Arango. ; 

.W. B. To^ynley, Minister Plen -Alfred .T;m)cs. 18 Eldon St., E.C. 

'Sir G. H. Barcdiiy, K.C.ei.G., Fa/;. ii'u'G M'irza Mcdhi Kuan, 3.5 QueeiiB Gale' 

! , , i Terrace, S.W. I 

C. 'L. <Iea Graz, Minider 't'bviiosG.Candamo, to4'VieU')i‘iaSt. , 'v W, ; 

[Uon. Sir Francis liyme Yilliersj.Marrpiis de Several, G.C.M.G., is Clou- i 

j K.C.lLG., Envoy Ext. I cestor Place, 'W. 

iSir \V. Conyngham Giecne, k,C.b., 7^><?3.' Alexis (VAargi, 4 Cr<muvell Place, s. S\\ ; 

; St. 'Hon. Sir A. Nieolson, TTart, G.C.B., Count BenekeridorlT, CheJium liwu;ie, i 
! Ambassador j S.W. : 

IL. E. Gre.sley Carden, Minister Res. ....M. J. K.eliy, 8 Idol L.‘iiui, E.C. 

(Sir J. .B.'Whitehead, K,o.3i.G.,.Fni\ Ji'a;LbS. Y. Grou'irch. 40 Pont Btj'eei;, S.VY. j 
b\rtiiur E. Peel, Pliya 'Msiitr Ko.-’a, Adhbiirn 

I , I B.w. ! 

j. Et. Hon. Sir M'. 'Mb E. de Bunsen, 'Sehor de Villa Urrutia, i Grosvc.iiur ; 

! G.C.M.G., Amldts.sador ! Garden;*'., S.M-b I 

.jSirC.,A. Spring Eicc,K.G.M.d.,£bir. BVcit, '(lount .iJ..Wrai.igel. 73Portlaml Place, W, ; 
. j Out rain Bax Ironside, Hnroi/ F.rf Gaston Carlin, 38 Beauchamp Place, 

4. C. W. Alvarez, l.S.O. Con, sud-G.cnc/Yd Represented by Tin key. [S.V.b 

.'.Ernest J. L. Berkeley, O.B.,Con^fi^^G<^?^.;Repi'csented by France. 

• iRt.Hn.Sir G.i..Lo\vther,K.C.M.G.,y(?n&.;Tewtik Pasha, 69 Piu'tland Place, W. 
.|.llt.Hon.Jame.s Bi'yce,O.M._,Am6««.mdor Whitelaw Reid, 123 Victoria St., S.W. 
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Cljp ^n'ncijal ©ountcifs of file SSSorlir. 

Ttfr tjihlf* i?ives the Area, Population, and Keveoue of the Principal Countries of the 

\urL- ;vi til lire ^ the date of birth and accession. In the enlarged edition 

■ a full .'iccount is given of each Foreign Country (pp. 566 661). 


lit: LEU. 


Ahy»»fniR ... 
Afghanistan. 
Argentina.... 

Aiutria ....... 

j Bclgimn .... 

; Bolivia 

i Braadl 

Bulgaria .... 

Chile 

Cliiaa.. 

Colombia .... 

Congo ..... 

Coski Moa . 

Crete 

Cuba 

Beniiinrk .... 
Dominica .... 
Ecuador .... 
Egypt.......... 

France 

German Einpirej 
Prussia 
Bavaria 
Saxony 
Wiirttemhorg 
Great Britaini 
and IrekndJ 

Greece 

Onatensala ..... 

Hsyti. 

Honduras 

Hungary 

India 

Italy 

Japan.. 

Lilferia 

Luxemburg 

Mexieo 

Monaco 

Montenegro 



Hopal 

Neyiorlands ... 

Nicaragua 

Norway... 

Ikaama...... ...... 

Paraguay 

Persia 

Fern 

Portugal ... 
Rnin.^inia ... 

liiwsla 

Halvador ... 
Sarawak ... 

Hciwia.... 

Siam 

Spain 

Sudan 

Sweden ...... 

Switeerland 
Tripoli ...... 

T'Wla ......... 

Turkey 

ir.aA. ...... 

¥i’iigmay ... 
Yeaemela , 


' Mentdik TI., O.C.B., Biap, or Fegm 

\ nabiitulla Ithan, u.O.M.U., Ami}'... 

I Jose F. Aleorta, ProshUnt ..... j 

' Francis Joseph, i?nij|>eo’or | 

I Leo] mid II., King of the Belgians j 

’ E:i-)doroTilIaTOn, iVmdewt ......! 

' Nilo Peganlui, President I 

Ferdinand, Tuar I 

Pedro Moiitt, President j 

Pa-yi, Enip. (PnnQQ Ohm\ Regent). 
ttonsalez Valencia, Preddmit 
King of the Belgians, Sovereign ...\ 
C. Gonstiiez Vupiez, President ...... 

M. Zaimis, High Commissioner ... 

.lose M. Gomez*, President ; 

Frederik VHL, King 

itanion Caceres, President... 

Eiov Alfaro, President 

Abbas IT., Khedive ... 

A rniaiid Fall ieres, President 

Wiliiaui 11 . , Emperor 

William II., King 

Otto, King (Pr. Luitpold, Regent) 

Frederick' Augustus III., King. 

William II., King. 


IMuai'd VII., King 

Ocurge, King of the Hellmes 

E.strada Cabrera, President 

Aritoino Simon, President 

Migntd R. Davila, President........ 

FniiicLs .Toseph, King 

Edw.ard VIL, Emperor 

Motor Einm.auuel III., King 

Alutsuhito, Emperor {or Mikuio) j 

A. Barclay, President ! 

William, Grand IJake 

Fadirio Diaz, Pres, (7th time)...,. 

Aliicrt, Prince ....... 

Nicholas, Prince .... 

Mulcy riaild, Sultan 

Shainshor Jang, Maharaja...... 

Wilheirnina, Queen 

Jok 4 Santos Ze!ay.a, PrmiUnt 

Haakon VfT., King ....A.. 

.lose Domingo de Obaldia, Presdt. 
K Gonzalez Mavero, President ... 

Ahmed Mirza, Shah 

A. B. Legnia, Prcsklent 

Manuel IL, King 

Charies, King 

Nicholas II., Emperor (Tsar) ...... 

Fernntulo Figueroa, President , 

ILll.HirC. J. Biwke,G.aM.G.,A’ffl/a 
P.der (Kiirageorgevitch), 

Chulaknikorii, King .......... 

Alfonso XXII., Kin/f.. 

AiiglO'Egyptian Administratioii ... 

Gustavus y., King ' 

M- Comtesse, President 

Alossoin Mtisni Pasha, Goe.-Qen. ... 

Moharaed en Na.sir, Bey 

Mehcmed V., SulUm 

Wrn. Howard Taft, President ...... 

Claudio Willlman, President 

Juau Vincente Gomez, President .. 
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Born. 

Accedei 

Area. 

Population 

■ Revenue. 

1843 

2889 

Sq. miles 
330, 00c 

4,000,00c 

, £ ; 

1872 

2901 

270,00c 

4,300,00c 

600,000 


2906 

2 ,ai 3 ,OOC 

187,00c 

3, 200,00c 

26,500,000 

2830 

2848 

27, 000, ooc 

72,000,000 

183s 

2865 

. 11,40c 

7,000,00c 

22,000,000 

600,00© 


1909 

Syojooc 

2,000,00c 


2909 

3, 230 , 00c 

27, 000, ooc 

22,000,000 

s 8 ( 5 i 

2887 

36,00c 

2,700,00c 

4jSoo,ooo 


2906 

390,00c 

3, 1 10, ooc 

6,000,000 

1906 

1908 

1,500,00c 

4cx),ooo,ooc 

1^,000,000 


1908 

300, ooc 

3,000,00c 

2,500,000 

1835 

1883 

800,00c 

, 24,300, ooc 

1,200,000 


2906 

as, ooc 

■ 345 »ooc 

500,000 


1906 

3,00c 

300,00c 

■ 200,000 


2909 

36,00c 

1, 300, ooc 

4,000,000 

1843 

2908 

14,83c 

2,300, ooc 

5,500,000 


2908 

20,60c 

500, ooc 

500,000 


2906 

230 , ooc 

2,300,00c 

1,000,000 

2S74 

2892 

400,00c 

20,000,00c 

24,000,000 

2842 

1906 

207, 22c 
|2 o8,8sc 

39,000,00c 

245,000,000 

2839 

2888 

36,500,00c 

209,000,000 

1134,50c 

(33,000.000 

232,000,000 

1848 

1886 

30,00c 

(7,000,000^ 

23,000,000 

2885 

2904 

6, ooc 

(3,000,000] 

17,000,000 

2848 

2891 

7,Soc 

yT 

0 

0 

1 

5,000,000 

2842 

2902 

131,38c 

43,200,00c 

245,000,000. 

184s 

1863 

as, ooc 

a, 500, ooc 

5,000,000 

2857 

2898 

47, ooc 

2,800,000 

800 , (300 


1909 

9,30c 

2,250,000 

900,000 

2830 

2907 

43,00c 

800,00c 

380,000 

2867 

235,300 

20,000,000 

44,000,000 

284s 

2901 

1,770,000 

0 

8 

8 " 

0 

1 

85,000,000 

2869 

2900 

212,000 

0 

8 

73,000,000 1 

2832 

2867 

262,600 

48,000 

43.000,000 

8 

0 

1 

2854 

S903 

2,300,000 

60,000 

2832 

X90S 

2,000 

240,000 

500,000 

2830 

2884 

767,000 

3^3,500,000 

,9,ooo,ocMa( 

2848 

1889 

8 

16,000 

100,000 

2842 

i860 

3,500 

230,(ioo 

100,000 

■ *873 ' , 

2908 

324,000 

6,000,000 

287s 

1881 

34,000 

2,000,000 


2880 

1890 

22,583 

3,300,000 

24,300,000 

2832 

1893 

32,700 

300,000 

200,000 

2872 

S90S 

224,300 

2,300,000 

5 , 000 ,CK >0 

284s 

2908 

i 31,890 

330,000 

1898 

1908 

243,400 

' 630,000 

■' ''350,000' 

1909 

630,000 

9,000,000 

2,700,000 

1889,' 

1908 

433,000 

, 4,000,000 

2,000,000 

2908 

34,600 

5,000,00.0 

22,000,000 

.i %9 " 

2881 

50,700 

5,500,000 

5,400,000 

2868 

1894 

8,400,000 

230,000,000 

220,000,00© ' 

2849, ■ 

2907 

13,180 

900,000 

600,000 

2829 ; 

2868 

30,000 

300,000 

250,000 

2844 

. :i 903 . 

iSjSoo 

2,500,000 

3,000,000 

2853 

2868 

230,000 

20,000,000 

3 , 000,000 

x886 

x886 

296,200 

20,000,000 

30,700,000 

2858 


2,000,000 

5,000,000 


2907 

272,900 

5,260,000 

9,800,000 


2920 

23, 300 

3,350,000 

4,500,000 

isss 

2909 

410,000 

8oo,ooo| 


■ 2906 

43,000 

1,300, oooj 

2,200,000 

2844 

1909 ; 

1.200.000 

3.623.000 / 

25,000,000! 

27,000,000 

2857 

2909 ; 

84,000,000:1 

46,000,000 

2859 

2907 

72,200 

.x,ooc,ooo[ 

3,500,000 

2909 

1 

566,200 

1 

ajSoOjOooj 

1 

2,200,000 




I 



5 ri|e dFainslg. 


lOI 


His Most Excellent Majesty Edward the Seven tli, hy tlie Grace of (.lod ol- 
tlic United Kingdom of Great Britain and Ireland, and of tlie British D<jminiotig;;;i 
beyond the Seas,” King, Defender of the Faith, Emperor of India ; eldest son of Hcjtii 
late Majesty Queen Victoria and of His late Royal Highness Albert, Prince Consort p 
barn at BucMngham Palctce, KoTeinber 9, 1841; succeeded to the Throne JaiiHary 2s, 
1901 ; March lo, 1863, Her Royal Highness Princess Alexandra Caroline Marie 

Charlotte Louise Julia, mrn Dec. i, 1844 (Quekn- Alexandra),' eldest dangliter of liis 
late 'Majesty King Christian IX, of Denmark. Their M'a.j'esties have had issue':— 


I. H.R.II, Albert Victor ChpM'lan J&dumrd of 
Wales, Duke of Clarence and Avondale and Earl 
of Athlone, d.',Tan. 8, 1864 ; d. Jan. 14, 1892. 

а. 1 I.R.H. George Frederick Ernest Albert, 
Prince of Wales and Earl of Chester, Duke of 
Cornwall and York (Duke of Rothesay, Prinee of 
Saxe-Coburg and Gotha and Duke of Saxony, 
Earl of Garrick aiid Inverness, Baron of Renfrew 
and Elillarne3^ I^ord of the Isles and Great 
Steward of Scotland, K.G., K.T., K.P., ac.s.l., 
G.C.M.G., G.C.I.E., G.c.y.O., I.S.O., General and 
Admiral, ?>. June 3, 1865 ; m, July 6, 2893, the 
Princess Victoria Maiy (“ May ”) of Teck (&. May 
a6, 1867), and has issue— Edwari), h. Juno 23, 1894: 
Albert, 6. Dec. 14, 1895 ; Mart, h. April 25, 
1897; HENRY, March 31, 1900; George, E 
Dec. 20, XQ 03 *, and John, h. July iz, 2905. 

3. H.R.M. Louise Victoria Alexandra Dagmar, 
PRINOESS Royal (Duchess of Fife), 5 . Feb. .20, 
1867, in. July 27, 1889, to Duke of Fife, aud has 
issue— H.H. Princess Alexandra, h. May 27, xBgi ; 
and H.H. Princess Maud, h. April 3, 1S93. 

4. H.R.H. VlOTORiA Alexandra Olga Mary, b. 
July 6, 1868. 

5. H.R.H. Maud Charlotte Mary Victoria, h. 
Hov. 26, 1869, m. July 23, 2896, to Haakon VIL. 
King of Xorway, and has issue a son, Alexandtu* 
Edward Christian Frederik, b, July s, 1903. 

б . ILB..H. Alexander John Charles Albert, h. 
April 6, d, April 7, 1871. 


burgh and Duke of .Saxe-Cobnrg-Gotha, b. August ; 
6, 1844; m. Jan. 33, 1874, to tlie Grand Dueho^s Marie j 
of Russia (b Oct, 17, x8£3) ; d. Jiiiy 30, 190c, his iwii© | 
being Alfred, b. Oct, sg, 1874, d. I’eb, 6, 1399 ; ALaris, I 
b. Oct, 39 1873 ; VI. ,Tan. 10, Z893, to Ferdirsrvrid, Crorn 
Prince of Rouraania, and lias issue—Carol, 0. Dot. 15- 
1893, and a daugliter : Vietcria Alclita, b. Aov. ag” 
1876; m. locg (2I, Gravicl Iir.ke Cyril of Russia* 
Alexandra, b, .Supt. i, 1S7S: ?;■?.. to Krneat', 

Hbreditai’y Frinod of Holieru(die-.Laii£cnburg, and 
ha.s issue ; Beatrice, h. A]jril 30, 2884. 

5. H.B.H. Hklexa Augusta A’ictoria, b, May 35, 
1846 ; m. July 3, 1G66, to Prince Frederick Cliristiau 
G. A. of .Schleswig- Holstein {h. Jnn. 22, 1832), and hfia 
bad issue— LVrrLvk'ctvi Vidor, b. April la, iSfe?, d. Oct, 
29,1900; Albert J., h. Fob. s 5 , z 06 q ; Victoria L,, h. 
May s, i8yo; Louise A., b. Aug. is, 1872, z'/. July 6, 
1891, to I'rince Aribort of ArJiuit ; and Harold, bl 
May 12, d. Mav 20, 1875. 

6. H.R.H. ]..ocisn Caroline Alberta, b. Marcli i3, 
184S ; m. March 31, iSyx, to John, Duke cjf Argyll (h. 
Aug. €, 1845). 

7. 'H.R.H. Akthuk Wiliiain Pat!*i«ik Albert,. Duke 
of Cuinianght, b. May i, 1850; Field Marshal, l8,te 
nigh CVuarnisslotior m the Mediterranean and f;&- 
spcrtor-General of, the Forces ; m. M.arch 13, *879, 
I’nnoess Louise Margaret (b. July 33, i860), daughter 
oi rise late Friueo Frederick Chns, of Ikiissia, and ha.s 
isftue— Alargaret, b. Jan. 15, 1882, in. June ig, 1905, 
1h,-^ Crown Prijice of Sweden (and has issue) ; Arthur, 
b. Jan. 33, 1883; Victoria I'arrieiu, b. Ivlarch 17, 1-836. 

G. Ji.L’.JL Leopold Qroivfr Inatran Albert, Diiko Of 
Albany, b. April 7, 1853 ; w.. April 27, 1S8.3, to Princess 
Helen (A Feb, 17, » 06 i). daughter of the late Prince 
(biiirge of il'aideok ; o’. 3 larf;h sO, 1G84. his issue being — 



rrine 
J>eclc 
man 

Aug. s, 1901; 


Biah knipevor, b. Jan. 27, 1859, m. Feb. 27, i 80 t, to 1 p. H.R-H. ikiA-finoB Mary Victoria Fond or.a, ?>. A.pri?. 
Princes-s A.ugusta of Schieswig-Holstein, and has .si.s; ! S8C5, to .JCrinre Jh'nrp 3 Jmfriefi of 


sons and a daughter ; Charlotte, b. July 24, iS6o, 7«. 
Feb. 18, 1878, to Hored. Ikince of Saxe-Meiningeji ; 
Henry, b. Aug. 14, 2862, w. May 24, i 838 , to his co'a.«iTj, 
Prindoss Irene of Hesse ; SiplMmnd, b. Sept, ijj, 1O64, 
d. June lO, zSCiS ; Victoria, b. April is, 1S66, ',7i. Nov. 19, 
1890, to Priiicc Adolphe of Seha.uinbr.rg- 

Li’ppo ; Waldciiiiir, h. Feb. so. 1868, d. MiU’ch 37, 1S79 ; 
St)p!iia Dorothea, b. .Tune i.p 1870, m. Oot, 27, 1889, to 
tlie Duke of SpfU’ta ; and Margaret, h. April 23, 3872, 
'III. Jan. 25, 1893, to I'rince Freak, of He.sse-Cassel. 

2. H.M. King YHI. 

3, n.B.ir. Alice Maud Marp, b. April qs, 1843; 
M. Judy 1, 1C62, to H.R.H, .Lmes iV., Grand Duke of 


Eatterberp if. Oct. «, 1858 ; ■cL Jan. ao, i8g6), and has- 
issue— Alexander Albert, b, 'Nor. 23, ■ i8^i6 Vietoria 
Eiureide , Julia En;:i, F Oct. 34, 18.87, wr. 3i, x9o6",' 
H.M. King Alfonso All i, of Spain, and a.a.-?' issue the 
r-rince of Asturia.^, b. May 10, 1007, J-rinco .home, i 
b. June 23, igc8, and Frince.ss Yii-atv>c‘j. t. J’uio 22, * 
1909; ijeopold Arthur Lo’.iis, h. Mav as, xSSg ; uml-i 
Maurice Victor Donald,' F €>e.t. 3, iSgsI ' ; ' j 

nceiieatla-iiU of IT. R. H. ihr first Dube of Camhidge | 
AuGUi'tA Caroline, h. July 15, 1822; ni. .I'iine 28, 1843. :'! 
Fi. hra'k Viiunl Dnko oi Mr* ivb.nbn iv-Sin lit?, ; 
ha.s is.nuc — Adolphus Frederick, ?/. J'uly :3», : 1848,: m. amil'p 
has sevci-al cMldrcn. . i 

^ , Varij Addaide. h. Aov. ay, 1833, uu. June 13, tSSSl. .i- 

iiS, i8t»3; j. ;pranois,I}nkQ of Tack {h. Ang.' zf.:zB37, d. Jan. ai. xgo ®)'/ 1 " 
•r : d- 'J'-L 27. 3 i 3 q 7 . hovii?=ne o-toria. Vary, a. May at ’ 

c I, 1804 p PL June 15, XS84, to the j 1357, ,Laly 6, 1S93, to fi.R.d. li.c Prince t if ; ’ 

Grand Duke Serge 01 Ba-iss,i,a ; Irene, b. July ji, 1S66 ; ! *’ ■’ ■ ■ - • ~ - - 

■m. May 24, i 83 S, to her cou.^iin, Prince Tlenry of i 
Pi'u.S3ia, brother of tlie German Emperor; Ernc-ot 
Louis, Grand Duke of Hesse, b. Nov, 23, 1S68; m. 

AprD 19, 1894, to H.Pt.H. Princess Victoria Mclifca of 
Saxe-Ooburg ; F’/veh rie/:, b. Oct. 7, 1870, d. Juno 29, 

1873 ; AUx Victoria., b. Juno 6, 1C72 ; iri. Nov. a6, 1894, 

H.f.M. the Gxar of Russia, and has Lssuo, Olga, b. Nov. 

3:5, 1895, Tatiana, h. June, 1897, Sl.arie, h. June s 6 , i8gg, 

Auitstasia, b. June iS, 1901, and Alexis (GesarovvitchkO. 

Aug. 22, 1904 ; and Maifi, b. May 24, 1874, d, Nov.15,1878. 

4. JT.IiJI. Alfreil Ern-'t^t Albert, Duke of Edin- 


. -pru 30, 
Ekkriboth, b. 



Bescendarifa of If. 'R. U. ihe Duke of Ciml'erland, Kfuit of 1 
liuv.oi'sr, .s'ojf. of Kiui! Gcoriie ITL " 

Il.R.H. EiiNB.sr AiiLOKstiJs Gourge, an! Duke uf Cnin- ’ 
borland, 6, tSe3>t. 21, 1845; m. Deo. 31, 1878. to Prinoes.i; , 
Tiiyra of Deimir.rk; and lias is;-nf'. liis . 

Prumhuga. h. Jan. 9, iS-jS; vi, Anril ''.4, lOSo, Freiberr 1 
von Patval-Ranunuigim (issue -- FdVoiAL h. Mar. 7. 1 
d. Mar. 27, ivISii ; .and JL-vay Sb-nostiTu'. h. .Dec. 3, 1849. i 
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' LtmB STEWAKiv’S' BEPAETMEKT. . | 

cf Hi. Jl /V/.’v P<w% ('-ten. Et. Board of Greeii Cloth, Buckingham Palaec. j 

<-C" ,>a a .;hiCa Siacn.i'dilcu Ti’m yu, /vor</ ,b?tw?r£f, llic Earl Bcaii(*lump K.C.M.a, | 

M. I B. .o. ' 7Vema/j-gr, Su- IM ward Stftidicy, Bart,, M.P. 1 

/• ’,sf‘ V-.’t Pfo-,'?’ tn siN Jl'.-jjA?.*. Y.vi Lord I’hc lilarl of Liver]»ool, Ar.l'.O. i 

|i »' '5< ,._ <, , u .’u.r.'r.o., E.r.rXu/, p-.o, blaster of tkc- Hviuehuld, LC-Col. Sir Ckuics ; 

/Cxv-crs (\f the Pfo'-w- ami Frederick, K.C.V.O. i 

/ ■'•P X*,V'’r,''/-V.w, LP;, ?)ir Arthur iimry Lloyd Verney, M.Y.O, j 

’ iu {; r . K.. \ .o., c.t'. ; M -P i. To -wrifk E. SWretiiyp (vacant.). 1 

! r.ui iiS^y, C.V.O., c c. C.7m^ Cki2)t. W. V»'obster, M-V.O, ! 

", »' f>, P>‘\i / PL1(. r duttlicw CVtv.l: Buiijamhi Croft. ' 

’(f.v.fi. " ;5fe(a’,?hxr?/hj'LVc/hA^rfi, C.Ceiuld il. AiaoCtiil. i 

J f >mVlP;v,' to I'/'i'i; i^ Idiineb Second Clerk Accofriitaid, i'. J. WovbdK'lge. | 

^ Py.rit, A.pp " td Store Clerk, J. Hi. C. liakriu ; ziid do., ii. : 

^ V’.cd ; Cc-j:,’cL. Lap ; a, K. Mercer. I 

' 'i.a’ . o. ’".'C'f )> ; t/' t'lou Vv’at'O.i. Paijitiaster ef the fhonsehohf Ma,j.-C-ea. Sir | 

‘ k ,Saadr.L'(7o'’'a, Esv, F. F rcival s Stanley Ciurko, G.C. 7.0., o.M.G. j 

f' CCktP.v T. iLin^cscoit. BI.V.O. ; 
" ■ , fi V Mujcrr, hh‘}ifci.iry Ar.lnu* Waite, ■ Pomnltin-j Er-jiueer, W. H. Massey, M.JX.E ] 

■ ' c. ‘ ] Cera apro/^/aMpryc, Arthur Walter Mills. | 

o' ' oC fi K. 'Cl 'W .hia u j PahiiY Sfi.d.irf J, T. Vw rren, , 

C\iJ. '/ - 'k'o, P. ? tC.-':. n.r.o, j C'hb;k7oak J. Mena,gcr ; and Ja., A. G.Sleinpfer. I 

♦ ' f sfe*" . :. r. <. Flriit Cenlicnmn. Porter, W'". J. Blaue. | 

. ' C ‘ it'ur Co'- . il. Chuadler. ' Suy^'aut Stipv Poner, ILduid ifyci i. | 

1, ,iji r AP’-'p P i. xP-’ j-r.—Oihce, Stable Yard, St. .Vaiacs’s Palace, 

i • '(< i'.CrC f'^. i ..e \ i'*-' ^.tot \.thoco. P(i(d Allvsii Aih:tm. 

’ - ^ i< tdu'ut , Jtlrj ui-vh/.e! iheiixi /d/.vffr, Edward dt 3i:iii’jio C.T.O. 

idoAf, ii.p Sorhei/tir of the Kf}ifttj*h:.titreoami h\/i‘k-^o/ Art, 

i I ' A wr, i( C Sir isui’jh'i^ Lioiml Ileary Ciist, 31. v.o. 

I pA'/er of the Kinfs Arutovrif, Guy Francis 
t t ‘ P (f:, !iorbi'*t A. i . j'.xad lU Lakiiig, M.Y.O, i 

/o;s .s. O;,--'. ; liuar.v ,f. T. Joi.-d, j lAhrartttn at ■ dlYadvar ' Cmtk-,- Hon. Joliii 

P ‘ r,it( f ' >-l f ''i.df-'idj . 1 l'oiU‘.sCJ{‘. 3r. T 0. 

.* I ( ..I ; ii, i/rCi SU ., 4 > ; 1“ tix Victo; UroootS the u'-^ li (h&oiher Jaiuta Camp" 

' A ; i;r«d HiivP.'', M. Bcllull (Typist , licll ; VViliiaii: Cohhis ; d. B. Se;i jiiour ; F. G. 
y Sli4.sr'!.hat.H:l VVi'littr). V.a.!ig'iian ; .Joiia Hlackeazie. 

}\\ , 't,>’r »J /Vyy.', \lex Ujder Ih dfrfrd. Barge ituvder, W. G-. East. 

i H .i aef fj/ iltj /' H . ff, ,\Iaj -Geo. Sir .SLiulcy Beeper of the Sivan'S, T. 11, Abnctt. 
r ' ’.'.iu'kf', A.o. v.*,*,, Kix.-mr »f Cottage, VirgBoia IVaier, C'apt. Sir 

jAo/''r-»fr.wC<.rAa!i.-j;.«,|{sL ArtlnadVhhh.r-i.v.o. David Welch, k.c.v.-)., 

if t(i& CvrfJiiwiir.:e, iiuii, iv.ichai‘.d CotititGUle A (Jovortwr of IVliuleor (JuAle, The Duke 
id oretcAt, M.y.G.- / ' of Argyll, K.T., G.C. 31. G., G.C.'V.O. 

■it u da 'Leo I’.t Jord '^u uMa oP.Wo., iJeiia.tii iAadable am'! Liejif.-Crtfveriwro/W'mdiiitr 
I . ,'\n : Th<. Lari fhvmvidc, 3 i.v.o, ; Tl-e Laxl (MAle, Tile Viscount Esher, G.O.B., q!c.A’'.o. 
if .A.di'ou uf JtrlfX’ii, A.T., x.v.o. ; The Lord Keeper oj the Jeit'd Ihjare, Tower, Gen. Sir 
if.v.o. : Tlie i.o/d h'oJuhrooke, o.v.o. ; Eohci't Cmilift'e Low, Ct.c'.B. 
j 'i- 1 0 V, .h n -L, T, \,.y.o. ; The L(.ioWr.i.pu ; daB page. T. G. Sliorl cc ; v/. Tlionx- -i. 

'iP'' lor 1 u, u.".r.o, Page of the Chnmhei'H, A, (I, F. iiarnack. 

o > 'A Cajpg o. ’ i ai;<-\ ui- \ole r.v.o., Pioax >o th>' Pnheeee if. Cole; C. Gv..o’; Tl. 

, • ; Iho. y tc(‘y So-ifoi' c.v.o, ; C'C*i. AV.'uter U. IJamniett; J. Guv,xt; C, llutehings; T. 

* It. c.A.o. J Sir Aivuioa’o £tuuci,:toae, Ecyiioid,s. 
i WC. c. Co. : .'"•h g.dut IVio;’. Lhaer-iCcye, j Papey t./ hh' Bu'td' ,'Aaov, F. Eggledcii ; W. B( S" 

. >• ''\i »> ji!s‘i:»/h'i C, E. F. rurailnjhaiuo- well ; .1. Waters ; 1, Alei nllih ; G. Aluure. 

»> Cl 1 v.v. t,. 1 . ; M .uiuJicChailej olioi, Semor Pa ii\\ jPia, o. A\ < od"!. 


, 'C'* k, ','at'j^ -a Hdiifug, IB 3h AAxiiuutr Imrpeetari,-afPatueea,U.}tUikK-^,3LY.0,,U7n(h‘or 
> 'Xnsic.'.. io\,v;, t.’i ; Mahr-Gen. Sir On.dp ; W, S. Bunds Bifekhiahaia PalficetY. 
hio-e.,'.; iXemcay, K.r.i.B. ; Admiral Sir John Purh-onr; liolarood. 

'd - I '* on, Cl loi 1 . i*, o.n.y.o., ; Sr h\a%,au x Ex/ / ojhua^ ltd < W . ' ai«m h, 

- c t k.n.ai]., R.ur.o. Tapu^s>e,% i. AV. I, >, , l.c. o , 

I x';Cxexj f./.-c-j ilt. Ilou.^^Slr S. Pox.sonhy- Stnuirnhjhom ; J. Ji Sioihuur, Tra^di/if? ; 
I * oic, i.' it, I .0.; M.'j. Boa. Arthur iJay ; ’i , Seymuui , 

j ; <si‘j, IlMii. illway CuAe; li.-n. Henry .luliAO KiajA Jferucengerx, H., Bailov ; D. AW Bnice : J. 

I .At^noc, (\fjo : Liciit-Col Arthur Coiiiu.s. c.B, , Fui'nuliarhon ; F. U. AATilkCr. 

, " wt; 7xu. ii.op, «A, Ai.^.o.; Hemy AUeadUnt SUfe J^airu^weie. IVhvieor CihC 

P ■'* 'd liF-j-Miic, r.y.u, oi CurJrobs); Goi. Cufch- J, B. Bv^iaunr. 

.o.Tiiu" AumW Ro.Ce, ttr. ; ALd.-Orcn. Sei;tea;dE^n-ArM.^\ F. Ba.uiit-'u Au.-on ; El.-Irh 
f 'Ir V . Tuy\>r;j Edgcumou ; Caijluia Sir AA’. V. Goklsnntl , 

1 myi. ; Sa* Ekhard Hoimus, k.c.T.o. ; Ihil 

V o'" Windham, c.v.o, • 1 kings- Kvan Aluriin, ai.v.o. ; C3i>t. Fcitc.st D. Towsc 

lotx, .M.Y.O. : eapt, UcKud A. M. Ellis; OoL W. - » x 

V d.V,o, ; Col. Lord AViijiam j Po. attending the lord (fhuaeethiv, Ll, Cul. EL. 

. I Hon. 3u'F. I, Edwards, G.o.y.o.,ic.c.E.,Ts.o. 

attending the S’peaUr. 31. D. Erskine, 
I f, w|uiyiison, G.€.\.o., I G.y.o. (of OiU’di'oss). 

WraAKEIt’s .VEMANACliTIOiOr^^ 


Il'm Mqjesii/s Household. 
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Master' of the King's Music , Sir Walter Parratt, 
3 IUS.POC-. 

Secretary, theKiag's Bamh a nd Librarian, Alfred 
iiapleson ; Leader of the df Alfred ( 3 -ibsoD. 
His Majesty’s Boivyguapd’ op the Hon. . Corps 
OF Gentlemen at A'rms, Captain, The Lord 
Boiiioaii, K.O.Y.o,, £x,coo. (iSee also p. 251.) 

His Majesty’s Boi/Yr.oA.rH> of Yeomen of the 
Gd aPvD. Captain-. The Lord Allendale, 

(See p. 2SS.) ' ’ ■ . 

MnjTAEY Knights of Windsor. Go.vernor, 
AUij.-Cen.E.,H. Courtney, C.Y.o.,R.E. (See p.350.) 
HOYAL Company of Archers. Adjutaid, 
Col. B. G. Gordon Gihnonr, c.B. (See p. zzj.) 

Medical Bepart^ient. ' 

Physicians in Ordi‘tta.rta rsir.)'. Beid, Bt., Q.c.Y.O., 
K.C.B., M.T>. ; Sir B. Lakiiii?, Et.,G.O.V.o.. M.D. ; 

Sir B. D. Powell, Bart., k.c.t.o., jr.i)., pars. 
Physicians Eectmordttiari., Sir ILSernon, iv.C.V.O., 
M.l). ; B. Dawson, m.d. ; Sir A. K, Alanbv, | 
M.V.O., M.D. . ; V i. 

Physician to Household, Sir T. Barlow,. Et., i 
K.C.V.O., M.D. I 

Sergeant Surgeons, Loi'd lister, o,m., f.r.s. ; Sir I 

E. Treves, Bt., GA'.v.o., o.b,, ll.d. I 

Honorary Surgeons in Unlinari;. T. Bryaiit, i 

F. R.c.s. ; Sir A. B. Brlpp, K.C.V.O., C.R., M.S. ; i 

j IL J. Godlee, M.S. ! 

Swgeoii to IJoukeholcl, Antliony A. Bowloy, ! 

C.M.G., F.R.C.S. I 

Suryeon. Ayofh. to J 7 .df. and Ayothrea oi to th& 

1 1 0 Kseh old, S i r Err r> oi s La iri rsg. lit, . r, .iL . <1. , M. i>. 
Suryioits and Apothecaries in Ordinary to the 
iJoimhold at li’VnuTa,!*, V.M’aij-hank, M.D.; and 
W. lliisoii, M.V.O., M.]'. (jointly). 

J)o. at SawL in g’ha m , Si r A .1 a.! ill. '.tf an by, M , Y . <‘i . . m . i>. 
Surgeon Oculist, SirG. A.Lderso.n C'ritclielt. ..Bart,, 
,O.V.O.,, IL.R>C,S.E./,„ ' I 

Surgeon^ Pentist, Sir Henry Bell Lonyhnivt. . ■! 

Pentist to theEomehohl, Charles Tiaiiinin, ai.r.c.s. I 
A rkewGar/; fof , eii.ck W’ i 1 1 i a nVIi e r; i 1 1 , M . V , 0, ;M, D . 

Cheniist and Pruggiat, Peter Wyatt Sipiire. 

CH.APELS IlOYAL. 

Dean of the Chapels Routu-. ' 1 ‘he Binhop of London. 

I S''n?>Beirrot'C/n'<p.,Eov.lMn<'»i:S]icppa-i'd,c.'Y.O.,B.D. 

I Cieni: of the Closet, The Bishop oit ilipon. 

Pepnty Ciorhs of the Closet, iTtiV. Canon Sheppard, 
C.r.o.jXD,; Sev.OaTion 'i):iiton,c.v.o.,o.?,i .« .^M. A. 
Organist and Coin2JOScr, AV. Aleock, Miis.Doe, 
Chapd-ain, Hampton Court, Her. A. G.In!5(riirn,M.A. 
Organist, IlampAoii Court, Basil PhOpott. 
DomesO’c Chaplains, Very Bev. Philip F. Eliot, 
K.o.v.o,, ILI),, Dean of Windsor; KeA’. Canon 
Jiervey, c.v.o., 3 r.A. ; Kev. Canon Sheppard, 
C.Y.O,, D.D. (Svb-Deoi}. of the Chirjjds RoyaC). 
Chaplains In Ordinary, Lev. Canon Duckwortli, 
C.T.o.,D.D. ; Lev. J. H. J. ‘EiVison, M.A.;Kdv. 
B. P. Earrar, m.a. ; Eeic .Francis A. S. ffol'kes, 
M'.Y.o., B. \. ; Ptov. Canon Hervey, calo., m.a. ; 
Lev. Canon An.e:r(Sliis Jessopp, d.d. ; Dev. 

I Mortimer Es'erton 'Keiiiiedy, H.V.o,, m.a. ; B.ev. 
j Bertram Pollock, c.Y.o., p.p, ; Hev. Canon 
I 'Wiliiani Sanday, D.D. ; Lev. Canon 'I'eigonionth 
; Shore, m. a. ; Ikna Canon t.'lement Smith, M , v.o., 

'■ m.a. Dev. and Hon. L. Tyrwhitt, M.V.O., M.A, 
Ilonorant Cha;ilains, Lev. Canon E. It. Bernaid, 
j M.A. ; liev. WL H. Bliss, M.A. ; .Lev. A. B. Beiyd- 
! Carpenter, M,A. ; ‘Lev. Lord William Gascoyne 
■; Cecil, 'LA. ; Lev. Canon Evskine Clarke, M.A. ; 

•; Rev. . 1 . L. l‘);ivies, M.A.; 1 en. Arclnleaeon 
Donne, M.A.; Yen, ArduLaeon Owen Evans, 


M..A.; Bev., Lord Charles Fits; ‘Roy, M.A; ; Ksaa. ■ 
.T. J. Hornby, c.Y.o., b.d, ; ‘Roc. pj-ebendary j 
McCormick, D.l). ; Eev. and Hon. 3. Staltord ' 
Northcote, A.k.o.l. ; Lev. A. .L. D. Peiie, C.T.o,, i 
M.A. ; Lev. D. Lohertsou, 3I.A. ; Arch* I 
ileacon Sinclair, d.d. ; ‘Lev. F. M. Stop-ford, 

^ ' M.A. ; Lev. L. 'i’'alionrdiii, ivi.A. ; Lev. Sdino?id . 
■Warre, C.B., M.Y.o,, D.D. ; Von. Archdeacovi ' 
Wilkinson, i).i>. ; 

Priests Oi Ordinary, Rev, T. L. Iline-Haycod:, \ 

■ "M.A.- ;■ Rev, II. D. Macnamara, M.A. ; Lev. L d. i 
Perclval, m. a. j 

Honoraru Priests, Lev. JL Aldridi Cotton, m.a, ; ; 
Lev. E, AY. Koiiine, 31. A. ; Yen, Ai’cIkIcuco’a • 
Brice, ala.:; Lev. G;G. WTlkinson, M.A. ■ ■ I 
Pe'puty Priests, Rev. D. A:. Siieath, 31.1. ; ml ■ 
Lev. H. L. lavvrie Sheppnrd, 3i.A. I 

Central CHANCEiiy of tiiii Oedses of : ■ | 
Enighthood, ' ; 

Lord Cham’ierlain'sOmce, Si.J.-oue.Cr, Byluce. 3.Y>'. ; 

Registrar and Secretary, The Ooinptroil r in' Cio 
Lord Chaini'erlahi’s IX-pl, for Hie tine lieini,?. 
Col. Sir Douglas Dawson, K. c.Y.o., C.y.G. ■ 

Loyal AL^foNRV, St. .fames A Palace, S.IY. 1 

Hersd. (4r(fnd xiinioimr. The Yaopies? r-f pACt'-r 
Lord High Ahnouer, Very Rev. tlie Dean 0 ; i 
■Westminster, D.D. i 

Sab-Almoner, Lev. (.Vnon Ed-ra;- Sheppard, C.Y.o,, • 
iCit. (Sub- Dean of Chapels Royal). ' 

Secretary, Arthur Gregory 'iLali’ace. 

Asyidant do., Yh. G. Hunt, 

jViA.STEll OF THE HoiL.^fE'S DEPART3!E.NT, 

ihiyal Afevr.s, lliudiingham Palfiee, S. W. 
3[fi:Pt‘r of the Uoref. The 'sFrirl of Gi-anajd. K.?. 
Cro/vn Equerry, Haj.-Geii. Sir H. i\ Ewart. 
G. C.Y.o,, K.O.B. 

Clerk Marshal, ^raj.-fleii. Sir Staidev Chiike, 
G.C.V.O., C.T.r.G. 

Etpaerricsiu Ordinary, Col. Sir Arthur Davidsuii, 
K. C.Y.O., C.B. ; Col. Ron. ibn-ryC. f.egj^e.n.y.rs,; 
Cant. Hon. Seymovir Fcntesi.'ue, c.va').. C.A?.h, , 
R.N. ; ‘Lt.-Co!. Geornv L. Ihdford, C.Y.'L, o.t.e.: 
Lt.Wo). Fiedorh'k F.G. ‘id.n'i'imhy, c.v.o., r.ip • 
Hon. J. B. C.Y.o.; 0.,)I. .‘Henry Btriat- 

feikl, 3LY.O. 

IIon.Eqnrrryfiml.the Duke of Giiifton, K..ci.,ari. 
E.vtra jUqiterries, Gen. Light Hon. idr .D, ‘H. 
Brobyn, V\c, g.c.b., g. c.v.o,, N.c..Ar., i.y.o. ; 
Lieut. -Col. Liii-jit Hon. Sir V’. I. Ediinird-, 
G.C.Y.O., K.C.B., I.S.O. ; l.leut.-Col Sir A. J. 
Big'g-e, C. c.v.o., K.'MJ.. N.C.SI. L..C.3T.V., LAO.; 
Adm. Sir .IT. F. Stepl'enso-j, G.c.y.rn, K.cjp : 

, Lt.-Ool. Thm, A. .If, F. Greville, 3 (.v.o, : Vid] 
A. ii \i. Count Gleiehen, c.Y.o., c.h., (vm.g., 
D..S.O. ; J.ord M. T. do la P. Bero.sford, c.A’.o, ; 
Lieut.-Col. Moil. Sir “W. K. It Caitngton, 
K.C.Y.O., C.B. ; Ll.-CoI. a. h. Hillif, tAY.')., 
c.3i,G. ; Viee-Adin. lion. Sir .H, .LaiuLDa). 
K.G.Y.O., O.B. ; Ll.-'Wd. Sir Charle.s .IVed-. -M;', 
jt.c.Y.o. ;'Co]. Sir E, ll. c. pard-m;!. 1 . 

G. C.Y.o., K:.o.S.r, ; ‘^dee-Adm. Sir lAdrh'Y 
Milne Bt., K.c.v.o., E.c.r,. ; Rear-Adm. Si’. 
Colin L. ICeprif:], V.O.V.!'., t;. u., d..s.o. 

Pages of Honour, ITon. E. 0. W. T. ihioR,' G, R , 
Lane’; A. E. Lowtber: W. H. l. 

Sup. Royal MeU‘^,Lo. donS Pm . y,;. v. - 

„ „ VCindsor. Ciipt. IL liickey, JLV.C. 

Accountmit, YVilliam Cullen. 

Storekeeper, William Shaekleton. 

Clmk, J. ‘H. Ould. 

YetcritKiry Surgeon, .London, George 11. Yrillhvms, 
„ Windsor, R, C. '"enn.ant. 
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IiOf/al Moumholds. 


'KTiiVjVJ OF H.M. aisl-AHsha 

C!rt:\ 'biju, T^h‘ E;?ri Jfovie, 

I ’-f ’? ^ h''y (, , i'iK’ i^,p. 

The }rurqiK*'.S ih‘‘ ic.c.r.o, 

s'vf " Aft4 ‘‘iii,, ii ;i. iirj.viho. 


' ^ ..*< a!i neiih'u r4N>cuieinir,i;t, 

*’ * - ^ f> /' r '.I I* •>!»’; \i‘ - f an >\ 

,>/ rtr /h T i}e Tt of 
T- ?r;jo ; •; 01 ' ; The 

’■ i-* ; il( roi.^io'-s (U 

^ih'i /, N.'-j (// Uhj lhih'h%u>‘jai\ J he CoiU(tesr-o/ 
i . l,!.acale.r;tleffi. 

T (hh.aptu'i' hT„.,o,o rf.TL I;:,]? T'arrji-M-e; The 
lly\, FCu')!!jrf>-. 

Viii'o^ n! j'/’/ a l-lfTn a vTf"5i ; llo:!. 

' \ io \ j litiji. .GiJUiuUy Lfiacelles. 

Tl 

H0»\sK!I5>ID of H.E.rr. the PTtlXOE OF 

i ^ IVALlvS. 

of ii.'f lyfh'hoau i.i\ The T.r,V)l ATenlf.ek, 

, ijt.Q.Lh., ivaJ.IJ. ; Tae Lord Annaly, 

0'>h It.-r,:. ifon. Sir 

\^iii‘uiH.i 1:L T. tTii'io'i-l-on, K.n.ro'a.. C.rJ. 

I '' o F.hniii.a ol. .*-ir AniiM'j, iU-'.e'O 

! <TTV'o3m K.0,.ii. . KjJ.8.1.. K.CAITT, ' ’ 

if fhv AhfTVy, rTi|,5. ijHi.!. ^V. Churl o,g ' 
j 't»' ou''VAj>iTk lrlu<;tv'ril.i;irn. I 

i (tfm.ii, ,*/„’ tMuh'huhiber, Earr,ii'i] i 

\ ^ Walli!K'£On, (''.'XLG. ' ■ ■ "“■j 

Ffj A 'm A ,, I. f\rJ„ Ef., n.:ir,n. * 

|„ , '.’...Li,,,, iiA.iX, iMo; Ilou. Dut'ivk '.V, IvejaH-*!, i 
U.». : r.qu. Ci.uunh Oo./i;ov: ' 
f u.?f. * caj.t. lao-ii' 

! t'liariKi (.T. i:. i' ! 

, C:i|>'.. IlrsLiiu* Woniyas, 

|. ■ it.?,'.; Col, ll. Bt.)!", {yM'.G., • : 

j rnt f. iii) i, vT. C'lai K', 'tCLi f-' )rth Krr.vnCuuj ; 

I ,.4;tj..-?„hg!i,. Sir t^, i.'.n,:;'!. L ; nL'i’ hi' ■ 

; ii, *hifi{ o.l;-;. ; AuT, C. F.’ VcoiGhic-Ii’ i 

,!■ T.f.K. ; Aluj, ii. ic VVat-son. o.f.i-:, ; C.’ ■' 

H iu'Wiw, M.y.o. ; Capt. the ViyooiKit CjirUfoe i 
,| , ,MU¥,0,, li.,S.O.. ' ' ' i 

; /Oo mfh hh',‘j ^o;.} Her Cji’o rjT i]ion,c,r.n..r.-'iC*^ 

; (Jmfi'h b’l tyoi u'AghT Oiih'ora LuaeOeii, 

( ztkf! < df.v, Oorh.'fh F, Mtujt'^o.niorv. 

; yii A It': 011 V, oLvi1.rn'. " ' 

AiU'^hff in Cv i/o.'AvinC L Tansley Win. f.o.a. 

, u, «;ro.’,Ho'v, Hsr Juev.s koid, JH., ' 

I .M.h.; Sir FranoK If. LakhMa-.F.t., 

j ♦».('. V.O., M.o. : l.r.-Col. Sir Lk-har;! Mavehvk , 

. < iiftjort, iv.o.r.o., ^Li), ^ 

-s hi Sir Fiv-lerFH Treves, Vt. 

I ae. a., F.K.r..\ ; 0 !i> 4 h k\ Hi.uhv, F.L.O,??.’ ' 

A iHfOio-/ * o > lU.ov, Sir IL nc Bun-et, 3r.i>. • . 

p>. .f. O'oe, 3f.i». 'I 

fiuiyfifit A,n,iti<erai''i/ h> IJ.Ti.U, hk? 'Prh\ef‘ fvK 
^ ff ooo Co' IhmHaiiulO, sir h\ Jl. Luk’n'^’ * ^ 
■ BH.a.F.V.o., 3t.p. “ U 

‘ Pfcv%«Th'/.,,7/«f,q,S!rAlunH.AraiiCy,:q.T.0.,M.l». ■ ^ 
I MOPf«EnOi]» or II.H ic. the phixcess of i ^ 
! ^ ^ ^ . WALES. c 

I I'he Earl of i-^iiaft*%sL!nT, K.o.v o 

: Fn^tile ,Sky.;Cf /•./, j h ai. Aiexauder ifuod E 

t iOuJik !JU4dak, 7. 

L>u:i':suj 'i'iie cVmiite.qs of .Airlie • ^ 

I bttJ 7 i'tiiiuiiykou ; Tlic Coiuituss tt Sliaften- L 

I Tiie Countess 

I qf ihf I}eti,)hnmbm\ The lady Uva ^ 

t^OHgwile; iiie .Udy ij-u-y Eorhes-TiWuHis ; St 


lA. I The Ludy JCnOuiritie (.'oke; The Lady Eortlia 
! ^ l>aivkiu.s. " 

I Phifsicmu,, tSir John Wiiliains, ihirt., rv.f.r.o, 

^ I JJ.I. AKB E..iJ. THE Duchess Aufreb of 

I . . SAXE-Coi;rj:(,'.OOTnA. 

i Waith}!/, The Dor-auer Larky i^Ior.Ron ; 

I Eassava?it: Frnniein vou Anker. 

! Uiyla^ni \oYy Rer. R. Seivlovicv, Are’njiriest. 
a, } n.nft(’ tiecM-ani, Bariiji AleTcud.en. 

'* ■ rtf -EI.R..I[. THE DfJfvE OF vtJNNATJHHT 
cv ' Cohij>tro!ir.r and /iTooevy. yrai M v o 

, F?v'/7v/, Oapr,. T. Rivers Bnikeloy,' cr.V.o'.’ ' 

ot Eqti.t>iv/fy iMuU Sir Maur’iee Fitz.i-erald, 

' j-'u,, C.V.o, (Kuiyl'it ()f iverry) ; Jlni.-(|on .Si'- 

le Lane, K.c.r.o., c.B. ; Coi.‘ Ciniihcn-i, 

I iiarkuig-. 

n.. ■ PUimctmi, Sir Samuel Wilks, Bart., m:b p r s I 
, Secn-tay, Aiulrew 'Wiisort Alurray. ’ 
i r THE Duchess op Cuxnalthit. 

LaLH‘hyti IVaitiv;!, ilon. Lady Enerto!! ; l\ris.s 
: Annie Evelyn Polly ; The Ladf Elphinstoae 
I- ‘>nn); lhe \r,, ..countess Dovruo (hon.); The 
y, , Larkin-^ ^ 

I It.ii.TJ, Pi-ince Arthui'’ of ConnaMoJit. 

io/v-r/vc Lieut. Erie Bojiham. " I 

' Er!ra iujwyrji,WB,l W. Wyiidhani, yr.r.o. i 

-i ' r - if CoirOfiK-lht, i 

; 'UK d avS/m?, CleraeiiLiiiu Aflcim I 
I QuEI-JH OP kOJfVvAY I 

i T; MamI ot h'reat Brir.'dji and irelas-d). | 

n ? Coi. Sirilemn ! 

j h-noliys, K'.o.T.o, ^ j 

''' i trv ■■^•LLLii. THE Duchess op Albany, 1 

, , tj <tapt. Ede.vard L.-ymour, h.v.o. | 

. Lady Evelyn oioroton ; ?.Oss 1 

: Col. .stnuiei* Bailer, c.r.o, I 

I , it. E. {/nitl , ). * 

' i p , I’rjvOE CHRISTIAN. I 

: : 'iak'Thiih' IWy- -’-"J'"' e--™' ; 

, -uhooav.v, Li,. -Col. Cceii Bh'ay, M.y.o j 

I of!;'';’ Cp}. G, Gvnut Gordon. C.T.o., o.r. j 

" ‘li nvl!^ o'^^Orikauiv/, Sir E. 11 Lakins, Bt., 

Suyeon hi (Ma.naiy, Wm, Eairhank H T) 

i^i^-iycmApothecarn to thi^lh > u^w, oU, W. X. lia^-on 
,, , , ILtMT. THE Putecess OfHH.STiaX 

jroj/ooi, ^ Einllv Lf»fjh ; hVr'? W 

Bruclf* r'lin'iniug: 

T!,. Ba.ly 3!:,}war,l 
'rn\ ! 3 ‘ ; 'I*-' Su.saii Leslie-AIdvioe • 

' Jil's. ffuo. {Jru!,^ 

i P . THE PitlXCE,8S loriLSE. i 

Omjttroihdi' aiid Eqncrr}!, (.faj*! W. G, Pr,>h.'--r* 1 

//cwnvrHV/ G/ //,o iAkia.vioe.-, TlVi'd, ' 

j Hophia Aiaciiainara. ’ i 

; Exlm Lmbj m Wa-ithiq, Wrs. W G i 

I ih's. J. Co.m,VBo.y.J. ; 

n 1. LLLkif. THE PlUNOE'S Bp'iTRIOF i 

,ml Vifl„r i 

Corkran, o.Bo. ^->-.1-10,11^ 

Bfimrry, 1. B. Outiihertsoti. 

r,. t. Col- 

LHfm 'in WaiHi,!,, Miss Aims Ajuictte ^Mii.n-, 
^o« in Ordimn/, Edgar Foffmeister, 3f.B. i 


I OS 


^IJffrage. 


Ilf a broad sense this heading is commonly taken as identieal with the one that follows ; hut there 
are close upon _ 130 holders ol titles of long-standing nohilitywho are not members of the Upper 
House of Parliaiiieiit, their peerages being those of Scotland or Ireland only. But, as further 
explained below, there are about an equal number of Peers of those kingdoms who possess addi- 
tional titles which constitute them members of the Lords, these titles being in a majority of 
instances, though very far from all, inferior to those by which they are generally known. A 
considerable complication is the result, liut to lessen the trouble of reference we have iio\f arranged 
under a single alphabet for that rank, distinguishing every Peer whose 
mle IS Beottish or Irish, and also such of these as possess Imperial titles in addition. The full 
details as to each are given under his leading title, and a reference is in eveiy case supplied under 
any other that he may hold, so that the talile of equivalent titles formerly given in this work is no 
ienger needed : a double index will be found in “ Whitak Eli’s Peerage, Baronetage, Knightage 
AND COMPANIONAGE,” pages 40-1. 


i the 3 [ag‘mnn 


THE HOUSE OF LORBS, 


f: 


iiv-,n Concilimn of the eai'ly chroniclers, consists of the Spiritual Lords of England (the a 
I Arclibishops and 24 of the Bishops), the Temporal Peers of England, Oreat Britain, and the United 
I and of Representative Peers of Scotland aiid Ireland, together with such Scottish and 

i -tricli Peers as have also Iniiierial titles. Ho Peer can take his seat if he be under age, of unsound 
iinnd, or bmiknipt. The f ull Assembly would consist of 3 Princes of the Blood Royal, z Arch- 
Dishops, 32 Dukes, 33 Marquesses, 3124 Earls, 40 Viscounts, 34 Bishops, 334 Barons, and 16 Scottish and 
aS Irish Representative I’eers : total 616. See Whitaker’s Peerage, page 18, for complete table, 
showing: numbers of Life Peers, Minors, &o. There are also 12 Ladies wiio are Peeresses in their 
own right, whose titles and names, along with those of Scotland, are given below at page aoa 
Female siicoession may occur in the Imperial Peerage in any Barony 'of England which was 
coriterrecl by writ of summons ; but it is subject to the rule of abeyance whenever there are more 
than one daughter, sister, &c., eligible to succeed. There are also a few cases in which “special 
remainders have lieen granted to female relatives in the absence of males. We use the term 
'Imperial ’ as iucliiding the three series of Peers of “England” (up to .Tune 20, 1707), “Great 
Britain (thence till close of aSoo), and “ United Kingdom” (1801 onward). 

SCOTTISH AND IRISH PEERS. 

T... ^‘Aiitish Peers and sys Irish, hut of the total 262 there are 133 possessing 

Imperia. titles and 339 without them. Of the 87 Scottish, 51 have Imperial titles and %6 are 

life in the Lords; and similarly of the 175 Irish 83 hold 
Of the Imperial titles of the ««« 

> are superior, 12 are identical ii 
I ucsjgtittuiuij, iiim 15 are aosoiuceiy trie same. Of the 3 Scottish Peeresses cit 
5 ?I®Wc)rt IS subject to a degree of doubt, so that the lady does not assume it. I'hefe are'otherTin^ 

; in the BcotAJsh Peerage winch are open to female succession, and this is not subject to abeyance as 
111 EiJglaiid. Ill the Irish Peerage, on the otlicr luand, the only titles open to’ female successifiin 

held by the Marquess of 

Vatcifoid. It v/ill be observed that Ireland possesses a great advantage over Scotland in the 

Lords as it does in the Oommons. its native Peers whe Unm ^ 

stated 

Peer ji.ife msu tue Hjtecia 

i Oommons for any constituency nob in Ireland itself. 

I Confmetwns.—S. or i. ap})eiided to the date of 1 
f further addition of a impiie.s that the Peer in ( 

: name) by its more ilefinite description as EnyL, Brit., or U.K. When both 

I tbiSf ^ ^ is appended to the conjoined date below, and it 

■■ Imperial creation. A f appended to B. or I. implies 

j ^niUi tne leer is an elected representative to the House of Lords. For the marls: ° see hoadinir to 
i succeeded ; m., married ; rc., widower or widow ; dll, diWed^ 

I COMPLETE LIST OF THE PEERS, 

; pRrNCiJS 0? THE Blood JJ' A’Al (3).—5^//Ze, His Royal Highness the Duke of — 

[ S901: Ue 



; i 33 i J.eopokl diaries Edviird George, Duke of Albany, &c., £ & V384,"In.]!.Priiml Johann, b. 

Archbishop.'?! (2) ~Sfyle, The Most Rev, His Grace the Lord Archbishop of , M 

Adfo/’m'ci/ mv, My Lord Archbishop ; or, Voiu* Grace. 


Trans. . 

1903 Canterbury, Randall Tliomas Davidson, P.C., G.C.y.o., D.D., &. 1848. Comce. Bis-hop of Rochester 
y r, ’ trciml to Winchester 1895. 

1909 1 oric, Cosmo Gordon Lang, p.o., D.D., b. 1864. Consecrated Bishop of Stepney igot. 


Whitaker’s almanack,; 1910 . 






i'fr''?‘KS:. aa IiByjerial ; 8 Seottisli *, z Irish. — (S'^t/fo, ■ His (ii'at:e the Duke of — ■ — . 

.i'.. \:'s^i’4 as. My 'Lord Duke; or. Yonr Grace. The eldest sous of Dukes and 
? li.ir^iUC'i.-.cs !akc,')tj taauh'^.v, their father's second title. 'Hie other sons aiwi the^^roxi 
^ d-InsJitcUr are stylc-d Lord Edwaid, Lady Caroline, &c. 


i ■ ■ TiMe, Name, d'c. 

' t86B l,M V Juiue.’- ilamllton, K.a.,P.c.,aB.(BnL Marq. and Seott. 
Had, hi>t!s Abeecorm. k 183S, a. 18S5, a?... 


Mik\d (»' JIHr . , 

l\hi]Nf. of Hniniltou, :Sv£i 


: ifoi s.’» . , s/ o'folm Dou'rhs Sutherland Campbell, K.'r., P.O., G.(7.M.a. ( iaU'd hrch.ihfikl CaniLhellj 

j t;,o,T.o/(/;. LL Dfil’t’, J/7?.uk), k 1845, A". 1900, m. / &. 1846 

*"C3 x' do’in .L'UiWS Ou-h Heni'y Stewart- Alurniy, K.T. {Brit.) Alarqiiess of Tuldkirdinei, 


:\i.v.o., D.s.o.. 1871 

■Marq. of rcco 

AJarq. of TuTistock. k e£ 83 
(As Soutti.di) 


i70i'.i „ .... 

Bad, dbmtif^eh a. 1S40. a*. S864, vk 

ifiBi B'^pAui, Henry A'kih, AV. Fit/dloy S(.»merset, Ik 1847, 1899, w, 

1^4 /A\.' d/d. li Cuiind Ai'th.ur Ku'jsell, K'.tu, ft. 3838, a?. 1S93, m. 

i7« isrmduii. See MiiniiWjnA Scott. Duke, below 

1563 q*LA^o-cftrr’e^te<'^i7rt'e.vfttoV7/(i7o6),\Vm. Ily.AViilt. Montagu-Doiiglas- 

''oott. iv.o.. P.C. itAmL Eud, DoiLca^tci'), ft. '31, .v. ’84, 'ni. Earl of Dalkeilli, b. 1S64 
t799 ^ A^ctuhu A- TtrbrtildiK XLiLH- Ernest Augustus. 'W. A. CL F., : 

K. b. (/W-A Earl, ArmmjlA, ft. 1854, a 3878, ni Earl of Armagh, ft. 1880 

1694 Alctor Christian Tvillium Cavouclish, P.d., ft. Ahirqiiess of* lUirwngton, 

..Y. SAjoS, j ft. 1895 

1889 I'DV, Alexandtu' AVillbra Gt-org-3 DaiV, K.T., P.C., G.C.V.O, (/i*M 

\Ep-<\ Ff’/,), ft. 1849 x»t Ouko, m. li. IT, Prss. Alexandra, ft, ’91 

!675 Aiigu.stus r'inis, Ltuiaj.K FitaEoy, K.CL, C.B., b.'zx, s.'Bz, v\ Earl of Euston, ft. 1848 

5043" A i o Cf I Ui s Do!uLi''-LLij ihuu! {hrit. l>,th\,\ Ara"<i!kt;is, 01 L>nug]a-j tani 
BramkaA. ft. iStia. .v. xSgs, r i Clydeadale, ft. 3903 


16^. Lc«ft'<d.le!).Ch.st.iolpi]h'i Oshv.>fne(..S'i.’oftL ,.Df/.a6ftT/3ic),ft.'63,.‘;.’95,a?, Marq. of Oarmartheu, ft. ’01 
“ ZdLefndtr, .Maurice FitxChjraid (Brit. Vucf., Leinster), ft. 1887,^ Lurd'Pesnioini f’ii.-q rciald, 


|i7S6L*Lta’j 

A. i%3 ft- 

f67SS*Lf»q.ai.r. She “.Sichmoud and liord.on,” Enut. Duke, below ('As Eiiglfsli) 

■ 2719 lfnncftov#rr,'\V*{diam Angu-s Drogo Alontagu, ]>.o., ft. 1877, 1892,0?. \T»et. iMandeville, zgoz 

'1702 ■'*' ‘ -t... ^ ,, , , 

; 1707: 



ty&S 

17*5 


Norfolk, ffenry .Fitaalau-Howard, K.O., P.C'., O.c.V.O. (LVo-q Ear] of Arnihiel aiid 
JtarshaJ), ft. 1847,^.’?. x 3 £b, m. ' / Surrey, ft. 2908 


Xurt/aonberlmid, Ihuiry Ceorge Percy, K.G., P.C., ft.iS46,.‘.‘,iSa5q.'o 
i'fiiilund, M'illiam .r.:»hn A. C. J. Cavendish-Bentinck, £.a.,'p,c., 


Earl Percy, 3LP., ft, 1871 


1675 


G.O.V.O., ft, iBS7. •‘'ft *879, hi Alarq. of Titclifieid, ft. 1893 

mu}d. .'tr (/Jnri’Jnn fvUnA'i iUiMQ fTpnr'i? f Iru-fUin. 'r n 




Rb'huuuut tf Gordon (1376), Ciias. Henry Cordou-ljcnnox, it. G 

V.O, , U.ri. (Scott. ’Duke, L-'’ 7 i/io.c), ft. 1845, ,v. 1903, w 

lilME. Ceorge (/Vh/cc 0/ ira/os-), ft, 1865, ,v. zgoj, m.... 


Earl (ff irarch, Ar.V.o., 6. 70 
Prince Edvo.L, ft.’94 


iyo»-.*iko:tmr’jiic, Henry .Tnd. Innes-Ker, K.T., Ji.y.o, (i 7 .F. Darl,)^ Lord .Alastair Iime.^-K 


/uatv-’X ft. 1S76. A\ 3892, m / ft, jggo 

Rptfund, Henry J. Brinsley .Mannc?;s, ft. 1852, .s. 1506, in Al.’of Granby, ft. 18S6 



d'‘ f-v, Hugh iticlid. Arthur Crosvenor, 0, 1879, 


Alarqiicbs Douro. ft. sSjf? 


Lord A. ilrusveiior, ft. j.S6o 




' 3876 
' ISST 


' xBat 
' 1815 


17% 

1883 


tdi^ 

r/9<S 


1 i8ta 
i8i!« 


I iSsSd 


23 Imperl.a! ; 4 Scottish; 10 Iri.di. I'lie Afo.^t Ih-.n. tin- 
Marquess oi . Addrcs'sed ns, Aiy Lord Mar{(iies.s. ia tirdes luurkod the 
‘‘i»f IS aonisesl ; secAA rnTAKirafts PKi<niAGK, ix ^ 

J'/ rcora. t^ic “Aberaonj,” friuk Duke, above 

AWruurcnnii, William iN'evill, KAL, ft. '1826, srst Ara-"<un:s.s, u\ 

Ail imrii, Henry .Vug. Bnideuell-Bruce, ft. 1842, ,v. 13..V, w ... 

.t'Yva, Vivii. ls:ciinedy<^%o/.L Earl, Ccmnild), ft. 3847, 3870, m 

Aiiuhs- It, Cluarles Henry Alex. Paget, ft, 3883, 1905 

Uitth, Tinmris Henry Thynne, ft. 3862, s. 1896, w ’’ 

nrcudcilhanc, Gavin Campbell, K.ih, p.c. (Scott. Earl, Lreudul 

Oitor}, ft. 3853, jst Marquess, m 

Brbd iL Frederick M'iUiam Jfane IleiTey, M.V.O., ft. 1863 s. iqo-’ iu 
a;^^ .qhnAYMibm-Stnart (M Ihmifrks ), JCa ■! ul DniniVie., f 

i umthii, ,h)hii Charles Pratt, ft, & s. tiqz, m pari of Iks'clciioi-l- 

Dnvhmmdekih George Hatiry Hugh Choimoiideley, p.c. (Iriuh * ' ' " ' ^ 

: x88^, ni. Vyev] of llock.savage. ft. zGS^ 


fAs Iri.sh) 

Earl of hov.'c.s, ft. 

Lia. r 1 ( , f Cn r<lJgi. n , i >, s. m ' , ft. "73 
Cjuri of Ca.s.-'.ihi,'-’, ft. it-iyz 
Lord A'ictor Pa.gvt, ?k 1889 
Viset. Weymouth, ft. x£95' 


(.Voile to r.K. ]ji erage) 
Lm-d Welter Heia’ry.ft. ig^s 
Earl (,a DuniiVie'-, ft', ico-? 

‘Dn,.! .,(• fO. 1. - 

. 3899 


»8*Si 


ft. tKS*. « ySinrr ' r 


Aliiiiitre), ft, 13S3, #?. 1897 



Ld. Fredk. Couynghanqft. h 


Th£ Peerage— Marquesses-— Earls. 107 

Crridrt-'. Title, d-o. .Eldest Son or Heir. 

ingxh'^Donenali, Id'.vai'd Artii. Don. St. George Hainil ton Chichester) Lord Henry Hit;s\Yamne 

(nrit. Baron, Fisherwi(ik), b. M. i Chichester, &. 1S34 

x-j?i.gi.*Imrns}nre, Arthur Wills J. W. Blundell Trumbull Hill (Brit. 

Earl, llUlsborough), b. iSyx, s. 1874, m. Earl of Hilisboroiigh, h. '94 

z23S it Am, Terence J. T.Hamiltou-Temple-Blackwood(Jm/4 

Baron, iM/ferin A- Claneboye), h. xB66, s. xgoz, m. .................. Lord Basil Blackwood,/;. ’70 

i8o.» .Toliii .Henry Loffus(£/'.iL. Baron, Loflus), b. 185s, s. 1889, m. Lord Geo. H.Loftu.s,/;'. 1:834 

sSoi bheier, vniliam Thos. Brownlow Cecil, 5. 1876, ^9. 1898, — Lord Biirgliiey, b. 1905 

jSco L-^.LT’(n/yo>T, Geoffrey Thos. Tay lour (iZ.E. Barew, /u'7iff. S'), 6. 1878, 

s. 2S94, m ■ Earl of Bective, &, X90S ■ 

1793 Hertford, Be Grey Seymour, P.o., Q.B. (Irish Baron, Con- 

ovn), h. SB43, 2B84, 10. Earl of Yarmouth, 5. 2S71 

Cbarko G-ordon, P.Q. (U.K. Baron, Meldrum), b. j[347,‘i Gran'vilic C. B. Gordon, 

6‘. 1S63. m ) b, iSSs 

1784 Heiii'y Chas. K. Petty-Eitzmaurice, K.G., P.G.VG.C.S.X., 

o.c.3i.(rr., holds lioy. Yict. Chain (Im/i Earl, Kerry of Kerry, Ji.v.o.- 

\Seott Baron, Kaiime), b. '3£84S, s. tS66, m i),S.O., M.P.j & 2873 ' 

jgcsZi Lh'ditligoiv, Yictov Blexaudov .folm'B.ope (Scott Earl, Hopetoun), 

b. 1887,,#?. 3tgoS Ld. CTias. M. Hope, Zj. i-.Sg*' 

iSt6 1/'- Londonderry , Charles Stewart Vane-Tempest-Stev/a.rt, K,G., P.C.,| Viset. Castlereagh, M.V,0., 

, s. ’00 

- V (IrishX 

Baron, dJulgrare), h. 1846, s. 1890, m. .....I 2883 

t833 No.'tiiainpton, \Vm. Geo, Spencer S. Compton, K.G.,/:>. *52, ’97, Earl Compton, h. 2885 
James Edward Williavn Theobald Butler, E.P., P.C. 

(E.IL Barmi, Ormonde), h. 1844, s. 1854, w. Lord Arthur B’^tler, b. XS49 

x£L&.a. Queensberry, l^rcy Sholto Bougias, h. s868, s. 1900, m. Ld. Douglasoiliav.ickjy.-'gfi 

iSyi Il'iion, Frederick Oliver lloblhson, K.C.Y.O., Z?. 1832,5. 1909, m. (Hone) ' 
xySci Salisbury, James Bd'tvard Hubert Gascoyne-Cecil, p.c., 'Gro.,V.O., 

_ _ O.B,, h, 2861, .<?. 1903, m Yiscount Cranborn.3, Ik *93 

sSoo L ‘^Kd-bjo, ,D ejiiy IJlick Browne (U.K. Baron, MontEagle),b.'’2,t,s. ’03, m. Earl of Aitamont, h, 5856 
2787 ^Toiriishend, John James Dudley S. Townshend, b. ’66, s, ’©«, w,. Ohas. Towiisheud,C.B,,kF6s 
I u\oTidaie, Y'm. Moiitogu Eay, K.T. (U.K. Baron, Tiveeddale), 

h. xBzB, s. SS7S, m Earl of Gifford, k 2884 

zyo^i.^^'narerjonl, Henry do la Poer Beresford, k.p. (Brit. Baron, 

'0 wu Earl of XjTone, h. 190E 

255s h onekerter, .O.enry WiL'iaDi Montagu Paulet, h. 1863, s. xBgg, nr. Clias, S, Paiiiet, b. X873 
sSya Zetland, Lawrence Bundas, K.T., P.c., /». 1S44, ist Marquess, «>. Earioflion’ldshay,M.P.,o.’76 

Ei-., 224 Imperial; 44 Scottish ; 6z Irish. — Style, The Ilight Hon. the Ear! 

^’4 TT"* tts, -My Lord. The eldest sons of Earls Bike, by courtesy, 

tiieir fatlier’s second title, the younger sons being styled the Eon., the daugliters 
Lady. Where marked ° the “ of ” is not used. 

26c 5';. ''ALavyi’ji. See “ Ahercorn,” Iri.-h Duke, p. 306 (As iiish) 

sSSas.’’ jnvoucen., Hil'iii Campbell Gordon, G.M.p.,k.T.,P.C., g.c.m.G. (IT.K. 

rA>?eG, Gordo, 0, b.iS&^, s. 1G70, m Lord Hacido, h. 187,7 

s6f»2 .y.no»aa/c/],, Montagu^ Artliur Bertie^ b. 1836, s. 1884, m Lo-'d HorrevG, b. xd6o 

2639s. J'j’/i.i', David Lyiil]>h Gore W. Ogilvy, b, 1S93, s. 1900, M. Hon. Bruce OaTlvy, h. xSo3 

x6c7 ^iioeniatie, Anioid A.. C. Koppol, K.C. V.O., Gjj., h. 1558, s. Visc<pant Burv^, h. xSSa 

-a nihcrst, William Amcher Amherst, b. XS36, 5. iSSc, rn liv.Iiml'orcy Amherst, 0/39 

IT XI x.. T^. .T ,, . , aS ' 



1,2813 
I X 677 S 
18 x 5 

V 1469 S ... 

I 1746 BuSUnyhaomhire, Sidney Carr Hobart - Hampclen - Moreer - 
_ Henderson,,' 5 . “ '**' ■ 

I 'sSoo.. 


Henderson., b. iSCo, 6>. 1883, w Lord Hobart, h. xqo 6 

-Cadogan, (teojge lienryCadogan, K,G., P.a, 6. 1840, 8 . 1873, tv.... Viset. Chelsea, b. 2903 


whitake’e’s ALMAHACK, 


loS 


■ The ■ Pemtge — Emm. 


fJr Title, Name, »ke. 

^'-Pidrm, WiHre*! Dallas Cairns, b, 1865, s. igog, m 

s5«^. Joins Sutherland Sinclair, d. 1837, *891 

tmt hi*'*iiMon, Bdk Jas. Desmond Alexander, k iBBs, s. s8# 

^ 1831 r* » ipenkiti, Eohert Adam H. P. Haldane-Bimcan, k ^41,. s. ’67 


Eldest Son orTlmf. 
Viscfc. Garmoyle, h, 2907: 
Hon. Horman. Sinclair, k *6a 
Hii, Herbrd. Alexander, &. *88’' 
Hon. G-eo. A. Duncan, &. '45. 


i\iH%sh\ ikwrge James Howard, k ]c843, *889, ni Tisct. Morpeth, ’67 

! tTm Carmrmn, George E, Stanhope M. Herbert, k t$6&, s. 2890, m. Lord Porchester, k xSgS 
' t6mnMdrnmtth, iiohert HamsCarnwath Dalgell, k 2847, s. *887, w. ... Lord Dakell, k 2883 
‘ 1. Carsick, <'*iiarles B, A. F. Somerset Butler, k 1873, s. 1909, m, ... Viscount Ikerrin, k 1903., 

I !%« HVirrmf/l''iU,ObnrIesEobertWyim'Oarrington, K.o., 

I ’ (ii'idi Sarem, Carrington), k 2843, rst Earl, ' Visct. V/'endoTer, k 1895, 

' S'ee “Ailsa,” GliT. p. 106 (AbIT.K.)' 

' %''astk8tmmrt,''BmTj Jas. Stuart*Eichardsoiii, k 2837, s. 2874, w. Andrew ,T. Stuart, k 1841 

' *S24 ^CaikemH, Alan Catlicart (Scott, Baron, Cathcart), k 2836, a. ’05 Hon. Cleo. Catlioi'irt, k ’6z- 

■ *647 r. Caxan, Frtderie Eudolph Lanibart, k 2865, «. 1900, m Hn. LionelLambart, k 2S73. 

; jia»7 ^Cawdor, Fredk. A. Vaughan Campbell, k 1847, a 2898, m. Viscount Enilyn, k 1870 
•i »&«3 ChcMieflidd, Edwyn f. Scudamore-Stanhope, P.c.,,&. ’34, «. ’87, m. Hn.Henry S.-Stnhope.j&.’ss 
, 7t8o2 Chich?}ter, Jocelyn Brudeneli Pelham, 6. 1872, s,, 2903, m. ......... Lord Pelham, k 2005 

I *^3 i.*CteM£furf. V i William Fredk- Le-Poer-Prench (H..S. Vimt., Cimi- 

j mrt4i\ k i, tZ^x, m Lord K.lloonnei, &... 2892, ■ 

i 2775 r.*CiVnAtri 7 / 'a /iJ, Arthur Vesey Meade (CT.JT. Baron, GimmUlimn), 

k 2873. r. 2907, IloihlierborOIeade, 2^.2873, 

I if7« Clurrtikdfnj, Edward Hyde Vxlliers, P.O., Q.O.B., G.o.T.O., &. 2846, 

s. XS70, m Lord Hyde, ?). 2877 

I Vitmniell, Rupert Charles Scott, k 2877, s. 1898, Hon, Dudley Scott,, h.- 2853 

afaoi.*tVrJfc «i* Orrerf/ (2660), Chaiie.s Spencer Ckuning Boyle (Brit. 

< Barm, Boyle), k 2S61, e. 2904 Hn. Robt. .T, L, Boyle, k ’64 

' 8S50 Cottenkahi, Kenelm Charles Edward Pepy.s, k 2S74, s. 2882, w — Vi.sct. Orowiiiirst, h. 2902 
, »76^l.*Cco/G»i3m, James George Hbnry Stoidord {Brit. Baro% Salters- 

/owl), &. 2833, #. 2838," te. Viscount Stopforda, &. 283,3 

s%7 Oocentrii, George William Coventry, P.o., b. 2838, s. 2843, m Viset. Dee,rhur8t, l>. 1863 

*BS7 Hemy .Arthur .M'. Wellesley, k 2866, s. 189S5 m Viscount Bangan, k 2890 

*89* Crmdmmk, John Stewart Gathorne-Hardy, k 2839,'-?. ••• Afedway’, h. *870 . ' 

x8fli2 Crmmn, William Geojge .Robert Craven, h. 2SS8, s. 1883, m, Visct. XJiiing'ton, &. 1897 

Gmte/ffrd, Jame.s .Ludovic Lindsay, K.f. (ILK. Baron, W-i^an), 

k 2847, s. 2880, m Lord BaloaiTe 8 , 3 ii.P...b. 2872 

f i%S 0 r#Wf’, .Robert Oiliey A. Crovve-.Mil nes, K. G. , P.C. , k ’38, 2st .Eai’I, m, (.None) 

I sgcsii Cronuo', Evelyn Raring, P.C., G.C.B., O.M., G.c.M.G., K.O.S.I., 0,T.I!I.,| Visct. .Erringtoii, M.Y.O., 

i k 1842, i.st Earl, ni j k 2877 

‘ Arthur Geui-ge M. Bamsay (U.K. Baron, Bamsag), 

k 2878, 8. 1887, m Lord Ramsay, k 2904 

lyarnky, Ivo Eras. Walter Bligh, 6. 2839, 1900, ni Lord Clifton, b. 


DartmoiUb, William Heneage Legge, Rc., k 2852, s. 1892, m. ... Viscount Lewisham,^. i88r 
Bartreg, Vcsey Dawson (Insh Baron, Orenierm), k 2842,1 Hon. Id ward Stanley 

s. xBg7, in j Dawson, &. 1843 

Hh! la tFarr, Gilbert George Regd. Sackvilie, &. 2869, s. x 8 g 6 , m. Lord Bucldnirst, k scoo 
hcnbigh, Rudtilph Robert Basil Aloysius A. Feildhig, e.y.o. 

{truik Earl, Demmid), k 2859, ................. 

JJerbg, Edward Geo. Villiera Stanley, p.b.,< 3 .C.V.O., e.B,, 6. 2863, 

J ff. 2908, m 

! S7<jab Dmtrt, Hasniltoii John Agiuondtsham Cuife, K.C.B., k 2848, 

’ A 2898. ml. . 

■ x^Ml^Iksmond, 


«fXt 

tm 

ty6x 

x 63« 


Viscount Feilding, b. 1885 
Lord Stanley, k 2894 
Hon^Otvray Cuffo, k 2833 



^ Fwi //idc/iinsmi), k 2873, poo m. .. ^ Viscount Sulrdale, ,&. 2902 

. 26&2 r, umjhHln, Henry Charles Poiisonby Aloore, k 28S4, s. 2908, ni . ... Graham Moore b 2830 

, *837 Xtnck., Htmry John Moreton, P.O., G.C.T.O., k 2827, .s*. 2853, - Brn'd Moroton ’v 'sSs? 

' Wm. HumhleWard, P.r.,G.c\M.G.,n.0.v.o.,k’67,.v.-85,.j,o Viscount Ednam h sgci 

2633 . * /U/ 'U /VAi.' (2703). “Bute,” BWf. Mffrg.. p. 206 (As British) ’ ‘ 

tUsg'A.fmuuhmald, Douglas Mackinnon Bailiie Hamilton Couhimie, 

^ G.V.o.,o.b 6. 2853, »-/88s. m, Lord Cochrane, h, iSSd 

2686s.*/>«inufuv, Alexaiuier Edward Alurray, M.Y.O., (E.K. Baron, 

* I * /'d/nmmv) A 2872, •V Yiseoimt Pincastle, k 2008 

t&zzl*iM(nn(vni th .Voimt Earl, Windham Thomas V jndham-Quin, ) Windham Henry Wvnd- 

K.P,, r.o,, C.M.U. (U.K, Baron, Kenrg), k 2842, s. 1871, m / ham-Oum, c b ' b vSc'? 

2833 Da/Anni John Georp Lambfcon, K.a, A 2853, a*. 1879, m Bn.Frdk.Lmbtii.,M.R/?’s3 

Bgsark Wilhani John Manners Tollemaehe,^ A 2859, s, 1878, w. lafly Agnes Scott, k xSsT 

1..-. . -rr . , , Gordou'LVH. Hovvard3A’73. 

'.:LQrd „Montgomerie,':&.' 


*837 Ellngham, Henry Alexander Gordon Howard, k 1866, s. 189S ... 

it iVinion (x6oo), George Arnulph Montgomerie (t/. A. 

Marl Wintmi), k XB4A s. 189*, m.:.,.,. 

.Augustus Arthur Pereeval (Btit Baron, Lonei & 


Uolland\k x8^6, s. xBg7,m, Cha« ,T PeT>ccv<il h 

28g 2 L. o/ciq J o hn Scott, b. 2843, 2SS4i Viscount Encombe, t/. 2899 | 
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Eldest Son or Seir, 


Created ^ _ Title, Name, Ssc. 

S* *Elgm Kinmrdine (X647), Victor Alex. Bmce, K. G. , P. c. , G. c. s. i. 

O ^ Elgin), h. 1849, s. 1863, w. ! Lord Bruce, &. s88s 

r Francis C. Granville Egerton, &. 1847, s. iS6as, m. Visct.Brackley,M.Y,o..&. Va 

i 789 l.-*A^‘nmsjfetWe'n, LovTy Egerton Cole, K.P. (£r.JS:. Bar^>9^, ^ 

-Sohn Mewy Crichton, s:.?.,' p.c., M.T..O. lu.£ Baron’\ \nB&onnt CriGhtm,^^ 

Eermanagh), b. X83Q, s. 188s, m. ■ ^ g 0 SiS?- 

H$3S>Erroll, Charles Gore my, K,T,, O.B. (l/.K, Baroti, Eilmarnoe&), • • •> • /- 

■ Lord Kilmarnock, 6. 2876 

1661 Mses^, George Bevereux de Vere Oapell, b. 2857, 1892, m. Viscount Malden, k 1884 

271E Sewallis Edward Shirley, 6. 2847, s. 2850, iw? Walter K SMi’Ict' & s8?.(s 

T i^stlarl, w. ...... Visct IIeimsley^i.p‘,& 

S759l.*^in/e. See Fife/' E.E. Eu&e, p. X06 (As U K ) ^ 

x8z8i*FmgaU, A.'tiiur James Francis Blunkett, p.o. (U.K. Baron, ' 

Fmgall), b, xBsg, s xmx, Lord Killeen, xZgS 

itzivitua,u, I Ti.s.o. (InshEarl,Mtz 
, _ Jortesme, Hugh Fortescue, 5 . 1854, s. : 

*®So, s. x88r, w. Viseount Campcreil, k 2884 
1623 fe. CaMoway, Randolph Henry Stewart (Bmt. Baron, Stewart ef 
Garhes}^ b. 2836, s. 1902, to. 


2703 'David i 6 yle,'Ed.M.G.(tLK.'i?ami^^ 

sSoS l.^Go^Vbrd., Archib. Brabaaon Sparrow Acheson, K.p. (iT.K. Bi 


Lord G-arMe«, 289a 
Viscount Kelhurne, b> 2874 


.. 9 ®,m. 

Jforhngham), b, 1842, s. 2864, to-. ....: ... ■ 

2722 yfraham. See “ Montrose,” A’eott Duke, p. 206 ...TTTTTZ". 

1684 1. Gfranard, Bernard Arthur William Patrick Hastings Forbes K. P , 

to.^.........,.........;. Hoh. Donald Forbes, &.2880 

Hi] . V m. Le vsB , -Gower, h. 


VisGonnt Acheson, k 1877 
(As Scottish) 


2S33 l&mnviUe, Granville G. Levesoii-GowW, M.v.o., 6. s. 'm m 
x8o6 p^yy, Albert Henry Geo.Grey,P.c.,G.O.M.G.,G.c.v.o.,&.’sz,s.’94,»«.’ 

1752 Guilford, Frederick George North, 6. 2876, s, 2885 to 

2619 ii.f Haddington, George Baillie-Hamilton-Arden, K.T.’, h?zj a’ ’70* w 


2898 

*754 

2822 

274a 

1809 

277a 


HaUbury, Hardinge Stanley Giffard, p.c., 6. 2^5, ist iaih to 

Hardwtcke, Charles Alexander Yorke, k x86q, s. xqoq 

.Lascelles, e.c.y. 0., &. 284!, s. 2892, m!... 


Viseount Howicfe, d. ^2879 
loi'd Nosish, b. tgos 
Lord Bimimg, G.s.,k 2856 
Wseount Tiverton, k x8Bo 
Hon.Alfd.E.F. Vork% b/gi. 




John Herbert 5 udteyWder:’ 6 r-xl^',:,^:;,r i:::: yS/oSSd® ?"■« J 

E'dlsbotmigh. See Dowmhire,” Irish Marg., p. X07 (As IrislD ’ * ® 

260SS.*iioTOA Chas. Alex. Douglas-Home, K.i'. (iJ.K. BarJn, Bouglm), ^ ® 

2703 s.*Hopetotin. See “ Dinlithgow,” 

2822 JEjwe, Bichard G. 1 ^ Oursoii-Iiowe, G.c.v.o.,&. 1861, s. xgoo w ,.. 

2529 f^‘»er Francis J. P. Hastings, k x868, s. x8bI to 

288s Idueslngh, Walter Stafford Northcote, C.B., k 2845, s 1887 m 
x ,56 Jlch^er, Giles S. H. fox-Stvangways, b. i8;4;s 7 sos!'/nr.’ .! IT 

1837 °l7mes. See “ Hoxburglie,” Scott. Buhe, p. loS ^ 

x 597 t-— , ■.V--..L /•, ^ 


45 , 


2802 


J'crf'c.y, “Victor Albert George Child- Villiers, P.o., G.O.B., G c M G 

(/mA I nvcC, Gmnduonfb. 2845,5. 2S59 , to. ' ! 

l.^Kenmare, Valentine Charles Browne. o,v.o. (u.jt, ’ Baron] 


lord Dunglass,' 5 l 2%a,' 

(As ILK.) ^ t 

Viscount CurKon, 6. 28B4 ^ 

Viscount Hastings, k 1901 | 
Viscount St. Gyres, k 1860 i 
■Lord Stavru'dale, b. 2005 ! 

(As Scottish) f 


alentlne Charles Browne, 

^Kenmare), b. x86o, s. 2905 , to. 

“Lansdowne,” Br^l’ir^w.Vprro? 

2823 LfAilmorey, Francis Charles Needham, K.P., k 2843, s. x 88 o m 
xS 66 IumbeHey,^Tohn Wodehmise, k 1848, s. 1902, :tjP ’ ’ ”* 


Viscount Villiers, k 1S73 

Viset. Castlerosse, k %8 qx 
(As British) 

Viscount Newi^', b. 2883 


i633S.‘it«™««,^A„,liibaU l'ito>y George Hay Lok HayLl KhkaM.Y 

x6p;S.'>‘Eintore‘ ' " ' ^ 


Algernon Hawkins T, Keiih-Faiconer, P.o., g.c.h.gI 

2756 L John & irrdNeXwn-But^f h V 

2830^ La«A«TO, Edward George Bootle-VYilbraham, 6. ’x864fk tnvT 


x6z4S.iLauderda e Fredenck Henry Aiaitland, k 2840, .«?. 2^4, to ® .... Visoomit aSI a d I' S 
2837 Thomas AVra. Coke, G.C.T.o., aM.GTfc. i84rX lo^o to T scmi t h 

1795 L*Leitnm. Charles Clements (LL K. Baron, Clements)^yg, s,^] m' Hoi? Fras P oferfie’iS b 'ae 
1642 s. Leven & MelulU (2690}, John David Leslie-Melvilll, &.^886,'t Hon; SSb 

^83* Thomas Francis Anson, &.*V%67r289X’*TO‘»*.‘*.\* Viaftomh h ,uor. 

2803 L*Limenck, William Henry Edmond De Vere ^eWe Pery (u'e ^ Anson, b. 28S3 
Baron, Foxford), b. 2863, 5. 2896, m. ...... 1 ., “ ’ Yhvt ft 

1- 'S4. ^ Vte/ounl“S;n«l; t 



2S87 Londesborou0h,Wm. Fras. Hy. Denison, K.c.V.0.*’&.’i864ri* 


2900, TO. 


jaml)e, k 2878 
Aiset. Rainclifie, k sSga 


WHITAKEE’s ALMANACK, 1910 . 


The Pfipmge—EarJ^, 


Eldest Soj} or Heir. 


: Title y Emne, ii;e. 

^ ^-hcl'^L:.}hsk>rJy Timnm Ffikenlkuu, S.I*., :i.Y.O. (LUL Baron, BU- 

> -VA r), x8.54. S887, bilche.ter, h. tgoz 

'■ rfc'i L^^mrdai^y Ceoii Lowther, 6. 1857, s, 1882, w Hii. Lancelot Lowtlier,Z/. 67 j 

r'.'' - Cihis. fidttara Hastiiigs Abl^ey4lastin'5^‘?(/iV^^;rL Faniya 0. J. R. ilawdoii- _ 

K: IMmauifdy k tBss, m. / ilastinj^^, Jk 1889 ^ j 

■ / ‘(''itii'e, sa-vriel F.'>rtescu« King, b. 1865 s. xgoS, wi J isco^imt Ocldiam, 1905 ' 



Lord i'R)ri( . h, Ik .£t>3 
Lord Eivikine, h xSgS 
lion. Alf*;. ilourkc, b. sS5<i 


""f .1 Jhiikjkid, Aiaii Favid Murray {Bivtt. Vi8ct., Btornkod), 

' n. rSS^j, A 3906, Lord SfOae, h. 1900 

''‘y^ntri'rs, I'isns. W?ii. S><lney Pierrcipoat, b. i8s-i|, a’. igoo. tn. ... Vlsc»)Uiit Newtuk, h. 188S 
: ,i f./ i'ras, Erskiae Cloudeve-EKklne, b. 1836, .v. ,tS66, vw, 

i 'llu c.^’^uinned by Act of Parliament 1883 

V-f VJ A.'iiVc ( i6xg), VValieriohii Frauds Erskine, b.iBCs. -v. ’SS, u}. 

1 -jj 1 ,0, j> ;nn.<t .R. Wyndhaiu llourke, K,P., r-C., b. ’5s, s. '72, 01. 
j'-iT Ueginald Brabuzon, K.P., P.o. (U.K. Baron , Bho worth), 

0. 3843, -v. 1887, m Loi’il Aviee. b. 1869 

76^: r. M ytKu'ou’jk, John Horucu Savile, h. 1843, 8. xSgg, m JluiL -Jno. il. hlavllo, b. x86B 

v'oz L B ‘tittnru *'elaimod by ilobert W. ¥. Leebon) 

Ids- M'nfo, fuibert John Elliot., P.O., G.M.S.L, G.C.il.G., G..M.LE, 

(Vieerop 1843, 2%s, jw Viscomit Alelgund, b..jSgi 

iitz B lo.'a ld\iiiehTo3. ‘il>taiivtd^^B. Baron, Stuart of Cad’e i<luurt).i Hoii. Aiuitvva StuaivGn>.y, 

A 1842, K igox, hi. j h. 1855 

3/ Kcdert EdniJind Parker, b. 1877, s. 1505 IXii, AJoata-u Parker, &. ’78 

"■Vt^nupgio,}. Slee “ Wellington,” r./i. IbnAv, p. S06 (As L.K.) 

.. *■ Sholto George AVatson Douglas, b. 1844. ^884, m Lord Aberdour, b. sSjS 

I t;>'' , '■'Vuind Cadidt, Edwd.Geo. Aug. Uarconrt Alotav, L 1829, .v. 189S (Xoiic) 

1785 efop nfEdj(Pfftibt’,'\YiVihixn Ify. Er;g<'uuihe,P.C.,rkC. V.O.,/ a'33,.v, ’6x.?c. A’iserfunt ALdletorb, h. 7.865 
*831 A* '07/.* r, .Aubrey Pitj’.ClareneCjfk 1862, A‘. 1902 ’ 


, 17C0 


iSc>s fioratio Kelson, h, 1823, a. 1835. w. 

^8*, 


Jiii. L'aiid FitzCh’iioe., h.'-^o 
VRcuuiit Alerion, h. XS37 ; 


.ij.;, J nbiirgh, Carlo Giudiniani-Bandini, h. 1862, s. 1908, u? 

”1. A era?('rv, Wni. Ib-abazou Liudesay Gralnun-Tuier, t>. ’62, cV. ’73,^/. _ 

t?cE i.^ Xtir.nanton, Sidney J. .\'j;i\v(U.K.B{/roh, Bomerton), b.T>5. s.gO.tn. Mon. Eras. AY. A. .Agar,'?.*. 

ifjb XoXOn'iMji, KmiU'e: (Jcorg.- i>uri!ig*>, 1830, r. 1904, hi TIii.Frns. B;iring(B]!y.).i 

Tt47 ] "og/.tiV. iKsyid John G.irucjrie, h. 1865, s. 1891, in L«,'rd .llosehill, o. sgoi 


Ah'.scount Kyunaii-d, h. iSSeS i 
Otways, (t. -T oler, b. 1886 ' 

*’ 2873 ! 

B.50 ' 


xiM 

l&OP' 


A\ illiain Ililiit/r Onslow, r.o., b. 1853, 3^870, /n. 

Or/K>rd, ib'bert lloraeo Walpole, b. 1854, .v. 2894. ir 


AAiscmiiit Crauley, 7 j. 1876 
IJy. S.Vade-U alpole, b. '37 
(.Buy; oiil;v') 

s,6.dJ. Orl'‘h'>/, Ednioiid Wait-'r FitrAhuriee, b. 1857, ■‘i‘. 1S89, n/ Lady ilury i'TLzM!iee.,?.*.’o3 

t““' Jktnbrvk'di Moubjonicrp (1605), Sidney Herbert, P.o., g.o.v.(j., 

t. 1833. iSgs. »'• LordIlcrbcrt,M.V.O.,?;.i3-3o 

, 2€e5-', P‘pr!h, U niiani Huutiy DrunmioiKl, b. 1871, ,s. X902 Tluu. EricBriimnu)nil,?^’'r6 

*5"ti Idpi.ihuth, Robl. Geo. Wiiidsor-Ch've, i!'.0.,c.B,,/'>.s837. Earl, m. AJ.^eouBt A\ indsor, b. xSSo 
tfip i.. PhrUirihipfon, Lionel Arthur I! ojiry Seymour l)aw:3on-.l >anu*r, 

k 1S83, r. xgooy m Alscouut Cc.rlow, (<. 1907 

T74i ^836, 1891, m Ifon.Johi-, F.\V,*ilI<,p,6.i859 

T -r X. . , , , V-;, Hii'iton, b. jgog 

Uiive, b. 1893 

■ , ,, , 1900, ?)J \ isct. Folkestone, 

I'l I : * Lditer John Aisirk Knox, f.o,, g.c.m.g. {U.K. Baron, 

U<> nprfd), h. j8s6, s. 1875, at ATseount XorlhUm\,h. xSSs 

sry , "A aj^'r/r, rredcridv Muigh itob^riy, K.d., K.P., KC,, G.C.n,, o.^r , 


«7;i / t n xKenuui auop, 0. />*. 1891, m non.John K. V 

3 A s /• ed if, \\ iiiiam J. Lydston Pouiett, '83, xV. 99, .ddnul 2903, in. Vhiunir.i Bin 
f'Lo /'.or/,.', George (J. llt'i'bert {Irish Baron. Clirr). b. 1062,,*'. 2891, in. \ iseounr (.'Kvi 
t ’f.y Bif.inyr, Jacob rieydell-Bouveiio, b. 1868. s. 1900, in VLset. Folke.st 


b.c.y.f,, d.r.r.E., Ydf, h. £833, jst Efid, m. 

AVb//' i'J VV'}'? !?!*•! KA J4<.*r»A»TlT 1 /-I s.-r» ' I'.. 



^ ^/lair-Erskaiej h xB6g, .v. x8i;o, nh Lord Loni'hJrjroiiu'h, 6. 'gz 

I ilSti . 1 Nor-m.an Evelyn Leslie, h. 1877, 1893, m Lord Leslie, 6, 1902 1 

ICM b/o.w U, John N-ancis Stanley Russell, b. 1865, .g 1878, nt Jlon. Lierti-!!. ilu.selL b. ’73 , 

,v. Ibmry C'ornvvnliis LHol, b. 1833, a. iSSz, ot Lord Eliot, b. iSno I 

sy c Edward Lm llenw Mohtaeu, K.e.y.u., />. 1839, .v. 1884 B.-Adm. liun. ATctor Aioii- ' 

^ swp Ahhvd in’edorick Geo. B. Luiuley, O.B. {Irish Ymi., ftagii, c.n , b sSai ! 

Lntufru) h il vftft.* .i-.j ' r*. iV, '■7 J 


I «Wa 

" ■ 

' S756 1 

: ' ^Ana-ibetwyiia- , o” 

' ^X.V-0.{irnih BJarl, Water/(n-d),h. xS6o, it. x 377. hi.... j 6.1883 

WHITAKBIi’s AL^UXAClL'TofOr 


The Peerage — Ecvrls — Viscounts, 


: I 

Created. Title, N mm, Ac. Ekkxt Son or flrtr. ; 

1880 ^Sond(’,s, Lewis Arthur Mi lies, h. xB66, s. 1907 H'ou. Hy.Aug. Aiilles-TnUde, { 

%622^.*Smtltexh, Ciiviiei^iQ{U. K. Baron, Balinhard), b. 1854, ['>. iS6j \ 

.s. 1905, tti Lord Cavije.i^ie. 1. 1893 • 

1765 ^f'jh'veer, .Tolra Poyntz Spencer, IC.G., P.C., &. 1S35, s. 1857, tv Viscount Aithorp, 1857 '■ 

x7o^B.*Sfair, ,)olui Bow North C. Hy. Hamilton DsdTymj>\e (U.K, I; 

Baron., Oxenfoord), h. 1848, s. 1003, ohtd. div. Visct. Balrymple. I 

1628 Stamford, Willlran (Jrey, b. 1850, .s*. 1890, m Lord Grey of Groi'fV, 1896 | 

S718 °StanJiO'pe. Janies liichurd Stanhope, b. 1880, s. 1903 Hn. ilichd. Stanhope, i>. ‘Ss | 

x82i Stradhrokf E. J. y lowbray Hons, C.V.o.,C.b., 6. ’62, .<?. '8f», m. Viscount Hunvvivh, b, 1903 i 

2847 Strafford, Lev. J^'raneis 'Edinmid Cecil Byng, h. 1835, s. 1899, m.... Viscount Enfield, h. 186a 

1786 ^Strange. See AthoMf Scott. Duke, 'p. 106 (As Scottish) | 

1677 cL- A 7n/;//o>'><e (1606), Claude Geo. BoAves-Lyoii (f/.iT. f 

Baron, Boivex), b, SS35, .s. 1904, ni. Lord Glamis, h. 1884 ! 

1603 Sufolk <f’ Berks (1636), iienryM. Paget Howard, h. 1877, s. xBgB,m. Viscount Andover, b. 1906 1 

B.*Sutberk(nd. ‘LSutheriand,’’ tTl/L i>wfcc, p. xc6 (As U’.X.) ' 


1230'' 

17x4 

x 822 

X 833 

1813: 


1739 

I 7 S 9 


Tankermlhi, George LMontagu Bennet, h, 1832, as. 1899, rn Lord Ossulston, b. "97 i'&. ’'73 I 

\V,SteplienTemple-Gore-Langton,&.’7i,.s*.’o2 IIn.Chando.sT. ALd.aiigtoh, f 

°Va}ie: isW’ ‘Lhoudondeiiy,” J-mA p. X07 (As Irish) ■ 

I'cyvdcou, . billies NValter Grimston (Jras^LiascL, /ShotL . 

Baron, Forrester), h. 1852, s. 189S, m Viscount Grimston, *e 18S0 

^VCaidetjrure, V'illiain i'rcdk. Mhildegi'ave, P.C., h. xSsx, ’59, m. Viscount C'hewton, b, 2S82 
Warwick A ’^Brooke (x7^,6), Lriis. IL C. Guy Greville, b. ’53, ,^.’93, m. Lord Brooke, M. V.e., LtSSs j 

„446 T.*)rtdc;:;(>;v/. .SVc Slirevrs'oury and T./' Engl. Earl, aljove (As English) • 

i633S.*frrni//.s‘.s A 31 arch (1697), Francis M'emyss-Oharteris-Boiiglas, ! 

G.c.y.o. (f/./i. Eurca, H'cnivAs.v), &. x8i8, *•. 1883, m. ............... Lord Elclio, L 1S37 1 

1621 i.f Anthony Francis Nugent, P.O., h. 1870, 1883. ........ Hon. Win. A. Nugen.r,, 1. '76 ^ 

X624 West hwrland , Anthony Miidmay Julian Fane, b. 1859, s. xBgx,m. Lord Buvghersh, ^.1895 j 
1876 Wharncliffe, Francis .Jolin JiIoiitagu-Stuart-Vdortley-AIaekenrde, 

h. 1836, ,s‘. 1890, n> Viset. Carlton, h. 2892 

I7Q3 1.f P7c/VA;a’, Balpli Franeis Howard, h. 1877, s. 1892, Lord Clonmoi’e, b. 

1801 Wilioa, Arthur George Egerton, b. 1863, 1S98, w. Viset. Grey de Wihoii, h.'gd ! 

1628 WinclriUea J’ A7:4t/7i;7/n«'/>i (s68x), Henry Stormont Finch-Katton, : j 

h. 1852, 1898, ni Viset. Maidstone, b. %$$$, 

1766 1. °Winterton, Edward Tumour, m.?., b. 1883, .9. 1907 lion. Keith T.-Fcthorsion- ; 

1859 Wrnton. See ^^Eglintcm and \Y.,’\9cott. Earl, aluyve (As Scottish) [haii;:Ii,b.’4S [ 

J837 Yarborough, Olias. A. Worsley Pelham, p.c., b. 1859, 1S75, rn. Loi'd Worst ey, b, 1887 

Viscounts : 40 Imperial ; 4 Scottish ; 36 Irish. — Style, The Eight Hon. the 

Viscount . Addressed as. My Lord. Tlie eldestsonsof Wscouiits raid Barons 

have no disthiclive title ; they, as well as their brothers and siatens, are styled, 


'm 
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the lion. Eobert, Hon. Mary, etc. 

Althorp, Charles Eobert Spencer, P.o., b. 1857, "^hiset., vr. 


. ^ ,, . , - , , . Hon. Albert Spence*', L '92 

1641 S. Bavid Arbuthiiott, b. 1.845, .v. 1895 Hn. Win. Arbv.llir, b. ’49 j 

1751 1. Ashhrook, Eobert Thomas Flower, b, 1836, s. 1906, m Hon, LI. E. Flower, A. 1S70 i 

1800 1. Avonmore, Algernon Tdilliani A'clvertoii, b. rSC6, .<■*. 1SS5, ui W lu. IL l^l.Yelvortcn. 6.40 1 

1781 l.i'Ea'UUor, Henry William Croshie Ward, b. 1828, s. 18S1, -m lion. Maxwell Ward. b. 2868 ! 

1720 'Walter Bulkelcy BaiTington {U.K. Baron, Shuie), 


17 x 3 
1717 1. 


b._i848, f. X 901 , UK li^ui.Yrm. Barrivigiun, l ).*73 

Bolinghroke av St. John (17x6), Vernon IL St.Jolin,b.i896,,','.i8c9,iJ/. Eev. ?Jauricc St. John, b, "27 
, , , '^ 7 io?/a.c, Gxistavus MTliuimHainiltun-E.ussell(G, A'.LVe?*on,,i>Thmv--'i Ii<)n. Frctlerick G, ILuuif- j 

i peth), h. 1864, 1907, rn ; ton Eusstdl, b. 2867 j 

' 1S68 Bn'djiort, Arthur 'Welliugtou Alexander Nelson Hood, C.u. (frish\ Hon. 'Maurice ffeniv Nel- 1 

Baroti, BridportX b. 1839, s. 2904, m. ) son Hood, b. zBBx ' [ 

1835 Canterbury, Henry C. I»rauners-Suttou, b, 1830, s. 1S77, -?// Ifii. Henry Ar.-Siitl-u-.b 79 ' 

166s T, Charh'fnorit, .'Tames Alfred Caulfeild, O.B., b. 1830, s. iBgz.tv James E. Caulfeild. o.xSSo i 

.T717 r. Oheiirgnd, 'IBehard AValier Chotw'ynd, b. 2823, s. 1879, ?r G. J. L. Chetwynd, 1 . 1863 ! 

i66xV*S.''hohiinn deleg. AVc*: “Cholmondeley,” U.K. Marq., p. xc6 (AsThK.) 

1903 Churehill, A'ictor Albert Francis Charles Spicncer, G.c.y.o.,b. 2864, j 

2st Viscount, rn Hon. Victor Spencer. ’c.o i 

2823 Clancarfg. “ Clancarty,” FJen*?, p. 108 (As Trisli) 7 . '80 


of Culrons), h. 2854, s. 2903, w j • 2888 

2827 Comber. ney, Fvip. .L W. Stanleton-Cotton, b. 2887, s. 1898 JIn.EicIiaidS.*Cotto;:,''.’49 


. , .... - ,,,,.74 

2785 L 'Doneraile, Edward St Legcr, b, 1866, &k 1892 Hon. Hugh St. i.cgt'r, **, iB6q 

2680 i.'^-Dmvne, Hugh Eicliard Dawiiay, K.C. V.O., C.B., C.I.E. {U.K. Baron, 

JJawfiayj, h. 2844, s. 1837, ni. .Hu. Jno.Dawnayjcs.ri. .’..'jg 

167$^.* Dunblane. See Engl Duke, p. xc6 (As English) 

2897 Esher, lleginald Baliol Brett, G.O.B., ( 5 . C.V.O., b. 2852, . 9 . 2S90, .Hon. Oiiver Brett, b. 1SC2 

2816 Exmouth, Edward Addington H. Pollew, b. 1890, s. 1899, J/.’ Hy. Edw<L Peliew", b. 2S38 

whttakeb’s alaianack, 1910. 


Thi> — VmoimP. 


■- Title, Xait)p, ti'C. Eluci^t Son or Heir, 

Byron Pl-aitagonul Tary, b. 1843, . 9 . iS 36 , m Master of .Falkland, b. x88o 

Pflmoidh, r\* Hn J'ldwd/r, iiosea\ve?i. K.c. v.o., C.8., r.’gQ,nt. .Hii. Evelyn .!:;oscawen,?A'S7 
Sninhfort, de ’/o fowrenep, M’iiloiic;’h.l>y Joliii Horace do Alont- 

Morcncy, b. xSm, .9. igoz ' alone) 

i7ac L rb Henry FIj irle Hud Brit. Baron, (rctfje), b, i 8 s 4 . 3C877, ni. Hon. Henry H. G-age, 5 . 1895 

- < » on';.’"77. G('t>r:n. Ednmu 1 Milne." Mot ckton-Arundell, g.b. Hon. George Moncklon- 

d. 3844. -9. 1876, J A.n.ii)dell, 6. 188a 

‘'"■orintn. See “ Aberdeen,” Scott Earl, p. 107 (As Scottish) 

Jenieo Edward Joseph Pi'e3to.n (B.K. Baron, 

(Bmymivdo'n), h, 2879, 1907 ' , Hoii.PJclid. Preston, &. 2884 

fx'ort, John Standish S. i*. Vereker, b, 1886, i*. xgoa Hn. Standish'Vereker, ^>.’88 

fleorge J'oacbira Go,schen, b. s866, a. 3907, m Hon. Geo. J. ( 3 o.schen( *93 


(yr< 7 ‘ , 
■ thsn . 

t 

, tih 6 I. 





2884 Lhinip'.len, I'hoinas Walter Brand, A 2869, .s*. 3906, ni. Hon. Thos. H. Brand, ft.1900 i 

- X791 1 ifaSmion, .lames Spencer Pomeroy, b. 3836, s. i86r., ni. 'Ron. ErnL‘.st Pomeroj- , iCdj 

*846 Ilanliihjp, Henry Clnirie.s Hardinge, h. 3837, '**'• 3 : 094 ) w* lion. Henry Hardinge, ’93 i 

■ 3:7931. ILtrarykn, Ti'>bcrt Coraw His ^fande, /;. 1890, s. sgoS Eustace M". iv[aude,''&. -£877 ■ 


Urre/ora, Piobert Bevsreiix, />, 38.^3, s. 1833, m Hu. Robt.C. Devereiix, 6, ’63 

}< 't Houdand Efcliard Clegg-Jfin, k 1863, .■?. 3853, nt Hon. Eras. Clogg-Hill, b. 66 I 

'7 totf, Go»svenor A. A. Hood {/rink Baron, Hood), h.iB6S, a*. 1907 Hn. Hor. Hood,M.V.O, ,7>.’7o T 

Euickinfion. 6t’e “ Dcmoiigluiiore,” ./r?V 7 t Ako’s p, 108 (As IiMi) 74“^ 

B-iOiiik, Edward Cecil G'ninneisS, k.p., b. 1S47, Vi.scount, an... Hoij.lliipt.Guinuess,o..w.G., I 
iiitcherirr of Kkartmmi, lioviitU) Herbert Kitcliencr, ( 5 .C.B., 0. M.,) Ool.HenryE. 0 . ICitdiener, | 

a.C.ji.T.. 7 a 1S50, isfc Miscount ] {’1.1846" I 

Kmilxlbnl, Hy.Thurstaii Holland, t‘.a.,a.c.M.(}.,/A'35,3St Visct.,7r. Hn. Sydney Holland, &. 1833 i 

Ld)it<frr, Are “lAchistei^” im/i p. X06 (As Irish) I 

zySs t liford, .fames Wilfrid Hewitt, A. 1837, *'• 2^887, m iln. Archibald Hewitt, ?a ’ 44 i 

5 %$ iw ado/ Henry Afattheavs, p.c., ft, 3826, ist Viscount (Xone) j 

'38 iJLumUp, See “Scarbrough,” Engl. Earl, p. zxo (As English) 


xssc 

. X84* 
i X 7 # 

! kSsx 

{ 

I 3590* 
1 S89S 

5 *747 



MUnrr, Alfred Milmw, P.c., o.r.n., n.c.^ro., k 1854, 


(.Xone) 


[6. 23 S 3 


3716 r. lloUm'ortk, George B;igot Mok-sworth, k 3867. .a 2906, -a Hn. Clias. IHoIcsworth h \y/ ' 

tBot iBHonH:, lly. P. C. Stanley .Monck( E.K. Baron, jIonrk),k ’49..v.’q.p.'n. .Hon. 01 '!a.s.Ii.S.Moiick b ’76 - 
*$£■*8 Morleg of Blaokbvrn, .fohn Morley, b. 38. i.st Visek, m. (None) 

1530 L Mmntgarrcf, Henry Bdmund Jlntitir, b. 1844, a. 1900, m iJon. E<lnnind Butler b '73 

*763 J. yf^imhuorrm, Wiliiarn Geoifruy DoucinaiM de Dilontmoivncvi Hon. Francis de MonV 

Ik 3872. iGGo. m imn-ency, k 28:14 

s 89S Jt'flG Arthur Welkislcy Peel, p.c., 6.3829, ist Vi.scount, w Hon. Win' Peel p.. 6 ’67 

2873 Bortmnn, Mllliain Hy. P.Lwkelcy Portrnau, b. 1829. -A 1333. ni, ... Hon. E,lv/d. Portmah h ’<6 

t7ifh*Bonmm?oTfrf.- Mervyn ilichanl Wingfield, M.v.o. (H./C Baron,) ITon. VfervTn Wlu'dleld 

H> 7 WV-'VO/rf), 6, 1880, J?. 1904, m. / b xgos ’ 

knlky, Matthewy Wliite llidlcy 6. 2874, .a 2904, m Hun. .\latt.vv. Hidloy. 7 A ’02 i 

V*. Ahinnm, Michael Edwd. Jlicks-Jlt'ach, p.c., b. 18:17, s.-itj Hon. rvllch. H -Eeach M P 
VBcount, m : I K ’ • ■’ 
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1 1776 
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Roi ta I d Clar-aM^ Jervis, k 1839, «• ^ 9 ^^, /a. V.' '. V.'.V.' V." V HmMm,. C. C.Mervi.s, 6. VS i 

Von/, James Miliiani Hcrwhcll Gnliy, k 2867. 1909, n? Tlo!i.Edv/d.Gully,c.B.,6.Vo j 

pihaoufo, V Ilham Mells .Addingtfni, k 2824, .a 1S64, 'W. Hn. Gerid AdilhVdon 6 ’L ■ 

t^odhfoll, Vflhur Ibdaul lbyers.SouUw^^ h. 1873, .v. 2878, m..., Hon. llobt.Soutiiweil,VA VS i 
: ^c<A“.VlanH{}eId, (as "Briti.sh) - ' 


I 26281. Taapp, Ihnry 'raalfe, k 2873, ,v. 2893. m Ho,i. {jj.jvvd 7 > rfinR i 

, 2806 1. T'■''■o)l?:>h 7 rn/vkIlta,liTlklwd.,^Li).iV,dAro^thvUrdlOn. /Atari's. .A Vo.n?. 7 Tnn TTvi-m. a ' 



lVb>r/a.;;,,^7oiJ,iry.narHey Fowler, J^c.,G.C.S.r., 5. >,i.stVl£S' Tioii.Hy.Ern.st.Ecwlor,?>.^ 


wmutakek’h .almanack, . 19 . 10 . 


The Peerage--- 




t Bishops {z^).— S tyle, The Eigiit B-ev. the Lord Bishop of . Addressed as, My Lord, 

^ (Those marked * always sit— the rest by date of appoiiitment.) 


^ Apjitd. 

\ i9ox*L:>;?(?ov?,Bt. ITii. A. J'.l.V.-IiigTara, D.I)., &. xSgS 

I igo-z^Darhar,) H. C. Giyn Monle, I>.I>., 5 . 1842 

I igo^^' WinrJiester, Iler’ot. Edwd. Kyle, D.I),, Z>. 2856 
I 2898 />a/!;7o)- ... A\';itkin II. NVilliaras, 2843 

I 1894 /?rt^'uiMre;Z.s‘,(.veorg'e'\V.K.tmnioii,l).D.,6. 1S45 

I 1903 Biraiin'jham, Charles Gove, D.D.,/'a xSS3 

j 2857 Br/sifetVGcorge Fori'estBr()\viie, D.I)., />. 2833 

i 2883 Chester Fraueis John .Jayne, D.D., h. 184s 

I K903 B.seter... Areliibald Robertson, D.lX, b. 1833 

! 1395 Hereford John Pereivul, D.D., h. 2834 

1 1S92 Luy(/7Vi,W...Hon, Ang'iist;is.Legge,i).D., &. 1839 

i 1883 lAshculn Edward King, D.D., &. 1829 

! r;goa Li W3rp)0?. Francis Jas.Chavasse, D.D., &. 1846 
2903 M(cn.(!/w’ster,E.Arbuthnott Ivnox, D.D,,?). 2847 

; 190S Oxford iTancis Paget, D.D., i>. 1851 

, iGsd .PcGn'6oivni;7/i,l-Ion.Ed.CaiTG]yn,D.D., A 1843 
i 1334 Ilipoii ... IVm. Boyd Carpenter, D.D., b. 1841 


Apptd. 

xS3g Alfred Geo. Edwards, D.D., h. 184S 

1S97 St. David’s John Owen, D.D., t. 2854 

1883 Salisbury ... John Wordsworth, D.D., h. 2843 
xgoS ^S'o'at/wurife, Edward Stuart Talbot,D, D, X 1:844 

1^04. So%(thweU Edwyn .Hoskyns, D.D., 0, X851 

1897 Wakefield, George Rodney Eden, D.D., 6. 1833 
Without present Seats (ii, inel. Sodor (k 31 an}. 

190S Carlisle John Wm. Biggie, D.D., 6. *847 

1903 Worcester, Huy she W. Y. -Biggs, D.lx, c. *845 
1905 Gloucester, Edgar C. 8. Gibson, D.D., S». 2648 
1905 Ltonila/, Josh. Ihitcliard Hughes, D. D. ,£>. 2847 
1903 Rochester, John Kegd. Harmer, D.lh, h 1837 

1903 Bly Frederic Henry Chase, D.D., b. 2854 

igo6 Truro Chas. Wm. Stubbs, D.D., I). 1843 

1907 JSfewcastle, Hovniaii D.J. Stratou,D.I>., 5.1840 
1907 Chidiester,Cl\SiYles J no. Hidgeway, D. D. , , 5 . x&|a 
sgio Normieh (vacant). 


1903 SL Albans Edgar Jacob, D.I)., b. 2844 i Ho vote or ct-iYa-n, Thos.W. Drury, D.D.j5.3S48 

BaroI'TS: 336 Imxieiiai ; 23 Scottish ; 6 s Irish. — The Eight Hon, Lord - — 

06% My Lord. 

Created. Title, Name, dec, 

1801 A hereromhy, OrQiCiV'fQ. Ealph C. Abercroinby, h. 1838, s. 1832, m. 

ES73 Abef'dare, Henry Campl^ell Bruce, h. 2851, s. 2393, rn. 

Abinger, Shelley Leopold L. Scarlett, b. 1872, s. 1903, ut 

Acton, Eichard Ah Dalborg-Acton, M.V.O., b. 1870, s. 1903, m , 

Adding: on, EgorCni Hubbard, b. 1843, 2889, 'm IIii.Jno.G. Hubbard, k 2883 

Airedale, dames Kitson, P.G., 6. 1835, xst Baron, m Hon. Albert E. Kitsoo,&. '63 

H Idenhani, Alban George Henry Gibbs, b. 1S46, s. xgoj, iv TIon. Gerald Gibbs, b. 2879 

AJington, Huinpbrey R’apier Sturt, K.C.V.O., h. 1839, s. 2904, rn. Hon. Gerald Sturt, b. zB&z 

’ ” ■’ ■' " . -- Hn. W. Tf. Rf-mimnrVf-; h 


X83S 
T.S69 
1887 
EQ07 
1896 
2876 
1906 
1 90s 

S9OO 

i 288s 
i y.S 53 
I 2880 
I 1906 
I ^ 9*33 
i .. 
j 1603 
I 2383 

I 2833 


Eldest Son or Seir, 

Hn. Jno, Abercromh5:,5.-'4s 
Hon. Hy, L. Bruee, b. sSSx 
Hon. Eobt. Scarlett, b. 2B76 
Hon. Jno. I). -Acton, b. 2007 


A h’ejifh{le,AVerit\voitli C.BlackettBeaiiiuont,?.C. ,h. i86o,s.xgo'/,m. Hn.W. H. Beaumont,, b/go 

Jilerton, Win. Lawies Jackson, P.C., b. 2840, sst Baron, ?c Hon. Geo. E. Jackson, 5.2867 

Mhiershmc, PdchiiiM E. Webster, P.C.,G.O.M.o., 5 . ’42, ist Baron, w. (None) 

Amptldll, Arthur O.Yilliers Fviissell, < 3 .c,S.T., G.c. I.E., 6. ’69, ;;-.’84,m. lion. J. Hugo Ru.sseH k *06 

A nnaly, Luke MTiite, O.Y.o., b. 1857, i^SSS, ni Hn. Luke Hy. White,'*).’ ’83 

jirdilaun, Arthur Edwai’d Giiinue.ss, b. 2840, 2.st Baron, rn (None to peera,*”©) 

A George Armitstead, 6. 2824, x.st Baron, ra. (None) * 

Armstrong, William By. Armstrong FiUPatrick Wat.son-Ann-li Hon. IVm. J. M. Watson- 

strong, h . 1G63, I, St Baron, r,i. j Armstrong, b . ’93 

Arnndell of Wardour, Edgar Clifford Arundel), h. 1859, Gerald A. Ariindcil, h. 2862 

Asliboarne, Edwd. Gibson, P.C., b. 2837, ist Baron, in. Eon. Win. Gibson, h, 2868 

Ashburton, Francis Benril Edwd. Baring, h. 2S66, s. 1889, w Eon. Alex. Baring, h. 2S08 

tiSqs Ashcom.be, Geoige Culntt, P.C., 6. 7.828, 2st Baron, w lion. Henry Oubitt Ik 2867 

i3:ji3 Asldon, James VriIii:nnson, h. 1842, ist Baron, ?n (None) ’ ’ 

2800 i.-l:Ashtowii, Frederick Oliver Trench, h. 2868, s. 18S0, m Hon.Fredc. Trench h, 1804 

1063 1. ■*A)!Ah/.nine).', .Tamos Herb, Gnstavus Alercdyth Somerville (fL A'. 

Baron, HDredyffi), h. 1863, s. 1873 

Atkinson, John Atkinson, P.C. (Cord of ApjieaV), b. 1844, m 

lySoT.Yi 7/YJilliam Alorton Eden {Brit. Baron, AmMaud), 

- — * 5 . 2839. /?. 1S90, -m. 


(None to peerage) 

(Life peerage) \ 

2793* 5. 2839. ,‘f. iSgo, V. Hn.ATm. Morton .Idem 5. ^oa i 

1900 A rebury, gtoim Liibhook, P.C., h. .2834, ist Baron, in. lion. Jno. B. Lubbock, ; 

1720 1. Aylmer, irutthcw Aylmer, 6. 2843, s. xgoi, m Eon. John Aylmer Ik 1880 1 

2780 L’of/of, Vvilliam Bagot, A iSsy, a. 2887,1)1. Hn. Walt.Bagot,D.8.’o..5.='64 ’ 

1607 s.td« 7 /o'iow{/YJartei’{;iA,AIexiindei' B-UgliBr”'*" ,, 

sScg 
7 ugS 
.xgos 
28S7 
zS; 

i6i 


.. „ *»ruce,K.T.,p.c.,b.’^9,a.’69,);)., blaster othBurleML 

Jkilinhard. See “ .Southesk,” Scott. Earl, p. 222 (As Scottish) 

• • • Hon . Ily . Cecil V aue, 5 ., ’g® 

'43, i.st Baron, m. (.None) 

. . , i860, A-. 1S94, lion, John S- -Booth,"?-', W 

37 Bateman, IVilliain S. -Batcman-.Hanbury, b. 1856, s. xeoi, in Hn.Chas.B.-Hanbnrw/.'.twf 

. 47 i^SfSelhaven d: Stenton, Alexander Cha3.IJ;multon, b. 2840, s. 2894, in. Master of Belhaven. 5 . 2883 

: 284S lADellew, Charles Bertram Bc-llew, b. xSss, s. 1893, m. Hon. Geo. L. Bryan,' 5 .' 2847 

‘ igs6 Edppr, JleiiTy Strutt, P.C., b. 2S40, s. 2880, m Hon. Algu. Strutt. 2883 

, 778.4 Berwick, Tihunas Henry Noel-Ilill, 6. 2S77, a-. 2897 H&v. Chas. Noel-liilh b.’Iz 

. S303 Biddnlph, Michm-l Bbldulph, 6. 2834, xst Baron, m Hon.Jno.’M.BidduIph. 

■ 2907 Biyth, Janies Biyth. h. 2842, xst Baron, tv Hon. IXerbt.W. Blyth’ b ’68 

; xOga Biyth s'ivood, xUv. Shoito Douglas Campbell, b. 1839, ,6*. 1908, m. ... 

C.YO., ; 5 ,"x 84 S 

-797 Bolton, Yllli.'im Thomas Orde-Powlett, h. 1845, s. 2893,1)?. IIn.Wni.Orde'Powiett,A.’6Q 

243sS.fBori/o?’A:.l-, Archib. Patrick T. Bortlnvick, h. 2867, «. 2883, ni. ... (None) 

I ,762 BoHcut, Geora-e Fiorance Irby, b. 2860, s. 2877, in.., Hon, Cedi S, Irbv, 5. 2S63 

^368 Botrenux. See ^Ajmdoim,” Scott Earl, j>. (As Bcottisii) 

WlilTAKEEB ’ ALMAKACits 1910 . 


The Femige — -Brn'Oiis, 
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■ Title, Kame, it G. Etlenf Son or Ilcvr, 

'-S', find K,/’ Snrl, ih zix (As SL‘_!>tti.s]i) 

i? ’,■/<■•. See ‘M’Jork and 0 ./’ Irkh Eurl, p. ic8 (Ak IriAa) 

!l/‘ihonrn\ lid ward Knatchbriil-Tluj^rtribcn, h. 1857, s. 1893, m, ... Hon. WyiidhaniX.-ffnges- 

il7trte-‘ieif), ‘MV>ync/' im/MYsW,, p. iii (As Irish) [sen, ?a i88s 

d.C.B., b, 1836, ist Baron, m.. lion. Th.»s. .A. Bra.ssey,?A’63 

■* ’ " '' " - Jlcr. Tin. Crre;r Seville, 6. ’57 


iipifobro'iJo'. Fkniry Kovilic, b. 1855, .s. 1904, m. 


Firofh', Aiurd i’iios. T. A'cruey-Cavo, h. 1849, 
Sje Firaiport,” /AAA ViseL, p. ; 
.SVti iViisllcton,” /m/i TV.'.’rf., p. ; 


T. A'erncy-Cave, 7 j. 1849, a*. 1879, m. 
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/j 7fV-ibi'triut VaiKV, Henry Cl Jh'on.qhain, k.c.v.o., h. ’36, ,‘W. 

Fi !r;;be,h'r>\ flerh. Conlsk)im Oai'dner, P.C., b. 1S46, i.st Bai-on, m, 

•i-h'rihnm, Edward Levy-Lawaon, K.o.v.o., h. 1833, ist u\ 

/.' o'*./,’, Georae Frederick William Bynm, b. 1855, .v. 1870. m 

A?lGh.o7>’, Augustus C. Goni^h-Calthorpe, />. 1829,.'?. 1893, >>' i3ii.r^t)in.n.-Ca!th.',c.B.,A’3i 

Jhiiph Francis .TuHan Stoaor, b. 1884, >>■. 1S97 TIon. Edwd. .M.Stonor,A’8s 


jIou. Adrian VAn'no\y-Cave, 
(.■VslAIv.) [/>. 1874 

(As Tiish) 

If. 'll. Hy, Brongliain, ^2887 
(None) [/;. 1863 

Hon. 3 ] airy I, AV, Lawson, 
Ilcv. Hn. Frodk. .Byron, ’63: 


i860 

189s 

^963 

ifi-B 

I7C/J 

1834 h j 
1333-'' ' 

17B6 . , . 

xj)6 i ’^Currinijt’iii. »SV.v Carrington,’’ ? 7 . A. AA/ri, p. 108 (AslAK.’^ 

18. 2 l.jfitdh'ftnfiiic, Albert Edward Baiidcot-k, h, 1363, .v. 189s, in Iln. Iloht. II:indcof;lv,/>.2864 

i3.i5 J5ei‘Ji.E(]wdJlFit/,Patrick,K.?,,F.U.,C.M,G../.*.'48..v,’S3,?)0 (None) 

1460 -SCntix^nrf. 'Sec “ CAathcart,” /L K. Earl, p. so8 ! (As V'.K.) 


( a S}L‘,'fu dohn Evau.s-Freke. A 1893, a*. 1898. M Hon. Erdfe E.-Freke, b, ’97 

'r. i^liapland Oeo. J. Carew {U,K. Baron, Carew), 

tBBx, m. - lion Geo, P. J. Carew,l).’63 

Cnrl'hii), See “.Shamum,” lehh Earl, p. six (As Irish) 


1831 PlfVJMrfli. .SVc ‘‘ Aleath,’’ /m/< p, 120 (As Irish) 

ejo'A on^ftn'fh Frede. J. Xapier Tlie.siger, K.O.M.fr., b. '68, c. ’03. m. Ilmi. Fredc. Thesiger, ’96 


1858 

1858 


ChoEanfl, Jno. Compton Cavendish, h. 1894, .v. 1907, d/. ... iIn.V\hn.E.Cavenviisli,M.v.n.,A’i.. 
1887 Cheatramnye, Herbert Francis Eatfiii, ic.o.v.o., h. 1S48, s. 2902. m. Hn. Eras. Entcfn, h. ’93 f’73 

1858 CbHmfnn, John Yarde-Buller, b. 1846, .s’, 1871, m IIn..Tno.Y.-BHl'lcr,3r.i'.o.,6. 

1800 r. ((Aoi worm, John CA'orge Barry rdirghfiin, k 1852,;?. 1876, no ... Hon. Arthur Bingiiarn,A’79 

x8aS ClanvilUiou. Clamvilliani,” /m/? BVyri, p. 108 (.As Irish) 

xSo«5 T, f u7rtncr, Llniel Edward Bntler-Ma.ssey, h. 1837, .s. X897, h) iion. Eyre K AIa.ssey, A ’80 

1831 €fenienf?i. See ^^Loitvim” Itifth Earl, P> xoo (As Irish) 

2673 (llSTordofVhndkujh, Lewis 11 . Hugh Clilhinf, b. 1852, .s-. 2S80, w, Hon. Wm. H. Clifford, A'SE 
2299 ilinftni, Chas. J.Il. H ephurn-Stnart-Furbes-Treffnsis, b. ’63, ."•. 04, ;/k Two co-heiresses 


x762l.^C?m’, See " IT,K. Earl,ix txo (A.sU.,K,) 

1790 liSbntbroGl', Lake Gerald Billon. K. !•., P.C., b. 1834, 1893. in Hn. Hobt. IS. Dillon, b. 

1789 6 Y'fAi '.’prrv i' ^ 'dentine Fredk. .Lawless (f/./C Baron, lUoneurra), 


t 8,.- /CTwBKWIf.i 


1869 


Hon. Ed ward .Lawless, Z». ’41 
(iSiorie) 

-Hon. fhiy Coltiijrooke, h. ’93 

‘■‘''•eyColeridge,&.’77 

age) 


, . 1840, .9. 1869, IV. 

2817 Solehe.drr, Begiiiald Charles Edward Abbot, h. 1842, 1S67, rn. ... 

2906 ("alebronke, E<lward Arthur <\»)i.da‘ookc, c.v.o., b, 1861, i.st- B., m. 

2874 ” “ ’ ' ’ 

2907 
x6c>4 
2842 
1712 1 
1874 
*906 
*899 

1892 fb'an'Hhiur, William Bnndcs, h. 183,3. *9^ 

2797 I* "‘.v inorn>‘, See " Dartrey,” C. h\ Earl, p. xoS (As U.K) 

1797 I T' r a'tni, Edward Henry I'liureldll Crofton, h. 1S34, .<?. 1869 Arth. E. L. Crofton, 1 . 1866 

2898 6frcoji id K'Hlkefvn, George Aatliauiol Ciirzon, P.G., G.C.s.i., 

G.Gj.K., h. 2S59. Baron, m (Kone) 

lianniifji. Se “ Dowue,” IrUh Vw'.t., p. 122 (As Irish) 

He BA/r/aA/v, William rle Bluqniere, h. 2836, s. 2889, w Hn..rolnideBIa(iuiere,k’89 

i Wurcus de la P. JlorHley.Beivsford, b. ’6 s,k'9^. iik Hn. Jno. H.-Berest(L,i,.y,cv 

Oirhrd, Edward Soutluvcll Russell, b. 2907, .s\ 2909, m Hn.- .Russell (daii.),/>/o9t A ’66 

Hi' ArHuir F rench, h. 2855, .v. 186S, in Hon. Artlmr French, A ’79 

Hn. Thus. Cliolnindly. , b. ’00 

Hon. Algern. Sidney , '54 



t%7 

jsSool. 
xSia !. 

xB$i 

tBsi 

iBas 

*838 

2834 „ 

xBBs 

1887 

t88* 

2909 

2832 

*905 


rfriinv, .iri.uur rnauai. n. 1055, ,v. xmiS, in 

ll'htHK're, Oiigh Cholmnndeley, k 2870, s. 1S87, m. 
De. Uleh'A' Dndhoi., Philip Sidney, h. 1853, 3e$98, rr 


*6ao I. 


be kani^ii W ilh.am Henry ^dlowes, h. 2S48, .s\ 2887, m. .A. ll.in.OfmlsonFellowosk ’83 

brrivnit, Harcourt V ..Bempde.,Tohn.sto!ie, h. ’zg, isfc Baron, w. Hon.Fras. .{ohnstone, ?>. ’4 

see ■ Dosai I In^h Earts, p. 208 (y one to ILK. Baroisv) 

/. >;^'^^>inare::,^xme^St. A iumit .suumarez. A 2843,.';‘. 2S92, m. ... Htm.Jas.B. SaumnrerJ'/j.’Sfl 
fH A iJham Hen^ _K.C. v.o., A’ss, ist Baron, in. lion. Julian Grenfell, b. ’88 
, j Edward Henry .Iraialgar Digby (IMt. Baron, bajhij), 


2846, /?, 1889, m 


x&'i 9 s.*/kd/;//m£ ,V^v “ tucas,” Eiiiji Baron (Scoi’i. title the earlier)”’.* (As eSmVii &-i 894 


i6ss biirnho', Roland John I)<,uiner, b. x 86 z, s. 2900, m !... ifon Chas J T Dormer b 

2875 Doaila^i. Si>c IlomeS Seoft PlfirL n 


^ Banehoije. *See “ li'ufferiii and A. t. k, 207 (As 
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The Pmra-ge — Barom. 


! Createjl. Title, N'am.B, ^e. 

' iSQoi.flhuudiey, IT('iny O'Ciillasi'liiiii Pritfcie, &. i8sj, A 18S5, m 

£541 iloh’t. Rt. Joliii Pitz Walter Butler, b. 1844, .s\ 99, ?w.. 

1905 iJimpfim, AiuirewOraham .\I;irray,P.C. ,K.C.V.O. ,4i.’49,istBaron,?/f. 

2892 TJmileatf’u Henry Lyle IVtulLolland, b. 1854, s. 1895, m. 

1831 fJdtrrhore. See IhminorG,” Scott Earl, -[). 108 

1369 Jjwnning. See '■‘■lU Alo,’’ Scott Karon, hGlovf 

1G43T. DunsancUe A Cuut CJonnl, James Frederick Daly, h. 1849, ^^94 

14531. Buumnp, Edward John itL Drax Plunkett, b, 1878, ft. x8gg, m.... 

£780 Diitic‘Doi‘, Arthur dc Oardoimcl Bice, b. 1836, a-. 1878, w. 

1857 Ebury, Ilobert Wellesley (-jlroavenor, 6. £834, p. 1S03, m, 

1839 Efterion of Teuton, Alan de Tattou Egei’toa, b. 1843, 3:909, m. 

1849 Eiain, Sre “ Elgin and K.,” Scott Earl, p. 109 

16438. Etihank, ifontolieu Fox 0 . Murray, h, 1840,5. 1871, m., 

xSoz ElUaboYovQh, Edward Downes Law, b. 1S41, 5. 1903 

iSioS.\r, /Sidney Herbert Elpiiinstone {E.K. Baron, Elpkin- 

1S85* 

1874 E'liily, Tlioraas ’William Gaston Moiiscll, h, 1838, 5. 1894, 'tn 

i8c6 Erskiiie, 'William Macnagliteii Erskine, b. 1841, s. *883, m 

1903 Ecteonrt, Ggo. Thos. J. Sotberon-Estcourt, b. 1839, ist liaron, rn. 
1873 Ettrich, A're “ Napier, ’LS'coit Baron, below 

1906 Erersley, George John Shaw-Lefevre, P.O., b. 1832, ist P.aron, ru. 

£903 Faber, Edniimd Beckett Faber, b, 1847, Baron 

16278 Fairfuxaf Ceaneron , Albert Kirby Fairfax, h. 1S70, 5 . 1900 

3897 Faidte. *Ste<s “ Glasgow,” L’arZ, p. 109 

! 1756 J.j-Farnhain, Aitlmr Kenlis Maxwell, b. 1879, 5. 1900, m 

■ 1898 A’urou/iu?*, Horace BiandFar<juliar,p.o.,G.C.V.O.,6. ’44.istBaron,/>?. 

I 1893 Farrcr, Thomas CccJl Fairer, b. 1859, 1899, m. 

I 1876 Fertnanayh. See “ Erne,” Irh-h Earl, p. 109 

1836 1. Ferrnoy, Edwd. FitzEdniund liurke Iloche, b. 1850, 5. 1874, w. .. 
17981. Ff rent eh, Charles Austin Thus. II. J. J. Ffrench, b. '68, a. ’93, m. 

2831 Fingall. See “FingfiH,” frirk Earl, p, rog 

2790 Fiphermok. See “ Doucgall,” Irhh Marq., p. 107, M. 

1861 Fitzhardinge, Charles IMg(.t Fitzh. Berkeley, h. 1830, s., 1B96, vx 
1906 Edmond Geo.Petty-Fitzniaurice,p.c. ,i>. ’45,i.st Bar<m 

1776 Foley, Fitzalan Charles John Folej’’, h. 2852, s. 1905 

24438. Forbes, Horace C. Gainmell Forbe.s, &. 1829, s. 2868 

2822 Forester, Cecil ITieodore 'Weld- Forester, h. 1842, .<?. 2894, rn 

2633 8.*AVjm>;bn'. “ Yerulurn,” Engl. p. 212 

2813 Foxford. See ‘^JAxwQYiokF Irish Earl, i). 109 

1790 Gage. See “Gage,” frisk Viset., p. 122 

i Legye Gardner and Alanliyde Gardner) 

I 18x8 L Garragh, Charles J. Rpeneer Geo. Canning, h. 2833, .<>. 2871, tn. ... 

I 2876 Gerard, Frederic J(;hn Gerard, 18S3, s. 2502, in 

i 2824 Gifford, Edrie Frederick Gifford, b. 2849, s. 2S73, m 

I 2906 Glantaive, John Jones .Jenkins, b. 1835, r?t Baron, w 

j 1899 Glatmsk, .Joseph Heiny Bussell Bailey, D.s.o,, b. 2864, s. xgo6, in, 

j 2909 Gorell, John Goroll Barne.s, !>,(?., h. 2848, ist Baron, rn i 

! 1S6S Gorin an stOih- See “ Gormanston,” Irish ViscL, p, 122 

! 2806 Gra.nard. See “Granard,” 'Irish Earl, p. xog 

! 2782 Gratdley, John Bichard .Brinsley Horton, h. 2833, s. 2877, in. ... 

i 2794 I. Graves, Henry Cyril Percy Graves, h. 2847, 5. 2tjo4, m 

; 2902 Grenfell, Fros. W. Grenfell, P.O.. G.C.B., G.C.M.d, //.’41, isi Bn., m. 

; 2869 Greriile, Algernon ’V^'illiarn Fulke Greville, b. 2842, s. 2883, m. ... 

I 2334 Grey dr Ituthyn, liriVvolon George Grey Clifton, />. 2838, s. *2887, 

; 2886 GHinihorfie, Erne.st William Beckett, b, 2836, s. 2903, ?6’ 

i 2823 Grinstead. See “ Eimi.«killert,” Irish Earl, p, 209 

' 2796 Givydyr, Willoughby Merrik Campbell .Barrel J, b. 284s, s. 1909, tn. 

; r8Go Ualdon, Lawrence AViiliam Palk, b. 1869, s. 2903, m 

2886 irantiUon of 'Dalzell , Gavin George Ham’ilton, K.T. ,c. v.o., h. iSvs, 

' s, 2900 

! 2874 Harj^Aon, Herbert Stuart Pakington, h. 2883, s. 2906 .. 

j 1869 Hare. See “JJatowel,” Irish Earl, p. 220 

; .2876 Harb'eh, Ge-orge Balpli Ch.arles Onnsby-Gore, b. 2833, s. 2904, n?. 

. 2813 Hayyis, Geo. li. Canning Harris, G.C.S.I., G.G.LE., b. ’32, s. '73, uf. 

: 2S66 Harti.sw/ere. See “ Kcnniker,” Iridi Baron, below 

! 2393 findings, Albert .Edward Delaval Astley, h. 2882, s. 2904, m 

1 2833 Ifatherion, Edward Geo. P. Littleton, C.M.G., b. 2843. s. 2888, m. 
I zgoS liarershani, ArOiur Divett Ilayter, P.0,, h. 2833, ist .'Baron, rn,,... 

j 2776 Jlairke, M'artin Bladen Hawke, h. i860, s. 2887 

I 2722 Tlay. See “ ICinnoull.” Se.ott FaH, p. 209 

1 2797J,-f/JV‘<r«/i'0/, Charles Mark A Hanson Winn, h. 2843, 5. 2877, m 

I zgo6 Ee7nphill,J^kin\mi)e Charles John Hcmphili, b. 1833, ^9^8 

1 1B96 Mmuage, Edward IJeneage, p.c., b. 2840,' ist Baron, m 
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Elde.d Son or Heir, 

Hn. Henry O'C. Prittie,/>.'77 
Hon. FitzY/. Butler, b, 1874 
Hon . E onal d Murray ,/>. 1S75 
Hn. Aridr.MulholIan-j.r .'52 
(As Scottish) 

(As Scottish) 

(None) 

H n. Ivanoal Plunkett ,0. xgeS 
Hon. Mhilter liice, h. sSjs 
j I n. Eobt. G rosvenoi',?;. 2S08 
Hn. Maurice Egerton.d: '74 
(As Scottish) 

Master of Elibk. . M.r. . ►I?. ^70 
f pIoii.CecilLaw, 2849 

J Hon, Alounstnart Elplnn 
f stone, b. 2872 
(None) 

Bhi. Montagu Erskiiw-/:;. 05 
(None) 

(A.s Scottish) 

(None) 

(None) 

Hn. Clias. E.Faii-fax, i:MS7& 
(As Scottish) 

Hn. Somerset Maxwell,*!. ’05 
(None) 

iton. Cecil Fari’er, b. 2893 
(As Irish) 

Hon. James lloche, b 1352 
Hon. Jno. BTreneh, b. 2872 
(As Irish) 

(As Irish) 

(None) 

(None) 

Gerald H. .Foley, b. 2898 
Hon. Atholl Forbes, 0.2842 
Hri, Geo, W. -Forester, l'.% 
(.\s Engii.sh) 

(As Irish) 

(As Irish) 


Hn. Leopold Canning, i/."' 78 ; 
IT n. E l.t. G. -Dieeonsnii , A ’37 ■ 
Hon. Edgar Oifi'oj'd, h. 1837 | 
(None) ‘ ; 

Hon. Wilfred Baiiev 0, ’01 i 
Hon. ' . ■. . 

(As Irish) I 

(As Irish) i 

Hon. Kiclid. Norton, h,iBgz , 
Hii, Clarence Graves, 6. 2872 i 
Ifn. Pascoe Grenfell, h. 2903 * 
Hon. Chas, Greville. b. ’72 i 
lion. Cecil Clifton, h. xBfiz \ 
ilon. Ealph Beckett. ?*. hi • 
(Asirisli) ' ' ! 

(Noi.e) i 

Hon. Laurence Palk, A ’ 

Iln.I .Hamilton, 

Hn. Humphrey thkinet. .n, 
(As Irish) [(LxSSB: 

Iln-AYm, G. AJ\-(Jir‘vf. 83 i 
Hn. Geo. Ft. A'. liariws, | 
(Ab Irf-'h) i'c.-/ ' 

Hon, Holt n A .stioy (dan . ), L i 
Hon. EdnaJ. Litt]et<’>n, .^.’68 ' 
(None) 

Hn. Stanr.ope liav.kt-.-, | 
(As RcottiHh) \ 

ih'jwland G. A.-Tllr;;i. 35 | 
.Hon. FikroyHemphib 1 
IXoB. Geo. E. ITeifiengr;.,/,;.'66 f 


] 
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Ths Peerage— Barons, 


Mdest Son or Seir, 


j f 'ivYrn <?, ■ TUle, Fmm, tf;c. 

: iU,K, Baron, KortMngton%K xB^g, 

I ' “ .4'. *30, Uh ■ , Hn. Anthony Henley» h. *58 

I i8ool/.h^:'^*?wv\ Chas. Hem‘yChaiidos Heiiiiiker-Major (IT./C. 

ils^rfurimre), b. sSya, s. iQoa Hon.CJ'eraldH. -Major, &/7a 

Ufi 9 /‘ Jlkihard Farrer Herscheli, 5 . *878, Af. 1899 

Leonard Hulines-a’Court, 6. 1863, -s. 1903, Hon,Wm.HolnTes-a’C., 5 .’'o 6 

IlUimgdan, Charles William. Mills, b. 1855, s. 1898, m....... Hon. Chas. T. Mills, &.;i887 

Charles Allsopp, b. 1877, a 1897, w Hn. Chas. Ailsopp, 6. igo6 

nuiden, Angus Holden, b, 1833, ist Baron, m Hon. Ernest Holden, &. 1867 

Hans M'eilesley Hainilton, &. 1886, A*. 1898 (None) 

'ivod. See “ Hood,” Brit. Vi^ct, p. (As British) 


I i8«8 

ms 

1 188S 
5 tgoB 

1897 

1 17H2 J.‘* 


1797 L Ilvfhani, Frederick William Hotham, b. 1863, s. 1907, ni. Capt.Henry’E.lIotham, 5 .*ss 

iSSi rjtdbjkid, Henry James Tufton, &. i%4, ist Baron, ni Hn. Jno.S. B,.Tufton, b.zB'^s 

1597 IIo:vard ae WaMen, Thomas Evelyn Ellis, b. x88o, s. 1899 Eev. Hn. Wm. C. Ellis,&,’3S 

xSiSg Iloiva rd of Gbmop, Francis E. Fitzalan-Howard, b. *839, s. 2883, Hn. Bern d. F. -Howard , b . ’83 


X796 1. H n dfi }h!/ield, J o-shua Charles Yanneck, b. 1842, 5. *897 Hn. Yhn. A. Vanneck, b. 1845 

Jlvlt/m. ITvlfriiv f-rf'AWA ■Frx-lf'.nn JAniffA h s *««« TTti Ci- T-T TnlUfFa Oi 


Jl'dinoi, Hylton George Hylton Jolliffe, &. 1862, s. 1899, Hn.Wm. G. H.,Tolliife,&. ’gS 

' Lucdus W'iliiamJ[)’Brien, b. 1864, s. 1900, m. Hon.Donoiigh O’Brien, 5 . ’97 


I h eaxhjtk, James Clelaad Buras, b. 2864, s. 2903, in. Hon. Jno. Alan Burns, d. W 

o’, / 3 nf?xo/ 7 /err/o«Z, Hemy James, P.G., < 5 . 0 . YO., 1 /. 1828, ist Baron (None) 

duken, .lames Joieey, h. 2846, ist Baron, to. Hon. Jas. Joicey, &, 1880 

Kfulk. ‘‘B^eadfort, ” irM p. 107 (As Irish) 

Koiiumre, ‘CKenmare,*’ H-M HaH p. 209 (As Irish) 

/A-.Y/f/. xSee “ Dunraven,” Insh Bari, p. 108 (None to U.K. title) 

, * 77 ^ I. i Edwardes, B.S.O. (B.K, Baron, Kenmigton), 

I isse*” i ' ' ’( &. 2873, .7. 1900, TO.... 


1 1897 
x 89 S 
1 1906 
283s 
' 2856 
*866 


*788 

i 2822 , 

, 2868 
I 2900 
; 27891. 

5 2831 


iienyon, Lloyd Kenyon, K.(3.V.O., b. 2864, s, 
Kfr. See “ Lothian,” Seott. Marq., p. 107 


2869.. 


; 127a 
2683 


Hon.Wni.Ed%varfles, &. 2904 
Bev.Hon. l-V.Kenyon,&. 1847 

— ■ (As Scottish) ■ 

Trollope, h. 2852, s. 2874 T. Carew Trollope, 5 . 1892 

ndMnui, Hartm II. FitzPatrick Morris, b. 1867, 1902 Map Hn. Geo. Morris, b. ’72 

lujuiaim, John Edward Deane Browne, &, 1878, s. 2907, Hh. Jno. F.A, Browne, &.’oa 

kuumrmek. See “ Erroll,” St'oti. Earl, p. 209 (As Scottish) 


I. A Michael Constantine de Courcy, h. 2835, 8 . 2895, to. ... Hon. Mich, de Courcy, 

Baroii, Kinrmird), 


5 .’S 


2860* 1847, ,9. 2887, m :: Master of Kinnaird,&. 2879 

Kandtw KmBli -o — i> 


! 2897 
1.1902 
; 1838 
t * 9 «S 




; S 9 oa 


: « 8 So 


*“7/’ ?• ’V luascer 

srnnear, Alexander bmith Kinneai’, b. 2833, ist Baron (None) 

,/AVmsw, Patrick Balfour, ?!. 2870, 2903, to Hon. .Tno. Balfour, b. 

x^jidmx. .See “ kmtore,” NeofA Earl, p. 209 (As SeocUsh) 

keareyhomojb, Ifcniy Aleysey Meysey-Thoinpsoji, k 2845,1 lioii. Claude M. -Thom] 

1st liaron, to ./ jgS? 

Iram.is Knoliys, a.c.B., G.c.v.o., k.c.^i.g., i.s.o., b. 2837, 

T .haron, to. Hon.Edwd.Knollys,7;.i8o3 

Chillies Wallace Alex. Napier Cochrnne-Baillie, ( Hon. Victor Cochrane- 


2904 
Thompson, 



i 2900 
: 2758 1 
i 2897 
; 1892 
; *395 
2908 
i sSoi 
' *906 


i.-dkg, Nathaniel Liudley, P.c., b. 1828, to. 

I’sk, George Win, James Lyhaght, b. 2840, a 2898, in. 


Baillie, b. 1896 
Hon. Jno. H. llowley, ?!.’94 
B( m. Alex. La wrence",&. 2878 
Hn, Vrm. Tl. ^Vy ndham,?). ’76 : 
Hon. Knpt. Leigh, b. 2836 ! 
(None) 

Hoii, Sto]ihen Powys, h. ’69 
(Life jitici'iige) 

Hon. Horace Lysaglit, 6. ’73 
(None) 

Hon. .Iho, M. Bolls, h, 2870 
(None) 


t ■ i 1 • i ' V, ... .7. Awyw, I/I 

A. f 0-, Joseph Lister, KO,, o.ai., h. 2827, x.st Baron, w 

f..>tit;fiiflnvk, John Allan llolls, h. 2B37, i.st iJaron, to 

Lx/i, Hhianl n<TOj;!as Looh, 51.V.0,, D.s.o., b. 1873. .v. 2900, m.... 

Hiniund Kobe^^^ K.C., b. 184s, 2.'3r. Baron ......... 

see hly,” IriMi Marq,, ]). my (As Irish) 

•.uir.ifirri, lloht. Threshie Reid, P.iJ., U.G.M.a (Lord ChaiuvlJor), 

0, 184,6, 2st Baron, to. ’ cyone) 

< I f ‘Tl' *868, .S‘. 2883, TO Hon. Utwav Plunkett, 5 . ^ 

s. Aio d, himon Joseph ^r;tser, K.G.V.O., C.L*., D..s.u. {C.K. Barun, 

“'e'’®?.,-' Hon. Ifiidi Fraser. 6. iS- 

{.*0^1 iii.lhiiid. ^See ligniont, I ritdt Earl, p. log (As Irish) ■* 


92 


2342 T I I 'if h n nsn.-i 15 UlAM-.i 7 r* i J. . Wd 

rZ^J ZiT-nZy * Fraser, b. 2S74 

nolhiiui. See Earl, p.xog (AsJrislil 

L Anberon T^ f 

. * 876 ,;A T90S (toythEarl Coivper) ..;. ..... 1 .. Hon N-m Tno TTwBat4 a 

2897 (toto. Benrv Ludlow 1 onA« /. /n«.. .. .7, fijm. vm ino Jleiheit,?>. 80 

*839 
*3S9, 

’' 77 « f- '''"'r:""’*',’, ‘'."'"‘‘'I jiiutoS; b. istt z 11 ^: Z: hu's™ s 

-Vtt; Aijtuiiy Vatriek MacDonnoil, i*.c., ac.ii.T,, K c V o 

k 2844, 2st Ihiron, w (Xonp-j 

0 ,C,ir.a. (Lord of Appeal), 

KaRSmilMU-Hogg.S.’Ss 
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The Peerage— Barons. 117 

Created. Title, Wa'ine^ &e. Eldest Son or Heir. 

1807 rfaniiers, .Tolin Thomas Maimers, 5. 1852, s. 1864, m. Hon. Jiio.ISr. Manners, 5. ’92 

igo8 Marchamley, George Whiteley, P.o., b. 185s, xst Baron, m, Hon. Wni.MTiiteleyj s:886 

1891 Masha m, Samuel Cunlxffe Cunlifte-Lister, b. 1837, ^9^^ lion. Jno. C. G. -Bister, &.’67 

John Thomas ‘VYilliam Massy, b. 1835, s. 1874, w... Hon. Hugh Massy, b. 1864 

sSiS Meidrnm. ‘‘ fluntly,” (Steoiii. J/arg., p. 107 (As Scottish) 

179A Mendip. See “Glifclen,” Irish Viset, p. ixi (As Irish) 

1866 Merech/th. “ Athhminey,’’ Baiw, above (Hone to peerage) 

2838 ;Vef/r{u’n,PaulSanfordMethuen,G.C.B.,K.C.V.O.,C.M.G.,?i.’4S, a. ’91,111. Hon. Paul Methuen, h. *86 

2903 Michelhani, Herbert Stern, h. 1833, ist Baron, m. Hon. Herman Stem, b. ’00 

1712 Middleton, Digby W. Bayard Willoughby, &. *844, s. 1877, m Hn. Godfrey Willghby.,&.*47 

iSzx Minster. See "^honyiigham” Insh Marq., -g. %o6 (As Irish) 

1866 Monels. See Hish Viset, p. 112 (As Irish) 

X8S7 Monciston. See “ Galway,” Irish ViscL, p. 112 (As Irish) 

1:874 Moncreiff, Hev. Eobert Chichester Moncreill, h, 1843, ^9®9, wi. Hon. Jas.Moncreifif, h. 

1884 Jlon./; Tlreifon, John William Dodson, C.B., 6- 1869, s. 1897 (Hone) 

s88s Monl'sivell, Eobert Collier, b. 1843, ^526, m. Hon. Eobt. Collier, ?>. 1875 

1728 Monson, Augustus ■.OBbonnaire Jno. Monsou, b. 1868, s. 1900, m. Hon, Jno.E.Monsoii, 6.1907 

1883 Montagu of Beaulieu, John "Walter E. Douglas-Seott- Montagu, 1 Hon. Eobt. Douglas-Scott- 

&. x865, £ -1903, m i Montagu, 6. 1867 

1806 3fontEagle. Sligo,’’ JrMJf «-/*«?,, p. 107 (As Irish) 

2839 Monteagle -of Brandon, Thos. Spring Mce, iv.p., b. 1849, s. xB66,w. Hon. Tlios. A. Eice, h. 18S3 

x83s 3ro8tyn, Llewelyn H. V. Lloyd- Alostjii, b. xBs6, s. 1884, m. Hon. Edwd. Lloyd-Mostyn, 

.1891 Mount Stephen, George Stephen, Q-.C.v.o., h. 1829, istBaron, in.... (Hone) [6. 1883 

1283 Mowbray., Segrave (1295), th Stmirton (1448), Ciias. Botolph Jos. 

Stoiuton, b. 1867, s. 3893, Hon. Wm. M.Stourtoii,6.’9S 

xySyl.^Mulgrave. Hee “ Hormanby,” r/.JY. Jfarg., p. 107.... (As U.K.) 

17831.1 fJosslyn I’raneis Pennington (U.K. Baron, Hn. Alan Pennington, 6. *37 

1858* 1 wdvM, ^ caster), b. 1834, s. 1862, rn 1 (to Irish Buy. only) 

xjBx i.fMuslcerry, Hamilton Alatt. T. SI. Doauc-jJorgsin, l>. ’34, s. ’68, m. Hn. Eobt. D. -Morgan, 6. ’74 

x6BxS.*Xairne. “ Lansdowne,” Brit p. 1C7 (As British) 

1868 Napier of 3fagdala, Eobert 'William Hapier, b. 1843, s. 1890, m.... Col tin. Geo. Hapier, C.I.E., 
X622B.'* Napier {of Merchistoun), Mhn. Jno. Geo. Hapier (U.K. Baron, [?i. 1843 

Ettriek), b. 1846, s. 1898, in Master of Hapier, b. 1876 

X726L Neicboi-ough, "William Charles \Vynn, 6. 1873, .s\ 1888, m Itn. Thos. John Wynn, 6, ’78 

S898 A'€ic?)aHds, James Henry Cecil Hozicr, b. 1831, .s*. 1906, in (Hone) 

5892 Newton, Thomas Mhdehouse Legh, b. 1837, 1898, in lion. Eichd. Legh, 6. x888 

sSS4 North, William Heniy John North, h. 1836, s. 1884, in Ifon.Wm. F. J, North, 6. ’60 

1884 Noidlibourne, Walter Henry James, b. 1846, -v. 1893, Hon. Walter J.James, 6. ’6g 

1903 Northelife, Alfred Chas, Mhn. Harmsworth, b. ’63, ist Baron, in. (Hone) 

2900 Northcote, Hy. Stafford Horthcote, G.C.M.G., g.c.i.e., c.b., 6. 1846, 

ist Baron, m (Hone) 

s88s Northington. jSfee “ Hcnlejg” /mA Earon, above 0*^8 Irish) 

1878 Norton, Charles Leigh Adderley, b. 1846, s. 1905, in Hon. Ealph Adderley, 6. ’72 

£906 Nunbuniholme, Chas. Hy. Wellesley AVilson, n.s.o., 6.’73, s. ’07, in. Hon. Chas. J. SVilson, 6. ’04 

K900 O'Brien, Peter O’Brien, P.o., h. 1842, ist Baron, in (Hone) 

2870 OHagan, Maurice Herbert I. T. O’llagan, b. xSSa, s. 1900 (Hone) 

£868 O'Neill, Edward O’Neill, h. 1839, s. 1S83, m Hn. Arthur 0’Heill,6. 1876 

2836 l.fOra.iimore & Broivne, Geoffrey H. Browne Browne, 6. ’61, a. 1900, m. Hon. Ge<fffrey Browne,6.’oi 

S82X Oriel. See ‘^'Ma.ssQveene mdll," Irish Viset., p. ixz Chichester Skeffingtn, 6. ’50 

£868 Ormathwaite, Arthur AValsh, b. xBzy, s. 1881, in II on. Arthur Walsh, M.T.o., 

xBzx Ormonde. See Ovinond&,” Irish 3farq., p. toy (As Irish) [6. £$39 

2841 Oa:enfoord. See “ Stair,” Scott. Earl, p. m (As Scottish) 

3907 Peekorer, Alexander Peckover, b. 1830, ist Baron, m (Hone) 

e866 Penrhyn, Edward Sholto Doxiglas-Pennant, b. 1864, s. xgoy, in.... Hn. Alan D, -Pennant, 6.^90 

J909 Pentktnd, John Sinclair, P.C., b. 3860, ist Banm, vi Hon. 

£603 Petre, Lionel George Carroll Petre, h. 1890, s. xgoB, M Hon. Albert Petre, 6. *832 

£906 Pirrie, Mllliain James Pirrie, K.P., P.C., b. 1847. ist Baron, m.... (Hone) 

1892 Plujffair, George James Playfair, C.V.O., b. 1849, s. 1898, m Hon. Lyon Playfair, h. 1888 

1827 Plunket, Win. Lee Pluiikefc, K.o. jr.G., K.C.V.O,, 6. 1864, s. 1897, Hon. Terence Pliinket./i.’gg 

2831 PoUimore, Copiestone Eiehard George Warwick Bampfylde,) Hon. Geo. Wentworth ML 

b. £839, s. xgo8, m j Bampfylde, b. xBSz 

3:690 S. Pohrarth, alter Hugh Hejfbiu’ne-Scott, b, £838, s. X867, in, Masterof Polwarth, 6, 1864 

2749 Pansoiiby, “ Bessboruugh,” iriaA HarZ, p. X07 (As Irish) 

2885 PowersemtH. &<? ‘‘I’owerscoiirt,” LmA Tu'cL, p. 113.. CYs Irish) [6.1859 

aSool. Ikuktock, Granville Augustu.s M^m. MMldegnive, h. ’33, s. ’57, %v, Hon. Gi'anv. LValdegrave, 

2832 Jtaylan, George PitzEoy Hy. Somerset, O.B., 6. 1857, s. 1884, Hn. Eitzlhiy Somerset, ? a ’83 

187s Ramsay. See “ Dalhonsie,” Scott. Earl, p. 108 (As Scottish) 

1826 Rarfudy. See ^‘BjOintiivly,'’ Insk Earl, p. xto (As Irish) 

xB6Bi.fRttthdonneU, Thos. Kane IffcCiintoek-Bunbmy, b. 1848, s. ’79, m. Hn.Tho.s.AIcC.-.Bnhry.,6’Si 

189s Rathinore, David Eobert Plunket, P.C., h. 1838, ist Baron (Hone) 

£82£ Ravensworth, Aithur Tho.s. Liddell, b. ’37, s. '04 (after Earl), in, Hon, Gerald Liddell,?;. iSSg 

£821 Rayleigh, John 'Willian) Strutt, P.C., O.M., b. 1842, s. 1873, in. Hon. E,oi)t. J. Strait, 6.2873 

i 628S.)»,^,, (Donald Janies Mackay, P.o., G.C.S.I,, G.O, I. B. (t?.AL Baron, /BaroimEueas 3i'ackay,?;.’38 
1882* i I Reay), b. 2839, 2876, m '[(Hone to U.K, title) 

whitakee’s admanace, 1910- 
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The Peerage — Paronf ^. 




Eider, i Son or Uclr. 


tS«H 
' 1806 If. 
t80s 
«7^7 
f in as 
jyB;® 


f. TUh\ Name, (tnx 

JlrJtnfaJr, Al'JTM’non Bevttum Freoiuaii-Mitfort.!, O.C.V.O,, K.C.B., 

h. 1837, Baron, IS'n. Tiom. F.-AIitiorvi/l/.’^o 

/■ ndS, Stuni't Iltmrtol, h, 1834, TSt Baron, m (Nono) 

tidh sJrfsn, Frt'tSk. Wm. Brocik friieilusisoa, b, 2040, .s‘. 1252, tv. ... Mu. i''v(Mik.TIie]]ir-ir,r.ii,&M6S 

.folin Barin:4, P.C., b. 2863, •■?. 1897 IBm. Cecil Baviiiy. b. 18S4 

J!c‘<d!h->'da!>\ Thomas hister, P.c., h. 1S34, s. 1S76, m IMai. ^'‘iias.A, JMsrcr, ?>.iS87 

i’A'V 0/ Dander, Charles Ritchie, h. *866, ,v. 1906, m 'lion. Philip Eitchic, ?j.xS9,5; 

id B. Jiarh y Bennett .Rofluey, b. 2857, s. 2864, m. ... iloii.Coo. B. Rodiu-y, 

i6^x K * Idiht, .Jno, Roe:erson il>nln((J. K. Haron, Dimnlmj), b'zS- •''’•’32, m. Master (jf ih>iIo, h. *36o 

tS66 Ddrirtt, vnjliam (laspard Buy Bomilly, h. i8gg, e. 1905, M CSmu:) 

*828 ll‘i,ihfhh Xf a “ ih'W'ifory,” liJtni,p. 130 (A.« Scottisl*) 

xEgS Jlo,s\iirad, iFer’cnles A. Tcaiplc- RohiuMOii. 6. 1S66, 1607. ni Hon. lierc. itohins-.m, 5.‘93 

, fBerridi V/anier Win. Westoura {IT.K. Dtiron, /*.7,vv- 

1838* \ tnorc), h. 1853. ^^74, m. I-Ton. V.’m. Westenra, ?>. '92 

/iVP/r'c/o’h/, iSathau Mayer Botlischild, P.O., G.C.V.Q., />. 3840, ist\ lion, Lioiie] llotlisduil!, 

Baron, M.F.,, h. x$68 

TiHlhrni, Waitei James Koro-llttthven, h. 1S38, s. 3864, •}ii Altr.ofHuthven,T>.s.0.,.y-'5o 

SavkrUlr, {In dispute.) 

St. !kn)hh, .hdin M^yulord T*hilix>p3, h. i860, ist T>arnn, m> Hon. C. E. Philipps, h. tS 3S 

Si. dohn o/"/?h'f.iYi,BtjauehampMoubray St. John,h.iS44, •?. 1887; u>. lion, FienrySt. Jtthu, 6.1876 

dl, LtoafirtU, I'ru’ik r.dwavd StrjtdeT!, b. 1S90, 1908, M Frank Sir^den, 6. 1852 

Sf, Ln-ait. .loliu Tuwusheiid St. Aiihyn,O.Y.o.,o.B.,6.iS57,.''’.x9o8,7n. Hn.EtBvfl.S.St.Aiibyn,6,’58 


' 1885 


' 1651 S. 
i 1876 
*908 
«S59 
3852 
1887 

*B8s 
, *79''5 


St. OrimM, Jhovhind Wiim, b. 1S57, ,*/. 1893, Bonlaiul )Vmn,6. ’93 

Si, tfrr.'ifuni. See “ Courtown,” Irish Hart, p. loS (As Iiish) 


144s -.fSaltoiui, Alcxamh-r Win. Fivdk. Fraaer, h. 1851, ?885, s.i. 


Aliister of Saltoun, h. 1886 


ms 

1871 

iStn 

iS88 

1603 

tjBi 

1839 

*#31 

14% 


Sa nderson ,Thos. iT. Samiers* m ,0. a b. , k. 0. ^r. g. , i..?. o. J). ’43, i at Baron ( X ( m e) 

.%r«f6iitr,ff,Wiilfam Manstiekl,r’.o.,G,c.S.T.,G.c.T.B., 6. ’35, a. ’76, m. Yin, .Tno.W'. Alaii&fU-'ld, h. 37 

Sa(idf!,% Michael Bd’fthi AFareiw Sundjs, h. 1835, -v. 19.74, m Hon. Eduid. A.Sundys,6.’6o 

Snr‘ib\ .fuhn Savile Lnmley-.Savile, K.c.v.o., 6. 1834, 5.396, m.... (Xoiic) 

Sattr .fc Self', Geoffrey C. T.-VVykeham-Fiennea, b, *838, -v. 3907, m. iIon-Geofri'ey Fiennes,&.’84 
Starri^dalr., Rev. Alf. Xh FI olden Cm'zon, h. 1831, s. 1856, ;v Ld. Curzon of Kdlstn, 6. ’49 

’*'’”**' Bon. Fraa, Colboiiie, Ij.xSss 


Snifoj, .It Am Bc'^inahl 1‘pton Colborne, 6. 1S54, s. i883, m Bon. Fraa, CoUx 

SrffjDt. Sre Sutton,' Irish Ead, p. XXX (As Irish) 

X Sempill, .luh.n Forhcs-Senipill, b. 1863, .v. 1905, '.Master of Seir^p 


- . - , , , - ..iQoS, oi -Maister of Seiiripill, l\ 2893 

1909 Shaa\ Tliomas Shaw, v.a, (Lord of Jpprai), b. 1850, >n (fafe pcer.a^-e) 

17831. Shrifidd, Edvinrd F^yalph Stanley, 6. 1839,.';. re.-^o, m ffn. Arth,Sttai>le.v.?.r.p.,A.V;$ 

1627 s. I'^^tilip Ilidton .Shersir.l, 6. 1851, xgi^z /M. -(.'ef. ,sh.a‘,'j‘il.6.’5o 

1784 Sio'rhornr, ly.wiivd f,e!i<».v Butoai, 6. 2831, .v. 1883, m Bv. ifn. FaudS:. 

1880 Shutr. .S'ft" “ liaiTiiKfhtn/' /f/.v6 I i.ud.] p. itx...T. (As Irish) 

tgoz A7,' id f/e a or///, Thc^htred.i. Bay-Shiiftieworlh, S\C).,6.\|.4, ist . Bn. haw!‘. IC.-ShuHirwrch., 

*031 SiUhestef. See Y.oiiirfxmiI\Irkk- EaH, p. xxo (As^ Irish) !;/>. ’87 

1449 Af.SV.'cIu/r, Chiirh.'s William St. Clair, 6.^1831, .s'. iSSo, m. .M sister of .Siusdalr, -v. 3875 


’ iZxh 

, 1784 
* 1873 
> *780 
1640 

niBaS 
■ *839 
. s%1 
‘ 1796 
‘ t%7| 

' *836 


r^fnjtrrhi^I “ Chun’icavde,” Iri-sh Marcf,, p. xo6 (Xonc to 17. K. title) 

Sino-ra, Arthur Herhej-t Teiinystm Codes, k 2887, s. 1:099 Rev. Tly. L. S. Cocks, k XS62 

So'.iirrf.tiii. SVt! “ Nonnanfcon,'” B'/.'/f p. ISO (A.s Irish) 



'caa.aa '', Ai1h. HaKiilfttii-Gordcn, p.r.Ai.is., 6. ’29, xst Baron 
Sfrirart o/iiiidier, “■ Galhovay,” Fad. p. V09 


. m4 
1796 

t8i8 
AW,} 
. 17W 
i8a 

1831 


ilOK . , Ci 00. li. '-G'Oi'tloii, S..' 

. (As Scottish) 

o ..fM. ....1./ f. o, iBonnid Al.-siaic.'o ■ Sinicsj, G.f.M.ir., 

. u Ji of jd>, n.ii.Y.ih, h. 1S20, xst Baron, r-h, ... Thai. M'rs. RoU. Tfovard 

''h lit > dt u ii‘ J (>8.^2), IlallyhUi'Pm Ci'ur.ac f'aiuph. 11, b. t lT.)n. .fohit Iirosfurd 

iSa*;, .s, 1853, m J ffanrphell, k 2B66 

Siri(f,h.H>tt% See. SenYxulF S'^ott. Eari, p.tti (As ScuflaVI) 

^‘‘roS ofCadb- Stiooi. Siy. .Moray,” Srnft, Eari, r> yxo (As Scottish) 

.xSyo I 


Suit Bouudas it. 1I:mhni*y-tmcy, P.<t, b. sc^o. .a 1877, i?« n.Clias.II.-Tjv.cv, h. 

t udl’p, ,%r XmuiF F-bdi Earl Ti. xoy (.Vs Irish) 

'00./ ‘Id, i Parley TraCiojd, im.'., G.r.vba, K.o.a.J). iBi-x 1853, oi, fin nia,s.I:n]Ior-,I,e.B. 




s a, Mniest Anihros'' k 2848, s. 1894 f*.3j.rd .’ctUac n >, .. b “A 

ay Sp'fidhhbm. Montasru Sam nel-M on ta^-n, 6. 1833,, xst Baron, m,... Hn. Iom:sS...Moiitagn’6’% 

I’lf-tit %lia%hikd Plotrr.n Taihit, k, £846, 1883, Foil. ,Tns. B. Ihlbot, 6. 1874 



ItoD, Fredk. Shore, 6. 1844 
fp). Arlli. Chi(*iK su-i , h '80 
Kill. Bluiel Tennysi'.ii, b, ’89 
J[n. Avhhoi't,, h. ’09 
ISn. Ci'ris. R.-Cur^on, 6. ’96 

« , . O T ♦ f . -8740?. Ev.Ifn.diKixa'BruooA'ea 

li‘ihamrhc, Bentley Ivond J. Toilernache, b. £883. £904. w.... IIn.BonisToflemach€\6.’8A 

n, ■ :i?a.sterafTorp]}ichen, 6.’86 

.Bon. Geo. Tiin-Trevor,6.'59 
lion. Eegd.BarnewaIL6. ’97 


WHI'IUKEE’S abmax.ack, 1010. 


i T'h& — Officers, 119 | 

Omited. Title, Nmm, &e. , Eldest Son or lleir. j 

i88e Tiverddale. See '^T\yeQildal<ir Scott. Marq., p. ic^ (As Scottlsli) | - 

18B1 Tiered iiujvth, Dudley Marjoribank.s, k xBy^yS. xgog,m.... Hn.Coufcts Marfljks., h. ’6o ; 

1:786 7'nrone. ‘‘ Waterfonl/’ /mA p. 107 (As Irish) j 

S.623 Vaux ofJIarroivdvn, HuhertGeo. Chas, Mostyn, b. x86o, s. 1883, w. Three co-lieiresses [?>. ’61 I 
Etool.fDrjdrj/, Dayrolles Blakency Eveleigh-de-Moleytits, ?>.’28, a. ’68, m. Hn.Frdk.B.-de-Anns., D.s.o., 

1762 Vernon., Goorec F. A. Venables-Vernoii, &. x888, s. 1898, M... Hu, i’ras. Y. -Vernon, &, ’89 

1841 i Irian. Geor:j;o Cres] tif’Tiy Brafoazoii Vivian, &. 1878,6*. xSgs.oUd.div. Hn. Anthony Vivian, b. ’06 

190S ifro'fov/ji, V'illiam Hood'Walrond, P.C., &. 1849, Ast Baron, ni. Hn. Wm,Walrond,M,P.,5.’76 

1800 1. ]V alUcov.rt, Errol] Augustus Jos. H. Blake, h. S84X, s. 1849, m. ... Hon. Charles Blake, (>.1875 

1:78a U'alshifjhiitii, Theoiyas do Grey, &. 1843, 5. 1870, in...... Hon. Jiio. A. de Grey, &. ’49 

189s irun.d.sWf/», Sydney James Stern, 6. 1845, ist Baron (None) 

! 1792 1. VVaterparh, Henry Anson Cavendish, b. 1839, s. 1863, ui, Hou.Chas. Cavendish, h. ’83 

\ 1906 IVeardale, Plulip .Tames Stanhope, b. 1:847, 1st Baron, w. (None) 

j 1894 Wellnp Beginiild E. Welby, G-.C.B., h. 1832, ist Baron (None) 

iiSax VVen'ap.^. See sVvmyB^ tmd M.," Scott. Earl, jj. ixi. (As Scottish) 

! 1839 ir£.'n//jc/<;,BeirDyLavvk'y,P.a,G.C,S.I.,G.C.l.E., K.C.B., ?/.’49, ,y.’8o, nn Im.EiciKLLa%v]ey,C.B.,?.>.’55 

; i86s \Vcsfhar}f, Illchnvd Liittrell Pllkington Bethell, 6. 1832, s. ’75, rn. Hon. Eichd. Bethell,6. 1^3 

; t';f6l.*)Ve.dcote.' See Cobham,” JML Viset, p, iii (.-ys British.) 

f xSa6 U’ifjan. See Cinyrtordr Scott. Earl, y>. x68 ^s Scottish) 

I 1492 WUlonahhu de Broke, EichardGreville V’erney, b. 1869, s. 1902 ... Hon. Jno. Veriiey, h. 1896 

1 s38o Winiborue. Ivor Bertie Guest, b. 1835, ist Baron, m, Hon, Ivor Guest, ’73 

[1906 V'illiam Henry Wills, 6. 1830, ist Baron, (None) 

1869 IVolKcrton, EToderic Glyn, b. 1864, 5. 1888, m. Hon. Geo. Carr Crlyn, h. ’96 

1835 WorlhinJiam. SeeVHjosfordr Irish Earl, -p. xog (As Irish) 

183S Wrotte^deii, Arthur Wrottesley, b. 1S24, 5. 1867, uk Hn.ATctorWrottesleyj^^.Vs 

1829 Wyn/ord, Philip George Best, b. 1871, s. 1904, m. Hon. Sami. J. Best, h. 1874 

x3cs 8 j?o{!e?ieo;7/n;’^/?,<??{.’ort//,Robt..N.OecilGeo.Ciirzon,&.i8si,5.i873,M'. Hon. BareaCTirzon, b. i860 

1910 , .Tobn Arbuthnot Blsber, G.C.B., O.M., G.C.V.O., A.P.C.,1 

6, 1S41, sst Baron, >n 

\ 1920 , Arthur Goclley, Q.C.B., b. 1847, ist Baron 

1 PEERESSES IN TilEIPv OWN PJGHT: 14 Imperial ; 3 Scottish. 

',1892 0/ Jiacifcn.-’y, Mary Rothes Margaret Cecil, Buss,, Z). 1857, 

; s. 1909, m Hon. W. A. Cecil, b. 1886 

1305 Beanemout, Mona Josophitie T. Stapleton, Bnss., b. 1894, 5. 1896 Hon. Ivy M.Stapleton,fe.’95 

142s Berkeley, Eva M.ary Kitzh. Foley, Bnss., b. 1873, s. 1899, ni Hon. Mary L. Foley, h. 1905 

1455 Berners, Emma Ibirriet I'yrv/hitt, Bnss,, b. 1833, s. 1871, w lion. Sir Hajinoud Robert 

Tyrwliitt- Wilson, Z;. x8ss 

1S97 Barton, Nellie Lisa Baillie, Bnss., b. 1873, .s. 1909, w Hn. Geo. E. M. Bai31ie,&.’94 

? t 5 o 8 Clifton, Elizabeth Adeline Mary Bligb, Bn.s.s., b. A*; s. 1900 Earl of Danilcy, h. 1859 

1 x86s Croitutriie, Si]>eU Lilian Blunt, Countess, h. 1878, title called 

I out of abeyance 1893, nr '. Viscount TnrVmt, ?/. 1904 

1332 Barry de Knayfh, Violet (jConntess of Pmvis), Bns.s., b. 1865, an Viscount tdive, b. x8gz 

1264 Be Kns, yiary Frances Davson, Bnss,, b. 2834, ,s*. 1907, nt Three cu heiresses 

1S99 liorchcsfer, Henrietia Anno Cmieton, Z). 1846, ist Baroness, m. ... Hon. Dudley Carleton,?#. ’76 

1293 T'anronbery <h Conyers (1509), Marcia (Conntess of Yarhoroicjh), 

Bnss,, h. 1S63, 0? Lord Worslej-, h. 1887 

1444 S. Ga/?/. Eveleen Snhrh-Giay, Bn.ss., h. 1S41, .v. 1895, w Aiasterof Gray, h. 1S64 

1892 Ilninbleden, Emily Smith, b. 1828, i.st Viscountess, u' Rn.Wrn.F.Smlth,M'.l*.,Z>.’68 

1490S. Berries, Gwendolen {Duebess of Ah;;/V>Z/j), Buss,, ?>. 1877, 6.1908, m. Earl of Arundel, b. 1908 
2602^5. Klnloss, Mary IMurgan -Grenville, Bns.s., C.I.”, h. 1832, s. i8Bg,w..., IMaster of Kiuh^ss, b. 1887 

2891 Macdonald of Ea nisei ijf'e, Susan A. IMaedoiiald, b. ’36, rst Bns.s., w. (None) 

ii688s, Mtdftrf, Lady Edith Drcinmond, title of 0(}tmte.ss not vsed Eras. M. Drummond ,&.i839l 

I 2329 U'f.ntu'orth, Ada Mary Milb.anke, Bmss., h. 1871, s. 1906 Lady Anne Blinit, h. 1S37 

I OFFICERS OF THE HOUSE OF LORD3.—i;2S.894. 


I Cb'rk of Parliaiiierds, Sir Henry John I 

Lowndes Graham, K.C.B £,z,ooo 

Clerk Assistant, Hon. Efhvard Pierson 

Thc.siger, C.li jC^.800 

Readiny Clerk, Edmund H. Aldonsou...... ^1,000 

Covnsel to Chainnan of Com., Alht. Gray, 

K.(‘ ;<^Jl ,800 

Chiif CLrh and Clerk of Public BUls, 

I Alfred Harrison ;^i,aoo 

; Senior Clerks, J. F. Symon.s-.Teune (Prim. 

Clerk, Prirate Committees), £goo; W, 

IT. H. Gordon (Clerk of the Journals), 

>$^2,000 ; Ct It. Anstrutlier (Clerk of 
Printed Papers and Clerk atfendiny 
the Table), £g^o ; Hon. A, ■\reDounell, 

£8ss ; A. 11 . Robinson (Priu. Clerk, 

Private. Bill Ojfiee, and Taxiny Officer 
for Prirate BUI Costs), £x,tQo. Other 


aerks, 13 . P. f>t. John (Prin. Clerk 
and Taxvnff OJIcer, Judicial Depart, 
meat); V. M. Biddulph; Hon. E. A. 
Stonor ; II. J. F. Badelcy ; C, Headlara ; 

J, B. Hotham ; E. C. Vigors; G. 3 >. 
Luard ; G. Proby ; W. G. G. Leveson- 

Gower; P, K. Hodg.soii £200 to 

Acef.and Read cerof /V«;,S',T.Arubrey Court 

Librarian, Edmund Go, s.se, Lhi)’...". 

Bxammiers to Standing Orders, C. Walter 
Campion, £800; J, F. Symons- Jeuue... 
Gentleman Esher of theBlack AV/d, Admiral 

Sir Henry F. Steplienson, Ci.n.T.o j 

YemnanUsherand Secretary to Lord Great 
Chamberlain, Crqfi. T. B." Butler, M.v.o. 
Sei^eant-aGArms, Lt.-Col. Ht. Hon. Sir 

Fleetwood I. Edw'ards, b.c.v.o g 

Official Reporter, Arthur Walter 
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Tim Peerage— Barons. 


Cuat^n. TlUe, Naum, dx. 

. Al*j?rvnon ’Hettrani tVeenian-Sritforcl, a.C.V.O., K.C.B., 

h. 1837, irti jBjii'on, w. * * 

s8 'M i- u'lf'i Siijful Iit*«<iieU h, 1834. tst Baron, m 

ieo§T. Uj I'dJi'Hhiitn, Frudk. Wni. Brooli Thcllueaon, h. 1840, .n*. 2852, 'le;'. ... 

t88s B'ff/.vr, Jalm Bariu-jr, 1 .n,, h. £863, .1’. 1897 

1-797 Thoinaa Bic'der, l‘.G., h, 1S34, 1875, ;?? 

B>s r-rchie of Dmuki', (.!burle.'=! Bitchie, t>. j866, a. igoo, ’Hi. 


h'ldi'si ,%n or Tho 


E'n. ; Ciem. F. - Alitford, 'h. ’76 
(None) 

■ ii n.' .¥ retik. Tliellusson A ’€$ 
Eon. "Cecil .Baringv- &• ' 3:SS4 
■■ Hon. Glias. A.' vLister,Zi.,i887.. 

, Hon. Philip Eitclue, 
.Hon.G-eo.'B. Rodney, 

Master of Rollo, k 1860 . : ■ 
(None) 

t8z8 ihou’bery. See .Rnssehery,” SeoU. Earl, p. xso .....'. (As .Sc-nttish) 

' 13.76 Ro^uocioL Eercnles A.Tcuiple RoOinsijii. /mS 66, 1807. n?' Hon. Merc. RoBinsoii, 

- fnerrick Warner Win, Westcnra ((I.E. Baron, Ro^h- 

j 1838*' \ - m&?e% k 1853, A'. 1874, Hon. Wm. Westenra, h. ’92 

‘ t8% Nathan Alayer Rothschild, P.C., G.C.V.o ., /a 1340.1811 lB>n. Lionel Rutiiochll?.!, 

Buroiuv.v ) 1S6S 

, 1651 s, Rulhren, Walter James Ilorc-Ruthven, 6 . xSaS, s. £864, m .M,tr.ofEuthvcn,l),s.0.,Z#’7o 

1876 Siui-K/llr. (Tn dispute.) 

Sf. Dari A, Joijn Wyaford Plullpps, Z>. i860, sst Baron, m Hon. C. E, Philipps, k tSSS 

Bie.fm , Beauchamp Moubray St. John, ?.f.i344, -s. iSS7,a», Hon. Henry %. John, h. 1876 

x%a St. Lroofrdr, Fia'nk Edward Sugdcn, k 189c, .n\ 1908, M .Frank ftngdor., k 1852 

' iP§7 Sf. LrrfO?, John Town, 'rhciid St. Aubyn,C.V.O.,O.B.,Z).iS57,i».igo8,W3. Hn.Edwd.S.St.Aubyn.&.’KS 

; 188s St. Ouratii, RnHluiid Wir.n, k 1857, .i. 1893, M Hun. Rum land Yvlnn, h. ’93 

: 1796 St:'f>‘r.fer,“J. “ Ctmi'toM'ii," Dish Earl, p. 108 (As Irish) 

; £44S:'.t.:ti/Pnot, Alexander Wm. Fredli:. Fraser, h. 1S51, s. tSS6, ra Master of Saltuiui, k tBB5 

1903 >'«/.u.V?vu;?,Tho.s.H.Sandei-son,n.C.B.,K.C,M.G.,T.s.o./;. ’41, i.st Baron (None) 

i 1871 Saii<Unir.st, Wilihim Manst5cld,r.0.,G.C.?.T.,a.O.r.F!., b. ’33, .9. ’76, w. Bn. JjiO.'M’. Manslicdd, b, 57 

iSors Stitvhis, Micimel Edwin Jlareus Sandy s, h. 1835. a. 1904, m ' .ifrm. Edmd. A.San(lyb,t'.'6o 

' £388 Suiik, John Savile Lumlcy-Savile, K.c.v.o., b. 1854. m (Xiine) 

, 1603 Sa,0(i <v Stir, Geoffrey C. T.-Wykcham-FIeunea, k i%8, -v. 1907, m. Hoir.Oeoffiu.y Fiennes, ?>. '84 

4761 Si-a rttihile, Rev. Alf. N. Holden Cmzon, k 1831, s. 1856, rj Id. Curzonof Kdlstn,&. '59 

*839 Seatu.-}, John Regiftald Vpton Culburno, k 1834, a. i£83, m TVon.Fras.CoH>ome, &.3B35 

*831 SefOm. SW SaiUmf in'sh Rkfrl, p. ixi (Ms Tilsh) 

; i4%H. SettiliUl, John ForbeS'-Seniplil, k 1863, s. 1903, ni Aiastcr of Senypill, h. 2S53 

i 1909 Shair, 'S'lionias Shaw, p.o. (Lord of ApiKtal), k 3:850, m (Life peerage) 

37831, Sbejllrhl, Edward Lyuh»!i Stiudoy. h, 1839, ,<?. igijo, m Hn. A rth. Stanley, }T,P.,F>. '73 

1:627 L Slaxard, Philip Ifalton Sherard, k 1831, s. zqoz' Lf.-Col. Rlph. Sh-.;r;ir(],u.'fio 

! 1784 . Edward Lenox Hiitton, k 1831,.'?. 1883, w llv. En. l^h'ed.k.l)B•£t(ri'^,^.‘.^4o 

’ xBSo Shutr. NV:e “ Barrington.” /m// FNvf., p. itj (A, s Irish) 

j igo2 /S’A T''gid.ivd.L Kay-Siiurtieworth, P.C.,/'/.‘44, ist Bn. .IL'i. TA'iwr.K.'Sn'atjlr-wrch., 

! i8*i Sihiio.sttr. Nee “ Longford," /mA Ai./rZ, p. no ’. (Aslri.sh) d>. '87 

I *449’=! fSliichtlr, Gharles WilJiain St. Flair, k 1831, s. iS3o, >a. Piaster of Sinclair, k 1875 , 

1826 StournniL See (AanvhiiiViUi,''' D ish Rarq., p. %o6 (None to E.K. title 1 i 

, *784 Somers, Artiiur Herhert Tcimyson Cocks, b. 1887, a. 1S99.... .Rev. Hy. L. S. CocksI ?>. sSSs i 

' s8?3 SiKurrlon. See Nonnanlun,” Irish Earl, p. no f.V.s Iri.sh) 

X7S0 SmdJuhripton, Chaj'hes Henry Fifczruy, k 3867, s. 1872, w Hun. C.has. Filjsruy. k 1004 

_ 1640 Sltff hrd, KitzhcFocrt E, Stalfurd-.Terningham, h. 1833, a. 1892 F. E. .Fitzbt‘rhert,lVs.0..//£5 

I *886 Stiillrklije, Biclid. do Affuila Grosvenor, P.C'., o.’ay, i«t Baron, 'o?,. Ibanliiigh (Irosvenor, k So ^ 

i *839 Sbitih'tf rf AtdedeiL NVc ‘‘ S]ittrn}id,’WfW.'./i /JnrfW, .above (.A .s Irish) I 

1893 >i’t ,ihi<*r“, \ri}>. fi ami Ron -Gordon, o.r.ir.G., bfzg, rst Baron, Ih.n. GRu. E."Gorclun,l>. ’7 s I 

1*796 Sb'fritd ffiitirlA'-'. >SW‘ '“•Galloway," SVu.'L /:'<»■/. p. rog (As .Scuttiali) “ ' 

<90ot ' “ ■ ^ ‘ M o.c. V,o., 6. 1B20. ist Bamn, /-a ... Ho<i. Mrs. Rout, [fu’rnrd 

‘ 1836 str inrdrrt d' Camjihdl (yttjx), Hallv’mi'ton George Campljell, k \ Hon. John Bore.-duid ' 

, 1829, A XS53, w. * f C;no]Le11, k xSeS ; 

*884 No oL’M/jf’.'/. ‘\Sea field,''’ N'.v.JL /iMr/, p. Ill (As Scottish') ^ 

.3796 S^ -to rt (f Cadle, Stuart. See. Seat t Ertri.p. tvo (AsScoitisli) | 

1,838 !, ieii, Chas. Duuoijis R. Hanhury-Tiacy, P.c., 0. lE^o, a. 1877, ih. n.Clias. H.'-Tr.’icv. 2870 | 

tfW4 Soil. ‘if, tii'» knm\.'‘ I ‘ixh /iMr?, p. 107 ■ ' (As Trish) ' ' 

' tjm s-ifii, rimrie,s Karbi m d. n.o. , ao. v.r., , k.c.ti. , k 183a, s. 1853, m. ''' "* 

, 1893 Saatmea, Erueat Anihruse Mvian, k 1848, s. 1834 

1907 Sxaf/DdiiHf, MontU’gn SainiichMurdagu, k 1852, i.4 Baron, 

lilfki %Jilh!h!dA Talbot, I. 1846, s. 1883, ni ... Hon. Jas. L. Tallrut, k 1874 I 

. t797 L TrS/tnoofdh, Clinrics John Shore, k 1840, s. jB 3 s. m IG-edk. Slrorc. k zSdA I 

. t03x Tma/Amorr, Arthur llc.nry Chii-ht-sHr, k 1854, .v. 1906, ni Gn. .(rlli. Ciiidiestej-, k Ai ‘ 

^ A'$4 1\ i ooeun, llallam Tcmnyinn, v.c.. O.C.H.a., k 1852, a. xhgz, hi. ... Hn. Lionel Tennvs-.n k ’89 | 

1827 lejivfdm, Ghcirlto .SiirnH ihairy AhooLt, k i86e!, 1882, m Hn. Chas. Abbott, 6 ’00 I 

; i6i5 Ttoootno, Bfisry John P, S Roirt-r-Chirzon, k 1S67, h. i/Jg?, m..., Hn. Cinis. R -Cnrzon h ’96 • 

1 ^^•''f'--<^'hrnming-Br!jce, P.c., h. 183S, ,x, 1874, fn. 'Rv.irn.r'ha.s.a-Biaioe,?>.'6Q i 

■ h-de.myhe, Bcutley Lyonel J. Tuileruaehc, k 1883, ,%■. 1904. a?..., Hn.Heni.^ Tolleinache.^n’S^ I 

t urmadmi, Ja-nm** M alter Sandilands, k 1846, .9. iSog, vUd. dir, iSlasteruf Torphkhen h ’86 1 

! tmo //’CtoA .Arthur Wuliam HilLTrevor, k 1852, s. 1894, ra Bon. Geo. Hill-Trcvor, ?>. kq { 

1 346* L Charles Aloy.sins Barnewall, k x36t, s. tBgx, w. ... Hon. Regd,Earncwail,A ’97 1 

WHEfASE^S M^MANACK.'^ 
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■OmaUd, TltU^ So. 

23 Si- Twacddafe. ,S'tid “Tweeddale,” p. 107 

2882 Ta'eedmov.th, 'Dudley Murjoribariks, M.T.O., h, 1874, 8. 1909, m,.„ 

1736 Tjo'oiic. See “ Waterford,” Irish Marq,^ p. 207 

1523 \ 'a lix of Ilarroivdcn , TI.ubert Geo. Chas. Most5ui, h. i860, s. 1883, w. 
xSoo Ltrr/?.Dv/, Dayrolles Elakeiiey Eveleigh-do-Moleyns, &.’28, 6*. '68, m, 

1753 Vernon, George F, A. V’^enables-Vernon, h, x888, .'f. 1S98, Jf. 

1841 T Iriiiti, G corg'G Cresi'-igny Brabazon Vivian, &. 1878,5. xBg^y^btd.dhK 
1905 Walenm, Wiliiani Ifobd Walrond, P.C., &.XS49, isfc Baron, ni. ... 
3800 1. WalLsrourt, Erroll Augustus Jos, H. Blake, b. 1841, s. 1849, ni. ... 

17S0 Vralsriiifutm, '■j'hoiuas de Grejg h, 1S43, s. 1S70, m 

389s V/an<Uu}orth , Sydney James Stem, b. 1845, xst Baron 

17931. vraterpa rk, Henry Anson Cavendish, b, 1839, s. 1S63, n? 

3906 Wenrdale, idiillp'.rames Stanhope, b. 1S47, ist Baron, m. 

1894 W'Mbii, Ecgiuald E. 'Welby, G.O.B. , b. 1832, xst Baron 

2821 in utprs. See “ Wcmvss and Ivl,,’* ScotL Earl, p. in 

2839 Wesiloek, Beil i )y Ljurley , P. 0 . , d. 0 . S. I. , G. C. I. E. , K. C. 3 . , h. ’49, .v. 'So, m-, 
i 36 e ^Verthnni, Bicliard Luttrell Pilkington Bethell, 6 . xSsa, s. ’75. '*?'• 

3776 ir^W.e^dcofe. See “ Cobham,” Brit. Viset., p. 

“ ' yriffan. See ''' Or-<iv:fov(\f Scott Earl, It. xoS 

Wiihn'jhb)! de Broke, Richard Qreville Verney, h. 1S69, s. igoz ... 

II 7 /ji/.'orne', Ivor Bertie Guest, 6. 1835, ist Baron, n? 

IVinterdoke, William Henry Wills, b. 1830, ist Baron, w. ......... 

Vfolnerton, Frederic Glyu, b. 1864, s. 188S, m 

Worlintiba m. See ‘‘ 0 -osford,” Insh Earl, p. X09 

\Vrr>ttckcih Arthur Wrottosley, 6. 1824, s. 1867, lo ............V 

Vdyn/onl, Philip George Best, b, 1871, s. 1904, m 

Zoirckeof Ha rynyicortb, Itoht. IST. Cecil Geo. Curzon, ft. i8si, 5. x873,?t’, 
, .John Arbiithnot Fisher, G.C.B., O.M., G.C.V.o., A.D.C.,\ 

l\ 1S42, xst Baron, m , ..j 

, Arthur Godley, G.0.B,,ft. 1S47, xst Baron 

PEERESSES KT THEIE OWN RIGHT: 14 Imperial; 
-i niherd of Hackney, Mary Rothes Margaret Cecil, Bnss,, ft, 1857, 

I s. 1909, m. ■ — 

j 1309 Beanmonf, IHona .Tosephine T. Stapleton, Bnss., ft. 1894, s. 2896 
j S421 iJcrkeky, Eva, M:U‘y Fitzh. Foley, Buss., 6. 1875, s, 1899, "ni. 

I 3 E 435 Berners, Ennua Harriet 1 'yrwhitt, Bnss., 6. 1833, s. X871, ?<». 


s 823 

2492 

s88o 

1906 

1869 

XS35 

183S 

1829 

1308 

19x0 

19x0 


, 1892 


Eldest Son or Heir. 

(As Scottish) 

Hn.Coutts Alarjbks., ft. ’60 
(As Irish) 

Three co-heiresses [ft. ’6x 
II n. Frdk. E. -de-AIl ns. , l>.S. f>. , 
Hn. Eras. Y. -Vernon, ft. ’89 
iln. Anthony Vivian, ft. ’06 
Hn. Wm. Walrond ,M. P. ,ft, '76 
Hon. Clmries Blake, ft. 1875 
Ron. Jiio. A. de Grey, ft. '49 
(None) 

Hon. Chas. OaYondi.sh, ft. ’83 
(Kune) 

(Vmie) 

(As Scottish) 

Ki 1 . Ri ch d . Laud ey , C. B, , ft. ’56 
Hon. Richd. Bethell, ft. 1883 
(As ’Eritisli) 

(As Scottish) 

Mon. Jiio. Verney, ft, 1896 
Hon. Ivor Guest, M.P. , 6. ’73 
(None) 

Eon. Geo. Carr Gljm, ft. ’gfi 
(As Irish) 

Hn. V ictor Wrottesl ey ,ft. ’73 
Hon. Sanil J. Best, ft. 1874 
lion. HareaCurzoii, ft. x86o 


; sSeottioh. 

Hm. W. A. Cecil, 6. 1886 
Hon. Ivy ISI. Staple ton, 6. ’95 
Hon. Mary L. Foley, ft. 1905 
Hon. Sir Raymond Robert 


I 

j '160S 
i86s 

X 33 S 

1264 

xSgg 

1293 

1444 S. 

x8gi 

S490S. 

X602S. 

xSgx 

[t688S. 

1529 


Burfon, Nellie Lisa Baillie, Bnss,, ft. 1873, s. 1909, m 

Clifton, Elizabeth Adeline Mary Eligh, Bnss., ft. & s. tgoo 

Cromartie, Silnoll Lilian Blunt, Countess, ft. 1878, title called 

out of abeyaiure 1893, ni 

Darcy de Kaaya>, s'iolet (CounUss of Peyim), Bns.s., ft. 1S65, m, 

De Bos, M:i,iy Frances Dawson, Bnss., ft. 1854, s, 1907, 7n 

Ijoreliodcr, lieurietta Anne Cai‘}eton,&. 1846, ist Baroness, m. ... 
Faucunhery iV Conyers {xnof), Marcia (Countess of Vm’horottghp 

Bnss., ft, 1863, 'm. 

Gray, Evedeen Siuith-Giay, Bnss., ft. 1841, s. 1895, w 

IJambledcn, Emily Smith, ft. 1828, xst Viscountess, tv 

Ilerries, Gwciulolen (Duchess of fforfolk), Bnss., ft. 1877, a. 1908, »??■, 
Kinloss, 'Mary Morgan-OrcaviHe, Bnss., C.lJ, ft. 1832, s. iSBg, w.... 
Maiuhmald of Eo rnscMfe, Susan A. Macdonald, ft. ’36, xst Bnss,, ii\ 

Melfort, Lady Edith Dremmoiid, title of Countess not ttsed 

Wentworth, Ada Mary Milbanke, Bnss., ft. 1871, s. 1906 


Tyrwhitt-Wjlson, ft. 1855 
En. Geo. E. M. E;villie,ft.'94 
Earl t>f Darnlcy, ft. 2859 

Viscount T.'irbat, ft. 1904 
ViscoUi.t Ciive, ft. 189a 
Three co- heiresses 
Eon.Dudlu-y Carlctoii, 7 a ’76 

Loi'd M'orslcy, ft. 2887 
Alaster 01 Gray, b. 1864 
Iln. Wm. F. Smith, M. P. ,ft. ’68 
Earl of Arundel, ft, igc^ 
]\laster of Kinlos.s, ft. 2887 
(None) 

Fras..M. Drummond,?). X839I 
Lady Anne Blunt, ft. 1837 


OFFICERS. OF THE HOUSE OF LORD 3 .--£ 35 . 894 . ' 


I Clerk of Parliaments, Sir Henry John 

lov/iides Graham, K.C.E :^2,ooo 

I Clerk Assistant, Hoii. Edvard Pierson 

Thesiger, C.B 

lieadhiy Clerk, Edmund 'H. Aldei’son :£i,ooo 

Counsei to Chairman of Com., Albt. Gray, 

li.C J^IjSoO 

Chief Clerk and Clerk of Public Bills, 

xUfred Harrison :^x,aoo 

Senior Clerks, J, F, Syinons-Jeune (Prim. 

Clerk, Primte Committees), 1^900; W. 

H. n. Gordon (Clerk of the Journals), 

£x,ooo\ 0 . L. Anstni filler (Clerk of 
Printed Papers and Clerk attendhig 
the Table), ' Hon. A. 'ircDonnell, 

£Bzs: a. H. Robinson (Prin. Clerk, 
loricate Bill Office, and Taxing Offiicer 
for Private Bill Costs), yQx,xoo. Other 


Clerks, H. P. St. .fohn ^Prln. aerk 
and Taxing Officer, Judicial .Depart- 
ment) ; V. AI. Biddiilph ; Hon. E. A. 

Stonor H, J, F. Badeley ; C. Hcadlam ; 

J. B. Hotham ; E. C, Vigors ; G. D. 

, Luard ; G. Proby ; “W. G. G. Leveson- 

Gower ; P. K. Hodgson £xoo to ;j£’6oo 

Aect. and Iteetiiverof Fec.s',T. Anibrey Court £600 

Librarian, Edmund Gos.se, ll.I). ;^,ooo 

Examiners to Standing Orders, C. Walter 
Campion, ;^8oo; J. F', Symons- Jenne... ;£'3oo 
Gentlemmi Usher of thoBluck Rod, Admiral 

Sir Henry F. Stcplienson, G.c.v.o ;£x,ooo 

YemnanUsher and. Secretary to Lord Great 
Chamberlam, Ciipt T. D.' Butler, M.v.o. _j(;5oq 
Serjemit-at-Arms, Lt.-Col. Rt, Hon. Sir 

Fleetwood I. Edwards, G.c.v.o £x,t>oo 

Official Reporter, Arthur Walter £750 
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A. 
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So 


.linin', S'^'- L‘’:c { 

All i i'‘ 

Adi', -s S/' d 
AgnotV, Sii- Am I 

V, '-'ir fA... i !$ . 

.. . 

1 ;r, .^u’ jji > i jh 
Akuiafjr, ‘^irAAul. 
AijMon, ■^ir Ara’ilbt, d 

■' iVi. '■ 


iSgo. j;jl!;t.k(>. Sir AAilentniO 

iJLtkj. Sir Pttriik A. tr 

;«4j. ii_' A’.', S.'s’ i-’rri:;-:- D mx<j-! .s .. 

Sir Mijn-'iCi.'! S 

tZy-i IdriJ, Lt.-^/ ii. Sir S /uju if 

3 :313: J., c.?s. 

sJJa 131 ‘isrt 'Si n> ^L,Si>-A"o lC ••'. S. 

* 732 . L!.i:.ii,s, Sir rial'Mh S Af 

: e 32;> BiOjiieilS i, Sa‘ ThM.-:. 'A'.p.. n. h. 

BIovs.', >h‘ jI.’um’ IjA’iU’li- 
tj-o: : Blount, Sir W;il:vjr ilc S. 
ijo.? diiiiidjii. Sir Wniiiaui . . 
i 32 j DliUifc, Joan HAif/uv. 

1352 ; Baohin, Sir E:lg;u‘ (' 


Sm' Aivliloald S. L. 
yyyt. i laiUi'i.oJl, L!.~Col. Sir Guv T. 
xojy CmuimIi -ii, Sir A. T. tt'-jldium- 
i;f>3 (Jauipl'oil, Sir .\r*,Iiibald Ava 
OamiibAI, Sir 13 a, -.au A. D., 

i 3 i 2I C.A'.O 

i8j 9 A'ain’ibcn, S<r G 1 npie’ h’ubt! ! ! 

. . t A 5 CardjD, Sir .Jo’ii?. G 

.H. i3o 7 Car.lon, f '>d. S r Frulk! \K 
. . I i6j 2 Uai’tjw, Sir .irurv i’.dk 
. . x3j 2 CiU-iiibhaui, rir Ti:o,iiaV ‘d. 

. . i 1706 Gibson-, K.c.M..; 

.. 17:.' C-.n-uar, Sir CUni k‘ A llir-’it- 
xfZt) iJitiicai't, Sir Ik'o'vl. 
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Asitr "h i 

' Alb r'l'i d, s .■ .1 jM, 

, Anuitr nj, 8i" Andux'v' U . , 
f AiiiHLr 3 “^. '*iir Gw'o F.-ljott; 

1 Arniy'a.M. '''r Gj 'i-^o .s 

' Aril 'J.t, s;i .roa’i A].'\r, 

{ Artliur, d • G -o v. G. A., \u v.o. 

Artbuf, ’ir 'lit* b3’.v 

1 Asli , ' a !. *‘U' I C^rlrni ........ 

Aus’i "’r IViHu u y) 0 

I Av®y, sn- \riIU vn T. . . . . 

! AyL-u ji*. 'sir Art lur p. F 

Itai'khunsj, Sir Ja.iat'nn H. . 
Eik-rm, S.r lluk'ni lAvUvlt 

'■ '"r /('ar.jur.*; 

’ Baiiax G,i/ >rA!ATh'>s.,r V, 

* BatUi it 1 1'Vam G. S 

; fhir I, . . ■ *V n. ,ra -us s'. .... 

i Hairi, .y ij. Sir fXiSA 

; Ikiir I, sir A ’ 3 s: i’l br . , . . , . . . 
\ fkkpr. His i|.*n SirGcsrk S. 

. iiak'T, .dr B Hi ioln’t H 

, E^nbur/, S.r Fi Hk. Gj » , 'i.r. 
' fUannor: nrij.ir 'J.Slr Alcx.,R.r. 
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.Ltu till*, Sir ilaiTv"-! 
I J-'S«h Htr Chari 
J..K-ih 
: •fohuiuii 


1908 iiiudsay, Sir uitts 

1357 Upton, sir'l'iioma,'. J., K.r.V.a 

i66i Lhr.volyn, Sir Juo. p. iiilhcvii 
i 363 id. -yd, Sir Mu-teiuo Ovv-nM 
I Lockhart , .Sir j; i}»L,lj.,sin -lou- 
I 17.77 Locklno't. Sir “^i.n '[ 


...... ,1.,. . '. k'l’irke- 1813 i.n-'ock. Sir bh,.:-L-s fh?*d T!3r.T'M --oo .... vn. . 

Sir t.'hari -t .j.tau’s .... jSLG Lode.”, .*<ir t'Mm.md c lilos tP-II /-rain;!., S. G- 

i, SirAhVei 1784 Loucmiin SiriJifncr. f'-Vv ‘ fr./' H*-''’’*' 

<n, s;r IM'.v.ir.i tiord.-ri. 1755 Lf.px^, Sir ilv. \arae iJuIItr * rLf •• 

CW- Sh’ Jjemy A. M. iSifj, i.oivune, R.-C.ain. Sir LambLori 1662 ar'n-' • • 


i-iuwis \vm. .. r68o ! 

iB 2 iiMolyueu.\, Rev, Sir John Clias 1 1750 ' 
* 902 , Mniicrellie, Sii. D. ... I Jgv j 
s39o,Mon«.oii, Mr Ma.vv.-eil E. * 

‘-‘bore, , Sir Fnmoi.-s.A 1886 i 

i"S ’“'biT, Sir B T. Grahani- i3oi 

-ffbgh a G. , 1808 i 

tP-II AU’‘bu Sir Fi'ance, S. G- 2855 I 

*S 87 I 
I s68i 
1611 


K.iy, UH 

K !V.*, Sir J >hn I’epvi; LiMter- 

K'-io i, Sir J.iln ; 

K-'U-l-x, Hi. K-)U, Sir HtuRon 

K k, ."O' .T.»hn (ViilM-ii 
, K.'k.''t,Sir Hr-i.v. lH.as.ro-.. 

! Keaip, Sir Ki-inr-th 11 

Kc’.f ; O'd, Si'* Coh- 5 -i Igi A. F. , 

K* '1 la.v ly, Bt ll.<n. sir Juiiu 

II i"v, e fs , v.i* 

. >y 1 I 'tG, Sir J no Charais . , 
i I"* ' _R :*'^_Sir J'MJ King'-mili . . 

i tS;,.Mnd-S!Sf,sir^ K,y 

' t:i f’ 4 (Mr!"V'^” -voiKli- 1793 |.daokwortli,. Sir Art hnrW 

j KR r 

! Kl’t 


xfxs ' Lyeii; Sir L.Voaaf l";?‘ i '^^hovtaij. . 

iCot ^f.'ie.artne.v, Sir John * t Alexander Flay . 

i9o3iSmiMl’ S*4 aiS'V’‘- ' ife 

167-? vj;.. ni.i 1 T^., ”•* ( 


189^ 

.S 1634 I 
1825 i 
1903 I 
1903 ■ 
.s X628 I 


1791 '^hv.’keur.ie sf Arfh-irC p ' ' l “‘bsgrttve, .sir Riehfird (Ico. . , 

1904 


; ; t i-ar i\0LUir-lu ,) no. s , Nju 

EtmneUi Dgls. S1703 Xai 


mini. Sir Michael’ B. 


SiT-:Gdb.Tt 

Sir Cii 0'.. s .s , . . ; 

"'ir .Ia']v.i;^ 

di,s»r ,Alex'Ui'L-r 
Rin o-h, Sir-Jic), •}. s, 
Ku-k.i iGl'k.sir-’lui s':’ 
Kl .a-mrt, .Sir C-.;, m-Sj 
etC -hbud, Sir Wh.M'reu 

K»'iPiV->y, Sir Ch,u. Vd 

|y ifS, Sir f'dju (£>-d io'/ 


I" ?•■ ?? o' f J- raiisi ■ ; ; S i 


. S?l Hoa.Sir.CharIeB V iNe^iwrsir Theun^FrS I... | 

; -ISjlSpStBSs-iiSS? « I 

; S i 

'■ ' ‘" '“tililTiil-lA!"' Mafc^u,^ Sir Ww,-i- ; ; ; ; 5 :'; .^ .^. . . . . . r|os , 


!/dd 

X*:Cif 


avhitakeb's almanack* 1010. 


Nngcnti, Sir Jimui (CoLini) . . . 
Nugunt, Sir ^Viiltur 15 , M.r. . 
Nnwsey, .'^ir Thos-. vVillruis m.p 
.N utUng, Sir Jilt). Oarrlinyr . 
Oakolcy, Sir C.'h ts. ^Y. A. . . . 

Oakos, Sir Ileg-inald L 

O’Briun. Sir 

Ov-hteriuay, Sir Dfv.ui F. ... 

Sir Morgan R 

(.)^-ilvy,ftw;.Sir I’ojg- il. A.,a.i),g. s 
O glo, Cap(. Sir Ily. A.sgili, k.n. 

O’Loglilen, Sir M'icliaol 

Onsiow, Sir Wil!i;uii W. R 

Onio, Sir Ailhm- J. Caini)l>oli- 
Osboru, Sir .^Ig. Korr liutRr 

(Jsborno, Sir Francis i 

Olvvjiy Rt. lion. Sir Artlmr J. 

Out ram, Sir Fras, Bojal 

Owen, Sir John Arthur 

Oscnden, Sir i’eroy .Dixv.'ell- . . 

Pa.get, Sir Ji!o. Rahcro 

Rigot, Sir Richard Arlimr S. 

Paget, Sir George Ernest 

Pain'ier, Sir Edvrard G. li 

I'ahuer, LL-fJcii,. SirR ogorW. H. i 
Palmer, Sir Gsu. Iludsoji. . . . 
Palmer, Sir Gr:orgc Rub.S'.on . . 

Paiiuor, Sir Walter 

Parker, Rev. Sir iVrn Ilyde, . 
Parker, Sir Vv-illiam Lcireuzo , . 

ParkyuSj Sir Thurf. M. F 

Parry, Sir Hubert H., c.v.o. . , 
PaKley, M <7 /.Sir Thos. E. Sabiiic 

Paul, Sir William Ju.sin'.a i 

Paul, Sir Aubrey E. H. Dean . 
■pearaon, Sir Weetraan D., M.r. 

Pe;'i,se, Sir Aii’red Edward 

Peeheil, Lt.-Vol. Sir Augnistus 

A. Brooke-, u.a.m.c 

Peek, Sir Wilfrid 

Peel, Sir Rt.)bert 

Peel, Sir Theophilus 

Poirse, Sir. Hy. M. De la Poor 

Beresford- 

Pe,lly, Sir Harold 

Pender, Sir Jamos 

Perks, Sir Rubt. William, tt.r. 

Perr ing, Rev. Sir Philip 

Porrott, Ool. Sir Her):/. 0 ., c.b. 

Petit, Sir i)insha\v M 

i-’eto, Sir Henry 

Peyton, Sir Alg. Frane.is .... 
Pliilijjp.'s, PtL-v. Sir, I as. Erasmus 


Faudoi-, G.c.nn. 

Piers, Sir .Eustace FitzM i 

Pigofc, Sir George 

Pigott, Sir Charles li 

Pile, Sir Thomas Dovorou.x . . 
j’ilkingbm, Vol. >Sir Thomas 
Edwd.ililborne-Swiiinertou- 
Pocock, iJol. Sir Gea»rge F. C. 
Pole, Sir Ceeii P. Van-'lSiotteu- 

Polleii, Sir Richard H 

PulJovJk, Sir h'rederiek 

rullock, Sir M. F. Id<i!-,tagu-. . 
i’oore, 1 '/ ce-Adm. Sir 1 lie hai d, 

K.C.It. [Ui,], O.V.O 

Purtal, Sir Wm. Yfyudlnun . . 

Porter, SirYv"m. Henry 

Porter, Rt. Hon. Sir Andrew M. 

Poutinger, Sm Henry 

Pound, Sir John 

Powell, Sir Eras. Sharp, m.i*. , . 
Powell, SirR. Douglas, a. c.v.o. 

Power, Sir George" 

Power, Sir Janio.s Duii.giaa 

P((ynder, JHaJ. Sir John P. 

Dickson-, n.s.o., M.r 

Poyntcr, Sir Edward J., p.io.v. 
Pnied, Sir H. B. Macknorth- 
Proscott, t'ajP. Sir Goo. L.L.B. 

Preston, Sir Jacob 

Provost, Sir Charles T. K 

Prevost, Sir Augustu.s 


X831 Price, Sir Charles Rugge- .... 

1S31 TTice, Sir Eras. C. Rose. ..... 

1909 i’ricc. Sir Robert Hy. Green- . 

1903 Primro.se, Sir John Ui*e 

1790 Pringle, Sir Norman R 

183:5 PJ'y«o, Sir E. J. 'Webley-Pairy- 

13 ^, 9 ' <)nilter. Sir Cuthbert 

*8 !3 It.ideiitfe, Su' Joseph Edward 

0 9 J ir stj Ml T lines Henry .. 
1036 r n u Sn Herbert ...... . . 

z"i6 I iruMkii Su lolmW 

183' rd in Ml J imes 

I 97 I isch Uii/ Sir F. Came . . .. 
s 90 ’ i nkioh Sii ColrnanB. W. 
sees i \ iitmou, - Gm. Sir 

I 7 9 If 1 tv S., C.V.O., C.B 

1031 1 I k Sir Geo. Compton 

i 3 b 3 Pf d 1 t, Sir James 

i 3 1 old s r Jainss, «. c.v.o., K. C.B. 
10/8 ^ Cl S Sir J.ames Herbert ... . 
07 I cn h iw, Sir Charie.s Bine . . 
1'’ 6 1 lode Sir Frodk. .Edwd. .. 
19/ Mth S r Chas. H. Stuart .... 
1060 I n 1 aidson, Sir E. A. Stewart- 
I 77 1 1 1 1 Its, Sir Fredk. Wni. li. . . 

i-oi J iddtll,Sir.rohn W. B 

i" 6 I Kldeli, Sir Herbert Aug. Hay 

1 04 I 1 1 3 Sir Henry W. A 

I Sir Frederic Hugh . , 
1814 I itehm, Sii’ Jas. Thomson. .. . 

i 63 i 1 oh It !, Sir Howland ...... 

iv,c- 1 obeit 5, Sir John Herbert . . 
I- 1 ( b it j, Sir James 

1 94 I j 1 luson, Sir Frodk. V. L. . . 

iSzi ' joi 1 on, Lt.-Ool. Sir R. H. . . 
i'^9, I /biu-jon. Sir Ern. sViliiaiu.. 
iS'^ I f b i-ion, Sir John B 

1 obm on, Sir Jo.s. Benjamin 
I" 7 I ) hb dr vStandish D.CJ ’Grady 
le t \oimci,SirE. H. O. Kobt.jM.r. 

1870 1 o c Sir CjTil S 

Cg, 1 ^ir Pjiiiip Frederick. . . . 

1 )se Charies Day, m.p. . . 

iSi 1 V s Cliarlcs IL A. F. L. . . 

iSdo I oalev , Sir Joshua T 

8 J I j\\k\ , Lt.-Chl. Sir G0O. C. E. 
zQoS ?o\dcn. Sir Thos. Bland .... 
180 I iml old, Rt.Hoa. Sh- Horace, 

17161 O.C.M.O 

1S90 Ruudman, Sir Walter 

1855 Rusliout, Sir Charles II 

1776 Pwussell, Sir George A. C 

1631 Russell, Sir William 

1887 Hycroft, Sir Rd. Nelson 

xS 3 x , St. George, Sir John 

I Salomons, Sk David L. Gold- 

1897 1 smid-Storn- 

it'Oi S,»lt, Sir Shirley Harris 

1764 'Salt, Sir'J’lio.s. Anderdou 

i 8 o 3 Samuel, 'Sir Edward L 

1900 ; Samuel, Sir Id;UVUS 

■ Samuelsoii, Sir Hoiiiy B 

163V ' Sa:isieou, Sir Edward iklbt.jM.r. 
S.S31 Sassoon , Sir Jacob Eiias .... 
2701 Savory, Sir Whn. Borradailo , . 

17.15 .Savoiy, Sir ,^l.^eph 

rC!66!Saw!e, A' (U'-Adm. Sir Chas. J. 

1873 1 Graves-, M.v.o. 

j Sc;xrisbrick,SirToiuT.Lej land, 

1795 .M.r 

loot , Schroder, Sir John Henry Wil- 

1339' Ham, c.v.o., Baron 

19C2 ; Sehuritcr, Sir Felh: 

1840 {Schwann, Sir Charios E., m.p. 
7905 . Scott, Rev. Sir .Douglas Edwd. 
1873 , Scott, Sir Ihras. M. Sibbaid . . 
1897 {Scott, Sir Samuel Edward, M.r. 
183.5 1 Scott, Sir J uhn E. A. M., k.c. u. 

1S41 'Scott, Sir Walter 

I Scott, Sir James William .... 

1803 1 ScotLer, Sir Charie.s 

1903 Sisourlield, Sir Owen H, P. . . 

1905 Seale, Sir John Henry 

179.7 {Sebright, Sir Edgar R, S 

1O15 Socl3% Sir Charles 

1805 Suton, vSk Bruce, M 

iQosjSeton, (JoL Sk* W. Samuel, i..v. 


sSo4 

I8IS 

1874 

1903 

S 1683 
■ 1866 

1897 
1S13 

S l665 
1B06 
1689 

1898 
X903 
1831^ 

1891 i 
1661 i 
1894 1 
1897: 
1893 
1503 
1776 
1792 
B 1630 
2828 
S 1628 

I77S 

18S0 

1-89.7 

1903 
1809 
1908 
2909 
166: 
1819 
1C23 
2854 

1908 
183^ 

1904 

1873 

1874 
25^9 

B 167 
1786 
1836 

2905 

1779 

2906 
1809 
182; 
2832 
1784 

I 1766 

1809 

1869 

2899 

2898 

1903 

1884 

1890 

1909 

1 & 5 Q 

2891 

1836 


1756 

1612 

1S06 

s8i8 

1660 

sBxS 

31S66 


2808 

2622 

sSss 

2661 

, 2903 

X 1799 
2804 
2S09 
2897 


Sevmour, A dm. Sir Michael 
Culme-, o.c.n., G.c.v.o. ... . 1809 

Se^’intjur, Sir Albert V. F' iSOg 

Shakerley, Sir Walter G 2S3S 

Sha.w, . Sir Cha.'s. J. Id ons-on 2C65 
Sliavv,L,k-C(a.SjrFrcdk.'vV. 1821 
Shaw, Sir Charles EJ.ward, >u c. 2908 
Sheffield, Sir Herke!e}D.G.,M.i', 

Shelley, Sir John 

Shelley, Sir John C. E 

, Shitfner, Sir Ji/hn 1 . . 

i Sluickburgh, Sir Stewkicy F.D. 
’Simeon, Sir Edin'intl Csia?.. , . 

Simp.son, Sir Jamc.s W. ?J. . . 

Sinclair, Sir Jno. Rose G. ,n.s.o. 1704 

Sinclair, Sir John Geo. T 17S6 

Sitwell, -if./.. Col. Sir I'-Jexjf.a'e R. “ “ 
Skipwith, Sir Grey H. ri'E. , . 

Slade, Sir Alfred i-.’otliririghi-.m 
Sraijth, Sir Wm. Bowyor- .... 

Smiley, Sir Jolui 

Smith, Sir Willifini Cu.sn.ck- . . 
Smith, Sir Drummond O. . , . . 
Smith, Sir Wm. Svdnev W... 

Smi h, .Sir ThomriB U. H 

Smytlic, Sir J. Writer 26£ir 

Soame,Sir C'ha.s. Buckworth-H,- iSgi i 

, Spearman, Sir Jos. L. E 1S40 

: Speelman, Sir Joiiathcn H.M. z 6 B 6 
Speyer, Rt. Hon. Sir Edgar . . 2906 

Spicer, Sir Albert, ^.t.r sgoh 

Stainer, Sir Lovelace 2809 

Staples, Sir Jolin M 1 1628 

1 Staiiieton, Sir .Miles T. ...... 2679 

;.Stephc.u, Sir Herbert 1891 

' Steuart, Sir Alan H. Soton- . . 1813 
Stewart, Sir Harry J. IJ. .... 1 1623 

; Stewart, Sir Hugh Shaw- .... 62667 

! Stewart, .Sir Hugh Hoia^liton . 1803 
i Stewart, ill/.-i7.SirNorn'ia, 11 II., c.,E; 188.1 
i Ste'wart, Sir Ikfark McTaggiU’t- 2892 
' Stirling, Sir Charles ,B. . . . , s 2666 

Stirling, >Sir ('VValtcid Ge0.rge ifioa 
. Stockenstrom.Hon, SirGy, ‘short 
! Stokes, Sir Artihur R. ...... 

j Skmhouse, Sir Erne.-it Hay . , 

' Stow, Sir Elliot Philinsoii- . . 

jStracey, Sir Edward P 

' Strachoy, Sir Edxvard, u.v. . . 

\ Stricklahil, Sir Charles W. . . 

I Strongo, Sir Jame/^ Ilcmy, . . , 

I Stuart, Sir Sijncon li. H...., 

; Stuart, Rev. Sir Jume.s 

[ Sfcucley, UA:oI. .Sir ( W.) r,,':'Wis 
Style, Sir Fredk. Moaiague . . 
Sullivan, B.ev. Sir Frc/lericL. . 

Sullivan, Sir Bdword 

Suttio, Sir George Gx-rant- 


2S40 

2889 

2638 

2907 

28x8 

zSoi 

1642 

2803 

2860 

28.42! 

*859 

1637 

2S04 

1O82 

S170; 


18$: 
2906 
2906 
280G 
2806 
2832 
1899 
lyei 
2909; 
1907 
1876 
2833:1 
1636! 
18961 
.2663 
a 2633] 


Sutton, Sir Richd. Vincent . . 
Swiuburue,C't(pf. Sk John, 

Sykes, Sir Henry 

Sykes, Sir l’att<..n 

Synge, 31c;. Sir I’nincis E. J.I, 

Tancred, Sir Thomaa .S 

Tate, S'lr Willijtui Ilonrv .... 
Tcui]>le, Ool. Sir Hichd.'C',, 

Tennant, Sir E <1 ward R, m.i*. 

Thoinas, Col. Sk Gudirey V., 

CMi., n.s.o 

Thomas, Sir Georgre S. M 

Thompson, Sir Tims. R. L 

Tiioinp.son, llcv. Sir Pei-c. ... 
Thompson, Sir Henry i'. Herb. 
Thom.soji,.Sir Mitch. Mimlidl- 
Thonddll, Sk A. J. Compton- 

TUurold, Sir John Henry 26.42, 

Throckmorton, tek Wm. Goo. 2643 ’ 

Thnrsby, SirJno. 0 . S 1S87 I 

Ti'ohbonunSir Iiy.A..r.DtjUglity- 2621 | 
'I'odd, Sir Wm. If. Wiaion- 1903 t 
Tomliiifiou, Sir Whii. i-lM. 290B j 
Tooth, Sk Ruht. L. Luc-*.w- . . zqoc { 
Trclawny.SirWm.L.S:‘h?.sbiiry- i6aS } 
Troloar,''Sir Wilii'iin Ptuai... 2907' 

Trcvtdyan, Sir IValter J 1662 ; 

Trevelyan, Rt. 11 on. Sk Goo. G. 287.4 ! 
Trevea, Sir £ redk . , c v. o. , u. k. 1302 ; 


IVIIITAKER’s ALMANACK. 1910. 



Thti Baroiu>t‘fye — Orders uf Knit/Idhood, 


! -yn, ^.T C li'iM hniOMt . 3905 Warren, Col. Sir Auguatus R. 

, 1’5\ i fu.M H. t Wan.'ndor, limr-Adm. .Sir 

l"’ .• 1909' <>t‘orgeJno. Scutb, r..v.o.,r.i!. 

^ ■ • • ■ ! Wal.urloiv, Sir Pliilip IT 

i :-i'P'-T. Id. truu, .su’ Charles, j Wafclcin, Sir AU’red M 

x 8 S 3 , Watson, SirCJnirle.s Rush \vortli 

s i Watson, Sir John 

i6si I Waucli!)po, .Sir Juo. D. Don- , , 
1S99! Way, Et. Hon. Sir Sara uol J. 
lySS; \i^ebster, .Sir Aug. P. W. E. . . 
xSci I Wedderlmrn, Sir William .... 
iSaS! Welby, Sir Chas. G. Earle, (j.n, 
1S95 i Weldon, Lt. -Cal, Sir Anthony 

1346 1 A., n.s.o, * 

i 3 i 3 1 Weraher, Sir Julius G. 
jS8s ' We.stoni, Sii’ Thos. C. Calliw . . 
1620 1 Whelei", Sir Trevor W. 

1643 i Wdiichcote, Sir George ...... 

idai ; White, Sir Archibald W. 


taring, .sir EolJ, TVaner . 
'i n i’'!'!! n. Sir J. h\ . 

i .her, ssr Robert 

-r, <;r ;':a- p. Fletcher 
\t‘ .-ionr, Sit HeaiTivr. . 
<-"t^a=o.r, Sir Williajjs y.";, ^ 

Verdif!, S'u* .io'^eplt 

V -r'e.'!’, .Sir KU.ra-.l W 

Sit'lvir,.. f 


V.o'.-ion, Sh Ilf:rv l\,lvy . 
yu!.,enb S'r Wn’Uara 


i 3:704 ' Wilts, .Sir Gilbert A. Hamilton 
! Wili.i, Sir Edwd. Payson, e.o.b. 
171s' Wiltshire, Lt.-Cof. Siriy-th,R.T. 
1873 ’''''ilinot, Sir Ralph H. S. .... 

1880 Wiiraot, .Sir Robex’t R 

lOdS ' Wihuut, Sir John Eardlcy- . . 
1895 Wilson,. Sir .Spencer P. Maryon- 
?• 1607 ' M'ilsou, Sir Ttlaurice Bromley- 
1899 Wi'.SMn, Hon. .Sir iiavmond R. 

1703 Tyrrwiiitt- * , 

1O03 'Witson, .Sir Roland Kayvet . , 
1801 Wilson, Sir Mathew Amootis. 

i Wilson, Sir John 

I 1723' Wiiiningtou, Sir Fras. S. .... 
1905' Wiseman, .Sir Wni. G. Eden . . 
1864 Wittewronge, Sir C. B. Law'e.s- 

1660 Wolseicy, Sir Chaides M 

i6.io Wolseley, Sir Capel C t 

iSoa ] Worabw’oll, Sir George Orbv 
1904, Wood., Oc'. Sir Jolm Page ‘ . 

*8?9 ^V■oofi, Sir Lindsay 

i.OgS Wursloy, SirTv'n!. Ily. A 

1.393' Wraxaii, Sir Oha^. 1 '." Lascclles 
1898 Wroy,6Vf/j.Sir BourcliierS.,K.?f. 
1793 1 W right, Sir Arthur Cory- .... 

i?>66 l^^rightson, -Sir Thoraas* 

1894 'Wy on, .Sir Herbert L, W. 

1909 V.'iiliaras-, c.b 

S642 Yojing, .Sir IVilliara L 

19,39 Vi.ung, Sir G eorge 

1794 Young, Sra Wni. JJ, Xced .... 


1897 

1904 

1841 

1759 

1772 

xOsx 

x 66 x 

1757 


1858 

1874 

1906 

1755 


t883 


1743 

1778 

1837 

1O97 

1833 

1813 

1628 

1903 

1900 


1769 ; 
1S13. 
1821 


. ©riirrs of ilinigttijooy. 

t * InoKanaV B.MioxETAoi:, Kmoktaoe akd Comj’anioxage.” The 

* the ini S••'••l oV t R S p'*’ This le and St. Patrick usually restricted to Peers ; and 

. - . . ^ - «1 r Victorian Order, open to 


■Coiniiione'M ■also. . , 
Kor'dee Grdcr, the r 


MOST NOBLE ORDER OF THE GARTER (1343)-K.G. 

./h barter Bme. H tui soit. qui m-u y pen.se /PrE Oe to hint ivho eiil thinl\<tj. 

THE SOVEMEIGX. ^ 

q; fh<‘ Gaiter^LM. Ai.Bx\yw\ 

TraoR -T!io Emperor of Austria, the Kirm 1 Di-Kvy \ v.,.v it'? 1.- i 1 t > 

of iho 'ho .o’ i)p.,ni.nO- tn.. r .J.V,,,, ■ Bc.diord, duculeuch and Queeras- 

■he I VVeihngton. 


V. lu,. ...v.’-i o-!.-,, 1 •n.Mjrc.nn 

Emp.ror, the Kmc ui the Ho’.lene., liie King 
Italy, iho Mnnilooi Japan, the K'n^of Nmwvav, * 
IviTjg of Ruraani"., t!ie Emperor 'of Rn.asia,', t 
King of .Sgain, the King of Sweden, the King 
\\ nrttoiEOor;:;. 

ram iho yt ?l's*rasr‘;u>..-The Prince of W.alc.s t! 
Dnke 0/ Connanghl, iho I'hxke of .Saxe.-Cchnrg 
Pri’scc Arthur .-.f Conn.inglit, the Diihc of Curaher- ' 
land, the Ci.rad Imhc of iicwie, Frince Christian of ' 
Sohb*iW!4 GoVU'ra. Prtnoe Hera-r Prissia, the 


»>»>\vn i'. ii .. . 
«J Ihu in, 

ihiktj'ttf .Aw.sl 


E.uirs. -Cadogaii Carrinj^.on ' Crewe, Durham, Elgin, 
Roberts, >’ w, Rosebery, .Selborne, Spencer, 
i btshop of Winchester, 
cfomrthm, lh‘slioi>of 0>dhn^^ 
if'-'f/.VGvr, Dean of Wiiid.sor. 


“ bV.'/’c/ury, Coi. Sir Douglas Daw.son, k.g.v.o., o.m.o 


KNIGHTS OF the most ANCIENT AND MOST NOBLE ORDER 

thistle ( 1540 , 1 GS 7 )--K.T. 

Abt/v.., Green. MuUo, Ker.io me irajrane lact.-sil .-AY mir j/rm-eAv.s tvith iomuuf^f) 

: THE' SOVEREIGN,' ' ' 

lisffisr RevAT. Bjr,fivf;«iLLs.-.Thc I'rince of Wale, s the 
Dottt of C’csinangW. 

Hi sri, - Argyll, Athojl, Buerkneh and Qnc*enhbern% 

f‘(je 'hmiwwe, doKhiirifho. • * 

naJdiiigton, 


Ilaniili-on of Maoll. i 

id ^ fell' James Cameron Leen, u.f, v o r. n 

cS"i&ufiSk Alo.van,!<.r D,mA.H 

L>fon Klnff of J Sir .Tamos Dalfour Paul. 1 

fn Mcwaa rr/if-r 0/ tioj Green Mod, Earl of ^ians- i 


KNIGHTS OF THE MOST ILLUSTRIOUS ORDER OF 
ST. PATRICK OTCSKK.P 
imnrn, Sky Blue. Mofto, (Juis separabit? {Who Atoll ,er,arak G 
^ ^ ^ THE SOVEREIGN. 

liiR LoKn-LirnnviST w iRm.vNm, GrauJ JZoAtr 


^ n' isrince of Wrdc.s the 

, 0,aka n*' (’onrka 9 ght, ' 

I MuujKt)4i.K^....-0rii!rank\ Waterford. 

! ’ Bim’loro rumriiYen, EtmlsMllen. Erne, 

; Wwfwd, flmiwd, Ki'umrcyv Listtowel, Longford. 
t.ncan, Mayo, Meath, Rotverfe, r<F. ^ 

% inmn'nn.*- Ivmgh, Wylwloy. 


Clonbrock, Montcagle of 


Bauoks. — C a'^tletown, 

Brandon. Pimo. i 

Ci'if ^'ocrotary for Ii-cGnd. I 

.g», ^tulik^ou, p..,. I 

Tiscomt Charie- 
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(EX‘:'Lu^p/k *>r those holbutg higheb hank as Peers or BARO^'ET&^ q.v.) 

For Kniqhts Bachelors, m pp. 

Bliagwati Prasad Singh, CalUiui-pe, Lict^f.-Chn. non.. .Hi:' 

Sir, ii.c.i.E. Sonierset Jiio. Ch:.n.’.gli--, , | 

Bhannagar, li.Ii. the Tluikiu* Sahih j f-ro?*. Sir Wra. G., ti.e.K. 

of, 

Bharsingi\ii Talitsingliji, 

Tiiaktir Saliih Sir, k.o.s.i. 


A'oiitjy. '/o'jt.'r. Sir vVio.do'A'., 
i Adair, Sir Vi'ni. T., ns^.y.B., 

i {'J/i). ' . ■ 

; Adaias, Moj. Sir niu-illli-ro J. Lh.'.ukl-, 
o.o.x.o., o,n,(i;). 

Aga Khair, Ll.li'. Sir Aga, g.c.i.k, 
i .-Vgnew, Sir Stair A., K.'.'.r .((■). 

Ahiii:d'hiii-i-adi.i'>i, riulum Sir, 

U.C..S.I. 


Bho'pal, Beginn of, w.c.i.k, 

Biim’e Singh, Haja Sir, a.o.s./., e.x.ic. 
liliiitan. Raja of, k.o.i.jo 


- A-nderson, Sir Rnbori.,, c.r..\r}. ] u 

Anucsley, Sir du'thiii I ! il 


of, { (lit). \ 

II.II. I Cajui/oell, Jlcc-Jam. Sii' CharIe;H i 

R.c.M.a., c.B.(W(), n.s.ci, 

CampboII, Sir Francis A.., k.c.m.g.. i. 

c.B.(r). I 

Cappel, Sir A’bert J. L., k.c.i. e. | 

Carbone,SirGiusoj,ji)e,(}.(,:. m. a. , il. v. o. 
Cardew, Col. Sir .Frederic, a, o.Tki.o. i 
Carew, Ll.-Gm. Sir ilegliiald Pe’e-, 

K..CMi.(TO), C.V.O. I 

Caiii'gton, .Lt.‘Col. Hon. Sir WiHiaiii ! 

H. F.., K.C.V.O., ' ", , " ■ .v 

! Caiiing, lIon._Sir .Tolin, . . ' , 'i 

oii .ivi i-ituL it., j Cuvriiigton, Sir i i iaericiv , ’ 

dd 5 f ikU ood, SirGeo. C.M.,K.c.i.i:.,e.s.r. ] ii.c.M.c. I 

bx ct Col. Sir V.TilIani S. S., k..c.i.b. j Carnither.'!, Iluii. Sir Jo.:!ej,.h Hector. ■ 
(/i F’’ 1 Sir Erneiit E,, sv.c.M.o. 1 k.c.m.g. 


Ajaigarh, K.H. "Aialianiia of, r.c.j.k. \ liicklulph, Ceu. Sir KoborFo.o.!i.(«/.), 

' Aldeivso.i, Sir Chark;-i I!., n.c.H.i-*). t g.o.m.o. 

' Allbutt, Sir Thoin.a.s C., a.c.».(c). iiiigge,A?.-Oo?.Sii* Arthur J.,a.c.v.o,, 
^ Aiiuer.'tun, Sir.io’nn, j K.e.s.i., K.c.n.f.., t.s.o. 

' Anderson., Sir .Kentn.lh S., F..O.M.G. iBikaiiir,^ Lt.-C'ol. H.H. the Alitiia- 


r 1] l Oi, G.e.I.B., K.C.S.T. 

Sir Alfred, k.c.m.g., c.b.(c). 


Anson, 

I H., K.o.n.c. 

j .Anstiee, C'oi'. Sir Joiiu ..V., K , - ^ , 

Arundoi, .‘■-ir Arnad-d k.<- -. 1 . i Blake, Sir Henry A., g.o.m.g. Carter, Sir On.bert T., 

• Ashburnhani, Sir Cromer, Blanc, Dep.-lsufq.-t}t:n. Sir Henri J., Ctirtv.'right, ilt. Hon. Sir 1 

i K.o.n.iiii). ! iv.o.v.o. G.c.v.o., jt ■.M.n. 

I A.d... ... .-o. o,:,. T.,., IIT nr ' aaFwrigfA,Hlt. IIoii. SuH.lk;caidd 


lit. .Hon. Sir .P.rneBt 


' Ashl>v,Prt>/n?.-.’>i-C7i. Sir Jas. Vv. .Al.., Bliss, Sir Henry W,, s..c.i.e. Cartwrigbc, 

1 a.-v. [Block, Sir Axdam S. . has., K.c.sr.c-. | c.c.y.o. 

* Awdry, Sir riicbar.”' D., sv.' .»!.((•). ;Idonilio!d, Ad. SIi;iFI<did..M.,tv.cer.:.G. 'Cav;ci, lit. . . 

i Bainbridgc, CoK Sir F'lin,, k.c.ij.p!). 'Blood, €C)i, Sir Bindon, c.c.n.tJ/i). 1 (i.x.H.fc), o.c.x.o., o.c.v.t*, 

, Baker, Sir Ed’.a<rd Hormai', 11. u Bobbili, Raja of, r.€.i.m. jChalrnor.-;, Sir ilober?-, u.i ,yJ,r\ 

Baker, Hon. Sir Pdeuard C., a.t'.M.o. Dotster, Sir John, k.c.iAs, Chahuer*. Sh AlaLken'iloD..}.. .c,!-,' ■' 


jBoinforcl, Sg.~Gcn. Sir Gerald.} c.s.r. 

j K.r.i.n., M.D. Clianiberiain, 0ok Sir Nevillo F, F. , 

Bund, Rt. Hon. Sir Roi.'tirt, K.c.M.G. k.c. «.(«). 

;T5orden, Hon. vSir I'redk. W., k.c.Vi.g. Chatsdra Slmiu Shore Jung, H.IL 
M.c., Biwintpaet, Jd.Mob’od Sir Day if.,! Alaharaja Sir, o.e.ii.ib), o.crs.r. 

! v.n., K. ;:.!!.(»,■)• Af liapniun, CT^'Jo Sir I'idiv. F. , k.ti.ij.i'i.'t ), 

Bari'.cr, dct?. Sir Geo. J)., k.( .n (m). [Douciinl, Ih,n. sir dames .P., a.c.M.c. Charles, Lk-ViA. Sir Tid. iL, 
Burnaby, Sir Nisciiunkh k,< .r.( '). LBourdillou, Sir .rjuac-a A., n.c.fi 1. .Chennaido, Lt.-Oai. Sir Horbec! 0,, 
BarnfeS5''Siv Iln.gl'i S., i:.( ..s.t., r.c.v.o. Boweli, Hon. Sir Abickenrie, k. <•.«.«. I o.>\v..r., c. n.p.'.l, 

Baroda, ’■ * ’ -e... r / .i...:.,! x.e..'!'. ... 


Paldeu Sing' , . 

' Bale, Hon. sir Hi.ury, r..; .m.' 
' Barboiir, Sir .Da rid lu., 

I K.O.'M.G. 

Barclay, Sir Geo. IL, 1 



.Barrett, „ _ . 

K.c.B.(/rtl i K..c.H.(m). 'Clarke, Cot. Sir George S., c.c.m.i}., 

i Barrington, Hon. Sir Bernaid ,Eiic Boyle, Sir Lliaidc.sCjivendjsh, k.c.mvo. j I 

i E., K.c.iJ.i'O. I Brabant, J/by\dAm Sir Edivard x., Clarke, NaJ.-Cm. .Sir Stanley de : 

' Barrington, 11 in. Sir Vi'dliaiu A. C.,! r,.c.u.(>w), c.m.c, | A. C., c.c.v.o., c.m.cj. ‘ j 

! K.(;..v:.c.. BrackeTil:.ury,(.,'( /oRt.Hou..SirnciUy, ' ClayioTt, FG-tAd. Sir Fifcr. Roy A. T,, ; 

> Bariam, Maj.Akni, Sir Harry,! o.c.R.t'/a.), u.c.s.n j ,k,.c.v.o. I 

K.c.M.G., .Bramshon, Sir John, G.c..M.f;., c.ij.{c). |Glery, Ahtj.-Gi:n. Sir Cornoliutj p,. j 

Bum 



) ci.».(/a), c,:.i.o. V BmOjSbv Evelyn J.r,nggle.s-,!i.c.a.(c). Coll, lit. Hon. .Sir ratrC'l., r..c edV-). j 

Barton, Rfc. Hun. Sir Edmnud, JJn»oke,H.H. Sir Charle.? A. (Hajuof Collen, Lt.-Gnh Sir Edniu i.C ri., 

I Sarawide), ■ j ■ 


I .Baicman, Sir Alfred E., K.<'.sr.f 


■ Broolic, Sir Wi’liani B., k.c.i.e. 


jColvilo, X'/cx'd-fVLii, Sir Fieimwi M., ! 


Eattonborg, »' (<.)i. if.S.n. Brown, JAtj. Sir Robert IT., k.c.m.u, ; ii.c.iufru). 

Prince Louis Al'jxundijir of, o.u.n. Brown, Co'. Sir Williai'n J., K.o.n.fc'). ■ Cooih B'.bar, 'Muharaia of. 
i (cl, G.o.v.o., A.c K.('.y,.G. lErownc, jGi'.-G'cn. Sir xAi-thiu* G. .iT.,' Cooper, Sir ro]vj .Mcn-.r-dcr, u, '.n.=;. ' 

. Ba.vh?y, Sir Cb;trb.!,s Slmut, K ('..“.I. i e..<!. ».(■/«), iJ.s.n, iC<irbett, Sn- '\'^niee! t H Ti.,].«.r.s. i 

Bayley, .Sir S*ei art C., u.c.s.t., c.i.i:. ' Drownc, Cen. .SlrJas. F. Cotton, .Sir Ilerny J. S., i..c,.v.t. ; 

I .Beati9on, (A)7. Sir Geor -le T., Brownlow, FtCd' Marshal Sir Chas. Jiraik, Sir Ifonry^ .b;). i 

! Boatson, 3/i'/;.-t7c.,<n Sir Stuart B., ' II., o.c.B.(7/i;l. jCranaton, Cof. Sir Roi/u't, n.c.v.*',, ‘ 

j iv.c.‘«.7., c.n.(a'). i Bruce, Sir Chariea, G.C..M.G, j c.E.fc). ' ■ j 

; Beanmont, xL'/W. Sir Lewis A., ' Bnieo,Ad'W..Sir JainesA. T., k.o,m.g. X'rtugh, G,.n. Sir G. O7v"o. 're, ! 

1 ii.o.vJvt), K.y.y.X: , Buchanan, Sir George W., c.c.v.o,,! VC'. i 

[ Bedford, Adw. Sir Frederick G. D,,l K.(y,M.o., o.b.(c). |0re.nvk*k, CAC iSir Matiiaiuci, r., ,,h, ■; 

! o.r.M.o. j Bad?, Sir Zdy'ard C., i (e),. i 

, Boll, Sir Henry IL Jrudou, K.c.n.o. iBuhver, <?£)i. Sir EdWiax’d E- G.,iCripps, Sir Ckarle:? Alfred, i 

■ Beliaks, .BC-Gcio .Sir Win., li.f'.M.a,,) [Oroi't, .Sir Alfred W., a., .i,-:. ; 

i [Bulwer, Sir Henry E!, G„ g.o.«.o, , Cror.ttuv;iite, Sir Cka.'^.. TL T,, K.c.a t. ; 

I Benares, n.H. Alahriraja of, o.c.i.p.. iBundi, Maliarao Raja of, Crosthwaite, .Sir T;ob''rt .L, I 

I Bonbow, C'/i.-Ja.'-'p.-dlifc/o Sh’ Homy, ■ BiirdettySirHy. CV, K..c.B.{e;.,xiL.c.T.o. Cnfio, Sir Ch.tvicj ib.P.. 

I K.c.a(7;?}, n.s.o., K.K. '.Bnrdwan, Bahadur of, k.c.i.j?. I i 

; Bengough, ADp'.-Gfca, Sir Ilarcourt Burnett, Gert. Sir Charles John, ICuninghans, Sir Wipin''; J., K.ct.i 
M., 1 ii.o.B.{w.), K.c.v.o, ; Cunningham, Sir iltle.vnT.dor i?, O i 

ennett, .Sir VriPiain H., K. C.V.O. Bushhian, MoJ.-Gen. Sir Kenry! k.c.i.e. 

.. r 1 Aug., K.c.B.{»ft). i Cunningham, .'-dr T-lorrv s , K.y f.t . 

Butler, LieuC-Gtii. Rt. Hon, Sir i Cunyngharne, Hv. L' I 
William iCustanee, Ate?mVu’‘Sir n-‘'guiuld tS., 

Callaghan, jSr.-Adm. Sir Geo. k.c.m.o., c.v.o. 

. ;-'i)’Aguila57 GeJi: . Sir Chas. L.,Ov<V 


i Bennett, 
i Beresford, Jdia. Lord Charles W. 

da la Poex*, G.c.v.o.,.K.c.u.(ra). 
j Bertie, Rt. Hmx. Sir F.ra'ncis L., 
o.o.XMe)., G.^.''nG., o.c.v.o. 
j Best, Hon. Sir R. Wi^Uace, k.c-' 4 .o. 


Astiey, K.O.V.O., c.b.{»i). 
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Ortkrs of Kultihfhriod — Kfifjhh Cohiniander 


Vryw, Sii 

l''u'l]er, tSif Ju.soph 
t’uil'jr, Sir TIjojiui? 
rulicrton, A(hn. 


OoritofJu.s N., K.. 


k . ( . , (j . 

J uhu II. 


! EijerLon, Sir Waiter, K.o.M. a. I g.c, 

Sir rhitrles N. E. 

e.n.(r;!. KTiillw 

Eiiot, Wry Rev. Philip k.o.v.o., Ealh’, 

n.i>. K.e. 

fifles U.-Otn. Sir EfUiie''**:: I',,. Garni 

<;.i .1.;;:.., K.c n.(m). " 'j i;.c. 

Sir F. hvte'd L-.ithir-it 


’hilip O., it.e.M 'i. 
had IL, 

'''/■f. Sir Tiatnuiy J. 


FraiK'.i.s I'l II. 


aselee, f, 


Gataiae, .If. -(7. Sir John, 

I Geary, Sir IJeai 

i K.C.H.(?rt). 

Geilde, Sir Arehib., 

Ghair.s PakliKli, Sardav Sir, 
Ghnlani. .Mahauuiiad 


Sir diaries A., 
Sir Charle.s B., 
Sir Thomas fl. 


TM, Iltiu. Sir Manrie 


EIiF, /ve'-p.-G'-a. Sjr Herb. 

K.e.H.iia). 

K’ja:lehuart, Sir Jnlm G. E*. 
Ei^ainc, .lifhn’ivl <•;/' 
.^.laiues E., ii.e:. h.( 7//.1 
E-cot fc, Sir Jh’iie'S ii ‘'ri'.-.-t 


- Willinii! A ., K.r.ii.(';?7). 
iha '.lia of, Ji.c.i.i;, 

iaiui'Tija Baiiadar of. 


'^I'hom.asT., \ 
.Sir Spciiter 


.ubinan- 


•oirtH 

.I'lnr 


Sij* Denjamin L. 


Fi.Mjcr 

K.C. V 

r it/.( ie 




Sir eh , H.o V. Ui 
Do.aoi.*.;, hho.-'i, 
H.’ .1; >.r I l* 

1 ,ib/i|0 


’if/.Gef*r 


I'TiriHtrich, Sir Dennis, f. 
i Kii.y.ibn, Sir Ali.ieric Wm,, k.r.v.i 
r.,i Sir ('r,im-is, 

, Mciiiiu,', .sir .S'nilb-rd, iv.o.m.u. 
up. Fh.o.1, M,!j..<lnK Sir F. K. Soil; 


Gieeii. A 


, < h'oene, Sir ’.V. Cmtyiijdr'.ni, K.e.n.fr). 

, (b'cville, sir {t( oi'j^e, h.r.M,,;. 

'‘b-abLii, lit. lion. Sir Saniael W., 

! , ■ I 

Grove, J7r//..r,V,7. .Sir Colorid-m 

i h.€.}:.(m). 

■C:":hhe, A On). Sir lEaltcr J. limit,-, 

i ' 

Guvdon, lit. TI, til. Sir \V. Brampton, 

_ l..< 

Gurney, Sir Souiervino Arthur 

K.c.v.o. ■ 

Hadden, Mal.-tfr,). Sir dras F 

K.e.B.(r). 

llagf^ard, Sir Wm. Hv, I)., k.o.m.u 
o.B.ic). 

ITaig, J/e/.-G'iy/.Sir Dougla.s, k.o.v.o., 
o.H.f/aj. 

Hauibre, Sir Evornrd A,, k.c.v o. 
ilaniilton, Lt.OJeu. .sir Bnieu M , 

K.o.H.{//|). 


'.Sir Goorp 


n '-'ir Tohii IE. K.< 
I* mb ill Uou su II Vb 


in-'a.Si. \\ iij.T. Thisdion-, K.e.v...,, f’romaurle, Hon. .Sir dnivL-s VE, 

p I R. . , . * R.'.’.n.ui-. 

E outs Af) Sir W'!*' .ffipFrcuiantle, Jdiu. Hon. Sir K<irnmicl 

h • .M.lM), i{.s. 11., r.ai:.*;. 

Edg^ih .Sir Stenhug W. K.e.v.n.,'Frendu MajAJItn. Sir George A, 

*' 0 . 1 . I K.r-.M.t.. 

Ivnt-ai fe»*, il'p. hSr Stanley de Fre!ich,.GeH.Sir JohnD. P.,G.c.H.fwi, 
‘''•Ufwij, j U.e.v.o., U.C.M.G. ’ 

K.pv.F.K, Lf -Of'n, sir J. Bev.an,, FmicIi, Sir .Soraem-t R., k.o.m.vj 1 
-v{o*e,iMM) iFi’ipp, fiir Alfred l> kovo ! 

K'U’.irdfi, /,‘f -{.'oh Ht. lion, Bh" Fleet" cAde). ■ • -.j 

I , UX ^ lia:. n{c), Frost, Hon. Sir John, i 

f gerfon, feh dins, c., u.r Fiy, Kt. Hon. sir Edward, o.e.« (c) ' 

" ^ FiS'W', Sir Fredorio W. R.. k.c.s.i. i 
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iTatuiUrOiij Rt. Hon. Lord George F., 

O.O.S.l. 

ITanuiton, Sir Wiliiam A. Baillie-, 
n. 0.51.0., c.B.{c). 

i Uanimoiid, CoL Sir Arthur G. 

! K . c, B. On), 1 ). s. 0 . , >7' <5; . 


Howell, Sir Walter Jack, K.c. a. (c). Khwaja Salim ullah, If awafo Buha* ! 
Howorth, Sir Henry H,, K.e.i.£. | dm’ Sir, k.c.s.i. J 

Hudson, Sir Wm, Breveton, k.c.i.e. | King, Sir Henry S., K:.e.i,is. 

Huggins, Sir William, o.m.,k.o.«.(«). iKirk, Sir John, a.c.M.ff., k.g.s*..{..‘), 1 

Uiuiitor, Gmi, Sir Archd., jKishan Parshad, MaHaraja, ii.tM.i:. 

, . j n.s.o. iKishangarii, H.H. SlaUaraj Ldiind ■■ 

1 liardiuge, Sk Arthur IL, K.c.i!.(/0,1 Hunter, Sir David, of, k.o.j.h. ‘ hi 

i k.c.M.fj. I Hutchins, Sir Philip P., n.t’.s.n iKnollya, C'oZ, Sir Henry, k.,*- v..i. 

i liardinge, Rt.Ifuu.vSirChas.,<..c.M.o.,dIutchmson, Rt. Hon. Sk Walter F.ilvnovvles, 31aj.~GeiL Sir Ch;U’le-'> Jl. ; 


; Haro, Si: larnceiot, K.r.s.r.. c.i.r. 

{'Tfi.vmaiu.Sir Chas. A. Kiiig-. K.t’.M.o. 

; Hai'iiam Singh, ILH. Raja Sk, 

; R.e.t.n. 

; liarre'i, Rt. Hon. Sir David, li.c.H.ir), 
; k.G.v.o., i.s.o. 

i iiavriugton, L^.-Got. Sk John L., 

; K.o.M.G,, E.e.v.o., c.n.jr). 

I iiarrk, Ad;/t. Sir Reek. 11., 

K.C.M.G 


j IIarn.-!on,f.A’}i. Sir riioliard, 


Hely-, G.c.M.o. ! K.c,B.(w). 

Hutton, lA.-Gen. Sk Edward T. H., ; Ki\C)X,Li.-Gen. SirCha.s. E.jic.c.n.' iit). j 
K.O.M.O., c.B.Ha). Knox, Lt. - Ueri. Sk Wiiiiun; G., ; 

Hyderabad, H.H. the Kizam of, e.c.b.(»/). y 

o.c.B. (bon.), Cr.c.s.i. Knox, Rt. Hon, Sir RAlph H., « 

Idar, Maharaja of, u.o.s.r. K.c.n.(e}. i 

libert, Sir Coiuaenay P., k.c.b.{o), Kolhapur, Maharaja of, c.o.s..:. j 
K.C.S.I., c. I. E. 1 Kotah, Maliarao of, o.c.i.K. i 

in: Thurn, Sk Everai’d P., x.c.ii.o., i Lagden, Sir Godfrey Y., ic.o.:tj.c, j 
[Lake, Sir Percy TL , 

i hitios, Hon. wSir James R., k.o.im.o. j _ k.c.m.c,., c-nAnO. 


i Irvine, AtGn. Sir St. Geo. C. DVvrcy-, Lambert, Sir Jolin, k.o.i.e. «• 

I c.M.G. 1 k. <■.».(•/»)• ILambton, ]''hv-Gd;/?. Hun. Si;- iied- 

! Hra-t, Lt.-Grn, Si:- ILs'ginuld 0., Iv.u.h. ' Irviug, Sk Henry T., o.c.m.c. I worth, K.c.n.(/a), k.c.v.h. ( 

I (w(), si.e.y.o., V'U?. ' j.laeksuii, Itmr-Adm. Sir Henry B.,: Lance, AG-(vt'/j.SkFrodlc.,K.r:.B.G;0. ; 

! Htn-tley, Sk Charles a. e.n.is. * a.c.v.o. jLane, Jlaj-‘Girn.. Sk Ronuid 'ix, ! 

I Kay, Sir Jame.-i S., i-..c.’'i.(n i.lack.sori,Hdw.SirTiiornasS,,K.c.v.o. i K.c.r.o., c.B.(ra.). r 

i Hay, Adin. of the FGct Lord John, Jacob, Col. Sk S. Swinton, k.u.i.e. {Lang, Sir Robert H., k.c.m.o. I 

i o'c.B.fja). |Jai Singh, H.H. Maharaja Sir, Laiikester, Prof, Sir Edwin Ray, ' 

; Hay, Xh-Gf;/?. Sk Robt. J., ii.c.K(//i). j k.c.s.i. j K.c.B.(e), f.k.s. ' I 

I Hay, Adm. Rt. Hou. Sir John C. {Jaipur, Gol, H.H. Maharaja of, i L.‘:t.>>jcelk*.s, Rt. Hon. Sir Frank C., I 

1 Dalrymple-, G.c.n.ba). o.c.s.i. ■ i o.c.B.(ej, o.c.w.e., y.c. v.o. i 

• Healey, Sir C'havlebE. H. Chadwick-, ; James, Sk llemY E. H., s.c.i.e., La Toueije, Sk James J. D., k, t 
i K.e.B.{ff). j o.fi.i, ; Laurier, Ri.IJon. hir Vf iljVifi.c.c.Ai.c. 

Ikiath, Sir Tlios. Tiitile, 'v.c.i4.(i"). j Jammu and Kashmir, JZcy.-G't’n. , Lawley, C'u/A Hon. Sk Arthur, 


I iiolmo. Col. Sk George C., ii.c.B.(c),| H.H. SRdiaraja of, o.c.s.i. 


ti.il. iVianaraia 01, G.c.s.i. 
j Janika, H.H. Nawab of, g^o.i.e. 


; Hendei'non, Adm. Sir Rcgd. i\ 11., IJardino, Sir john, 


K.c. ».(//(). 

i lluuoage, Adm. Sir Aigerinm C. F. , 
I r..c.r,.f?,>0. 

1 Henry, Sir Edward H., k.c. v.o., 

' liurbert, Sir Arthur J., u.u.v.e. 
j Ilervov, Sir George W,, K.c..i5.(cj. 

I Hewett, Sir John P., n.c.^^.i. 

1 lloyit, Iteai'-Adi'ii. Sir John, x.i.i.i;. 

{ Higginson, Gt-a,. Sk George W, A., 
1 0,C.H.(//il. 

I Higham, Sir Thomas, k.c.i. k. 
j flildyard, Gmi. Sir Henry J. 'I'., 

i K.C.B.(l/?.). , 

: Hill, Sir Ciement .Lioyd, h.r.n. 

i R.C.M.G., M.r. 

; II ill, Gtti. Sir Ruvley S. 

i K,c.n.{'w‘). 

i lliilkr, Sir Walter C,, k, 


R 


Jekyll, Col. Sir Herbert, iv.o.n.o. 
Jcliicoe, Rear- Ad HI. Sir Jno. 

Ji.c.v.o., e.ji.(w). 

Jenkins, luep.-CGn. Sir Jainos 

K.c.i5.(ad, li.N. 

Jenkins, Hon. Sir Lawrence II. 

a.c.i.E. 

Jenkin.son, Sir Edward G., K.c.ii.{td. 
■' • ~ . M., 


, K.C.51.G. 

! Leach, MaJ.-Uen. Sk Edmund, 
I K.O.B.(W). 

: Leach, 'LL-Gen. Sir E. Pemberton, 
, E..f!,B.Ga), K.C.V.O., V 
I Leach, JLt.-Ctd. Sir Geo. A., 

, .Leach, Maj.-Oen. Sir John, k.c.v.o. 
'Lee, Sir H. Austin, K.e.K.o,, c.k.{o). 

, ; Lees, Verif Ret!. Sir J. Caineron, 
i li.c.v.fx, i>.n. 

Legard, Cal. Sk Jainas I)., K.o.n.fo). 


Jeniung.s, Geu. Sir Robt. M., k.o.u. : Le Huiite, Sir George R., 

{/«). I Leigh, Hon. Sir E. Ghandos, K.c.B.(c). 

Jeniingham, .Sk Hubert E. IL, ■ Lely, Sir Frederick S. F., K..e,nE., 
K.C.M.G. I C.S.I. 

Jette, >Sir Louis A., k.c.m.g. Leslie, Sir Bradford, tt.c.i.E. 

Jiiid, Bahadur of, K.c.s.i, ! Lethbridge, JJ.-Cot. Sir Alfred S,, 

I Jodhpur, H.H. Maharaja of, r.c.s.i. j k.c.s.i. 
le-, jJolmes, Lt.-Gen, Sk Jauie.s Hills-, | Xjethbridge, Sk Rojic-r, k.c.i.b. 

I <!.o.B.(rui, 'HvfT. i Iiowis, Hon, Sir Xei! E., Ei.c.M.ti. 

i;,{c). } Julmstun, Odl, Sk Duncan A., ; Llewelyn, Sir Robert B., a. c.r.i.o, 


! iiimo, L/.'CoL lit. Hun, .Sir Albert i K.o.M.(i. j Lockhart, .Sk Jame.s H. S., k 

i 11., K..r.M.G. 1 Johnston, Sir Harry H., g.c.si.g., l Lockyer, Sir J. XkrmaTi, k,c.,u.{cI. 

1 ilobart, .Sir Robert (>.,«■. ii.fcj, { K.o.b.(r'). jj.oliam. Chief of, ii.tM.K. 

j Hoilg.soa, .Sir Fivdoriek M., K.c..u,<i. ! -lohnstoue. Hon. Sir Alan, n.c.v.o. ;L<tvv, Gen. Sir Robert C„ 

j Hogg, Sir Ei-etki’i'-k R., K.C.I. r., c.c.i. ' Jtdioro, H.H. Sultan of, :4..c.-M.e. , Lowther, Rt. Hon. Sir Ceriu’d Aug., 
{ iiolderness, .Sir Thos. Wm., iv.e.s.i. j (hou.) j k.o.w.o., c.b.{c). 

, li'oidich, Gcii. Sir Ldwd. A.,t:.o.B.o/?), { Jono.i, Sir Alfred L., k.c.m.u. j Luavd, Adm. Sir Wrn. G., s,.c.B.(/n). 

: ib.»ldich, Co'. Sir T. 1 liujge:'i'ui-d, *Joiie.s, G'c/n .Sir Howard S., K.c.B.(i/d- ' L'lkbock, Sir Xevile, 

)• 


.ddich, VoK Sir T. lliujge:'i'oi-d, ' Joiie.s, G'c/n .Sir Howard S., K.c.B.(i/d- 'Lubbock, Sir Xevilo, 3v.<'.a.u. 

K.c T.i;., c.ii.(»ii. I Jordan, Sir John A'., iv.c.B,(,;j, Luems,. Sir Charles P., c.sGc 

liollaad, Sk Tliomm; llouiw, k.c.s.i. | k.c.m.o. 1 Luck, GVa. Sir George, fS.<\B.('in). 


. Holmes, SkGeo.C. S'., u.c,’t.o.,(.u.(<;). Junagarh, H.H. Xawab of, c.c..s,i. iLugiird, Col. Sir h'rederick J, D., ! 

! Holmes, .Sir Richard K., K.C.I. u. ! Kapiirthaha, ll.ll. Raja of, k.c.s.i. ! Iv.^'.m.o., c.ii.(u), n.s.n. | 

' Holmes, .Sir Roliort W. i..c.i',.(f), j Karauli, 11. H. Maharaja of, o.e.i.n. | Luuisdeit,oVa..Sk i’eCci’S.,o c.s.dfd, i 
Tiome, Sir Authuny D., Kashi Rao Holkux’, Sir, k.c.s.i. j c.s.i. ‘ » 

; iv.c.B.(;/d, YjT. ! Kel'ewicb, Sir C-Seurge W., K.c.jx.fc). | Lnnawnra, Raja of. k.c.j.e. ! 

; Huukor, .'^ir Jo.s.D.,(;.-'.‘;,i.,r.B.(V),t.,M. I Kelly, fJ. - LVa.. Sir William F., Lyall, Rt. Iluh. bk Alfred C.jO.. 
FHoaper, Oo(. .Sir Vvilliam fi . 5 K.C.S.I. ( k.u.b.('/w). | K.e.u.fcj. ,'d 

’■’'opo, Sir Fdwd. Stanley, K.c.!;.(t*). i Kempe, Sir John Arrow, ic.c.B.fc). Lyall, Sir Charles J., o.i.. . i 

iLyall, .Sir Ja-no.s B., u.r.i.i., K.e..s.n i 

.R.jjLyne, H5>n.,.Si:r;William. J., k.c.m.g. ’ 


- ifopo, Sir j'dwd. Suuiley, K.c.!;.(t*}. , Kempe, Sir John Arrow, K.c.n.fc 
; llupo, Sir Theodore* 0., k.c.s.i., cm.:;. ' Kennedy, Sir John G., k.c.m.g, 

' Jkmkins, AfdmSkJohu 0.,(«.c,B,(/a). Kennedy, Adtu, Sir William 
I Hopton.Lt.-Gca.SkEdwd.jK.c.B.f/a). j K.G.B.(m). 


liopwood, .Sir Franck J. .S,, a.e..M. 

!' K.C.B.(C). I 

Horner, Sir John E. F,, k.c.v.o. 
liui liaiu, A dm. of (ha Vh‘> t Sir Charles 
F., O.O.B.fw), G.C.V.O. 
fioivard, Sk Edw. Staff* »rd, n.i\B.{c). 
Howard, AtaJ.-Geiia-al Sir Franck, 

! K.O.B.L)?.), C.M.O. 

Howard, Sk Henry, K.c.n.fc), k.c.m.o, 

' Howe, Adm. Hou”, .Sir Arsheton G. 

1 Curzon-, <;.c.v.(>.,K.<Mt.('j|^d) <'.n.o. 


Kenny, tFiri. Sir Thomas Kelly-, 

G.C.B.(»i), G.C.V.O. 

Keogh, Snrgeon-Gm. Sir Alfred, 

iv.t:,u,(m). 

Keppel, Iita)‘‘Ad,n.Siv Coliu Riehd., 
K.c.v.o., C.B.f/n), I)..S.O. 

Keppel, Lt.-Col. Sk G. Olaf Eoos-, 

K.C.I. 13. 

Karr, Adm. of the Fkcl Lord Walter 
T,,(i;.c.B. ('/«), 

Khelat, Khan ofv«,c,i.E, 


Lyte, Sir Henry C, Max.usU-, 

K.C.B.(c). i 

Lytioltou, G>n, Ri. Iloii. sir A't.viiie , 
G., o.c,r..(/?'d. ' ' !'■ ' 

MiicAlktcr, Sir Donald, i 

MeCallum, f.’ol,. Sk Henry R , n.*’. m.g, 
MacCalmont, Alaj.-Gem Sk Hugh, { 

K. C.,B.(w'j, C.V.O. ” i 

MacDonahi, Col. Rt, ITon. .Sir Claude . 

M., c,.c.5l.«,, G.ii.v.o., K.r.ii.ir.k n>) | 

Macdonald, JX/y.-GVm Sir Juiuc?! R > 

L. , K.C.I, i;., c.B.fc). > 
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Onkfi^ of Gomma/uhrs. 


. <r . J i”' :il Rt. TIon. Sir Jolni H. A., 'Mwvc.Limt.'G^ni. SirTIy., K.c.n.iin), {.’ease, Cfol. Sii* Tliales, K,c.B.(>/i!.). 

' I c.i.B. ! IVlieder, Hon. Si:- C. A. . Pantaloon 

-PI -.-n'r;, )|;.u.Sl;‘ S'JiuniWrgK.,', Movant, Afhti. Sir George D,, k.o.m.c. 

:-.,f n ' ■( r.v.o. ! ! Puniberton, Sir Edward L., K.o.B.fo) 

wH-ego!-, Si:‘ o.o.is.fr;, ; Momiiit, Sir Robert Laurie, K.'-.sj.ff;. I’eraler, Sir Jobt: Dcni.son-, k.c.tj.g. 
\l ; J *rt. 7 ei'. Sir Will., M.o., o.H.(e). ' iilorgaii, OoL Sir Alex. Brooke, I'ennmgtou, .Sir Uharie.s R. 

HoiiirrjMtb, Sh-'SoberrM., I K.e.ii.(w). ... i K..c.B.(m). ' 

Sir Ja'iie‘=: L., o.r.v.c,,, ' Morris, Sir Darnel, K.r.M.fi. !?e*-tieva!, Sir 'VTostby B,, iv.c.n.o. 

.:b,. i Morris, Sir Edv.-iU-cl , Piiiiipps,SirOwon Cosby, K.c.:-f.r..,M.p 

b... b Oti. Sir Alfred fi. D,,' K,c,r!.f,>4). H’hiiins, A/.-d'r?/. Sir *i'os., k.c.p.,{vw). 

, : Morris, Sir George, K.f.B.'e}. irinj'tp.s, Sir Coiistautino E. H. 

* 20 ., ‘ V. Sir K.e.t: ... 'Mon-is, Sir John’H., K..c.p.r. i li.e.M.o,, (’.Tj.fc), 

■ k<o:.-;;o, Sir (Tuorgo S,, 'dorris, Sir Malcolm, iv.c.v.o, i Pilkiiigton, Tdo./. Sir Henry, K.c.n.fe) 

^ iAforris, CoL Sir Wm. Geo,, u.o.m.o., ' Pindiing, -Sir Horace H. 

- 3l:'.ckt.!n3!3, Sir Jolrti W. P. c.b. \ k.c.mjI 

i Moj-t], II.H. Tliakur Siilieb of, Fitt.ar, .Sir Tho.*?. ,T. , K.c.B.fcl, o.m.g. 

.1 ekeodc. Sir aeiiuetL A. Muir-,' o.c.r.K. iPiowden, .Sir Wm. Cbiclieie^, k.o.s.i. 

■ r. -.e..;.-* 1 Mostyn, Mi’J.-Oen. IToti. -Sir S^ivage, ' rintnor, LtA'kiL Sir Herbert C. O. 

M' 'jUi. si. Sir Wia. j li.o.B.fwd, ; 

Hy, K.e.B o.v.n. i Mowatt, lit. Ploa. Sii' Eras., o.e.n.u-}, ' Plunkett,' Rt. Hon. Sir Horace C. 

Maolean, Sir .Prai:eis- A. de-.M. W.,i i,s.o, ■ j k.c.t.o. ' , 

" . , ■ .lAPahararcad AMiilla Kliari, .iSrawab; Poey Ffe-Hdai. >Sir Edttnmd S. 

jta/d fJir ITan-y, K.o.M.o. | Haiiz Sir, k.c.i.e, ' K,e.B.(m), ii.c.t.o. 

M.'fj.-Tnl iHi. Sir Donald J. S.,i Muhammad All Peg, LA-Ge?. Xawab "Poiitii'ex, Sir Charles, K.o.i.r. 

K ; Mir&i Sir, k.c.t.e., m.v.o. {.S.'ti). : l\rx-SLl,ricc-Adiii. .Sir Fras., k.c.m.o,. 

Audsiid, LiemAJm. Sir .Tolm AFubmuinad Ali Miihainamd Khan, i c.B.s'ai). ■ ■ ^ ^ ' 

oi'b.. , , I RaJaSir, inc.t.K, rIbBv.d],£'y-Gt-n..SirRobt.Si:.eplien.5ori 

M '-ir ilcginaii, K.r.B,b«}. i Mi.uia:iimad Aslam Khan, CiP. ' SmvMi Baden-, K.e.u.fm), k.c.v.o 

•r. l.UA'ol, f^ir Arthur H.,! Nawab Sir, k.c.i.e., a.u.c. d.knrer, Sir William Hv., K.r.ij.b;). 

K.-,’ v,,,:.G.E, i Muhammad Faiyez AU Khan, ,'^lr, Po^vev, Co/zhri^/.-Om. Sir Wm. J.'t. 


. Hon, Sir .Dan. 

, Sir William, k.o.m.g. |. 


'ck, Hon. Sir Wiiila.m, e.o.m.c. iPri. 


U' Donald '.run-ay, Sir George II., n.c.o,{cj, 
L/SirArt!;iTirG.,H.c.i..udAruiTay, Lt.-Gen. Sir Jaa. M'. 
an. Sir Johu,.c.c.M.Cr. ■ i i!.c.B.('ad. 

.ul. Raja Sir . Muhamraa’l, ■ 'Mnn-ay, Sir Jolin, K.c.n.fe). 


:,nAm). 

co,'Sir tViPIiun If,. 


hari. Bfibadur ojf, k.c.t.b. 

: uiHgjCoLSir'WiilLnu 0 .,k.c 


; rronderg.a.si,, Goi. Sir Ilarry ki. D., 
■ O.C.B.(}«j, F\J]“. 

iFjvtym.-Ui, MajA-Am. Sir George T., 

! K e.M.ii., c.b( ?/?,). 


: Mun*aV, lion. SirThos, K.. 'Price, Sir .fohn P., u.c..'--..!. 


' My.sore, .H.H. Bahadur of, (i.o.s.i. 

I N.'jbha, .H.H. Cliie.f of, c.cu-.i,, u.c.:.!- 
j .N.'ioroz Khan (of Kharaii},.Sir,K.r. i. r 
\ N'area, Jlce-AAm. Sir George S. 


dku'ivrry V,' liuaui, ! Nare.s, J ice-Adm. Sir George 

i 'ii^arl;i».as.‘U Adm, Sis- A,ibe:’t H.,' Ko’.n.{f). 

0 I'.'ih!. j Nathan, (M. .Sir Matthew, < 

M-iclibatiy Sir Oieuscuiis II.., K.c.!.s.(c). : Neale, Sir Heni-y J. Van.sitta 
•; ilarkhuuK LkM-Unt. .Sir E<iwirt,' 

K.*' ' Nelson, .Sir 'Edward 2L, K.r.n.e, 

Sir Gtoyic ri., .Vevlhe, rh'.v~A<lui. .Sir Oe..u’ 
1 : li.C.B.ftol' I K.U.B.frti), C.v.o, 

■M-., .i.id.ih.'. sir Arthur H. T., s.c.a.i, Newin.arch, Mo.j.-Gcn. .Sir Oliver 
, A1 A'licws, Sir Vi illiam, K-fen.-i. i li.i'.a.i. 


]*rico, Sir Thoniaa Iteoa, k.c.m.u. 
Primrose, Sir Henry W., k.<'.b.(c), 

C.S.L, T.S.O. 

Prinse{t, Hon. Sir Henry T., k.c.i.e. 
Pritch.ard, Li'.-Oen. .Sir‘'GorcIori J),, 

Prohyii, Rt. Hon, .Sir DiglRon 

M., G.c.B.(<‘), K.e.l;. 

K.o.S.l.. I.S.O., Hvf. 

Pi-olr.'ii, Sir Lc.'-li'y C., 

Probyii, .Sir Leslie, li.c.M.o. 

Provis, .Sir vSaniue! 'B., iv.e.B.(<:;}. 
Purcen,^.Sir J. .SanuieJ, K.e.B.'c). 


■ Vt-fin,'.. i; G.'iE. Sir Frederick R., Nicholson, Sir Frederiok A., u.o.j.r ' Pnrna Nara.singliaravKrislu-iaMiirW 

s. '.aS/fV {Nicholson, Adm. Sir Henrv ,F., ■ Sir, ii.e r i: 

■ \I rui. .. d? Sir d, Frcdenck, Jc.r.n.fJrt). ^ ‘' I Raban, CoL Sir Edward, u.c.u.h:). 

'y , .■Ni-^’bolsou, G,m. Sir WillDra (L^ R'dgarh, il.E Rrda of, a o.i.i;, 

vitvuyM, d. y.-G.rt. Mr dohn G., n i Raieigh, Sir Thoiriaa, k.c.k.i. 

e?t,OAhr.v.o„£.M.o.,T>.s,<.. 1 Niven, .Sir ilUani D., K.r.B,(,'). ; Rampnr, Zl-CoL H.H. Nawab of 


M i , Su s rauf'D Hr , K.r.M 0 , 'Nool, Ai'mh\tl of the S" cj.t.s n. " - ■- > 

, .ld a. Sir William H., a.r.v.o.,| Gerard H. IT., K.‘o.B.(iw), k.c.m..-;. ! R.-i.m.'^av. .Sir Williiim k c p (oi 

T, t iNorbury, Dm.-tAw. Sir Henry E, ll.tidan', H. PI. Raja Sir .Saijan Singh 

\5 •• >“s, (S. .Sn-Thuiard, j k.v.p.. m). ' m' c i ^ 

r .0 • .1 vluarge H m u lO'Cnlkighan,Mir;.-Ge/L Sir Desniinb, ; ihttu-ay Sir James Clerk- 

■ . .J Mr bdwara Marm, D. T., k.c.v.o. : r.r.BifwP ' ’ 

‘ "r. . .rt, , t ... it>bd)lHmt, iX-PA/y Sir L.aurcnee J.,bhLw.v)n,Ad/,nSu-IIairvIdo).Lv^^^^^^^ 

Moiua, Phoroze ihah Sir, ii.e.v.o,, c.b.(w}, j c., .b.{w), c.c.m.g. 


Sir James Clerk-, 


! Olivey, OoL Su* Walter IL, K.r.B.f* A . lEade, SAr-y-ili//; -o.a Sir Tro 
! -r --a V, t.i, .suwen‘;oTi, K.o.j.i:. ’ Olivier, Sir Sydney Haldane, K.e.m,.. Bv Colo, k.V n '' 

I' Riciirdo ka’.u.g. Olliv-.t, Sir Jduuird C. K.. k.c.i.u ; itedd, Sir Andrew, K.e.u.h-), .-.v o 

H; u. s-' U;d!erI .,K.c.M.,n |ommuiinyy,Su-Mtmfcagu E,o.c.vf.c., ' Keos, Sir John Daw, iml-s <> <- 1 e 
Su- Hemert S. G.,, K.c.n.(eb i.s.o. I mi* ^ . mo i 


‘ GGG . Ottley, diear-Athn. Sir Cnarl'> L., ' Roifi;3/o:/..0 u. Sir Alo.vander JT. E 

V., ."U .lOuaM iv.c %f.f, i R.f.M.u,, M.T.O.{rfthl. 1 U r H bn) 

AAA. r,i Sir <■! ■'•■.jilM.i.r.U; o.ni,, Fl„t Sir 


. Sir Culiu C. Se 
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Orders ef Knighthood— Oomnw/ulers, 


JZI 


Rislej;, Sir Herbei-b IIoiv. 
Ritchie, Sir Richiu^ind 


, Tc.c.T.E, jsraith, I/jf.-OoZ. Sir Henry, k.c.b.(c). j Townsend, Sb'rf/.-i'Jic..'?. Sir Ef4Uit-.*r»tI. 


Ticickeray Smith, Sir Hy. Babingfeoii, k,.c.r.(c)> 
W.. K'.r.nJf). c.s.i, 

Rivaz, Sir Ci'.arlcs i\r., k.c.s.!. Smitli, Sir Hubert LI, 


K.c.a.(''0j e.M.'}. 

Tozer, Hon. Sir k.c.m.'!, 

Travanoere, H.Il. liahar.u;; 


R<>bortt!on,L/.-0'<^/ Sii'InniMlfLK.c.s.i. Smith, Sir Win. F. Ha.ynes, K.o.M.G. I o.c,.s.i,, g.c.i.e, 

Lr.dNon,L!'..-<'v»,’.S;,-rRSj.!tc.,K.c.s.i. iSmith, ./irhn. Sir NathauielJSov.'deii-,; Treacher, Sir Wtii. I-hH-d;. a 


Robert 


Pa>binson, Sir Freder; ; I/!, cy, !i.o.B.(e)i K.c.B.(m-). iTrogear, llL-j. ~ .0 

Robiui^on, Rt.Htiu.sir Itr.Augustais, 'Smith,.S'MJv/.-GVa. Sir Colvin Colvin-, j William, k.<m\(,.'/V 

‘ I R.c.B.fw.). I Trevor, sir Arthur C., n. a.*' T. 

Robinson, Sir William, o.o.m.u. . iSraith, Sir T. Ben-y Cusack-, K.c.^r.o. Trotter, Lf.-( 'ol. .Sir Houry, o,. 
Rodd. Rt. Hon. Sir RuunoU, {!.<;. V.O., ! Smith, C'ok Sir Charles B. .Euan-, j 
vi.c.M.c., e.».(a}. j K.c.B.(6), C.s.r. jTroup, Sir Claaic-.s B., ’u.c,!!.-/ L 

R<,>dgyi', Sir J. Pickersg’dl, K.o.M.Cr. ;Solomon, lion. Sir Richard, n.c.B.(o), .Taokcr, /.r.-fA/i. Sir Cln^s.j . 

Roger.s, tf.-Cob Sir JohuC., e.c.m.o., r.c.v.o. ! li.c.n. (//!}, 

v.bAK (Pacha). Soraerriet, Col. Sir Alfred P. F, C., jTuiloch', Ahp.-O't.'i, Sir Aloiander B.. 

Runier, Rt. Ilori, Sir Rul)ert,G c.a.(e}, ' ic,c.i!i.{c). j K..o.n.{/a}, c.m.g. 

Roi5s, U-itt.-iJau. Sir Aioxajider G., Spencer, Stirti.-ihtL Sir Lionel B., Tuppor, ibm. Sir CiVir.. UTri«'r!. 
K.C. B. (m)* ! R.G.K.fm), I.M.S. _ j _ R.C.M.G. 

Ross ^ 



, Ryan, Sir Charles Jj., ■ Stephenson, iL'/iof. Sir Frederick C. A., Twynain, Sir A'iHiaui'C., k.-'. v..-,, 

i Sadler, fAd, .Sir .Tames H., k.c.w.o. j c.c.n. {?»•). . Tytler, (rC;?. Sir Jamca M. B. uiwr-, 

; Sadler, Lb-Cuh Sir d. .llayes, K.e.M.ci., 'Steinienson, Sir ITcnry F.,! G.c.u.t’m). 

: c.n.{c). ' ! G.i'.v.o., K.e.fj. (,'/?). ! Udaipur, ILTl. 'ALaijarrimi of, o.t. Jv-. 

; Sailana, Ra.ja of, K.e.r.c, 'Stewiu't, LtriPn. Sir Robert MacG., Udiiv, Sir Itielvard, im .' .r. 

; St. John, .Sir Frederi'A: 71., K.f^.M.o. j s.c.B.p/i). jTJpcolt, Lt.-Val. Sir id'tikuich 7?. 

I St. Joliu, Sir S!.wusor B.. r.e.M.c. Stirling, Rt, I-hm. Sir Jno. Lancelot,! k..c.v,o., c.s..f. 
i Sajjan Singh, dipt. ii.vL Raja Sir,' K.c.Mio. , Y<aughan,f'r<'n. .Sir, ). LvstlioVji;..-,:* 

; K. C.S.I. Stokes, MuJ.-Gcfi. Sir FolUott S. F., , Venkauigiri, Raja, of, a.c.j.;;. 

.S.alTaoi!,Afh/(, o/lhi- Fhd Sir Aoivell, i K.e.v.o. i Vicars, Sir Axrth'ur K, k.c.v.*', 

1 u.c.n.(iHl, V'P. yStokos, Sir Giibriel, K. C.S.I. I Villlers, IRm. Sir Frauok; ilple, 

i Sahnorid, 'MaJ.-ih u. Sir William. Stokes, Sir Henry E., it. c.s.j. 1 K.c.jf.n., c.js./r). 

; K.c.n.ivnj. 

SamT*.si,in, a'oi. Sir A. '.Vo! ils-ni.<r. ■ 

' ; Sau(l'.‘rsoT‘. Sir rerc-y, K.e.u.cn 
1 Sa tow, Pvt . 1 1 o u . .Si r K '-n c-h M . , 0 . c. .m . < 

; Sa"uudei',s, Sir Cinudes.i. ip. k.(.mo, 
i Saunders, Sir Frederick F:., k.c.m.u, 

' Searden, .Mon, SivTiios. C.,K.c.M.a. 

I Schlich, Sir Wilhclin, b.c.i.k. 

■ Soubk‘,Rt..! toii.Sii’.tud.ro-v R.,K.<\«.;.r 
! Seott, dal. Sir Rucinuiiin, li.c.i.K 
I Scott, JilaJ.-dcH, Sir i.,harle.s 
! k.i'.m.i'.yO, 

, Scott, Rt. Ibut. Sir Ciiarle^ 
i n.r.si.fck a. o. 

’ .Scott, Sir -J . G'ooj’ge, iv.n.nr. 
jSotti, Vh\-A>d>i. 'sir .lArcy 

fv,'’.r.O. , C. ,:!.{/#?). 


Catena), K.e.v.o. I Forestler-, G.e.M.t;., k.(\h (tR. 

Stuart, Sir Harold A,, k.o.v.o,, c.s.i. Walker^SirThomarG., c i 

Subbaizar Subranuudya Awar, Sir, Wallace, Sir Donald' H., l.c.i r,, i 
j K.C.i.TC, I K.e.v.o. 

Sultan Jan vSadozai, .Sii*, k.c.i.k. j Wallace, Sir Willian-, k.c r.e. 
.Sutherland, Sir Thomas, o.e.M.o. ; WalUngton,(-.W,Sh’,jo’.;»jW.,r,.r-a id. 
H.,,Swaine,iI/fl/.-dh;f'.SirLeopoldViGtor, Walpole, Sir Horatio (F. ,i.c.'\.'c). 

! K.c.n.(?a),’ o.M.u. iWard, dr-L Sir iidward r.’.'lb. 




S..;Swetteidiain, Sir Frank A., g.c.m.o. j K.c.B.fin), k.g. . _ 

: Swid;t»ndHirn,SiioLAl!rKsinder,G,o. j!,o. ' Ward, Rt.Hon. Sir 

'i Sym, Ma,i.~Geri..Sh-.l no. M.,K,c.M,(wf), iWard, Sir Willian? E„, 

H., SvTsiori, Sir .losrih H. ss.c.si.o. Wanjoi, Su‘ ‘trj'l.an. Lt-;-, .. • 

, . , '|Tiiibot, iJ.-Cvl. Sir Adelbert C., \Varrenj Jia/i~i;en. Sir A» 

Scott, .if/, 'JO h-Mi-d CiiaHv'S dloutagui 1 Fredk., mc.-ii.in?). 

Douglas-, !;.c.n.(nA. , Talbot, J/lf/.-C- 'Y. Hon. Sir Keginald AVanam , ' tha. Sir' Ch.'ii'lc'-, c. 

Sciinm. Sir FuMa, K..f..v.A. j A. J., ii.c..r..(«D. j K.c.n.fc). 

Settle, TA.-Uf.ii: Sir Hy. H.-mdl ton, .Tanner, Lktd.-Gcu. Sir Oriel Y.,. Wiirron, Sir iMlnmi L., v.o.v.o. 

K.e.ii.fad, i^.s.o. I E.e.n.f/;?). I W’ateriio!d,SirHeiirv .i 

.Soymoiun .Idnn ..y'tVc' b7f'/ Rt. 7Ioa. .T.asaddiik Raaul Kh;in, Raja Sir,! ur.RA 
Sir Edvvd. H.,o,*'.i;.;.'A,o.M.,o.*'.v.<v ! r. c.s.i. , Watson, <V. Sir Ch.m. AL, 

Seymour, Ori). L'.rd ifm. F. E., ;Taylor, Sir Alex., f;.c.ij.(^a). | c.b.(c). 

[Taylor Sir John, K.c.i^c.). — - . 


K..J. 


i AVats Sir John, o 


Seymour. /) hhn F , w.c.r. T ijlor S.oy/ Sir Win pi. c «.(/«)• Whattsi, Sir rhiini, i.i <- 1 
.Siiaruiaz Klnoi, X:iw;ii), K.a.i.r,. [Taylor. Sir Win. Thomas, k.c.^si.o. | Welch, (.dpt. Sir Jj.uid d 

Shahpnr.'t., il.'da of, k..'.!,.'.;. iTeak, H.S.H. the Duke of, a. e.v.o,, I r.c.v.o., n.v. 

Sharpe, vSir Alfre.-.!, ?' ij.{c). | \Yesb. Rt. llou. Sir A.lgcrmm 

ShaughTieasy, Sir 'Flms. «-■ vi., k.c.v.o. iTehri, Rnj.a of, k, c.s.i, I n.c.ti.f.-). 

Shone, iJ.-ihu. Sir i\'ilijam T., 'Thackeray, I'o/. Sir Edward T.,‘Wosi., Sir R'.iymt'n. I, u. 

K.c.H.pn), n.s.o. I i;,c.n.{c), >\Y ,?festmjn*oic,‘Ji//j.-n'tn. feh iUo' ,0 

Siruu‘Ujn,,s’Y.‘';/.-H '(o!Sir l>eni..K.>'.r.K, iThornas, Sir Clew, Inigo, !v.o.!5.(f.'}. ! K.<'.n.{j5d. n.s.o, 

Sind'nia of Gwalim', li.il. A. mharaja, 1 Thompson, Sir E. Alauudo, White, FtdrhMar.'.h.P Sir f. ■ .r? 

n.c.s.i. I i.s.o. j Stuart, o.c.is. {.a'., u.m,, t. j 

Sirinnr, H.n. R-m;i of, su c.s.i. : Thomson, Sir Janic.s, k.c.c.i. C!.e.T.t.(;., g.c.i.k., o.c, T iP, 

Siroul, IJ.Ut Jiaiiarao oiV a. c.i.r.d Thomson, (Jol. .Sir Robt. T. Wliitc-, iWHiiio, Ifou. SirllerbcrtT. . r.d.i.K, 

K. C.S.I. .*■ - — ~ • o., .,.r • . . 

I Sivowriglit, lion. Sir .fame?, fUo.v.o. 

Slade, jfaj.aJeit. Sir Juo. Ramsay, 

K.c.n, (■/«■). 

Slatin Pasha. OF Sir P.iniolf C., 
ii.c.>f.(j.(l3on,y, c.n.im). 

I Smith, Pa. Hon. Sir C. C'loinenti, 

"G.G.M,0. 

Smith, Maj.-thi). Sir Cliarles H.,| k'.o.jjJmi.). 

K.uw.G., j Todd, Sir Cliurlos, K.c.H.G. 

Smith, Sir Edwin k.f.M.fj. iToker, Ma^.-Oen. Sir Alustun C., 

Smith, Sir ErancH W., K.c.i.K. I ii.c.f».{/»). 

Smith, LtAJol, Sir Gerard, k.c.m.g. |Tosti, Sir Francesco Paolo, k.c.y.o. 


K,. 


x.c.B.fti)., AYliibe, Sir William > f. , .a. a n 

Thornton, D’'n.-h-iii'u.'0'U, Sir .T. Whitehead, Sir Jas. c. a o. 

Howard, b.c.h.iio). \Yhitehou-o, Sir Ixoorae, /•..c.i.Jc). 

Thriug, Sir Aidlnir Tiioudure,'i Willdu, .^ir Waiter H. ' k.c.m.o. 

K-r.jJ.(c). iWillcoeks, Linat.Ah-.n. Sh- JamL'';, 

Thuillier, Cot. Sir Hy. Raveuvshaw,! K.o.^t.c., n.y.c. 

K..c,i.K. iWillcocks', Sir W'dliani, 

Thynne, J/at-G'en, .Sir liuginalcl T.,AVulo.s, .'divt. Sir Goo. L. A 
■ '■■■* ' 


.TaOP.-, 


Williauis,JA.‘J.-6'.'U. Sir Albert H.W., ( 
K.e.v.o. • 

Williams, Cal. Sir Juo. Hauhury-. 
li.O.V.o., r.M.lI. 
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Knights Commanders — Knights Bachelors. 


Hin. Sir Jolm W. C,, 

I 

: Sir RiliJi C.. K.r.^r.fI. 

; Sir Mitfhnay W., 

I 

j ITort. Sir Artlmr, K.n.i.a. 

p'ir'j'i. -i/'.ij. of t to flitt Sir A. 
I i'Cn.-rdt, . 

; U »!-,*:>, Sir 0 . Civur^,t..c.M.fJ., 
i S;!’ a.r.sf.rt. 

I Wil'^ori, Sir James, ic.c.s.t. 

; iSnti, Sii,y.-<:r, n. Sir William !>., 


_ Sir Cny B. A, FleetwonJ-, 

W'--MU, f"!!- IJoury nanols, k.c.m.o. 

! RM'-'.n, Sir William Grey-, iv.r.M.rr. 

Sir Arrtrew, iv.r.i.r. 
j Wlriiin'o, Sir F. RCoinaLl, 

, t. t IKS.O. 

Wm-'.ieiJ,' Su’ Eavrard, K..r.n.{r). 


' Winsloe,FmC"A d/Ji. Sir Alfred Loigh. 

R.O.B.(«i). e'.v.o., C.M.O. 

Winter, Hon. Sir -T. Spearman, 

K.C.M.H. 

Winterbotliarn, Sir Hy. Martin, 

I K.e.s.i. 

! Wittcnooin, Hon. Sir E. ITorne 

j K.C.M.O. 

jWodehouse, Lt.-Oon. Sir Josceline 
j IT., R.<,’.n.(r/?), o.M.G. 

Wollaston, Sir Arthur Xaylor, 

K.C.f.K. 

VuiEeler, / 7 en. Sir George E,, o.o.n, 

(lU). 

Wond, MaJ,-Gon. Sir FJliott, K.r.n. 
{■in). 


^Woolfryes, Surff.-Gfsn. Sir Jolm A., 
I R.c.n.'f'm), t'.M.s;. 


Wright, ('An. Sir Thoma?, K.r.n.fm). 
i Wright, Gin. Sir Wxn. Purvis. 


AYrixon, lion. Sir Homy J., k.t.m.g, 

' W’-s-TrliTirtY Rn’ (t K.C.iif.fi-., 


Wood, FkldOtarghal Sir 11. Evc‘l\m, 

G.C.B., G.C.Af,G., VC- 

iWo'jdg, rini: 4 ihn. Sir Hy. Felix, 

! K.c.v.o. {.Pacha). 


Wvnflhani. Sir G. Hui 

o.H.{r). 

Wynne, Pt.-den. Sir Ai-thur Singlc- 
, ton, R.c. 

; Wvnnc, Sir TrovTodyn R., r.o.i.k. 
Furico, Sir Henry F. R., K.e.n.{r). 

I Young, Capt. Sir A. ilender.sun, 

j .K.C.M'.G. 

. Y’oung, Sir Frcleriek, K.e,n.G. 

' Young, Lt, - (Jen. Sir Gooi- 

! K.o.n.rm). 

' Young, Sir Wm. Maokvrorth, k.c.p.t. 
! Y'()uughushand, Xo-(.AL Sir Francis 
E., ii.c.t.K. 

Zoal, lion. Sir Win. iVnstin, s.c.m.o. 


S., 




i ^ 'I3adjrtor0* % 

■ A List of the Gektlbhex who hate Receiver the Iloxorn of KxirjiTirooT), 

!. R 'an tt, Sir ’fhornag. iRighani. Hon. Sir John 0. 


t>i sTo F' ’» k ForitO' r i.n.’ P.ign Yi 1, Mr Arthur, M-r, 
.tdamj.'o pjor'oiiny, Ssr. iRiimio, Sir Vlexr. K. 
.’td.'im.wftn, .Sir Harvey, c.s.i. Eirt. Sir Williiun. 


AtUia-vun, Sir Win., c.m.g. |IjI.iok, Sir .Sunuel. 

Ydciti k. .Sir Hugh, o.m.o, 'Bbin, Sir W. Aruiithnot., 
Ad m, .’sir il. r.tonfgau, ^.v.o. i'Uame. Sir Oharlos Frcdk. 
.\liiin, ♦ Sir t'U.is. ;lJlikc r, Sir John Ocovge. 

Allen, .Sir Cling O. H. lilun:. ,''ir John Hli.iidii, c.b. 


ndeiVnii, Sir il. ilov,-;ind. 
ABtuTjoi!, Sir h’ohert. 
^n-der, Sir yheudorc V. S. 
Anr.-i;.:, tiii' iViiliam. 
li.ij, (vhvin Thoin.'-».g. 
A'i'-prS.v, .Sir .Yifn-d. 
Ai-i>’,s.’!:'h‘, fhm. Sir Wm. 
.A.'hutiniiit, e;i" lioegli, 
AruHtiona. Sir W-iUer, 
Amd, .Mr WJlimu. 

Arthur. Sir Alhm. 

AwimJ, Sir Willi, im. 
lYubhilnr, Sir Joiiu James. 

Baihy, jfesr 

HaiUy. Sir Willi.im Henry. 


Illon.-.'or.' lit, Hti. >ir .lolin W. 
jlJoitytiion, Sir J. l-angdon, 


iCarson, Rr.Hon. Sir Edward iOaTrson, Sir Arthur Trevor. 

I ii., K.c., sr.s*. iDcane, Hon. Sir Hy. I>;tr- 

'Ciiambor.N Sir R. 2^owman. grave. 
iC'hanee. Sir Arthur. Deliifaye, Sir Louis Y”ctor. 

'Cbanneli, Hon. Sir Avth. M. jlK' RutRim, Sir xlihort. 
iChapelle, Sir Ab'stfaudro, DcS;ni.smero2,Sir H. ’’lY/dtor. 
I r.i..;). j Dewar, Sir .James, F.H.s. 

Chajjman, Sir AH’ nr. jDov'ai', Sir Thos, Rnl>t. 
(.'harles, Rt. iEon. Sir Arih. IDiljdin, Sir Lewis Tonna.K.c. 
,(.‘hater,SirOatchivk It.c.M.rT. iHill, Sir Samuel, 
i(JU;»vaaso, Sir Tho.nas F. j Dobbin, Sir Alfred Graham. 
Chuutier .Radhu'i Ghose.Sir. ' Dockrell, Sir Maurice E. 
(’lark, iln.SirWni. Mortimer. ■ Donaldson, Sir (ieorge. 


ilJoot, .'sir .fcs' e. 

,i;onvi('k, sir libt. Hiid.-on. 

' ito-i!tn'!iif(. Sirl’rotlk. 

I IttusJie!'!, Sir Wiiliaiu. 

, Ilf', veil, .Sir Henry Albyno. 
i li’o’.vater, SirT. Varnatt.a’t. 
llioyee, Mr Rupert Win. 
Rrabvook.Sir Rlwd. Wm..r.R. 
jBramsdo.i, SirTiios. A., M.r. 
iRvav, Hon. Sir Reginald M. 
iprott. Sir Cbar o^ H. 
ivickv.'oo 1, Sir .lobn. 


Rdne#. Sir ,i. Atiudstaae, Bri.ige, Sir Fredk., m.v.o. 
c.g.i. _ Jh'jgg, .Sir John, M.p. 


\ Raker. Sir \u«".MtincF. Air guJ. Sir Joseph. 

jnromlev, Sir John, r.ii. 


Rtli Mr Hherle-i, \i,n. 1 — 

RiH, Sir Rbt. Stawell,, Ilro’VTi. Sir J.McLoavy.c.vr.o. 

r. i',''.. ; Browne, -Sir Renj. ( ihapmaui, 

iHlimiJyiie, S r Vb-tirv. lllmwiic, Sir Jas, Oiohtori-. 
15,!.! t, <i'r Pieter < '. van B. ' Bniea. Sir A. ( 'arniiehael. 
Bai!“i..i't. Mr .^uuirt‘ 15. 'Briiee, (Jjl. .Sir l>avi<l.c.i!.(<j). 
rDoP.oanajke', Sir Solomon l5nie(*,Rl, Hn. Sir ({ainsford. 

D,. e M.H. Bnebanim. Sir Ebi-neser J. 

B ivel ty. Sir Thomas i i.,R. ; Buckdl, Sir Hol'ert. [('.[.u. 
Bao'i o, , Sir Tlionias. j IhickinAvsm C'cl. Sir Jus., 

Ji.U'ji im. Sir < J< orge. .BiU'kicy. Kt. H-ou. Sir H. B. 

r>a!k>‘ir, (.'O'. Sir Knis. W. J. Tmcknill, Hon, Sir Thos, T. 
B'‘nfir,i Siv H- rbert. 'Bull. Sir WiRiam J., m.i*. 
Ii.aiT, Sir u, ». , BiillimKh, Sir f-leorgo. 

Kturv. .'M’r.ioho Edmond. |I»imdy, JLm, Sir W. Hy. 
Barfcf'U. s i'.l*>i,nUeo!'ge, r.».: P.miting, SivPe ey Wm. 
RaP‘r, Sir sh orge U . , fSurls, Sir Edwin (k, r.s.r. 

Baxter, Sir Wilii’im J. Illnrnand, Sir Eras?, Cowley. 

Ra,H'.v, Sir byiielton H. .Burnet, Sir Robt. Wm- 
R-s'ielieron, S:r Rir-bard .M. ' Burnett, Sir David. 
fJt'iU Aie \\ ill! tui ,!:uu a. jBiirt, Sir CJr.arles. 
tViia’Tjy, S!i'.R«o|,h Arthui*. Burt-, Sir J. Mowkm. 

Bei'-ev', Sir Fra'-. Hint. iBiiak, Sir Edward Henry. 
Bemr'!*’, Sir H -ury Howe*. iBy«r«, Sir John W,, ja.». 
Bemn. Sir .1. WJIi.um^, .m.i*. [(table, Sir Emest. 

Bon&m, sir ILiIph S. 'Caillard, Sir Vineient Hy. F. 

Berkdftv, Sir Hy. Spencer. C-inu-nm, SirChas. A.,c.b. 
Berry, Hon. Sir Wm. Bihset. Cameron, Sir Hector (Jhire. 
Bi’irtram Sir(«t*o, i’lement. Campbell, SirFrancifi-Ioseph, 
BeilseP. Sir Jijf». Hy,, u.v, CampheU.Sir Jno,Logan,M.D. 

BHaWiatHri Krishna Bha-'C.in<ly, Sir Edward T.. c.s,i. 

t'WRdetfsr, Sir, ,Carr, Sir William St, John. 

Bv'g! , Sir Wm. Bg^dric. iCartiml*boy llhrahim, Sir. 
Uni. Sir Arthur W. iCaningt.ou.SirJolinW.,<^,M.o. 


('I.irk, Sir Win, Oven.s. [<'.i,e. 
Clarke, Sirthisiiiir R, n.v.o., 
,(’!•( rke, Ii t . Hn . .Si r Ed we I . , li. <j. 
.(..'litrlre. Sir EriKst. 

'Clfirke. .Sir Fielding, fc.n.lt’l. 
(Jayton, MaJ. Sir Mdwd. (4„ 
Ciegg. .Sir Vv’iiliam E. 
.Cohhi-tt, .Sir William. 
h''.ll:ird, Sir Ceo.rpre. 

C'dlijis, Sir Artlmr J. TL 
Cijilins, Sir Wm. ,iob, m.i\ 
Conaidine.SirKelicvnanJ.r., 

■ c'.n., M.v.o. 

;ConvMiy, Sir Wm. Alartin. 
'■Cook, .Sir Ilenrj', w.h. 

J ( !ooke,vSi r Clee non t K inloch-, 
JJoolce, Sir Hy. Paget-. 
|Ceioper, Sir .Alfroil. 
if.!(>oper. Col, Sir Wm. E.,c.i.k. 
Coote, Sir Eyre. 

(Cornwall. Sir Edwin A,, M.r. 
(Ade-s, Sir Merton ^^us^edl. 
(f'.nizeus. Sir George E. 
('’owley, Hem. Sir Alfn*d S. 
Cox. Sir W. II. Lionel. 

Cox, Sir Tho.»!. Skewes-. 
Craggy Sir Jtihn George'i, 
M.v.o. 

Cram}), SirtVin. D., t.s.o. 
C'rawforei, Sir Iloinewood 
Crawford, Sir Vl'illiam. 

Crisp, Sir Prank. 

Orof)kes, Sir William, r.R.s. 
Oroetm, Sir.l. ILdlhlay, 
Crosby, Sir Thos, Boor, m,p. 
Crossman, Sir Widiain, I'c.i.f. 
Cruickslrmk, Sir Wm. D., 
Cruise, Sir Francis R., xf.n. 
Crump, Sir Wiiliitm John, 
Cruneiall, Sir William Hy. 
Ciillinan, Sir F. Fit'/jmnes, 

■ ■ 

Cunie, Sir Edmund Hnv. 
Cusack, Sir Ralph Smith. 
Cust, Sir Reginald John. 
Dalby, .Sir W. Bartlett. 
Dalziel, Sir Jas. fly., m.p. 
Darling, Hon. Sir Oha.«i. J. 
Daisent, Sir Jno. R„ c.B.fV). 
David, Sir Snsroon J. 

Davies. Hon. Sir Matthew H. 
Davies, Sir Wm, H., m.p. 


Dougherty, Rt. Hon. Sir 
James Brown, c.v.o,, c.b. 
r>oughty, Sir George. M.r. 
Douglas, Sir Robert EL 
Downes, Sir Joseiih. 

Doxford, Sir T eodoi’e. 

,^)o.ue. Sir A, Comm, jr.n. 
Drew. Sir Tliomas. 
Diickwortli, Sir Jfuuefi, .m.p. 
I)u(lgeH»n, SirOhas. .lohri, 
Duniayno, Sir Frenhsrick G. 
liUMcan, Sir Jolm. 

Dunlop, Sir ^blthmuel. 
Dunn. Sir Wiu. Hy. 
Dunning, Sir lildwin Harris. 
i’>upree, Sir Wm. Thomas. 
Eade, Sir Deter, m.p. 
Eady.ilou.Sir Oha s.Swiufen. 
Edgeumbe, Sir Robt. Pejfirce- 
EJge, Rt. Hon. Sir John. 
Eelridge, Sir Freeie.riok T. 
Elgar, Sir Edward, lu’s. doc 
E liot. Sir WBately. 

Ellis, Sir Jo,<?enh llaxteH'. 
Emerson, Sir Win., f.ii.i.s.a. 
Evian.s, Sir Edward. 

E vaus.SirSamuel T., r..e. ,m.p. 
Evans, Sir Tineent. 

Eve, H'in. Sir H. Trelawmy. 
Faire, Sir Samuel. 

Fairfax, Sir Jas. Reading. 
Falconbvidge, rin.SirVrhi.G. 
Fanning. Sir Rowland P. N. 
E’ardell, Sir T. George, m.p, 
-Farrar, Sir George, h.s.o, 
Farrer. Sir William James. 
Farv/ell, Rt. Hon. Sir (J!eo, 
Fenton, Sii’ ^lylcs. 

I’ife, Col Sir Aubone, c.v.o. 
Tildes, Sir Luke, u.a. 
Firbank, Sir Thomas. 

Firth. Sir Charles lieniy. 
Fisher, Sir Walter X. 

Fithian, Sir Eihvd. Win. 
FitzPatriek, Sir J. Percy, 
Fleming, Sir James, 

Fleming Sir John. 

Flower, Sir Ernest. 

Follott, Sir Charles J., c.b. 
Ford, Sir Theodore Thos. 
Fordham, Sir Herbert Geo. 
Forwood, Sir MYn, Bower. 
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Ui. IFtii. 

Fux, Sir CliMrls's iMhnund. 
F'<?x, Sir Dou'. li.'J. 

L'niiiU'tun. Sir {Jt'orp', r.f,. 
Friinks, Sir ‘'.r. ; 

' Friiiik'A, Sir Kcnu.d, r.r,. 

Kr.rior, SirE(iv*il. II. 

' Frnri(.'r, Fir -lohn (.icnri'r. 

Fnii'er, Sir Thus,, 

' Fn'oth, Sir Evelyn. 

FrifV. e!l, Sir t'harlvs. 

Fri’/.vlk', Sir 

' Fulton, Sir EJinuml, ( .ss. 

FuUon. Sir Forro.-it, K.r. i 
, Fulton, Sir Ilohert Fulion. ' 
, Fiirluy, Sir .lohji, r.». 
FurucKS, Sir < 'liri‘'toiilu*r, vn*. 
4iiil.'!\V(jj thy. Sir Edwin If. 
Ealtoii. Sir Franci.-i, r.H.s. 
(hir.lner, Sir Tlalxu-r. 
dnrneau, Sir Jn-'i. Eoi. 
i <iarcoTi, Sir Itivhard ( 

' (JiSty, Sir .•llfri-l Sfott 
. Soott-, c.v.o. ' 

d.-itty. ILiii. Sir Stvj.lion Is. 
'd:ixcy, Sir John, c.n.n'i, 
tu'Mer, Sir Ainvd. 
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(■iilanhSir Iie'iry.\io:vr..is,r. 
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• {Rover, Sir John. 
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; (kulsoll, Sir V.'illi.un. 

' {4o1<i, Sir f?h'u’]<-M, 

: {{ohliiey, Sir J. Tanki'i’'. illf, 
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{iouhi, 1 Ion. So.’ Vl'ra’i Jno. 
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Herkojner, Sir Hubert von, Lodfe'c, Sir Oliver, f.r.s. 
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.hieksoti, Sir John. 
Jackson, Sir Robt. AVin. 
.lafi’e, Sir 

.lame.s. Sir Edward B, 
.irimes, .Sir Walter, k.c. 


, Macmillan, Sir Fredeiiek 0. 
. .Macnagiiten, Sir Meb illo. 
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Jelf, Hon. Sir .^rth. Kiehd. Magnus, Sir Philip, n.v. 


.Ieiikhi.s, Sirtieo. Hy., . 
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Johnson, Sir ’W.-dt")-. 
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.loiias. Sir Jo.'eiih. 
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-lones, Sir P. Sydney,'?!. ji. 
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Kelly, .‘'ir Henry 4h’eLM('. 
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i-b‘iin;i\vay. Fir Wtdie 


Maieolni, Sir Ormond I>. 
i M:mby,Sir Alan Reeve,>i.v.o. 

I Malice, Sir Homy 0., c.i.k. 

| Mamun.[.r, Sir William ,Pfit. 

! Marriott. Sir Oha.s. IT., .\{,i>. 
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; Marshall, Col, Sir AvtJi. W. 
.Mai'shalh Sir Tlorljert. 
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JHitg. Sir Henry Clark. Mathews, Sir Glrirles. k.i:. 
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1 Mitehell, Sir Thomas, c.v.o. 
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Nandi, .Sir Salvatore, m.g. 
Ni'liean, .Sir John Chute. 
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<»Uver, Sir Thomas, u n. 
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{.trm.shy. Sir Laanliert, 1 

4)’Rorke, ilou. Sir Maurice. J 
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i PfiPurr, Sir Pras. Beaufort. { 

1 Parker, Sir (Mlbort, m.i*. 

' Parker, Hon. Sir Robert J. \ 

' Parkei’, .Sir .Stephen H. 

[ Parlviiigton, CoK Sir Roper. ; 
'Parrail, Sir Walter. m.v.O. I 
' Paul. Sir Jas. P.alfour, I 
Paulin, Sir l>a\ id. 
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Pedlcr, Sir Alexander, c.i.r, 
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Peonofather, Sir A, Hieharil, ! 
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P(‘n’.v, Sir Allan, m.». j 
Perr.v, Sir Edwin Cooler. 1 
Petheram, SirWm. Comer. - 
i’etrie, Sir Ghai’lcR. j 

Phili])ijon. Sir tk Hare, sun. ( 

‘ PhilhpBo, .Sir George. ! 

.Pickt’oi’d, Hon. Sir William, \ 

' Piugott, Sir Fra.«. Ta,vlor. j 
Pisott, Sir Payntou, M.v.O. 1 
Pigoti, Sir Tho'i. IHgby, o.n. i 
Pilkingtoii, Sir ilei). A. \ 
fblter, Sir John, 

Pinero, Sir Arthur Wing. i 
Pink. Sir Thomas. | 

Playfair, thr Pfd rick, e.i.n. | 
Plowden, Sir Hy. jMm'edylh. ; 

; ihummer. .Sir M alter R. i 
; IMland, Sir H. IltKlkin, r.o. ; 
j Pollard, Sir t-corgo Jierix'rt , i 

M.n. . . 

Pi'Wtdl, Sir Francis. 

Pow'er, .Sir .lames A. 

Pratul I'handru Chafcterji, i 
Sir, c.i.i:. 

Proudergast, Sir , Tames. 

‘Price .Sir iUfbert, M.r*. 
ITidviux', Sir Walter .S. 
'ITiuhtley, Sir William E. B., 

M.P. ■ ' ■ . 

Pruigle, Sir George.. 

Prodyat Kumar Ibigore, Sir. 
iPullav, Sir Robert, m.i*. 

Purvi.s, Sir Robert. 

I Pymj, Sir Thoa, Saltci*. c..s,r. 

1 Quick, Sir John. 
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Rarn8a.y, Sir William iVl., jd.d. 
Kamlall, Sir Henry E. 
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I Ra.son, lion. Sir Corutkwadfce 
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itarmu’, Sir T'ioH. ( 

Uf- hv>r^I, r':r 
3J4*’ni;'rf, Sar 
' K-n'h.‘I. S^riTiiiTV. 

}i( 'll, Hull, ^sir -Arthur Hay 
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Rfui. Sir Etiwiinl. 
iJuni, Sir 'ic.'st;!:, iWi^K 
Hciiii. Sh' Fluith 
Konuit.'k, ir>>n Sir A , M.ff. 
ifrynolfi--. Sir Ali'rfsi.iiiri. 

: Ehys. Sii* .llfihni. . , 

ih'ifji'll, Sir Allar- 

(iif'c, 

KiUd-'l!, Sir«f!iv.-.r. 

Hiilliy, iJroi. Sir 
. Sir n^rc;i. 

Sir ?ls". Rv-yrr. 

Ifoiiinw.'n, >:v .i'ts. 

. Ri»Un.'«.in, Sir J E/n. 
Rribui.snr-, S'r T’i>v. 

Rnlswin, Sir iit. i'ry. 

Rtfimun, Sii j:.> ..’.f.r. 

Sir (tL<ri"'-'r. 

lhn\ Sir rj>,w. Vrtii!U'. 

Ri«y Sir Tiit-rs'i-';, m,:*. 

R<^g»>r.'^, Sir 

Sir Roio.-ri If. 
Rujh*,ff..-!, .SSr F. h. 

liuUit., ‘‘ir M!>-”rc K;?.v•^ 
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CoL Sir f’’ , c.>.i. 
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('i>L Sir i'lt'iui'ut, 
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R.'Okor Sir AaiJidr, r.i:.s. 

.iohn.-MU. ! 

, Iti wil, .Sir u‘il fiti. 
Rtja.(t‘ll Sir .Jatnoa Ali-.v. 
IliiRsdl, Cns'.Siv W.Rri-,,.>n. 

, RutWfze, Ifou, S’sr Arthur. 

' Ryjuav, Sir Sy!>’>?. 

Siullw, <’'(>!, Sir S.iiiir-d 
Maiunrl. Sic Hun% S. 

Kfluitley, SiiMl!:ir3<’S. 

, Savjility fiuiiaawami, Sir, 

I r.t.K, ' 

Siiw^U’r, .Sir .i-.iat a, m ik 
• S«‘Hri'^inlrk. Sir t'h.-iii.s, 
Si’WtHii'l.i. Sir I i,‘ts ry. 

s.r Hy. it. Ri] •*a. 

Hrtuft, Sh’ 

Scutfc, Sir I’rniairun- 

. .Sjr Hi.i.TV n.tli, 

' Hrotf, .Sir .h'hs: Harl-'C. 

Uan, Sir Wr.i 
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Scott, tSir Robert T.. T.s.o. iSiitfcon, .Sir Abraham. 
Scovell, Sir Anprustus Oliiis. iSutioii, lion. Sir Henry. 
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Serjeaifit, Sir Wm., o.ii.ir). Sw'.aii, Sir Wibon. f.u.s. 
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i S.'.hnuper, Sir ..'.as. W., c.K, 


Sbiim!, Sic T. Thonshill. 
Sl'.aw, Sir Alexander W. 
She'!, lion. Sir Edwd. i\ 
sbeniiiird Sir Horiitio Hy. 
Siierfiiirn, Sir John, 
■^hililey, Sir \Viliiani. 


.per,! 

Tiioon, Sir Tlhurias My. 
:Ta.deiua, .Sir L.r.wenOf! 
Alma.-, O.M., 

T.agore, Sir Soarimlni 

Mohun, ( j.K. 

Tait, Sir Sirl bourne Mi'l’. 


Sinifison, Sir .Ali'X'mder R. Talbot, Sir IVilliani Hy, 
Sini|tson, Sir Uoo. bcm eTi, Tanner, Sir Henrv, i.s.o, 
Sinelair, Sir .bijjp. iTavrin.!', Sir (.'harb.^H .bis. 
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Smailinan, Sir Hy. Georyo. iTasclu.-vean, Sir Hevtri T. 
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Smitli, Sir Ce-'di Harcourt. Taylor, Sir Thoiiiati W. 

Sunih, Sir t'larcnoe. Tedder. Sir A rtbnr .b/nn. 

Smith, Sir Goorire John. .Tenniel, Sir .bdin. 
mnith. Cvni. Sir il. PyJii Thomas, Sir .Alfred, v.p, 

Tr* in’-. H.v, I liom.aa, Sir 

.Srirt h. Sir .Tames. Thomas, Sir 

Smith, Sir .him-,'. R. Thouia.i, Sir.iohn. 

‘‘mirli. Sir Siiialiitiin. Thonjv.sim, Sir Robert .T. 

■'Faith. Sir Suit’**. Tl'.o.mit-ii'O, ,'Jir William Jim 

.'^mith. Nir W.m. Alexaude’-’. .Thomson, Sir JoFenii John 
Smit'n, Sir Wm. James. : n.sc. 
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Adtlia-’das Damodar Thidt- 
! _a!'Fi. Sny 
A'oub-s, Sir G.ir.biri f’. 
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Wakefeld, Sir boas, i i'. 
AVaUmr. Sir Mdv, an! ! .■.‘■■•t. 
Walker, Li. -Cm. Sir hs^., 

AValbiiV, .Sir Artl.ur R. 
Walpole, Sir bha.rlos 
Walton, ITon. Sir Joar-„ .b. 
AVavd, Sir Willkon. e,-. 
M'.an-inyton. Hon. Sir'J'. i{. 
U'lderiovv, Sir 
Wafoey. Sir .lobn. 

Wat.son. .sir AVilllaai. 

Waft, .Sir Georye, i'.f.f. 
WeaTbej’bee, Sir ilei.er! h. 
Webb. .Sir A.'don. c.n.:e , li a. 
WebfT, .Sir Hen n sui, y,.:\ 
AVeedon, Sir Metny. 

Welbj-. Sir Geu. ikirh-, ... 
AA\s.-e]a, Sir Joliamtej . 
AVhite, Sir Aniold, 

A’-’hit(‘, Sir (leoi":.*, 

Wliite. Sir j-jy, .Art loir, i , r.o. 
White, Sir I uke. v.r. 
AVliitebead. Sir {.'luniks 
Wliitla, Sir AA’m., 'n.n. 
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.Snayire, His Sir Tie 
AViiiiam. 

Snowden, Ho!;. .Sir Arilmr. 
ftoloaiop, Sir AVm. Hy. 
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; >M.R. 

Soimdy. Sir Johi; Thos. 
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,S Fokes, Sir Peter. (ui s..n. 
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,Sfa: ley. Sir Riebavil. 
Steidi'-ni. .Sir Uimr.v. 
Steplieiis, Sir W itliain. 
Stejihennoii, Sir Wm. H. 
.stern. Sir SMv.ard. I>. 
.Stevens, Moll, Sir Juo. F. 
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Thrilh sir,(„h!i Edward. 
Tii.vime, .Sir Henry e.a. 
Tildeii, prof. .Sir Wm. .A:;;:., 
I n.f'C. 

Tree. Sir flei'bt. Reeriiohm. 
Trendell, Sir .Artbiir, » 
Treudyan, Sir Erne.'^t.i. 
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' e.H.ick 

Tii'-ken.Sir Hj. Whitaker. 
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Tndt."’.-, C'o/. .Sir Philip D. 
,Tuke, .Sir.Mio. b.atty. M.ro 
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Tweedy, .Sir John, r,!i.e,.<. 
'Ijler, Sir .John AVni., 
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Viiiidrey, .Sir Wm. 1 I> ory. 
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Hreu^. Sir Vs'sey, i Veiuon, Sir W. H.Yt-nahleH 

S'ltbei'l tnd, Iloa.sirtieo. 11. Vine, .sir .'Jomer«, c.M.'r. 


AVhiine.v, Sir IlenjM'oii,, 
AVliitney, Horn .sir Ian e« )' 
Wliitytker. Rt Hop. Si 

Tliojui,., p., ij, p. 

AVjii.tall, .sir W ilH.mi. 

W ’ikiii'o:), Sii' .s. 

W'illi Sir Edw.ai'.i ],. 
Wiih’.-'jn.'.-, Hon. S;.- H.i;';, \ 
AVilhr.r-m, Hf. !k,u. s;, 

Ibilaiul Akinihan. 

W ill'iinis, Sii’ T. .’lac h.'uit, 
AVilliam'Foii, Sir JmjH'v, e a. 
vYills, Et. Hun. Sir Alii'"d, 
Wilmf)t. IhYU'-A-Ain. ,Si. s, 
AI. Eardley-. 

AAh’l.'.m, .Sir ih'eFierieiv \V. 
AViiitei', Sii’P. Pratt, < ,.Ai.o. 
AU:.e, .Sir Lloyd. 

V, *o.Kt, .Sir K(hvard. 

AA'i«'id. Sir ilt my Tiium'.an. 
WotMlhuu&e, Sir.i'.i'^, Tl'Oe. 
AVo-i.!;.ouf*e, Sir Stowe.n. 
W'oodman, Sir tietn’t'e 
Wr-.i’y, .Sir Walter 'rh«K. 
AVi'iyiit. Sir Alnirotl! K , .m.p. 

W. vndhani, .Sir <’!t!irle<, 

Vo’.nn', Sir Mien, o.v.o., ? .n. 
V(-tmy, Sir.fit-s., 41],!, 

A'onnit, Col. Sir John Stmi h, 

c.Y.n. 

Vo.xiill, Sir J-dii. fL at'-’. M.r. 


I 


Coinmantifvsi nf tljc Boual Fiflonan ©rtici*- c.v.o. 

n.Yt'lJ -IVE <fK THf'I^E WHO irobb HldllMR Hf.STHvOTit 'N.S. 


Adbtr, n,' V. HorMi‘i''i), i*ji u. C!UPh«-"'-'H, 

AMrkh, Jo'a.-' ,ifi P fh-im. Jhinjibeil, 

Bft on, ll l.k'Mmild H:i„h Somnr-'et. 

Hikonem*, n.'on, {’’vrinKW'h, i" f.-btJ. Hon. 

Bany, MaJ.-C j. John Pord. ‘ CL’ino'nt G(,’ori^o, d.f.o. 

Efirclay, t'o.k Hotir. .Miiert. Goi'il, fVJ, r,ord WiPiam. 

< iinin*5, H>!. Kvor.irti. nerk, John, 

' Jlarkir, 4,1 h trios st lie;?ev, .Cudriugltm, .lAo'.-GTo. Alfred 


, r.jB.rw), 

Rayly, LA •{,•-.) ho. i.' cH-;. 
ifeimn, Ariliur t'hijvtnplM r, 

I fierMfonI, ftord Abovos. 

ikjHmtnh If.. Gt.’.til K 

o.u.{in). 

Hiuj^Uiun Cu! {i.i’p (kvil J,dwar»i, 
Eianctudi, Nto’ol.t Gre.’h-, 


wartl.' r.ii. ’iif). 

I'FFkt', fob Kdw.trtl Bei’csioid. 
t'oUiilo, Iii’fir- .hlni, iloii. .s 
Godl Jame.s, e.n.Hid, 
rookc, Jhij.-tti It. Tiioiuas Arthur 


a. Jjio. ihtshu'k Hl’mk, Alervuuder Ifeudei’soti. 

AValter Houylas Onckwin-th, Ih.v. Otimm 
Hrskine, Hourv lijivid. 
livipert Kvaios, i-’i-utleriek, e,-.!,o. 

KirquhiU’, h’.-.Hoo.. Artluij’ Almrrav. i 
Miiiii.s, I'if'f'-A'Ln. 1 r.ink. ‘ I 

, 1 - loteher, Lt. -Col. ileiiry Artliur. | 
1 - r^lndyer, J'o/. fleiiry. i 

h't a'Lo.scuc, ^'dpt. IFoii. Seyniour ■ 


Galjrltd, ,Ediiiuiu-i A^iviuu, 

o'-. ,vT -At-w A,,^odfray/t:w. JdhnAAhn,;^ / 

Cumper, / 0!. nich<’rd Jodm.a. Gur Ion. Col. Gef.i’go (b ai , <. 

t (Fruvim, Ahetor George Seymour. Cre'.illo, lloi!. Sidho\ Ilohf, - i.q 
: , ' ■ " ' V ■ A ■ o- A- ■ . ■ : hT»n.i’'jG:UX,TJeorgte.A,ij.gii.st(i.s.; ■ , • ■ ■ 0.1 Grier, son, , Alaj.-Gfpi . : 'Ai'o'm 

End*a- 3 'A»n, Mtij.-io'rt. Joiin i'.Amer, i-uartney, Edward fJenrv. 1 cried' e » Go) r m o 

, -1 , /■’'WiUG Col. lUnnj Vivian, c.iM^'l/Gn'orne, r/r- -jd?/;. RolFt. J.oomii'd. 

n'lon. i , , tLdg, jjm, Arthur HahVnr. . .t,.,;: 


Rrttf¥lW(K«l, Arthur. 

, JRrocklrtmwt, ‘ ‘ 


' ViA M ^ ' 'tVesswell, l'Va.s. A., v.p. ' Halh /hv-f A FG^’raud i 

rFjcklelmr,st. jjoJ.-foft. John Dalton, ilev, Lkinor. John N., h.mm. Hall, 1 Jdw. Com l-vldcr y/m'- 
1 widen, ^ Dawsoijy /-h’.-GVa, Harry Tx, o,H.{at). ' IJ.il', /jVfv;'...l do? ilerhort f 'oAd' 

' Bark©, Himry i i.iun J.wscm, .lAG.-G ??, Vesey .Mm. vu’wAi Kin-- I'niio] h i)- - v ’ 

t^mptolh flairinston ) Kninay, Charles Adi-ian iTo.si»ei’. Haliett; Cob JasAtVjl Iha ! 

J Ihilkeky Dotigla-. , .n.|?a). Des&orough, John, *■.».(???). . o.K.(Fa), ‘ . ; 


CotinnaiKkn^^ C.V, 0 , — Compmions of the Onlem, 


ns 


ll.-A‘hii. Fredk. ToVt'ol’. 
ihi'aiitnii, .\f ,{}.•< ,'■■1-. Unhurt T. W., 

i!!tri‘i;i*d, rre.If.'rir. DiiriiVw. 

u fW. t'h-iF'es i'khvd 
}i( lik, II (']j.\rlc' Krnr'.,t. 

iijij !rie. JF'ji. J"hn S. 

n-l-'.'ijrt.' f'„/. nir.n.yi. 

Ciur.Wi Fivd.k. All’. J. 
Heur/ ‘Vino iiL, 

! !J.‘> 'o’. * ’>< Ai’i Isay, (m.;;. 

Ck!i!-los. 

F.suit' Wiiliiira, ‘.wr.*;. 
lind-iiias.'.n, Ch;' 1. J. de- 

r.M.G.j, K.S. 

I'Ui.-i, /.w. Tii-'ii.iis. 

.ri'.ukv;, Win. ])‘-ds*s.tu, 

d-.'ii’ivy.s, A ‘‘Hi. Sdiiiurtil !'V(.-di-S'k:k. 

.iitij*,*.-,' llidi.'H aid. 

JoAn Ju.ijj'h Oa.si-.air, 

-Ka , 'layli, HiVif.-ir k. Uii-is T. 

Kopifd, RMr-Adrii. Caltii R!i.']i.ar<.l, 

IJ.S.O. 

KiLsun, ii. (A'l'iild Ch:is., c.m.*;. 

La'.'ibart, Gn miivus t'rauci.' 

Vkilliaui. 

Ida rriu'.an.daye, Ck'aiicrit.u.::. 

Lnyo, MnJ.‘‘<Jrn. Iloury, 

(y>l. Jlftn, TiAnry Csuu'les:. 
LisLer, ITou. RcgiuaU. 

Loc-kwood, U.-VoL lit. ilon, A imdi’.is 
R ujhard STark, m. r, 

it, Fi'rlo:, r.i5.(af)" 


iMaoLeod, Vke-Adiii. Angm, 

' 'Mii'-Mon, (kipf, Charlcis Edward, r.n, 
'Miihail'y, Rev. .Tahii Pentlaud, d.i>. 

I Alaxse, (M, Frde. Ivoi* c.B.rw), d.s.o. 
j Mimtagu, Lord Cliaa.Wra. AiigvastuB. 

1 Moutgoniery, Mi^or-Gen. Bobort 
{ Arthm*, c,B.{(d. 

i Ai core, Com i.'i >dt>rt'ArcM. G. H. W., 

i ' A. 0.0., !;,.N. 

I Aiorgan, John Bammond. 

' ?JoiTis, Charles Artluii*. 
iidurray, Hr.-Gcn., Ai'chibald James, 
I o.n.(>»), fi.s.o, 

' Barmy, M:tJ. Malcolm Doiiald., 
j Mathor, Maurice. 
iNiblett, Vice-Adm, Harry Seawell 
! Fratil:.' 

iO’iiuirne, Hugh J., (:.B.{o). 
; 0 'Caliagliaa, Vice Adn'i. Michael 
' i’clharn, c.b.|.'H). 

'Otter, (M. Wiiliam TJilloii, c.i5.(vw). 
i reiie, R.ev. Arthiir L, B. 

' i'ontou, Ool. Arthur F., r.a. 

I Pulluck. Rev. Bertram, j>.». 
j ponsonby, Frederick Ed- 

ward Gray, o.b.(!;}. 

!PnpO, Joseph, C.M.G., I.S.O. 

: Pwadcliffe, (M. Ghas. Deimd-, c.h.o, 

I Ree.s, John Davie, c.i.k., w.r. 
j llew.se, Col Hem'y Whistler Smith-, 
I . U.K. 

, Rimrdo, Ool Francis Cecil 
i Ricardo, Chi. Horace. 

, E-l<.ibinson, Oiev-Adm. Chazie.s Grey. 


I Rtuziil ly, Ool Fdk, Wm. ,c. n. {?>t. ),». s. o. 

'■ Rose, Edward. 

Rothschild, Alfred Charles. 

I Rothschild, Leopold. 

' Russell, Hon. Theo 0 . W. V. 
iSalis, Count do, o.M.o. 

!Saridar.s, Kt. Hou. -John Satterfield. 
'Sassoon, Arthur Abraham David, 
j Savage, (-hi Coorge Robert Rollo. 
j Scoboll, 3 ir aj.-Crtiii , Hcnty d enner,c. n. 

I Scott, Mitj.-Oiin. Douglas Alexr., 

' n.s.o. 

UScott, Oo})t. Robert Falcon, n.x. 
i Stonor, Hou. Henry Julian. 
iSheppm’d, Rev. Canon Eilgar, ».n. 

. Smirii, Rt. Rev. Bishop John Tayloit 
iStaepolo, CV. John, ce^r.o., a.s.c. 
j Sturdoe, Ika r- A d. Jr'rcdorick Charles 
D(>veton, c.ai.g. 

iTou'cr, Reginald Thomas. [»..s.o, 
■Trench, Col Frederic John Arthui", 
iTurgeciu, Hon. Adclavd, c.m.o. 
Vetch, JInJ.‘(jcn. \'S’'i]li'.ini Francis, 
t Walker, Byron Edmund, 

Waller, (.hi. Stanier. 

(Ward, Hon. John Hubert. 
iWardrop, Col Douglas. 

I Waters, Jirki.-Gon. Wallscourt Hely 
j Hutchinson, k.a. 

Weldon, William Henry. 

'Windham, R oi'-Adm.. Charlos. 
Woods, ImprAJon. Herirj'' Charles, 

f C.B,{C.), M.D., R.N. 

Yorice, Hon. Alexander Gi-aatliam. 


Cronipani'on:^ of tr)c banous ©v’detgi of Ixiugljifjooti. 

EX'. LIMVK OF srOH Co.MPANIONis AS HOLD HIGHER DlSTINCTIOXS, r/.A 
NoTE.—ComFaiiioij.s tjf tl.o Di.sti!igiiis!ifcd Service Order, H.S.O., and of the Imperial Service 
Order, I.S.O.. uiil he foiuid in separate lists. For explanation of contractions see p 251. 

Ah idle, Ahfj.-Chn. IliMiry H., i ,h. (///). .Vltham, 7 > -G.Kd\vd..V..'-.H.(wt),c.M.o. Arm.Jrong, Thomas, c,b.(c), 

. CA, [ Arrnytage, Percy, M.v.c,(5th), 

j Ashbourne,, Lionel F., m.v.o; 
(4th), n.s.o. 

Ashby, Ool. George A., c, n.(m). 

Ashe, Rear-Adm, E. Percy, m.v.,o. 
{4th). 

Ashuto.sh Mukharji, c.s.i. 

I Askwith, George Rankin, c.a.^t!}, is..€. 


.Abbas, Kuli Khan, c.u 
.ti.'iKftt, Col rjenry .V., c.h 
A hdulJubbar, Monlvi Khitu Boh; 
dar, o.j.E. ' 

Abdul (Jaiyiim Khan, Kiou Bah- 
duv Snhiuzada, c.i.i . 

A>)!-:'ham, Lhniei, (■.•'..(c). 

.Xcheson, Ir. Hon. Fitiick C. G. ( 

M.V.O.fsth), H.N. 

Acutt, Enust L,, c.M.t., 

A I worth, Harry A., <.i.i.. 

.Vdtuis, Ru'oert B. 

Vd'. 


‘ .Alton, Pjiimr.-lfi-Ch, Franci.s 
I C.B.(ni), 

• i A rneer All, Syud, c.i.e. 

J Amcor Has.seiu, Syud, c.i.r.. 

.Vnand Shriniau, Rao Gaokwar, 

1 C.l.K. 

I .Andorson, JD'/.-Go?. C. A., c!.K.{//ij. 
.Vnder.son, Graham, c.i.k. 


I Anderson, Gtui. Harrv Cortlandt, 
i c.r.(ot). 

! .Anderson, Henry A., c.s.i. 
Anderson, .Tolm, c.i.k. 

^ U j Anderson, Robert, c.M.o. 

A'liSiW, Col Henry E. F. Goul<l-,i Anderson, Wni. M. A., M.v.o,(4th). 

- -- ■ i Angus, Col William M., c.K.pt). 

Anson, Capt. Chas. E., M.v.o.{4th), 


, •M.l.. 


R.K. 


.Vitanison, If -Col Chas, II. i 
A-lrlai;, Alfrcl D., 

\dve, C(P. John, e.B.(od. 

.Adye, <hl Walter, e.n. {iii}. 

.igiiH’jby, Col Arthur S. . 

.\guew, Afo}. Qiitiidin (i. K. 

.M.v.o.(4bh)., o.s.n. 

Abigyr, Arthur C., m.v.o. (4th). 

AllooverLli, .John, e.M.o. 

Airey, Col ilenry P., 

Avi*‘.Ui«uri, O'lH. C. T( rrington 
C.K.ilH). 

\Rkeu, Col Wir.iaiu, 
deioou, Maj.-fhu. Edv. hi .X, H. 

1 .n.i/o). 

Alc.s'nider, MtiJ. Dudley H. 

.Vii Kieii!, As;U' S!U’dar,"e.i.i . 

Alip iia, JagirdiU* of, c.^.i. 

Al'ai'iiyoe, lion. William G., t.M.f.. 

.M'-i.'oh, Moj.-(Ln. Rieh.ard B.anna- 
tine-, c.B. (m). 

Alien,, CjI Alfred j. Vv'., , 

A]\.;r., MaJ.-(h’n. Ha’idi : Arbuthnott, John 0 . 

-Vileuhy, Ool Edmund II, H.,; Archdale, / 3 j*.-GV?e. Hugh 
» .h. On). i .Archer, Ll-Col Chaides, c.i'e. 

Allcuhy, C'lpf. Rugd. A., M.v.o.{4th). Archer, William J., c.m.o. 
A'hnah, R'inert, c . 1 Ardrou, John, e.R.jc). 

Aliweod, James, c.m,*. lArmbrister, Wm. Edwd,, c.Mm. 


Astern, Ool. George G., c.B.fia), 
Aston, AVilliam G., c.m.o. 

A therton, 0 1 . Thoma.s J. , c, »,(?»). 
Atkinson, Brig.-Qen. Frtmeis G., 
c. «.(?»). 

Atkinson, Jno. NathanicL e. a. I, 
Atthill, C«pl Anthony W M., 

M.v.o. {4 th). 

A n)d, Robert, c.B.{c). 

Vnsou, Oitpf. Hon. GeO., M.v.i>.(4th). Austin, dlnj. Herkt, H,, o.M.e., n.s.o. 
.Anstico, Col Robert IT., c.a.(o). I Avis, Juhn, M.v.o.{5th). 

Anstruther, Artli. Welloslov, r.H.fc), I Ayer.s, TCtiy.-Oomm. Robert B., 
.Vustmthcr, Col Charles F. St. C, m.v.o. ( 4thl. 

M.v.o,(4th), u.h.o. I Aylmer, Co\ Edmund K. G.,e.B.fm). 

-Ansi ruther, t'apl Pmbert II,, c.m.g. { .Avlniev, ilfoi-Gca. Fenton JoW, 


r.n.ini). Tit, 

Aziz-iid-Din, Alunshi, c.i.k,, m.v.o. 


.Xntil!, Col. .John M., c.n.(/y<)- 
Antrobus, Regimdd L., c.h.(c). 

Apear Alex. Apear, r.s.i, 

.Aplin, AJdJ. John Geo. O., c.m.o. 

Vppelbe, Col Edward B., <'.h.(w}. 

Api»erley, NewLou W., M.v.o.t4Xh). , 

Appleyard, AJo/.-CV.'.'. Frederick E., 'Babington, J^loJ.-Gnu J. 

c.it.{m). { o.K. (in), C.M.O. 

Apps, Ewt.-Conim. VAhlUaxn II,,! Gabtie, Col William, c.m.g,, 
M.v.o,(4th), ii-.s. j Backhouse, Ool Julius B.. c.B.(n/). 

.rbuthnot. Alol-Geii. Hv. Thos.. ; Hadan Sins'h. Sardar. c.s.i. 
tKn.(w). 

Arbuthruit, Oapf. John Bernard. 

M.v.o.(sth). 


, {4 th). 

, Azopardi, J. Frendo, m.v.o. (sth). 
:A/()]nrdi, Ahneenzo Frendo, c.m.ci. 
'P.abingtun, .htn". Dav. MelviUe, c.i.k. 

'■ * Melvilie,,; 


I Arbuthnot, AlciJ.-Geii., Hy. Thos.,, Hadan Siugh, Sardar, c.s.i. 

' Badcock, Jasper Capper, c.B,{c|. 
Baggo, Stephen Salisbury, c,m.g.' 


t# LlUit U.) ACKliXiaUVkL y ^ 

Baguold, Col. Arthur II\\, c.B.{m). 
I., c.i.k. Bagot, Col Charles H., c.b.(/«). 

H-Ugh J., Bagwell, Lf. John, M.v.(>.(stn). 


Bah Tvu, Maung, c.r.i!. 

Bahmanji .Tamasji Dastiir, c.i.e. 
Bahrain Khan, Nawab, r.i.w, 
Bailey, Rowland, M.v.o.fsth), i.s.o. 


AYH {taker's almanack, 1910, 


('ompifiiions of the Orders of KiUfiJitlwod. 


..•y, lit. Uilliiun R, , Bu-U, Williaui* 

.(i.’llit*, ? Juiiioii K. li.i BeH, Xicliulasi J). ijoii 


Boiitsiin-, .M.K. 


loLiiuy, 0 (jif. yVm. O., {4th|, 


, (4tu|. 

j ?•')'(,'< it rick r.n.(c). 

BwnI, J, Lavuviicc, c.m.o. 

^ f 'o’, (icoff^u, 

liakhiii KliohctTi 

' Sitklock, O'l’. R iloitiii’s, t’.u. (('). 
k’o/. Sl.iiil'orfi, 

I'hi)!, Thoiu;*'., 

ISiiianrf, t'h.u’lcn A., m. v,o.f4t3lij. 

Iriilar-i, Hciir , c.M.t.. 

^ J'ialruakuial Bas, Ikio naliutiiir 

; ^2un^hi, Div^'iU) Bahadur, c.kk. 

IkUidjcr, K., 

iianiicld, f i>!. Boos J. R, r.is./w/. licrkeloy, Eruchl J. R, {•.>).('•). 
Bankart, ^ n (•(->'«/ r/. vArthiirii.,ii.N., Jicrkcier, J. ra\;-u i 3 t 

! Denial, Vrcdoric, .'.M.ti. ' " 

: Bwiiiurmaa, Ji<y. A. D’A. Gurcloii, IkTuard, Lf.-ro,'. Ede;;!.!' E.. r 


Dell, Lt.-Vol. Arthur L. Lyiuicu-, > Bu]p,hj, Lucion, c.r.i: 

c.-M.c;. ' '• ’ 

, lieliains. Hajiiorid Ti'A.. M.v.u.fdth!. 
j Bona, Mti}. llobert E., .'.i.!:, 

I Boaaett, C'ourteiiay W., c.f.f. 

; BoiJiiett, Jiiiims 

i M. C., i!.v.o,(4thl 
■Bciiaetl, 'J’httjuafi. c.r.r. 
j Bennett, Willian! Jlart, 

' Bchmou, -//(,//.. Frederick 'A'ln.. 

i Benton, Jolin, e.t.i-:. 

BeroHiOnl, J. .Stuart, 


Bi'i', t 'o/. Jatnerf Hy., 
ikin’adniic, tW. (Jn^. Win., 
l!olTo;t, Uul'J/u. L\, r. !:.(<■) 

F.orlli'.vick, r/.-f 'o/.AJck., M.v..e(4Ui). 
HorLun, tW. Cliurie.'! E., c.::.!',/.'). 
iJiii Unnley, Lf.-C^ti. lieriu.rt, 1 
I'^oujriiey, Col. Goo. K. Gttiev, < .s. 1. 
Goiuke. Geo/ Deusie 

< .B.IZ/t). 

Boiiriitj, Alfred Gil.-.b.'!, e.i.i:., i.r.s 
iioimio, [J. Alan G. B., .u.v’.u.’ual 

Bourne, J'Vederiok S. A., 

Bourne, H. t’lai'enee, e.M.i;. 
BotiNhekl, Li.-L'ot. liy. liicliing. 


n;. 



. FUrkor,3;r/ .-^oo.Joiui.R vS., r.ij{!n;. Bhaa iaini, i'andit liai Bahridur 
. Barker, Bayntr G., e. I. n, ; c.f.k. 


Barker, Jj.-i'oK Wni. Frank, 
Barlow, (:„l. J.din, :\i.v.o. (4th). 
B{iriie.s, Geoi'oe. S., <• »'• 00 
Rirnardistuii 


Bliairon Singh, Jlaliaral, f..s.i. 
Bliinga, Haiti of, c.s.j. 

, , . iJiehu. Singh, Thakur. r.i.K. 

Um. Aatnariiul Bickford, Andrew K. . i,.„. 
M.v.o,(4th) Biduulph Thob. Jl. Stiliingllee!.. 

JiarneS, J. R E\elyn, e.i.K. 

Bidie, Stnvn-* din tie. age, c.r.i;. 

„ ; -Bigge, Lewis .1. S., e.H.h'i. 

Barrett, t'ca. L«a. A. AloulUai-, e.ji.t.. ' Bigge, JluJ.-Cni. T. .'leu. ell, c. 

Bigham, t'upf. V. Glive, r:.:,!.*,."' 
Bingley, Alfred H., e.i.r. 

Binning, Lr.-Col. Jt.iscph, r.i, 


I’.vies, Maj.-Uui. Freak, 
r. ■••.G.if). 

(>y. JleniT, e.H.f/ai. 

• vdi.g, l‘a;hn.-l,i-Vk. The.s. 11., 
■ n.iod, K.N. 

ni'i'ing, Ciia.'j, Calvc-rt, (mm;. 

, r.rina, Edgar A., e.n.Ej. 

I oau-iiig, ( o'. Fredk. T.F. S., ...n.d/,) 
.ownng, Lewiu B., , ..s.i. 

^Gilter, \!.Y.o.(4th). 


•yd, Gliitrle,^ W., 

Boyd, Fr.in.;is D., , 

Boyd, CoJ, Ale.'iander, r.B.(/a). 
iioyd, <’oi, CUas, A, I'lodifort-, e 


i '■•M.:., '.n. Ikc.es, Maj.-Ovu. John 'vLv'ndd'" 

c '"“'ao Boj Fun- Boyie, Alexandui Go.o'ge, e.M.ln ' 

T>ilVV ’ 1 . Boyle, Cayt. lion. Algernon j) p 


I'Joyle, i'ttpt. Jan-eS. M.i .a.('4t]ii. 

Boyk-, Citi Lionel o’. U,. iu'.v.o.hitlil. 
Boyie, lion, ilubei't li, 

^ M.''.o,i4th), K..\. 

Braek. nb.u-y, AOm. John WilUaiti. 

< .r'.{/a), t .M.u. ‘ i 

iJrackeiibury, Go/. Tdaule G.. ('..k.!. • 


B-u'iteh <J,ii)i,ud, e.r, .{/(/). 

Baruhani, Ileiirv 1)., e,M.«. 

, Barrett, l\)L Efl' A. Moult-jii-, 
j BaiTingtuu, Gh.ar!o.s G., c.n.{6‘!. 
s Ban-ow, Oscar Theutiore, 
f BiU'tt'.n, Fr.'u.cR 11,, r.M.n. 
f Bare, Vol 'JFos. Eiwuod L., o.i 
Bath, F.iVh-Uohnn. Gcei-g*. 

; »i.v.o.{4thl. 

I Bats'Ui, OjI. Herbert, c.H.liii). . Bircb, Erne.st W., . . 

; Bait, ,( 'apt. Hegd. (A)<sley,.y.v.o.f4j.l(|. Birdicnouub, .iohn He. , m t; 

, Bitfieii, Col. ,|.,hn Mount, e.i>..(.'). Bird, j/o/ Holvert, ...nr,. 

\ ixittiiU, AIo\. fid. Sfaiib'v akv,*) 

1 M.v.o.t4th). Birdw-.Mid, Cul. Will. H. • v ' u 

; Banchop, /.r, -Go/. Arthur, r..M.u, vne ^ , ...i.., a. 

1 BfiyK-y, Cllnude*. B. M V.n.i4f.h). B.rkbcck, Lol. Wni. Henir, e.n, 

1 Bayly, A. Miu. Lauibart, 

i s:.n. {m}, c.s.i., n.-Vi.e. 

I Riyly, €ol, ZacRuT S., t'.M.u. 

I Bayne, t'ha!■Ie.^ <»., 

I Bityncs, Jose]ih, e.M.n. 

! Bearcroft, Out. Kdwju-.i IL, 

I Bearcroft, Hear. ■ Ad m. John E. 

' M.V.O.iVdl). 

i Bciird, Sup}, Frederick, !i3.v.o.(t;th(. 

; Bnat.sou, Co', riiat H.r., 
i Bcat^ou, CoL Finlav C., 
i Bcatly» i'upf. ihidd, :4.\. 0,(410; 

! 1) VO., I.-.N. 

Beatty, n.islitf M., e.wu. 

' Beau, haiiip, Gy, HyrucuG. I’rjcLov 

< 

Beaver, JJ. liy A., M.Y.o.(«-{hi, k.n 
B eck, Cnl. G, j lari op, r. n.pal. 

Bed:, Frank 11., ’«.\,o,(4t}tl. ' 

Hevk.ttt, / Giiarles E., 

' 

’ R*w, U .<M I;':!",®'''.::''''-.''-.... Tiu-„.),y 

, Be^bjy, 



Blair, Col. Fi'oderkk G,, e.si.f,-//). 

; Blake, Go/. Arthur .M., e.fi.fd. 

' Blake, Heiu-y C., .M.e.o.fsth). 
/Htake, Go/. M-uirice C. ,1., c.n.fd. 
Bi.akeney, G, Aitaviliu, m.\ . 0. '41,11). 
I Blakeway, .VnJ. Denvh Brooke, c.i 
i Bleuiierhassett, ( 'iff, B. " 

, gonierie, 


f-, 


^ Frederick, e.a.fjw). 

Brad.sliaw, M.-ik/i. .Laurence J. 

e.n,(>„). _ 

Brake, Liiuir.-Cuf. Herbert E. 

iir.Mud, G.»/k, lien, Hubert G ! 
.. M.v.u(4th), li.v. ’ ; 

..'Jonr- iSrunder, Go/. Hiu-bei't li., . .i4.(„d. 

t,.S«no'.-GV/t.i\rtluu'M.,i .1.1:. ' 
{4th). : 






. o/e. j.7una,r.n.(//nr e.is.|//v) ’ 

I M; UM . K&vV t T ivowmlf^l’ . . ' Kdwar,l J.ewL, , ■„ ,, 


firoadbeiiL, Co(. join. E., c.js (an 
Brojuifoot, Go/. Ardnbald, c.V;.i/o) 
hrojidvvood, 3}aj.-i,cn. Itube*/ G 
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Brooke, C'ol. Lionel G., c.B.{Jrt). 
Brooks, James Henry, c.u. (o). 

Brown, Ciiarles, c.i.k. 

Brown, CM. Frederick J., c.bJwi). 
Brown, Jno. Alva, c.s.i. 

Brown, Brig.-Surn. Tiios. E.Biu’ton-, 

e.i.E. 

Brown, Monta.gu Yeats-, c.m.q. 
Brownie, Charles M., c.M.G. 

Browne, iliaj.-Cen. George F., c.uj'm), 

n.s.o. 

Browne, Gen. lly. liaiph., c.h.{tri). 
Browmo, Col. Percival J., c.n.()n)- 
BroTOe, Lh-CoL Reginald S., c.njw). 
Browne, Col. Samuel H., c.nn. 
BroWme, Maj.-Gen. Swinton J., 
c.B.(?n). 

Browne, 8urg-’Ctn. Wxri. Riclid. ,0.1.1:. 
Browning, C'apL Montagu E., 
M.V.O,(4th), R.N. 

Bi'Owning,i^h-6'(//. vYiuthroppB.,r.T.E. 
Brownlow, Col. Celadon C., e.u.(/n). 
Brownlow, Mu f -Gen. Win. Ve.>ey, 

Bruce, Col. Andrew McC., c.B.(/n). 
Bruce, 11 on. Chtas. G. , u. v. o. (4t]i ). 

Bruce, Col. Edward, c.B.i'flJ). 

Bruce, Henry Ja.s., m.v.o. (4th}. 
Bruce, Richard I., c.r.E. 

Bruce, Robert, c.b. (c). 

Bruce, Hon. Wm. Napier, c.B.(e). 
Briill, Ignat!!, c.ji.g. 

Bninyate, Wm. Edwin, c.m.g. 

Bryan, Maj. Herbert, c.m.g, 

Bryant, Francis M., M.y.o.(4th}. 
Buchanan, Lt.-Cot. Kenneth J., 
c.B.{ra). 

Buckland, Charles E., c.i.u. 

Buckley, Robert B..,<:!.vS.r. 

Budd, Alfred, :M.v.o.(4tli). 

Eudwortli, MaJ. C. E. Dutton, 
M.V.0.(4th). 

Biilkeley, Col. Ciiarles R., c'.h.(<:). 

S Bulkoley, Ciapt. Tliomas H. R., m.v.o, 

I Hth). 

1 Btiller, Lt.-CoL lion. Henry Yarde*, 

I M.V.O.( 4 tli). 

Buller, Cant, Hon. JTno, R. L. Yarde-, 

1 M,V. 0 ,( 4 th). 

I Buller, Ralph B., Hughes-, c.i.e. 

I Bullock, ITrederick S',, c.i.r,. 

! Bullock, Maj.-Gm.Uoo. SL, o.n.im). 

! Bulwer, Ool. W. E. G. Lytton, c,b.(c). 
j Bun Behari Kapur, c.s.i. 

: Bunb'ury, .Maf-Gen, Herbert N„ 

! ( 3 .B.('Wl), 

I Burdon, Maj. John A., c.si.o. 
j Burgess, James, c.i.r.. 
i Burnaby, Maj.-Gr.n. Eustace E., 

i C.B.(7rt). 

I Burney, Col. Herbert If., c.!i.(/a,). 

■ Burr, Bi'ar-Adrn. J. Leslie, c.ji.g., 
i M.v.o. (4th). 

! Barrows, Col. E. Augustine, ■ 

I Burt, Hciu\y P;.ir.sall, 

‘ Burton, Br.-ti'ou. Benjamin, c.n.(//0- 
Bush, ,i. Paul, u.M.o. 

Bush, R.-.ldvi. I'aul Y'., n.v.o.(4Lh). 
Bushe, Col. Thoma.s F., c.m.c. 
Busieed, Brig.-Gcii. Henry E., 
Bustiru, if/. -(/.Philip T., e.iu.(-'n), n.s.u, 

' Buta Singh, Rai Bahadur, c.i.k. 
Butcher, Faijnir. Reginald, m.v.o 
(.R h), U.K. 

Butcher, Lt.-Ool. Arthur E. A., 
M.v,o.(4th), n.s.o. 

Butcher, Cul. George J., c.n. {m}, 

' C.M.G. 

Butler, Matthew Joseph, o.ji.u, 
BuCer, Montagu .S. D., c.i.k. 

Butlex% Richard J.. c.n.(c). 

Bidlci*, Spencer H.,c.s.i., c.i.k. 
Butler, Capt. Tlmmas TX, m v.(>.(4tli). 
Butter, Capt. Archibald E., c.m'.g. 
Buxton, Capt. Lionel G., .M.v.o.(4th). 
Buyers, John Y"”., c.i.k. 

Byrne, Col, Henry, e.n.(c). 


Byrne, Wm. Patrick, c.b.(c). 

Byng, 3Iaj.'Gen. Flon. Julian H. G., 
C.1J. (m), ji.T.o. (4th). 

BjTon, Lt. -Col. John J., c.m.g. 
Gaborne, Comm. W'arron F., c.b.(6'), 

K,N.IS.. 

Caecia, Antonio M. F., M.v.o.{sth). 
Gadell, Alan, c.a.i. 

Cadell, Col. Thos., c.B-fwi), 

Gadogan, Ck/ph Hon. William G. S., 
M.v.o. (4th). 

Caldecott, M.-Oen. Fras. J., c,B.{m). 
Caiica Dass Butt, Rai Bahadur, c.i.k. 
Galley, Col. Thomas G. P., c.B.{/n), 

M.V.O.(4th). 

CallweU, CoL Chas. Edwd., c.«.(»d. 
Galthorpe,CapG Somerset A . Gough-, 
M.v.o. (4th), R.N. 

Calveidey, Joseph E. Q., c.m.< 3. 
Cameron, Lt.-Coi. Hon. Cyril St, C., 

I c,n.(w). 

Cameron, M.-Oen. Donald R., c.m.g. 
Craneron, Edward J., c.iw.o. 

Cameron, Com. John Ewen, m.v.o. 
(4th), U.N. 

Cameron, Maj, Blaurice A., c,ii.g. 
Cameron, Wm. LocMoI S. L,, c.s.i. 
Campbell, Capt. Alexj'., c.i.k., i>.».o. 
Campbell, Co!. Aylmer Mci.,c,B.( 7 n)- 
j Campbell, Lt.-Col. Charles F., c.i.e. 
'Campbell, Charles Y*m., c.m.g. 
Campbell, Col. Frederick, c.b.((J). 
Camj)bell, Capt. Hector, M.v.o.{4tli}. 
Campbell, Capt. 11 . Flervey, 

M.V.O.(4th), H.N. 

; Campbell, B.-Adm. K. J. Fletchciv 
i c.b.Dm). 

i Campoell, Jno. Stratheden; c.i.e. 
i Campbell, Maj.-Gmi. Lorn li. H. B., 

! c.n.fm}. 

I Campbell, J/a./. Male. S.Clerke, c.i.k. 
'Campbell, Lt.-Col. Roht. N., c.i.k., 

I.M.S. 

Campbell, Gen. Y^illiain, c. b.(w). 
Ciuniibell, Maj. Yhu. MacLaren, 
M.v.o.(4th). 

Campbell, Maj.-Gen. Y"in, Pitcairn, 

0.15.(»l). 

Camxiion, Col. Y"!!!. Henry, c.b.(?*). 
Cappel, Edward L., c.i.k. * 

Capper, Col. John E., c.B.{»i). 
Carain, James J„ o.n.(c). 

Carey, Bertram S., c.i.e. 

Carey, Ool. Carteret W., M.v.o.(4th). 
Cargill, Featherston, c.m.g. 

Cai’leis, Wm. Rlduivd, c.m.g. 

Carlyle, Robert W., c.i.e. 

Carnac, Col. John Hv. Rivett-, c.i.k. 
Canidutf, Herbert Y. C., cm.k. 
Carnegie, Hon. Lancelot !>., 

M.V.O.(4tll). 

Curow, F'erdinand, M.v.o.(5t.h). 

C!aiT, Gol. Edward E., c.n.pn). 

;Uo/. Robert G. T. ’ 


Carr, Maj. Robert G. T. Baker-, 
M.v.o. ' 4 th). 

iOaiTiitliers, Lt.-Col, Robert A., 
1 c.n.(W). 

iC.arI.er, xUfred Bonham-, c.n.fc). 
j Carter, Col. Charles H. P., c.m,o. 

I Carter, Ool. Duncan C., c.b.(w), 

I Carter, Edgar Bonham-, c.m.g. 

I Carter, Maj. Evan E., o.m.u., 

i M.V.O.(4th). 

; Carter, J-Jr.-Geu. Francis C., 

! Carter, Lt.-Col. Gordon, M.v.o.^thj. 
iCarter, Colonel VLarry M., c,n.{?«). 
iCartcr, James Yhn., M.v.o,(sth}, 
Cartwright, Z/J.-Coh Robert^ c.m.g. 
i Cartwright, Wm. Chauncy, c.m.g. 
Casement, Roger, c.m.g. 

Casey, Hon. James J., c.jam. 

Ca.stle, Qh.-lnsp.-Maoh. Yullxam, 

c.B.(w), a.N. 

Cave, Ba.sil S., c.b.(c). 

; Cave, Ad-m. John H., c.B.(m). 

‘Cave, CoC Thomas S., c.B.(c). 
Cave-Browixe-Cavo, Tnos., e.B.{c). 


Cavendish, Lt.-Col. Alfred E. J., 

C.M.G. 

Cfxvendish, Hon. \Yilliam IMvvju-d, 
M.v.o.Gtb). 

Chads, Maj.-Gm. Win. JohiLc:.i5.{m).> 
j Chadwick, 0 .sbert, c.m.g. 
jChaitie, Lt.-Col. Wiliiain, m;.v, 0.(41.11). 
Clialmer, Cod. Reginald, o.b. («?,).' 
Chamier, Miaj.-Gm. Fi*as. E. A..,- 

C. «.(»«.), C.I.K. 

Chamier, Lt.-Col. George l>., u.m-.g. 
Channel-, Lt.-Gen. Stephan H. E,, 

,Charnney, Maj. Henry, c.m.g, 
i Champion , CpC Jno. Fras. ,m. v. 0. (4th }. 
Champness, Henry 11 .. 

! Chancellor, Capt. Jno. RobUj c.m.g., 

D. .S.O,, R.K. 

Chaiid, Raja Nax-ondra, c.s.; 

Chandler, Wm. Kollmau, c.m.g. 
Cbaidin, Ool. John W., .■.!{.( 7 /i),'rTxfr' 
Chaiunan, Ccqdaiu Cuthnon G., 

M.V.O.{4th), R.S. 

Chapman, .hh;;. David m.v.o. { htb). 
Chappie, Painar.-hi-Ch. John H," G,, 
ai. v.o.(4th), k.n. 

Charkliari, il.II. Mnharnja of, c.i.e. 
Charieswufth, Lt.-Col. Henry, c.m.g. 
Charrington, Co/. Francis, c.m.g. 
Chater, Sir Cathick }\, c.m.g. 
tJiatfxeld, Adni. Alfred J., e.i:.{r/i). 
Chatham, YMliain, c.m.g. 

Cliatr Pali, Rao BtihaJur, 
iCha.tterton, Col. t'raxik Vfm., c.x.k. 
jChauvel, Lt.-(U> 1 , Hy. Gt o., o.ju.g. 
;Cheatle, George B., K.a-iej. 
jChettxu- Saukai-ftii Nayar, c.nK. 
Chieno, J ohn, c. a . {cp 
Ciiileott, Lng.-litai'-Adm. Y'iiiiam 
! Win.sland, ('.«.(r), 

’ChiUic, Ralph B. W..c.b.(w.). 
Childers, Col. E. S. lOardlcy, 
jChiiiubhai Madhawal, c.j.h. 
[Cliini.side, Copt. John I*., c.ai.i^. 
;ChiLt,y, Arthur, c.m.g. 

;Cii<Jnu»udelcy, Col. Hugh C.,c.b, (</!}, 
(Jiouinard, Iionuni, J. J. B., c.m.g. 
•Christian, A dm. Heiu-y, m.\ .o.j'4i;h). 
Christ>'phei', Maj.-Gen. IitJouard Yh, 
c. n.{m). 

Clmrch, Moj--Ce.n, ThoiiiUriR,. v.i.r. j 
Chm-chill, Sidney J. A., m.v.< .f4l,h). 
Churchill, John K. G. T. Spencer-, 

C.,M.G. 

CliurolAvai-d, iVlaric Watt'^^, 

M.V.o.fgth). I 

Clare, Capt. Chapman J., e.M.o.. u.x. 
Clark, Lt.-( P . Cowan C. S., e.iu.-i. | 

Clark, Henry E., e.M.i., j 

Chu-k, Jamoh R., (Mj.fc). 1 

(Jiark, Wm. IJy., j 

Clarke, hVipl. A. E. SUeniev, j 

M.v.o.(sth). 

i/kirke, Cal. Alexander R., c.h.(g). 

, Clarke, riee-Jdut, Arthur C., c.m.g. I 
:Cl!U-ke‘, Jd.-Coi, Cluira-s, M.v.o.{4th). 1 
jCliU-he, Capt. Cluts. H, G. Maieslxeld-, 
M.e.o.{4U0. ! 

! Clarke, Kdv.ard If. S., f-.m?. I 

; Clarke, Frodk. Jus., i-.m.g. 

I Clarke, J/oJ. TLoma-. H. 21 ,, c.m..;,, 

I n.s.o. ■ .... 

knauson, J. Eugene, c.m.g, I 
jClayUm, Maj.-Gen. Fi-dk. T., o.u.v,'?*). i 
Cleghorii, James, c.r-.;. 1 

lOlcland, Clxas. Jno., .M.v.o.i^tli). i 
iClerk, George Russeil, (;.x.o. ' 

iOlery, Hunj.-tAn. Jaine.s xk., 
j Cleveland, Charles R., c. Ml. 
iClihburn, Lt.-Cul. Join-, c.i.u. 
iClillbrd, Lt.-Orn. R-dA. C. 

Cloete, Ileiidrilc, g.m.o. 

Clogstoiin, Herbt. C., o.i.n. 

Close, Lt.-Ool. Chark-.s F., c.m.g. 
Clough, Col Alfred K. B., o.B.pe), 
M.v.o. (4fch). 

Clowe.s, Ll-Cal. Peter B., o.h.im} 


Whitaker’s almanack, 1910. 


Oolilpffliions of fh>e Orthrn of Kiiliihfltooil . 


' n., M-v..\(6thS. :C’ox, Moj. Pern- Z., c.t.f. 

WHUa:^!, Col. James A., r.ii.(wf). 

-■. 'Cil. 'Ge-.;rge TT, iUraddock, Roghiald 

tm, C/mde P., jOmclMek, CapL Oiirisfeoplsci’ G. I 

liV/r?’* -P?*?. Cliarles fP,' , c.ii.(m), M.v.o.(4th‘', u.s. 

>-,v hs jCrntiOi’k, L'.-CvJ. 3 iuntugu, 

>, " aumti,- R TL , m.s .o (jU)'j. C’fagg.s, Sir Jolm G m. v.<*.(4r,!i). j Da-.y, . 
>{irar>t3, yc5irv,M;v.f.>.(4l'.h;’. jA'afgic, MaJ. Patrick G.,c.i{.(c}. 

" *’■ ' iCmiiipUm, C’omw, Deriis B.j m.v 

I (4th.), a.!?. ■ 

Crawford, Artlmr T., c.m. o. 
i Cra'.vford, Henry L., 
jCiaivvfyrCi, Oiontn. Lawrence 1: 


.K F. b., 

<;■ ay a. '-f hi 
•!;- ,c,r ?.r:e..eVl....w 
hiira, Slcary, r.n.(r). 

■ C f, S. Sxnierh,, r.M.tS. 

'te, H” Jridun if., snv.o,|4t'il 


»/), ■ 




! 


, Kh-riflii rl. Ml, I .!!.(/;<). . C!'a,u-t!.,r.l, CV. llichiiionrl 1., ‘M.f:, 


C'-.-'iC-Ti, ecc «Jb: 

.I'an H,, r. B.f'"*' ■ 

C Av'-bnr W. (• 
)\'^ VTkl , Ja B,, f.; 
'lad r.iifi T. '’*1 

(’..Ti, 

Vv-;, i'.l.f. AAnm* H., 

■I'll, Cuitiiys li. (OtfHto) 


'..B.O'i. 


L, r.n.fw), 
'juiaau Ml 




! Crsm-lcy,;' apt. Hk-iiard P., 
iOvayik, n. ArtlrarG.,'Mt.i/.'C'- 
: C. Vande’uiir, 

'C:v!igh, fJ.-Col Geo. M‘. Brazier-. 

jGiSC’o.'iF. ELirick Ml, c.r..f*;), n.v. 
! Cros..r,ven, Copt. Mhn. Hooke, r.ji.o, 

I Crewe, CoL C. I’re.stoii, 


Diivi.s, Aiho. Edward H. M., c.m.o 
.G.- ivis, Xicholas T>., c.m.c. 

Duvir^, St‘pt. Vriliiam liornhiit 
, :j.v.o.(5th;. 

iDavLoii, ii. Kor.neth S 

' - (mi. 

, , James S., c.u./e). 

1 i.lTvvkiri.s, i!o\ < 'i'yrv, hitt, ‘'.m.o. 
■pawldnsl I'o'. JohuMV. G., e.u.i'm). 

' j>;i.U'!i;iy. ('((I’t. eiuy Payan, o.s.o, 

; Oawsou, (PiuriP hrai'ch, e.n.il.o;. 
:Dawso]i, Saimiel E., e.v,;.. 

, Daya Ki.Jjen Kait!, h'ai 
1 Diwan, c.t.k. 

Deaoon, Maj. W. T., r.fi.(/a;. 
V)oafji;i;ui, .Hy E'd'.vard, c.a.f''). 

. iteaiie, Cut. George Ml, ('.».(m). 
Deaiic*, J/cC. Jjimes, 
do Uoiicherville, lion, Clj;-ir!es E. B, 


dijf.wcoci.CL.lt'nfhhertG. 
ItUrt, Li.‘Ci. Arihnr, 

>i .‘'-.G'/ilTiehcrt 
d , M; PllU’-m Cooke-, r;.M. 
ilia", G., r.v,.<;. 

u Ciiarr;-, . .rv.?i 


.'■l.oa, tVyl GiCvd. 
■•M/.iiio, Cl/, Arthur K. 
I-iri, I'diiot r 


De Brath. Ma/l.-Gm. E,, c. b.Y J i), i.e 
de 'Burgh, OoJ. Uiick'G. 'C., c.B.(e)., 
De CABes, AItTcdllraclos, c.M^ 
de Chali'j Oapt. Dudley dd. S, 

M.V.O.(,|th), K.N. 

de Chj'izal, Hon. Pierre A. E.jC.ir.o.' 
De la B6re, I-Ionry, c.b.(c). ■ 
..L>e]avoye, Co,l ill'jxander H., 

, 'Crompton, Col. Kookos E, do Fiisle, Co?, fiv. do B..c.rv.Gaj,i5..-,o, 

Cro,s;::o, Ll.-Col. Clm?. R., m.v. 0.(4 Doliutge, C>:p'-.I XiOl. G. 


Italchfon, 3/<y. 'Biclunoii'l K., o.t.e. 
Crimmin, Lt.-Col. Johii, c.i.e., T'yl. 
c.5j.{o), Orncker, George, c. »-£■). 

iCroiton, Co/.Morgan S., e. n.s.o, 


. Crofts, Col. Ayln'ier H., c 
; Crolo, Charles" 8., c.i.e. 


.'•.'■.(gdii. Oi'os.sIey, Rt. lion. Sir Sa vile B., 'Bt , 


Ml.'llaj. ' -M.V.o.f.itll). 

I Crowe, Evre, r*,ri.(e). 


;.v.(;. 4I.11), II. N', 


I De ljolbihiere,.h<(/.AJ:tin Job--, o.i.k 
;I)G i!ipscer, i''ranci.s E., e.i.a. 



G.'ok, f'Ywik fly., ri.i,f 5 , 
iGol\ }h>} -Ci-n. Henry, c,».{m). 
-A. 3£'>. C, n ,J V, ».{(»), 

'}. ih-odt.re, e.r.r;, 

C>> k >«!!,, f’ul. -lohn i>., I'.ii.U'). 

I D. 


de Paravicini, i*erey J., 0.4th). 

Dering, Herb. Guy, M.v.o.4th). , 
jde Rougouiont, Moij. Pecil .H., 
I -M.v.o.i^th), n.s.o. 

IDeni, Raja of Parlakirnedi, c.i.e. 

1^, ^ jde Sails, Citpf. \Vin. F., M.v,o.(4th),u.N. 

1 C.UTinmgham, Col. G. Gleucairn, iDesaraj lirs, Lmit. J., m.v.o. (4th). 
i c.n.fm), n.s.o. ide ,8ar;'un, .1, llo’aricus, r.n.e. 

, Curmi, 'I’anorod, m.v. '*.(4.1.11). ■ .iJesbovough, .Ro/.-Gim. Joiui,c.i',.(*;/). 

1 Currie, GoL. Thonia.s, c.H.i'm). iDcslum, Kd’wanl, <. m.o. 

j Currie, .Vo/, Wm. Leopold, c.m..;. |De.shon, /J.-td Fredk,G.T.,e.K.{mL 
ivp. ■Ciin-ie, Harry Angxistus Predk.pde Sinidt, Henry, r- 


e.n. {'/«). 

•tVcrcTC', .■'LlMliltor X,, M.v,i>.f4t,h), 'f.’uinirig. Col. Ilelicr B., <’.».{m.'). 

iCunirnins, ,Viy. Ily. Alfred, c.ji 
cono’.'y,, fol I’enjmiiin B., *'.«.(/*/). Cummin.s, d/W/.-iYa. James 

L-’jipC ir. C». .idams-, M.v.o. ; c. ».(;«), t'.s.o. 

iCunnmghain, Col David D. 


G'C.lor, Col Edward .L, r.ii.{w), ' c.m.*;. ,do Souoanton, 'Baron J. C. E. G., 

,v.v,n.4thl, n.s.o. , Cnvti.s, I'td. Pwcginald S.,r.M.o,, M.v.o.{4th). 

' '.'por, rrancD A,, f.M.r,. { ^ (uk. , Dos Mjeux, Lienf.-Gtoi. C, Harailttm, 

I 'iiiipor, f wl Harry, c.M.o. i Gust, Lionel H., m.v. o.(4th). , 

Ciptny.Co;. Robert C. A. Bewicke*. C!i.st.anc'e, Co/. P'rwleric H , c.n.fe/). 'de Munton, \Yalter B., o.i.f.. 

c.rs.fnt). I Dalgety, GoZ. Edin urn IHy., c. !>..(/,'*). DeAPold, Lf.-C'o/. Hiimer T. Bni- 

* orlM.',, ,Vo'j.-Go.' Arthur r.‘..*-.}!.(m). D.algety, 6'td. Reginald \Via., c.n.f, a/), j o.m.o. ’ 

’ H'i's jlCt.»?ace K , v.-it.ii. I itiU;LS,/A'p.-S'M>Y/.-Gl7..,\lex. ^ Dhanjibhoy Pakirji Conimadore, 

l lalniahnv. Col .l:)K*rK A . oli v It I ICUnn UnVoi.-Wn- nlr 


I - r*',;?, f ’iip'. Clii.5. 11, M.\.o.{4th), l»ahnahfty,Go/. JamcsA.,M.v.o,4thl ; Khan Bahadur, c! i.e. 

i.,r. ■ l.iairynipic, A/t/j.-GVii.. Vv’iu. LisUm, Dicey, Edward J. S., c.n.fo). 

i’ Ctpf 'fbirry E. S., ;Di.‘.k", Col. Archibald C. D., ('.i-;.(m). 

'•-M.it. ■ ilrtiv, U.-Col, Francis A. B., 1 Dickeu, Col. Mhn. Pophara, c.a.fm), 

‘‘u"k. PhitipC,. t-.M.u, i Daly, 7>/.-Go?. Hugh, c.s.i.,,'. i.e. ’ n.s.o. ‘pe.M /, 

: • '..rt.t'f, hu-js\ fC.-.Uim. Jm*. 1'h'.v«., ' iJ’dyuIi, Ralph, e.»,(4 'Di-'kie, Col John E., c.n.(m), «.k, 

‘■omM. , D ttaell, 6W. Hon. Arthur .E., c.T'..(/aj. ; Dickins, ,F. Victor, e.n./c). 

w ard'ln, Aodah K . c M.*;. ; Daniant, Lt.-CoL Frederick H.,'Dlokins, dfffh-Gni!.. V.lD, Scr.ase 

\ViUi:un Aatiaee, t'.-vr.a. i c.n,{-'W), n.s.o. ! r.n.(mj. “ ’ 


, I, . . . {'in}. 

* <H.:v.gh'UT, Moj. F/lw.'l. Roden, Dampier, Hy. Lucius, v.i.k. I Dickinson. XFid.-tb/. M'ii iam ^ j 

a.t o?,v S'). i Hire, Rear-Adm. Cliarie.s H., m.v.o. Dick.son, Maj.-Gni. J. B. JBaliui’tvn'o" 

'■-.Cm!, ?' MiOJ, Rk-.h.u'd G. Ml j 4th). i cMi.{m.), ‘ ’ 

Sta'plot*".' M.> (*.f4th),u,;o j B.'-rlington, Edu’ in, C.I.E. iDigbv, Sanmel, c.i.e. 

* R-hicvl Millar, jlhiukes, Frederic C., c.i.e. iDoubie, William Herbert «• i 

( ’ '.irtmiay, ^\f-l .\rtUur H,, ; Davidson, Col John, e.nd'm). i Doblis, H. R. Conwav c i’e 

"umvaiay, C J Kuwarl IL, 1 Davidson, Iloi.crt, c.s.i. !D<>dds, Ja'nes M '•'h’lci ' ’ 

* pe. w 'ili uu John, | Davidson, Walter E., o.m.*?. !Douald, //r.-GVa.’c’ulU* G , c l i -*) 

< 'mirGu'y, J. Moriimer, t.",o. ' Davidson. CoJ. Wm. Le.'jlk-, c.n.(//,}. i Donald, Dougla.- c i e ' 

< O10!' M, WUti.aa ilvnn-, Davie, JTnJ. Arthur F. Fere uson-, Donald, John S.,\' r ' 

* Copt. W .dter H., M.v.o.(4tlih , r.i.w., n.s.o. , D,,jMld^on, Hav Frcderi.-.k, c.b.iV) 

Mm. Augustus Fergiist)ii-,'Dunaiast>ii,tVi[liam,('.B.{c). 

( aw vu. Rr -GVtf , ibdm S , m.v.o. 4th). , c.n fc) ^ ^ ^ , Donnan, James, p.m.o. 

t owje, JMj 'G'«. (.,r..ijd»Oi, - in\}e.s, OA Fras. Jno., c.n. m). Doune, Col Henrv R. B., c.b (m) 

* Gwp* rAv.bmy, c.m.o. Davies, m. RDhard 11.. c.n.(m). IDonovAn, .Siov/.-rAn. Wm., r ,S m) 

* ..V, .Dthur r , CM. Daviev, Col. Thomas A. H., c,n.(m), Doran, Col. Beauchamp J. C.,r.B.{m). 

WT,. . lDoran,Edwd. Auchonv,ci.ii. ^ 

' ov, tiriu-iet L, {.'.Ma,. Davies, Wilham Robert, c.K.t;). ■' Donnan, .sVra -Gen J 'Gottei* rwr 

r„K. .i.tertram.r.aM. l»avHCliar!w.M.v,o.(sth). ' ; DonghSAltala; ’ 
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of the Orders of Knujldhood, 




Douglas, .TameSi f'.i.E, 

Douglas, IJaj. IVFoJitagri o.r.K. 
Douglas, Ad'ni, .SiioUo, o.i?.{w). 
Douglas, Ool, Wiliiiim, o.ij. (/a), d.s.o, 
Douie, James llcC., c.s.t. 

Do'.vdnll, Lawrence C. R. D., c.n.(<!). 
Do’wker, G, n. Howard 0., o.H.(//y). 
Downes, liTaJ.-tim. Major 
Downing, 06i. Ciauerorl M. H., < .M.va 
Drage, Col. Tl:os. Win., 

Drayton, Ddward R., c.m.g. 

Dring, William Albert, e.i.r,. 
Drmmnoiid, Br.-G.n. rraneis H. 

Ruthen'ord, r.n.{m). c.t.e. 
Drummond, Copt. George R. B., 

Drummond, Col. Laiu’caicc Geo., 
c.n.(OT.l, ii,v.o,{ 4 t,li). 

Druiy, OoL Charles Win., c.n.{m}. 
Drni’y, Heniw G., M.v.o.{ 4 th). 

Du Bonlay, Housaernarnc*, c.i.i;;. 
Du Cane, Col. Iluliert J., jt.v.o,( 4 th). 

■ Dueli, Ftt.-Col. Francis, c. «.{/;»,). . 
Dun, Co’. Charles E., 

: Duffy, 0. Cavan, e.M.n. 

I Dugaale, 'Frank, ii.v,c.f 4 tli). 

! Duleep Singh, Fi’ince Frederick T., 
i 5i.v.o.{4bh). 

Diuiuiresq, Comm. Jno.S.,M.v.o.( 4 tli), 

! 'R.N. 

Dumas, Oojd. P. W., ■M.v.o.lc.th}, r.?j. 

, Duncan, Leland L., u.v.o-Gth). 
Duncan, Patrick, e.M.r;. 

Dundee, (M. Wm. J. D., i'.i.n, 
Dunlois Alexander d., c.i.e. 

■ Dunlou, Col: Janie.s Wm., 

Dunlop, Col. Samuel, c.u.c. 

' Duime, Co!. William, 

! Durand, Col. Algernon G. A., c. 1 }.(/h.), 
I C.I.K. 

! Dm-nford, Richard, c.«.(p}. 

■ DiuTant, Arthur I., M.v.o.(sth). 

1 Dycfc, CoL George H. C.,e.B.(fHl. 

I Djij 0 ,Jiq/. Jno. Samuel, M.v.o.ictli). 

! Eaglesome, John E., c.m.o. 

I Eames, LL-Col Wrn. L'Estrange, 

I €.n.(OT.). 

i Earle, Archdale, o.i.n, 

; Eni'le, Lionel, c.M.r,. 
i Eaton, (M. John, c.n.(;'), 

: Edge, Surij.-G n. J, r>:illas, 

: Edis, Co?. Robert Wrn., c.u.{r). 

, Edino!ide.s, Lt. > Col. James F., 

, rsi.v.o.( 4 th). 

Edridge,C ^Frdk.LoekwoedjU.B.loii). 

' Edulii Din, -.haw, c.i.n. 

, Edwards, (Jol. Alfred H. il., (..n.{o'/), 

: .«.v.o.{ 4 th). 

: Edwards, Wilbraliani T, A., o..m.o. 

1 Edwards, lA.-Col. Wui. Rice, c.m.o. 

' Egerton, Brian, c.r.n. 

! Eger ton, Ficc-Aditt. George Le C,, 

I c.n.(OT). 

i Egerton, t W. Gninville G. A., e. 

' Egerton, Fseginald A., c. «.(«). 

Eggar, Hy. Cooper, M.v.e.{ 4 th). 

' ElliotjJ/LEdma. Halbert, .M.v,(>.( 4 th). 

, Elliot, Frederick A. H., e.i.E, 

Elliot, Bei\ Frederick R.,M.v.o.( 4 th}. 

: Elliott, Algtirnon, c.i.n. 

: Elliott, Coi. John, c.i?.{.m), c.m.o. 

■ Elli.s, (/ok Chas. Conyngham, o.b.(o<.). 
I Ellis, Capt Edwfl. 'il. F. Heaton-, 

! M.V.O.{4thl, 

' EJli-s, Francis R., o.m.«. 
i Ellis, Rout. Powley, M.\-.o.(sth). 

■ Ellivson, Br.-Gm. G-erald F., 

• Ellison, Col. Wm. A., :'t.v.o.( 4 th). 

' Elmslie, Col, Frederick B., c.ij.(?n.). 

Elton, Col. F. Coulthnr.st, o,v,.{m). 
i Elwes, Jiq/. Hy. Cecil, M.v.ti.(sth}, 

; England, Ma-j.-Ctn. E. Lutwyche, 
i c.n,{m). 

; Erskine, Col Jas. Fras., ,M,v.o.{ 4 th). 

; Erskine, Mo-j. Keith D., o.i.k, 
j Erakino, Hon. Wm. A. F., M.v.o,{ 4 th). 
Eteaon,D<jp. -*'£?. A,lfred,c. c. ( m }. 


! Eustace, Ma-j.'Gen. Francis J. W., 
I c.B.{mj. 

I Evans, (.'ok E. Stokes, v.r.(!o}. 
j Evans, Heniy Farmjgton, c..s.i. 
|Evan.s, Cen. Horace M., o.n.(.’rt). 
'Evans, J. Emrys, o.m.c, 

Ewans, Hon. John William, c.m.o. 
Evans, Maurice S., o.m.«. 

Evatis, AloJ.'Ceii. T. J. Penrhys, 
v.h.(jk). 

Evans, William, c.){.(c). 

Evatt, Surffeon-Gcn. George J. H., 
c.H.(m), 

Even, Col. George Eusebe, 

(Everett, Col. Eaward, c.u.(m). 

I Eu'iirt, 3laj.~Gen. J, Spencer, c.u.(«/). 

! Ewing, Dr. Jas. Alfred, c.i.5.|<;), r.u.s. 
lE.’diam, Col. Richard, c.m. a. 

I Ey]e.s, Alfred, c.n.{c). 
iEjdes, G. Launcelnt, c.m.g. 

IEvt©, Col. Edmund Henry, v.n.{)i(). 

I Faber, George D., o.n.tc). 
iFabre, Hector, c.m.o. 

I Fairbrother, Col, William Tomes, 

I c,p..(m). 

iFairholme, George F._, c.sr.o. 
F'airholme, Col. William E., c.m.6., 

1 M.V.O.(4tll|. 

'Fairtiough, 3Taj% Elward C. D’ll., 
I G.M.O., n.s.o. 

I Faii'tlough, C'Ok Frederick H., c.m.o. 
iFancoui't, Col. St. John M., c.«.(w)* 
LFanshawe, Herbert C., 
jFanshawe, Cdl. Hew U., c.H.Dn). 
.Fardunji KnvarjiTarapurvaia, i..j.r.. 
iFaridoonji ,ram.shedji, c.i.k. 

; Farnall, H. do la 11. B., c.ii.(e), c.m.o. 
iFarquhai, Joseph, c.m.o. 
i Fai'q uhanson, J ame.s M. , c. m. a. 

; Farrington, Col. Malcolm 0., c.n.jm). 
|Fa.sken, Jf -G. CharlesG. M., 

I Fateh All Khan, Nav'ah, r.T.!.'. 

, Faus.se tt, Capt. Bryan Godfrey-, 

! C.M.O., M.V.O.{4th), R.N, 

i Fawcett, Sju’j/.-Crcji. Wni. Jrane.s, 

I o.n.{rii), 

Famlbhmr Visram, c.i.k. 

Fem'on, Daniel II., c. H.(e). 

Feg»en, Emr-Achn. Fredeiicic 

M.A’.0.(4thl. 

Feilden, Maj.dJlen. Hy. B., c. ){.(//*). 
(Feilden, Col. H. Weniy.ss, c,ii.(o?). 

I Fell, Godfrey B. H., cm.e. 
jFellowes, K^itcAdm. Thon\a.s IT.B., 

I 

iFcKow.s, Col. R. Bruce, <’.b.(c). 
jPenn, Cok Ernest H., c.i.e. 

I Fenton, Col Alex. Bui.strode,f .ij.{wf). 

I Femvicic, George T,, C.M.O. 
i Fenwick, Col. Henry T., M.v.o.( 4 th}, 

j 'D..S.O. 

i Ferard, Hy. Cecil, c, I. B. 

1 Ferguson, Hon. John, c,m.«. 
i Ferguson, Lt.-Col. NichoIa.s U., c.m.o. 
Fergnsson, James, c.i.k. 

Fergasson, John, G.ji.(c). 

Ferreira, P, J., C.M.O. 

.Ferrier, Col. Jas. A.rcuib. , »•. a. (///). 
Festing, Lt.-Col. ...krthur H., c.m.g., 

D.S.O. 

iFosting, Edwd. R., c.B.fc). 

j Fetherstonhaugli, Herbert H., 

M.V.O.(4th). 

Fetherstonhaugh, Maj.-Con, Richd. 

S. R,, G.«.(?aj, 

Ffinch, Benpmin T., C.I.K. 

Fiolkes, Rev. Francis A. S., 

M.V.O.(4th), 

Fkldes, George Y., r.B.jc), c.m.q. 
Field, -d din, Edwaid, o.h.(c). 

Filoae, Michael, C.I.K. 

Filrose, Lk-Gok Olement, .«,v.o.(sth). 
Findlav, John, c.i.b. 

Findlay, Mansfeldt de C., c.b.(o), 

j c.M.a. ■ 

I Fiiidlayi Qol. Keil D. , c. b.( /h). 

I Finlay, James F., c.s.r. 


Finlay.son, Col. Robert A., 

Finiu'r.Gk Harry, c.i;.,'nd. 

Hnucy, Stephen, c.i.i',. 

.Finniri, Col Henry, r..--.-!., luu. 
iFinucano, Rt. ITur. Jliehrc.*] 

' Fisher, /k-.idni. Wm. 1 < .r,.| '-v j. 

Fisher, Cdni'm. Wm. V>',, M.k ii..i4l:ij, 
FitzGerald, Co!. Hurber; S., e c.fiAM. 
{FitzGerald, Iti.qi.-Gcu. 

C.M.G., K.X. 

FitzGer.-dd. ]h3rcv S. '^r., c r 
iFilzHuga, J/c./.dy, AlfroF.-cr. 
IFitzliugh, Capt. Tmvieh’ D., 

b M.v.o.fsfcn). 

'i bz.mn n rice, Gerakl IT. , c. n. { r), c. m • ■ . 

I Fitzmaurice, Mauriec, c.m.o. 

'Fleet, John F., c.i.H. 

{Fio ruing, A. Mihvy, c.m.g. 

■ Hint, Joseph, c.m.o. 

iFollett, Giilmrt B S., 

i M.V.O.ffith). 

‘Foote, rmc-.-l'ij/U Baud' /ip;i r «», 

c.M.a, 

iForho.s. A.rLhur, c.^.i, 

I Forbes, .Fumes, m. v.f'.lsth;. 

'Forbe.s, Go/. Jno. Groeula'.r, c.rmb.'O. 
iForbos, ('v)/.lViIlougbby E.G. 
jFord, Col. Arihur, c.ii.{r/. 

' i’oreman, Harry II,, 

I FoiTCKt, Fleorge Wm., r. r,?. 
iFonsyth, Kcil, M.v.o.^etb). 
i J-'ortescue, Ool Hon. Cluirics 

( c.sr.o., D.S.O. 

' Fartesoue,Iiun.Ju().WT!n,M,3 
! Fo-sbeiy, Etlmnnd W., •-.m.o, 
.Foisbery, Mdrlenham F. W., c 
■Foster, E. W. PeroiNal, c.m.o. 
d'b.sLer, Col Turvillo D , m.v.o (4ih'. 
;Fowlo, ('al Frederick Trenchar'i, 

! c.\\.[iii). 

' Fowler, George M,, c.M.r,. 

I Fox ton, Hon. .Tustiu F, G., v.iwo, 
'Francia, Co!, .Jno. Lewis, i.i. 

; FrjrTicklin, Comnt, Phikp-, .v. i 

I K.N. 

Fraiiklyn, MaJ.-Gnti, Win. Edmuu'h 
i C.B. (,*«,). ' 

, Frank.s, Captahi M or.i c.s.fif. 
'Fraser, E’.eriiruii, H., c.u.o. 

;Frasor, John, c.m.o. 

|Fra.ser, JMti}. J. Raiida?., c.:',.u, 
(Fraser, Stuavt M,, c.i.k. 

[Freeman, Col Alfred, <■.•;. e, 

! Freeth, Lt.-Co(. Wiilciuu m A.-Kf-Jh'. 
j FrcminitIe,'(V/nk Svdne’; it. ibl , «i. 

! (4 th}. I!,N*. 

i French, Gul Anhur, '■.n.'hv'k 
' French, Edwarvl H., f',i!.{c). 
iFreyor, Lt.-Voi. Hujul. F., e.- .a 
I'riond, Col. Lovick It. , . ft. 
[J'V<jndc, Ashlc} A., o.M.c. 
i Fulford, Harry E., i .m.c. 

' Fuller, i-Viinchs G. D. H, c.m.o. 
jFiulor, Hy, Ro.xbur.gh, .'t-.v. ..id. 

J Furh )h.e', R « 'l.'cr i O’ B. , i . i . } ' * 

! Fyers.C'czF. ilorbert A. M., m. v.o (.p i; ■. 
Gairdnor, Jame-’, c.n.fc}. 

Gaisford, <'.J, R. Ik.dtau, c.n.'i. 
j Gait, Edwd. Albert, t i.i:. 

’Golhvev, (V-k Eflrnoiul o.:i.ci)i, 
iGrdlwoy, IJ.-Col Hy. T.., v:. 

(Gallwev, Capt. Win. T. 

! M.v.o.{5th}. 

’) Gamble, F.-Adm. Edvd. H., c.c. 

I Gamble, James S., t.i.K. 
j Gandgadhar Rau Madhuv LUituai. i- , 
1 C.I.K.',' 

sGanga Ham, Rai Bahatbiv, c,;,e, 

I Ganpat Rai, DhYan, c.j.i.. 
iGantJ, Wm. Hy., M.v,'/.(4i:'n}. 

I Gardner, Christbjhi.' r T., c..>r.n. 

' Garforth, JRmr-AihH. Ednmud E' ..■? , 
I c. ».(?«). 

I Garland, Patrick Jo.seph, c.m.c. 
‘Oamett, Col RcginaKLc.B.bn). 

I (sarran, R. Randolph, c.m.'C.' 

! GarrattjtVfk Francis S.,G.n.(w,),3),?i o. 
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(nmpdtfhns of the Orders (f Kmphthood, 


IviJiUnui, 

f . ?, Ai'tVt-.l c.u.ii. 
;!S. l:S'Q,Xll: i'., V.h.i. 

ft'5U. Lorea?:o, 

Fnu-sf F. r 


1 G>'S. 

L 'rL'ori (»■,, *t 

r.f).(4Ui|. 

j t,rn 

VO, h, kward ('. 


1 'JLu 

Lam Rai-.a Kinr 

, oloj 


wo. |’r,tal, 


1 Glhi 

<on, i'ho.nas M 

, C.I.K • 


'r.nj', J.UitvS s.. 

::'.b..('A 

j Gj.-n 

5 -ns, Wiiiiai!}, 


1 G'iSj 

o’l, ih.-:ir. J., r. 


1 Gft 


'm.m. v.o.f^thha.?;, 

L-sihe 

u' W dter W., 


! Aiila 

r.3, Co 

-<'rge ,.A,., 

5 

rd, C 

A. Ch;irh;.s Ph, 


jCiroy, Col LeopoM J. { {., r.s.r. 
(4roy, LL-Co!. flaleigh, c.m.u. 

! (Sri crsoii , (t oorge A. , c. i. e. 

KTriliiii, .Marthi Jos.. 

Col Charl«.s Duncan, c.ir.c. 


G-ilSjrd, lion, Iilauriee R.. c.m.g. 

; ’•StUvur.i .,M E. 

, Gilca, Robert-, cj.jj, ' . 

; *3:Inio-n', Oi'l. Robtrt G. Cr-mun- 

,{'■ ... p- :H- v.n,.(4l'h!, _DS.a. 

. larnlettc, U.-Cok Geu. U. T),, c.i.b 
yiiijiatte, . liisp.-UvH. Tby« f "* 
Itni.fMj, 3.S. ' 

I , ii'r,iak FcJfori}, c.se.c: 


I rt-t-oL TiiuJua.s G. p., 

j »ioaii, rv, ito'.vard, c.-.i. 
iG-ofiiroy, Licii/. Ch;irk‘>, 

I 'jodfray, Li.-Col Stnari Ilill, i i r' 

I a.. r< .... ’;.4- r 


Hare, Rol)ert D. , c. i. e. 

Hare, Jify*. Robert H., M.y.o./dth) 

I D.S.O. 

j Harford, Col. Hy. Clias., e.n.lm). 
jHarkness, Col Henry D’A., v.n.(m). 
'Harness, Maj.-O’en. Artlnir, o.B.t'w 
JIarrel, Wm. Vesey, M.v.o.( 4 tli). 

I Harriott, George Moss, o.i.e. 

Harri.s, Charles A., c.h.(c), c.m.ck 
H arris, Lt.-Ool David, c.ii.g. 

, 

C.B.(?W), 

Gnbi)in,s', St,)r/. ~ Cm.' Williaui 
i c.R.(w), ii.y.o.( 4 th). 
iGudgoon, I.t.-Cid. Walter E.. c.n.r;. 
jjyaggi..oor|, Fdk.G., c.M.n.,R.E 

iii=ISS«b.iiSi«Ss5f“ 

, Gaihc.lv. Josenii A m. r, « . j Win. Aibert, m’ v.o.(sth}. 

' Hartl 0 y,C'oZ.EdmmKi B., c.m.g. , H'rr 
Hartley, Percival M.%'.o.( 4 th'|; 

^ Harvey, Ply. Paul, c.b.(c). 


j(Tri!!uh, Horace M. B., c.Ar.n. ' 
itlriintbs, Vincent, r.B.(c). 

, Criniston, Lt.-Col. Roiio E., c.i.i; 

• Grinlinton Frederick IIv,, 

iCb-ogan, Col. Edward G.,'c.i;j.(w,». , ■■ - 

!Grf>ve,<’cA Edward A. W. S., c.b.i'o?). 'Harris, Gen. .Philip H.’.F.', ,;.i 3 {uA 
Harris, Col Richd. 11. W. Il„ c.b./j 
i(.pibbjii.s, John H., c.Ai.o. .Harris, Robert, o.m.o. ' 

i iTuboHis, ~ Gen. William L., 'Harris, Walter Hv., 0 v r 


! Harris, Walter Hy., r.jr.G. 
Hanison, Lt.-Col. Edgar G. 
Harri.jon, Ihvmcis Cibei, 

Harrison, John B., c.ko. 
Harrison, Col Robert A. G., c.m.g 


i.a). 


A; iiuu. Atiiperi- 

i Guihek, Joseph Wnw, c. ji.o. 

I Gully, Hon. PM ward W, K., c.n.fc). 

; Gniiory, Richard S. , 0 . i}.{c). ^ 1 j 

,Gnrdon, 3//y. Beria-arn E. M., c.i.e.,!I 



! G>'d!ey,.;.oh rr.ai^.d’, C., si.v.o (Mil). 

1 Goaman, Co'. Arthur 1*’., 
iG'ddic, Copt. :.Iark L., n, 

; 'Hi.y.f' {tjiliJ. 

; Guliiney; ^ lHioma.s IP. 

; (ioddsivortity, Jfn/.-tVew. V.Alter T., 

|'.c,u.bw|, 

j 'Gomerino,, Baron of, c.m.o. 

. Go Jridgi. k-Jdw. Waher 8., r i.r. 

] woismin, tb.M. George A., iw o 
Gopal Kriahna Qokliale, c.i.e. 

; GonlmiG-V, Alov. Hamihon.r.r.Jw). 

! Gordon, Arriubti. Alex , js.v.ofalh 
t Gordon , rt Im r J , R. , r. w. 

: Gordon, Jby, iJnucau p'., n.v.o.Hthi 

Gon on, CG, du-aes H.,^.b (a,), ms.,1 


i 'I *» ot., o.si.c;., Jj.s.o, 

G haddock, CohAn. Herbert J,, . v, (c) 
i n.s.n. 

lITaden, Francis H, c u.o 
{Hankine, Waldemar M. W., o.i r 
|Hjiahun, U. P’rodk. C., n.v.n, (gth), 

Jiaklano, Col James A. L,, r n (m) 

! n.K.o, 

Halo, Sji'tj.-MaJ. Tliouias E., c. n. (ni), 


ilRdlC"' 


'.Hastings, Ge^i. Francis Wm., c.n.fml 
Ilatcii, Lt.-iJol. George P*., c.w.rj. 

tic.wes, rM. J3enjainm R., 

•Hawes, MaJ.-Gan. (Peorgo H., c.b.(//H. 
Hawkes, ^laJ.-Gen. Henry M. p' 

C.B.{'TO), c.S.l. 

rawkeslov, Com. Jas. R. Price, 

i fSii; 

i uali: sti * iSt """“I- 

, ,,, 

1 -If Stoi-'S' , , ' {'S?' « 


I Gordon’ Q\ ii. William,' c.i'.e. 

Gordon, <»*■ f "Win Alexander, r.M.n 

i Gore, Col, St Ge.irguC., r.,s,i. 

; Gore, t/oh .4t. John 0., 

, Oon-mge, C^l GcoriO! F.,c„v,«j.,n,s.o, 

I Gough, M. G. H’igh8.,r.i5,(m) 
yrii*.,oy, Col. 'i’homas, c s.i. 

(Hinae. Alexau.hr, '.i.\.u.(4th). 

Grail,. sto|,)n5Ui J ■ 

(*rfth-irn, fonfun. G, E. P’, Gunniiig;- 
, ..lliwae,. ■ ■■ '' 

Gr;iham, Col Kduti. R. (’.,c,e.fw), : 
(jiMharne, *b' t. Dixuu, M.v.o.Htli). 
Oraut Alfr>- 1 iiamiUon, c.j.e. 

Grant, Co! Ftldwajd J., <■ ,n (,n) 

Grant, fcJ. HuAi (h, r.n.fw). 

Grant, fuGK G>h. lh>l(crt,e.mM r.!^. 

, (Prant, Cp Swnnei lVhi., v.^ua. 

; ymnt, Wnliam, t m a. 

> GmuAHlo, Copf. D.'uais, ii.v.o.fath), 

; Gray, M. (Am. Wm. DuGard, c.R.f/?i) 
i un^tjn, Hev. Wm, Spotsworul cH ba 
I Graane, c.p. Horn aiwd. 

Groone, Whiiram Graham, c.n.icl 
I Gre»n.stroet,,JiegiuaId H., c.i.k 
Gi*wr, Joteph, c.M.o, 

'I Greer, ■ Richard , c, fi. r ' ■ ' ' ■ ■ 
Orogwle, MaJ..(ku. Vhtm.F., 

Gren/ed, \\ ilfrcd T., «..w.a, . ./ 

Uwvllle, f/.-Co/. Hon, jiUvryit H. F 


Hamilton, TJ.-Col GeorgoT.,c.B.f;yd. T r.n 

jPIanulton, 60 /., Gilbert H c e h ' nd 'Hr'i+ii Tf rt,i t 1 1 

I Itouit.;,., U-Voi. 'n.0UK« w. O'li., : ntliSf Rtbon trAii;"' I 
' jlarnley, Col Francis G., c.ai.c. I Frederick W., i 

I S/A G.,'lfenrW,s;m, Aifre(lp-’.,c.,M.n. i 

Frederick,! -G David, c.i.. (;/,), | 

j Flaminiek, Murray, c r r j Henderson, Lt. Francks B., c.m.g,, i 

|[«-f Ak-J, F, Hanna, .! 

S-f-.h- .. I Henderson, Ikar-.ldhi. Ge.irp’e M i 

I M.V.o.{4th). ■’ ! 

j. Henderson, ilf<T,/..Cc».PhilipD.,c s i 
! Henderson, Robert, c.n.fc)^ 

Henderson, R. Henot,G. I. E. 

Henderson, Robert PI., c.m o 

Henderson,: Wm. Robert, k MG. 
j Hendley, : Coh Thoma.s H. , o j' ,/ 1 

Heneage,,^ Captam Algernon' Wh, I 

M.V.O.(4th), R.N. ■ : ^ ■’ j 

Godfrey H. AV., j i 

I Henley, Joseph J. , c. B. f A 
Hennessy, J.ames B. N. , e i y 
l §mry, JJewt.-Gen. George,': o'b /ml ' 
'.Henry, Hon., John, 0 . 311 . 0 ^^ ^ 


I Sahibzada, c.i’.b. 
j Han kin, Arthur C., c.r.E. 
iHanley. Allen H.,c.m.g. 

I Hansel] Henry P., !ir.v.o.{sth). 

I Hapgood, Plemy jaiue.s, c. it. (c) 

1 Jiarmi, James Augustin, c.m « , m.] 

iHarhord, Co?. Hon. Charles, c.n.bn! 
I M,V.O.(4th), ’ ' 

jHardiug, Colin, c.M,c. 

j Hardy, Richard G., {;,s,i. ' 

! Hare, Col. Frederick S C c \r o 

■nare, CM. Btetard c.. A {S ' 
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. Heii&iuanj Col, Henry F., c.m.g. 
i Hepworlli, Comm. Melville W. C., 
i r.n.fe), E.N.E. 

Herbert, Lt.-Gol. Charles, c.s.t. 

; Herbert, Charles St. J. S., c.Mc). 

I Herbert, Col. Edriuind Arthur, 

' M.v.o.(4th). 

1 Herbert, Cal. Edward Wm., c. «,(/«)• 

' ITeriK, Vapt. llcgtinald Y.,e.M.G., k.k. 

: Iferrie.s, Edwanl, c,b.{c). 

' Hertslet, liarry L., M.v,Q.(4th). 

' ilerta, Henry F., r.i.K. 

■ ITervey, Dudley R A., c.et.a. 

Jlet Raun, Pandit, c.i.k. 

' Heusten, Lt.-CoL Freak. 

’ Ilewby, Win. I’etch, 

Hewett, Hear- A dm. G eo. Hay \ 

;i ■' €.i.E.' 

I Buwit.t, Frederick Win., m.v.o.IMIi) 

■' Ilew.son, Capt. Lionel L., M.v.o.(5th) 
Heydogff, George von Pl'yl 1 

Tliekey, VapL Daniel, yi.v.o.(5th). 
IJicknifJi, Col. Thomas E., c.u.(.'e.) 5 
i i>.s.o* 

Hicks, Col. Hy. Tempest, o.B.(nO. 
Hickson, Col. Rohort A., c.ij.(m). 
Higgs, Henry, e.ii.(c). 

Hildebrand, -Ddhur H., c.t.n. 

, Hi 11 , Arthur, r.i.v.. 

■ Hill, Br.'Goi. Augustus W., c.b.(w). 
Hill, Claude H. A., c.i.e. 

, Hill, Edwiu-d B. L., c.K.(e). 

' Hill, Co!. Josenh, e.jj.f A 
Hill, Col. Peter EdwcL, c.B.{m). 

Hill, Flfyit.-Sui'd, Pwobt., >i.v.o.(4th), 

R.-JJ. 

Hill, 3 T(*.j. Thomas II., c.i.k. 

Hill, Vincent W'., M.v.o.(4th). 

Hill, Co-l. Wm. Alexander, c.is.fc). 

I Hill, Caph Hugh Staveley-, 

i M.V.O.( 4 th). 

.• Hillier, Edward 0 ., c.m.o. 

' 3 laJ. Edmond H., c-M-o. 

' Hilston, insp.-Ct-en. Duncan, 

i R-.V. 

/ Hindc, Surp.^AIaJ.-OeM. George L,, 

’< Bindo. Col. John H. E., r.n. (.'>?). 

■ Hippisley, Col. Richard L., e.n.'(yH,). 

' Hipweil, Col. Allred G., r.n. (///). 

: Hirt^jel, Fredk. Arthtir, c.B.i'cj. 

, Ilittu Ram, Rai Bahadur, c.i.k. 

'■ Hoad, Col. John C., c.m.o. 

■ Hobbs, OA. Percy E. F., c.m.o. 

. Hobday, .Moj.-Giv,. Thos. F., c.ii.(r«). 

’ lIoble\% Charle.s Win., c.m.g. 

' Hoddhig, Lt.-CoL John, c.i.e, 
Uodtml, Francois, c.m.o. 

' Hud.son, Charles Wm,, c.p.t. 

ITueriiie, Augustus F. B.., c.i.e. 
llotl'meistor, William, M.v.o.(4i.h). 
Hogg, Moj.-Gai. Ge-i, c. i5.(a0. 
Jlogge, Bj'.-Gcii. Arthur F., c.n.(7y(). 

' Hogge, Coi. Charle.s, e.a.(w'). 

’ Hogge, Coh John W., c.b. (w)., c.m;, 
i Hoiborrow, Col. Wiliiam 11 ., c.m.o. 
Holbrook, lAi'/ut. Leoirar<l 
M.v.<),(5th), ii.x. 

. llold.sivorth, Li.-Ool. John J., c.i.i:. 

, Holland, Bernard H., c.n.(c), 

' Holland, Couim. Gerald ‘E,, c.i.e., 

' P.S.O., It.S.M. 

I Holland, ilJfy.-Gctn ny.Wm.,c.r>.(r//). 
j Holland, Herbert C., st.v.o. (4th). 
j Holland, Lt.~CM. Trovenen J.c, jj.(i)).}. 

Holms, John M., o.s.r. 

! Holt, Col. Win. John, c.T5.{’m), 
s Home, Col. Frederick J., c.s.r. 

I Home, Walter, c.i.e. 
j Honey, John William, c.m.o. 

; Hood, Capt, Hon. Horace L. A., 

) M.V.O.(4th), n..S.O,, K.N. 

j Hoole, Col. James, c.m.g. 

I Hope, Col. Lewis A.,o.B.(»d. 

Hopkins, David B, L., 

j 3r.v.o,(4th}, 11.N. 


Hopwood, Charle.s A., c.n.fc). 

Horo, Col. Charles O., c.m.g. 

Horn, David 15 , c.i.e. 

Hornbv, Capt, Robt. S. P, c.m.g., r.n. 
Honsfail, Jeremiah G., c.i.e. 

Hoshang Jainasji Dartur, Khan 
Baliadur, c.i.e. 

Ho.skyns, Itear-Adm. Peyton, c.m.g., 
M.v.b.{4th). 

Houston, William, c.m.g, 

Howard, Lh-CoLIIenry II. L.,c,b.{w). 
Howell, Mortimer S., 'c.i.e. 
Huddleston, George,. C.I.E. I 

Hudon, Lt.-Col. Joseph A. G., c.m.g. i 
Hudson, Lt.-Col. Havelock, c.i.e. | 

Huggin?, Lt.-Col. Ponsonby G., 
c I (ni), n.s.o. 

Jf n^hts, Arthur J., c.i.e. 

IlUohes, Map-Gtn. Chas. F., c,n.(m). 
I ghe , CW. EdwTU'd T., c,B.(c). ; 

Hi oh b, Ooh Emilius,c,n.(OT), C.M.G. ^ 
I Dugbes, Herbert, c.m.g. 

'Hughes, Col. John A., c.B.(c). 

'Hull, Hy. Mitchell, c.m.g. 

I Hume, Allan O., c,b,(c). 
iHume, Chb G. Vernon, >i,v.o.(4th), 
n.s.o. 

iHimiphi’y, Alfred Paget, 7,i.v.o.{4th). 
jHunt, Edmund Langley-, c.m.g. 

I Hunter, Harailton, c.m.g. 

I Hunter, Lt.-Col. John M., c.s.i. ' 

Hunsia, Mir of, c.i.e. 
jHm-.st,CeoilJ. B., c.r..(c). | 

Husain Bilgrami Saiyid, c.s.r. 

I Huskis.son, Co?. Sami. Geo., c.n.(m). 
Hutehiuson, Moj.-Gcn. Charles S., 

i C.B.(C). 

j ITutchin.son, Lt.-Cen. Hy. D.,o..s.i. 
i Hutchinson, Col. Jarne.s' B., c.s.i. 
i Hyde, I/?. -Co?. J. Irvine Lang-, c.m.g, 

I Ibrahim Rahimtoola, c.i.e. 
i f nglofiehi , B.- C. Eras. S. , c. n. ( m ) ,t). s . 0. 

I IngiiSjAlliemarle P,, M.v,o.(4tli),i.a.o. 

1 Ingli.s, Wm. Arlmtlmot, c.s.i. i 

Ireland, Co?. Robert M., c.m.g, 

Irvine, Col. Henry, c.b.(c). 

Irvine, Col. James L., 

Irving, Charles ,L, c.m.g. 

Irwin, Alfred M. B., c.s.i, 

Irwin, Lt.-Col. Dc la C. Tiios., c.m.g. 

I nvin , George R. , 0. s. i. 

Irwin, Henry, c.i.e. 

Irwin, Col. .tohn S,, c.b.(o). 

Isrnay, Stanley, c.s.i. 

Ixat, xVIexandei’, c.i.r. 

Jack, Col. Herbert R. 11 . , c.m.g. 
Jackson, Frederick J., c.n.fc), c.m.g. 
Jackson, Col. Ilerltcrt Wm., e.is.(c}. 
Jackson, Lambert C!.,c.m.g.,h.e. 
Jackson, Qol. Louis C., c.m.g. 
Jackson, Col. Robert Wivyte SIol- 
viile, c.b.(ig), c.m.g. 

Jackson, Col. Samuel, c.i.e. 

I Jackson, Capt. Thomas, c.n.jjw}, 

I M.V.O,{4th), R..\\ 

' Jacob, iWiy. Arthur Le Grand, c.i.e. 

: Jacob, Edward F., C.I.E. 

Jacob, Lionel M., C.S.I, 

1 Jacob, Col. Sydney L., c.i.e. 
i Jagadish Chanda-a Rose, o.i.n. 

; Jallab Khan, Sardar, c.i.e. 
iJalal ud Din Khan, Aklnmdzada 
! of K.andahar, C.I.E. 

;Jame.s, Frederick S., C.M.G, 

I James, J ohn iki'thur, m. v . o. (4tli). 
bLimes, Wm. Dodge, M.v.o. {4th). 
'Jameson, Leander H., c.B.{6*). 
Jamieson, George, C.M.G. 

Jnrdine, William Ellis, c.T.E, 

JaiTctt, Col. Henry S., c.i.e. 

Jai-vis, Lt.-Col. Alexander C.M.G,, 
M.v.o.Gth). 

Jarvi.s, Ma.j. Arthur M., c.m.g. 
Jeffreys, IJaJ.-Gen, HenryB., c.b.(»<.). 
Jeffreys, 0 o?mi,e?. Patrick D,, c.«.(ia). 
J elf, Maj. -Gen. Richard H., c. m.g. 
Jenkins, John L., o..s, I. 


Jenner, George F. B., c.m.o. 
Jennings, Col. Edward L. P., 

M.V.O.(4th). 

Jenning.s, Col. Robert Henry, c.s.t. 
Jerome, Col. Henry J. W., 

Je.ssop, Lt.-Col. Chas. Thorp, c.i.e. 
Jiwan Singh, Sardar, c..s.i. 

Jodrell, Col. Edward T. D. Cotton-, 
c.B.(c). 

Johnson, Col. Frederick F., c!.e.(w). 
Johnson, George William, c.m.g. 
Johnson, Capt. Henry C., M.v.c».{sfch). 
Johnson , Col. Richd . F . ,c. b.( in ),c. m.g. 
Johnson, Lt.-Gol. William, c.b.(c). 
Johnson, Wilf. Athelstan-.M. v. o.lsth }. 
Johnston, Ljf.-C'o?. Henry IL, 
Johnston, Col. James \V.,M.v.o.(4i,h). 
Johnston, Col. Percy H., c.m.g. 
Johnston, Cot. William, c.ii.{c'). 
Johnstone, Frederick J., c.t.k. 
Johnstone, L?.-(IVd. James R.,c.b.{w), 
Jones, xVdrian, Ai.v.c.{4ih). 

Jones, Col. hlorcy c. «.(;«). 

Jones, 2 Ioj-Gin. ‘R. Owori,e.B.(c). 
Jones, William Brittain, I'.s.r, 

Jopp, Col. John, c,it.{/a). 

Jow&ey, Lt.-Col Thomas, c.m.g, 
Joynol', Robert B., c.i.e, 

Jiidd, John W., r.n.{c). 

Julian, Lt.-Col Oliver R, A., c.m.o. 
Just, Hartmann W., c.B.((’i, c.m.o. 
Kailas Chandra Bose, Rai Bahadur, 

C. I.E. 

Kali Prasanna Glio.du Rai, c.i.e. 
Kalika Dass Dntt,Rai Bahadiu', c.i.e. 
Kalinath Mittev, Babu, c.i.e. 
Kaluba, Kumar Shri, c.i.e. 

Kanshi Kri.shna.swami Rao, Divran 
Bahadur, c.i.e. / 

Kane, Aibn. Henry C., c,n.(m). 
Karim Beg, Sardar Bahadur, m.v,o. 
(5th). 

Kaslii Rao Sarve, Sai'dai* Bahiniur, 

0 . 3 . 1 . 

Keefer, Thomas 0 ,, c.m.o. 

Koene, Charles J., o.i.b. 

Keene, Hy. George, c.i.e, 

Keeno, William, M.v.o.(4ty. 

Keene, Capt. Wm. Q. E. Ruck-, 

.M.V.0.(4th), II .N. 

Keighley, Col. Chas. 31 ., c.ij,(wi}, 

D. S.O. 

Keir, J/a/.-Gen. Jno. L.,c.r.(w). 
Kokewich, Maj.-Gm, Robert G., 
o.B.(m). 

Kelliam, Bri'j.-Gm. Hy. Reljcrt, 

Kelly, lir.-Gtn. Fras. Hy,, 

Kely, Col Jame.s th, c.ii.{hi). 

Kelly, L?.-CW. Kichoias Win., o.K.fw,). 
Kelly, Lt.-Col. R. Vaudhicur, 
Kernbiail, Lt-Col Oharlos A,, c.i.e. 
Kamball, Col. Geo.Vero,c.i!.(.‘«),i>.t;.o. 
Kemble, Ll Horace L., m.v, o.lsth), 
Kemmis, t'e?.Wm.,c.M.G,,M.v.c.(4th). 
Kemp, (.'apt. Thomas W., c.i.e., k,x, 
Kennedy, Frederick C., c.i.s. 
Kennedy, Hartley, o.s.i. 

Kennedy, Col John M., w.v.o.^th). 
Kennedy, lito. Mortimer E., 
.’*i.v.o,(4th). 

Kerniedy, Kobt. Geo., c.i.e. 
Kennedy, Robert John, c.m.o. 
Kennedy, Lt,-CoL Willoughby P., 

C.S.I. 

Kenney, Col. Arthur H., c.m.o., d.s,o, 
Keppel, Hon. Derek W. G., c.ji.a,, 

c.i.e., M.V.0.(4th). 

Keppel, Capt. Hon. Geo.,M.v.o, {4th}. 
Ker, Arthur Milford, c.i.e. 

Kenila Varma, V.K. Ta.mburan,c-B.i. 
Kerr, (Jol Alex. F. Kidston-, 0.11.(771), 
Kerr, Col Mark A., 0.11.(711). 

Kerr, CapA. Mark E. F., M.v.o.(4th), 
u.x. 

Kerr, Maj.-Gm. Lord Ralph D., 
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Cfimpmms of the OnkrH of KnhjhUiood. 


1 Rubl. ,,.v...,-.tcl,),iUurics 

K .5 ,;d„„n,iu i \fSf"ful.M,.,,<.Uih) .''l?""" ' ' ' 

' K.’r J'-av T n i i Duvid 

fC-r.ihxA,’Tt. J 1 I 

I.’.'V, Hd.id. Ai: Cra<,ke,i . 

J,., ;,M.,... 4 th).j bawrenc'^ rw. Rudid. C. n.,c.H. (.>). ■ Lvou, Puvv- Comm ,. . , 

M .H’^.kc M.) jir;;?; ‘ 

' K'hoH r.r.K. ' 'Lmr!‘'vT" 1 ITon.G.AA''. Spema ip .«.,-i 

abii.M, Rth idar of, f‘ f.K. Go '’urnn Pb/ Pii<iv] '', -o , , j :-^<-^“T-i''-noy. Geori'o, r.i.K. 

^ K-ta^, a:ii::.u:iah, X-.v.t.I, fUI.,..iilr, i vfn.y, iOn' h;- rmG'J'.Mloi''’' ' jiSiS Uel":;''; 

Kid.i, Joh.i, C.M f). i ' '■' 


, . ,,, 

, Lennox, l -ord 
j ii.v.oMtth). 

: Leonard, .Tolin Vfm., o.m r,, 

■ Lesho, fG.-rv. John T. W., r r.,^. 
Low.surt 3 , Vul, Fran.-ni'? L.,o.ui,';d 
' Leii.-3iars, fPo.ave, c’.m.g. 



n; ii.,M.v o.{ 5 l!i). ■ r.i.E. 

iasino Cronion, ■ MuConib, CoJ. Robert K. e a ;' -.G 
MoCubhin, Lt.<‘oL Tlionvi,.,’;'.v‘., 
jitaodouaid, Ool Donald Aa <’ m .'; 

■ i 1 . 9 . 0 , '-o 

Abiedarud. CfF. John A., r.B.fel • 

, -.facuonnoih Ititt^x-Geneml H'oiW’V 

! o. {.{.(/«), jo.v. , ' * ^ 

,^A-l)oijiio;l. foL Juhn, c.B.fjwl 
: -Yiouoiiji-;i, diehard G. P. p ’,• 1 r 
Alucaonnoil (k,l. d'illiaiii, c.b, r].' " 
.u:ieD..u,:/aiJ, Janies P„ f.n.f'ol 

lIIcDongall, .John L,, fM.i r, ' 

: AIcDuvreli, Donald K,, ('..v.*a. 

I ;«iaonti'latie, Qeoi'gi-j J., r.m.g. 


Y ,, ., i;i;:.i;av: t w.aioi'c-': ;■.■!?■/%, ni-. c..-: 

kiioib-a, Ann hdw.u'd, ' Little L.w \ialcoIm O » 'juI {vellock,r r k 

Knox, af/y, .Stuart <K d itthJnbi s- .t 4 *^^ 5 niy,LVAiIr,n. Jaw A x ■ m n i 

■ Kuyvcit, Aloxantb.-r V., c.i.n, ! Ce.-’ C,’,'. 

pKo'vPoh Fredtrhd: w:b^ . a.i-m... . ,, ..... m-.. 

, Kri.shii.i (h-iiindii Gnjilor, r.s.i, 


Alexusiier 


j?o«’ 

i ; A.w-iy's' 4 S: 


KnrhYhr, ilaja Ua!.' Pal of', . 

Laliin, f'fif. ifdiia D , y.m,.;. 

Lahoru, Khan UahaJm-or, <„r.i'. 

Laih.ia, Khun Laj,S;uvhu-a oCr. 

, LiikirtK* «*»LV R, M.Y.oJd.h). 

: lem.b, Krae.-i!*. H., f ’i.a m s* 

.A. H.v.o:f 4 di) 

Lamb, Ui ban! A., o.v j , ,f 

; I? K..„ ., 


^ V* U^;T Jj, 4 

Uugman, tVai An-hm r., . .m.u. i ,. « ll ’ MoNalfcr, LG-V.VJ Gon U'm ' ■, 

:Sllrth^^ Alfred D., ■ 

iSS'C: fe.S-- K .CB.„„). "'■ K'. 


“■ — ' -Hiiopheraon, Vol. Wm. Grant', V ' 
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McRao. Coh Hv. Niipicr, \ Master, Col. Wm, C. Chester, c.B.{wi)- 

Macreadv, Co/f Cecil F. ’Masters, Col. Aiesaudov, c.i\{m). 

McTiirk/ Michael, j Mathevr, George F., c.i.e. 

araddovi, Archil. L\IiLclea,n, c.m.ij. i Mathews, Hy. Montagu, c.i.e. 

’Mathias, Col Hy. Harding, 

v.njw.]. ' ' j Mathieu, Olivier E., c.M.G. 

Marl.i'en, Lt.-Col George C., c.b.{//?), Matthey, Col. Edward, 


: Mndho La,l, Muu.shi, c.s.t, 
i Madhi'i Sudhtin Das, 

I Magiil, C',-;?. Janio.”^, c. ».(;«). 

Magiraiess, Eduiond J., M.v.o.(4th}. 
I itahendr-j Lai Garkar, c.i.k. 


Maiici, diaj. Philip, c.n.o. 

IMaud, Capt. ^An. Hartley, c.m.g. 
j Maude, Col, Frederic N., c.b.Ic). 

[ Maude, Z/^.-C'oLFredk S.jf.M 
iMaixlvi Kluida Bakhsh, Khan 

, ........ i Bahadur of JPatna, q.i.e. 

Mahon, Bryan 'i'., 'Maunsel!, Lt.-Ool. Francis- R., c.m.g. 

Tv.s.o. ‘ " j Maxmsell, iSr/T/.-GcM. Thos., c.E.fw), 

Mahon, Inapr.-Gen.. Edwai'd E.. ' Maxse, Ernest G. B., c.m.g. 

R.N. ! Maxwell, Ilk-Go?, Frederick D., c.i.e. 

Mahon. 'Col Rcgd. Henry, ' Maxwell, Lt.-Ool. Henry St. P., c.s.i. 

Main, Reuben, M.v.o.t'sild. jMaxxvell, Richard P., c.b.Cc). 

Main, Gok Thonias R., (.’.h.fo.'i. j Maxwell, Maj.-Om. Ronald C., 
Mainw,anng, CW. Ro’niand B., i-.M.f;. I v.n.(m). 

Maitland, Col Ea>-d'iev, ! Maxwell, M illiain, r.i.E. 

Maitland, Moj.-Gtu' Pelliant J., May, Coh E. Sinclair, c.B,(;n) c.m.c. 

c ' [May, Thomas J., c.M.o. 

Maitland, V.'m. Jame.s, i-.i.r;. ' May, Col M 7 m. Allan, c.n.tm). 

Ivtajor, il/oj.-rAM. Hon. Arthur II. Maycock, Willoughby R. D., c.m.g. 

I-iennikor-, c.n.(?«)- I Mayne, Col George N., c.B.{m}. 

Makins, C-ipL Geohroy, M.v.o.(4th), (Mayne, Col. Richard C. G,, c.B.(3a). 

Makins. Geo. Hy., e.u(c). -r 

Malcolm, Ool Edward D., o.n.'3/di. 

Makohuson, MaJ.-Crtii. John II. 1 " 

G.B.{m). 

Mauk, l iuar Ivhan, c.i.;;. 

Maling, (Utjtt. Irwin Ct, c.v.i.. 

Mallet’. Claude G., c.m.o. 

Mallet' Louts du F., 

Maltbv, Lt. Gerald P,., jr. v.u.^J.h), ^ c.b.L-), a.x. 

n.x. I Melville, William, n.v.o. {5th). 

Malthas, Col. Sydenham, c.B.(?.e.). | Mercer, Col Harvey F., c.b.{'>h). 

Man, Edward H., c.i.e. jMercer, Wm. Hepworth, c.m.g. 

Manoherjee Morwanjee Bhownagreo, > Merk, Wm. R. Hy., c.s.i, 

Sir, K C.I.E. iMeston, Janies Scorgic, c,.s.i. 

Manders, Riclnird, c.B.(f!). j Metcalfe, MaJ.-Cen. CUarlccs T. E,, 

Manderson, 3 Itij.-Gen. George R., ’ c.B.{m). 

c.Bdm), jMeyrick, Tmp.-Vd.-Snrcf. Jairie.«, 

Maniiold, Col John F.. r.M.c. i c.ii.(m}. 

Mnnn, 3 ;</.;.-Gch. Janiek K., c.u.i;. Aieyrick, Ool Frederick Charlton-, 


‘Meade, Lt.-Col. Malcolm J., c.i.e. 
jMea.sure.s, Han-y Bell, .M.v.o.(4th). 

, ' Meens, James B., c.b.|c). 
jMelirulla Khan, Mir Itaisani, Kazim 
I of Mekran, C.I.E. 
iMelitus, Paul G., C.I.E. 

I Meilor, John P., <'.b.(c). 

; Melrose, CMef-Jmv.-Slach. James, 


Mansel, George, c.m.o. I 

Mansell, C’c'pf .Geo.R.,M.v,o.(4th(,u.x. ' Micholli, Pietro J., c.’sj.c. 
Mansfield, Cyril Jas., ' Michic, John, w.v.o.(sih). 


Mifsad, Oreste Grech, ,m.o. 
Miles, Col, C, Napier, 
?t.v.o.{4thj. 


c.E.(»0, 


Lwa'lVihi.' 

Man-ifield, JL-Gra. HerW., c.»,(//d. 

M:iii;5;ield, Enbcrt Wru., c.M.o. ... 

March, George E., c.m.c. j Miles, Geo. Edward, 'M.v.o.isth). 

Marchant, Lt.-Col .-Vlfd. E., c,b.(„G. lililey, Col Janie.s A., c.s.i. 
Mariidtcli, Hugo, ' llRillcr, George, c.b.(c). 

Marjoribanks, Moj. ilon. Ditdley C., , IRiller, Lt. Geo. John, •M.v.o.(sth). 

M.v.o. (4th)., n,.‘’!.o, IMillor, Moilot' Con. Geo. M., c,rs.(w). 

IVIarlcwick, Col. Ernest E., c.ij.(,/<). (Miller, J. Ontario, c..s.i, 

Marling, Ohas. Murr.ay, c.m.o, -MiUur, Re,v. William, c.i.e. 

Marling, Col percival H., 0.V..G0), Milts, OoZ. Geo. Arthiii’, c.k. {*’«). 

I Mills, CoZ. Herbert J., 

Marriott, Lk-Cu/. John, M.V.O. {4th), i Milner, Capt. Marciis Hy., m.v.c. 

D.s.o. } (gth), n.s.o. 

Mur.-'h, ILlwd. llov/ard, c.m.g. Mlnchin, MaJ. Alfred B., c.i.e. 

Ivlar.sli, H enry, c. s.e. J Mirehousc, Col. Richard \V. B., 


' MiU’sb, Thonias K., c.m.o. 


I Mitchell, Col, Thomas, c. «.(<;). 


jMitfoi'd, Robt. .Sidney, c.i!.{c). 

M'.vVf’ii 111, James B., c.n.k*). Mitford, Col. Win. Kenyon, c.m.g. 

Marsliall, J. Mk Asuey, c.B,(//d- ^B‘hsby, Gcoige, C.M.G. ' 

M.'irstoii, Str)‘{/.-Cc}i, Jetlbry A., ' Moifat, Rei’, John ,S., c.m.g. 
c.n.{m). IMotM, R,obt. Unwin, -c.M.c 


Marth-k G’co. Peter. B.X- L c.n.(wi). 

Martin, f'o 7 . ITcrbert. c.b.(m). Moiyrieiix, Ctipt. lion. Richd. F., 

Martin, Mb/. Jamo.s 3 k Bailiie, .M.v.o. M,v.o,{4th). 

{Athl. Moncrietf, Alexander Bain, c.jt.a. 

Martin, Ool Rowland H., c.i!.(/u), Moacrieff,kW.Geo. K:.Scott-,c.B,(3-/i!,), 

C.M.G. j O.I.E. 

Martineau, George, c.b.(c). 1 Money, Col. A. Wigratn, c.B.fm}. 

l\[tirx, R.-Afbii. John L., M.v.o,(4th). , Money, Cal Gharle.s G, C., c.B.i’n/.), 
Mase.f^ield, Col Robert T., c.h.(c) j Money, Ool. Elliot A., c.ii.(w.), 

L Sir Ihivid ?., c.i.K. Money, Col. Gordon L. C., c.B.(?fi)j 


Masson, Lt.-Col. I 
Ma.s.sy, Col Harry i 




Money, Ool .Herbert C.j 
Money, Wm. Jamc.?, c.s.i, 
Moneypenny, Fredk, R”., m.v. 0,(4111). 
Mong Nai, Siuvbwa of (Kun Kji), 

C.I.E. 

Moni'o, Alexanuei-, c.i.e. 

Monro, Co!. C'liarle.s C., c.b.ZwR 
Moni’O, Tlorr.ee C„ o.n.lc). 

Monro, James, c.ij.{<;). 
liontagn Ilic.r-AUm, Hon. Yletor 
Alex., c.B.(,'a). 

MoiiUuavo, (M. Arthiu- F., 

M.V.o.{ 4 th). j 

Monteith, (Ad. Jolin, c.B.(;/i). ' 

Montgouiei’y, Lt.-Col. Jainex Ij., i 

C.S.I. . M 

Montgomery, Cot. Hugh J’’. .Lyons-, * 
c.H.fra), 1 

Moody, fJoJ. Richard S. .H,, c.a.(; 3 ?). 
Moore, JO ,.-\rthurQ'-., c.B.k/;?!, , 

! rtc. i 

iMoi.ire, CaptHasUr-indJhkj John S,. i 
i'.u.{Tu), n.s. \ 

Moore, Co!. Maurice (L, •'.ii.fju). f 
Moore, , 2 A.-Co?. Hon. Newton J., | 

O..M.G. ' i 

Moore, Lt.-Col R. St. Loger, r.n.iifi), I 
Moorsom, IJe.iti-Col Hy. Mavtiii, ' 

iMorciai^, >\'iii. Han-ison, c.i.s. 
jlvioretun, Hmi. Bichard Chaa., 

; ,u,'v.o.(4th). 

jJiurgan, .luar-Arlw. Frederick P^. 
\y;, .av.G.i.th}. 

( Morgan, Col. Harrison R. Ii., c.B-ijn). 
'Morgan, Col Hill Godfrey, c.b. (»/!}, 
n,.s.o. 

Moriscii, Wni. Thomson, c.s.i. 
Moj’Iand, Col. Thos. L. N., c.b. {in), 

Morrell, Id. John F. B., •M;.v.o,(sth). 
Moms, Col. Arthur Ily., c.mi.G., n.s.o, 
Mortimer, Col. Win, Ilugh, c.n,\m). 
Mo.seiey, Charles TI. 11 ., c.m.g. 

Mo.sely, Alfred, c.m.g. 

Mosley, Alexander, c.m.g. 

Mo-sse, iKp.-Snrff.-Cm. Charles B,, 

C.B.(//d, C.M.G. 

Miuile, Horace F. D’O., c.s.i. 
Mount.steveu, (Ad. Francis H,, c.m.g. 
Moy-sej', Charles c.m.g.' 

Muiiummad Abdulla Khan, NawiAi 
Tlatlz, e.s.E. 

(Muiuiminad Bakhtiyar Shah, SahiL- 
S!a<la, C.I.E. 

Muliauiuiad Umar liayat Khan, 

C.I.E. 

Muir, Col C. W'einy.s.s, c.r..(w), c.i.k. 
IMuir, Snrp.-Ciin. T-iy. Skey, c.u.(w). 
j Muir, M hoiiuis, c.M.fj. 

. Mulcahv, Moj.-Gc-n. Fnui. E.,c.b.(jij). 

! Mules, Horace C., M.v.o.(4th). 

’ Miillaly, CoZ. JlcriK-rl, v.,n.{vi), c.s.j. 
j Muller, Will. G. Max., M.v.o.l/ith). 
j Mu.llins, MaJ. Cha.s. il., c.m.g., 
'Mnnclu’rji Cow.usji Muixiban, Khaii 
! Bahadur, c.i.e. 
j Muncherji ilustonni Dliolu, c.i.e. 
iMuudy, (At plain "Godfrey H. B,, 
i iii.v.o.(^4th), K.x. 

Murdoch, ( vl J (din F. Barn-, o. kLu ). 
Mure, Win. John, c.b,(£‘). 1 

Murray, Co?. Arthur M,, G.B.{ut), \ 
M.v.o.(4th|. 

Murray, Major-Gtn. R. Hunter, [ 
C.li.'pn), (\M.G. 

Musgrave, Anthonj*, c.m.g. 

Niidaun, Raja of, c.s.i. 

Nanak Ghaildj Rai Bahadur, c.t.x. 
Nanquottc, Pien-e F. H., o.i.e, 

Naoroji Pe.stonji Vakil, Khan Baha- 
dur, c.i.e. 

Nayuer, TJ.-Cdl. lion. Goo. Ci.,c.i.K. 
Napier, Ron. Hy. Dundas, g.m>g. 
Napier, Co?, Hon. John S., C.M.G. 
Napier, Capt. Trevyiyun B. WL, 1 

i M.V. 0.4th), It.X, “ 5 
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Omtiiiamom of the Orders of Knu/hthootL 


Nitpler, Wi!l!f4iu, c,«.c». 

Vju'ijtjUj, J!‘}in U,, 

S;l {j, V-tiifhaii, 

Naij! Mukharjt, c.i.E. 

I»4>biA, r.i.n. 

J*aj’ar, tJ. riarikaran, c.i.e. 

Jiaues fL, c.ai. 

Nal’tjr, licni'v* I*. ’i’ljrL'l-, c.s.i., r.i.i:, 
Huasn, FrA’icirf J., c.i.i;. 

N'c«:!. KJj.rn-u 


lOmmanncv, (foL Albert fcl., c.ii.[w).i Peac-oeke, f'.'W. 'William, 

I Ommanney, Cliarles Renrv, e.M.o. | I’cake, Jiry .^tlalei.viin, c.m.g. 


.Orange, Huc'h W., c..i.b. 

Notxjau, Cfnu. ftt.Vin.3cnts,it,v.o.(4!;Ij), ' Oratjgo, W'iiiiain. r.n.Ju). 

ii;.A^, !Ord, Oo/. Fredericic 0., c.u.(<;). 

NiivHL Lord Iliouar.i J'lantagonct, ! O’Reiliy. L/.-b, Tliuiixas J., c.m.o. 
- - - I Organ, Charles, M.v.o.fsth;. 

Ornstein, John I. M., c.m.o. 


Oinnmum% Co': Ed^vard L., e.s.i. Peakinan, J/aJ. Thomas C,, c.slg. 
O’Noill, Jm). J. S.,e.is.(.'n). Pearce, MaJ. h'raiicis B., c.m.o. 

O’Nial, John, c.u.(w?). i Pearson, j/oj.-o't a. Ali’reci 

Oii>iuU', CoL Goo. Thong c.n.fw). 1 l^earson, Arthur A., c.m.g. 

0per:sliaw,.S’(OY/.-L.-^ '.Thos.IC.,(’,'M.{.. i ik;arson, Col. idjoliaol B,, c.b.(c). 
Oram, Einj.-V ici.-Aditi. Hy. Jolin, Pease, Lh-CW-. Henry Tims., c.i.e. 

I Peeoies.Aie-wLAubre} vY.,M.v.o.(5th) 


im) 


JiCtVall, Lf.-Co!. Stuart, c.s,(jrt). t Minaomu, ,iuuu i. xya., 
ISov'romnbe, Eilimmd L.. o.ss.o., li.c. jOrnon, Hemy ?J:irtyn IT,, 


Peel Algernon R., M.v.o.{4tli). 

field 


Fatten 


Poile, JJ.-Col. Schofield 

r.n. (/?(). 

Peile, Cul. Solomon C. P'.,c.i.k. 
i.’cirsc, Hi>ttr-Adiu. Rloliard Ht. 

, M.V.0.(4thl 

, rolham, 'irtiu. Taonia.s H. W., c.k.(c) 


Kcwr.omen,Ch;'.A.ii.Gjcaduvro-,o.nE. Orpon, x¥«/. Redinorid N. N'., 

5tnvlind.9, John, c.i.k. j < J’Shanghnessy, Richard, c.n.(.:}, ^ Felly, Cuia‘. Hy. Berlrmn, m. v.o.( 4 th) 

iJCowinan, Cap/.. .It, G. 0. Branistori.-, M,v.o.( 4 th). e.n. 

v.i .*..( 4 th). I Ovens, OoL Gerald II., c.n.(/n), ! Pemberton, Ma^.-Gen, Robert C. E. 

Newton, Denali 0. C.,'Ovev, Esmond, I c.n.(/.*i), c.s.i. 

M.v.n.( 4 th). ! Owen, Lc.*Oot.Oha.s.\Yr<i.,.",.\i.ti.,e.f.i:. , Pemberton, Maj.^Gm, ’Wykeham L. 

j Newton, Francis J., c.M.G, jOwon, Ooh iiy. Slostyu, u.ii.(in), o.B.fni). 

! Newton, F. J. Stmvart Hay-, i M.v.o.( 4 ih}. ; Pendleton, .Alan O B. G. \V., c.ji.o. 

n.v.o.( 4 tii). I Owen, b'nnf! Huger G. R., c.M.G. : Pennington, MoJ. Artiuir W, 

j Kldtohvs, Gap/. JuIiTi, ?f.v.o.| 4 th). Owen, Euward Ounliffe-, c.m.o. i ^5.^.o.(4th). 

I KiehoUs, Henry A. A., c.M.o. Paget, Capt. Albert E. S. L., Penny, Edmund, c.t.e, 

i Nidiolson, Ar'har Win., w.v.o.fsth). iPennyeuick, CW-. John, c.s.f. 

; Nicliolstiii, C'jL Juhn S., P-kSet, Cot'. 'ILirold, c.h.(«?.), n.s.o. ' Penro-’c, James E., M.v.o.(3th). 

i r,..M.o., iJ.a.o. Paget, bW.Wtillc.sleyi<.H.,M.v.o,|4t]i). Perak. Raja of, i.s.o, 

j Niebifistrti, Capt. Stuart, M.\.o.{4th’), ! Run, Col. George Wm, 11., c.K,(w.'t i'’eivira,X/.-C'oh Geo. E.jC.ji.o., n.^.o. 
i 11.K. ’! Paine, C'aj?/. Godfrey M., M.v.o.{4rJi;, Perkirus, Alfred T.,c.ij.(c), 

1 NEliols&n, J/aJm'-Otg. Stuart J., u.s. ' , P-iiT.un, Geo. Jame.s, c.i.e. 

• Hkikani Rajarataa, iJivvan Bahadur, P^rr(cLt, J/u./.-iAn?, lfiroma.s, 

, c.i.r,. I Perry, Ayleswortli Bowen, ' 

I Pak'tmliam, Lt.-O'eti. Thomas Henry, i Perry, Lt.AJoL ,Fras. F., o.i.e., i.m.s. 

I Pe.stanji Jahangir, Khan Bahadur, 
iPtikcnham, Cepfi Wm. Christopher, <m.e. 

■ Nidnit, Robert P., c. mo : c.h.(i>i}, m.v. 0 .( 401 ), u.m. 'Peterson, William, c.m.g. 

i Nixon, Aha A ?i. John E., j 1 J.imaneri Sund.UMm Sivaswami, Petiey, LtVjd. Eaton \Vni.,c.i.n.,K.w, 

• Nubic, ht. Percy L. Jf., .M.v.u.tgtit), . c.i.ii. Pliavre, A/h/.-Grt?. Artimr, c.b.( 7 /v). 

R..\". I Palmer, Oliarlc.s Ceurgo, c.i.e, Pidiijt.s, 'uJ. .Buiton Ily,, c.M.t;. 

f Ncreott, CoK Gh.arle. U. H.. c.M.n. j Palmer, I''redk. (.i.e. ' r*lii]lmiure,G,7j)/,Rich. F.,.m. v.o.( 4 th). 

Nurm.iU, Itipt. Claude LuutMie.:. ' i'.ilmer, Gt-'i-'/. Norman C.,.u.v.o, (41.11), l!.^. 

i M.r.i>.( 4 th|, I it.u. , !’hil!il»s, Francis, 

; Norns, t'ul. Hv. Ch:trle'\ n.v.<»,(,}t1fi. , f^almes, Cof. I'liilip, c.h.i'w). ‘ I'ldhip.'!, CtJ. Walter E., <'.b.{;k). 

: .Ntrth, tW., iLrungge N’., c.n.lit'fj P.-mna Laiji, H. E. itai fifehta, c.i.i;. , PInl[toi, Robert, c.b.(<;). 

V? in fjH-ii ■ ‘ : Lmn Coll, t’ok John G., c.M.tj. Pick a < 'Ud, n'oR .Edwin H., c.m.g. 

Panton, Ju.se|.»h aV., c..'i.c. jl'ic!,sse, Hon. .Froderiok .H., c.m.g. 

ikiriii, C'ti/. Archibald, c,i 5 .( 7 ii|. Pilcher, MuJ.'Gcn. Thomas D., 

Park, Miij.-Gett. Cecil Win., c.m.fwi). c.n.fwi), 


c.B.(m). 

Nicol, John, ■ 
! Nkoll, triif. Henry, 


; Ni-.'olson, li.avid, c.i*.(<‘). 

' Niiamlvir Mukh.iiji, Eabn, c.r.E. 


, M.V.«,f4th|. 

! North, Vok Dudley, c ».(>/!). 

! North, Frederic D,, c v, 0 . 

1 Norton, Arthur T., c.n.tc). 

I Norton, DavM, c.s.r. 

..Nugent, ■EC-GctI. Gno. Celburne, ! 

j M.v.o.(4th). I 

Nhigont, Pul,. Rijibcrt A., r.B.fiu). i-. , 

Nuinall, Col. Hy. Juo., <'.»,(»«.), ; Parkin, George Robert, c.m.g. 

; Nutt, AlCied V., M.\.o.( 4 th). i Parkin, Lfi -Go'. Henry, o.i.k. 

. Nyc, Kmin^f-t'~Capt. Ah'ml J., Parkiaj«>n,0'7p/.<Jha.s. C., n.v.vi.fsih). T’ijion, MaJ.-Gen. Henrys c.B.(m). 

! M,v,ft.( 4 th), n.'i. jparlakiiuedi, Raj.a of, c.t.j;. ■' Pi.sani, .Salvatore A, L., c.m.g, 

1 yfiricn, f .\ubro> J, c.i.e Parr, J/w./.-bVa. Hy. liallaiii, c.ij.(i<,'), Pitman, Charles E., c.i.e. 

! O’lkien, l.t~Col. Charles P.M .I’.M.u. 1 c.m.g. .Pitman, Capt. Robert, e..M.G., r.n. 

j ti’Rri sn, J/nJ. Hoij. HuiTough, I P.arris, Jame.s William, c..m.(;. ' Pitt, CtipA Fraiici.s J., c.n.(c), k.n. 

1 m >,o,( 4 thj. Rutv, Frederick S., c.n.(c). Pitt.s. Hon. Jas. .Stewart. a.M.n. 



Pink, Col. .Francis J., c.B,(7n), c.m.g., 



C.M.U. 

Par:!tin.s, AC-G'.'m L. IT., 




;Plowdtin, Major-Gen. i''rmici.s IL, 


I tPCouor, J.amc,s 

I U'Dcll, VoL Tims. J.. v. .'n.c. . , , 

; Odbb.g, ChurKcs Wuhmn, Pariah Bahadur Singh, Imj.i, r.i.i . I'lowman, George Thonuts, c.m.g. 

: OTmnovaii, DoiiiH, c.n.f., , Part'ib Singh, Sardar Ahluwalia, ' PliinkoLt, Licui.-CoL Geo. TimMl 

I O'Dwyer, Alich.mi Francis, c.s.i. j c.i.e. ! c.i{.(c), ’ 

j Ogilvie, Francu G., (Mi.jo. j Pasley, Thomas IT, S., M.v'.o.{ 4 th), a.N. Poti, LieiU.-Uol ITm. Hutcheson, 

lua-deric A., c.n.pG4 I c.n.f/n), 

; tPGr.y!y,tC‘fb'.J.det'ourcy,c.B.(ric). IPatey, Bmr-Adm. Geo, Edwin. Poett, CoL Joscuili TI. c.b./w). 
M.Uhdiorau,Jo.sepliS.,c.vm I M.v.o.f 4 th(, 'i Pole V, Xfi Id. Edward H.Weli.-r- 

U.huGhino, Ibiung.c.i.E, H'aton, George, o.m.o. ! M.v.o.i'gtli). 

I Okeofer, CiiptaU ilaugUton E., ! Paton, C'owm. Win. D., mv.o.( 4 lh), Pullen, John, c.i.r. 

L , i . ***^'- \ {Pofit^ck, Major-Gca. John A. H., 

Miidham, Wm. Beiyumii, C.I.E. j Patte.r.soa, Aloxandur Ik, c.i.e. j c.e.(w). 

I Uii'Tf, Chiitles N, J., c.M.ii. I PattiM.soTi, Jacob Luard, c.b.(c). i Ponnainbaliun Fvamanathan, c m o 

I 0 ;ivcr R«nry Alfred, *^M.< . J Patton, Cofi Henry i'oxmmibv, Capt. Hon. Cvril M. B 

J t}aver,G(tj?Lny. FrancihjVf. v.«.{ 4 th}, . Paul, Alfred W,, c.i.e. ! M.v,o.( 4 th), * ’’ 

I a, C.M.G, 'i'oock, John A., M.v.<).( 4 thl. 

OHuHoy, i <g. VI Ilham A. DOyiey, Fa;me,JRy.-GrJi. Richard L.,c.B.( 7 a), i'ope, Arthur Win. U., c.i.e. ' '' 

J , r . 1 Port eou, s, Alc.xandor, C.I.R. 

|0 Mt‘ 4 ra, Miy, W uitur A. J c.wm. I Payton, Charles A., st.v.o. { 4 th). ! Porteou.-, Col Charles A., c.i.r. 
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Porter, Insp.-Gen. Jas., r,n. 

Porter, Leslie A. S,, o.s, I. 

Porter, Col. Thos. Cole, c.B.(m). 
Porter, Wm. Ninnis, 0.1. E. , 

Porter, Col. Thos.Wm. lloae-,c.B.(»r)- 
Powell, Ma/j.-Gcn. diaries Herbert, 

Power, I'obn D., ir.v.o.{4tb). 

Power, CVyif, Laurence E.,n.T.o.(4tli), 

R.N. 

Powlettj Col. Poro.y ITt.i, >(’. n.(?)7),c.s. i. 
Praia, Lt.-iW. David, e.t.E. 

Pratt, Col. Arthur S,, 

Pratt, Col. Ply. Msu-sh, r.!’.(ia). 

Pratt, Surgmn'Qiourol Win, Sinison, 
c.j, ?.(■/»). 

Preece, John R., c.m.g. 

Presgrave, Coi. Edwd. It. J., c.B.{«i), 
i a.s.o. 

i Preston, Elystan It. 0., M.v.o.(4tli). 
i Preston, LL-Col. Jenico E., 

i a.s.o. 

i Preston, Sidney, 0.1.12. 

Pi'ice, C(jI. Adolphus J., 

Price. Lt.-Col. Rhys Howell, c.m.o. 

I Price, €ol. Tbos. C. R., c.b.(w). 
j Price', Lt.-Gol. Winia.ra, c.m.o. 

I Prideanii, Co>. Win. l<’rancis, c.s.i. 
i Pringio, John, 

; Pringle, Oapt, Lionel CL, M.Y.odst'h). 

! Pringle, Co>\ .hybert, o,b.(/«), n.s.o., 

J A.V.I). 

■'1 Prinsep, Tj.-Orii. Arthur 
■1 Froe, Thomas, 

Protheru, Ji< or-Ad'ni. Reginald C., 

Protheru, Rowland E., ’M.v.o.(4th). 

I Front, iViHiarn Thomas, oai.e. 

I Prowse, Pochard Tlios., r.fs.(e). 

I Pryor, Maj. Pumerva’ Holland-, 

2\l.V.O.(4th). 

1 Pncble, Richard K, ".i.e. 

I Fulford, ('ol. Rnss-j 1 IL, c.t.e. 
j Pulley, Vol. Charles, c.n.linX 
1 Pulteiiey, ^laj.-ifcn. VCni. Pulteney, 

! n.s.o. 

;! Purei’ov,Coj//, Richard P.,ii.v.,n.(4tli), 
i n.N. * 

1 Quill, Co\ Rerholey C., 

<1 Quin, ( 'ol. Witulliiu'ii Ily. IVyudharn-, 

* <;,«.(<;), n.s.o. 

i Quinn, Patrick, M.v.o.{ciih|, 

■ Quirk, <M. .iolm c.h,()/)), n.s.o. 
HaVwindai Pwaghunatha Ruo, Diwan 

■ Ballad or, c s.i, 

Radford, Col. (Xsw.ald C., r.n.(m),c.T.T:. 

, Rahim jjakhsh, l\Tauivi, o.i.e. 
i Raike;?, Lt.-Col, Ereilerick. D., 

{ Rainsford, Col. Marcus E. l:.,c.a.(/«J. 
i Rainsford, Pol. Wm. dtibii.R., c.i.e. 

I .Railt, Bi-.-Gm. Herbert A., (:.n.(w). 

( Rajondra Math, Mukhrirji, 0.1.1;, 

^ Ralston, JlaJ.-Ciot. Wm. ily.,<;.B.(Md). 

: Ramaniy Pra.sa;l Singii, o.i.e. 
i Ram Bahadur, Rai Si-i, 
i Ramkvi shnaGo}!;!,! Buiuidarkar ,c. 1 . v., 

I Rivmpal Singh, Ra;)a. c.s.e. 

1 Rarnpura, Rain Singli, Raja of, c.i.e. 

Kam.say, Lf.-dol. John, cj.r. 

: Ram.say, Col. J. Geoi-ge, c n. Int). 

I Ramsay, tflaleolm CL, e.n. (o).' 

I Rash Rehary Clioyo, c.s.i,, c.i.e. 

! Ravonscourt, Edward Wm., o.s.i. 

; Rav.ding, Capt. Cocil Ct., c.i.e. 

' RawUnson, Maj, Cliarics B., o.r.K. 

( Rawson, Frank, c.m.o. 

^ Rawson, Col. Hoibert E., o.B.(in). 

! Raymond, George, M,v.o.{3tU), 

I Read, Col. Hasting;-;, c.B.(7a), 
j Read, Herbert Jas., c.m.o, 

I Readc, Lt.-Col. Charles J., c.n.lm). 

I Roatle, Col. Raymond N. R,, c.b.(«/). 
, Ready, Lieut. Thomas, M.v,fj.{gth), 
mN. 

1 Eeay, Ool. Charles Tom, c.b.('>«), 
Rediera, Thos. Wm., 

Redford, Edward P. 'Win., c’.B.{e). 


Redhead, Col. Richard Hy. Milne-, 

C.M.fl. 

P„ees, Bear-Aclm. 'William Stokes-, 

Reeve, Hy. Fenwick, c.m.g. 

Reeves, Col. Heni-y S. B., c.b.(»?,). 
Reid, Surg.-Gon. Adam S,, c.n.im). 
Reid, Col. Ellis Ramsay, o.b.(?h). 
Reid, Marshall F., c.i.e. 

Rennie, Ernest A., M.v.o.{4th). 
Ropingtou, Lt.-Col. Charles a’Court-, 

C.M.G.. ■ ' ■ 

ReynokLs, Herbert J., c.s.i. 
Rihbentrop, Berthold, c.i.e. 

Rice, Benjamin L., c.i.k. 

Rice, Col. Hy. Garde, c.n.[m). 

Rice, C'arp.-Lt. Jas., ju.v.o.{sth), mx 
Richards, Col. Samuel S. C., c.n.(e). 
Richardson, Hon. Edward, o.m.g. 
Richardson, Major-Gen. John S., 
c.u,{m). 

Richmond, Douglas C., c.b.(c). 
Richmond, James, c.m.g. 

Rioiietts, Cant, A-.'ljaiir, c.si.g. 
'•vicketts^jGebrge Hy. M., o.b.(c). 
Ritchie, Kiclimond T. WT., 

Riddell, Col, John S., M.v.o.{4t!i), 
Riddell, Capt. George Hutton-, 

M.V.0.(4th). 

Rideout, Maj.-Gm. Arih. Kennedy, 

Ridgewa^?. C'oi!. Richard K,, o.b.(w.}, 
>"pr. 

Ridley, Col. Charles P., 

Rimington, Br.-Gen,. Michael P'., 
c.n.im). 

Rind, Col. Alex. T. S. A., c.m.g. 
Rishlyiu' Denkata Srinivasa Aiyar, 

C.I.E, 

Ritter, Gustave A., c.m.g. 

Rivaz, CoL Vincent, 

Robartes, Hon. Francis G. Agar-, 

, M.v.o.( 4 th). 

j Robb, 3 /«y.- 6 r’ia?. Frederick ,c. ».(«•), 

f M.V.0.{4th). 

'Roberts, (.'<d. Charles F., o.m.g. 

; Roberts, Hon. t 'lirtrios J., o.m.g. 
i Roberts, Lt.-Col. il or*.- a ard L., 

I M. v.o.(4tril. 

! Robertn, John, c.m.g. 

Roberts, IJ.-UCH. lVilUam,c,i 5 .;'a'd. 
Robertfi, Maj. Robert IL Mills-, e. .'...c. 
lio! Benjamin, r.i.E. 

'Robei l.-:i Vi, Jt‘-or-Aihii. Char’-. . IT., 

C.M.G,, ?rf.V.0.(4th). 

Robertson, Maj. 0. T» '':,<ia.l, 3 , c.m.g. 
Robertson, 'l.>.M.,.M.v.o.{4th). 

Robertson, Frederick E., 0,1. n. 
Robortson, Col. Jaiue.s P,, 
Robertson, James IF., o.m.g. 
Roberteun, Co/ojiri John, c.i.e. 

, Roiiertson, Col. Robert, 5 !.v.f>.( 4 tli}. 

I Robertson, Br.-Gk.n. Wni. Robt., 
i c.y..{ni)., n.s.o. 
i Robin, Col. A. WL,c.B.(!n,). 

Robinson, J/nj.-fAn. Charles WL, 

c.B.(wi). 

?k,ubin.soii, Lt.-Col. Macleod B., c.m.g. 
Ro’riiison, Vincent J., im.e. 
Robinson, Wm, Valeni iue, o.?,i.g. 
Roche, Ll.-Col. Hon. UlIckueR. B,, 
c,n.(«i). 

Roduorb, Maj-Gen. Alex. Nelson, 
c.n.fm], C.M.G. 

Rocke, JXaj.-G'.n. James H., c.B.fmi. 
Rodweii, Cecil Hunter, c.m.g. 

Roe, Dep.-Surg.-Qen, Samuel B.. 

Roftey, Chief-Xnsp.-Maohi/n. James, 

R.N, 

Rogan, Lt. Jno. Mackenaie. 
M.v.o.fgth). 

Eohnveger, Frank, IE M.o, 

Romer, Ool. Fredk. Ct, c.«.<e), c..m.g, 
Roraesb Ohiinder Dutt, c.i.e. 

Rose, George Pringle, c;i.Ei 
Ross, Alexander Carnegie, c.b.(i7). 


Ross, Roderick, M.v.o.{4th|. 

Ross, Aioj. Ronald, G.M.(c). 

Ross, Col. 'Walter C., c.b.vtoJ. 

Ross, Mngr.'Wm. Munro,c. B.(o}j,i',*ii.E. 
Round, Prancis R., g.m.o. 

Routh, Bear-Admiral Hy. Peter, 


M.V. 0 .{ 4 th). 

Rowell, CoZ. John, c.B, ( to). 

PoHvell, Tlios. Irvine, 0 m.g. 

Rowland, J ohn Wm . , c.m.g. 

Rowland, Col, Thomas, ci.b.(v/i|. 

Roy, Lt.-Col. Alexander, M,v,o.i(4thj^ 
Royie, Arnold, c.b.(c). 

Royle, Joseph R. E. J., g.i.b. 
Royston,I/t.-C!'oZ.JohnR.,c.M.Q.pa.s.o. 
Ruffer, Mare A., C.M.G. 

Rum bold, Horace G. M., M.v.G.(4th>, 
Pvundall, Col. Fi-ank M., c. ».{»?). 
Russell, Hon. Alexander, j,i,v.o,{4th}. : 
Russell, Lt.-Col. Alexander F., o.m.g. 
Russell, Maj. -Gen. F. Shirley, av.M.G. 
Ru.ssen, Hy. Blythe W., o.m.g. 
Russell, Lt.-Col. Edmd. S. B. 

Eardlejs M.v.o.(4th). 

Russell, Col. Horatio A., c.b.(w), 
Russell, Willit m, c.B.{e), 

Rnstumji Dhm.jebhoy Mehta, c.i.e. 
Rutherford, Col ChaiRs, c.m.g. 
St.Clair, Col. Jtmes L. C., 
c.m.g. 

St. Clair, Hon. Loc. hav’; M,, c.i.e. 
j St. John, Alfred, r.M.G. 
jSale, Col. Matthew T., c.m.g. 
iSamut, Li'.-CoL Achilles, o.m.g. 
jSandeman, Lieut -Cdond John G.j 

I Sanderson, CM. I...y. Bristow, o.nJE. 
j Sandiford, Charles, c. b. (c). 

Sandwith, Lt. Col. Ralph L. , c.m.g. 
(Sanford, Col. Edw.C. Ayshford,c.J«.G. 
j Sarat Chandra Das, c.i.e. 

! Saraar K'^' -m, Subadar Major, c,*,b. 
iSartoriuf faj.-Gen. Euston H. 

I ,c.B.(we/, Hy;. 
iSartoriu.s, Col. George C., 

I Saunder.s, William, c.m.g. 

: Savage, Henr\% c.H.i. 
iSavile, Cot. Homy B. O., c.n.(c). 
j Savory, C«pf.IIrbt.W.,M. v.o.{4'th),a.sr. 
'Heal ion, .Major-General Robert I., 
c.n.m), C.I.E., n.s.f-. 

iSchaldi, Col, Vernon A., c.«.(w)« 

: Sc'-uarl ieb, H erbert J i ihaim , c. m.g» 
Schietter, Cot. Percy, r.a.(TO,). 
Schomberg, Lt.-Gen. Herbert St, G., 
c.n.im), 

.Sclireiber, Collingwood, c.m.g. 
Sriu-chier, Hon. Wm. Philip, c.r,i.G. 
Sohwi!, j.-:’ir<]. Major Otto, l•..M.(^. 
HcbU.er, Majvr-Cm. Hy. Cricliton, 
c.n.{hi), 

Scott, Ron. F.rncst S., M.v.o.{4th}. 

, Scott, J/g/.-CA??.. J ames W,, 

{ Sc( .( t, Lt.'-Col. Lothian K., c. H.fc). 
(ScotL, Maj. Thomas E,, c.i,r.., 1...S.0. 
jScutt, Col. Wm. Augustus, c.n.laQ. 
jSci'atchloy, Htrbert'A., M.v.o.(sth). 
iSeigne, John T,, n.v.o.fsth). 
iSebby, Francis Gi.y, c i.k. 
iHoi'llicim, Maj. Vmtor C. M., c.ii.{fn}, 

! Senior, Col. Thunias P., c.a.fc). 
jSetli K:';J 4 ir Chand Dtiga, Diwan 
i ! hhadur, c.i.n. 

j. Seymour, Capt. Edwjird, M.v.o.{sth). 
i Seymour, Richard S., .M,v.o.(4tli), 
j .Shake.spoar, Lt.-Col. John, c.i.e. 
'Suiu-pe, JZ«;. Wilfred H,, c..m.g. 
i Sha-w, /u.sp.-GtOfc. Doyle M., 

I ' K.S. 

iShaw, George 'VV;i,taon, 

!,j Shearer, Lt.-Col. Johnston, 

n.s.o, . ' ■ 

Sheppard, J/Gj.Henry C., M,v.o.(4th), 
.Sheppard, Cajdam Thomas D. D-j 

.M.V.O.( 4 th), K.N. 

Shepsbono, Arthur J., c.m.g. 
Shepstoue, Henrique C., c.m.g. 
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lolia \VesI'.-,t% i.M.ti, 
.‘ifK'S’ Akiii.id iC!t;u», F.-trilur, i'.i.k. 
.-uor;-, Jt-k:! 

Jn-'K P., 

N}'..-nv'»»t5, U.'t'Aii. ArtiiUfP., i;, 
M.V.O.f.p.iik 

Sln|>ioy, II uiisfiOiil S., 

Siiorcjs^ Joha W„> c.m.c;.' 

IJ -Cnf. flcritert L., I'.i.a. 

.’ili/ut:!:', < i,'-. 

’ir, .KfiLSpIl *1 


iSoiitliey, Oiiarles Wm., .SurU'es, iJcrburt C., >;,!•. 

iSoiiUiey, Col. PJcliard G., c.B.iin}, : 

v.n.a. filter, {.loo.' J'jdv/tu’d, 

S'xtMing', Col. Warnov W., .-.M.a, .'Sutherlaud, Al";!. c’k;.'’ 

Sparkes. R:-ar-AdiH. ilod-i’l >'(>:>: Satljerlafid, Am^us, 


llii 


. land-, . . 

jSpeannau, I'klmiiiid R., c.m.g. 
IS[)cuoe, James K., c. -i. f. 
Spencer, ii ugh, c.i.K. 

! Spencer, Wader B , o. m-g, 

' Soens. Moj.-Lkn. Jaiuos. 
jSpragge, Col. Oharlos Hr., e.n. 
j Spring, Francis J, ib.c.r.i;. 
Daiiadar, Squire, Vo . John K., c.h.lr). 

I .Sfca;lbrd[. Thomas J., e. b. 

' StaiTord, JU.-G. Wm. F. H., 
Sfcanden., Bertram P., c.t.k. 
Standen, Edward .1,, v. ii.(c),, 
Stanford, lJ.~Col,, Waiter 
c.si.t?. 

0 +r> rr^w. * 


-'.Hja-'). 




Shvijia Sander frU, 

C.i.JB. 

Silvaiidar Khars. Raja, 1 

Si:n, be*'. H ifudUvii, c 
Siju, Hv. Alexander, e 
SiHie, Jidiu, . 

. Si.'urnonfls, Proierick, M.v.o.^th)* , . 

. Siwisis, tJioUCih Geo. :s'oriinn,'Stan'ey,'IIon. Arthur, M.v.o.fitu). 

if.v.o.fijtii!. 1 Stariiej% G'of. GeotTre\'f, e.H.fwj, 

rsimi»ktns.)u, TT/. W.ilrouti. < n '.SLaulox’- Cap*. George, c.n.u-i, n s. 
! Siinpwu, ! I u-i''’ EhrJer, b.(c}. 1 Stanley, George Joshua, c.m.c. 


R. M. 


'Ssihherlaii.d, VapC V. J.e.?llc, 
Svoune, Col. diaries E., ,'.n.(n{.!. 
.Swan, OnL Ch.aries e.n.e.' ' 

: Swann, Maj.-V.ra. J. Cliris;,,nv|i,' 

I C.B.(W). 

iSwayiio, Cu.'ir’e.s K., c.m.p.. 

'SM'ayna, vol. ifrio J. E., 
|S\veleahaT»i, f-V. Ic.JjjrL A., 
jSwindley, Maj.-C-n. .ino. Edvd 

I C.B.pK). 

b’»viviloyj 

: Sykew, Jnn. Ohas G., e.h.frd, ' ' 
Syke.s, Maj. Percy Id., c.m.g, 
■Symos, CoL Chislavus p., M.v.o.icjJi 
tl. F’cilcii:, o.M.o. 

.Syimot, MaJ.-Cta. A. l-'hsBoyE.'ir;. 
I C.H.{iit), C.M.G. 

(Talljofc, Lt.-(hl. Lord Jiidiuund ik 

M.V.o hO’ni r. u A 



j Si.apsou, Willi tin i. H , 

I Sinclair, .Sar.j.-Ci ihirai Bav'J, c.sn.i. 

{ feine’kdr, Ihp.-dnrj.-Cvit, Kd'.vd. IVL 

I C.b.( 7 rtJ. 

, Siiichur, ^,7n^ E.hvyuS. Ali.'xander. 

! M.V.n.(4tlv.. *{ %. 

{ SSngletim, ’riujioas F., M.v.o.LJh). 

! Singlefon, M<Hr-A>Jii>. ('vedalc C. 

j O.M.t.vUl. 

eU,db?. Wm Uy 


! Steele, Joluq c.a.ic). 
.Steele, CuL Samuel B. 

I _ M.V. 0 .{' 4 th). 

iStepliu-ia, S\h.u-0,n. Ahc 

! 

StepIieii.'S. George ric-ni,, < 

I Stopiicnseu, (Jot. Frani'is I 


(Tarleron, Lt. Alfred IL,. M.v.o.Lthl 

c.n.tr.'d, ! B.tn ' ' 

iTawijoy, Churlod Hv., c.i.h, 
ilms, IT., Taylor, .John J., c. it. ic). 

I Teuiysle, Clias. Lindsuv, 

M.o. Tennant, Herculefs, o.M.G. 

^ ,,, ■. -., c.B.(r]. /renuant, Lt.-Gm. Jauie.s F., c.i.e. 

feteplu n.son, M.tj.-G, u. 1 aeodore j*;., , Ternan, CoVTvqyoy P. B..r.’.r c j-, s 0 
/t n • 1 |Timclweli,Adoj..CA'7t. Wiu. 



Shtelo, Ll -C-ii. Fredtriek G.,c. , Stcvotison’ VoK Rr-b'J>*t 
Skaney, J/okuAin Waiter R. Keil- .‘Si-evemrau, Maj.aJ-n '' 
yon-,fl,js.!}a|. ■ ! c.n.iiu). 


. . Hugh 

M V.O.(4tll), R.N. 

Thonsus R., ' 7’huni.a.w, ,T:u. Jont'.'han, 


yioitiv, 

Small, 


, ■. ,« ■ Thonui.s. S'/ov/.- J/o/. .iohn L., c n fci, 

if ■' hJU'Ck. |Th.onip.son, Sur<y.Ari,.:or Dnniol R , 

y, IlciU^fc c.M.t;. _ Stew.ard,,)/nA-b|iauEdw;i,rd ' o.i.ii* 


Vv , iSteward^ MtiJ. Gt-irge C.'t,' c'.u.o. Thompson, B'Arcv W., r.v. ( 0 ) 

/W n„un.,,ci .. .. o..v ;Thomp.son; Ck>?.. iWoriok Hacked-. 


Smalhvojd.J/ r, Fri,3kG.,M.v.o.(4th}, ! Stewart, CVb‘'biidlevS,fc.H, bn) ’ 

B 'oald M., r.s.j. ' Stowurt, 3/'(/;.-bVrt,.Vh.a>rge, r.H.b.-d i c u Cm) 

Imuf'r' r, , , Jaine.4^ Svdnev W., c.m.o. 

Smith, Aigrrnonr .L .c.n.l.ji}. , tsfcowurt Col. John, c.i.r. iTUomlou, Capt. Anthony S , c « (c) 


Smith, i.'.KiifU. " Aubrey 

Slab h,{lev.t:-,«Kia Ck ... . , 
Smith, Frus. St. J. 

Sinitli, Maj.-Gni. Fred. 
H. n 

Smith, t 

Smith, G.mr b'uglas, 
Smith , J/ : < i . lieu pgf? K J wt i .■ 



' Thorneycruf t, CoL xbiexandcr W’ 

■ :.B.(W). 


Stoker, ‘George, c.si.n. 

.u.: I Stakoiv Thomas, c,a.r. , ir.M.t///;. 

a ji • ■ 't ! §tokes,Lhn.*i\HaHano Thoraiifl Lt -ColTlv Bi't-Tciv . h 

Smith, 'u I. „ , .. ( 4 a..,|Stmip.. »h™-d W., r„ Eon aV 4S- p 

sS r.,’,n C'harioy.c.M.ii, Tlw.-iton, Tli.inrn Uenrv, 

Hmitn, .loon, t «, 0) , Stoodley, Edwin E., c.ji.fc . 'Throsscll Hon Oe,,n-o'- 

smith. ,1 Mu, ..ms , '.Story (MI Wm.r^doimlic.r.|.'). Th-irbS™, ft.?.' A, kSV , 

iK-r. A, lib, Thur,t™,'rci.nr,, 



nai Bahaahr.|^SS,p,,,,,,. 

j Bommer, Lim . Joseph, H.r.o.fsth). Suppfe, m. Jameis F., o,b.(w). i 
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: Tnu'.v, Miij. Hon. Algernon H. C. Vivian, Hon.Odo ! Webb, Artliur L., 

1 Ibinburv-, c.^i.o. Vivian, Oa'pt, Valentine, M.v.o.kth), * Webb, Fredoriek Win., i'.m.o. 

i ■» « nir,..T.v .3.. -r. 

I Tnivr.ncore, lleja or, r.j.n. 

i Treble, Col. George V* 7 ., . 

' Trofn.sis. Cul. Hon, Jobn S,, ! c.n.fwi), c.i,k. 

•• Trend), <Vo/. Frederick A. Le Pooi--, Waddin^oa, Charles Wb, c.i.k, 

1 r..n.{h!). AVade, (A>bAVm. Barton, 

Ti‘e;oIdder, Capt. Tolmio J,, c.vi.ci. .Wag.staff, Wm, George, c.m.o. 

Trevor, Fras. vY., c, )).{))/ ). Wuhab, CoioKfi Tiobert A., c.b.()«.), 

Trevor, Frederick G. B., c.t.K. ' c.m.g., c.i.e, 

Trevor, Col, George H., r.s.i. Wake, t'ftjef, C. St, Aubj'n, o.m.g. 

Tridiiiieiioly Royaloo AroglijuMwauiy Wbilcott, Col. Edmund S,, c.v,.{m). 

Thur.'iboo CbeUy, c.i.k. A''’^f^ldron, Br.-Qenu Francis, 

Triinble, Od. Charles J., c'.M.o. i 'Walker, Ernest O., o.i.e. 

Trotter,iidj,Algernon3rl.,M.v.o.(4th), Walker, Frederick J., 
i D.s.o. Walker, George C., c.s. I, 1 

j Trotter, JlfoJ. Gerald F., M.v.o.|'4tli), \Valker, George H. !>., c.i.e. 
j, h.Ko. Walker, James, G.r.E. 

Trotter, -Cm. J. Keith, c.n.(w), Walker, Lt.-Col. Robert S. F., 
i t!. 5 i.fi. ‘ AYaliace, 6 'oi. Alexander, c.xj. (/«.). 

i Truubridge,CfliJh Ernest C. T.,r. 5 T.n., Wallace, David, c.m.g. 
s 5 !,v.<!.( 4 i.h), A.D.C., K.x. iVv:illace, Col. Nesbit W., c.vr.o. 

, TrnnLriger, 'Lionel, 0.1.1:. : Wallace, Col. Robert H., c.B.bn). 

’ Tacker^ Alexander L. P. , 0.1 . k. iWallack, AL»C'oh Ernest T., v.n.Ori). 

’ Tucker, Mnj.-Gm. Louis H.E., n.i.E, 'Waller, John Hampden, M.v.o.(4th). 

‘ Tucker, VYiUiam Kidger, o.m.o. Wallington, Eduxird Wra., c.m.o. 

■ Tudway, Col. Robert J., c.E.{m), Wallis, Arthur Hy., c.i.E. 

I 2J.S.O,' Walrond, Main S. O., c.ii.G. 

i Tui'noll, Ckipt. Lionel G., c.m.g., r.x. Walsh, Hon. Ai-thur H. 

. TaHoeh, 3IaJor Hector, o.n.(d. i M:v.o.(4th). 

Tulloch, MaJ.-Gcn. John W. G.jAVaich, C^. Hon. George 11 . W., 
e.n.(irt,). 1 .M.v.o.(4th). 

■ Tunbridge, TJ.'CrA. Oliver A., c.m.g. Walsh, Col. IIv. Alfred, c.n.();i). 

' Tunbiidge, Lt.-Col. Walter II., Wbilsh, Hon. Reginald, .n.v.o. (4th). 

’ , Walsh, .Larigton P., c.i.K, 

; Tupper, Daniel A. A., 5r v.o.sVAh). ! Walter, Moj. Frederic Edsvard, 

Turner, CVJ. Augustus Hy.j o.H.()/()- ' M.v.o.(4th). 

; Turner, Charles 'George, r. )!.(.?). .Walters, Col, Whn. Barker, 
i Turner, CoUmH Henry F., 'Vv'altou, Frederick T. G., c.j.e, 

‘ Tumor, Algernon, c. i(.(c). iWarbnrton, Col. Win. Pleuce, c.s.t. 

' 'i’uson, C'o«(Dn.Vernoa F., M.v.o.(4th), Ward, LA -Gat. Hon. Bernard M., 

I R.N. I c.n.(w). 

■ 'iVeodio, 3TaJ.-Chn. 'William, c.s.i, ’Ward, Charles .T„ 0.51.0, 

i Twentyinan, Col xYugust. 0 ,,c.n.{wfc). Ward, Comm. Hun. Cyril A., 

! ’I'u’i'-’s, CopL Francis A., v.v.u.(4th)^ ' M.v.o.Gth). ' Whiteleggc, Bcnja.rnin, o.b.{c). 

j ’i'v.ynam, Col. Philip A, A., c.b. (/))), Ward, ^iaJor-Oai'Tal Francis Wm.,i\Vbiteiey,' Fraiikj c.wm* 

! Tyk:)’, . 3 /<y'.-Gtm. Trevor B., c.s, I i c.R.bn). I 

^ Tyndale, Capt, Wentworth F., c.m.g. Ward, Flon. Gerald E. F., M.v.<t.(4th). 

, Tyndall, il/o/.-GAw. Henry, o.n.{m). Ward, Tlios, Roht. J., c.i.e. | 

j TpTell, William George, G.n.(e), iWard, Captain Philip Nelson-, 

S Tyiuvuitt, Rev. Hon. Leonard T., M.v,ct.(4th), n.x. 

! 5i.v.o.(4th). j Wave, A)'thur W„ C.M.G. 

' ’rytler, xtdam G., c.i.r. j Ware, 3JaJ. l'’rank C. W., c.i.e, 

; U Gaung, o.s.i. jW'aring, Franeis J., c.m.g. 

I Umrad Bag, RimMat' Mii‘-;a Baha- ‘Warner, Go?. Thomas C. T., c.«.{cl 

dur, M.v,o,{sth)- i W arre, Rev. Edmond, c.b. (e), 

I Cpeher, MVt/.-Gt'rt. Russell, c.B,(,2d. ' M.v.o.(4th). 

, 1 'pperf.on, John, c,B.(/«), AVarren, liear-Adm, llerhort A., 

i Urm''i,('!{i, Col, Edward B., c.n.(.v)). ! m.v.o (4bh|. 

! rvpuhait, i'ot. Robert, M.v.t>.(4{h). I’sViuren, Phili]* David, c.m.g. 

’ L'ltjiSi!:!, JI(/j.-G<.n. Archibald IL,’ W-.irren, 3IaJ. Wia. Joseph, c.m.g, 
i c.H.ua). "itVatchorn, - ■ - 

■\’au '-'ie Weyor, MaJ. Wibiam J. B.,’ 

, v-.v.G,‘;4th). i Wat or field, 3fnJor Arthur C, IVI,, 

; VansiG.arl., Robert G., 5 !. v.o.(.p.h). j M. 5 -.o.{ 4 bh). 

; Van Hosnereu, Wm. Taylor, e.5.1;, | W.-itors, Lt.-Col, Ih'beii:., c.B.('jn). 


, {ifi). i 

■Webster, Edmund F., c.i.B. i 

Webster, Coiuhi, John Akxr., ’ 

M,V.O.{4th). I 

'Web.ster, Capt. W’illiam, M.v,o.(4th). | 
Weigall, Albert Byibesea, c.^ac;. 
Welch, Col, Gec-rge 0 .,e,B.(/a). | 

Welchman, Col. Edmd. W. St. George, ' 
G.B. (m). I 

Wemyss, MaJ.-Otn, Henry Mauley, ! 

' ! 

W ensyss, pt. Rosslyn E, ,m. v .0. t4th), 1 

li.N. , , * ■ . 

V\ endeu, Hy. Charles E., o.j.e. I 
IVest, Cliarle.s Hy. , <\ i. e, | 

'tYcstcott, Lt.-Col. Sinclair, c.M.o. 
W'estorn, Lt.-Col. J. lialii'as, r,M.G. J 
We.-itsrn, Col. Wm, G. B., c.iiJvft}. ! 
W'c.'stn'orland, Br.-Gcn. Chas. Hy., 

* 

Westi'opp, Coi. John Massy-, c.m.g. : | 
Vt"heiit!ey, Col. Hy. Spencer, i 

Wheatley, <''</?. SToretun J., c.b.(c). | 

Wheeler, William, g.si.o. 
.Wheelwright, diaries A., C.M.G. * 
J., I Whitaker, b'of.dias. H.l'., m. v.o44th). 

iWldto, LL-Ool Frederick, c.m.g. i 
”■ White, Herbert E., c.y.G. t 

White, JJeut.-Col, Herbert S, N.. i 

M.V.O.( 4 th). ' 

White, John, c.b.(c). 

Vs'hite, J. Claude, c.i.e. ■ 

White, Lt.-Col. Wiillani, c.sr.o. 

White, Wm, Henry, e.s.i. 

White, Dcpnty-Jnlp.-Gen. Wni. R4 

C.SS.(W), H.N, 

Wijitelicaii, Surg.-Gm. Haywaid R., 
c'.B.fm). 

V. hilehead, IleniT, M.v.o.(4thV 
Whitehead, ilbyor-Gcii. Robert C., 
C.B.(wj. 


,1 L'AifcLlh.,1, 

Whittington, Cot Goo. J, C., 

Whittle, AhTsd Thomas, 0.1.1;. 

V/hyte, Wm. ^ C. B., 

a.ii.a., H.N. 

Wiekluim, Col. Win. Jus. R., c.b,(w). 
'Wigrani, JLcL 

Vv illausoii./.L'Gf tt.FrederkkOreim-, 
c.ii.(ai.). ■ 

WMau, (M. Hy. P, Doaglas-, c.b.((j). 
Wiiiiam.'a, Lt. Albert, Ji.v.o.ljth), 

■ Mos.noo, ■ , : . 

WiOiaiu.s, Charles B.,.o,m. a. ', 
William.s, (Jhiirles T„ M,v.<).(4th). 
Williams, Henry, M.v.o.feth), i.s.o. 

-J , , , William.s, Co/. PaymonuB., 

Lt.-Col. Edward T.,i Wil'dams, Cof, Wio, D. C., c.n,{JH), 
'Wiiliams, f'ol. Win. Huigh, 
Williamson, ^ ■ Adolphus Hn, 

M. 5 '.o,(. 4 th), U.N. . " y ; 

Williiun.son, Co?. John P., 

C.M.G. 

WHIiains«:>n, Robb. F., c,:b 4 ‘J»).' 


Yuti kiraubensee, .Voj.-dV.'i. Turner, j Wathevston, Liaii.-Coh xMan E. 

•i Maj.-Gm. Hugh T. Jones-, { W:i,tkis, 3Taj.-Oe)}. Hy. B. B., c.b.{;/<). 1 Williamson’ V ictoi* A., c.m.g."’' ”'' 

■; c.!:.f''a). iW'aisun, Harry 9 ,, c i.E, i '^YiUouglihy, Li.-Cvii. Michael tV., 

, \‘augh.:n, Jno. Chas. Tudor, '• Watson, Zx/eiA.-CV;?. J, Kicro, c.M.tf., 1 c.s.i, 

'WTiiuot, Revel! Eadloy-, 

c.ii.imS,. I 

WTlmot,, Et. HO! Eardley-, c.r.r. 
■Wxson, /.'r.-/Vcw. Alex. A., 

Wilson, (.has. I: v.. c.r,)’.. 

Wilson, Lt.-Col. Idmorid' M.,' ■o.b.{c),’ 


, n.Lo.(4'h). 

; \'err!or,J/i'p.-G'«f,.ThomasE.,c.B.f?'/<). 

1 Veruuy, Harry Lloyd-, M,v.o.{4th). 
i \‘errst’res, Albert 0 ., c.i.e. 

; Vclch, Col Robert H., e.5t.(c). 

' Vinr.s’, Lt.-Col. Ham’ G., ci.B,((/d. 

, Thomiu. E., 

i Lopt. Philip W., M.v.o.tstli). AYaths, Co?, Wm, 'W., c.«.fwt). 

' Vi!ii?rs, Fraiici« J., c.M.t;, jWavcIl, Jlajor-Oen. Archibald 

. \'iilit.r.-;, Hy. Montague, m.v.o ' 

Vhn'ciit., iJoL A, C. .kitzHa 


M.V. 0.4th), D.S.O. 

Vvaason, Jfaj. John J. C., c.i.e. 
Watson, Thomas G., c.m.g. 
Yvatson, Col Wm. Arthur, c.i.e. 
■Watt, Hou. Thomas, o.M:.G. 
'Whitts, Francis, C.M.G. a 
Whitts, James, C.M.G. 


^.lontague, 51 . V. 0.14th). 

"aruiiigti, 

I C.M.G. 

! Viuoont, Robert W’m. E, H., c.i.s. 

: Vlshw.matiiPatankrirHadhavaRao, \Yeakley, Ernest, o.m.c. 


C.M.G.,. D.s.o. , . 

Wilson, Vol. \ Edward . 1 !'..* ' tVB 4 »}.),- , 
G., AMbion, Goorge. c.B'.(c). 
jW"iison,-/ Y?p/', George, (XI. 

Wajr, Capt. Williara, M.v.o.(4th), b.n. , Wilson, Lf.-f.b?, GordonC.,M.v.o. (4th). 
Whay,J/6y.-ti?i;».Notv'ellF. Sampson-, 'WTlson, Brig.-Om, Hy. Hughes, 
C.B.{ni). j O.B.fWiJf D.s.o. 


c.i.r. 


jWeatherall, Col. Henry B, 


i 'Wilson, Col. ThomAs, c.b.{<j), 
c.B.{»rij, Wilson, Th()ma.s Corby, c.).e. 


Whitaker’s alman i.cK , 1 0 . 
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' W;lN''Uj=;nie-:tC. C., , 

Whiif, rri.tic!!v-k I>. V fi.B.lJ*'?)- 

’A'ifi (>» U-'on'e', (T s.i:. 

WiUf' .!♦: I* i, Jff/j. Walter €’. ,k. v.o. {4th ! 

U nj>. n<‘, f I*'. IliclivU'd W, V c.r 
W'J’ ji';.;, #''J’ James i\. M ,* ’'f.". 
Wo K x'.ii.vk 

; WwiehitViSia, Maj. E;iw:iu h\, 

, Wu'icliousf.:. Heury Eras-'W, 

. W., M.v 

\\\ i]>% N'. iidliny'^ c.ii.c-. 

■i Wootl, M-, c.is.iel- 

; Wt-*cd, llunry, 
i W i. J ;mts L.. c M.<i. 

: Joiiu VVui.M.,M.^,o.f 4 tl 3 i 

Wo 'I, llov. J«ise|.h, M.i.* .(4^13). 
W.Kia, Wiiliaia iuui?, e.J.E. 
’^ruoaUjad r ..-Ca/. Uvnry, r.M.o. 
W'joiiutrt.i, CjK Artiim- L., 

' Wnod'!, Percy, f .35.(4 . 

Woiillombc, Clias. 

fS5i 


\V.»rthingt<m, Artliiir M., c.>5.(e}.. ^ 
VVortler, Br.-Om. Hou. Ed'ivava -- 
Montag^i-StJiart-, 

Wrati-slave, Albert C., c.b (c), o.v...a 
iWnitbifav, Adiii. liy. itashworta 

' Wriivl^U.-P'o?. « 7 . Cecil, ■sr,v.o.(4tlil. 

I Wrelich, Edward Mason. r.3.v.u.(4t,]i!. 
I /b'.'Ct'-a. Ai’chd..!. A. ,c. i;. ( >11 1, 

j Wngiitaon, Wulsli, t’.m.o. 

I Wvatt, B.'i.pt Francis O., li.r.o.fdth!. 
{ \Vv;!t;t,Tliorn.'is Hy,, M.v.o.(4th),i.!5.(). 
I wVide. Everard Wm., c.si.e. 

W-'iie, Mnd.-Ura. Hoary, c.s. t. 

I W'v'lio, Mai C. H.M. .Doughty-, c.m.o. 
■ WviUe, Cl d. .Alexander K., g.!5.(w). 
i Vvyliv, Cot. .Harold C., c.b.(?»). 
AVvacIi, Jiiouel ,M., c.le. 

! WVn'ihtirti, t'oL Guy M.v.o.(4tu). 
/.Wnalhau't, Percy. o.i.n. 
iWyndliara, VuL li\atter G-. Cro^e' 
\js. !!//). 


Wooiu'ih?,-t^JL J-.lm E.,e.n.C ))4 sr- tv... -p p „ v n '.fbi 

Tv’.i'jT'onj 'Jf.dn m.Jan^c.-:, A’- yndaan-EjdD.W m.4. G.,?.i.t.o.i44;' 

W.’.rdMt ,a-r,h, Wihlani. i-m.i:. I Wt riyard, Val. Ecovioy, 5i.v,<).l4th.. 


ar ^ruiiaiiimad Khan, Khan Bitlnv 

diir, c.s.i. .. 

';i,iri Khan, d/ajor barcuu: 

Ealiadn.r, c.f.i:. 

Tate, OhcU’les E., o.s.t., c...\5.cr. 
'a'.ing Hwe, Hawbwa ui, e.i.E. 
.'oiKling, Co!. Wai. Richard, 
ij.I.ii., a.s.o. 

i'l-rburgh, R. rhLsf.rc, y.e.fs). 
i'orkc, L:.-Ct,! Lliimii'; A,, o.i ?.(4 
ursti >nn,t'ul. Arch baldM.Carthc w-„ 
i '.H. (//<)• 

Voaug, Charhv! A., v.v.o.(4th). 
irouiig, Ma}. I'rank P., c.i..c. 

I Vonng, George, M.v,o,(4th'l. 

' Vo. nig, Col. Geo. I'Yedorick, c.B.(irt|. 
i Vonng, Win. T)ougi:a-, 

; Vounghusbaud, Artli. Dt-l'ival, c.s. j. 
! Vouaghusbaud, Col. George Joim, 

I Aouaghusband, Roinor Edtvd., c.s.a 
Yuk, Woi, c.M.o. , . 

' Vale, Col: Janies Herbert, c.B.iaG- 
Zavcvtal. Cnvuiui'i Ladislao J. P. 
n.v.o.lstb}. 


CiK ^frbu'c iDrlirr— CoinpantiVsis. d.s.o. 
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Al«xa4:i,h..r, li.irvcy. 
A!!5»rtl, Cn>f. Herbert, a. A. 
Alli’tj, >/'?.. Ha«tb 
Allfii*. Ciiid. Was. L'lin. 
Allen. <*»L Ib>bcrt S’., n.s 


hart. iiu.oaiei . 

Iturtiort, IMwit!. 

Barton. Maj, Giisirlj'S G._^ 
illasa,)n, f.'hajScp Wb 

jl'.uvtfsn, (Xil. Al. 


it.,- f’l.nH.v.; <; Bailre. Oiot. CimtoM W. 


bo.ad. Mai. IJoeni-dd C. ;|irdman. Col. Ploup- ,r 
r.f.:sus,;A-fW.\Vil!i;!!!i.l()hi'. bmimry, Li!.-(W. vesoy F. 
li.>on. CnoL iioov'Ao. llio.rnaby, Vapi. Hugo Leau- 

ISoo'].. .1/0;. Ueiu-y. monk ^ .r, „ , 

d;o;-r;al!!ilc. GiJ. U. .1:. . ' ^riiGa 3 Av,o Jolni 

lisiiifijcr, neiijiuntn ri./Oi'on, -'('b- , _ 

buiair.m, Ma.i. (.lu.s. IGrcy. iG'inoyibe . Copt. Arrhu. Jno, 
iltuai'lu., LtM. Henry 13 . iG.aniibcI.. fo-'- G C.. i.a. 



,0- Be.v'non, IJ.'-Coliim. Geo.b. Briurllc, Pd. Ro-. Bishop. 
il5i"os f'o* Hv. Vero, n.s. iBnttan. t'e'. Kegiaaia. 
:B|oo{;ain.'ilff7'.0.BJi.SMiUh-. Brocklcbank, Ca/;t. ,T. J. 


Aibnuk, Mui, ^ 

Bairkhoit-ie, Mnj. Allies lie 

Itfcdwk. /> PranriK V. :Bl>;ginun.¥frt.O.B,B.SmUh- 
BftiWk lU.'hajd L. ] 5 imty. iJa pt^nari h. 

nnhot, Maj. Ron Walter L. ; Birch, C./phEawanpi., . tt 
f*w 4 . Anh !r H. .Biol, pa! aj'ovt-f, 0 . PmvVll?’’ 

' .. P T>... .. T ',T 5 iwl../J,-CokWr.i.lk.insoiiI)out, Ilroukc, /A.-U»b KpnakU.. 


liroilie, MaJ- iau Ashley 
K.J1.1 Ms-in-tyn. 


Irardew, Col. Gco. JL, a.s.c, 
'Gai'ctv, Mnj. Goo. A. .Dado. 
Garin 'rtf ni, M Hon. Rupert 
Clement Geso. 

Carlcton, Moj. Preiioriek M: 
Ciii'leton, Jitfj. Lnuucelot It, 
Cai'penier. Cant A., ji.K. 
Gjirter, Capt. Atibrey J. 
Cartwright, Capt. Ertis. L. 
Ciiss, jf.'/;'. Charles H. I). 
Ciinh'eiid, Maj. Algernon A!, 
t/.i.nlicild, Col. Gordon N. 
tlsivendifdi, Ccfat. Lord. J. B, 


1 mm. 

lk,iUie. 

j Brsinbi'idgt , 

1 litiuhridie, 
j Bti.»4, Ma^. 

' Cart v;s- Vt 'Bkf 'SSf ^ * rnmMllijialmon: ICharlton Capt 

■ RoLrt.^ ^ ^ Blake. Miij. Napoleon J. E. Browne, MaJ. MAm Wm. jCharnngton, Comn. E..u.k, 

1 fiS M.. t.A. iBlnkeW, W ITot-hert N. Browne. C«W.W3ilter H. 

IMtQttr, Cfel, John E. H. Blaitoaoy, MaS. B. B. D., r.k. Brownlee, Capt. J. o. 


tbisiKaari, hi. N, W. 
U;liichester, 3 / 4 - A. A. 


wutakee’s almanack, 1910. 
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CoMI’AK loss, I). S.O.— CO j?i. 
<'li.)lmuudelcy, Capt. H. li. ; 

djf«. Gerard. I 
Gdristie, Lt. A. E. {Canuda).] 
Christie. LL Vi. B. (N.S.W.h\ 
( ’hristophers, Maj. Edgar. | 
<’hrj?t.v, L.eut. Stephen Hy. 
Chute, Maj. Pierce T. 

(’lark, M(iJ. Robt. L., a.o.d. 
(.'larke, Crt/d. Goiand V. 
Clarke, Maj. L. A. Graham-. 
Clarke, Maj. L. F. ( Kietoria). 
C 'larke, Cf»pCT.H, M . , n. a. m. e. 
Clayhills, Ca/d, George. 
Clerke. Maj. AlbeiiWm. 
Ciinord, Lieut E. S. A.) 
Cli.iord, Capt. Wigi*am. 
Olimo, Maj. Skiptbn If., i.a. 
Oiowes, Capt, Ernest Win. 
Ooates, Maj, Henry W’. U. 
Coates, Maj. Beg. r..a. 
Coats, Maj. Aralrew. 

Cobbe. Lt.-Col A.S., FOTJ-a. 
Coitbe, Maj. Henry II., i.a. 
tioehraiie, Maj. J. E. C. j. 
Cockbum, Cof. George. 
Coi'key, E)i{jr.-Gom. Geo. H. 
Coddington, Li.-Col. H. A. 
Guilin, Maj. J, E. Pine-. 
Coker, Col. Edmund Rogers. 
Ooio, .Maj. Henry Wells-. 
Culnridge, Col. Hugh F, 
C'ollen, Capt. E. H. E., n.A. 
Collings, Col. Godfrey I). 
Collins. Capt A. E.fi’,Hyisi!.). 
Collins, Capt. Eniest R. 
Collins, Rev. Reginald F. 
Collins, Lieut. Richd. Henn*. 
Collis, Maj. Robert H. 
Collopy, Capt. C. J. 

(.'O'vile, X'aj. George N. 
Colvin, Col. Cecil H. 
Compton, Li, 'Col. Lord A. F. 
Concannon, J.'a,/. Edmond, C 
Coiiry, Capt. James L, J. 
Cooke, Capt. A. St. J., i.a. 
Cooper, Capt. W. B'. Iler- 
ring-, A.S.C. 

Corry, Capt. John B., r.i; 
Corry, .Maj. Noel A. L. 

Cory, Capt Edward J. 

(.loiw, Capt. George N. 
Costeker, Capt. .John II v. 1>. 
Oouchman, Col. G. H ll. 
Cowan, Maj. B. W. 

Cowie, Capt. Hy. Ed. C., k,e, 
Cowie, Capt Ilngh N. ll. 
Citx, Lt.-Col. Edward Henry, 
Cox, Capt. Walter If., i.a. 
Ci>xhead, Maj, Thomas L. 
Cradock, Maj. Sheldon W'.K, 
Omne, Ca)tt C. P. 

Ornslre, Maj. John. 

Onnifurd, Capt. George S. G. 
Crufioji, Cinn.V,. (J. Linvther. 
Ci'ofiK,.J. o.j. Uithard, u.a.m.c. 
Crompton, /y.-Cfj/. B. {Matah. 
Cros.sman, Cant. Ceo.Lytiun. 
Cuiiiit, Lt.-Col. Thos. Astley. 
Culluin, Capt. G, C. 
Cuu^mgham, Qxpt.’VK. Hick- 
Cun‘.v, Col jVIontiign 0. 
Culhbei't, Capt. J.oines H. 
Balinahoy, LiouL Patrick 
Chrfrae. 

Daly, Likiit P. J. 

Darnaat, U.-Cal J. H. 
Diaiiel, Maj. Charles J. 
Daniell.J/a;'. Edward H. E. 
Harley, Maj. Heniy R. 
Darling, Li. Herht. rb, ir.H.). 
Danbenoy, ol. E. Kaye. 
I>annt, Capt. Richard A. Cb 
D.avenport, Lt.-Col. William 
Bromley-, 

Davidson, Lt.-Col Clias. .T, L. 
Davidson, j'ai. George H. 
David.son, C"pt. John H. 
Davidson. Capt. Pcrcival. 
Davidson, LG-Oo7.T. St. Clair. ' 
Davies, Maj. Charles Henry.' 
Davies, Capt. TAewcHm Al'| 
boric Emilius Price-, , 


DaHes, SiirgAfaj. Wb T. F. 
Bawnay, Capt. GuyPayan. 
Dawnay, Capt Hon, Hugh. 
Dawnay, Mai. Hon. Jolin. 


.Be Castilla, Capt. J. C. 

nr. Hw«.K, 

Be Ci'ospigny, Capt. C. Oham- 
pion-. 

Beedes, Capt Chas. Parker. 

Deedes, Maj.-Gen. 'Wm. Hy. 

Be Falbe, Maj. Vigant W. , 

Be la Btre, Maj. Richax'd Fayle, jifa/. li. J. L., ii.a.m.c. 

Nonnan. 'Feilden, Maj. Granville 

Belamain, Cob Walters., I.A. I Cholraondeley. 

Belap, Capt. G. G.. r.a.m.c. jFeilding, A’a./. Geoffrey P, T. 


Fair, iG-CoZ. James George. 
Fairweather, OptM M . { Gape ) 
Falkner, Rev. Thos, Felton. 
Fane, Capt. Cecil. 


Be Brett, Vitpt. H, S,, r.a. Fanshawe, Col. Robert. 
IVa noefnirt ftn-nt .T C. Alrtr,# TTnrnbl 


Fargus, Capt. Harold. 
Farquhar, Capt Francis B. 
Farquhar, Maj. M. G. 
Farquharson, Maj. David L, 
Wilson-. 

Farrar, Capt J. P. 
Faussett.Jiwj. O, G. Godfrey-. 


de Lotbinifere, Maj. Henri 
Gustave Joiy-. 

Be Moleyns,* Lt-Col. Hon. 

F. R. W. Eveleigh-. 
Dermiaon, Maj. Chas. G. 
Berry, Capt. Arthur. 

Be Sfiiis, Capt. Edwd. A. 

Be Sau.smarez, 0., a. A. 
Deshon, Col. Charles J.. r.a. 
Devine, Su7'g.-Mnj. James A. 
Bickinson.J/fy. Neville H. O. 
Dickson, Capt J, Quayle-. 
Digan, J\laj. Augustin J. 
Dillon, Capt G. T. Francis. 
Bimsey, PleetSm'p. E. R. 
Ibngwall, Ca/pt. Kenneth, 
Dobell, Lt-Col Charles M. 
Bod, Lt.-Col. 0. C. Wo]le 3 '-, 
Borlds, Capt T. H. 

Bodgson, Maj. H. B., r.a, 
Bonaklson, Lt.-Col. J. 
Doran, Col Walter R. B. 
jBorling, Lt.-Col. Lionel, 
j Douglas, Capt. H. E.M., 

I. Douglas, Capt J. B. J. 
Douglas, Maj, Sholto W., r.a. 
Douglas, Col. IVm. Charles, 
j Dove, Maj. F. A. IMS. Hb). 
l>owne.s, Col. William K, 
i Downing, Lt.-Col. Ilenr}’ J. 
iBoyle, Maj. I. P., 
‘i)«ylo,Capt.ll.D.{N.S.W.). 
Dmge. Lt.-Col W. H., a.s.c. 
Dfiscull. JJ.-Col D. P. 
Dusidale, Maj. Jas. Gordon. 
Dngiriore, Capt. W. F. B. R. 
Buka, Capt Alb. T. iQu.dd.l 


Feltham, Lieut J. A. P. 
PendaJl, Col. Charles P. 
Fendall, Lt. Percy P. W. 
Fergmson, Maj. Hy. G. cle L, 
Ferguson. Maj. J. D., k.a.m.c, 
Femyhough, Capt. Hugh C. 
Fiaschi, Maj, T. H. (A'.*'. Mb 
Fieiden, Capt. Harold. 
Firman, Lt.-Col. Robert B. 
Fiset, Lt-Gol. E. {Canada). 
Fi.sher, Capt. Harold. 
Fisher, Maj. John, i.m.i?. 
Fisher, Capt. Julian Ij. 
Fitton, CoZ.H.Gregory, a.p.c. 
FitzGerald, Maj. Geu.A.. a. a. 
FitzGerald, i/oi‘.P. I ’esnuKid, 
Fitzherbert, Z-t-Cob Fras. E. 
FitzwilHam, Maj. Earl. 
Flanagan, Limt. Evelyn B. 
Fleming, Maj. C. 0., jn\.M.e. 
Fletcher, Suvf/.-Capt. Wm. 
Fletcher, Lieut, W. A. L. 
Flood, Maj. Arthur Sully-. 
Foley, Maj. Frank W. 
Forl>es, Capt. David. 

Porbe.s, Lieut Gor<lon S. I), 
Forbes, J/«,;b Harry. 

Ford, Aiuj. Reginald, a.s.c. 
Ford, Col Rd. W., it.A.ii.e. 
Forrest, Capt Charles E. 
Forrest. Lt-CoL William. 
Forte, Capt Herbert .A..N. 
Foster, Maj. Montague A. 
Foster, Gflpb Wilfred L., u.a. 
Fowler, Capt. Cb H. 

Fowler, Lt.-Col Charle.s A. 
Fowler, Lt-Vnl. Fra.s. John. 


.Duly, bb rh.'irle.s |Rb'adf.suVd iFowku*, Maj. Jno. B., k.k. 


i Du Jlaurier, Maj. Guy Louis 
B, 

.Duncan, Maj. Francis J. 

1 1 Juneau, Capt. John. 

I J Juncom I >e, Lt.-Col IT on. 1 1. V. 
Dyer, Ca.pt. Stewart B. B. 


Fo.v, Capt. Arthur M., r.a. 
Fo.v, Lt.-Col Robert F., k..\. 
Foxcroft, Limt. M. tb 
Francis, Maj. Sidney G. 
:Frankland, Capt. A. Pellsara, 
j Fraser. Capt. Ian M.. r.n. 


Earle, Maj. Maxwell, 1 Fraser, JAml. Percy Wm. N. 
■Eassie, Maj. Fitzi)., .a.v.d. |Freeth, Capf. (loo. II. Basil. 
East, Maj. Lionel Wm. P. |Fuhr, Capt. R. 8, 11., ii.A.n.c. 
Ra^'twood, Major Hugh Col R. Mb, r.a. 

Crcspi.gny. Fulton, GVf,vb Harry T.. 

' IMcn. Capt Willianj R. Purse, Maj. Wm. Thos 

I Kdlmaun, Maj. Ernest E.,lGallaghor, CV/pb Albert .E. 

i 


Edvardes, Lt-Col Stanley 

j M. 

Edwanis, L.-G. Ktzj.ames M. 
iEdv.ard.s, Lt. }IuJ)ertde B. 
i. Ed wards, Col. Jno. B.. i..v. 
Edward.s, GepbW. F. Savory. 
Egerton, Capt. Arthur F, 
Eldcrton, Coni. F. H., 

Eiger, CfXi't. Edward G. 
Ehott, Maj. Francis A. H. 
Elliot, bb-GobW.lI.Mb, i.m.s. 

, EUi.$, Maj. Conynghain R. C. 

; Elwes, Maj. L. E. Caibr. 

1 Rmerson, Capt Norm.an Z. 
Dnglj.sh, Col Fredk. Paul. 
•En.sor, Capt H ongird, n . a. m .c. 
Etl'cridge, Maj.C. deCourei'. 
Eustace, Lt-Col. Alexr. Hy., 

I.A. 

Eustace, Maj. Henry M. ' 
Evans, Capt. Edward. 

Evans, Maj. Fisher liy. Freke. 
Evans. Mai. William, r.a. 
Evfitc, £r.-Gcu. John T., i.a. 
Ewart. Lt-Col. Richard Hy. 


jGalloway, Capt. Lennox, u..*,. 
diamble, Lt.-Col Rirhard N. 
Garland, Col Ifrnest A. C. 
fJarsi.'i, Maj. Herbert Geo. 
I Ander,son. 

Gandce, Capt. Ohudlcigh. 
Gascoigne, Maj. Eimesr. F. tJ. 
Ga.scoigne, Col R. F. T. 
Gansson, Capt. Jas.Rnbt‘.,T..v. 
Gajb Lt.-Col Arthur W., a. a. 
Geddes, R. J., it.A.M.c. 
Gedye, Capb J. B. 

Gibb, Capt. Evan, a.s.c. 
Gibb. Col John U. S. 
Giffiira. Lt.-Col W. Carter. 
Gilbert, Lt.-Col Arth. Robt. 
Gilbert, Maj. Gerald E. L. 
Gillam, Mai. William A. 
GilUat, Jffljfor Jolm B. 
Gillman, Maj. Webb, r.a. 
Gilson, C««b Cb H. 
(Jirdwood, Capt. Austin C. 
Glanvillo, Col. Francis, n.K. 
Glasgow, T. V>l{QnA(l) 
Glover, Lt-Cot Robt. F. B, 
Glabb, Col. Frederic M., k.k. 


Gljm, Maj. Geoffrey C. i 
Godden, Maj. lleiir?' Tuftori. 1 
Godman, Maj. Sfaerard H. ‘ 
Golightly, Cut R. Ednvuud. 
Goodwin, J/j.T.H . J .0. ,R.^MC. 
Goodwyn, jhbG. Hy. E., r.k. 
Goodwym, Capt. Percy 0. W. 
Gordon, Maj. Aliyter Fraser. 
Gordon, (hi. Hon, Fredc. 
Gordon, Maj. Law rer.ee G. F. 
Gordon, Capt. R. 

Gordon, Col. Stannus Verner. 
Gorges, Lt-Col. Edmund H. 
Gorle, Maj. Hari'y V., 
Goseben, Capt Arth. A „ r.a, 
Gough, Lt-Col. Alan P, G. 
Goidbura, A.-C. Cnthbert E. 
Gowans, Lt-Col Jmnra. 

G raham, Col. il . W. Gore, 
(Jrahara, Maj. John M. A. 
iGrahame, Maj. Jno. Cmm. 
'(Jrant, Cupt. Irchibaki S. 

; Grant, Capt. Arthur. 

(Irani, Capt. Geo. P., i.a. 
Gi’imt, Capt. R- Cb (Cojii’b 
Grant, Capt. Robert F. fc. 

( Jnittan, C'oZ. O’Dor.ne.10. 
(Trave,?, Capt Percivai Hope. 
Gray, Maj. Fredk. W. B. 
Given, Lt.-Cal Alfred L. 

(b een, 21aj. Arthur Dowson. ’ 
(b-ecn, Capt. Henry E. 

Groan, Maj. Thomas II. M. 
Green, J/ra T A, {Ab&blF.b 
(b'oeuer, VaptH. bS'.J/r,), 
(b’ceniy, Maj. Walter H. 
Gi'eig, Capt. Ronald H., r.£. 
(jr(!.sson, Maj. Thomas T, 
Griffin, Maj.G. P. G., s..%. 
Griffin, Capt Heni-jL.. k.a. 
Griffith, JJRy. CffiarlcB il. j. 
Griffith, Lt.’ColG. K., a.v.d. 
Griffiths, Maj. Charles dn 
Plat Richardson-. 
Grim.shawb Capt. Cedi T. 
Wrigley. 

Grove, Mftj. Ernest "W.. r.a. 
Gvublii.tk/pb Alesr. If.W.,u.K, 
(^nbliins, Maj. Richard E. 
Gwynn, .\.aj. Chas. Wb, r.z. 
Iladow, Col ileginahl C. 
.Haggard, Maj. A. C, Parker. 
If ale, Maj. Chas. H., H!.a.m.c. 
Ilalc.I.b-rob Geo. E,,n.A.ii.(:. 
Hall, Capt. Geo.C. Miller, r.k. 
Hall, IJ.-i’ol Montagu li. 
Hall, Ll Percy Byng. 

Hall, Cob Reginald M. 
liamerton, Capt. ADwtE,, 

R.A.M.C. 

Hamilton, Chpl Claud Geo. 

I Vole-. 

! Hamilton, John G. H. 

1 Hamilton, Capb Keith R. 
’Hamilton, Col W, Georgy. 
Ilaniond, AA’ui Iddlip, 
Harbord, Capt. Edw<t. R. 
Hnvdcastle, fVipbKk'hard K. 

, Hare, Capt, Robert Mb 
‘iHavington, CharlcH H. 
'Ib-rlcy, Maj. Hy.KoHett. 
Harman, Maj. (korgcM, N, 

I Hanier, Lt.-Col Gt-o. M., 

' Jlcrris, .).aj. CDs, rj.M..A.v.i.“, 
IHavris.bk/Jb Charle.s E. f4c.r7. 
Harrison, bb-C/oZ. Thomas. R 
Harvey, Lt.-Col. Jno. il-abt. 
Harvey, Maj. R. Naiuer, n.n. 
Harvey, Maj. 'William Lu eg, 
ilastiru-M, CupL Wiltnkl G. 
NoiTihgion. 


lllatchen. Gob Btmrr il. 

I Hutton, Jioi. E. H. Finch-. 
Haughton, Maj. My. V, Bfriii. 
Hay, Col. James iloginaid 
M. I)alr.vmp’>.*.-. 

Haycock, Cpt.VJl . Hino-,u. a. 
Hayden, Lt-GoI. Fivdk. A. 
Jfeadlam, Col J. E. W., m.A. 
iPIeatli, Col Gerard Moore. 
iHeaih, Capt. irlonaid Mac- 
elcsfleld. 

iHcber<U-a, Capt, G. A. 


Whitaker’s almanack, 1910. 


The IHdinifiti sited Serrire Order. 


.\x*h]>,Ptipf.(i]ii(hyyn imndsis Cai^f. H. ! Altilr., ui. Pol. H. 11 L«ith. 

K .Jflilt. cVf/</. Jushnoll, M. ,t,('thV>mlstS E. A. K. ^Uil'din. Capt J. A.k‘j: 

.I-'C {iufj, oat. ( A k'eriion ' Lo\ves,6V//rf. R V.aujfliaii, a.N. 


.hem^,C(iptci. 

, , E. A. E. 

(rvMt-’fff oat, Crt/R Akeriion ; Lo\ves,CV//rf. R V.aujfliaii, a.N. _ 

jdcnkitis, MttJ. EdwasvlV. iLewiii, Ot/rf. ArUivir t 'orna. Malcolm, CapL iNeill, 

’ .loV-n. Monkins, Papt. I!*!-, d. iLewia, Vol. lividgost^. .Malcolm. Muj. Pultoney. 



^ ^ 1 1.1 ifi-. 

1. JI V. C'j.i,ado, { 1 . 'dolmpon. Col. Frank E. 
ir* a.-k,*; .tiduii-on. Col. F. laittnian-. 

Uey;;!tU;. P'>\ U. If. (iauii*. .Johis.s-on, PttpL Harry Cedi. 

Fr.s iioric J. .ridmwjn, Papt. ftaynioiul I5. 
lli'ik ri, ip.-PoL Ctuir.ey L. di»]!ni;tt»ji,A/.-C&'.Fii>nu' 0 .fus 
Ifc'kit'. AC !);i.’U(‘i rlolm.stoiie, AA-('yf. F.B., k.a. 

Hi Lso»> ( ‘ i\f ca a M E dolmstt ne, i'ol. Mont. U. 
!b.,viu , Vo'ft,. ,C F. A., r,..v. .’one!!, Qtpt. Frank A. 


If C, E 

lii!!-, Pn.t chadcMf. 

liili, f I. liuo i . R, ( , 

U:li. Cn. i’dAvFlvdornk.' 
kfjll, t'op* Frank U. H. 

HiU, Mop John, K>.. 
ifilhud MaJ.MA i.V.,\!R 

iM.-i.Vi. Ciaui! V. C. , .....r-v.. — 

c.soC ICA . . Ivearsoy. Vn^it Alex. H, 0, 


.fiines, Mnp Herljert Jolin. 
done.s, Capt. Llewellyn M, 

J. tries, Cunt, Waller Timma 
flreMveil, k,m.!..i. 

Jordan, Vupt. KidiardP. 


Lleweli.ni, Capt. riuel. j Manners, JA.'.A Lonl Robert , 
Lloyd, <Ar,oC Arthur A. pL.nsd. C'oA Alfred, n.A. j 

Llo.id, Capt. L. N., a. i.M.t-. .Mansol, Col Geo. Ciavell. I 

Lodi, Cupt. Stewart G., k.k. Maiitell, Li.-Col IN.tridi R. | 
I,oekett, J/(eA IVilli.irn J. i Maiden, JAy. Aitliur M’m. ; 
Loekkarl, J/o./. E. C. KHoft. Marker, Mctl Ra.vmond J. | 
Logan, J/rt;. Edwar.l T. 1 Ma.rk.s, .1/a;. Claude L 
.Loiiias, Fhet Surjj. Krtiest C. , .Marriott, Muj. l!egd. Ailam.s. , 
■ 1 . iLong. U.-Vol .xVlhiir, .v.s.e. ; .Marriott, J./a./. Richard C, A. 

, Long, Cupi, Vuiltcr. iMtiv.sdeji, Ltevi. G. (Cape). 

na.'Longridge, 7.,C-CVd,Theudore. i MarM', Cii;>i. CunliiTelL 
jLow, J/fy. R, ljalma.in, i..i. I Martin, /3is/).nSV«. JaineslI.. 
iLowe. Muj. .VvthnvC., n..\.r. ’Martin, FU.-Si 


. _ Jas.'M,' 

Jourdain, J/d/. l'lu«. F. A. 'Liuid, LI f'P AitherJ.ii , Marion, Co.'C. lU<-ha, t).. it. v. 
Judge, (AioA isiwneer Fras. | Luju'd, C'«/d. Chas. Elmhirst '.Martyr, Lt.-Col. Pjril G. 

.. • Lucas, .¥«,/. Frede, Geo.. Mason, 

. .,1 . r..t .u,., iLngard, Maj. Edward Jas. iM-tbsie, Cupt. Jnu. Htunon. 

Jrr«L'>- tu Cupf. Get*. ( 't cil. Keaiy, AW.U, I> lVl«in,.wr>.c. Luke, ('</;«/. Thos. u. v. Mateham, Capt. William E. 
Ilodi.ct; L.'. Col H (0 15., j, v. Keenau, Sutfi.-Lkiit, C, B. ' E.ve, M(fj. Robert Cobb. ?,bithew, iJ.-Col C, Massy. 

- ’ ’ M^yie, €V*A Hugh Thos. ( t.,,.,...,.., 

Lyle, Capt J. C. V. iCape}, 

Lyon, Muj. Pnuieis. a. * 


H v'.', tail Gi.drmi. ■ Ivoene., CoC Alfred, lau.. a. 
IC'bhn /./ -it. FiCiu, C. Keene, M(j. Hy. L. Ru.*k-. 
H th.iiv, i A Chits. F., !!. *, Keith, fAJo/tc/ James, a. \. 
lL>h ivd, J. H. E. KdLv, CupL Kudoli*h il. 
ibihiuin, MaJ. iierbr, Caniii- Kelly, Lieut. V. \V 

' !ir«!ib /•*/,; « IT 1 

Hdni r., P.p>f R. C. 


TifiibeViy, Col C. Evan. 
MacAndvew, LP’vt. Tf. 


Keily, Col. IL M. B. F.. i;. i. iMaeaiub ea, MaJ. 11, J. M. 

[ Kemiiater, Co?. Frand> J, i^lcBaniet, .Muj. Alc\. E., i. k. 


Yiia bias. It. -PL li.B.,iu.A.M.c. 
.Matthews, Col. Frank* B. 
.Matthias, Lt G. M.i/.I../Lk 
-Matiuin, Oupt. Itegd. <L,u. 
MaU'l, Ciipf, Chas, Cjirus. 
^.iau'U!, Lt.-Col. Frederick S. 
"rlanrico, David B. 




Hooik to]/ lfoi,'c- Kennedy, Pupf. Mat^dougali’ hiu'uiP. 

l..K.n.y. \ ILilstou, i;.n. MeCrucken. rw. Frcdk.XV.N.j 

II nk. ru^.r C,. {Rhf.jiHto'. Ktuiritk, (Japi. G. E. Re.ad. McCulloch, die;- Robr. IJ. F.,| 
iLti>}i*w, Mo t. A. XV.. a, ^.u.c. Ker, CV/joA Charles A., ii. \. a. i. j 

ILwiicr, J/ri/. K. Gvendde. Kerr, Lf.-Co/, Frede, Walter. |Mcl)im:»H, Pol. Ar -bd, XVin.) 
Ht>S.tl<,UJi'*.tn;, C-'pt E, (Kersey, J/a,/. Hy, Maitland. LMcditmald, Capt. I’etcr. I 

Hurnb.v I/ay. Montague L. ‘King. LA-Co/, Alexander Jas 1 .Macdonald, t'opt, K., .v.s.c. 

Uorshdif ,7jJ. A.H 

lloriuii 

llbski 

HovcL. . _ . 

Hov^iwd, Popt Gco<!Vcv XV 
How.irri. Iji'Ht T, XV, 

Lfoot Wilfri*! R. 

Hoiia!*'), MuL J;ws>er J. 

Hudvuj Piuj. Corric, nw * 

Hugfics, foot ,4, XL 

Co| iit<u X,,n i.u. 

Huaih*'.-. /./.’«/, .L G ,.X.,tr 

lt'>gi», J/t;.. Jutiif'.a 11.. (.V . . , 

Hund'v V James Frcslk. Knov, Muj. Aithur IL, u. c 
H ifuiihi’c. • Capt. !)as!nic'>d baintr, C>’pi. Jim. Stewiin. 

XV, H L.inson, MaJ. Alex.inder J. 

Hm «rm-’y<-, Mu'. U,, «{ ; Limherf, Rohert. 

Humi4;'-!*s, Lilt. .1, F. ! b.n.i!s.wt. A/.-tM XV. Xliller. , 
c> *1 C f. , Liud-f,‘ti). Pol 1 ff*n. Chark's. ' Xlackworth. (.'apt fl. L.. k.e. 

If mf 1 ilk F I ham! ton, George C. i-Mai Lag.in.JI/./. IK {.Sinclair-, 

lie ti, ('I',,'. Gcciiv’ R’li 1 Laaiine. f/o/. Henry ‘j\ placharcii, Muji'. Kenneth. 

■ * 'LnudVH'd, C'l/*/. Ctiiirk MckiugUlm.A.-C/. Hubert J. 

Liinght>rne. .Lt. .’V. ,P. Y.,H.:t.|M.,eLean, C«/j/.A.A.i'A''.!.S'. IF.) 
Land*'!*. C./j|,f. K. J. Flyim. iTiTaclcan,:CuiiA Hrary T>. K. 
L'v-riles, Pupf. XVjiIrerC. I.Xlcbeod. Co!. R. G, iXlcQ. 
f,;» WTcnet;, CXf/'A Fred!;, tbw*. GXr<;Loii.Ltlili!i, ilky. Geo. S. 

diiiwrctiee. .1bn^■l:h7?elingiL ; 

A,-e t( Hedi .M Luvrie, MUp Ch.ts. 1* 

PeiM.ilr H 

i-dk G. .'L il 

Mu. or vbiiiifB, (bay.. ... 

fjighfo id. /’e.-f/, iiSs! Ti 1/5? lo'i, Muj. Edward. 

Ti'fe-, ' hJ J. \ro’,nb,iM Li armonth^ i\ «*. 

Lti kic, /d, J, E. FXfHao’oi. 

L**( k: , Citl F, Hcimchiiiiii*. 

Le(% .1/«A G. L. i ,V.d. IFA. 


Mijyco k, Pn.it Freilk.W. 0. 
.Xlayuiivd.t'u^i. Churlrit.'. M. 
Mayno, Cnjd. Cliiis. llobt. G. 
?*Ii'!a''cs. Cupt. Aubrey. 
.Xleikh.it'hn, Cupt. RoiudclF. 
.Xlerrick, Capt (I. <1, 


Kirkita trick, Lu-ift H. J. jMcBouali, Capt Robert. 

■ Kirki*atriek, Muj. Ifoar.i pTacfiirlanc, C'«?. lumeiuiA. 
f i’owoidl. -Mao-ire.uor, CtinA Jdiilip A. 

Kokpatrick, .Mu.!. XX’m., t. k. Midl'.rily, Muj. A. Anderson. 
'KirkwoOil, Pal. C, II. M, jMaclilaelilan, Cupt. A. F. C, 
juiat'-hluill, Muj. Retrd, N. XlaclmieR, Capt. DiiiicanS. 
Kuiglit, AC-Co?.\Vyndiiamt'. .MacKfirric, Cu^iim. tAdiu, 
Knowles, i.t. G*,-,'»rge. i. ! Xlackenzic, Muj. Edward L. 

XL-iekensih*, Cutif. J. R. 
IMaoKenzie, Cupt' Thomas 
Cam)>hen, ii.a.si.c. i 

Muckie.C'u.o'. E. F. (Canada), 
Maekie, lt..Cpl " ' 


G B , i-.i -V . . 

da.. Alt!!. H. 
opf Hirdj 

MiiLo' Gcm.o. 


(Cape), 

Xliller. Lt-Col. Alfred I). 
Xliller, Capt Edwanl I>. > 

Xliller, Capt TlughdeB.,R. ■ 
.Mills , Capt Hon.Egremont J. ' 
Milne, Col. Geo. Pras., u,a. ! 
Xlilncr.Z/f.-Cfo?. Geo. Fnxneis. ’ 
M inchin, Af.-Co7.(ibas.F., r.A. 
XlitcboH. Capt XV, E. 0. i 
Xlo’oerly, .Mai. Fredk. J., i,a. 
Moir, Capt. James P., r.k. j 
.Xlolony, J/o, 7 .TrevorC.XX’'„ii.A. ' 
.Molytieux, J/ajo?*Ed'vvu.M.J. 
Money, 6'«/d, Noel E. ! 

Xlontgoniery, Lieut F, Cl 
XTontgomery, Col R. A. K. 
Moon:, Capt. Atiielstan. 
Xloore, .Caj. Chas. H. Grant. 
Xloore, Lieut T. M. (X.S, TT"..!. 
Xiooro, Capt. Win. Henry. 
XIoores, Maj, Cbiis. F., a.s.c. 

, .MuorliOuse, .Mai. Harry C. 
i Xlorgau, L. C'o/.Anth. FL. ams. 


Ir.ii g \. iwi; . 

Itvst.y, Pifut L. F, XV 

htM. /,»<’<(/. X| 

.bl'kaott, G(( 0 !”K( U 

Ja» fijoii, Poi H, Kei.'dil. 

J. .B. ........... 

Ja’feiwjo, oVrt L. XX, iJe V. i.c Grave, /Jee, William, 
fSaxL-tn. iLiyh Gapf. Clumdop, 


.Xlaemill.m, .S'/o/-,>(OY.'. G, C . 
iMti' Xtinm. Muj. iWj\ F.. k..v. . 
*M r-.Murdii, Capt, .X , Xltuitagu. ' 
'McNeill, Vuht Midcohn. 
pi r.eonchy, shad it. C. 


.IXIomson, Lt E, W.B.fdanatta): ) 
.dots, ypiji.r Ernest XX’. ! 

Xiassop, C’ld. Jam«’S. 1 

Mulialy, Lt.MJol. Alexander, ! 

.- ■■■-■■ ... 'Murphy, U-Co7.XXMt„i,M.K. ! 

L-irm, Capt. Beta ram P. iMncnherson.Crf.t/.Jarncs.r.c. iMurray, Co/oiu;? Andrew'. | 

;|Aw-lt.f Xro?. Aiv'hihald^ pLu’-ic'-id, Muj. Chiirles E.lIMinTay, 7>/.-Co?. Frank. I 

' Lt'i^rctf . J/ii,'. L. JIT. XL, si.i', £vcj*y P, Kinvun, i.a. plurray, Cof. K cnclrn Bigby, 
ploVean, B‘'*n:Ud A. D. j.Xlurray’, Ca/rf. M. F, 
plu.i.r, Cffl/j/rGeo,.T., !hA. ' ^ 


Cupt p.i.tHni I Lc XbiwhiuiL Mai. Ij. 

JanUrtc. M/n Jamci, R, .i.. Pa,„a r..* /-..I iP.i. .. nn .. 

Jaw'iuc, Capt Walter, 


. a: UiiwmuJt. Map 1.1. sst. tT,pVia(t5am{,tVf.o/.,J. B. Hcrio 
jLo MotWe, 0 iffjaL Edwd. B’A. plajor, CaiL ChaB. Thos. 
•Lempriere, Maj. Henry A. iMakins, MaJ. Plmest. 


Murray, .Xft'/,XX’'alt. Graham. ' 
Naismith,;./. -Go/. William J. ' 
Nash, MaJ. M. FleeWood. ! 
Nason, Col Fortescuc John, 
iNaann, ?Iaj. Henry H. W. ' 


WillTAL'EE*,- ALMANACK. llUO. 


llu' iJhltiKj Hitched Sorvke Order, 



I NcjUn, -Vf/; J ' iC'a, Po ik, Pivtlk ^aUl^or^. 'Jlyan, il/f/j. fieor^re J, 'ritiinsfoM, .foh’i i?. 'k 

' Nicliol, hf.-'Val E., ^ Foniv, Jk/j. R(*!>t. Moiiti'g-ii. ; Ryder, J/aj. ('has. II. Tiudley. Hlan'f'dd, CiiV'. W. 

, Niclioll. (Aiiit. l)i iiald i' Pt-urc, CV/if, Rojrer A. iRj’iid, Capt. FmiK’is. F., 'Shuitt'ii, J/':/;. Frau! . '>V. >' . i 
IS'ichi'lRon, Lk *//. B. Ik', ,pf»i>liaui, k'a;)/. Rol/Crt S. LSt. Lesser, (W. H. riuiiiAerulj a. a. i 

ISioholson. Lient. EiiHard' [^wtal, Tn/. i'crtraui P. 'Sand'oach, Od. Artu. E., F(a;Uon, Ckk ily. ! 

irugh Jleroiiitli, a.N. 'Porter, jlttj. F. \.m.c. .Saiidci's, Moj. (i.E, iCrtitackc.lStiijik-ton. 0^1^ 5iy. ! 

Xii'holfA>n,{7'r.ta laviusli.i,.. 'Porlor, ^laj. ITerkert A. iSandilands. Oa>;k James-- W. Steele, JJ.-CoL TreiUs. V>S'i. i 

Eieol, A. (k 'Powell, Col. A. Ff., u.\. 'Sim?meistev, Xni E. A. l-keole, Lir ttf. J. K, 'kV-j.A, 



O'Earrell, M<tj. i\I.i I'kik-'/vIt/!. iPrior, Lieni. IIL ISeott, MaJ. Ilarve,,. 

Of'ikie, Oni'^- Iloti. L. (k 0. Prlti-hard, Capt. 11. Lioael 'Setjtt, Lord Herbert A. ;Stol:e.s, f'al, jXlfm*. ;.a. 
O’Gorman, C/A C..T., a. A.. '.J.c. a.i-:. j jllontogu-Douglas-, iStivet, iJ.-tb/. A. i.m. . i 

Oldman, Oapt. Riclid. H. F. Px\J‘>.vn, P. >7., r{.A.3r.f'. iSeott, Maj. Robt. K., a. a, Strnkland, HilnJ. f‘'\ .rdl’ , 

OlUvant, Maj. John S., a. a. Puchk', Muj. John, i.s.r, )8cott,L.-<A Iktk.Vo" ((Vfpel.iStuari, Li. Jro, oh- 

0’MaUey,0«/>k 0. E. J. Glyn. Pugh, Liyn. FI. 0. jSooH , Capt \\.\CofK\. _ !§tndfl. Muj, He\t , s , 



Ottley, Lt-Col. Geo. 'Predk. , 

Ouadey, Maj. R. Glynn, k.a.I 
1 Piiine,CankAlberrln^.';il);ini Rankin, Ca!>t. t'liarle.s IT. 

; Paine, Caot. Jas. Ueni^, h. v.: Rattray, Maj. Haldane B, 

I Palmer, Capt. Art’n, ikjrey. ,Iluttra,v, Cupf. P, M. 

I Palmer, Maj. Cjril E., k.a. iR.av’, Lienf. Rn}>ert George, 


Rani'butkam, Capt. J. B.jSogrin'e, ITro'. (j’lSoal. jSwuitnn, A/oy. E, O., >«.k. 

Sepave, Capt. Wru. H. Enk.'Sykes.LGCtJ.W.Alnle;^,! h.v 
S elb 5 \ Maj. William, i.w.s. iSjm3es, Capt. Geo. .SSewart. 
Sell, Copt Elch^'iiv G. jSj’nnot, Maj. A. ,H. S. ifurt-. 

Shafto,Hrt/jk A. I>u!icombc*-.p.vnnot, Jd. E. (>. 


i Palmes. Ma,h Geoiyo ( 

I Palmes, Cam. (Jerald L. 

Pa net, Captahi fjimri A, 

' P.trku',(,k/jk F.m.dJ'.vHesk 
Parry, Jkn'. H. J., R.nv.c. 

; Parry, Co’. LI. E. Sidney, 
j Ikirsons, Lt.-Ci.i. i-'redk. 


j Raiv'iiri.s, Maj. A. Keriacd.y. 
iRawns’ey, Glaiule, A.'j.c- , , ... 

‘Tiayiiham, Liiod. Eustaee F.tShea, Maj. John S. M. 
Hesidy, (V//J. Foli.\ F. IFheo, Maj. IRartin AixLer- 


Sljakerley Maj. tJooJf, Ghns.l 
Sharp, Maj. I-b'-ati k AVni . , a. v. n. 
■haw, Capt Geeil A. 


Tagart. Maj. llaiviH A. L. , 
Talbot, l.t-CoL Frederick (!, 
Tanner. Col Join, A. 

'Tarbefc, Capt. WilMain <•». 
Tarver. Maj. A. Leigh. 


Reeves. Moj.V.'.c'ot E.Siuni’t. Shephjird, Maj. G. .Shu-lair. 'Taylor, XL-t/o/. A. F. iTtl'nidle. 
Reid. IJ.dlnl. Ab'X.ander. iSbeid'ord, Col. G. Herbert, iTaylov, Lt.-Col H. N.aPrille. 
iloid, Capt. ]K E. KJjfsiXb jSliepp.-jrd, CVz/'k Ponronby. j'J'aylov, J.'oj. St. Jeun L, H. 



■ Pell, Ma 
, PxAly, Of 
' Pen ton, i 
i Pfivceval, 

S, Perceval, - , , ......... 

j Pcrcival, Jky, Artliur J. rl.; Roche, 'it H. dollF Slorm, ]J. John M,. ii,a. !.<. iT’klovt 11, jCi . I naV’ " 

I Percival, Caot Handd F. P.;Rud£rGr, J'/H. T, H. 'S'. A/r.''.!SIo!aan./A,-eobTI. Htaniiope. .Tighe, Cul. Mk-lia-'j Johenh 
; Pcridns, Cardafu A. E. 'ilogors. Gt.-Go/. Fivul. A,.i.Ar.s l-Smith, Capt. G. F. lOaijrl iTiyhe, Mai V?i)e(‘'>' .r.T ’ 



! Peyton, Br.-Gmi. AVm, EHot. [Ross, Td.-Col. (kiLavles. 

! Philipns, Col. Ivor, At p. iRoss, Maj. Charles. 

! IRnllimore, Cmum. V, E. B. jRoKs. Lieut H. l\ O. 

' PhiillpR, Civa. E. Iknvtin. .Roth. IJ.-CnJ. R. E. 

PhillipH, Capt. Henry J. V. lllonpell. Lt-Col Ernest P. S. 
Pkillpotts, -k'a./. Louis AL.it. A. : Rouse, J/o,?. Hui>ert, n.A. 


IKcfceriag, CmK AV. iCftpC. 
Pi.ctott-. Maj. Grenville E. 
Pike, W., u.A.T.t.e. 

Klclier, Maj. E. M., a.A.M.c. 
Klleau, Maj. HeniT 0. 
Pilson, Majo7' Arthur P, 
Pirio, Maj. Arthur Murray. 


iSinith, C'fl.pf. fjeonard K, iTouije, Jd.-C’o]. Wjv. c:iuh 
(Smith, Lt-Col AVm. H, IT. jToo.au od, Capt Gee b 
-Smith, C'opL A. A. iRtn-ien- i’Lk-nbara, Maj. tipvr.po\ 
jSmxth, Crtpl E, ,P. llornen- iTunpiue;, Xdj. Thoii.fi;; E. 

. ... jSmith, Capt I>. C. Percy-, ii'otlenhanx, Mai t iiari' - E 

. — - Smitheman, Capt Eras. Jas. .Townley, Lt. Norman 7. 

Rowand, Deitt. Alex., u.j.ai. Smithson, Col. AValter G. iTnivers, Maj. Josi-n'o G 
Poweroffc,Afa>.raTie.st.C„ i.a. {S myth, 3Iaj, Geoffrey H.J. S.'Treeby, Mai Fenn- p 


Ilo-wcroffc, Col Gon. E„ j..\, 
Howley, Ca^d. Cecil A. 

Roy, Lietit J. E. G. (Coite). 
Royston, It.-ColJ.H. ( W. 4.). 
Rudkin, Capt. Wm. 0. B. 


Smyth, Col Owen S., r,a. .Tremeer, Maj. C. A <j’ 
Smyth, Maj. Robert Napier. Treiichard, Lt-Col. Ilugh JI. 
Soames, Maj. Alfred. (Triugham, L'eat Arch H. 
{Sowerby, Col Han-y .T, ; Triscot t. Col. Oha s. P . n 

'Spedding, Capt Charles R, i 'Trot ter, 3Ic{i FMwasxl H 
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CoMPAHio-H, llS.O.~cmt iWake, Capf. Heretvard. 


TvousdiJo, Iloht,. Cecil. Walltcr, Cupt. Geo. Hy. 

I Walker, /jf.-C'o?. Harold 


Tucker, Capf. S. .W 
Turner, Hiudir.m A. 

, Turner, Cif/A. Frank «.’«eiL 
; Turner, ii^. UiM-r; < 5 . 
Turner, ("a/tf. R. iV. JO-,'. 

’ Tr.vncr,//.-CV.:l.R.\V..l 


B. 


Walker, Cctpl J no. Douglas G. 
Walter, Lt.^Col. John 
MacNeill. 

Walthall, Capt. E. 0, W. D., 

H. A. 


us’c-.i, Wtri WalwjTi, Capt. Pulke Jas. 

‘ruson, .If,',; K. Wavtl. ht. Arthur Claud. 

, Tweedie, Ca^tl. Hy. Car- Wardle, t'opi. Eraest V. B. 

' Warre. Maj. Henry 0. 

* Tweedie, Co.O .l-ihu Lruinoj’. ! Warmck, CapktinJ. A. 

I 'rwc.n.iow, (-)l li. . Wuterlorr, Maj. James F. | 

TvvVuauu.'fo/.liuiunhrcvM.'Waterincyer, CaM. J. H. H. 

; Tyndall. Ma}. Vv. K. 31. Watevworfch. Lt Gerald F. 

! L'TJett. Cnpt. ,U-\in A. ; Watson, Co pi. Charles F. 

1 rniaoke, ' Watson, Copt Harold P. 

, Uuwin, Cu'. C i-ton C. ; Watson, Cupt William S. ! 
‘ T’ptou, Capf. Rd-,var'I .TGott.' Watt, Capt. John Ale.Kander. 
Van fcloonr-en, Capt Williuin Wauchupe, Capt A. Grenfell. 


Worinouth, i.‘. . Waueiiope, 1/ui. David A. 

Vauguiui, .Ipcj. Clrtn, Davies. i ViTay, Capt AlWed Cotton, 


Vaughan, U.-Cot, -hthn. 
Vaux. Capt Erju-s't. 
Venahlc.-;, Maj- < ’Inn'les ,T, 
Vonour, 31%!. IMlirid J, 
VeJ-non, !J. {{nr.*'vt Jloht. 


! Wedinvtioil, Maj. Cecil. 
jWolclnnan, Li Edud. Tlieo. 
jVuddon, J/uy Funcis H. 

I Weils, Capt John Bavfoid. 
AVestUkc, Col. \haond P 


! V ickorr, Ln'j.'.k* a.A.i Wo.stmoiLiud, Muj Fcicj T. 
! Vitrors. .ifo-'. Phill;) r. W. lAVeston. Col. Avhner G. 


Vigors, Cripi. Ilicirirfl P. L. , Hunter-, 

Villiers, Kvd.yn F. ;Whatnia,n, Maj. Amherst B, 

Villicrs, fJe'iL R-jd. II. ; Wheatley, Capt. Leon L., i.,- 

Vipan, <.‘h.i,ries . .. .• 

Wiii'c. Ccl. E. C!4:i«. 


White, Col Protlk,, r.m.l.i. 
Wliite, Ca.pt. Frederick A. 
White, Capt Janies Robert. 
White, Maj. Samuel R. L. I 
IVhitehead, Capt, Ernest K.j 
Wickham, Capt. Charles G. i 
Wicldiain, Capt. T. E. P.,| 

jlVickham, Lt Thos S 
Wilkin, Capt. Henrj D u \ 
,Wil!dna, Col J. 8 i m s 
Wilkinson, Ord. 0^ 0 \ P 
•Wilkinson, Capt H,,. C. D. 
Wilkinson, Jfaj. T 11 D„s 
Veeux. 

Wilkinson, Capt William T. 
Williams, Capt Arthur I'\ C. 
Williams, Capt Ashley P. 3V. 
Williams, Col. E. C, Ingou- 
ville-. ' 

Williams, 3faj. Edward E. 
Williams, Capt H. A., i.si.s. 
Williams, L.-G. Ilu.gh B.,u.e. 
Williams, 3faf. Weir de L. 
Willis, C'pf. Evelyn S. 
j Constantine. 
i'vYilson, Lt-Col. A. E. 
iWilson, Maj. Cecil W. 
■Wilson, Maj. dive H. A, 
Wilson, Li. 'Col Edmond 
Monkhouso, c.m.o., i{.A..M 


Wilson. Capt Leslie 0., 

K.M.L.I. 

Wilson. Maiai' N. fCVrpc). 
Wibsou, LL-Col Pd. H. F. W. 
Wingfield, Maj. John W. 
"JTnsloe, Maj. All R., u.n. 
Winwood, Mai, William Q. 
Wishari, Ca^>f. Ttobort. 
iWofirhoiise, .]faj. ErucslC. F. 
Wood, Maj. Ak-xr. V. L. 
'Vood, Lt'CuL Charles P. 
Boilcau. 


jV ood, Maj. E. FitzG. M. 
Wood, Cot Jla.stiug.s tit. 


WVood, Ca/it Jolm L. 


Woodward, Capt. Fras. W. 
Wormald. Maj. Predk. W'. 
W'( u's j li p, Maj. Ver el s tT iimer. 


Wray, Capt. Kenneth ?J. 
Wh'ight, Cant Badie Allen. 

Wvi.dit, l.r.nnf V W 


Wright. Lt'CoL F. W., r.'.vi.s. 
[Wright, Col George, r.a. 


I IN’ heeler, Capt. Henry L. 

; Whigharn, Lt-Col Kohert-D. 


Wilson, Capt.lirir 'F. B., r.k. 
WJlson. Crtp-lFrancis A., a. a. 


Wilson, Capt. Hon. Gr.y. m.!’. 
Wilson, Major 1 lerlx-rt IL 


Weight, Col Harry. 

Wyiin, Li. -Col. PelJ. Wm. 

jrlerbt. Wataiins W h ams-. 
Wynne, Maj. Reginald. 
Wynter, Capt. Fvus. A., r..A. 
Wpiyard, Capt Ethvd. Geo. 
Vale, Col J.-nnes Corbet. 
Vatnian, Maj. Clement. 


Soi'i’dar}/ a-;-' Itcfiktrar. R. 
H, jJrade, Vi’ar Office, S.W. 


Cfjc Timiirrml ^rrbtc^ ©rtJer— i.s.o, 

EXCLUtilVE OF SUCH AS HOLD HIGHER DISTINCTIONS, 
I.NSTiTUTEi) zSfh Jurne^ 3902. Ribbon, Blue with red edge. 
Sovininox: ITis Ma.iesty Kint. EmvAnn VII., Euimuoii op In'dia, 
JI.R.II. TU !3 PkI.NCK or WbAl.PH, K.O,, K.T., K.I’., G.C..S.I.3 U.C.-U.C!. , 0 . 0 . 1 . 13 . , O.C. A'. 



C0MJ‘AKU«3 G7Sb 
Adaios, Wi;h un Uenrv. 
Addiiv, William Frume, 


Adika Kai « of Per.ik. 
Alkhiu, ThonriM. 

Alldridge, Th-v-i-fS Jorimu, 
.Albrn, Bciuaisdn. 

Allen. George ’i’lHsiuas. 
.•Nharez, Jm-tiii Clias. NVin 
Aude.rson, 4'ii'r'es Wilgress. 
Andei’sitij, Jobr ‘iev.ird. 
.•Nuder'-oti, T1 oj,‘.js, 
Andruus, Eu-.-u’d .-enkm 
An-nell, Wrri. -iame^ Dmui, 
(leeige Lathuer. 
Ah'hiiH. C, Nev.C.u. 
.AneJanbek, W jo itougbia. 

,'uiin * h-o’los. 

Ftabidt ‘boi’'’*' ?*.'e'd<)n. 
Rrdey, .foim -’uilier. 

Iridev, Wilh. m H.-arj*. 

R’dl. J'iJU' 1 D' 4 r. 
flan lay. Roberl !hi(’hun.a?i. 
r.iD.ireJ, Jo'-'.iob 
lUrtieM., ;l. i '3'‘.i‘»'-Jr'»in. 
lia." IV) 1' aini’i .Mbeil. 
hd’J. Cf-'pC (o'orge. 
r.o'ird, Charb'-, ’f’boiuas. 

Bt! A, James F '••it, 

Bell, Hoocri, !.n.. r n.s. 
Relsha«', l.'U^’ird, 

Bennett, Ge.s"' Whe'illey, 
Ibsnj.ett, Me'-iee'ir .k.hn. 
Beie^ferd, .'da’eiis dt* l;i P. 
Berkeley. I'D'' •: D 
Berry, llein'i 1 ii/Jbitriek. 
Binhie., J;nnes 
Bh'ch, Ci.jude t hurehill. 
Bml. Jaejes Wiu. 1 . 

Blakev, J.atfte'., 

Bovell, John pedinan. 
Bi-addcdi, Oet;n his H. 
Brand. F< niin.md. 
Breading. Andrew, 

Brigcf!, Tlioiba- 
Brook, Herbert .Vrilmr. 

R-rtiwn P»*«doew‘k 


BiM»wn, Fredcriek. 
Brown, tite<iKgo. 


! Brown. Harry, 
i Brown, Joseph. 

I Brown, IMisfj Maiy. 
i Browne, Alliert. 

I Browne, Georgia. 

'Browne, William. 

I Bullock, Samuel, 

i Buhner. Jarnos Alfred, 
t Burns, James. 

Burt, Oct.ivlus. 

Ilyrne, James I, -a trick. 

I I .'abler, jtanert, 

J’jlb'.'itt, John Tfope. 
Cahert, Joh.u J.ieKfon. 
<':impbcn, Henry Cooke. 
iCantivll, Robert. 

‘Cauli'aild. Eras. J. 11 T.St C. 
J( ‘b.unberlin, 'Nrthur < leorgo 
.Chapman. Ni'illiam Arthur. 
a hnstort'els/, Jamc'-. Edwin. 

( hristnirolsz, WiUi'im .s. 
iri.ttiiij, Adolpbiis Philip. 
Elarke, Willtam. 

iCli‘av(‘, John. 

'Ciiiton, Robert Cecil, 
ic.tidey, Walter Henry. 
'CuiTiravc, Robeit. 
i f.'o'dd.an.Ti im dhy .Augustine 
tJolc. George.* 
jCoViior. Fredk. WsHiarn. 
iCol]in,s, Col llobcT’t Joseph, 

I Colls. Thomas Arthur, 
b 'Oliver, William Robert, 
i'onhah, Tliomas William. 

1 ‘onolly.AVitliaro Wellington. 

Bolton Gbmviil. 
*''iur;ena.v, IJenry. 

CowjKjr, Francis Henry. 
iCrawfoni. Alfred, 
fivasy, Leonard. 

[O'es'vvell, jlliss Margaret S. , 
Culley. William Richard, 
t. andall. Herbert M. 

Ifaloj Auirastus Charles. 
Darley. Cetii West. 

Dnies, Henry. 

Deering, William H. 

T)c Kretser, Edward. 


jicminn, Wilit m. 
lltillon, Patitek lauviur. 

, 1 dmond. ’J. illiam JuDics. 
[Dolton, ibivid. 
iDouglas iSamuel Himry. 
'Downer, William James. 
Dr-muan, William Ileiuy. 
DuiT, Beniamin Mu had. 

I Duncan, .hurie*, 31 array. 
[Dunn, Thoma-J Smith. 
DuVerg!.*, r,ouis S. Rathier. 
Dynham, E'lward. 

EccIcm, Maj. Dvirset, v.n, 

•I .dvmrds, licury James. 
'Eliot, Lawrence Stirling. 
Elliott,. John Cutbush. 

Klli.s, John (''hutc Bin'k. 
.Engolbach, Alfred li H. 
jJ^wart, !>avid. 

'Fairbairn, Roberi. 

Falkns, Riritcl. lli'Iah. 
i 'll r roll, Edw.'ird (»eorge, 
'Finchfiin, Ihirry. 

1 i'’Iei,scher, William ^lartiii. 
|Fb-niiiig, J.mujs, 

' Ford, diaries. 

I Portescuc, T.aurence. 

I'o.stcr, Edward Alexnialer. 
Francis, J'mies Sebroibor. 
d'ra.ser, George L. B., u.c. 
Fi'ascr, Hun^t^n Werry. 
jFmser, Jolm. 

i Freeman Edwd Bi'thmnlcy 
'Fryer, C-h-'Vtes E. 

Giiiffncy, TJuiin.'t.s Burke. 
,Gage, thos. B. Bidllie-. 
Galor, John .M:i\t'''y. 
iGarcia, Arthur Henry. 
'Gardiner, Fredk. \Vm. 

I Gardiner, John. 

Garvin, Thnrna.s. 

Gatley, John. 

Gerald, NVilliara Julia. 
;Gibh, J. A. T, 

.Gibson, Frederick Allan. 
'Gill. Thomas. 

Gilpin. Edwin. 

'Gobeil, Antoine. 


'Gnbb-,ijiith, John Mills. 
.Gould, Edward 
Gould, Eiiward Bleneowe 
trt.iham .rohn. 

Gregory, Joim Friah. 
Grenier, Genird. 

.Grenier, (Justave. 
iSriffifclis, (icorge Hollin. 
Gruiuviild, Samuel Metcalfe. 
'Guinness, Edwd. Jolm Day. 
Hall, Henry. 

'Hall, John Careja 
.liall, William G. Briggs. 
Hanson, Gb.arles Rastriok. 
n ardingham , Nathaniel. 
Harris, Edwtird. 

Hi'nvin, RicLc.rd William. 
.Hatfield, Henry. 
iHautrive. NaijOleou. 
i Hawks, Henry Nicholas. 
[He.'id, Joshua Jolm. 
iHeadlar.d. John. 

.Heaviside, Artliur West. 
'Ilehn, flunry James, f.i.o. 

I H til’, '.ood, John Chambers. 
'Hert.let, IWcy. 

■licywood. James Barne.s. 
Hill, .'\rthur. 

Ilingston, Georee. 

'Holihins, RosHj't. 
iHodgins, John Georve, 
,!iom,i,gee, JaineH Francis. 
Jfooley, isamuel Cutbm*. 

>T 'pkins, Lionel (■’harkia. 
'Hoskins, William, 
iioundle, Henry Chas. 11. H. 
Hughes. NValier Tatham. 
Humphreys, Noel A. 

Hunt, George Henry. 
Hunter, Charles Hastings. 
Hyde, James Wilson. 

In-ine, Lt.-Col. Achesoa G. 
Jaoksou, J. Whitfield. 
Jackson, Morton Strode. 
Jago, Thomas Sampson. 
Jarman, John Robert. 
Jarvis, Lt.-Col Arthur L. 
Jerome, Thomas Stroud. 
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Companions, LS.O.—cont 
Johnston, Bobt. Mackenzie. 
Jones, Charles Jerome. 
Jones, Lonis Kossuth. 

Kelly, John. 

Kensington, Wm. Charles. 
■King, Arthur Thomas. 

King, Thomas Mulhall. 
King, William Frederick. 
Kirkpatrick, Francis. 
Knyvett, Seymour Henry. 
Laborde, Edward Daniel. 
Lamliert, Francis L. 
Langford, John. 

Larcombe, Thomas. 

Laslett, Henry James. 
Leanh, Frederick. 

Jjeah, Samuel Dawson, 
Lemass, Peter Edmund. 

Le Moine, J, de Saint-D. 

Le Sueur, Henry. 

Levey, diaries James. 

Lewis, Biohard. 

Lewis, William George. 
Li.ster, Joseph StoiT. 

Lister, Bobert John. 
Livingstone, Matthew', 
inckyer, Nicholas 0. 

Logan, James Kennedy. 
Long, Charles. 

Lo^, Thomas. 

McDermott, Peter Joseph. 
MacDonald, John. 
Macgxegor, Bobert Boji 
Machigan, John. 

IVIaclaverty, Edward H. E. 
Macleod, John. 

McMiehael, Solon William. 
MoNaughtan, John, m.o. 
Mansergh, Comewall L. W. 
Manson^John. 

March, Edward John. 
Martin, David. 

Mai'tin, Joseph Sfunuel. 
Masham. 'William George. 
Mason, Alfred John. 
Matthews, Thomas 'l^incent, 
May, Alfred John. 

Meakin, Henry Win. 
Mensah, Alfred. 

Menzies, William. 

Metcalfe, EdwartL 

Micholl, John. 

Miles, Alfred Henry. 

Miller, David. 

Miller, George. 

Millikin, Alexander. 

Mills, James. 

Milroy^ Hugh. 

Minchm, Charles 0. 

Minnow, Joseph Lazarus. 
Mitchell, Prank Wm. Drew. 
Montizambert, Frederick. 
Moon, Henry E. 

Moore, John Bobt. 

Moore, George. 

Moysey, Henry Lufctrell. 
Muir, William. 

Murphy, Martin. 

Murray, Abiiah. 

Murray, Colin Alexander. 
Nash, Redmond. 

Neitenstein, Frederick Wm. 
Newbery, Arthur. 

Neivman, Edward Braxton. 
Nops, Walter. 

Norris, George Michael. 
Now'ell, Edwin Cradock. 
Okeden, Wm. Edwd. Parry. 
Oliver, William. 

O’Reilly, Joseph. 

Outtrim , Lt.-Col. Frank Leon. 
Owen, William. 

Owsley, John William. 
Parmelee, William Grannis. 
Pearce, George Henry. 
Pearson, Charles Wemyss. 
Pearson, Octavius Hemy. 
Pedley, Arthur Charles. 
Pennell, Charles Henry. 
Perkins, Hany limes. 

Pike, Edmund William. 
Pillans, Charles Eustace. 
Pilot, Rev, Canon Wm., p.n. 
Platts, Thomijs. 

Plowman, Edward Philip. 
Porral, Albert. 

Pottinger, David. 

Power, Augustus. 

Ralph, William. 

Redgrave, Jasper Alexr. 
Reed, Joseph Martin. 

Reid, Alexander. 

Reid, Alfred Henry. 
Reynard, Robert Froding. 
Rigg, Edward. 

Rivers, Edward George. 
Roberts, Edward. 

Robertson, Thomas. 
Robertson, Thomas Dixon 
M. T. 

Robertson, Mhi. Chrystal. 
Robson, Robert. 

Roche, John. 

Roper, Henry Basil. 

Ross, George. 

Rowell, John Boulsby. 
Rudler, Frederick william. 
Rudolf, Bobt. de Montjoie. 
Rumsey, Comm. Eoliert 
Murray, r.n. 

Rushton, William S. 

Russell, James. 

Russell, James George. 
Russell, Robert. 

Ryan, Edward Jo.seph, 
Ryder, William Henrj'. 
Saltmarsh, John. 

Scott, James. 

Scott, William James. 
Seagei-, Philip Samuel. 
Sealey, Patrick Persse. 
Senior. Bernard. 

Seth, Arathoon. 

Sharp, Jno. Reuben Philip. 
Sharp, Thomas Herbert. 
Shaw, Bernard. 

Shell, Lionel Henry. 

Sholl, I^ehard A. 

Smart, William Wilkinson. 
Smeeton, Samuel Page. 
Smith, Allan Frith. 

Smith, Edgar Albert, 

Smith, Frederick Bonham. 
Smith, Lt.-Col. Henry Robt. 
Smith, Miss M. Constance. 
Smuts, Johannes, 

Smyth, Chas. Edwd. Owen. 
Somerville, David Hughes. 
Speeding, 'Wiiliam C. 
Spencer, Frederick. 

Stephens, Richard. 

1 Stevens, Frederick. 

vStevenson, Thomas, 

Stewart, Daniel. 

Strawbiidge, William. 

Strong, John Alexander. 
Sutherland, Edward D. 

Tach4, Eugfene Etienne. 
Tagliaferro, Napoleone. 

Tate, Frank. 

Taylor, Alex. GeorgeDenison. 
Taylor, William T. 

Thomas, Philip Henry. 
Thompson, James Artliur. 
Thompson, James CouUhretl. 
Thomsion, Alexander. 

Tigar, Edward. 

Tilney, John Deane. 
Timpeiiey, William Heniy. 
Todd, George. 

Tombs, Robert Charles. 

Topp, Charles Alfred, 

Tucker, Francis Ellis. 

Turvey, Isaiah. 

Esher, Henry Charles. 

Van der Beck, J. ^clmhas. 
Vane, Frederick William. 
Venning, Alfred Reid. 

Vincent, John Lewis. 

Watera, Alfred Charles. 
Watkins, Frederick Henry, 
Webb, Montague. 

West, Jno. Hy. Rickard. 
■White, H, Bantrey. 

Why ham, William. Henry. 
Wigley, Francis Si>encer. 
Williams, Henry Owen. 
■Williams, James Alexander. 
Willis, Jamea 

Willmot, Joseph "Wm. 

Wilson, James, 

W^'llson, ■William Robert. 
Winter, Ed^vin, 

’Wolfenden. LL-CoLRichard. 
■Wood. Alfred John, 

Woodd, Julia Mary. 

Woods, Eiehd. Lennox. 

"Wray. Leonard, 

Wright, Uriah John, ' 

Wylde, John Truro, 

Yeld, Edward. 

Sec. and Registrar, R, F. 
Reynard, I. s. 0. .HomeOffice. 

_ THE VfCTORIia 

Ribbon, Crimson for An 
For Conspicuous Bhaverv. I 
A list of suind 

Adams, Robert B.,c.b., i. a., UpperSivat 1897 

Ashford, Scj'gt. T. (Boy. Fus.), Afghan z88o 

Ayhnei%Afo5;/.-<?5i,.FeutonJ.,o.B.,R.f!.,Lr'«»ua-A’«fia?’ 1891 
Eabtie, Qol'. Wm., c.m.g., it.A.M.c., S. AJrica , . . . 1899 

Bees, Rriv. W. (Derby R.j, B . Africa zgoi 

Beet, Scrgt. K. (Derby P»,.), S. Africa xgoo 

Bell, F?Hv, D. (South Wale.9 Borcl.), Andaimm . . 1867 
Bell, Lt. F. W. (W. Australia), S. Africa ...... 1901 

Bisdee, L'ieut. J. H. (Tasmania), S . Africa 1900 

Boisragom Maf G. H., i.a., Hntiza-Nanar .... 1891 

Bradley, Briv&i'F. G. (B.F.A.), *8. Africa ...... 190X 

Byrne, Private Thomas (axst Lancers), Sudan . . 1898 

CadeU, Ool. Thomas, o.b., i.a., Mutiny x8s7 

Garter, (kwt. Herbt. Augustine, i.a., Somaliland 1904 
Chaplin, Col. J. W., c,b, (Hampshire E.), China. . x86o 
Ciemonts, Oorpl. J. J. (Bimgtn s Gnidos), S.A/rica 1900 
Cobbe,L.-G. A. S.,».s.o.(King’sAfr. R.), Soma?, i'Zaiid 1903 
Cockbmm, Lt. H.Z.C. (R. Canadian Dn.s.),S, A/i^ica 1900 
Coghlan, Sergt.-Maj. 0. (Gordon Highrs.), Mutiny 1857 
Colvin, Maf J. M. Colquhoun, r.e., Monmand . . 1897 
Congreve, Col. W. N,,m.v.o. (Rifle Brig.)^, S. Africa 1899 
Costello, Capt. Edmond W., t.a., Maiakand .... 1897 

Crandon, Pte. H. G. (iSth Hrs.), S. Africa ...... 1:90* 

Creagh, Gen. Sir O’Moore, o.c.n., i.a., Afghan ... 1879 
Crean, Swflf.-Gapt. T.J. (Imp.Lt. Horse), S.AJhioa 1901 
Crimmin, Lt.-Col. John, c.i.e., i.m.s., Burma .... 1889 

Curtis, Sergt. A. B. {E. Surrey Begt.), 8 . Africa rgoo 
Banagher, J. (Connaught Rang.),irVamuaaJ i88x 

Doogan, Friv. John (ist D.G.), Lamp’s Neh . . , . x88x 
Douglas, Lt.-Ool. C. Mills, a.h.s., Andamans ... . *867 

CROSS. FC ~ 

ny ; dark blue for Mavy. 

NSTiTtiTED agtfi January, 1856. 
ving recipients. 

Douglas, Capt. H. E.M.jP.s.o.,u,A.M.c.,.S’.A/Hca 1899 
Dowell, Lt.-Col. George Dare, r.m.a., Baltic .... 1853 

Doxat, LL Alexis 8 . Africa 1901 

Dimmore, Maj. Earl of, m.v.o. (x6th Lrs.), Upper 

Dumnt, L,-Gom E. (Rifle Brig,), S. Africa 1900 

Edw'ard.s, Friv. Thos. (43nd Himrs.), Sudan .... 1884 

Edwards, .Waf Wm. M. M. (Pligh. L.I.), Bgypt.. 1883 
Engloheart, Sergt. H. (xoth Hrs.), S. Africa .... 1900 

Englivsh, Lt. W. John (A.S.C.), S. Africa ........ igox 

Farmer, Sergt. Donald (Camn. Highrs.), S, Africa 1900 
Farmer, Coipl. J. ,T.( Army Hosp.C'orps), Trammal 1881 
Findiater, Fip&i' G. (Gord, Highrs.), Tirak ...... 1897 

Firth; (Serp?, James (W. Riding R.), S'. Africa . . 1900 
FitzClai’ence, Lt.-Col. C. (Irish G afird.s), S , Africa 1899 
Fitzpatrick, Friv. F. (Conn. B.ang.), S . Africa . . 1879 

Flawn, Pnn. Thos. (Conn, Rang,), S. Africa 1879 

Fowler, Sergt. Edmond ^co. Rif.}, Zuiu 1879 

Gifford, Major Lord (S. Wale.s Bord.), A shanti . . 1874 

Gkaock, Driver H. Ii. (E„H.A,), S. Africa 1900 

Goodfellow, Lt.-Gen. Chas. A., n.n., Mutiny 1839 

Gordon, Lt.-Col. W. E. (Gord. Highrs.), S , Africa 1900 
Gordon, Sergt. Wm. J. (W.I.R.), Gambia River.. xBgst 
Gough, Gen. Sir 0. J. S.,(}.c,jb. (Beng. Ciix.), Mutiny iSs? 

Gough, (Jol. J. E. (Rif. Brig.), So7/f.a?/7.a7id 1903 

Grant, Lt.-Col. Charles J. Ss m., i.a.. Manipur . . 1891 

Grant, GapL John Duncan, i., a., 1904 

Guy, Lieut. Basil John Douglas, r.n., China 1900 

Hale, ^rg.-Moj. Thomas E1.,c.b,(R. Fus.), Crimea 1855 
HaHiday, ilfa;/. Lewis S. Toileniaehe,a.M,L.i.,0/i,fsia 1900 
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i llamiaonJ, <'c<, 'iiif jS'fg 

1 IXamTiton, Srstit. il. (L’pitol R.)t . . . t . . *oot 

! Hjinmaiw, Li^.d, \V. J. (X.Z.J, S, J/rh'ia 190s 

iX^u-dina, ChUffhutiur h.n., Sm/P* ...... xttSa 

1 Hart, LtMlm Sir li. C., k.s., Afghan .... *379 

i Hartiev, Col E. B., c.m.o, (C.M.K.). S. Aj'rica . . *879 

; Hoafchcoto, lA, X. 6 . (K.R.K.G.),.Vh«-H?/ *857 

; ttoaunj, ijovdl Wra. {UverncH-)! Eegt.), ^Xfrica xgoo 
Xl#)nd6ra-in, TrooiKi' H. S. /Balawayo), RhodesUi *896 

PriiK Fredk. (S. Wales BorJ.), Zulu 1879 

Houand, E. {R, Canadian Bna.), S. Al’nm 1900 
Home, Sunu-Cen. Sir A. !>., k.c.b., Mutiny .... *857 
Hope, Coi. William (Rov. Fus.), Crlm<'/i *855 

Hornoy, Coi. E. d. Phina^^i^A-i.?. 4 /Wm *900 

House, Pn^:afe Wm. jR. Berks "Rd. S. A/'rim .... 1900 
Eow'm, M>y', X. R. (X^.S.W. Med, Stnif), R. Africa zgoo 
Hnteliln.-i-m, Lt.Aiol E. D. Brown«Synge- (x4th 

l{r%\ J/rloa *900 

lud, C'orj>L Skud.-iS.iiWi A. F.., u.h.a., S. J,Mm *901 
Inksoii, Capt. Edgar Th.oa., b..a.m.c., .b’. jij’^rica . , 1900 
Jolmerf, Lt,-Oeiu Sir J. liilia-, n.e.K., p.,x.,Mutin'ij *857 
Jolmstftnc, Capt E. (Imp, Light Horse), S. ^ifnea *899 
Jones, Lt.-Col Alired S. (oth Lvs,), Mutiny .... *857 

Jonc% Cftpt. H. M. (Roy. Fus.}, CHnua *85.? 

Jouos, PricatH 'Wm. (S. Wale.s Bord.), Zulu .... 1879 
.Tones, Capt 0. Maiisel* (W. fork, R.), S. Africa xgoo 

Kenna. VoL Paul xV.. ».s,o. .'21st Lra.), Sudau *898 

Kerr, 1 .?, William Alox. (Bomb. Inf.), ATiif/a'/ .. *857 

Kirhv, <fr.-Mr. Sdiyt F., n,c.,S. Africa xqoo 

Kniiiiit, Serr/t, H, J. (Liverpool Regt.l, S. Africa 


Xcabitt, Cavt. E. C. (ATliEhoiialdnd), Hhoit&siiz . . 
Nickerson, Tfm. Hy. 8., e.a.m.c., 8. Africa. 
Norwood, Capt. JoUn(5tli p.G.),_/S. A,fric‘: 


Parker, Sergt. Cbarlefi (E.H.A.), S. AjYim 

Patou, Bcrgt John (A. and S. Xiighr.s.), Mutiny 
Pitts, Lance-Gorpl. J. (Manch. P»ogt.)iS'. Africa. . 
Prendergast, (fen. Sir H. X. D,, o.u.h., r.e., Mvt, 
Probyii,' Rfc. Hon. Sir D. M., o.c.n. (Pun* 


1 IjawiaJiifiO,Lf. T. (x7th Lis.,?m?;*x8tli Hr.s.),Sr.A/r/ca 1900 

I Law-mn, Private E. (Cord. High.), Tirah 1897 

! Leafih, LUnitAt-n. Sir E. P., k.c.b., Afghan 1879 
i hunko, Sury.A'pt A. Martin- (S, A. C'on.st.),S. 4 d‘. *9^2 
! Letiuesno, Lt.A\7l. Furd. Simoon, r.a,m.c., 

; lirrMa *889 

J Lloyd, Col. Owen I’kiward P., u.a.m.c., Burma . , 1893 
I Lodgo, Boinlttdkr Isaac, n.u.A., .S’, Africa .... jgoo 
! Luivw, iiciir-Adiniral Charles Davia, Baltic .... 1854 
> Lvater, Lt.-ikn. il. Hainmon, c,n., b.s.c.. Mutiny X858 
! Mackav, CO}^. Jno. F. (A. k S. Highrs.), S. Africa 1900 

I Mavgar, (fapt. L. C. {\ ictoria), S. AfriCAi 190X 

Mokonaa, Emiyn'Mas^. {York and Lane. E.) 2f.Z. 1863 
Mackenzie, Capt. John (E. Scots.), AehanH . ., . X900 
; Marling, (J.A, P. S,, o.n. (i8tb IIus3.arM), Bud ui . . taS-i. 
) Marsiuul, JJttJ. William T. (igth HuosaavOxVmfflTi 1S84 
i Martimwu.iS'crpf. H. ii. Jl’rutoct Regt.),.Sf. Africa 1^9 
I Mastersou, ifLO- John E.L (Devon U,), .S', Africa 1900 

" ‘ ~ ^ A jgOO 

x 8 S 7 

S, Africa ^ 1899 

i Molliss, Pol. Chas. John, i.a,, \.d.o., Anhantl .... 1900 
: MtibanUo, Jfed. Sir J. Bt. (xoth Hr.s,), S.A. . . 1900 
' Mmi8M?han, Trumpeter John (axidD.d.), Afuthiy. . *858 
Moore, Maj.-Ocn xVvthur T., c.b., i.a., Persia . . xPfS? 

. MnUanc, Bi>ryf,*MaJ. Patrick, r.a,, A/{//s«n x 38 o 

.'duliins, Mai 0 . Hmp. L. H.), H. Africa 1899 

Mnnuv, Corp, ./as. (Conn. Rang,), Trantivml i88x 

i Mun-aV, Berfft. John {BarlvAnihA.), Kenc Zealand 1864 


I Maxwell, l.t.-OJ. F. A., n.p.o., i,a., .S', Africa .... 

. Mavo, Arthur (Indian Xnvy), Midivy 

[ Mclkk*)Ohn, Ctijk. M. F. M. (Gordon Hlghlander.s), 


Reed, Maj. Hamilton. Lyster, k.a., S. Afri(n. . 

Remolds, Lt.-CoL Jas. Homy, r.a.m.c., Zulu 

Richardson, Priv. G. (Border Regt.), Mutiny 

Richardson, S’crpi;. A. H. L. (Strathcona’s), .S'. Af. 
Riclgewav, Col. Richard K., c.n., i.a., Maya Bills 
}tobevts,'PieId-3Iarshal Karl, k.g., k.a., Mutiny 
Robertson, Lt. W’illiam (Gord. nighr.s.),>S’. A./rico, 
Rogers, LUnt. James {.S.A. Constab. ),£>'. A/ma 
Rolland, Maj. George Murray, i.a., 80 wmllhr/id. . 
Rnthven, Capt. Hon. Alex- G. A. Hore- (K.D.G.), 

Nile .i i'. . 

Salmon, Adm. of the Fleet Sir X., g.o.b., 31utiny 
Sarfcorius, Jt.-G. E. H,, c.b. (E. Lane. R.), Afghan 

Schotield, Jlaj. H. X,, r.a., S. Africa 

Scott, Lanec-Corpl. R. (Manch. Rcgt,), S. Africa 
Scott, Lt.-Ool. Robfc. G., n.s.o, (C.M.R.), S.Aj'rica 

Seelov, Seaman William, Japan 

Shaul, Sergt. J. {High, L. I.), S. Ai^'ica 

Smith, (funner Albert, r..v,, Sudan 

Smith, Lt. Clerneat L. (Somal. M.I.), SomalUa.nil 
Smith, Sergt Jaum.s (The Buffs), Mohmand .... 
Smith, Lt.-Col. J. Manners, c.i.e., i.a., Bunza- 


Nagar 

Smvth, Lt.-Col. X. M. (6th D.G.), Sudan 

Stai^xjole, Itrmr. D. (Middlesex E.), New ZeaXd. 
Sylvester, Amt,-S%irg, H. T. (R. W, Fus.), Crimea 
Temple, Lt.-Col, NYin., a a.m.c., New Zealand . . 
TkacKoray, Col. Sir E. T., k.c.b., r.e., Mutiny . . 
Tow’se, Capt. E. B. (Gord. Highrsd, S, Africa , . 
Tmynor, Sergt. W. B. (TV. Yorks It.), S. Africa. . 
Tamer, L.-C.R, E. TV., o.s.o. (R. Can. Dna.),i». Af. 

Vickery, Corpl. S. (Dorset R.), Tirah 

TValkef, Lt.-Col. William George, i.a., Somaliland 
Tv’alker, MaJ. A. R. Hill- (Xrthrap. R.), Transvaal 
W.ml, Private C. (Yorksh. L. L], Afidca .... 
WaP‘'all, Private Samuel (S. Staff. R.), Zulu .... 
Wa^oon, Gen. Sir John, g.o.b., i.a., Mutiny .... 
Watson, JIaJ, T. Colclough, u.k., MaUflcand 
Wliite, Field 


.d-Maruhal Sir Geo. Stuai-t, g.c.b. 

(Gordon High 'uiders), Afghan 

Williams, Pie. John (8. Wales Bord.), Zidu 


1900 
X899 
SS99 
i 0 j !4 
z88x I 
igoT ! 
x 8 S 7 I 
*900 i 
*857 ! 

iSS 7 

1899 

1899 

1S99 

ZO79 

1859 

igoo 

1879 

*858 

X859 

1901 
X503 

*398 

sCS7 

1S79 

X899 

1900 
*879 
1S64 
1899 
1C85 
1904 
iSag 

xSqi 

1898 

1863 

* 8 S 5 

x 854 

*857 

*899 

1501 

Z900 

S897 

X903 

1881 

X900 

1879 

* 8 S 7 

*897 


Wilson, A dm. of the Fleet Sii A. K.jG.c.b,, Sudan 
Wood, /’.-JI. Sir TT. E,, o.c.B. ' 


Wright, Capt. TV. t. (R,. W. Surrey R.), Sokoto 

WyKy, Capt, Guy G. E., i.a.,S, Africa 

Young, Su'gt.-.uaJ, Ale.xr. (Cape Police), S'. A/riccr. 


*879 
*879 

18S4 

(17th Lr.s.), Mutiny 1858 
1903 
X900 
1901 


djr of iRrrtt— o.m. 


INSTITBTBP JuMf xgoa. 

Membfbs. 

' Mtuuhership fgof two kinds, !MiUtary and Civil ; the former havinj^ crossed sword.s, and 
the latter oak leaves, upon the badge. Meniberahip of this Order confers no precedence, but those 
. hohlingitare anthorUn’id to place the letters o.M. after the g.c.b. and before the other Orders. 


, FlrUiMaiMial Fail Kuherts of Kandahar, F 

r 1L.0., K.R 

I Fkhl-Marshal Viht-ouut TT'olseley, K.?. 

; Pirid-MffrJatJ Visi ount Kitchener, a.C.B, 

; Viscoiirit Mid-k*y of lUackhiirn. 

■' fiOnl Unvit-ijrh, f.k.?'. 

1 1-ord Miter, rr.a 

Admirtj of the Fleet Rt. Hon. Sir Edward Hobart 

Seymour, o.d.B. 

Sir 'William Hugging, F.R.a 
MM'Mmihml Sir Heorge Stuart White, F€» 

Sfe* SMtimnm Alint-Tadema. 


Admiral of the Fleet Sir John .Fisher, G.C.B. 

/created a Peer, 9 Kov., 1909). 

William Holman-Hunt. 

Bari of Cromer. 

Rt. Hon. Jame.s Bryce. 

Sir Joseph Dalton Hooker. 

Fuld-Marskal Prince Yamagata. 

Field-Marshal Prince Oyama. 

Admiral Count Togo. 

MiBS Florence Nightingale. 

Professor Henry Jackson. 

Alfred Russel Wallace, 

S^'Cretary and JBegisirar, CoL Son. Henry Chas. 
I«e»e, o,T,o. 
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®i)e l^ouse of (Commons. 

The second Parliament of King Edward VIT, was elected in January and February, 
1906, and was opened by the King on 19 Feb. of that year. The General Election had 
returned 512 Ministerialists {374 Liberals ; 54 Labour Members ; 84 Nsitiona, lists) and 
158 Oppoeition (131 Conservatives and 27 Unionists), distributed as shown in the following 
table:--*' 


England 

:'W'aIes 

Scotland 

Ireland 

Tj nited Kingdom 


DlSTltlUU'TION OF MeMBEKS. |j 

Counties. 

Boroughs. 

Univer- 

sities. 

Total 

Members. 

234 

226 

5 

465 

xg 

XX 

— . 

30 

39 

3* 

2 

72 

85 

16 

a 

103 

377 

284 

9 

670 ! 


Position' as to PAnTi^:s (1906). 


Slinistorial. Oprjo.'iiticni, j Hajoriiy 


337 

30 

6x 

84 


Sxz 


158 


acsg Min. 
30 3Hn. 
50 Mm. 
6 s 3Hn. 


3 S 4 3{in, 


From X Nov., 1908, to 31 Oct., 1909, there w^ere 
bye-elections at Att-erdiffe{Lab.), BermoniUey{G.\ 
Chelmsford (C,)y Cleveland, Croydon, Mid-Derby, 
High Peak, Stratford-on-Amn (0.), Tamworth, 
Taunton ; East Benbighshire ; Dumfries, Edin- 
burgh City (East, South, and West), B’orfarshire, 
Glasgow Central (C.), Hawick ; South Armagh, 
West Clare, Cork City, South Kilkenny, East 
Limerick, and North Sligo. Constituencies in 
italics were won by the. liolitical party indicated 
in parentheses. 

At the time of going to press there %vas a 
vacancy at Portsmo’uth. 

On 3x Oct., 1909, the parties stood as follows: 
Liberal and Labour, 386 ; Labour (L.B..C.) Mem- 
bers, 33 ; Socialist, i ; Nationalists, 83. Minis- 
terial total, S03. Opposition total (Conservatives 
and Liberarunionists), 167. Ministerial majority 
over Unionist Opposition, 336. 

The total number of electors upon the register 
in 1909 is given below, together with the Eegis- 
trar-General’s estimate of the population in the 
middle of the year 1909 


Division. 


England and Wale.s 

Scotland 

Ireland 

United Kingdom 


Electors. 


6, 156,441 
771,388 
687,609 
7,615,438 


Population. 


3S,7S6.<5*S 
4,877,648 
4.374. *S8 
4S,oo8,4%x 


POLITICAL PARTIES AND OEGANISATIONS. 

The principal political organisations are as 
follows 

Libeeal.— T he Liberal Central Association, 
4a, Pai'liament Street, Westminster, S.W., is the 
official organisation and headquarters of the 
Liberal Party, The National Liberal Federa- 
tion, 42, Parliament Street, Westminster, S.W., 
is a union of Liberal Associations in England and 
Wales. The Liberal Publimtion Department, 
under the combined au.spices of the two above 
bodies, and of the same address, issues periodical 
literature and political magazines. Among other 
organisations the National Reform^ Union, jg, 
Cross Street, Manchester, and 10, AdelpM 
Terrace, W.C., founded in 1864 for the advocacy 
of electoral reform and opposition to Pi’otection, 
aims at inculcating Liberal principles by means 
of lectures and the distribution of literature; 

Club, 3, Hare Court, Temple, E.O,, was 
founded in zSSo, and works on similar lines ; the 


Liberal League, zo, Queen Anne’s Gate, S.W., was i 
formed for the purpose of bringing together, 
with a view to common action, all those who 
approved of the policy expounded by Lord Eose- 
bery at Chesterfield, December i6th, xwi ; Borne ' 
Cmmties Liberal Fcderatimi,^ 42, Parliament 
Street, S.W.; the London Liberal Federation, 

41, Parliament Street, S. W. ; the Womeiis Liberal 
Federation, X24, Victoria Street, S.W.; and the 
Women’s National Liberal Association, 138, 
Palace Chambers, Westminster, S.W. The 
Scottish Liberal Association is at 7, West George 
Street, Glasgow, and at 95, Princes Street, Edin- 
burgh; the Swftis’/? Womenl 8 Liberal Association 
is at the Glasgow office. The Chief Liberal Whip 
(Patronage Secretary to the Treasury) is Rt. Hon. 

,T. A. Pease. Other Whips, Capt. C. W, Norton, 

J. H, Whitley, and 0. Partington, with J. W. 
Gulland (for Scotland), Sir E. Straehey, and 
J. M. F. Fuller. 

Conservative.— The National Union of Con- 
servatite and Constitutional Associations, St. 
Stephen’s Chambers, Westminster, S.W., was 
founded in 1867, and is a federation of Conserva- 
tive and Constitutional Associations and Clubs in 
England and Wales. As con.stituted at present, 
it consists of 38 Provincial Dhisions, a Council of 
about 200 members, wdiich meets quarterly, and 
a Conference, which meets annually. It has five 
Committees, viz,: Executive, Organisation, Publi- 
cation, Lecture, and Finance, which have the 
important duties of strengthening, stimulating, 
and creating electioneering organisation in the 
constituencies, publishing and distributing the I 
whole of the literature for the education of j 
the electorate, and providing and controlling j 
the staff of speakers and lecturers. Secretary, \ 
Thomas Cox. The Conservative Central Office is : 
the Parliamentary department ; Principal Agent, 1 
Percival Hughes. The National Union of Con- \ 
servative AssoaiaMom for Scotland is at x, Castle i 
Street, Edinburgh. The Primrose League, 64, I 
Victoria Street, S.W., founded in 1883, is the ■ 
educating body, and aims at the Maintenance of I 
Eeligion, of the Union, and of the ascendency | 
of the British Empire : Grand blaster, Et. Hon. | 
A. J. Balfour, m.p. ; President Ladies’ Council, \ 
Hiss Balfour ; Registrar, F. Willis ; Clcrh of the i 
CownmL Bennett. The Gonsercative Whips \ 
are Sir A. Acland Hood, Viscount Valentia, H, W. 
Forster, Lord Balcarres, Marquess of Hamilton, 
H. P, Pease, and Lord Edmund Talbot. 

Liberal Unionist. —T he Liberal Unionist 
CoiincU, 6, Great George Street, Westminster, 
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' H'.'Lsfoiincil in 1886. aiul rc-coiistituted iti 1904. 
Iih lii.-iin obiuti it' tlie prevention of the sepa- 
ration of Use govcrninenls of Great Britain and 
Ireland. PmihUnt, Ut. Hoii. J. Chamberlain, 
’ MJ‘. ; .Sr., .T. Uin'iiston. 


T.AB^'rii. - -The Labour Party in Parlianient is 
! Minpu.sed of 33 Labour Party nominees. The 
Ibirlianu'Utary ()r{.,;-u]iisaLioii is the Laboin' Payty, 
ji8. Victoria Street, AVestmimter, S.W., which 
-elects ''liiididate.-. pays a proportion of the 
Ketuniin:4 Ollieeiv-’ expenses, and contributes 


£zqq a year towards, the niaintenanco of elected 
niornbors. Haimsay MacDonald, m.p. The 

hibniir Jire G. H. Iloberts and 0. Duncan. 

' Tn addition to the Labour Party of 33 members 
■ there arc xg re}»resenTatlves of the Miners’ 

' Federation, and 8 Trade TInion and other repre- 
, senUitivc'5, the whole 33 composing the Trade 
UaU.m Group. I'nder the heading of Labour 
may al.so be iucludctl one Socialist. 

Socialists. —T he Social Democratic Party , 
Chando-s Hall, axA, Maiden Lane, Charing Cross, 

. M’.C., anil the ImUpendent Labour Party, to, 
Red Lion Court, Fleet Street, E.C., have many 
aims and some members in common. The Fabian 


stead, or the Escheatorship of IMunster, \vhere- 
upon the seat i.s declared vacant and a writ 
issued. . 


Society, 3, Clement's Inn, Strand, \r.C.,preac*hes 
an intellectiul Bodalism to the middle classes. 


Irish Parties. —T he United Jrirh Lectyut 
represents the Nationalist Party, and the 
Kationalist ''tMiips are Capt. A. J. C. Doneiau, 
PatO'Brieii, E. linviland Burke, and J. P. Boland. 
The Irish irnioiiLt party is represented by the 
im/i Unlonid Alh'ance, 109, Grafton Street, 
Dublin. &v., P. G. Carden, IXL. Irndi Unionist 
H'hip, d. B. Lonsdale, M.r. 

TARTl'F flEi-oiiJi.— The I'^ariff Reform League, 
7, Victoria Street, Westminster. S.W., w'as 
founded in X903, in furtherance of Mr, Chamber- 
lain's proi'josalft for the reform of the Fiscal 
System of the I'nitwl Kingdom. Sec., T. W. X. 
Bagley. 

WoAiExr’s Si'T-'rR.AGE.— The principal organisti- 
tion for putting forward the claims of wohien to 
the Parliamentary franchise are the Xatio^ml 
Vnion of Wonietrs Sufrage Societies, Victoria 
Street, Westmii^ter, S.M'..wit;h over 100 ulilliated 
soidctie.s; the London Society for IVomen'ft Sut' 
frage, 58, Victoria Street, S.IV.,is a society iu the 
abovo I niou, and ha-, over 3,300 members ; the 
Ifowcu’.v Soeiid and political Union, 4, Clement's 
Tun, AV.tt ; the Tronn.OA’.>' Freedom League, 
Kobert Street, A(i<;!j)hi, M*.C., which aiiirs at 
sec'uring for w'oiiien a Parliamentary vote as it 
iH or nun- be granted to men ; tiie Loncas/iin- 
and Uhii^birv Wonuu's Tt.xtih' fFor/.*m‘ Repne 
Commifk'i, 5, John Dalton Street, 
^!:.un■hc!-tcr , and the Women’s Co-operatm: 
fimid, Kirkby Lonsdale. The oilices of the 
Loctf’ Gorernmenf &>Giety are 17, Tot- 
hill Stnet, .S.W, The Wotnen*N yafititial Anti- 
Su/raac League, fhxton House, I'Othhill Street, 
Westminster, S.W. {Chairman, The Countess of 
Jersey ; Hon. Sec.. Mj'S. Arthur Somervell) seeks 
puwout the Pnrlbmientary enfranebiscineiit of 
women. SV<‘.,Miss{L M.' Alexander. 


I itiNp JN vrroN OK >f i;m reks op ILarliamekt.— 
! Vo memljcr of thbC'ommouMeaii icsign liir. seat ; 
' he. must apply for some ollice of profit under tlie 
' Crown, .m<l .so vacate his .seat under the Act of 
, Settlement (S Anue, c, 7). and the usual practice 
, is to apply for the Stewardship of the Uhiltern 
, Jhmdrcds, or of the Manor of Poynings, or Noirth* 


AUTUMN SITTING, xgoS. 

iTC'E-NSiNft.— The House of Commons reassem- 
bled on Oct. 12, and two days later proceeded 
with the Comniitiee .stage of the Licensing Bill, 
the time to l)e spent upon each clause having 
been detined before the adjourumeut for the 
vacation. The second clause, which recognised 
the principle of local option, v;as agreed to, after 
some amendment, by 3x5 to 117 ; and tlie third 
clause, dealing with the time limit, was carried 
by a majority of 170 after considerable discus- 
sion. After the allotted peiiial 01 nineteen days, 
the measure passed through Committee on Nov. 9, 
the Government granting a number of minor 
concessions, 'fhe re]jovt stage was commenced 
on .Yor. 13, and the Bill was read a tiiird time 
, on Nov. 20, when the Lords gave it a first read- 
, ing. On Nov. 34, as the result of a private raeet- 
; ing of the Unioni^st Peer.s, Lord Lansdowne gave 
, notice of his intention to move the rejection of 
, the Bill; and wiieii on the following day the 
Earl of Crewe moved the second reading, Lord 
, Lansdowne lu'ought forward an amendment that 
I while the House was ready to consider favour- 
' ably any amendments in the law which experi- 
J ence had .shown to lie necessary, they declined 
! to proceed further with a measure which, witli- 
; out materially advancing the cause of temper- 
' ance, occasioned inconvenience to many of His 
IMajesty’s su’ojects, and violated every principle 
of etjuity in its dealings with the numerous class 
wdiose intcre.sts would be affected by the Bill. 
I’he debate only lasted two day.s, and although 
' the second remling was supported by the Arch- 
I bishop of Cantciijury, tiie Bishop of London, 

I Lord Ko.stdjery, and several Unionist Peers, it 
j was defeated by 272 against 96. 
j Children’s Bill.— On the day of the re- 
i assembling, tlie Commons eommenced the con- 
! sideration on report of the Children’s Bill, which 
, was intended to consolidate and amend the law 
I relating to the protection of children, and which 
had come dowm from Grand Committee. A 
I nmlion to recommit the Bill in respect of the 
! ciaiLses for the prevention of juvenile smoking 
j was reji'cted by 164 to 44. New' clauses were 
i added dealing with overlaying and giving in- 
I toxicating lirpior to children under five, and 
, on Oct. ig the Bill was read a third time. The 
I Lords made some alterations, and on No?’, 30 
they passed the third reading. On Dec 15 the 
' Commons considered the Lords’ amendments, 

: and on the invitation of Mr. Herbert Barrmcl the 
' Hou.se disagreed with one 011 the subject of the 
; rigist of entry into homes. The Lords, by xga 
, against 27, inserted a idimso taken from the 
; rejected Licensing Bill, excluding children up to 
I tlie ago of fourlecbi from ifulilic-house bars ; and 
: on Dec. 31 the llo.val A'isent was given to the 
j measure, which came into operation on the 
t following Ajinl i. 

! EiUjt'ATii IN.— In the earlier part of the Session 
I the Govt;rnment's Education Bill had been given 
a MeconcI ivading, but on Nov. 19 the Prime Miii- 
i.'ter announced that the proposals which they 
■ intemhai to put before the House would be pre- 
sented iu a mwliill, adding that he believed; 
the Noneonformist re])ro.sentntives and the Arch- 
! bishop of Canterbury wcie prepared, in order to 1 
, obtain a settlement, to support the proposals ' 
1 of Ministers. On Nov. 35 ]^lr. Itunciman | 
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moved the second reading of the new measure, 
which recognised the right of entry, allowed 
contracting-out, and sought to give full public 
control for all rate-aided schools. Tlie rejection 
was moved from the Liberal benches by Mr. 
Hutton, but the second reading was agreed to 
on the following day by 323 against 157. A 
Ministerial resolution for closure by compart- 
ments was on Mov. zy adopted after a division, 
and on Not). 30 the Committee stage started. 
Negotiations between the various bodies then 
took place, but no agreement was reached, and 
on Dec-. 4 the abandonment of the Bill was 
announced by Mr. Asquith, who, a few days 
later, said their hopes of securing a national 
settlement had for the time being been dis- 
appointed. 

Port op London.— Another measure held over 
from the preceding portion of the Session was 
Mr. Lloyd G-eorge’s Bill to set up a public 
authority to control the Fort of London, and 
with but brief discussion it was sent to the 
Lords. The second reading was carried there 
without a division on Dec. 14, and the third 
reading three days later, after an amendment 
increasing the numbers of the port authority 
had been added. The Commons rejected this 
amendment, and the Lords not insisting upon 
it, the Royal Assent was given on Dee. 21. 

Miners’ Hours.— The report stage of the Coal 
Mines (Eight Hours) Bill, as amended by the 
Standing Committee, was commenced on Dee. 9, 
when the Home Secretary said he did not for a 
moment believe that the anticipation that there 
would he an enormous rise in the price of coal 
would be fulfilled. A number of amendments 
were rejected, and after the operation of the 
Bill in Durham and Northumberland had been 
suspended for six months, the tliird reading 
came on on Dec. 14. The rejection was moved 
by Lord Robert Cecil, but the measure was 
carried by 264 votes against 89. In tbe Lords, 
a motion for the rejection on the second reading 
was defeated by 121 against 44 ; and in the Com- 
mittee stage amendments to exclude the two 
windings from the statutory eight hours, and to 
provide that the Bill should not come into opera- 
tion until July x, 1910, were carried, the third 
reading being given on Dee. 18. In the Commons, 
Mr. Gladstone said the Government agreed to 
tlie amendment regarding windings, though with 
tlie greatest reluctance, but they proposed to 
disagree with that deferring the operation until 
July, iQto. This proposal %vas consequently 
rejected, and the Lords did not insist upon its 
insertion, the Royal Assent being given before 
the House rose. 

Ireland.— Mr, Birrell on Noil 23 introduced 
a Bill to amend the law relating to the occupa- 
tion and ownership of land in Ireland, and said 
tl)e Government intended to relieve the Irish 
ratep.‘iyers from prospective losses. Mi\ Red- 
mond recognised the Bill as an able and far- 
reaching measure, but complained that it did 
not provide for a sufiiciently rapid development 
of the work of land purchase. On the second 
reading, on Dee. 8, Mr. Wyndham moved the 
rejection, but it was given a second reading by 
253 against 62, Mr. Birrell assuring Nation- 

alists that the Government did not intend to 
forsake or neglect it, and that it would }y& pro- 
ceeded with "in the next Session with all the 
iui>idity possible. Mr. Asquith added that the 
Government would do its best to carry the Bill 
into law in the .su(;oeediug Se,ssiou. The Housing 

of the Working Classes (Ireland) Bill, to facilitate 
the provision of suitable housing accominodation 
in cities and towns for the working classes, was 
passed. 

Scotland. — T he Education (Scotland) Bill and 
the Agricultural Holdings (Scotland) Bill were 
passed. 

Unemployment. — No legislation on the .sub- 
ject of unemployment was dealt with, but the 
question was discussed on several occasions. 

On Oct. 21 Mr. Asquith said the Government 
intended to introduce legislation in the following 
Session. Besides providing work through the 
Post Office, the War Office, and the Admiraity, 
they were prepared to double the amount of the 
grant to the Central Unemployed Fund, bringing 
the total up to about £300,000. A few days 
later there Avas a debate upon the Govei’nment’s 
proposals, and a resolution w'elcoming the Prime 
Ministers statement and asldng the House to 
approve the proposed step.s w'as carried by 196 
to 35, after an amendment moved by Mr. Keir 
Hardie declaring the proposals to be inadequate 
had been defeated by 236 against 68. 

SESSION 1909. 

King’s Speech.— The King in person opened 
the foui’th Session on Feb. x6. The Royal Speech, 
in a reference to the expenditure for the year, 
declared that owing to various causes, including 
old age pensions ai>d an increase wdiich had 
become necessary in the cost of the Navy, the 
provision necessary for the services of the State 
would require very serious consideration, and 
in consequence less time than usual would 
be available for the consideration of other 
legislative measures. Besides the Bill giving 
effect to the policy announced in His Majesty’s 
message to the princes and people of India in 
the preceding November, liills dealing with Irish 
land, and housing and town planning, to the 
discussion of which time and labour had been 
given in the previous Session, w^oiikl be intro- 
duced. Tlie Speech further announced the 
presentation of Bills for the disestablishment 
and disendownient of the Church in Wales ; for 
the better organisation of tbe labour market 
through a sy.stem of co-ordinaLed labour ex-f 
changes ; for the constitution of trade boards 
in industries in whi<‘h the evils known as 
‘‘sweating” prevail; to alter the law affecting'-. 
Parliamentary elections and registration in ■ 
London ; to amend the Old Age Pensions Act ; ' 
and to amend tbe law in regard to inebriates, to 
the supply of milk, and to the hours of work in 
shops. The recommendations of the Commission 
appointed to inquire into the working of the 
Poor Law and into the provision for meeting 
distress arising from want of emiiloyment were 
also, the ftpeech added, engaging the careful 
attention of the Government, in the Lords, the 
address was moved l»y Lord IJv<'ri!OoI and 
seconded by Lord nemphill, and was agreed to 
after three days’ debate. In the Commons, Mr. 
F. Rogers (Devizes) moved and Mr. Wedgwood 
Beim (Si George’s, Tower Hainiets) seconded the 
addrqss. An amendment moved on behalf of 
the Labom* Group by Mr. G. N. Barnes, repre- 
senting that the Government’s proposals for 
dealing with unemployment were quite inade- 
quate, was defeated by 205 against xoi. Mr. 
Austen Chamberlain moved an amendment re- 
gjrettiag the orahsion from the King’s S]>cech 
ot proposals for enlarging the market i'or iiritis^ 
and Irish i>roduce and iuoreasing the demand 
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■' f^r Inhmr by a reform f>f our fiscal system, and was defeated by 366 against 209— a majority of 
{ hk was ivfeetfid bv 276 against *07. An amend* xS7— and tbe Bill was read a seGond time. Ine 
I mout callimr fwr a Bill to regulate the relations Oommifctee stage was commenced on J'-aae 22, 

1 iK'twoon the two Houses, moved by Mr. Bonsonby and a long and resolute fight was carried on 
w'as a«;f.‘aied bv 235 to 47, after an amend- tliroiighoiit the summer months. After it had 
: nu'ot urging an iiumediatc appeal to the elector- proceeded for some w^eeks, new powers were 
’ ate on the question had been beaten by 282 to given to the Chairman to rule out amendments, 

: 71. Lord IVrcv s ametKlment dealing with the and by this means and' by help of many all-night 
' condition of Ireland was re.teGte<l by 336 against sittings better progress was made, the first two 
. ttB; ami others on the ret’orms in India, local clauses alone having occupied ten days. The 
: taxation, and the administration of the Aliens Government majority varied considerably, but 
Act having met with a similar fate, the address there were few secessions. Various changes, 

’ was agreed to on Ft?&. 24, mostly of small importance, wwe made; the 

To i; BUDUET.— In a speech of over four hours’ Chancellor of the Exchequer announcing that 

* dmation. ilr. Lloyd Ge^'uge on April 29 un- the State would pay for the valuation of land, 

: folded his Budget, which ovk'shadow'ed all other ; and the Prime Minister intimating that a tax on 
' bnsiu^'Hrs tbroughfuib the Session. The antici- '■ mineral royalties would be substituted for that 

• paleii deficit, ho explained, was ^£*5,762,000 ; I on ungotten minerals. The tax on the receipts 
'■ .and incrcafK^d expenditure must be ascribed | of clubs from the gale of liquors w^as altered to 

gcnemny to the growth of naval expenditure i one on purchases, and other changes were made 
and to old age pensions. Fresh liabilities must regarding the land proposals and the death 
be incurred next year in eounection with the duties, thus reducing the amount which Mr. 
Navy and social reform. Desoribing how he Lloyd George had originally antici piated would 
pro]) 03 ed to provide the sixteen and a half mil- be produced by his scheme. The Committee 
lions of new taxation, the Chancellor said the stagewvas finally completed after occupying over 
X'epayinent of debt would be reduced by three forty days, many of which were imolonged far 
millions. He announeetl a graduated tax on into the following morning, 
pleasure motor cars and a duty on petrol. The South African Union.— Without any amend- 
rateof ineome tax on all uneanied income and ment, the Union of South Africa Bill passed 
en earned income over 000 was to be raised through each House, being welcomed by all 
2(/.,aijd there would he a super-tax of parties. Both in the Lords and the Commons 
in the pound on incomes over jgs,ooo on the an effort was made to remove the disqualification 
amount exceeding j^^3,ooo ; there being an in- of men not of European descent for membership 
creaseti abatement on incomes under £$0° for of the Legislature, but it was explained that if 
I every child imder sixteen years of age. The this clause were stimck out the Union would be 
j death duties were to be increased and stamp smashed,” the delegates not being empow'ered 
I duties rai.sed. Fifty per cent, was to be levied to deal with such amendments. In the Commons 
j on the aimual value of all licences, and three- debate Mr. Balfour described the measure as a 
I pence in the pound iiupraed on the receipts by wonderful issue out of all the controversies, 
clubs frt>m the sale of liquor. These increases battles, bloodshed, devastation, and horrors of 
in licensing duties would, he estimated, produce war, and said he did not believe that the world 
extra revenue of ;£3, 600,000. A tax of twenty had shown anything like it in its whole history, 
per cent, was i)ut on the unearned increment in The Boyal Assent was given on Sept. 20. 
land values, ami a tax of one halfpenny in the Indian .Reforms.— Lord Morley on Feb, 23 
p^vund on undeveloped land and minerals, An introduced in the Lords the Indian Councils 
increased duty on spirits of 3,^. 9^. per gallon Bill, which he said provided for the enlargement 
was expected to yield j^x,6oo,ooo, and an extra of the Legislative Council of the Governor- 
BtL per pound duty on tobacco 900,000. The General and of the existing provincial Legislative 
I'cauit, according to the Chanctdlor’s figures, was Councils, the election of a certain proportion of 
a surplus of j£44850oo. Included in his state- their meml>er3 by popular vote, and greater 
ment was the announcement of an immediate freedom to discuss matters of general public 
grant of ;^2oo,ooo to a scheme of national interest. The measure was generally welcomed 
afforestation and the development of agricul- and read a .second time. On the Committee 
ture, a graiit of j^ioo.ooo for labour exchanges, stage, on March 4, Lord MacBoimell proposed to 
and the fore.shadov.dng of a scheme of work- omit the clause giving power to constitute pro- 
men’s insurance and of an extension of old vincial executive councils, with the view of the 
age pensions. At the conclusion of Mr. Lloyd insertion of a new clause. The Secretary of 
George’s speech, Mr. Eedraond intimated that State defended his clause, which was defeated 
the proposals w’ould lie opposed by the by 59 against x8 ; and when Lord Morley sought 
Nationalists ; hut Mr. Barncs, for the Lalwur to reinsert the clause on the report stage, per- 
Party, uttered a welcome. The resolutions mission was refused. The third reading was 
passed through the Committee and report stages, given on March xx, and on April x the Bill was 
sternly opposed by the Unionists. In one of read a .second time in the Commons without a 
the debates Mr. CliurchiU said this year saw division. On April 19 the Bill passed through 
the vindiciition of Free Trade as a revenue-pro- Committee, the clause struck out by the Lords 
dueing instrument, and next year would see its being reinserted by xx8 against 22 ; and at the 
triumph. He thought this demonstration of third reading the Government intimated that 
1 Groat Britain’s strength would not be without they w'ould be prepared in the Lords to introduce 
its effect upon the diplomatic and perhaps the words giving Parliament effective control over 
naval situfition in Europe. On May z6 the the proposals for the extension of the system of 
Finance Bill was read a first time. To the executive councils. When the Lords, on May 4, 
second reading four days w^ere allotted. ll'Ii*. considered the Commons’ amendments, this 
Austen Chamberlain moved the rejeefcioa, de- compromise was accepted, and the Bill received 
4Jlarmg that the Government were foi^ng a the Royal Assent on May 23. the Commons, 
weapon for oppressive taxation ; but his motion on 5, the Master o.f llibank, the Under 
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i Becretary, xhtroducM tte Indian Biidg&t, re- Our dapiicity fbr building liulils and inaehinery 

f minding the House that in 1908-9 India wa& still was in excess of Germany’s, and for the com 

tinder the influence of scarcity and depression, struction of guns of the best ske our capacity 

, and aniiouncing that the year closed with a was also siijperiOr, The Weak point tvs?, our 

deficit of .£3i7So,ooc». An improvement in capacity for constructing gun mountings, and 

i general trade conditions had set ih, and as to the Admiralty were taking steps to obtain the 

famine there was then no general depression, advantage in this als^). Kegarding diplomatic 

He remarked that the assassinations of Sir relations he sav»' for the future a wide space in 
Curzon Wyllie and I)r. Xalcaca ought to he re- which both Governments could walk in perfect 
garded as the isolated act of a fanatic, and not as amity and peace. Our naval expenditure must 
evidence of any widespread conspiracy against be dependent on Germany's, though hors was not 
the British nation ; and he announced that Lord dependent upon ours. The Foreign Secretary 
Morley had appointed a eonuiiittee to consider denied emphatically that the Admiralty w’as 
what could be done to befriend Indian students open to the charge of having nnderestimated 
who came to England. the situation, and declared that if information 

Navy.— The Service Debates of the wSession in regard to Germany’s action in the future 

were almost entirely devoted to the Navy, and could not be obtained, the Government would 

some highly important iironouncementa were give the benefit of the doubt to the side of 
made. The first took place on the Navy Esti- national safety. The vote of censure was de- 
mates on March 16, when Mr. McKenna declared feated by 353 against 138— a majority of ai8. On 
that so great was Germany’s constructive power April zz the Prime Minister informed the House 
that it would tax the resomces of Great Britain’s of the appointment of a sub-committee of the 
ship-building firms to keep level with her. In Committee of Imperial Defence to intiuire into 
1911, our total strength in Dreadnoughts and a statement submitted by Lord Charles Beresiord 
Invincibles would, he said, be twelve of the regarding the readiness for war of the fleets in 
former and four of the latter. We should have home waters. A resolution which condemned 
sixteen of these modern ships as against but any modification of the two-Power standard was 
thirteen for which Germany was already making on Mmj z6 rejected by 370 against 1x4, and an 
provision. But the Germari law jirovided for amendment declaring that the House accepted 
the laying down of four additional ships in wdth confidence the Prime Minister’s statement 
X9X0-SX, and if the construction were accelerated on the matter was carried by a majority of 166. 
they would be completed by April, 19x3,. when On J^tly z6, during the discussion on the ship- 
Germany would have seventeen Dreadnoughts building vote, Mr. McKenna said that, after a 
and Invincibles. In any case they would be very anxious and careful examination of the 
completed by the autumn of x^xa. Therefore, if conditions of ship-building in foreign countries, 
we were to maintain our superiority of this ty]^, the Government had come to the conclusion that 
we must be sure of having four more of these it was desirable to take all the necessary stops 
laige vessels by March, 1912. We must be pre- to ensure that the second four ships referred to 
imred to have then twenty such ships as against in the programme should be completed by 
Germany’s seventeen. Mr. Balfour said for the March, 19x2. These ships were four contingent 
first time for many generations the countiy was Dreadnoughts which were provided for in the 
in danger of finding itself in a position which it Estimates, in addition to four definitely an- 
wonld never have tolerated in the past. The nounced. Mr. McKenna added that they would I 
question was no longer whether in snips of the be laid down in April, 19x0. A reduction of the j 
Dreadnought type we should be maintaining the vote was moved by jMr. John Ellis on liehalf of i 
two-Power standard, but whether we should be those who favoured the restriction of armaments, : 
maintaining the one-Power standard, Mr. but this was beaten by 280 against 98. 

Asquith declared that there was no hope of a Aemy.— ilr. Haldane, in the Commons, on i 

mutual reduction of expenditure. The cidtical March 4 said the Territorial Forces then con- I 
time w'ould be March, xpiz, but by then, if the tained over 240,000 men, and recniitinghad been ! 
Germans accelerated their programme, we should good. Becent events had fortified his expecta- ! 
have twenty Dreadnoughts while they might tiou that the nation was perfectly able to take 
have seventeen. Again, if by further acceleration care of itself on a voluntary army basis. The | 
the Germans were to arrange to have twenty-one Territorial Reserve was being organised to bring ! 
we should have plenty of time between now and up the force in case of need to 400,000 men. The ’ 
next year to provide for an advance beyond Army Annual Bill went through both Houses j 
twenty. Definite declarations had, the Prime with but slight discussion. Lord Roberts on : 
Minister announced, come from the German Jxdy xz moved tlie .second reading of the j 
Government that it was not their intention to National Service (Training and HonuT Defence) I 
accelerate theii- programme. But the progress Bill, which had been presented earlier by Lord 
made by Germany in the last twelve months had Newton. The measure sought to impose on all 
falsified the assumptions made last year, and male subjects between the ages of 18 and 30 
had greatly surprised the Government. On the obligation of serving in the Territorial Forces. 
Marc/i 24 ISlr, Asquith said they had gratefully The Duke of Northumberland met the motion 
accepted an offer by the New Zealand Govern- by an amendment that the House, recognising 
ment of a first-class battleship, and of a second the need of providing for home defence, was not 
if events showed it to be necessary ; and on prepared to proceed with the Bill, which, vvbile 
June 10 he announced the receipt of a similar involving unknown demands upon the natibnat 
offer to the Empire by the Australian Common- resources, would supersede the system accepted 
wealth. Replying to a vote of censure moved as sufficient by the military advisers of the 
by Mr. Arthur Lee on behalf of the Opposition Government. The Bill was, on the following 
on March 29, Sii' Edward Grey said the German day, defeated by 123 against 103, Later in the 
naval programme imposed upon Great Britain month, Lord Lucas, ITnder-Secretary for War, 
the necessity of rebuilding the whole of its fleet, announced that it was proposed to form a 
The Admiralty had been taking stock of plant, reserve of the Territorial Forces in three separate 
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cjitosronos—Ttrritnriai Force Beserv«> a tech- 
nical rt-serve, and a N’eterans' Eeserve. 


fMPKULvn DEFKNOK.— Ob the couelusioQ of 
the. Confcrenoe on the Imperial Defence of the 
Kinpir<‘, the I’rime Minister, iu the Commons, on 
Amh »6 made an important announcement re- 
tlie onttiome of the deliberations. On 
the military side, the result was, he said, apian 
of su standardisinpi the’ forces of the Grown, 
wlu-rever theyniijrht he, that, while preserving 
cumidete autonomy to each Dominion, those 
forocs could rapidly be combined into one homo- 
pmeous Imperial Army. In regard to naval 
defence, 5 ew Zealand preferred her present 
jtolicy of contribution, and Canada and Australia 
propftsed to lay the foundation of fleets of their 
own. The Australian and China units of the 
Pacific Fleet would he provided by Australia, 
with some temporary assistance from Imperial 
funds, and in part by the New Zealand contribu- 
tion. Canada would make a start with cruisers 
and destroyers, and would undertake the main- 
tenance of dockyards at Halifax and Esquimault, 
the maintenance of the dockyard at Sydney 
being eventually undertaken by the Common- 
wealth Government. 

Welsh Disestablishment.— The Pilme Min- 
ister, in the Commons, on A'pril zx introduced 
a Bill to terminate the establishment of the 
Church in Wales and Momnouthsliire, and to 
make provision in respect of the temporalities 
thereto. By this, all ecclesiastical corporations 
in the four Welsh dioceses were to be dissolved 
on Jan. x, x^xi, from which date no Welsh 
Bishop would sit in the House of lords. Three 
bodies would be created for the purpose of 
administration. In the first place, there would 
be the Welsh Commissioners, whose functions 


would continue until the end of xpis ; secondly, 
"‘ales, c 


there would be a Council for Wales, or central 
authority, consisting of members appointed by 
the councils of counties and county boroughs 
and of borough and urban districts of the re- 
quired minimum population ; and, thirdly, there 
was to be a Church Eopresentative Body. Paro- 
chial property would be applied for the erection 
or support of hospitals, dispensaries, or homes, 
for the provision of trained nurses, public hails, 
institutes and libraries, or for technical and 
higher education ; one-tenth being paid to the 


Council of Wales, which, with all other property 
' ’ ’ ’ ’ ’ defraying 


in their hands, would be expended in defrayinj. 
the cost of the meaBure and upon higher educa- 
tion. After Mr. AsqiiitlTs explanatory state- 
numt, Ur, Bridgeraan moved an amendment 
inviting the House to decline to sanction the 
introduction of the Bill until after the puhlica- 
tiou of the report of the Eoyal Commission on 
the Qnirch in Wales, which was defeated by 
z6is against 90, and the Bill was introduced. 
However, on June %$, Mr. Asquith announced 
that the Government had come to the conclu- 
sion that it would be impossible to carry the Bill 
through all its stages during that Session. They 
had, therefore, decided tf) make tlie BUI the fii'rt 
Government measure next Session. 

Housing anu Town Planning.— Mr. Burns 
moved the second reading of the Housing and 
Town Planning Bill ou April 5, explaining that 
the measure was almost an exact reproduction 
of the Bill considered in the previous year. The 
existing law enabling local authorities to provide 
new houses for the working classes would, by the 
Bill, bo not adoptive, but obligatory, and the law 
respecting closing orders and the demolition of 


insanitary houses unfit for human habitation was 
simplified and strengthened. The Opposition 
received the Bill sympathetically, though an 
amendment declining to make the cost a Charge 
upon the local rates had to be rejected before 
the second reading was agreed to. The measure 
passed through the Commons with little dis- 
cussion, and the Lords gave it a second reading ; 
but during its three days’ consideration in Com- 
mittee {Sept, ax, aa, and 33) the Peers made a 
number of important amendments, despite the 
strong appeal of the Government. The proposed 
procedure was radically modified, and Lord 
Crewe declared there was a wide and unbridg- 
able difference between the Government and the 
Opposition. 

London Elections Bill.— Mr. Lewis Harcourt 
on April xg introduced the measure annoimcedin 
the icing's Speech which sought to constitute 
London a single ParliamentaiY borough. He said 
there would be a successive occupation qualifi- 
cation for all voters moving from one London 
division to another, and all divisions would poll 
on the same day, no man voting for more than 


one of his qualifications within the borough of 
The second reading was carried on 


London. 

June 4, after an amendment, moved by Sir H. 
Kimber, declaring that the House would not 
entertain a Bill restricting the exercise of the 
franchise which was not accompanied by pro- 
visions for a redistribution of seats, had been 
rejected by 140 to 46. The Bill was referred to 
a Standing Committee, which ordered it to be 
reported to the House without amendment. 

Labour Exchanges.— On May aoMr. Churchill 
introduced the Government’s Bill dealing with 
Labour Exchanges, and said the whole country 
would be divided into ten divisions, each with 
a clearing-house, co-ordinated with a clearing- 
house in London. There were to be between 
thirty and forty exchanges in the large towns, 


forty-five in smaller towns, and 150 minor offices. 

'd be established 


A joint advisoiy committee would 
in every great centre, ou which representatives 
of the employers and the employed would meet 
in equal numbers, under the chairmanship of an 
independent permanent official. He hoped to 
bring the system into practical operation early 
in 19x0. The cost in ordinary years would be 
not less than £170,000 a year, but it would be 
more at first. As to the Insurance scheme, it 
would be one of contributoiy and compulsory 
insurance, involving contributions from the 
working people and the employers, T;vith a sub- 
stantial subvention from the State. In the first 
instance it would apply to x>articular trades, 
comprising 250,000 workers. The measure was 
generally welcomed, and passed through both 
Houses, as did the Trade Boards Bill' dealing 
with “sweating,” after it had been amended by 
the Standing Committee. 

Ireland. — On Maroli 30 Mr. Birrell moved 
the second reading of the Irish Land Bill, and 
this was agreed to after the defeat of an amend- 
ment for its rejection by 275 to X02. The me^wre 
was practically the same as that introduced in 
1908. The Chief Secretary said Ireland was in 
the very middle of a great agrarian revolution, 
and there was every reason for supposing that 
X83 million pounds would be required to carry 
the revolution through. A resolution limiting 
the tiiae to be spent on the re mainin g stages 
was carried on Jum and it passed through 
Committee on Aug. ay after eight ddys’ discus- 
sion, the Government’s majority on one occasion 
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falling to 33. On SepL x? tlie Bill was given 
a third reading, after a motion for its rejection | 
had been defeated by 174 against gi. ' When 
the Bill arrived in the Lords, Lord Diinraven 
brought forward a motion for its rejection, but 
Lord Lansdowne indicated his interition to 
amend it in Committee, and Lord Dimraven's 
amendment was withdrawn, the second reading 
being carried. 

SOOTLAND.— The principal Scottish measure 
introduced was the Trawling in Prohibited Areas 
(Prevention) Bill, which went through both 
Houses, and received the Eoyal Assent on 
Sept. 30 . It provided for the prevention of the 
sale in England of fish trawled in the prohibited 
areas oif the coast of Scotland and an amend- 
ment extending the prohibition to Ireland was 
carried. The House Letting and Hating Bill, 
designed to remove the grievances in regard to 
the agreement of letting houses, also passed 
through both Chambers. 


SPEAKERS OF THE COMMONS SINCE 1660. 

Parliament OF England. 


1660. Sir H. Crimstoii. 
x66i. Sir E. Turner. 
X673. • Charlton. 

i$73. Edwd. Seymour. 
X678. SirHobt. Saw-yer. 
1679. Serjeant William 
Gregory. 


1680. W. Williams. 
X685. Sir John Trevor. 
x688. H. Powle. 

1694. Paul Foley. 

1698. Sir T. Lyttleton. 

Harley. 


1700. Ilobert 
170Z. John Smith. 

Parliament of Great Britain. 

Sir Richd. Onslow. \ 1761. Sir John Gust. 


1708. 

X7X0. Wni. Bromley. 
1713. Sir Th. IXanmer. 
17x5, SpencerCompton. 
1727. Arthur Onslow. 


1770. Sir P. Norton. 
1780. C. W. Cornwall. 
1788. Hn.W. Grenville. 
X7S9. Hy. Addington. 

Parliament oiMTnitej) Kingdom. 

180X. Sir John Mitford (created Lord Red^sdale). 
i8oa. Charles Abbot (crmted Lord Colchester). 
X817. Charles M.Sutton (ar. Visct. Canterbury). 
2835. .T am es A bercromby (cr. Lord Dun,ferinline). 
1839, Chas. Shaw-Lefevre (cr. Visct. Eversley). 
1857. J. Evelyn Denison (cr. Visct. Ossinpton). 
X872. Sir H. B. Brand (o\ Visct. Hampden). 
1884. Arthur Wellesley Peel (created Visct. Peel). 
1895. William Court Gully (created Visct. Selby). 
xgog. James William Lowther. 


THE BALANCE OF PARTIES SINCE 1874, 


Tear. 

Mimstry. 

Opposition. 

Majority. 

1874 

34 S> 

Cons. 

303 { 

247 Lib. 
56 Nat. 

46 CV> j?.,s. 

x8So 

357 

Lib. 

2'95 { 

233 Cons. 
62 Nat. 

62 Lib. 

188s 

413 { 

331 Lib. 
82 jVat. 

247 Cons. 

xQ 6 ldb, (f? 
Nat. 

1886 

395 { 

314 Co?is, 
BtL.H. 

272 { 

x88 Lib. 
84 Nat ' 

123 Cow. 

'■"'xBgz; 

394 I 

273 Lit}, 
yzA.-F. 
0 P 

315 ( 

z6S Cons. 
47 L. (L 

' 39 Lib. 

X895 

411 { 

340 Cons. 
71 Un. 

259 1 

177 Lib. 
yxA.'P. 
XX P. 

i 152 Wn . 

1900 

402 1 

334 Cons. 
68 Un. 

268, j 

186 Lib. 
82 N, 

X34 Hn . 


" i 

387 Lib. 




X9CS 



158 a A u . 

3 S 4 Lib, 


41 Lab. i 




PUBLIC ACTS OF PARLIAMENT (8 and 9 
Edward VII. — a.d. 2908 and 1909). 

PASSED FROM THE ADJOURNMENT, A'liyust l, 
190S, to October 31, 1909. 

X908 (8 Edward VII. ). 

41. Assizes and Quarter Sessions. 

42. White Phosphorus Matches Prohibition. 

43. Local Authorities (Admission of the Press 
to Meetings). 

44. Commons. 

45. Punishment of Incest. 

46. Criminal Appeal (Amendment). 

47. Lunacy. 

48. Post Office. 

49. Statute Law Revision. 

go. Crofters Common Grazings Regulation. 

51. Appellate Jurisdiction. 

52. Post Office Savings Bank (Public Trustee). 

53. Law of Distress Amendment. 

34. East India Loans. 

S3. Poisons and Pharmacy. 

56. Tuberculosis Prevention (Ireland). 

57. Coal Mines Regulation (Eight Hours). 

58. Local Registration of Title (Ireland) 
Amendment. 

59. Prevention of Crime. 

60. Constabulary (Ireland). 

6x. Housing of the \Vorking Classes (Ireland). 

62. Local Government (Scotland), 

63. Education (Scotland). 

64. Agricultural Hoklings (Scotland). 

65. Summary Jurisdiction (Scotland). 

66. Public Meeting. 

67. Children. 

68. Port of London. 

69. Companies (Consolidation). 

1909 (9 Edward Vll,). 

X. Consolidated Fund (No. i). 

2. Consolidated Fund (No. s). 

3. Army Annual. 

4. Indian Councils. 

S- Appropriation. 

6. Public 'Work.s Loans. 

7. Labour Exchanges. 

8. Trawling in Prohibited Areas. 

9. South Africa, 
xo. Superannuation. 

11. Judicature (Rule Csunmitteo). 

12. Maritie Insurance (Gambling Policies), 

13. Local Education Authorities (liludical 
Treatment). 

14. Assistant Postma.ster-General. 

ig. Board of Agriculturt*, and Pisherms. 

16. Workmen’s Compensation (Anglo-French 
Convention), 

17. Metropolitan Ambul.ances. 

18. Naval Establishments in British Posses- 
sions. 

19. Colonial Naval Defence. 

20. Telegraph Arbitration. 

2x, Irish Handlooin Weavers. 

22. Trade Board.s. 
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THE SECOND PARLIAMENT OF K!NQ EDWARD VHth. 

(Elected Jamarii mid February, x^.) 

'AhbfiU‘MMm:‘^L, = Uh0Yia; M*. = Labour S. ns.SfKiialist; iV. =. nationalist;' ; 

<7. == Conservative aiKi Umouist. 

^ Denotes a ^leniber of the liist Parliament, and § a change of constitnency. 
irinaLTnlT BASSETI.AW (Notts), ix.320 BLACKPOOL (N. Lancs), 20,399 

* « Frank Hiliyard Ne2ciicn,-L. s,26s "^VU/redWillimn, Ashley, C. xo,x3t 

\ nr.aciioMBV (L pool), 7,418 Hon. Sir Fredlc. George Vivian Phillips, L 7,078 

^;.L!.dy.,Id.Il<m.J,h,h. Milner, Bt., C. 4,834 Bodmin (Cornwall), 10,731 

^ ' ^ Batu (City of) (2), 7,968 (Bye-election 24 July, 1906.) 

U ni.i?redencl.a\vrence,('. , Donald Maclean, L 4,102 F, Frecinan-Thomaa, L, ... 4,969 

Abingoon- (B erks), 8,87s \Georgc Peabody Gooch, L. 4,069 G. J, Saiidys, C. 3,876 

/•;. J. SfraiUH,^, L 3^943 Lord' Alexander Thynne, C. 3,123 BODTON (3), 30,388 

tapr. IL G. neiiderion, C 3,767 *C!oLSirC.W,MuiTay,C.B,,C'. 3,088 George Ilimmod . L *0,953 

AoriMN-GTt'X {N.E. ].ancs), 15,301 , Battersea, 15,369 Alfred Henry Gill, Lab. ...10,4x6 

Sh'J,l\ Li'i’se, Bart. , KX., L. y,zog£i(;^ flon. John Burns, Lab, 7,387 Hon. Geo. J. Goseiien, (?.... 6,^3 

Dau Irving, .S' 4,^52 j A. Shirley Benn, C. 5,787 Bootle (S.W. Lancs), 30,731 

S. M. Holden, Lfd) 6191 Bedford (Borough), 3,535 Col. Thos. Myles Sandys, C. 7,83s 

ALTRINCHAM (Cheshire), 16,493 \ Percy Barlow, L 3,77: A. P. Thomas, L 7,481 

Sir Will. J.Crosdeg, BLJj. 8,358 ‘j*Charlea Guy Pyra, C 3,278 BORDESLEY (Bii-min^ham), 26,653 


AP,.lKBy(Wostmorlriud),6:5:8*i (ByeXt^ryo^^^ -■V-V” 


Ashford (Kmt), 23,864 


i Berwick-upon-Tw^ed A.btoneham, a 3,637 

i (Northumberland), 9,326 ! AND Bromley (Tower 

, nt. Hon. Sir E. Grey, fit. , L. s. *02 * , ^ Hamlets), 10,545 

"ahos. Walter H. Tnskip, C. 3,862 ^ov ford Brooke, L 4,596 

‘ BETHNAL Green (N.E. ). 7.v8o i^' ?* V":: 3*974 


Lawrence Hardy, C. 5,995, Bethnal Green (N.E. ), 7,780 -L* ^ 

l\ Harris. 1 . S(r Edwin A. Cornwall, L. 4,127 Q/ J ? e i 

AsHton-UNDEK-Ly.nK, 8,34.3 i*SirMancherjeoArer\vaiijee Hon ViVart Giblif 


' .\rthur H. Scott, L. . 


..4,310 Lhowna^yce, A.c.i.L.,C. 3,1^ Bradford (Ea»t), *5,236 
3,342, Bethnal Giieen (AT .), 7,363 W.E.BHygsPmsfley,L. 6,185 
49 Pjdwd. Hare Iid^rsgiU,L. 3,S42|SirVincentiLP.Cainard,C. 4,377 
... 7,s34i*Samucl Fordo Bidley, C... 2,064 ;]b. Hartley, S. 3,0^ 


! ATTEUCt.iPFE (Slk'Uieiil), 16,676, (Bye-electioii 39 Feb., 1908.) Frederick IF. Jowett, Lah. 4,057 

; (Bye-eleution 4 Mxiy, 1909.) \Stanlcy Baldwin, C. nvop. *Sir Ernest F. S. Flower, 0 . 4,147 

j Joseph Pointer, Lab 3,531 , BrGOLE.sw.iDB (Beds), 24,085 W. Claridge, L 3,580 

I King Farlow, C. 3=380 drf/iwr William. Black, L. 6,903 BRENTFORD (iiliddle.sex), 17,253 

; It. 0. lAinbort, L 3,175 *Lord Alwyne Compton, C. 4,398 V. H. Rutherford, M.B., L. 6,506 

I Arm »ld Dlnir VVilsou, X nth C. 3,803 ? Birkenhead, 27,0x0 ^ James Bigwood, C 6,053 

I Aylesbury (Bmfe), 12^^^ Henry ViiJian, L. 7,074 Bridgwater (Somerset), xo,i8o 

Elliott Lees, Bt., 0 . ... s»27i{//y. G. Montgomery, L. ... 4,432 
.Mhis Kitto Booking, L. ... 4,463 ^ Kensit, Protestant 3,2x8 Ik. A. Sanders, C, 4 405 


I Viacoimt ATllier.s C. 3,796. Biraiingham (East), 24,469 j Bt., C. 5,389 

‘ BARK.STON Ann (VorkH, W. E.), \ Si r John Benjamin Stone, C 5.928 1 Capt.Hon.Fredk. Guest, L, 5,373 
I *0,386 1 James Holmes, Lat). ...5,343' - ^ 


> Berkeley D.G. Sheficld, 

: : 5,389 


I *0,386 1 J allies Holmes, 5,343! Brighton (3), 30,976 

i (karye R. La.nc-FoX; C. ... 4,894' Bir.minqham (North), 8,5^1 lErncst Amherst ViMiers, L. 9,062 
j ’‘.io.sephO. Andrews, L. ... 4,346 dohn T. Middlemorc, C. ... s^^7z'Bdw. Aurelian Ridsdale, L. 8,9*9 




W. E. florau, C. 4463 1 Bishop AOTTOAND (Durlmm, Bristol (K-oi-th), ,3,061 ' 

li.4!iR0W-ra-Fl'RSKsa, 9,4,6 I Ay- (uuwiani), mf.Hn.A%ig.BirrM,K.t.,L.6Mi 

S'm.f ^ton. L. 7,430 JotoAIdersoni'oote,K.o.,e.4,or, 

■*.Str(.HM.Wm.e.ay!!or,Bt,a3,39S Q. g. Markliam, 0 . 3:036 Bristol (South), ,4,93s 

Basingstoke (Hants), *2,049 Blackburn (a), 31,12? .Sfr Wm. Howell Davies, L. 7,964 
(Bye-election xa March, 299I.) Nip WmJJ, MorrJiy, *o,ao* *Bt. Hon. Walter H. Long,<?. 5,273 

,drtAurCT<i,«;(.Wier,K,c.,C.4,8sj PAfliji Bnawden, hob ,0,084 BRISTOL (West), 9,433 

Harry Calvert \emey,i.,.4,593|^»eFDrage, a 8,933 Ah-mham om’h. 4,267 

T. B.ro\dm. L.dndk .(UW ; Edwin WaimAr L ... a rr r r ’ 


itri? VTj r /yr> \ T 0,93a xiu'setnam moos, v. 4,367 

^ 1 . (Indy ) 4<^ i Edwin Hamer, L. 8,892 iT. J. Lennard, L 3'902 
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BRiJfi'ON (I-ambefch), $0,724 

J. ff. Seaverns, h 4»52x 

Bavison Dalziel, C, 4,335 

BncKTJraHAM (Bucks), $3,334 
Frcdk. }yillimn Verney^ L. 6,253 
Hon. T. IT. Freemantle, 0 , Hon.E.Samml MontagtiiL, j^, 8 zg 
Buokinghamshtre : see Ayles-!*Maj. W, B. Greene, G. ... 4,3x6 


CHESl'EKFrBLD (Derby) $5,077 

J miles Ilaslam.^ Lab 7)5854 

Godfrey Lampson Tennyson 

Locker-Lampson, C, 5,590 

Chesterton (Canibs), 10,386 


bury, Buck’liam, and Wycombe, 
Bockrose (Yorks, E. R.), 10,15$ 

' 5,236 

3*634 


>S'b‘ Luke White, L. 
Viscount Ganioek, C. .. . 
Burnt.ey, $5,983 

Fred Maddison, Lab 

Gerald Arbiitluiot, C. 


Chiohester (Sussex), $$,225 
Lord Edmmid B. Talbot, 
n.s.o.jG. 5,197 


DABTPoiii) (N.W. Hent), 19,74$ 
James Rowlands, Lab. ... 0,53* 
*Et, Hon. Sir ^YillialT^ Hart 

Dyke, Bt., G 6,728 

Darwen (N.E. Lancs), 16,544 
Aid. John Ilatherjord, C. 7,792 

F. G. Hindle, L 7,767 

DURTFOPJ), 15,397 
Charles B'. Bou'er)nan,Lah. 6,236 
*A. H. Aylmer Alorton, C. 4,977 


John Ernest Allen, L 4, $74 

Chippenham (Wilts), 8,838 
5,288j,S'«’ John Poymler Di.ef,%mi' 

4,964! Poynder, Bt., L 4,937 

Hy. Mayers nyndnuin,,^.... 4,933 iJ. B. Randolph, C. 2,971 i'Capt. J. H. E. Holford, C. 6,421 

Burton (Staffs), IX, ^65 | Chouley (N. Lancs), $3,247 i E, G. Spencer-Churchill, 0 . 6,409 


Herbert Vivian, L ’ 726 

Derry (Borough) (2), $9,543 

Rfehard Bell, Lab 10,361 

Bir Thomas Roe, L $0,239 


Maj. Robert F. Ratcliff, C. 5,6$3 

Gajrt. Vane, L 4,572 

Bury (Lancasiiire), 9,068 

George Toulmin, L 4,626 

^Reginald Jaff ray Lucas, C. 3,499 
Bury St. Ehmunps, 2,740 
(Bye-election 24 Aug., $w.) 
Hon. Walter E. Guinness, C. $ ,63$ 
Walter Baldwyn Yates, L. 741 
Camberwell (ISTorth), $2,5x9 
T. J. Macnamara, hli.l>., L. 6,314 
Charles Horvey Hoare, U.... 3,4m 
Camberwell : see also Dulwich 
and Peckham. 

Camborne (Cornwall), 9,2x0 
Albert Edward Dunn, L. ... 4,6141 
Sir Thomas Hewitt,K.C.,C. 2,3841 

J. Jones, ,Sf. X09 

Cambridge (Borough), 8,850 
S, 0 , Btiskmaster, K.C., L. 4,232 
Almerio Hugh Paget, C . ... 3,924 
Cambridgeshire ; see Cliester- 
ton, Newmarket, and Wisbech 
Cambridge Hniversity(2), 6,972 
S. B'. Butcher, LtuH.f C. ... 3,050 
J. F. Peel RawUnson, C.... 2,976 
*Rt. Hon. Sir J. G-orst , K. 0. , C. $ ,653 1 
Canterbury (City), 3,868 
John Benniker-Heaton, C. 2,210 

W. J. Fisher, L 1,262 

Carlisle (City), 7,513 
Frederick Wm. Chance, L. unop. 
Chatham, $3,432 

John Jenkins, Lab. 6,692 

$Maj. John E. Jameson, C. 4,020 
Chelmsford (Essex), $2,787 
(Bye-election $ Dec., 1908.) 
Ernest George Pretyman,C. 6,152! 

A. H. Deuce, L 3,587 

Chelsea, ix,s36 
Eiiislie J. Hommian, L.... 4,660 
^Charles A. Whitmore, C.... 4,031 
Cheltenham, 8,$ 14 

J. E. Sears, L 3,9101 

*Jas.Tynte Agg-Gardner, 0 . 3,509 ! 

Chertsey (Surrey), $5,4x9 
Francis J. Barnhani, L.... 6,363 
’^'Lt.-Col. Lord Bingham, C. 6,266 
Cheshire: seeAltrinch’m, Crewe, 
Eddisby. , Hyde, Knutsfd. , Mac- 
clesfield, Northwich,andWiiTal 
Chester (City), 7,918 

Alfred Mond, L. 3,524 

*R. Armstrong Yerburgh, ( 7 . 3,477 
Chestbr-le-Street (Durham), 
20,9x0. 

J, W. Taylor, Lab 8,085 1 

S. Buncombe Shaf to, C. ... 4,985 
A, B. Tebb, Lab 4,6o6l 


Lord Balcarres, C. 6,803 1 Derbysh. (Mid, or Belper), 13,244 


E. Orawsbay Williams, L. 5,416 
Christchurch, 9,530 
Arthur Adand Allen, L.... 4,634 
*Maj,Kennetb R.Balfoin‘,C‘. 4,067 
Cirencester (Glouc.) 9,673 

R. W. Essex, L 4,S$7 

*Hon. Allen B. Bathurst, C. 4,0x1 
OLAPHAM, x9,x8o 
Per&y Melmlle Thornton, C. 7,912 

Frederic Low, K,c., L. 7,816 

CLERKENYT!LL(Finsbury, C)8,279 
WilUam. G. Steadman, Lah. 3,499 
CEdward Alf. Goulding, G. 2,793] 
Cleveland (Yorks, N. R.), $3,922 
(Bye-election 9 Julj% $909.) 

Rt. Bon. B. L. Samuel, L. 6,296 

Windsor Lewis, C. 5,325 

Clitherob (N.E. Lancs), 20,6x3 
David J. ShacMeton, Lao. $2,035 

B. J. Belton, Ind 3,828 

COOKERMOUTH (Cumb.), $$,700 
(Bye-election 3 Aug., x^.) 

Sir J. Seurrah Randles, C. 4,593 
Capt. Hon, F. E. Guest, L. 3,903 

R. Smillie, Lab $,436 

Colchester, 6,426 
Sir Weetman D. Pearson, Bt. 

L 3,122 

L. Worthington Evans, G. 2,812 
Colne Valley (Y^orks, W. R.), 
$1,771 

(Bye-election $8 July, 1907.) 
Albert Victor Grayson, Noc. 3,648' 

Philip Bright, L 3,405 

G. C. H. Wheler, G. 3,227] 

Cornwall: see Bodmin, Cam- 
borne, Launceston, St. Austell,, 
St. Ives, and Truro. ! 

_ COTOmRYYCity), ,3,93s 
Alfred E. W. Mason, L. ... 6,554 

J. Kenneth Foster, O'. ...... 5,462 

Crewe (Cheshire), 15,051 
Rt. Bon.Jas. Tomkinson, L. 7,80s 

J. H. WeMord, C. 5,297 

CRICKLADE (N. Wilts), 14,390 
John Massie, LL.D., L....... 7,204 

Ai-nold Ward, C.. 5,7x6! 

CROYDON, 26,470 
(Bye-election 29 March, 1909.) 
Sir Robert T. Benmn- 
Hodge, Bart., G. ......... 11,989 

,Tohn E- Raphael, jL. ...... 8,04$ 

Frank Smith, Lah. 886 

Cumberland : see Coekermouth, 
EgremontjEskdale, &> Penrith 
Darlington, 0,708 
Herbert Pike Pease, O.v.,... 4,375 
Aid. H. Isaac Mitchell j Lad. 4,087 


(Bye-election x5 July, 1909,) 
John George Ha ncock, Lab. 6,735 

Samuel Cresswell, C. 4^392 

Derbyshire (N.E., or Ecking- 
ton), x6,233 

(Bye-election 30 Jan., 1907-) 
William Edwin Harvey, L. 6,644 
Josiah Court, M.R.O.S., C. 5,9x5 i 
Derbysh. (S., orRepton), 16,326 ' 
Herbert Henry Rajihael, h. 7,961 

Mohn Gretton, jiin., C 6,468 

Derbyshire 

(W., or Wirkswortli), 11,799 
(Bye-election 25 April, i^^.) 
The Earl of Kerry , M.V.o,, D.S.O., 

C unop. 

Derbyshire : see also Chester- 
field, High Peak, and Ilkeston. 

Devizes (E. Wilts), 8,988 

F. E. N. Boyers, L 4,247 

Maj. Godfi*ey D. White, C. 3,633 
Devonport (2>, 14,978 
Rt. Hon. Sir Hudson E. 

Eearley, Bart. ,L 6,923 

Sir J. Williams Benn, L.... 6,527 

Sir John Jackson, C. 5,239 

F. Holme Sumner, O. 5, 080 

Devonshire : see A.shburton, 
Barnstaple, Honiton, South 
Molton, Tavistock, Tiverton, 
Tbrquay, and Totnes. 

Dewsbury, 14,056 
(Bye -election, 23 April, 190S.) 
Rt, Hon, Runeiman, L. 5,594 
W. B. Boyd-Carpenter, G. 4,078 

Ben Turner, Lab 2,446 

Doncaster (Yorks, W.R.), $8,682 
Charles Norris Nieholso 7 iffj. 9,3x5 
*SirFredk. W. Fisou, Bt.,e. 5,646 
Dorset (E., or Poole), 13,557 
Charles Henry Lyell, L, ... 6,104 
Charles E. Van Raaite, C. 6, <^5 
Dorset (N. ,or Shaftesbury), 8,490 
AQ'thur Walter Wills, L. ... 4,^53 
Sir Bandolf Baker, Bt., C. 3,508 
Dorset (S., or Dorchester), 10,845 
Sir T. T. L. Scar/ shriek, 

Bart., L ... 5,035 

*Col. WilUam E. Brymer.O. 4,411 
Dorset (W., or Bridport), 7,4x3 

Col. Robt. Williams, C. 3,671 

J. Johnstone Haye, L ... 2,834 

Dover, 6,593 

Rt Hon. Geo. Wyndham, C. 3,269 

R. J. Bryce, L. $,705 

Droitwich (Mid. Wore.), $1,283 
Cecil B. Hannsworth, L... 5,i6< 
Capt. E. A. Knight, C. 4,6x1 
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J»n»r,EY, 17,564 Essex (B.E., or Tilbmy), ao,sgi I 

Arthnrii. flthtvet\ L B,zt )6 Howlarul Whitehead^ L. ... 9,230! 

Hi*iiry<.’K‘nvjchtrm, 0'.7,S4a Cjipt. J. U. Neuman, C. ... 7,170 
l>rr.w?('H {<-'.'unb»Tux*ll), 15.286 Essex : see also Chelmsford,; 

J5 May, i$o6.) Ejjpihg, Harwich, Maldon, 

' ^Andinr Ihuntr Lau', C. ... 6.709 HomfOTd, Saffron YA^alden, and 

: 0. \Viiliani''Oij, f.- 5,430 Walthamstow. 

; iU'RHA^r (C!ity\ 2,580 Everton (Liverpool), 10,149 

Jiihii Wit lU'r Hills, C 1,3x3 J. S, Harmood- Banner, C. 3,949 


1 Artliiir halph i>ougla.s 

; miAt.C.llihL) 880 

I DnuiA.M {'.Mid, or Rrancepeth), 

i *3'733 ' ' 

: Jnhn ir/Av.of, Lah unop. 

j Di Kit.iAr (X.W"., or Laneheater), 
i 16,384 

; Lhovdhjii Ardor AtherUip 

Jours, K.C., L 9,146 


W. Haiibury Aggs, L 2,884 

Ea'ESRAm: (Woreestersh.), 9,756 
7 J.-Col.C. Wigram Long, O'. 4,385 
Afaj. A. W. Biggs, L. ...... 4,293 

ExCHAXaE (Liverpool), 5,891 
PJchard Robert Cherrif, L, 2,291 
*Charles McArthur, 0 . .... 2,170 

Exeter (City), 9,567 
Bir G. Kekemich, it.c.B., L. 4,463 


Sir lb Marcus Filraer, Bt.,C. 3,592 jj Yineent, k.c.M;C4., 0. 4,384 
Lf un k M (S, E. , < >r X. Tees), 16,690 1 EYE (KE. Suffolk), 10, 166. 
Hoh. FJk. )V. i(tiithf<>n,C. (inop.l (liye-electioD 6 April 1906.) 
Dukha-U (Ci.imtv of): see .also' Wert man JI. M. Pearson, 
Barnard Castle, Bi'shoj) Auck- , Mav.|ues3 of Graham, C. ... 4,371 
la!id,Chester-ie-Street, Hough- ! FAREHAAf (S. Hants), 17,120 

toii-le-Spring, and .Tarrow. \ArtJiur B. Lee, €. 7,683 

EAldXG (Middlesex), 20.436 Burg. -Gen. G. J. H. Evatt, 

Herbert Meld, 0 . 8,261: C.li., L 6,331 

Arthur}!. Hutton, L 6,982' FAVEKSH.ASt (Kent), 14,860 

E. OrissteaT) (Sussex), 10,726 Ah-picr, ll.p., L. ... 6,925 

Charles J. 77. Corbett L. ...4,793' ‘-'apt. John Howard, C. ... 5,091 
Prof. Edgar Mureli CiVH*k- j Pjnsbtjry, East, 5,326 

shank, A1.U.0.S., C 4,531 ./oA'cpA Allen Baker, L. ... 2,461 

EASTnoTjRX K (Hussox), 12,913 j C'Lt.-Col. A. C. E. 'V^ elby, C. 1,772 

Hiihcrt Brauinont, L 5,933 1 Fixhiujry: .see also Clerkenwell 

♦Bir L. Lindijay-ilogg,Bt.,6'. 5,303! and Holboi-ii. 

EEor.KS f'B.E. Lanes), 16.832 j I'oREST OP 1>EAN (Glos.), 10,336 
Bir George B. Pollard, L. 5,84117*7. lion. Sir C. W. Dilke, 

T. Stuttard,C. 5,2461 71/., L vnop. 

Ben Tillett, Lah. ,f* Soc. ... 3,985 Frome (Somerset), 12,612 
EcOLKSALt fShefiiehi), 12,911 \Sirxh)hnE. Barlow, Bt., L. 6 ,zg‘^ 
Aid. Samuel Uohertii,C. ... 5,856 KHiarles T. E’oxcroft, C. ... 4,552 
B. <1. Lambert, L. ............ 5,392 1 ]?’ULHAAr, 20,620 

ElJlUsnUKY (Cheshire), 10,988 \Timothii Dardes, L 8,037 

Horn Arth ur t. Stanh g, L. 5,3151* William Hayes Fisher, C. 7,407 


I *Co}. Edward T. Davenant 
CUhton-.lodrell, i\ 4,192 

Ergbastox (Binnhighain), 13,230 
Sir Franeis IF. Lowe, C. ... 7,263 
Hon. Lionel R, Jloiland, L. 3,103 
Koiu'AfoxT (Cuinbrld,), 9,093 

j Hugh Fullerton, L. 4,067 

I Capt. E. ,T. M. Luinb, C. ... 3,255 
Er.L A Ni> (Yorks, W. It. ), 13, 

I Ohm. P. Trevelyan, L. ... 7,609; 
I Hir Thomas Henry Broc»ke- 

H itching, C. 3,962 

Espierp (Middlesex), 23,386 

JamrH Uraneh, L 9»790| 

*^Col. Henry F. Bowles, C. 7,674 
F.ppinu (W. Essex), 11,374 
Lt-Col. lU. Hon. A. R. M. 

Loekivood.C.Y.O., C. 5 ,a: 04 | 

j S. Barclay He ward, L 4,030] 

Epsom (MULSurrey), 15,933 

B 7 /LV{r>i Kemviek, C. 7,316 

) A. W. Aston, L 6,221 

ByJvPAbF. (Cuuib.), xo,8ii 
j Him. Geoffrey William 
Algernon Howard, L. ... 4,467 
•Claude W. H. Lowthor, C. 4,230 


GATN.SB0R0tTGR (Linc.s), 12,370 
.Vtfy, L. Renton, />. (now C.) 5,922 
Charles A. Moreing, C. ... 5,071 
Gatesiieair 18,614 

xTohn Jahnmn, Lab 9,651 

.Sir T. V. S. Angier, C . ...... 5,126 

Gloucester (City), 8,043 
Ut. Hon, RimellRea, L.... 3,921 

Henry Terrell, K.c„ C. 3,6x9 

Gloucestershire : see Ciren- 
cester, Forest of Bean, Stroud, 
Tewkesbury, and Thornbury. 
Gorton (S.E. Lancs), 16,547 

John Hodge, Lah 8,566 

S. W. Royse, C. 4,341 

GRANTHAM, 3,383 

Arthur Priestley, L 1,663 

Leonard A. C. Brassey, 0 . 1,554 
Graa^esenB, 6,s68 
Sir Qilhert Parker, 3,102 
Sir WTlliam Geary, Bt., L. 1.413 
James Maepherson, Lab. ... 873 
Greenwich, 13,049 
Richard S. Jackson, L. ... 4,906 

I. Hamilton Benn, C. 3,565 

*Lor<i Hugh Cecil, C. 2,3561 


Grimsby, Great, 16,058 

Sir George Doughty, C.. 6,349 

H. H. Haldinstein, 2/ . 4,040 

Tom Proctor, Lab....,.:...... 2,248 

Guildford (Surrey), 14,469 
IF. II. Cowan, X. ............ 6,436 

*llt. Hon. St. .t. BrodrickjC. 5,630 
Hackney (Central), 8,779 
Sir Albert Spicer, Bt, L,... 3,998 
*A. H. E. Alihusen, C....... 3,382 

Hackney (Korth), 11,334 
Thomas Hart Davies, L. ... 4,655 

* William B. Bousfield, C. 4,431 
Hackney (South), 13,126 
Horatio IF. Bottomley, L. 6,736 
*Thomas H. Bobertsdn, C. 3,257 
Bev. W. Biley, L. (/ud.)... ' 804 
Hacgerston (Shoreditch), 8,457 
(Bye-election 1 Aug., 1908.) 
Bon. R, Guinness, C.M.G.,C’. 2,867 
Walter Eichd. Warren, L. 1,724 

Herbert Burrows, Soc 986 

Halifax (2), 15,221 

J. Parker, Lah 8,937 

(Bye-election 6 March, 1907, 

John H. WhiUey, L unopt. 

Hall AM (Sheffield), 12,956 
Rt.Hon. a B. S-Wortley, 

K.C., a 5,546 

Alexander Grant, L 5,463 

Hallamsh. (Ylcs., W. R.), 18,085 

John Wadsworth, Lah 8,375 

F. A. Kelley, C. 6,807 

Hammer.smith, 14,007 

Sir Wm, Jas. Dull, C. 5,111 

George JBlaiklock, L 4,562 

George Belt, S. 885 

II AM F’Shire: seeAndover,Basing- 
.stoke, Fareham, Kew Forest, 
Petersfteld,and Wight (Isle of). 
Hampstead, 11,467 

Joseph S. Fletcher, C. 4,934 

George F. Howe, L 4,461 

Handsworth (Staffs), 26,243 
Maj.F.C.M.-Thompison, C. 13,407 
Herbert Samuel Leon, L. 8,636 
Hanley, 16,156 

Enoch Edwards, Lab 9,183 

•Arthur Howard Heath, C. 4,287 
Hareorough (Leic.), 17,227 
Riulolf C. Lehmann, L. ... 8,380 

Charles H. Dixon, C. 6,382 

Harrow (Middlesex), 28,627 

James Gibb, L 3:3:,393 

Hon. W. E. W. Peel, C.... 10,977 
Hartlepools, The, 14,086 
Sir Chris. Furness, L. ... unop. 
Harwich (Essex), 13,144 

Arthur Levy Lever, L 5,650 

Hairy K. Kewton, C. 5,308 

Hastings, 8,707 
(Bye-election, 3 Mai’ch, 1908). 

Arthur P. Du, Oros, C. 4,495 

Itobt. Vernon Haroourt,L. 3,477 
Henley (Oxon), 9,826 

Philip Morrell, L 4,562 

•SirR,T.H.-Hodge,Bt.,a 4,050 
Hereford (City), 3,852 
J. Stanhope Arhvright, C. 1,934 
Col. E. S. L. Scudamore, L. 1, 692 
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HurefordshiPvP. : see Leomin- 
' ster, and .Eoss. 

Hertfoiid (Herts), 11,124 

Abel Henry Smith, C. ...... 4,836 

Ohaiies Roden Buxton, i. 4,756 
Hertfoedshire : see Hertford, 
Hltehin, St. Albans, and Wat- 
ford. 

Hexham (NortlMimb.), 11,216 
(Bye-election 27 Mar., 2907.) 
Michard Ihtrnmg Holt, L. 5,402 
CoLChas. L. Bates, D.S.o.C. 4,244 
He\’W 001.HS.E. Lancs), 10,463 
Sir Edward H. Holden, 

Bart, L 5,351 

Oapt. :H. iiiiller, C. 4,345 

High Peak (Derbysli.), 11,951 
(Eye-e lection 33 July, 1909.) 

Oswald Partington, L 5,629 

A. Proiumo, C. 

Hitchin (Herts), 9,820 

Jutius Bertram, h 4 >*S 7 

John J. W. Miller, C. ...... 

HOLBOEN (Finsbury, W.), 9,242 
James F. Remnant, C....... 3,881 

Stephen Miall, ll.d,, L, ... 2,706 
HOLPEENESS<Yks., E. R.) 10,227 
Ai’thur Stanley Wilson, C. 4,440 
E. J. J. Wilberfoi'ce, L. ... 4,412 
Holmfieth (YIg. , W. R.), 22,219 
Henry Joseph Wilson, L.... 6,850 

Capt. Sydney G. Jebb, C. 2,677 
HONITON (Devon), 9,797 

Rt, Hon. Sir J. IL Kenna- 

way, Bt.,C. 4,854 

W. B. Luke, L. 3,711 

H'OENCASTLE (Lines), 9,637 

Lti. Willoughby deMreshy,C. 4,250 
Alderman A. Adams, L. ... 4,100 
Hornsey (Middlesex), 22,120 
(Bye-election 5 June, 1907.) 
Earl of Ronaldshay, C. ... unop. 
Horsham (Sus.sex), 10,508 

Earl Winterton, C. 4,903 

L. R. Erskine, L 4,286 

Houghton-le-Spring 
(D urham), 15,711 

Robert Cameron, L 9,429 

R. B. L. V. Williams, 0 . ... 3,639 
Ho\yi>BN SHIRE (Yks. , E. R. ), 9,893 
Col. H. B. H.-Broadley, C. 4,763 
Percy G. R. Benson, L. ... 4,250 
HoxTON (Shoreditch), 7,754 
lion. Claude Geo. Hay, C. 3,489 

Henry Ward, L 2,753 

Hupdersfiklh, 17,568 
(Bye-election 28 Nov., 1906.) 
Arthur James SheQ'well, L. 5,762 
T. Russell Williams, Lab. 5,422 

John Foster Fraser, G. 4,844 

Hull Central), 8,861 
SirHenryS. king,K.G.l.'R. ,G, 4,345 

A. J. Benthani, Lab 3,167 

Hell (East), 13,073 

Thomas R. Perens, L 6,881 

L. R. Davies, G. 4,5^9 

Hull (West), 20,942 
(Bye-election 29 Dec., 1907.) 
Hon. Guy Wilson, D.S.O., L. 5,623 
Sir G. C. T, Bartley, 0 . ... 5,382 

Jno. Holmes, Lab 4,512 

Huntingdon (Hunts), 5,272 
Samuel H. Whitbread, L. 2,426 
John Gator, C. 1,957 

Huntingdonshire : see Hunt- 
ingdon, and Ramsey. 

Hyde (Cheshire), 11,314 
Charles I), Schwann, L. ... 5,545 

* Edward Chapman, C.. 4,482 

HYTHE, 6,520 

Sir Edit'd. A. Sassoon, 3,346 

H. C. Biron, L. 2,347 

Ilkeston (Derbyshire), 17,216 
Rt Hon. Sin B. W.Foster,L. 9,655 
LawTence Clark Tipper, C. 5,338 
INCE (S,W. Lancs), 12,986 

Stephen Walsh, Lab.... 8,046 

H'Jol. H. B.-H. -Blundell, 

C.B., C. 3.410 

Ipswich (2), 12,146 ! 

Sir Darnel Ford Goddanl,L. 6,396 
Felix Toumshend Cobbold,L. 6,290 
'^Sir C. Dalrympie, Bt., 0 . 4,591 
Samuel J. G. Eoare, G, ... 4,232 
Islington (East), 10,786 
George Herbert Radford, L. 4,477 
*SirBenj. L. Cohen, Bt., C. 3,710 
Islington (North), 12,075 

David S. Watertow, L. 5,284 

*Sir G. C. T. Bartley, K. 0. b. , C. 4, 418 
Islington (South), 8,361 

Thomas Fiiea, L 3,606 

*Sir Albert Kaye Rollit, C. 1,991 

W. Hunt, C. 870 

Islington (M^est), 9,329 

Rt. Hon, Thomas Lough, L. 4,116 

F. H. Medhurst, C. 3,618 

Jarrow (Durham), 17,19s 
(Bye-election 4 July, 1907.) 
Peter Franeia Curran, Soc. 4,698 

P. Rose-Innes, K.C., C. 3,930 

Spencer Leigh Hughes, L. 3,474 

J. O’Hanlon, Nat 2,122 

Keighley (Yks., W. R.), 13,125 

Sir John Brigg, L 5,322 

W.'^M. Ackivorth, C. 3,229 

W, T. Newlove, Lab 3,102 

Kendal (Westmorland), 6,477 
Dudley S. Smith, K.G., L. 2,899 
*Lt.-Col. .Tosceliiie FitzRoy 

Bagot, C. 2,647 

Kennington (Lambeth), 10,273 

Stephen Collins, L. 4,639 

*SirFredk. L. Cook, Bt., C. 3,054 
Kensington (North), 10,270 
Henry Y, Stanger, K.O., D. 4,416 
W'm. E. Hume-Williams, 

1 K.C., C. 3,358 

Kensington (South), 9,223 

Bari Percy, C.. 4,83s 

Sir Edward L. O’Malley, L 1,624 
Kent : see Ashford, Hartford^ 
Faversham, Medivay, St. Au- 
gustine’s, Sevenoaks, Ilianet 
(Isle of), and Tonbridge. 

Kidderminster, 4,697 

E. B. Barnard, L. 2,354 

S, Baldwin, C. .................. 2,083 

King’s Lynn, 3,692 

Lieut. Carlyon W. Bellairs, 

R.N., L. ... 1,506 

*Thomas Gibson Bowles, C. 1 , 164 

Alan H, BUrgoyne, C. 772 

Kingston (Sun*ey), 17,270 
George Cave, K.O., C. ......... 7,655 

R. White, D. 6,637 

Kingston-upon-Hull : see Hull. 

Kingswinford (Staffs), 13,912 
Henry S. Staweley-HlU, C. v 6,311 
Hon. Fredk. E. Guest, L. '5,470 
Kirkdale (Liverpool), 10,529 
(Bye-election 27 Sept., 1907.) 
Charles McArthur, C. ...... 4,000 

; J. Hill, Lab •••• 3)33o 

Knutsford (Cheshire), 11,141 
Alfred J. King, L. ............ 

’^Hon.AlandeT.Egerton, C. 4,596 
Lambeth (North), 6,903 

Horatio Myer, L. 2,162 

; Major W. H. Gastrell, C. 2,904 

Dadahhai Naoroji, L 733 

^Fredk. W. Horner, C. (In d. ) iqS , 
Lambeth : see also Brixton,Ken- ' 
uington, and Norwood. j 

Lancashire, North : seeBlack- 
i pool, Chorley, Lancaster, and j 
1 Lonsdale (North). 1 

Lancashire, North-East: .see 
Accrington, Clitheroe, Dar- 
wen, and Rossendale. 
Lancashire, South-East : see 
Eecles, Gorton, Heywood, •'Mid- 
dleton, Prestwich, Radclift’e- 
eum-Farnworth, Stretford, and 
Westhoughton. 

Lancashire, South-West: see 
Bootle, Ince, Leigh, Newton, 
Ormskirk, Southport, Widne.s. 
LANCASTER (N. Lancs), 14,085 
Norml Watson Helme, L.... 6,524 
Col. Wm. Henry Foster, C. 5,640 

I Launceston (Cornwall), 9,858 

G. Croydon Marks, L 4,658 

G. J. Sandys, C. 2,736 

Leamington: see Warwick and 
Leamington. 

Leeds (Central), 8,893 

Robert ArrMtage, L 4,188 

*Rt.Hn.Ger.W Balfour, C. 3,2x9 
Leeds (East), 9,490 

\ James 0 " Grady, Lab 4,290 

*Henry Strother Cautley, C. 2,208 
Leeds (North), 21,196 
Rmvland Hirst Banan, L. 9,593 

J. D. Birchall, C 7,108 

Leeds (South), 15,321 
(Bye-election 13 Feb., 1908.) 
William Middlehrook, L.... 5,274 

11 . J. Neville, C. 4,915 

A. Fox, Lab 2,451 

Leeds (West), 18,5x8 
RtHon.H. J .Glad stone, L. 9,258 

S. Samuel, 0. 4,650 

leek (Staffordshire), 11,545 

Rohen’t Pearce, L S.749 

^Charles Bill, C. 4'z75 

LEICESTER (Boro’) (2), 25,129 
Jokai R. Macdonald, Lab. 14,685 
*Sir Jno.F. L. Rolleston, C. 7,504 
(Bye-election 30 Mar., 1906.) 
FranklinThomasson, L.... 10,766 
"''Sir Jno.F. L. Rolleston, C. 7,206 
Leicestershire : see Bos worth, 
Harborough, Loughborough, 
and Melton. 

Leigh (S.W. Lancs), 13,380 
John F. Lecce Brunner, L. 7,175 
Donald Macmaster,K.C-, C. 5,169 
' Leominster (Hereford), 9,328 

Edmund Lamb, L SjSga 

* Sir James Ra.nhm, Bt., C\ 3,864 
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j 166 The House of Commons. 

Xm«aTrfUlWX),tS,S(ll. 1 SUSCHES*liKCJSr.W.),tt, 9 l 4 gEWOASTW-ON-Trp (»), », 385 

^ lit. ilon, Sh' IJennf Auuny- (Bye-eleetion 24 April, xgoS.) William Hudson, Lab. ... 18,869 

i htftdter. lit., C.' Wm>. Joymon-Hieks, C. ... 5,4x7 (Bye-dection 24 Sept., 1908.) 

He.-tar MoriBon, L 5,4^;*Et. Hon.W.S.Cliurcliill,!/. 4.988 George Mmwick, C. 13,863 

I 22,243 jBan Irving, Abr....... 276 ......... xx,72o 

j Maj. H. Feethani Coatrs, C. 9,689 MANCHESTER (South), x 4 , 23 i r. Tvlrn ” 

; Frodmek W. Aveling, L... 8,006 Arthur A. Haworth, L. ... 8,002 NBWOAmH;t,Ni>ER-LYMEv 9 , 85 ® 

I r ^ Smith, 0. 3,770 

i J . vOt?) t-i'i’i.iiu z ♦ }f ?.0 )l 6 ^ J ij* 5»4^^ \f A W ^ S ctii ^ 

I Hon. -Ebt-. V. Hroivenor, C. 2,99* g L KetUu Zah 4 xoi NEWINGTON (WmT), 7, *47 

LbibhoUSB (Tower H.), 6,334 Johnson Gailoway,d 3,875 Arof^o?i-, A. 4,446 

i B’?7hVfni/*rtore A. 3,981 v E. E. BehhOB, 0 . ....2,435 

PSirEarrvS Samuel, C'. ... 3,007 Mansfibeb (Eotts), *7,93* Newington : see also Walworth. 

r c... \ Arthur Basil Markham, L. unop. tv 

I LiNcotN (City >, xo, 645 1 ,r . ,A > - o Newmarket (Cambs), 9,934 

\ (Jhartes H. Boha'ts, L 5 >iio' , Sir Charles Hay Rose, Bt,L. 4,666 

; "'fiharies mitoii Seely, (?.... g- 27837 Verrall, C. 3,883 

flemypagecvftft, C. 1.163 ArtrffM^Lazarus-tangaun, ^ Kbwpobt (Salop), ,0,791 

LfNCOLNSHiRE: see Brigg, aains- 7 o' ? (Bye-election 14 May, 1908.) 

borough, Horucastle, Louth, ^ BevUle Stanier, C. 5,338 

Sleaford, Spalding, & Stamford. Sir^n^l H^Seott,Bt ,C. 3,446 pj-as. Neiison, L; 4,377 

UvEEPnoL : see AUm-eromby, Sm H HamUtonJoWon. 

Evert™^ Exchame, Kirkaalo, fl "r J*’"®' ./«;»« SeMon,M., .,. 6,434 


i Everton, Exchange, Kirkdale, ! ’ ./aims Seddon, Lab 6,434 

Scotiand,Toxteth/E.),Toxteth AY (Ke^, 14,62^^ *Lt.-Col. E. Pllkington, C. 5,893 

(\V.), Walton, and Noepoee(E., or K w'alsham)? 

(1^’eh'etio'u*,, Peb?,' j^.) Hv'* wS£’/i’*7^8oo **'®’’* I'- S.631 

i/ii.ffoH. A.-l--B«bKr,c!ls 474 ;fsf;! 4 ftoGrCTHafe EaymondFredo.Boileau,C. 3,435 

gThomasGibaon Bowles, L. 4, X34 ^ “^’5--, NORFOi^K 01,01* Dereham), 9, 490 

(Bye-election 15 June, 1906.) | Wodehouse, L 4,197 

F. a Bfiniiurt/, BL, C. imop. j ^|rg»bESBR0UGH, 30,322 Lewis Boyle, C. 4,170 

T’ v-TtzYsn-.Tmtr « ]JosepkHaveloekWuson,Lab.g,2S'x ^ ' 

HS. ! *Col.Sir S. A. Sadler, T.i>.,a 6,870 Norfolk (N., or Aylaham), 10,795 

*mAS &Tk!o.r,L. x:&6 lEnsbury, At f _ 

louGHBOTiotjGH (leie.) 13,126 ing,Euiield, HaiTow% Hornsey, Beppmgall, G. 3,628 

Sir Maurice Leinj, L 6,8031 Tottenham, and Uxbridge. Norfolk (N.W., orEreebridge), 

W, Baring Bu Pre. C. s.<«3j Middmtow (S.E. Uncs), .4,314 ^ 

LOCTB (Lincolnshire), 10,075 w. Byland Adkins, L. 7,018 t\”' 1 5,77* 

,S*ir Robi.Wm. Perks, 4,551 1 Cyril Potter (7, etdgsi J. Lancaster, C. 3,97a 

T. Comyn Platt, <7. 3,5721-' — ’ WA»t?AT xr/'« a». TOacN 


i. umijn iuiii, o. 3,57 * I Mile End (Tower Hamlets), 5, 4x9 . or 

])(>WESTOW(anlIolt), 14,00a \sertrams:stmm, L lags 

Hdimrd Beauchamp, L. ... 6,5x0 1 *Hii. Harry L.W.LawTOn,C. 2,169 Sir Edward Mann, Bart. , <7, 3,519 
Lt.-C<>L Francis A.Lucas, C. 4,905 monmokth Disteict ix 307 NORFOLK (S. W., or Tlietford), 

Ludlow (Shropshire), 10,765 Lewis Haslam, £ ...’....’ 4,531 r 7 tt- 

Mowland Hunt, C. 4,978 k, e. Micholls Q ...... ..... qi olo ^"^^hm'd W vnfrey, L 4,416 

P. Horne, L 4,3x8 James Winstoue, Lak ...... 1^678 *SirThos. Leigh Hare, Bt., 01 3,513 

Luton jTB^Ho^shire), X4,4S9 MONMOUTHSHIRE (N.), 13,871 

Thomm GmrAMon, L. ... 7,240 (Bye-election 19 Pelx, 1907.) ^r^dench Hall, Lab unop. 

AlfreaPeterHuner,M.I>.,Cl 5,387 Rt.Hn.Reginald McKenna, NORTH lONSDALE (N. Lancs), 

Lynn Keg IS : see lOng’s Lynn. L. nnop. ^ 9,^3 

.Macolksfield (Cheshire), 8,636 Monmouthshire (S.), 15,858 r* 

Uol.Wm.B, BrockleMiirst,L. 4,351 Col, .Sir 1 , J. 0. Herbert, Eofot. Iredk. Cavendish, L. 3,942 

*W. Bromley-Daveiiport,0. 3,757 Bt., as., L. 7,503 Northampton (Boro’) (a), 11,954 

Maid.stonE, 5,870 Courtenay Morgan, 0. 6,2x6 Herbert Woodfisld Paul, L. 4,479 

Vkeuiik CasUenaghlc . ... 3,841 Monmouthshire (WV), 16,880 ^AhnG.SMpnmn,-^.s., L. 4,344 

»Bir Francis H. Evans, Bt,, Thomas Richards, Lab. ...umrp. a 

r. ^ J. r, ’ t V .. F. Gorell Barnes, C. 4,000 

K.CM,0.,A/ *,709 MORLEY (yorka), 15,160 j Williflmq .S' 

Mallon (Essex), 10,613 Alfred Eddison Hutton, L. unop. j arihuiA 

Thomas Robert Bethcll, L. 4,773 Morpeth oa3*t 

•Hon. Charles H. Stmtt, C. 4,634 Rt.a»n. Thomas Bu?i%K 5,518 WelUngbomi^f 16^3 

mgMKSTER (East), 33,734 Stuart A. Coats, 0 . .,9x9 Sir^A Ihk^^^.sfTlon 

Hkw form (Hants), xx, 039 Sir Arthur Sichard De- 
Et. Hon. Arth.J. Balfour, <7. 4,423 SirJR.H.Hobm't,K,c.v.o,L. 4.949 Capell-Brooke, Bt., C. ... 5,414 
Manchester (North), *o, 6«4 *Heary Francis Compton, a 4;9 oi Northants CMid) 13,450 

A%r a B. Schwann, BL, h. 5,7x6 Newark (Notts), 10,863 Harry Manfield, L 6,307 

Harry Sowler, 0 . 3,262 John Ralph Starkey, C. ... 4,772 Eobert Francis Peel, (7. ... 5,067 

Manchester (N.E.), 9,701 Alexis M. Mandevillo,//.... 4,449 NorthanTxS (North), 10,688 

*• •*, - S1386 Newbury (Berks), 21,746 George NicholU, Lab 4.8S0 

*^Hon.SlrJas.?etgusson, Frederw C, Mackarness, L 5,338 *Col. Sackville George Stop- 

C o 2,954 *William Arthur Mount, a 4,936 ford Sackville, 0. 4,165 
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TM House of Gommons. 


Bnmtier, Bt., L. 
€ol. B. Nortb, a,...., 


NORTHANTS (South), 9,023 
T!mmsN,. A. €h'ove, L. ... 4,136 
Hou. Charles B. Pennant, C. 3,8x4 
NoRTHUMBERliAjTD : See Berwick- 
upon-Tweed, Eexharo, Tyiie- 
sicle, and ’Wansheck. 
NORTHWICH (Cheshire), 12,327 
lit.Eon. Sir JoknTamUnmii 

6»343 
4,SSs 

' .XoR''vVicuX2), 20,390 . 
George W. Boberts, Lab.it S.tt,oS9 
* Louis John Tillett, L. . ..10,973 

Ernest E. Wild, <7. 7,460 

Korwood (Lambeth), 12,867 * 

Gibson S. BoioleSj C. SjS®? 

iSL W. Hubbard, L 4,748 

Nottingham (Boro’)(Ea3t), 13, 4SX 
SirH. J. S. Cotton, K. c. S. I. ,L. 6,020 

Edward Bond, C. 4,290 

Nottingham (Boro’) (S.), 13,636 

Arthur Richardson, Lah 6,314 

*Lord Henry Cavendish- ! 

Bentiuck, C 5,5X4 

Nottingham (Boro’)(W.), 16,506 
Sir J a mes Henry roxaU, 'L. 8, 107 ; 

W. L. P. Bowley, C 5,262, 

Nottinghamshire (or Notts) : 
see Bassetlaw, ilausfield, 
Newark, and Ruahcliffe. 
Nuneaton (Warwick), 15,021 

WilUani Johnson, Lab 7,677 

^Francis Alexander Newdi- 

gate Newdegate, C. S>849 

Oldbury : see Worcestei*, N. 

Oldham (2), 33, 

ML Hon. A. Bmmott 
John 
C. 

E. 

C 

Hon. A. Stanley, M.V.O.^O. 6,207 

C. Y, C. Dawbarn, L 3391 1 

OSGOLDCROSS (Yks. , W.R.), 16,935 
^Sir J. Cowpton Richett, L. 8,482 

0. C. H Wheler, C. 4,358 

Oswestry (Salop), 10,490 
IF m. Clive Bridgeman, C.... $,oxi 
*Allan Hey wood Bright, L. 4,508 
OTLEY (Yorks, AV. Pv.), 12,670 
Jas. Hastings Duncan, L. 6,307 
William W. Thompson, C. 4,658 
Oxford (City), 8,615 

Viscount Valentia, C. 3,910 

George Whale, L. 3,810 

Oxford University (2), 6,528 
Rt.Hn. J.Gilbert TaJboty C. unop. 
Sir W.Reynell Alison, Bt , C. unop. 
Oxfordshire : see Banbury, 
Henlej!-, and Woodstock. 
Paddington (North), 9,602 
L. G. Chiozza-Money, L. ... 3,825 
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Penrith (Cumberland), 8,845 | Bomford (Essex), 45,570 
Rt. Hon. Jas. IF. Lowther, C.,\Slr John Henry BetheU,L. 21,1 

Speaker, unop. i *Louis Sinclair, C. 13,679 

PBNRYN AND Famouth, 2,926! jjqss (IJereXord), 10,^6 
&rJohnBa 7 fier, Bart, L. i,345j (Bye-election 31 Jan., 1908.) 

D. B. Hall, G. — •••— Percy A, Clive, C.... 4,947 

PETERBOROUGH (City), 6,025 IF. Whitley Thomson, L. ... 3,9^ 

PurvTc '** i ^<7f‘S®NDALE (N.E. Lancs), 12,765 

bii Robert Purvis, C. ...... ^^\BLHm. L. V^Harcomi,L. d f* 


ll^'/«. Graham Nicholson, u. 4,349 
H. B. Money-Coutts, Z. ... 4,253 
Plymouth (2), 18,196 

T. IF. Dobson, L. 9,021 

C. E. Mallet, L. 8,914! 

‘^Henry Edwd. Duke,K.c,,6\ 6,5471*1- r,' 

H. 0. Smith, a ............... 6^234! Macdona, G 


Petbrspield (Hants), 9,983 
’ " ' w, G 4,3. 


.T. R. Eeldy-Fietcher, G ... 4,663 
Rotherham (Yorks, W. I?,.), 
18,482. 

Sir B''. II y. Holland, Bi.,L. unojK 
Botherhithe (Southwark), a, 700 

!H. If”. Carr‘Gomm, L 4,192 

2,831 


PONTEFRAGT, 3^288 gS'Vc GiS J 

SirT.WillansNussey^t.,L. 5,837 ‘ A n 

Col. Charles Edward Yate, -Maitland, G ... 4,907 

C.S.I., C.M.G., G. 1,030 I (Notts), 17,883 

POPLAR (Tower Hamlets), 9,088 

Rt. Eon. Sydney Charles 

Buxton, L. 4,546 ; Rutlandshire, 4,083 

G. 0. Berwick, C. 2,235 *^une, 1907.) 


9,094 

5,460 


John Qretton, C.. 


roRTSMOUTH w, 30,754 i\v V rr"TUA»''*r ! 

SirThos. A. Bramsdon, L. 10,500 F' ' * ' Ljon, L 1,363 1 

^ Rye (Sussex), 12,842 
I Or. L. Courthope, C. ......... 6,122 

' *Br.C.F. Hutchinson, M.D.Z. 4,964 ! 
Saffron Walden, (Essex) 8,770 I 
RtHon..fc8epkA.Pease,L, 4,30:1 
Sir W. Balfour Barttelot, I 
Bt.. a 


(Bye-eleetion, 1909.) 

Candidates, 

R. C. Lambert, Z. 

Lord Charles Beresford, C. 

W. Sanders, Lab. 

Preston (3), 18,626 
John T. MacPherson, Lab. io,x8x 

Harold Cox, L. 8,538, ... ...... 

33,387 I* John Kerr, C, 7,303'^. Edward H. CarUle, C.kBk6 

t, L. 17,397 !''^*^* Edward Blurray Bamford Slack, Z. ^ 



PuDSEipYorks, W. E.), 15,410 St Austell (Cornwall), 10,563 
(Bye-election 20 June, 1908). (Bye-election 5 P^eb,, xooS ) 

J ames J ohn Oddy, G. 5,444 i H071. Thomas A gar^Rohai'tes 

Fred Ogden, Z 5,331! L. ^ ’ 

J. W. Benson, Lab 1,201 

Eadcliffe-cum-Farnworth 


unop. 

St. George, Hanover Sq., 9,328 
A “S dune, 1906.) 

^RtHan, A {f. Lyttelton, k. c. unop. 


(S.E. Lancs), 13,151 

Tkeodoi'e Cooke Taylor, L. 6,710'^ ' , • * ' 

B. Husgmve, e. B ' 

' Henry' Hallifex Wells, G.... 1064 I 


Ramsf.y (Hunts), 6,751 
A. C. Eoster-BotJton, Z. ... 3,1841 
*Et. Hon. A. E. Fellow^eSjG. 2,803 
Reading, 11,041 

Rufus Daniel Isaacs, K.Q.,L.$,i^Qn 

G. Horace Johnstone, G. ... 4,710 
Eeigate (Surrey), 13,817 

H. C. Bwdie, L. . 6,067, 

Lt.-Col. E. H. Eawson, G.... 5,848 

Francis Z. ^4,468 Tliomaa Wrightsdn, G. 3,327 

Lord Eouaidshay, G, 4!36oI (Nor&^ 7,^ 

. /V ■" •" -I Ripon (Yorks W El 126-je 4,004 


St. Helens, 12,174 

Thomas Glover, Lab 6 o^a 

*^Sir H. Seton-Karr, c. M. g. , G. 4,647 
St. Ives (Cornw'all), 8,980 
Clifford J. Cory, Bt, Z 4,344 
Philip Edward Pildiich, C. 3,053 
St. Pancras (East), 7,5^2 

5^(7^ Z “4,203 


Paddington (South), 6,143 
Sir Tkos. George Fardell, C. a.oio 
C. Williamson Milne, Z. ... x;5o3 
Peokham (Camberwell), 14,615 
(Byo-election 24 March, 1908.) 
Henry Cvhitt Gooch, G. ... 6,970 
Thomas Gautrey, Z 4,476 


■ s.3=>9 


■RA/lryTi 1 T TT. ' ^^bltWeXl If''i|'g0??, Z. ... ailOQ 

^ Koy4s,a *.449 1 »■ wmarn johCollim, 

»’*“« ‘Harry Kobert Cfaham C. I jJs 

Hharie8Tag,a »,374'‘‘>VecfericfcFli.tt-BiU!n«y7 ^ 
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The Soim of Comnom. 


Salford (Souib), 8,64s Soitthwakk : see also Bermoiid- Sunderlakd (2), 27,650 

\ H'hiftr Miiioc, L 4»a30 sey, and Bothex’hitlie. M. Hon, Jamss Stuart, L. 

r; FD.'imhle Groves, C, 3,378 Sowerby (Yorks, W. E.), 12,493 Sumn^rbelh Lab. 13,430 

s\TyoKn aVp-sIA 8ia John Sharp Highafn^ L. ... 6,48a D. H. Haggle, C. 7,879 

‘G \r‘i‘nmcL " ’ , so W.A.Sinipson-HinchcliifeC'.4, 034 S. Grey Pemberton, (7. 7,244 

■ *Su- ipes KnoVles, iiart”a s;xx9 S^ALWNa (Lincoln), 14,617^ Surrey (Comity of) : see Clieit- 

su wHrinwrifvi Horace R. ManspeldyL. S>Soo sey, Epsom, Guildford, Kings- 

N/r F p Tniomif 'Bf 6a6 M. Pollock, K.c., G. 4,180 ton, Eeigate, and Wimbledon. 

M'-^dD'rP-iImpr Bfc C I’eS SPEN VALLEY (Yorks, V. E.), SUSSEX (Comity of) : see Ohiclies- 

Mi V a U r Pain 01 U., U. 1,605 ter,EastbomieiastCxrmstead, 

: n ‘'1' ^ion.SirT. P. Whittaker, Horsham, Lewes, and Eye. 

1 c‘e' H unter, 2,619 E. Johnson G |?9a 

; SeoTLANi) (Liverpool), 5,76* Staeeord (Borough), 3,885 jp 
S Thu.^, Power O'Connor, V. 2,808 Sir Charles E.Shaio, Bt, L 1,947 VJ. / ^ ^ 

I Altre-J A. Tobin, K.C., C. ... 1,1x7 S. E. C. Bosanquet, C. ...... 1,636 ' ’ TiUNTOw ^ m ‘ P‘ ^ 

i .SEYEXOAKS (Kent), 17,256 ! SWFORDSmRE (IS^\V.), 1S,73S (Bye-ciection 2trkb., 1909.) ' 

I Henris W illiam Forster, C. 7,219; (Bye-election 31 July, 1907.) W.''Peel, C\ . 1,976' 

; Beaumont Morice, L. 6,855 \ Prank Smith, Lab i,oSs 

.M. S. llichardaon, L. (/rtd.) 44;T. V. Twyford, C....... Si047 ; Tavistock (Devon) 12.080 

SuEPPlEi.l) (CentralL 0.028 i _ J rr /> L. 6.Aja< 


HlenrisJi tmatn Forster, C. 7,219; (Bye-election 31 July, 1907.) Win. B, IF, Peel, C.. 1,976 

Beaumont Morice, L. 6,855 \ 7'396 prank Smith, Lab i,oSs 

.M. S. llichardaon, L. (/rtd.) 44;T. V. Twyford, C....... Si047 ; Tavistock (Devon) 12.080 

Sheffield (Central), 9,038 i 6,405 

(Bye-election 21 April, 1908.) /i/v 'o 5’S^ ^Lklm Ward Spear, C. 5,196 

James Fitmlan Hope, C., vswp , ' Tewkesbury (Gloue.), 13.226 

, ’ . ,.J I Staffordshire: see also Burton, I rr.,. ir rr rr;„T,\. 

SlimT K,D : see also Atterchtfe. ^arKls^v,,rth, Kiugswiiiford, f 

Brightside, Ecclesall, ana r^'oW -nul T,i -lifiplfr ’ A. Eistei, iv 5,194 


Leek, and Lichfield. 
STALYBl'.IDGE, 7,691 


L’riA.NET, ISLE OF (Kent), 11,891 


I SHRKWsuruY, 4,709 IP. p. Eawson, L 4.0181 W. E.), 12,888 

I L,H?^(,K.C.B.,G.2,39s;s,TnpEF.Y (Tower HamleU;), s,(^z\ \Lord Helmsley, C. 5,848 

I Edward G. ilemmcrde, L. 1,9551 (Bye-eicction 10 Hay, 1907.) id. d. Bi'igg, L 5,044 

I SiiROP-sniEE : see Ludlow, Yew- j Frederirk Leeerton Harris, | Thorxbury (Gloue.), 14,096 

I port, Oswestry, (fc Wellington. i C. 3,299 Rendall, L 7,370 

' Skii’TON (Yorks, W. E,), 12,707 Cooper, L. i.3SO '*0. E. iJ. Athol Colston, C. 5,240 

- William Cloinjh, L S.834L, .vroCKnoRT (2) 12,645 | Tiverton (Devon), 9,248 

I Capt. P. F. Iloundell, C.... 3,601 1 ^^ ardle. Lab. ... 7.299 j//f>/L Lfoitel Walroiid, C. ... 4,455 

) /rs. , I.,N [Sir Janies Hvekwortk, L. 6.5441^^. ij. ip^ed, A 2070 

1 SLEAFtUlD (LmcoJu), 10,000 lf«rrvB'ifiKtnn r x enr T „ y.. 

! Arnold Lvpton, L 4.3SS K m C IS' Tomjrtdge (Kent), 15,500 

j *Bt.Hon.HeuryChapiiii,e. Pajet Hedges L ... 7,170 


! Arnold Lupton, L 4 . 3 SS k- , KnTrT, n I lOMuaDGE (Jveim;, 15,500 

j *Bt.Hon.HeuryChapiiii,e. Paget Hedges L. ... 7,170 

j Somerset (Eastern), 9,717 a,/ 4* - p ' Sackville Trevor 

! John IFm. E. 'i'hompsosi% ^'goj Grimth-Boscaweii, 0. ... 5,887 

! Ikitram G. Falle C... 3.890 S n 

j SOMERSET (Northern). 12,381 Stoke-upon-Trext, 14,091^ ^Sul.La}jlamGna>sntt,Bt., 

i W. H. Bate fuan Hope, L,... 6,626; Jo/iu Ward Lab . . . a 66o'rr 4, 85° 

I Wm. d. Peake Mason, €.... 4,380 *Douglas Harry Cogh'iil,' C. I,z38 , ^ ame-Buller, C. 4,396 

Somerset (S., or Yeovil), 9,778 Stowaiarkbt (Suffolk), 10,971 |„ (Bevmi), 9,^ 

! Sir .Ed, Strachetj, Bt.,L. ... 5,164 Ceorge Adolphe Hns'dif, L, 4,801 i Mild.mag,C. 5,226 

j Berkeley Portmau, C. 3.247 Hon.WalterE. Guinness, G, 4,588 Lewis II. Edmunds, K.c.,i/. 2,558 

; SOMERSET : see also Bridgwater, Strand, 8,109 i Tottenhaai (Middlose.v), 23,409 


SOUTH Molton (Devon), 8,542 


Smith, C, 3,935 Chatterton, C. 7,00.0 


tt.. aiamDeiiayne, c’. ... 3,431 9,029 

Southampton (a), 27,6x2 ^,7^7 jinstin 'J’aglor, L. 

Ltd:oL I Philipps, p.kolL.\,ozz i^mith, | toxtkth, B'est (L’pool), 8,347 

William Budlesj Ward, L, 6,255 479 ;i?o^,^. Paterson Honston,C. 3,373 

TaiitoviUeChamberlkyne, 

T..h,;",;v;v";^ !’?!i -caries a. Cripps', £'o.',' a”:w .. (OmiwaUX 9,403 

^hnAird, 0. 5,535 Stroud (Gloue ) 10620 ^ Hap Morgan, L. ... 4,187 

Hatxy Queluh, Sw. 0,146 p, gf'g™ ^ 9 "®-) •Sir Edwin Imraing-law: 

Southport (S.W. Lancs), 14,854 wm. Burton Stewart, C.,.. 4’22i 3 jS83 

SUBBURY (Suffolk), 10,121 , Tynemouth, 9,0x9 

Ed. Maishallilan, K.C.,C. 6,367 W.C. Heaton-Annstrona,h. a.zox Herbert James Craig, L..., 4,386 
Southwark (West), 7,066 *SirCuthbertQ.uilter,Bt., 0.4,065 ^Frederick L. Harris, C. ... 3,523 
Mt Hon. Pickard Knight SUFFOLK (County of): see Eye, Tyneside (K orthumb.), 22,167 

Caitsto^ L 3rOS7 Lowestoft, Stowmarket, mh , John. M. Robert so7i, L. ...11,406 

Arthur C. halter, K.a, C. 2,592 bury, and Wootibridge. dames Knott, C. 6885 
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Uxbridge (Middlesex), 15,936 
Bir Frederick Dixon Dixon’ 
Hartlandy Bt, G, ......... 6,439 

S. J. Pococlt, L. ............... 6,384 

^\"AKEFIBLD (City), 6,336 

Edmird il. Brothertony C. 3,385 
Stanton Coit, Lab. ......... z,o68 

Tliomas Suai)c, L. ... ........ 1,347 

VvALSALL, 14,137 

3 faj. E. 3 L Du'iiney L....... 7,093 

Bernall Bagahawe, € 6,893 

WALTHArtlSTOW (Essex), 3S,32X 
John A. Simon, k.g,,L. ... 15,011 
William Isaac Shard, C.... 11,074 
WaL'j’on (Liverpool), 14,889 
Fredk. E, Smith, K.C., 0.... 5,863 

E. Ct. Jellicoe, L. 5,153 

Walworth (Newington), 8,995 

C, J. O’Doiuull, L, 3,187 

'^Sir Janies Bailey, C. 3,418 

WAN.L,SW01l'L'H, 31,398 

Sir Mem'if Kimhcr, Bt.,C. X3,433 

A. E. Eeed, L xx,88S 

Wansbeck (N’tliuni'b.), 17,539 
Charles Fenwick, Lab. ... 10,386 
W.E,.BiioIianan-iliddelI,U. 3,3x0 
Warrington, 10,365 
Arthur H. Cross field, L. ... 5,599 

*Robert Pierpoiiit, C. 4,099 

Warwick andLeamington, 6, 396 

T. E. D. Berrldoe, L 3,021 

*Rt. Hn. A. Lyttelton, K. G. , C. z ,Boz 
Warwiokshire : see Nuneaton, 

Rugby, Stratford-on-Avon, and 
Tam worth. 

Watford (Herts), 16,741 
Nathamel Mkklem, 7,61a 

*Rt. Hon. T. E. Halsey, C. 6,136 
WednESBURY, 14,739 

Clarendon G. Hyde, L 6, 150 

Alfred Frederick Bird, C. s,ao6 
WellingtoxN (Salop), 8,881 ! 

Charles S. Henry, L 4,806 

Hildebrand Harms\vorth,C. 3,1x4 
Wisllington (Somerset), 9,960 
*IU. Hon. Sir Alex. Fuller- 
Acland-Eood, Bt, C. ... 4,558 
Ohas. H. Dudley Ward, L. 4,386 
Wells (Somerset), 11,725 
Thomas Ball Silcock, L, ... 5,146 
^Robert E. Dickinson, C.... 4,761 
West Bromwich, 10.726 

A. E. R'. Hazel, ll.d., L. 5,475 
Viscount Lewdsham, C. ... 4,259 
West Derby (L’pooi), 11,692 
IF. Watson Butherford, C. 5,447 
Pdcbard Burning Holt, L. 3,600 
West Ham (North), 15,101 
Chas. JF. G. hlasterman, L. 6,838 

■'■‘Ernest Gray, C. 5,094 

West Ham (South), 23,753 

Will Thorne, Lab 10,210 

Sir J. G. Nutting, Bt., C. 4,973 

Westbdry (Wilts), 10,130 
Jos. 3 {ichael F. Fuller, L. 5,264 

Lord Dunsany, C 3,788 

Westhoughton (S.E. Lancs), 
17,984 

1 W. T. Wilson, Lab 9,262 

1 *Lord Stanley, C. 6,134 

Westminster (City), 7,539 
IFm. Lehmann Askmeaa 

B. Burdett-Covtts, 0 . ... 3,167 
Cant. Claud Yere Oaven- 
dish Hobart, D,s.O., L.... 2,054 
Westmorland : see Appleby 
and Kendal. 

Whitby (Yorks, N. B.), 11,263 
Hon. )Vm. G. Beckett, 0 .... 4,780 
*Noel Edward Buxton, L. 4,709 
Whitechapel (Tower E,), 4,279 

S. S. Montagu Samuel, L. 1,935 

David Hope Kyd, C. 1,569 

Whitehaven, 2,945 

IFm. J. D. Burnycat, L.... 1,507 
J. Robertson-Walker, C . ... 1,194 
Y^’idnes (S. W. Lancs), 11,005 
Col. Wm. Hall IValker, C. 5,017 
Sir John Swinburne, L. ... 4,165 
Wigan, 8,804 

*Sir F. S. Powell, BL, C.... 3,573 
Thorley Smith, Wonmds 

Franchise 2,205 

Col. W. Woods, L. ..1,900 

Wight, I. of (Hants), 15,193 

Godf rey Baring, L. 7,453 

Lt. -Col. Anthony Hickman 
Morgan, D.S.O., C. 5,892 

Y^'ilton (Wilts), 8,632 

Lem, Layper Morse, L. ... 4,372 
James Arch. Morrison, 0 . 3,548 
Wilts : see Ohippenham, Crick- 
lade, Devizes, Westbury, and 
Wilton. 

Wimbledon (Surrey), 23,702 
(Bye-election 13 May, 1907.) 

Bt. Hon.H&nry Chaplin, C 10,263 
Hon. B. Russell, Women s 

JFranckise 3»*99 

^Yinohe&ter (City), 2,982 
Hon. Guy V. Baring, C. ... 1,322 
Chas. Arthur McCurdy, L. t,z'jz 
j Windsor, 3,210 

J ames Francis M ason, C. x, 504 
iCapt. Charles Clive Big. 

ham, C.M.G., h 1,376 

Y'irrall (Cheshire), 19,388 
William Hesketh Lever, L. 8.833 

^Joseph Hoult, C. 7,132 

Wisbech (Cambs), xi;,u33 ' 

Arthur Cecil Beck, L. 8,125 

Thomas Cheney Garfitt, C. 4,080 
WoKiNQHAJi (Berks), 13,083 
Ernest Gardner, C. ......... 6,075 

Lord Haddo, L 4,750 

Wolverhampton (E.), 10,058 
(Bye-election 5 May, 1908.) 
Geo. Rennie Thorne, L, ... 4,5x4 

L. C. M. S. Amery, C. 4,506 

Wolverhampton (S.), 4,506 

Sir Henry Forman, L 4,833 

Maj. Chas. Hyde ViRiers, 0, 4,137 
^VOLVERHAMPTON (W.), 12,207 

T. F.. Richards, Lab. ...... 5,756 

*Sir A. Hickman, Bt., V . ... 5,588 

WOODBRIDGB (Suff.), 13^538 
Robert Lacey Everett, L..., 5,527 
*Capt. E. G. Pretyman, 0 , 5,348 
Woodstock (Oxford), 9,985 

Ernest F. Bennett, L 4,585 

*Geo. Herbert Morrell, C. 4,144 
Woolwich, 17,870 

William Crooks, Lab. 9,036 

Maj. William A. Adams, €. 6,883 

Worcester (City), 8,460 
(Bye-election 7 Feb., 1908.) 
Edwd. Alf. Goulding, G.... 4^361 

Harold Elverston, L. ...... 3,069 

Worcestershire ( 1.), 18,769 
Bight Hon. Joseph Austen 

Chamberlain, C. 10,129 

J. Morgan, L. 5,763 

W0R0ESTERSHIR1(N.), 15,732 
John William Wilson, L.... 6,908 

W. R. Campion, C. 6,429 

Worcestershire: see also Bew^d, 
ley, Droitwich, and Evesliani. 
IVycombe (Bucks), 15,050 j 

Thomas Arnold Herbert, L. 6,839 i 

Seddon Cripps, C. 5,626 i 

Yarmodth, Great, 9,169 1 

Arthur Fell, C. ............... 4.071 ’ 

J. Martin White, L 3,83s ^ 

York (City) (2), 13,864 j 

Hamar Greenwood, L 6,4x3 j 

Geo. Denison Faber, C.B., C. 6,108 ! 
*John G. Butcher, k.c., C. 6,094 : 

G. H. Stuart, Dai) 4,573 1 

Yorksh.,E. R iding: seeBuelcrose, j 
Holderness, and Howdenshire. 
Yorkshire, North Riding : see ! 
Cleveland, Richmond, Thirsk 
and Malton, and Whitby. 
Yorkshire, West Riding: see 
Barkston Ash, Barnsley, Colne 
Valley, Doncaster, Elland, 
HaUamshire,Holmfirth,Keigli- 
ley, Moiiey, Normantoii, Os- 
goldcross,Otley,Pudsey, Bipon, 
Rotherham, Shipley, Skipton, 
Sowerby, and Spen Valley. 

iSEsIes. 

Anglesey, to , ho 
(Bye-eleotion 21 Aug., 1907.) 

Ellis Jones GHfith, L unop. j 

Arfon (Carnarvon), 9,948 ! 

William Jones, L 5,045 > 

Arthur Hughes, C, 2,533 

Brecknockshire, 12,235 i 

Sidney Robinson, L 5,776 ' 

Hon. R. C. Devereux, €.... 3,499 : 

Cardiff District, 27,057 1 

Hon. Ivor 0 . Guest, L. ... 12,434 ! 
('Sir Janies F. Flannery, C. 9,429 ! 

Cardiganshire, 13,215 ! 

Jf. L. Vaughan-Dames, L 5,829 1 

0. M. Richardson, C. 2,960 i 

CARMARTHEN DISTRICT, 6,258 

W. L. Williams, L 3,902 

Hon. Vere B. Ponsonby, C. i,8c8 
Carmarthenshire (E.), 10,746 
Abel Tho 7 nas, K.O., L. ... mmp. 
Carmarthenshire (WL), 9.321 
(Bye-election 26 Feb., 1908.) 
Jo/m L. Alorgan, K.C., L. imop. 

Carnarvon District, 5,668 

Rt. Hon, D. L. Georac, L. 3,221 

R. A. Naylor, C, 1,997 

Carnarvonshire : see Ai-fon 
and Eifion. 

Denbigh District, 4,755 
Allen Clement Edwards, L. zAvi 
*Hon. Geo. T. Kenyon, C 1,960 
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! IkKMltianHinUE *5,670 

13 April, *909.) 
fr. }li‘it'0)h’s'di\ K.C., 

' dd. 6,265 

Sir FosWr Bt., €. 3,544 

' T SEN' ItlU HSIflUK 9,^1 , 

. .SVr JnCK IJ, !k>h-rt% Barf,, ^ 

1. vmp, 

Eifjon (C'firnurvon), 9,373 : 

; (F.> e-eleotion s s^-) ! 

: Ellin \MUUim Baries, L. unop.\ 

Flin't I)i:stric’T, 3,659 i 

Th^<)7ian H, IT”. I(frU\ L ... 1,899; 


. Tim Mouse' qf Vmmom, 


AberdbeK' City (S,), 13,053 
(Bye-election ao Feb., *907. ) 
9eo, Bimie EsnUimnt^ h. 3,779 

Ronald McNeill, 0. 3,4x2 

F. Brainley, Bab. 1,740; 

ABERDEBKSHiriE (East), 22,509 j 
(Bye-election 28 J'eb,, 1906.) | 

James Murraiu B. miop. 

ABERBEENSHIRE (VYest), 10,704 
J. McDoimld Henderson Jj. 5,949 
Ronald McNeill, C 2,79* 

AEGYLLSHrRK, Il,3l6 j 

J. StirluM Ainsworth, L.,.. 4,So7 


' .lohrs E. Bankes, K.C., C.... 1,523, A. C. Hutciiinsou, C. ... 3,012 
Flin't.shire, 11,892 i Avr district, 8,031 

! {Jnhn. IBrhtni. Beuis, L.... 6, zgs^' George Eounger, C. SiJ®® 

' Col. Harold Ed ’.vards, C. 3,57a , '‘Joseph Dobbie, !* 3,505 

Ol.A^[ORaANSIIIRE(E.), 20,388 i *5»597 

; Sir Alfred Thnmm, L. ... nmp . ! Hon BE. A. E.Coehrane, t, 5,603 

( Bj I -elecUon 7 1 tli. , 1908. ) , Ayrshire (SouthX 17,497 


. Sir Samuel T, Ermis, K.C., 


Ei>iNBtrRaH(Gity)(CeFtml), 6,926 
Charles E: Price, L, 3,935 
Capt..J. D. G. .Walker, C. 1,857 
Edinburgh (Giity) (EastX 11,7x0 
(Eye-election 16 April, 1909.) 
Sir Jos. P. Gibson, Bt., L. 4,527 

E J. Ford, C. 4,069 

Edinburgh (City) (South), 18,789 
(Bye-election 4 jMarcii, 1909.) 
Arthwr Dewar, K.C., L. ... 8,185 

Harold B. Co.x, C. 6,964 

Edinburgh (City) (West), 9,232 
(Bye-election 17 May, 1909.) 

Jas. Avon Clyde, K.c unop. 

Edinburgh (0,732) and St. An- 

DRJBIYS(l ,399) U NITERSITIESi 1,13s 
SirJno.BattgTuke,u.Ty., C. 4,893 
J.St.Loe Striichey,^ (Ind.) 2,310 
Edinburghshire (Midlothian), 
15,711 

Lord Dalmeow, L 


8,348 

W. Phipsmi Beale, K.C., L. 7,8531 Elgin* District, 4,867^* ^ 
John E. Sutherland, L. ... 2,742*} 
B. Mackenzie, C. ............ 786 


^ 6,6ii 

; Clanobgansihre (.>.), 20,541 | Banffshire, 8,xs8 

i Willmm Brace, ■ Lab 10,514; I'Bve-election r6 Feh loo*? 'i 1 r, 0 ■xr / « - 

•ConV.H.W..(!ui„.C.B.,C. ISorfS’ 

(SlAMOKOASbHIKP. : See alsoiWilliiunWhitelaw, C. j gsjr” 

BEEwicKaHijiE, i,’s 46 


Gower, and Rhondda. 


Gower (Giaiuoi’gan), 13,624 


Harold John, Tennant 


2,97S 


, J. WilMnis, Lab,':,...::...:. 4,841' Fitzroy Bell, G. 1,624 

- r. J, William.S, X J,5.4a,BLACKPRIARSA:HUTCHESONTOWxN 

Ernest Helme, C i,p9 ^ lab^ 7 284'^- Gilmoiu*, Lab. 

Haverfordwest : see Pembroke. , % ’ ' ' ! i Pifeshire C 


I^lERIONETHSHIRE, 9,805 
Sir .4. Omood Williams, 

: BL, L. U}iop. 

! MERTHVn TYDFIL (a), 21,438 
i Band Alfred Thomas, L. 13.071 

I *• ... r __ lo_ 


Falkirk District, 12,068 
J. A. J/. Macdonald, L . ... 5,158 

H. S. Keith, C. 3,176 

*,763 


! 7 (X 


*AiKirew’^ Bonar Law, C. ... 2,974 
Andreev D, Provand, X. ... 2,058, , 

BRIDGETON (Glascrovv), 11,421 I 
John W. Cleland, L 

»Rt.Hn.C.S.Diek.son,K.c.,C.4,oi9!-^^^J- cnlmour, C. 


Fifeshire (Eas^, 9,998 
rhert Henry 
(Prime 


.fames iPir Hardic, Lab. 10,187, 

Ff. Rodeliffe, L J’i 

Montgomery Distiuct, 3,313 1 Caithness-shire, 4,091 


• 4.723 

, 3,279 


Fifeshire (West), 13,272 

John Deans Hope, L 6,692 

N elson B. Constable, W'. B,,C. 


; SirJm.Davif Iiee»,Vi.Q:\\Q., jj^. HarmsivoHh, L. 2,686 

1 t ‘**V x-S4x|Bir K. A. Fraser, Bt, 0. ... 483 

CdI. E. Pryce- Jones, C. ... 1,458 Camlachie (Glasgow), 10,174 
, M0NTOOMERY.SHIRE, 7,843 U?<?a;awd<;rC'rrm,(7.<nowX.)3,xi9 

, DavU Dames, L uayp. iW. M. R. IMngle, h 2,871 

Pembroke and ilAVKRFORD-!'^. Xa6. 2,568 

WEST District, 7,150 i Clackmannan and Kinros.s ; 

: Sir Owen (brnby Philipps, ! Shires, 7,9x9 | 

i K.C.M.G., X. t,sy6,Ut.Ho}i.EugcmWason,L. 4,027; 

* Ma|, -G en. Sir Reginald P(}le- i »w?ea Avon Clyde, k. 0. , C. 2,648 i 

* Care w, K.c. JL, C. 2.527 1 College (Ghnsgow), 15,741 

! Pembrokkshirk, 11,331 \He7iry Anderson Waft, L. 7,359 

: (Bye-election x6 Julv, 1908,) i*Sir J. S. -Max well, Bt., C. 5,676 
} IM, X.... 5,465- Dumbartonshire, 16,335 

i J. Lojt Williams, 0. D. White, L. 7.4o4L%> — ... , ........ 

: Radnorshire, 5,466 -Henry Brock, C. 6,937! Professor A. F. Miirisoii,X. 2,450 

i Sir Frank Edirards Bt.,l. 2,186: DUmfrie.s Dlstrict, 3,984 jProf.lV.R. Smith, C. (Ind.) 1,240 

; C. D. V, Llewelyn, u. 3,0111 (Byc-eleotion 20 July, 1909.) Gotan (Xanark), 17,538 

I RHONDDA (GlfinK»rgan>, 15,181 1 ^ 1,877 Xo&erf Dan C. 5,224 

1 WnUmn Abraham, Lab.'.,, ^ 


- X.778 

Forfarshire, 12,778. 
(Bye-election 27 Feb., 1909.) 

Jarnes Falconer, L 6,422 

R. L. Blackbui'n, K.c./C,... 3,970 
Glasgow (Central), 15,081 
(Bye-election 2 March, 1909.) 
^Rt. Eon. Chas. S. Dicksoii, 

K.C., C. 7,298 

Thos. Gibson Bowle.s, X. ... s,x8s 
Glasgow': see also Blackfriars 
and Hutchesonto-wn, Bridge- 
ton, Camlachie, College, St. 
Eollox, and Tradeston. 
Glasgow' (6,554) and Aberdeen 


(3,991) Universities, 10,545 
r iienry Oraik, C. 3,543 


, 9,394 


SWANSEA District, 11,908 | a&ta 

SirBrymnarJo7ws,K.Q.,L unop. I y. H.^lii[foUBrowno, T' tUst 

Swansea Town, XI «3o | Dundee (City) <2), 19,041 

Sir GtAtrge SewiWs.JitfL. 5.S3Si-4Ze!ra.nder Xa&. ... 6,833 

(Bye-election 9 May, 1908.) 

§RL Hmi, Wi 'jS., Chtmkili^'^ ' 


Col. J. R. Wright, C 4,08* 

S'rullanlr. 


L, 


Ammm 19,53* SirGeoi^e W. Kflitpr, ( 7 , .4 37® 

CHpt, D. Jirtmfj Pirk, L. H. Stuart, J oL 

Kw««dy, % ... *,934,1. Sorymgeotjr, Pr&MU^ 


M..., Mftltiiwt, Barrie,,, C. .... , , ,93*!.. UQumt., 


J. Hill, Lab 4, 

Greenock, 7,821 

Halley Stewart, L 3,596 

♦James lieid, C. 3,254 

HADDINCTONSHIIffi, 7,224 
Rt. Hmi. Richard Burden 

Haldane, K.C., L 3,460 

G. Craig Sellar, C, 

Hawick District, 5,968 
(Bye^election 5 Alarbh, 1909.) 
Sir Jm. JJ. Sarrmi,jBt., L, 3, ‘ 


65s H. J. Mackinder, C. . 


2,508 
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iNtEHNESS BtS'S-EIGT, 4,54? 

John Annan Bri/ee, L a»304! 

Hon. Sir H. Bannatyne 
Finlay, g. C. m, g. , k. C. , Q. tyj46 
INYEENBSS-SHIRB, 9,957 
Su*J ohnAUx, DevMr,Bt. ,L. 3,918 

L. H. Strain, C. i,8to 

Kilmarnock District, 16,024 
Admn R. L.... 8,368 

Thomas McIntyre, C 5,743 

KINCARDINESHIRE, 7,119 
(Bye-election 25 April, 1908.) 
Capt. Hon. A.C.MurmyJj. 3,661 

Sidney J. Gammell, C. i»s63 

Kirkcaldy District, 7,943 
Sir Janu'.B Menr\! Dalziel, L. 4, 659 
A, H. B. Constable, LL.B., C. 1,4x0 
ItlRKGUDBRIGHTSHIRF, 5,829 
Maj. Gilbert McMieking, L. 3,7x5 
*Sii’ Mark J. MacTaggart- 

Stewart, Bt., C. 3,418 

Lanarkshire (Mid), 15,375 

Jamefi Caldwell, L 7,346 

Capt. DimcanF. Campbel I, C. 4,470 

A. S. Gibson, Ind 758 

Lanarkshire (K.-East), 19,738 
Alexander Findlay, L. ... 6,436 
Hon. Hugh Fredk. Ilislop 

Elliot, a 4,838 

J. Eobertson, £,ab 4,658 

Lanarkshire (K.-West), 16,814 
Wm. Mitchell-Thomson, C. 5,588 
*0. Mackiunon Douglas, L. 4,9x3 

J. Sullivan, Lab. 3,291 

Lanarkshire (South), 9,950 

Sir Walter Memies, L 4,8x6 

J. Dennistoun Mitchell, C. 3.541 
Lanarkshire : see also Govan 
andPartick, 

Leith District, 16,974 
R, C. Munro-Fergumi, L. 7,677 
Frank T. Cooper, K.C., C.... 4,865 
Linlithgowshire, 10,301 
Et. Hon. Alexander Hre, 

K.G., L. 5,383 

Patrick Eose-Iunes, C....... 3,761 

LOTHIANS : East, see Hadding- 
ton ; Mid, see Ediiihurgh- 
shire ; West, see Linlith- 
gowshire. 

Montrose District, 8,205 
(Bf'e-election xa May, 1908.) 
Robert VernonHarcourtiL. 3,083 

J. Burgess, Lab... 1,937 

A, H. B. Constable, C . ...... 1,576 

Orkney & Shetland, 7,680 
J. Catheart Wasofi, L . ...... 3,837; 

C. Dunlop, C 1,021 

PAXSLEI, 13,179 
John M. MacCalium, L. ... 5,664 

J. A. D. McKean, C. 3,594 

R. Smillie, Lab 2,483 

Partick (Lanark), 31,411 

Robert Balfour, L 9,477 

*Et. Hon. X P. Smith, C.... 7,960 
Peebles &• Selkirk Shires, 3,830 ! 

Master of Flibmik, L. i,95S 

*Sir Walter Thorburn, O... 1,549 
Perth (City), 5,419 
(Bye-election 13 Feb., 1907.) 
Sir Robert FuUar, L unop. 


Perthshire (East), 7,825 
Rt. H&n.T.R.Bmhanan, L. 3,738 
Marquess of Tullibardine, 

M.v.o., ».ao,, C.,.. ......... 3,648 

Perthshire (West), 8,401 
Laxid C. Mrskbie, L. ...... 3,890 

*John Stroyan, O. 3,087 

Eenfrewshire (East), 16,797 j 
Sir Robert Laidlaw, L. ... 6,896! 
*Sir Michael Hugh Shaw- I 

Stewart, Bt., CX 6, Sox 

Renfrewshire (West), 12,079 ; 
Sir Thos, GUn Glen^Ooatg, \ 

Bt, L 5,858 

J. C. Cunninghame, C....... 4,490! 

Boss ANI> CROMARTY SHIRE, 1 
8,ioz 

Jas. Galloway Weir, L. ... 3,883 

J. C. Watt, K.C., C. 1,773 

Eoxbhrghshire, 5,884 
Sir J.Jardine, K.C.I.E., L. 3,829 
SirB. J. Waldie-Griffith, C. 2,5x4 
St. Andrews District, 3,347 
Maj. William Anstmther- 

Gray, C... 1,495 

’»'Capt. Ed w.Chas. Ellice, Z/. 1,472 
St. BOLLOX (Glaspw), 19,309 
Thos. McKinnon Wood, L. 9,453 

*John Wilson, C. 6,045 

Stirling District, 7,558 
(Bye-election 33 May, 1908.) 
Arthur A. W.H.Ponsord)y ,L.2,S'7Z 

Wm. Whitelaw, C 3,513 

Stirlingshire, 18,943 
Donald Mackenzie Smeaton, 

C.S.L, L 9>47S 

Marquess of Graham, C. ... 5,806 
Sutherland, 2,8x4 
jjdpheusCleopkas Morton, L. 1,383 
^Eredk. Neville Sutherland 

Leveson-Gower, C. 933 

Tradeston (GUasgow), 10,449 
Arehbd. Carmron Corbett, L. 4,416 

D. M. Mason, L. 4,063 

A. Bosenthal, C. 245 

Wick District, 3,887 

Sir Arthur Bignold, O. 1,362 

W. Thomson, L 1,366 

Wigtownshire, 5,698 
Viscount DalrympU, C. ... 2,866 
Capt. Walter Waring, L.... 3,137 

irdsntr. 

Antrim (East), 8,6 m 
Col. Jas. M. MeCalmont, (f. 4,496 
MaJ. Heniy B. Beddoes, L. 2,145 
Antrim (Aiid), 3 

Bon. R. Torrens O' Reul fC. 3,367 
Col. Yerschoyle, C. (Md.) 2,577 

ANTRIM (North), 7,829 
R. Graham Glendimiing, L. 3,757 
*Wm. Moore, jun., K.C., C. 3,969 
Antrim (South), 9,960 

Chas. Curtis Craig, C. ump. 

Armagh (Mid), 6,974 
Jno. Brownlee LommU, C. unop. 
Armagh (North), 7,555 
(Bye-election 16 Nov., 1906.) 

” ’ L,K.C.,a 4,3 


0 WilUamMooreJwi. ,K.Q.,(J. 4,329 
Lindsay Crav/ford, C.{Ind.) 1,433 
Armagh (South), 7,034 
(Bye-election 5 Nov., 1909.) 

Dr. C. O'Nem, N. 3,^60 

B. Best, C . ..................... 1 ' ‘ 


Belfast (East), t6,oojfe 
Qustavim Wilhelm Wolff, C. ump. 
Belfast (North), 12,065 
(Bye-election 17 April, 1907.) 

George S. Clark, C. 6,031 

William Walker, La& 4,194 

Belfast (South), 9,538 
Thomas li. Sloan, C. (Ind.) 4,450 
Bt.Hon.Lord A. W. Hill, C. 3,634 
Belfast (West), 8,891 

Joseph Devlin, N. 4,138 

Capt. X B. Smiley, C. 4,133 

A. M. Carlisle, L 153 

Bier (King’s Co.), 4,512 

Michael Reddy, F. unop. 

Carlow (County), 5,881 
(Bye-election 3 Feb., 1908.) 

Wm. McM. Kavanagh, F. unop. 
Cavan (last), 8,946 

Samuel Young, F, u7iop. i 

Cavan (West), 8,897 
Vincent Paul Kennedy, F. unop. 

Clare (East), 8,585 
Wm. IT. K. Redmond, F. unop. 
Clare (West), 8,854 
(Bye-election 3 Sept., 1909.) 
Arthur Alfred Lynch, F,..,unop. 
College Green (Dublin), 9,256 
./oseph P. Fannetti, F. ... unop. 
CONNEJIARA (Galway), 6,438 

William O'Malley, F, nnop. 

Cork City (2), 13,605 

Augustine Roche, N. unop. 

(Bye-election x May, 1909.) 
MauHee Hcaly, F. (Ind.)...4,y$6> 

George Crosbie, F 3,547 

Cork County (East), 6,372 
Anth. J. C. Donclan, F.,..ump. 
Cork County (Mid), 6,894 
(Bye-election 31 Dec., igcSs.) 
Daniel D. Sheehan, F. ... unop. 

Cork County (North), 6,038 
J. Christopher Flynn, F, ... imop. 
Cork County (N.-East), 6,497 

William Abraham, F. .UQiop. 

Cork C«ounty (South), 6,14a 

Edward Barry, F ^mop. 

Cork County (S.-East), 6,903 

Eugene Crean, F. uno-p. 

Cork County (West), 5,863 

James Gilkooly, F wnop. 

Derry (North), 9,463 

Hugh T. Barrie, C. 4,806 

Arnold White, C. (Did .) ... 3,699 
Derry (South), 8,3x3 

John Gordon, K.a, C. 3,843 

S. B. Keighley, ll.d., L. ... 3,763 
Donegal (East), 5,704 

a McVeigh, F. ..T Vnop. 

Donegal (North), 6,917 

Philip O'Doherty, N. unop. 

Donegal (South), 6,189 
John G. Swift MacFeill, 

K.C., W....... u/nop. 

Donegal (West), 6,958 
Hugh Alexander Law, F. unop. 
Down (East), 8,072 

Capt. James Craig, C. 4,011 

Mames Wood, C. (L»id.) ... 3,341 
Down (North), 9,552 
Thomas Lorimer Corbett, C. 4,878 
A. A. Adams, C. (Ind.) ... 3,603 
Down (South), 8,036 
Jeremiah MeVeM,gh, F. ... 3,910 
Peter Kerr Smiley, C. 3,362 
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Th Emm of Cmmiom, 


Jio\vx OWat), 8,, 


'?t), 8,33* 1 KTT/KENNY (Comity) (S.), S.002 

.-tie/i 20 .M'uKli, 1908.) i (Byc-eleetion xo Aiig., igog.) 

H' .)!eheuqh MxtiCfdw.C, 4^, oSt \Matfn*iW Keating, ^ 'luwp, 

A. 3,760 Kings Co.: see Bin’ (feTiillamore. 

ill I,: n < '11V f.«!a.Iie«e flrecn, j , 

I’r*.. . -in.i sj P'ifri<‘k’=i ,Franm Edit'd. MemmhM. 2 , T^oz\ 

UU'<U, ana M iatrn ks. ; *ciias. J. Dolan x,iS 7 

IHIM (kuliiity) (North), 13.96^, Leiteim (South), 5,971 

Jus^eph Ctannu 1 Smith, K. unop. 

; I fv uLV; i Cl )unty) (S. nith), 10,549 ' xqix (Queen’s Co.), 4,867 

, i}PJ. Ihnh ir, //. Lumi, C. 5,269,^^ AFeechan, JSf. unop. j 

K. Ha/irton, A 3,9261 LmERICK (City), 4,470 1 

, Driii.r\ HAiiarnihlin City), 8,813 ;’A(d MichaelJoyce, N. ... unop. 
fumihitl Ha,'ti'ihjton,N. 3,616 LIMEEICK (County) (East), 7,331 


J. L. Mahon, C, 866 

Ih'BLrx rNHTRr'ITr (*), 4,76a 
' lltJlosi. Sir' Edward Henry 

VarAm, K.c.,6'. tmo-p. 

' PJ. Hun. Jauu-s Henry 
Mnrmi Campbell, K.o.,C. ump. 

I Fermanagh (Korth), 5,083 
G. Prtherfionhaiiah, C. ... 2,419 
' ^Eihvani Nritehell,C. (Tmi.) 2,331 
FER.\f ANAGH (South), 5,369 

, Jeremiah Jordan, K. ump. 

CaewaY (City), 2,ao2 
(Bye-election 3 Kov., 1906.) 

, Stipfien h. Gu'pnn, N. 983 

! t;aht.S!ia\ve-Tayk)r,iV.(/n(?,) 559'' 


(Bye-election xo June, 1909.) 

Thomas Litndon, N. 3,664 

John Moloney, S. (Jnd.)... x,686 
Limerick (County) (West), 7,673 
Pat. J. O'Shaughnessy, N. unop. 

Londonderry (City), 5,845 
Afarqurss o/BamfUon, 0 . iinop. 
Londonderry Co. : see Deny, 
Korth and South. 
Longpoed (North), 3,669 
James Patrick Farrell, N. ump. 
Longpoed (South), 3,747 
(Bye-election 6 Sept., 1907.) 

John Phillips, iV. unop. 

Louth OTorth), 5,830 


(i..i^.EWAY (County) (East), 7,197 . TimaJiyAT, Mealy, k.c.,N: unop. 

Ji.hn Piwhe, N unop. louTH (South), 4,997 

CrALWAY (County) (Nru’th), 7,689 Joseph Kolan, K. uncp. 

(Bye-eleetion 38 Feb., 1906-) } SIayo (East), 8,025 


Pkhitrd Hazleton, K. ump. 

i.’AUVAY (County) (South), 6,363 
mUiam John huffy, N.... unop. 
CaUV.U'C’o. : see als‘ >Conneinara. 
Kerry (East), 5,611 

John Murphy, JS 2,185 

E. O’Sullivan, K. 2,131 

Kkuky (North), 5.664 
Mkh. Jiweph Fhtn'n. X.... unop. 
Kkrhy (South), 5,993 

John I'ius Holaiui, N unop. 

K ERUY (West), 5,826 
Thomtht (Fhonnell, X. ...... unop. 

Ks{.l>AEK(Niorth), 4,843 

John tyVonnor, X. unop, 

KauARE (South), 5,164 

ht nt'^ Kilhrtde, X unoiK 

KH.KRNN'YCCity), 1,533 

Putriek tyBrien, X unop. 

Kaiii’NNY (County) (N.), 5,162 
( }{>■» cJeotion 3 March, 1906.) 
Mkhttel Meuyher, X... tmop. 


John Dillon, JX.. ump. 

Mayo (Horth), 7,027 

Conor O' Kelly, X. ump. 

Mayo (South), 8, no 

John O'Donnell, W. unop). 

Mayo (West), 8,941 

Rohn t A rnkrose, X. unop. 

Meath (North), 5,615 

PatncK Whyte, X. ...ump. 

Meath (South), 5,825 

David Sheehy, N. .unop. 

Monaghan (North), 6,334 
(Bye-eleetion ao June, 1907.) 
James C. R. Lardner, X, unop. 


Monaghan (South), 6,624 
n, X. ....... 


unop. 

803 


John AfcKean, 
i NEWRY, 1,905 

John Joseph Afooucy, X'.... 

’^Patrick Ceo. llamilton 
Carvill, X. (Incl.) ......... 735 

O.8SORY (Queen’s Co,), 4,824 

William Delany, X unop. 

Queen's county: see Leix, and 
Ossory. 


EoscoMMON (North), 8,637 

James J. O' Kelly, iV. ump. 

Eoscoaoion (South), 8,811 
John Patrick Hayden, N. ump. 
St. Patriok’.s (Dublin), 8,300 

WUliam Field, X. ...ump. 

St. Stephen’s Green (Dublin), 

8,816 

Lawrence Ambrose WaMron, 

X. ..■■4,05s 

William Ireland, C. 3,581 

Sligo (North), 8,08a 
(Bye-election 5 Aug., 1909.) 

Thomas Scanlon, X. unop. 

Sligo (South), 7,273 

John O'Dotvd, X, unop. 

Tipperary (East), 5*379 
Thomas Joseph Condon, X. unop. 

Tipperary (Mid), 5,097 
KemlalBdmundO'Bri£n.,X.ump. 
Tipperary (North), 5,659 

At. Hogan, X. unop. 

Tipperary (South), 5,093 

John Cullina. 71 , X. unop. 

TULLAMORE (King’s Co.), 4,605 
Edmund M. Burke, X. ...unop. 
Tyrone (East), 6,399 
(Bye-election 25 July, xpo6.) 
Thomas Atichael Kettle, X. 3,019 

W. J. MacCaw, C. 3,000 

Tyrone (Mid), 6,79s 
George Aturnaghan, X. ... unop. 
Tyrone (North), 6,230 
(Bye-election 8 March, xw.) 
Redmo)idJohnBarry,'K.Q. , L.3,013 

Denis Henry, K.C., O'. 3,006 

Tyrone (South), 5,982 
M. Hon. T. W. Russell, L. 2,954 
Andrew L. Horner, K.C., C. 2,671 
Waterfor d (City), 3,354 
JoImEdward Redmond.X. ump. 
Waterford (County) (E.), 4,043 
PatHok Joseph Power, X'. unop. 
Waterford (Co.) (West), 4,426 
James J ohn O'Shee, X. . . . ump. 

’Westmeath (North), 5,297 
Lawrence- Gintiell, X". ......unop. 

Westmi]Ath (South), 5,958 
(Bye-election 13 April, 1907.) 
Sir Walter R. Xugent,Bt. ,N. ump). 

W EXFORD (N orth), 9, 010 
Sir T.H, G, EsmondCjEt ,X. unop. 
Wexford (South), 8,602 

Peter Ffi'cnch, X\ vno^). 

'Wicklow (East), 4,991 
(Bye-election 39 July, 1907.) 

John Aluldoon, iV unop. 

Wicklow (West), 4,406 
James O'Connor, X. unop. 


PARUAMENTS SINCE 1837. 


Aa'si Mub}eci ~ 
Owen 


Nov. 15, 
Ang. 19 * 
Nov. 18, 
Nov,, 4, , 
April X, 
May 3*, 

Feb. 1, 
Ik’t;. 10, 


1841 

1847 

185* 

s 8 s 7 

1859 

x866 

1868 


Maii-hs, *874 


Victoria. 

June *3, 1841 
July 33, 1847 

July 1, 1853 

March x, xSsy 
April 33, 1S59 
July 6, 1865 

Noy. XX, x868 
Jan. *6, 1874 

March 33, x88o 


Duration. 


Assembled. 

■■BissolYed.:', ■: 

Duration, 

\r{i. M. D. 


Qimn 

Victoria. 

Yrs. AL D, 

3 7 9 

xo 

April 29, i 38 o 

Nov. 18, 1885 

5 6 20 

$ X* 5 

XX 

Jan. X3, 1886 

June 36, s886 

0 5 15 

4 7 *4 

4 4 x 8 

X 2 

Aug. 5, 1886 

June 38, 1892 

S 10 24 

x 3 

Aug. 4, 1892 

July 8, 1895 

2 XI 5 

X XX 33 

X 4 

Aug. tz, ' 1.895 ■■ 

Sept. 25. *900 

5 X X 4 

■6 ■ X 6 
« 9 X9 

*S 

Deo. 3, 1900 

, Jan. 8, 1906 

1 Edtmrd VXI. 

S X <S 

5 * 

' X 

Feb. 14, 1901 

Jan. 8, 1906 i 

4 X 6 

■ 0 , ■ . 0 X9 

2 

Fea 13, 1906 i .Tan. and Feb., 1906. j 
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Abraham, W. {hob.) .,Mondda 
Abraham, W. (N) ... Cork, N„E. 
Aclimd, E. D. (L) Richmond, Yorks \ 
Adkins, W. R. {L'^..>,,.Middleton\ 
Agnew, G. W. (L) ... Salford, If.j 
Ainsworth, J. S. (L) Argyllshire, 

Alden, P. (L) Tottenhanv 

Allen, A. A. (L) Chfistchurch] 

Allen, C. P. (i) Stroud 

Ambrose, Dr. E. (A) ...Mayo, ir. 

! Anson, Sir W. R., Bt. (C). 

I Oxford University 

I Arkwright, T. S. (C).... ..Hereford 

j Arniitage, R. {L)... Leeds, Central 
Armstrong, W. C. Heaton- (A) 
Sudhury 

Ashley, W. W. {€) Blackpool 

Ashton, T. C. {Li) Luton 

As(iHith, Rt. Hon. Herbert Henry 
(Prime Minister) (L) Rife, E. 

Astbury, J. j\I. (L) Southport 

Baker, J. A, (L) Finsbury, E. 

Balcarres, Lord (C) Chorley 

Baldwin, S. (C) Bewdley 

Balfour, Rt. Hon. A. J. (0) 

City of London 

Balfour, R. (L) Fartick 

Banbury, Sir F. G., Bt. (G) 

City of London 
Banner, J. S. Harmooa-(0)Er?erfo?r 

Baring, G. (L) Wight, Isle of\ 

Baring, Hon. G. V. (G) Winchester 
Barker, Sir J., Bt. (L) ... Penryn 
Barlow, Sir J. E., Bt. {L)...Fro7ne 

Barlow, P. (L) ....Bedford 

Barnard, E. B. (L) Kiddcimvinster\ 
Barnes, G. N, {Lab. )Glasgow, Bfrs. 
Barran, Sir J. N., Bt. {d)IIam'clc 

Barran, R. H. (A) Leeds, F. 

Barratt, SirF. Lay land-, Bart.(L); 

Torquay, 

Barrie, H. T. (0)....... ..Derry, F. 

Barry, E. (F)... Cork, S. 

Barry, R, J., K.c. (L) Tyrone, F. 
Beach, Hon. Michael H. Hicks- 

, (G) Tewkesbury 

• Beale, W. P. (L) Ayrshire, S. 

' Beauchamp, H. W. (L) Lowestoft 
Beaumont, H, (L) ... Eastbowfnel 
Beck, A. 0. (L) ............ Wisbech 

Bell, Capt. E. F. M..(C) AshburUm 

Bell, Richard (Lab.) Derby 

Bellairs, Lieut. C.* R.N. (L) 

Kinfs Lynn 

Belloc, H. (L) Salford, S. 

Beim, Sir J. W. (L) ... Devonpoi't 
Benn,W.W. (L) St. George (T. H.)\ 

Bennett, E. N. (L) Woodstock] 

Benidge,Y.'H..D.(L)Wa'rwick L. 

Bertram, if. (L) Hitchin 

Bethell, Sir .1. H. (L) ...Romford 

Bethell, T. R. (L) M'aldon , 

Bignold, Sir A. (C)...Wick Bu7’ghs\ 
Birrell, Rt. Hon. A.(L)Bnstol,F . ' 
Black, Arth. W. (L) Biggles^mde 

Boland, J. P, (N.) Kerry, S. 

Bottomley, H.W. (L) Hackney, S. 

Boulton, K 0. F. (Zf) Ranisey l 

Bowerman, C.W. (Lab.) Deptford 

Bowles, G. S. (G) Fonoood 

Brace, W. (La.b.)Glamorgansh.,S, 
Bramsdon, Sir T. A. (Lj 

Portsmouth 
Branch, .T. (Z) Enfield\ 


Bridgeman, W. C. (O') ...Oswestry 

Brigg, Sir John (Z) Keighley 

Bright, J. A. (Z). Oldham 

Broadley, Col. H. B. Harrison (G) 
Howdenshire 

Brocklehurst, Col. ^F. B. (Z) 

Macclesfield 

Brodie, H. C. (Z).... ...Reigate 

Brooke, G. S. (Z) Bo%o & Bromley 
Brotherton, E. A. {€) ...Wakefield 
Brunner, Rt. Hon. Sir «T. T., Bt. 

(Z) Northnvich 

Brunner, J. F. L, (Z) Leigh 

Bryce, J. A. (Z) Inverness District 
Buchanan, Rt. Hon. T. R, (Z) 

Perthshvre, E. 
Buckmaster, S. 0. (Z) Camb^-idge 
Bull, Sir W. J. (OHamimrsniitk 

Burke, E. H. (N) Tullamore 

Burns, Rt. Hon. J.(Za&.) Battersea 
Bumyeat, W. J. B. (L)Whif£haven 
Burt, Rt. Hon. T. (Lab.)Morpeth 
Butcher, S. YL.(C)Cttmbrklge Univ. 
Buxton, Rt. Hon. S. C. (L) Poplar 

Byles, W. P. (Z) Salford, N.- 

Caldwell, J. (Z) Lanarkshire, Mid, 
Cameron, R. (Z) Houghton-le-Sp. 
Campbell, Rt. Hon. J. H. M. (G) 
D^ihlin Univ. 
Carlile, Col. E. H. (O') St. Albans 
Carson, Rt. Hon. Sir E. (G) 

Dublin Unix. 
Castlereagh, Visct. (0) Maidstotie 
Causton, Rt. Hon, R. K. (Z) 

Southwark, W. 

Cave, G. (G) Kingston 

Cawley, Sir F., Bt, (Z) P^'cstwich 

Cecil, E. (G) Aston Manor 

Cecil, Lord Rbt.(G)il/ arylebone,E. 
Cecil , Lord J. J oicey- (C)Stamford 
Chamberlain, Rt. Hon. A. (G) 

Worcestershire, E. 
Chamberlain, Rt. Hon. J. (C) 

Birmingham, W. 

Chance, F. W. (Z) Carlisle 

Channing, SirF. A., Bart. (L) 

Fortha^its, E. 
Chaplin, Rt. Hon. H. (G) 

WimbledoQi 

Cheetham, J, F. (Z) StcUybridge 
Cherry, R. R. (Z) Exchange, Liverp'i 
Churchill, Rt. Hon. AV. S. (Z) 

Dundee 

Clancy, J. J. CN) Dublin, F. 

Clark, G. S. (G) Belfast, F. 

Oleland, J. W. (Z) 

Bridgeton, Glasgow 

Clive, Capt. P. A.(G) Ross 

Clough, W. (Z) Skiptrm 

Clyde,J.A.,K.C.(G) Edinburgh, W. 
Clynes, J. R(Lab.)Ma7ich.,F.E. 
Coates, MaJ. F. E. (G) Lewisham 
Coats, Sir T. G. Glen-, Bt. (Z> 

Renfrewshire, W. 

Cobbold, F. T. (Z) Ipswich 

Cochrane, Hon. T. H. A. E. (G) 
Ayrshire, F. 
Collings, Rt. Hon. J.(<3 Bordesley 

Collins, S. (Z).... Kennington 

Collins, SirW.J.(Z>Sr«.Pmicra«, W. 
Condon, T. J. (JV) Tipperary/, E. 
Corbett, A. C.(L)Trade8ton, Glas. 
Corbett, C. J. H. (Z) E. Grvnstead 
Corbett, T. L. (0) ...Down, F. 


Cornwall, Sir E. A. (Z) 

Bethnal Gree^i, N.E. 

Cory, Sir C. J. (Z) .... St. Ives 

Cotton, Sir H. J. S. (Z) 

Nottingham, E. 

Courtbope, G. L. (G)... Rye. 

Coutts, W. L. A. B. Burdett- <C) 
Westminster 
Cowan, W. H. (L} ...... Guildford 

Cox, H. (Z.) Preston 

Craig, C. C, (G) Antrim., S. 

Craig, H. J. (Z) Tynemouth 

C*raig, Capt. J. (CO Devon, E. 

Craik, Sir H. (C).i.Glasgo7v Univ, 

Crean, E. "Cork, S.E. 

Crooks, AA'iUiam (Lab.) Woolndch 
Cross, A. (L) Camlachie, Glasgow 
Crossfield, A. H. (Z) Wa.rrmgton 
Crossley, Sir W. J,, Bt. (Z) 

Altmickam 
Cullinan, J. (F) ... Tipporiry, S. 

Curran, jP. F. (Lab.) Jarrow 

Dalmeny, Lord (L) Edinburghsh, 
Dalrymple, Visct. (G) Wigiownsh. 
Balziel, Sir J. H. (L)...Kirkealdy 
Bavies, B. (Z) Montgomeryshire 

Bavies, E. W, (Z) Eijion 

Bavies, AI. L. Vaughan- (Z) 

Cardiganshire 

Bavies, T. (Z) Fulham 

Bavies, T. H. (Z) ... Hackney, F. 
Bavies, Sir W. H. (Z) Bristol, S. 

Belany, AV. (F) Ossory 

Bewar, A. (Z) Edinburgh, S. 

Bewar, Sir ,T. A., Bt. (Z) 

Inverness-shire 
Bickinson, AA’’. H. (L) 

St Pa iicras, F. 
Bickson, Rt. Hon. 0. S. (G> 

. Glasgow, 0. 

Bilke, Rt. Hon. Sir C. AV., Bt. <Z) 
Forest of Dean 

Billon, J. (F)..... Mayo, E. 

Bobson, T, W. (Z) Plymouth 

Donelan, Capt. A, J.C,(F)'Co7'k,E. 
Boughty, Sir G. (C) Gt. Grimsby 
Boiiglas, Rt. Hon. A. Akers- (G) 
St. Auf/vstins"s 
Buokwoiih, Sir.T. (L)... Stock-port 

Bu Cros, A. P. (G) Hastings 

Buily, W. ,1. (F) Galway, S. 

Bumphreys, J. M. T, (C) 

Birnmmdsejf 
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I St,ea<hna,n, \V.< '.(f.ah.)Ch'rkenu',;ll 

! Stewait, 1E(X> Greenock 

’ St one, Sjr.r. P>,G0 Birmingham, K. 

^ Straehey, Sir Edwd., Bt. (X) 

; Somerset, S. 

' Straus B. S.<X> .........Mile End 

} StiauHS, K, A. (X) .Abingdon 

Stnart, lit, Hn.J. (B) Sunder t and 
SummerhelhT. {luhdSn nderland 
( SutherlHn(l,.EE.(X')/i7/tXi Burghs 
'rall«»t, Lord E. B. (O Chkhrster 
I Talipot, m. mi J.iUQOxford Un. I 


Waldron, I. A. (A) 

St. Stepken'’s Green 

Walker, 11. de 11. (X) Melton 

Walker, Col. "SV. H. (C) ... Widnes 
Walrond, Ihm. E. (C') ...TiveHon 

Walsh, S, (Lab.) luce 

Walters, ,E T. (X) BrighUide 

Walton, J, (X) Barnsley 

Ward, .E ( Lah.)... St okenm. Trent 
Ward,W, I>. (X) ...Southampton 
Warde, Colmiel C. E. ((*) Medway 
Wardle, G. J, (Lab.) ...Stockport 
Waring, Capt. W. (X) Banffshire 
Warner, T. C. T. (X) ...Lichfield 
Wiison, C. J. C. (X) Orkney d: 

Shetland 

Wasoji, Bt. lion. E. (X) 

Clackmannan tp Kinross] 


Wateiiow, D. S. (L) Islington, N. 


Watt, H. A. (X) College, Glasgoiu 
AVedgwood, J, 6. (Ly Newcastie- 


under-Lyme 
Weir, J. G. (X) Ross <£• Cromarty 
White, Sir G. (X) Norfolk, iV. TlX 
White, J. D. (L)Eumbartonshire 

VXiite, Sir L. (X) Buekrose 

Wliitbread, S. H, (L) ......minis 

Wliittohead, B. (X) ...Essex, S.E.' 
Wliitley, ,E H. (L)......... Halifax 

Whittaker, lit, Hon. Sir T. P. (X) 
Spen Valley 

Whyte, P. (iV) ....MeaHif N. 

Wiles, T. (X) Islington, S. 

Wilkie, A. (Lab.).... Dundee 

Williams, Sir A. 0.. Bt. (X) 

Merionethshire 

Williams, John (Lab.) Gower 

Williams, Col. E. (C) Dorset, IE. 
Williams, WE L. (X) Carmarthen 
Hist. 

Williamson, Sir A., Bt. (X) 

Elgin <£* Nairn 
■VVilloiigliby de Ercsby, Lord (C) 
Hoimcastle 

Wills, A. WE (X) Derset, N. 

Wilson, A. S. (C) Holdermss 

Wilson, Hon. G. G. (X) IDiU, W. 

Wilson, H. J. (X) .Holnifirth 

NUmn, John (Lab.) DurhamAUd 
Wilson, J.H. (Lab) Middlesbn'ough 
WlLson, J. WE (X) Worcester, N. 
Wilson, P. WE (L)St. Pmicrm, S. 
W1 Ison, WE T. ( Lab . ) Westhmghton 
Winfrey, 11. (X) ...Norfolk, S.W. 
Wintertoii, Earl (C) ...Horsham 
W^odehouse, Lord (X) Norfolk, M. 

Wl)]ff, 0. WE (O Belfast, E. 

W^ood, T. McK. (X) 

St. Itollox, Glasgow 
WortIey,Ilt. Hon. C.B. Stnart- (C) 
Hallani, Sheffield 
Wyndham, lit. Hon. Geo. (C) 

Dover 

Young, S. (iV)j,...,.. Cavan, E. 


Younger, G. (0) ......Ayr Burghs 

Yoxall, Sir J. B.(L)Nottgh'm.',W. , 


OFFICERS OF THE HOUSE OF COMrVIONS.™i;4S,x8o. 

Speaker, The Ht Hon. James William liowther, >f.R for Penrith l)iv. of Cumberland £s,ooo 

fbainnan of tbmimittecs. The Rt. Hon. Alfre«i Eimnott :<C2,Soo 

Deputy Chairman, Jame.s Caldwell -£^iiooo 

Temporary Chairtnen, The Rt. Hon. Charles Beilby Stuart Wortley ; Sir William Holland, 

Bart. ; Cliarles Fenwiek ; and Alfred Hutton unpaid. 

Pit rkoffheHnusetf Commons, ^iirCimrtcnAy I Childer.s ; J. Scott Porter; F. C Bram- 

Peregriiu* ilhert, K.e.B., K.C.S.i,, c.t.e., j well ; WE T. Leggo each ;^3oo to j^Teoo 

Palaee ot Westminster ;jC2,ooo ; Clerk in Charge of Accounts, C. L. Luckton...jr4oo 

Clerk Assistant, A. W. Nicholson, (f.B £t,soo \ Vole Offwe Principal Clerk, Philip Smith 

Second do., 'rieotias Lonsdale WVbster .,.;jCi^ooo , 

ihuneiped Ckrk Puhtir Bill Office, and Clerk i Serjeant-at-Arnis, Henry I). Erskine ,O.V.o. 

of the ffccs. Win. Giblsms, C'.b >£i,ooo ' Deputy Serjeant, Francis R. Go.sset j^8oo 


, Principal Clerk of Connniftees, Sir E. H. 


I Assisfatit do., Wlilter H. Erskine . 


..£6so 


j Boyle. Bart £t,ooo i Secretary to Speaker, Hon. Edward Guflv' 

1 Ckrk of the Journals, G. C. GitTard £i,2So 1 C.B. £500 

' " “ ' ’ 0'A«2>Z«»>bVen. Archdeacon Wliberforce,P.P.'S4Qo 

.umnsfi to Sfieak&r,Emesb'Moon, K..h...S..£t^60.. 


; Principal Clerk Private Bill Gffwe, John* 

Henry William Somerset £x,ooo 

Senior Clerks, C. AE Krere ; S. L. Simeon ; 

A. E Basont ; IE AVest ; H, A. Fargiison- 

Dmk ; A. H. Ellis £800 

Amdstant Clerks, F. AAE Bull; r. 
ATiliimns-Wyim ; William 1. Grey ; F. C. 
Holland ; J . AV. (I Borjd ; H. U Hawkins ; 

K. P, Colomb ; B. H, Fell ; E. E. 


Exanuner for Pnvate Bills and Taxing 

Officer, Charles Waiter Campion j^Soo 

Librarian, A. E. A. WE Smyth ...jCi.ooo 

^ , Vivian Kitto .. -* 


..jCsoo 


Comptroller of the Official Debates Staff, T. 

Dods Shaw £600 

Deputy do.i W. T. Perkins .................. gss© 
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Reconstructed 1903. Formed July, 190a. 

ArtlitiT 'l^ames BalfotiY Pmm Minister Arthur James Balfour. 

Earl of Halsbury ........................ jEf^A C7ia7M;<jZZor ......... Earl of Salsbury. 

Lord Ashbourne*...... Lord OhancBllor of Ireland Lord Ashbourne. _ 

Harquess of Londouderiy ............ Lor^jprmdetif o/f/i«CotmcfZ Duke of Bevbnshire. 

Marquess of Salisbury Lord PyrGy Beal* Arthur James Balfour. 

Aithur James Balfour First Lord of the Treamry... Lvihmlmim'Bhlioviv. 

EsS^Oawdor^^^^'^^*' Lord of tM Admiralty Earl of Selborne. 

Secretaries of SMe 

Aretas Akers-Douglas (z) Home Affairs ............... Aretas Akers-Douglas. 

Marquess of Lansdowne...... (if) Foreign Affairs Marquess of Lausdowne. 

HughO. Arnold-Forster (3) War Hon. St. John Brodick. 

Hon. Alfred Lyttelton ......(4) Colonies ........................ Joseph Ghamberlain. 

Hon.St.J.Brodrick(Visct.Midleton) (s) India Lord George Hamilton, 

Austen Ghamberlain Chancellor of the Bxelieqmr Charles Thomson Ritchie. 

Lord Stanley Postmaster-Genial ............ Austen Chamberlain. 



Presidents of Committees of the Council 

M^quet aemw.wmiam Baifour. 

GeS* WfflSSu'r Sovemmm Board....... Walter Hnme Long. 

Earl of Onslow I Rohert WUUani SCanhury (dec.). 

Hon. AiiwynFeUowes ....... ....... \ Earl of Onslow. 

Marquess of Londonderry ............ Board of Education Marquess of Londonderry. 

The above formed the Cabinet. 

Sir William Hood Walrond, Bt. Lanca.terY'^'^ 

Earl of Plymouth 

Treasury:--- 

Henry ‘William Forster ] {Henry Torrens Anstnither. 

Lord Balcarres }Jtmior Lords <Hon. Aihvyn Fellowes. 

Lord Edmund Talbot I IHenry William Forster. 

Victor Cavendish F{na,idal Secretary {H^SSliot"'^ 

Sir Alexander Acland Hood, Bt. ... Patronage Secretary... .....k... Sir Alexander Acland Hood, Bt. 

Sir Savile Crossley, Bt. Pam meter-GeneralZ . ....... 

Admiral Sir John Fisher -v Admiralty ( Admiral Lord 'VYalter Kerr. 

Rear-Admiral Sir C. C. Drury ...... | Commissioners for 1 Admiral Sir John A. Fisher. 

Capt. H. B. Jackson, iln. > tingtheOffwe of Lord Rear-Admiral W. H. May. 

Capt. F, S. Inglefield, R.N ( Admiral of Rear-Admiral John Diirnford. 

Arthur H. Lee (Civil) J Kingdmn ' Capt. Ernest G. Bretyrnan (CiviL 

Ernest George Pretyman ............ Secretary ........................... Hugh 0. Arnold-Forster. 

Parliamentary Under Secretaries 

Hon. Thomas Cochrane Borne Office Hon. Thomas Cochrane, 

Earl Percy Foreign Office Viscount Cranborne. 

Earl of Donoughmore Tfar Office............. Earl of Hardwicke. 

Duke of Marlborough Colonial Ofm {DiSTofilSomigh. 

Marquess of Bath India Office Earl Percy. 

Andrew Bonar Law Board of Trade Andrew Bonar Law. 

A. F. Jeffreys Local Government Board John Grant Lawson, 

Sir William R. Anson, Bt Board of Education Sir \Villiam R. Anson, Bt. 

W. Bromley-Bavenport Fina ncial Sec, War Off ice ... Lord Stanley. 

Lanv Officers 

Sir Robert Bannatyme Finlay, K.c. Attorney-General ......... 

vSir Edward Henry^ Carson, K.C, ... Bolidtor-Generdl 

Scottish Law Officers 

Charles Scott Dickson, K.0 Lord Advocate Andrew Graham Mun'ay, K.c. 

James Avon Clyde, K.c Solicitor-General Charles Scott IHckson, K.c. 

IRELAKD. 

Eai'l of Dudley Lord Lieutenant.. Earl of Dudley. 

John Atkinson, K.C AUomey-Genered John Atkinson, E.c. 

James Henry Mus3enCainpbell,K.c. Solieitor-GemTaZ JamesHenryMussen Campbell, K.o, 


Sir Robert Bannatyne Finlay, K.o. 
Sir Edward Henry Carson, K.c. 
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PrWJ 

I^rd Ilittk Chancellor ^ ^ ^ ^ , 

fi^trd PmNfcatMf^hcCMM Viscount Wolverhampton (J.C;S;L 

rw<f Privy Seal Earl of Crewe, K.d 

fhs^ Pordoffhe Trcttnlra The Prime Minister 

Fird Pctd dffhc AdwraltiJ BeginaM McKenna, K.c. 

l^vrefcfrirffiJSfm:— ^ ^ t a 

Ponip. A/faint Herbert .Tohn Gladstone ........i. 

Forclati^Atfati'fi Sir Edward Grey, Bari;.... 

C>iIotvcii Earl of Crowd, K.d...;.u ...... 

I * Bichard Biirdon Haldaiiej KiO. ....... 

fndfa Viscount Morley of Blackburn, o.Mi 

ChincdFr of the Exchvqih'r David Lloyd George 5,000 

Fecretani for ScotUnHi Lord Peatland 2,000 

f LiVaVeaaiU o/j Birrell, K.c 

Posfmmter-Gcmral Sydney Buxton 

PrcddcHtij of Committm of the. Couneit 

Board of Trade Winston Spencer Churchill 

Local QomrnomnJt Board John Burns ..... 

Board of Aijn'mllitrc Earl Carringhtm, K.Q 

Btmrd of FPhmitha Waiter Eunciman 

Chancellor of the Duchy of Lansarter Herbert Samuel 

First ComiiiiMiomr of Workii Lewis Vernon Harcourb ... 

Admmltp:^ Cabinet. 

Firit I^rd (In the Cabinet) 4,500 

r « 7 f Admiral - of ‘ the * Elect Sir John Arbuthnot 

Sm Lord { wmer, G.O.B., O.M., A.n. 0 . .................... 

Second Sea Lord Vice-Adm. Sir Francis 0 . B. Bridgeman, K.C.B. 

Third Sea Lord and Comptroller Bear-Admiral Sir J. Bushworth Jellicoe, K.O.V.O. 

Fourth Sea Lttrd Vice-Admiral Sir Alfred Leigh Winsloe, K.C.B. 

Civil Lord Geoi'ge Lambert 

ParliaiMn.tanj and Financial Seoretarp Tlionias James Maenaraani. 

A nny Council :A.' 

Secretary of State for B'ar (In the Cabinet) 


4425 

2,500 

2,000 

2,000 

2,000 

2,000 

2,000 

2,000 


1,500 

1,500 

x,75o 

1,500 

1.000 

2.000 


Second Militarjf 
Gemml 


Member — ■ g Hamilton, 


5.000 

3.000 

3,000 


1,500 

1,500 

1,500 

1,500 

1,500 

1,500 

1,500 


^^Moi^er-Gelkyal Alajor-Oeneral Sir Herbert S. G. Miles, k.c.b. . 

Civil Mmaher-^Parliaitumtary IDnler) 

Secretmi - •/ 

Finance Meirdier~--Financial Secretary EYam?!® Dyke Acland, 

Parliainentary IPnder Secretaries r-- 

Home Ofioe C. F. G. Masterman 

Foreign Offlee Thonnis McKiimou Wood 

War Ofice (Sec Army Council). 

Crdonial Office. Lt.-Col, J, E. B. Seely, l>.s,o. 

Imlin Ofliee Master of Eiibank , , „ 

Board of Trade H. J. Tennant 1,200 

Local Co ve.rnmeid Board J. Herbert Lewis 1,200 

Board of Hdumtiou C. P. Trevelyan 1,200 

irensHry:-- 

JCapt. Cecil William Horton ; .Tohn Henry 

Junior Lords Whitley; John W. Gulland, cacA ;,<ili,ooo"; 

I Oswald Partington . . ........ . unpaid 

Fimimial Secretary Charles Edward Henry flobhouse z,ooo 

Patronage Secretary Joseph Albert Pease 2,000 

PaymmterJreneral Biehard Knight Causton unpaid 

AnorwpdJenenjd.., ,Sir William Snowdon BfJwon, li.c, ... {and feed) 7,000 

Sididtor-General Sir Samuel Tlwmas Evans, K.c. (aiidfeeu) 6,000 

SCOTLAND. 

Alexander Ure, k.c. £s,ooo 

Arthur Dewar, K.c 2,000 

' ' lEELAND. 

Lori Limdemnt Earl of Aberdeen, k.t ....:^2o,ooo 

LmiChanmiUr Sir Samuel Walker, Bart. 8,000 '■ 

Attormy-fk^mrvi. Bichard Boberi Cherry, K.c. e’ooo 

Bedmond Barry 


Lord Advocajte ..... 
SoUdtm'-Qemml . 


»',OO0 


ULife ©tbtl Swbtw. 
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ADMIRALTY, Whitehall, S.W. 

The management, of all maritime affairis, the govern- 
ment of the Royal Navy, jurisdiction in maritime cases, 
and the apimintment and commissioning of Naval 
Officers, was in early times the province of the “Lord 
HMi Admiral,” the ninth Great Officer of State. The 
judieial functions of the office have long been vested in 
other hands, and the office itself has been “in com- 
mission” since 1708 (except for a short time in 1827, when 
the Duke of Clarence was Lord High Admiral), the duties 
being performed by “ Commissioner for executing the 
Office of Lord High Admiral of the United Kingdom." 
These Commissioners, or “Lords of the Admiralty "as 
' of a Political 


they are more 


allied, consist < 


‘ First Lord ” (^o, by virtue of the importance of his 
office, is a Cabinet Minister), a “ First Sea Lord,” “ Second 
Sea Lord,” “Third Sea Ixjrd and Controller," and a 
“ Fourth Sell Lord,” now always selected from Officers 
of the Service, with a Political “Civil Lord.” There is 
also a “ Parliamentary and Financial Secretaiy " and a 
non-iwlitica! Permanent Secretsiry. The net amount 
provided in the Navy Estimates jQog-xo, for administra- 
tion, is jS’stS.zoo. 

Lords Commissioners — 

JP’irs^Lm'd.TheRt.Hon.BeginaldMcKenna, m.p. ^64,500 
Private Secs., Gapt. C. E. Madden, c.v.o., u.n., 
V. W.Haddeley',;£tSo; R. Skinner Aiso 


;^x,ooo ; t V. W. Haddeley, , 

First Sea Lord, Admiral-of-the-Fleet Sir John Fisher, 
G.c.Js., o.M,, G.c.v.o.jA.D.c., LL.D. (a Peer),. ...... .;^S,SOO»' 

t Fnrate Sec., W. F. Nicholson 4,100 

Second Sea Lord, Vice-Admiral Sir Francis C. Bridge- 

man Eridgeman, k.c.b., e.c.v.o ..........41,500* 

tFrimte Secs.yJ. -S. Barnes, £xqo; axid E. C. 

Richards .4*00 

Third Sea Lord tl; Controller, 'Rem'-- Admiral Sir John 

Rushworth JelUooe, e.c.v.o., c.b 41,750* 

t Private Sec., 'E. Lee 4 ioo 

Fourth Sea Lord, Vice-Admiral Sir Alfred L. Winslo^ 

E.O.B., C.V.O., C.M.G .. 4 s>S 00 * 

t Private Sec., C. R. Brigstocke 4100 

Civil Lord, George Lambert, m.r. 4 i,ooo 

f Private Secretary, M. LI. Tavlor.. 4 ioo 

Parliamentary and Financial Sec., T. J. Maenamara, 

hUI>., .M.P 

i Private Secreto/ry, L. G. Brook ..4150 

Permoment Secreta/ry, Sir C. Inigo Thomas, k.c.b. 4 a>ooo 

i Private Secretari/y J. E. Masterton-Smith .4100 

Assistant Secretary, W. Graham Greene, c.b. .. .41,200 
{Also Naval Bkbartment, jjp. 209-211,) 

AGEICDLTTTRE AND FISHERIES. Board of, 

4 Whitehall Place ; 3 St. James’s Square, and 
3 Delahay Street, S.W. 

The Board of Agriculture was established by th" Act 
of 1889, when there were transferred to it the duties of 
the Privy Council in connection with Diseases of Animals, 
and the functions of the Land Commissioners for England. 
Technically, the membership of the Board is analogous 
to that of the Local Government “ Board," and “ Board ” 
of Education, but in eftect the establishment conidsts of 
a President, Secretary, Assistant Secretaries, &c., and its 
mam functions are to prevent the introduction or spread 
of certain diseases jimong animals, to deal with insect 
and fungus pests, to collect and distribute information 
relating to agriculture, horticulture and forestry in 
Great Britain, to administer the Grant voted by Parlia- 
ment to the Board for Agricultural Education in Bnghmd 
and Wales, to collect and publish agricultural statistics, 
to administer the Fertilisers and Feeding Stuffs Act and 
the Sale of Food and Drugs Acts in Great Britain so far 
as the latter relate to agricultural produce, to control 
the redemption of tithe rent charge and the enclosure of 
( ommon land, to enfranchise copyhold land, to administer 
the Small Holdings and Allotments Acts and the Acts 
relating to the improvement of land by private owners, 
and to administer the Acts relating to Sea, Salmon and 
Freshwater Fisheries as regaivls England and Wales. 

The Board also 

By the Board < 
certain ; - 


The Board also publish a monthly “ Journal,” price 4d. 

‘ r, of Agriculture ana Fisheries Act of 1003 

. An powers and duties formerly exercised by the 

Board of Trade with respect to fisheries were t nmsferred 


to this Department, the desii 
same time altered. The " ‘ 


tion of which was at the 

- -Iso control the Ordnance 

Survey of the U.K., which is the subject of a separate 
Vote- By an Order in Council of aS March, 1903, the 
supervision of the Royal Botanic Gardens, Kew was 


* In addition to naval half -pay, 
f The allowances made to those gentlemen who act 
as private secretaries are in addition to their salaries. 


transferred to the Board. The cost of administration in 
the financial year X909-10 was estimated at 4 ^ 73 . *^ 9 - 
President, Ri Hon. the Earl Carrington, k.g. ... 4 a, 000 
Private Secs.^. B. Shine, 4300; R. Winfrey, m.p. 

and C. W. B. Pi*escott 4 ioo 

Secretary, Sir Thomas Henry Elliott, k.c.b 4 i,soo 

Private Seeretaivj, W. R. Gilbert 4 *oo 

Assistant Secj'etaries.ATt'b.xxrW. Anstruther, c.b. ; W. 
E. Archer ; Robt. H. Rew ; and T. H. Middleton 

4800 to 4s, 000 

SmaU Holdings Commissivom’s, E. J. Cheney and 

M. T. Baines £x,ooo to 4 i,aoo 

Assist, do., S. Mager; J. Owen £6qo to 48 oo 

LegalAdvise7',Jfmiea William Clark, k..c.48oo to £x,qqo 

Assi^. Legal Adviser', F, A. Jones £600 to 4800 

Assist. Commissioners or loi^reetors, T. R. C. Dill; 

G. P. Leach .paid hyfees 

TechnicalA dvi$erinBotany,ljt.-GdLTJ. Priiin,c.i.E.,F.K.s. 
Chic/ Agricultural Analyst, iW. Sir E. T. Thorpe, 
C.B,, n.sc,, rh.». r.R.s. 

Chief Veterinary Officer, S. Stockman, M.it.c.v.s. 

4800 to 4i,ooo 

A.ssistant do., J. McI, McCall, m.b., c.m., m.r.c.v.s. 

4doo to 4750 

Supet'intending Inspectors, A. E. Brooke-Hunt ; E. G. 
Haygartli Brown ; Lt.-Col, Sir Edward H. St. L. 
Clai-ke, Bart.; C, E. Fryer, j.s.o. ; F. A. Fulford; 

E, T. Kenyon 4500 to 4700 

General Inspector's, F. W, Carter ; W, S. Douglas ; 
R.P.P.Mford ; A. K. Kemble ; Capt. G. E. Spencer 

Im 


and T. H. Sutton...,,..,...,....., .,.4400 to 4500 

^ F. Fi-ance- 


'ctors, J, Cornelius ; J. Evans , 

Haylmrst; E. Garnsey; G. C. Gough; W. H, F, 
London ; F. S. Lawrie ; A. H, Lees ; A. T. Master- 
man ; A. W, Monro ; E, W. Moss-Blundell ; W, L. 
Newton; E. B. Shine; F. T. Wilson ...4300104400 
Supd. 'Veterinary Inspector, W. W* Smart, i.s.o., 

M.B.C.V.S. 4500 to 4700 

V etennary Inspectors, A. H. Beiry, f.r.o.v.s. ; J. E. 
Jackson, m.r.c.v.s. ; J. W. T. Moore, f.b.c.v.s. ; F. IV. 
H. Smith, M.R.C.V.S., 4400 to 4 soo ; T. H. Brown, 
M.u,o.v,s. ; E. R. Edwards, f.r.c.v.s. ; A. M. Munro, 
M.R.C.V.S. ; E. Peacey, f.r.c.v.s. ; W. C. B. Revill. 

M. R.C.V.S.; W. Vesscy, m.r.c.v.s. ; J. Brand, f.r.c.v,s. 

4300 to 4400 

Chief Chirk, T. F. Husband 4500 to 4700 

Heads of Branches, Commander W. H. Chamberlain, 
IK.U.J F. L. C. Floud; R. H. Hooker; G. W. Lloyd 1 
R. E. Mai-tyr; A. Q. L. Rogers; R. J. Thompson 
, 4 soo to 4700 

Accountant, G. Macey 4400 to 46 oo 

EstablisJment Clerk, B. C. Goulden 4400 to £600 

Assists, to Heads of Branches, A. E. Balletoe; J. 

N. Carey ; A. T. A. Dobson ; H. V. Hvdo ; Hf. C. 

Long; P. W. Millard ; C. W. Sabin ; H.‘ D. Vigor ; 
E. B. Wilson ; W, S. Cool ; S. Samson ; H. L. French ; 
and H. G. Richardson 4 xsoto 4 «o 

Staff Offiicers, P. Riordan, 4300 to 4400 ; J, S. Bowles ; 
J. E. Euiy; H. Chambers; A. Dunbar; W, R. 
Gilbert ; H. H. Judson ; P. J. Langlev : S. A. 

Playne; C. R. T. Williams ..: 4 isJ> to43so 

stnd 3 iv. Clerks (Higher Grade'), H. P. Attwater ; A, 

E. Ball ; A. J Rumbold 4250 to 4350 

Superintending Surveyor^^V^. VTebb 4400 to 4 soo 

Principal Surveyor, Q. H. J. Clayton)., 4350 

Eoyal Botanic Gardens, Kew. 

Head Offiice. 

Director, Lt.-Col, D. Pi-ain, o.i.e., f.r.s 4 x,ooo 

Assistant Director, A. W. Hill 4500 to 4700 

Executive Office. 

Curator of Gardens, W. Watson, a.l.s. ...4300 to 4400 

Assist, do., W^. J, Bean to 

Herbarium, and Library. 

Keeper, Dr. O. Stapf., f.r.s 4 soo to 46 oo 

Assistant Keepers, G. Massee, f.l.s. ; C. H. Wright ; N. 

Brown .^.£zooio £v>o 

■ ■ Museums. 

J. M, Hiilier -43ootio44oo 

Jodrell Laboratory. 

Assistant, L. A. Boodle, f.l.s 4300 to 4400 

Ordnaitee Survey Department, Southampton. 
Director-Cfmered, Co). S. C. N. Grant, c.m.o., b.b. 
Executive Officer, Bt.-Col. A. D. Moeres, r.®. 

Assist, to Executive Officer, Capt, J. E. E. faster, b.® 
PuUic 0 on Branch, Major W. C. Hedley, b.£. ; Major 
hr. Close, R.B. 
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I So 


TM Gml Servim, 


I 3!'>}p hranf.h, L'apt. J. E. E. Craater. ' 
i fhnwh, Cipt. A. .T. Suv.^e. u.e. 

ft- y,nt>,nrfvii:‘i^ lininch, Gapt, W. Ju Jouftston, r.e. 
0)hf livibliim Branch, Maj. P. M. Ooss, r.e. ; 
C.q t.. aiKl qr.-Mv. II. Crippa, r.e. 

Surveij Dwisioiis. 

. I'rii-iyiun Othcn\'^ (Gt Britain), Capt. A. J. Wolffe, r.e., 
L. J. N. Neville, 11.E., Capt. 

I W. Kellv, ii.E., Redla.mf, Bristol-, Capt. C. K 
Rt’f'-L K.K,, >%rbirsbHry ; Capt. E. N. Mozley, u.e., 
V>irk ; Capt. C. J. Heath, «.e., Edinburffh. 

■■ DirhhM Ojhxrs (Ireland), Lt-CoL C. C. J. Perv, k.e., 

1 Capt, A. J. Woodrotfe. e.e., Lieut. P. B. Legn, a.E., 
i hubliv; Capt. J. P. G.albraith, r.e., Belfast : Capt. 

; O. A. P. Brown, r.e., Cork; Capt, L. St. \. Rose, 
K.F., Ennis. 

, ARMS, COLLEGE OF, or HERALDS’ COLLEGE, 
Queen Victoria Street, E.C. 

The Heralds' Cttllege was incoriwrated and endowed 
hv Richard III. in 1484, as a C’ollege of Arjns, presided 
over bv the Earl Marshal, the other members being the 
then Kings of Arms, and the six Heralds, to regulate 
the bearing of Coat Armour, in addition to the ordinary 
functions of the Heralds. Their first resitlcnce iviia in 
Pulteney’B Inn until the present site ivas granted by 
Qtu'on Mary in xsS4. Hie house being rebuilt a.s it now 
idainlH after destruetioii in the Great Pire, 

Enrt Marshal, His Grace the Duke of Norfolk, k.o., 

U.C.V.O. 

Kings of Arms. 

r}nrfe.r,S\v Alfred .Scott Scott-Gatty, Knt., c.v.o,, f.s.a. 


CIVIL SERVICE OOMMISSIOH, 

Burlington Gardens, W. 

The Civil Service Commission was established in xSss 
to apply tests of fitness for .iunior situations in all 
Vnmiciies of the Civil Service, In 1870 an Order in 
Council applied the system of competitive examination 
throughout the Service. 

xst Commissioner, Lord Francis Hervey j&i,5oo 

Ootnmlmoner, Stanley M. Leathes ...........£x,zqo 

Sec. and Eegistrar, J, L. Le B. Hammond ;£8oo to £gQo 

Assist Sec., S. Cassan Paul ;£7So 

Senior Clerks, W. D. Dade and H. Fiiichain, i.s.o. 

,£500 to j^yoo 

Senior Eamniner, D. B. Mair ,£700 to £900 

Staff Officer, J. C. Henwood, r.s.o. £350 to £450 


Ciarmeenr., George Edward Cokayne, f.s.a. 
Men; ” 


; Xorroii, William Meniy Weldon, c.v.o., f.s.a. 

Sf.x Heraujk. 


cftcsfer, Henry Murray Lane. 
LnnmsteTiEm ' 


jxiuward Bellasis. 

Stonerset, Henry Farnham Burke, c.v.o., f.s.a. 
RkhmondA'^ifirhs Harold Athill, f.s.a. 

Wru, Alex, Lind.say, k.c,, m.a., f.s.a. 
I’brit, Gordon Arabro,;e do Lwlo Lee. 


Pont PriiservANTs 

Boui/e Bragon, Evemrd Green, t.s.A. 

IbH'teuUis, Thomas Morgan Joseph-Watkin. 

Home CrtnA', Arthur Williaiu Steuart Cochrane. 
filuemantk, Gerald Wo<k 1 s Wollaston, m.v.o. 

Earl MarshaVs Sec., William H.Weldon, c.v.o.* f.s.a. 
Megh^rar, H. Farnham Burke, c.v.o., f.s.a. 


CHARITY COMMISSIONERS, 

Ryder Street, St. James’s, S.W. 


The Charity Commission was apix>inte<l by Act of 
Parliament, in 185^ “for the better adminiKtration of 
st+i m Bi 


cfiariUbk Trust** in England and Wales.’ In 1874 the 
iMiwers prtniourily evcrciseal by the Eiuhnved HeUools 
('omnnsBioiiurs were temporarily transferred to tlio 
Charity G'ninmiHsion. and in *879 the transfer was made 
la-rmancm. The jM-twern <tf the Comuiissioners over all 
eniii>wni*‘nt.3 held for purely Edueatinnal purpttses have 
now Iw'f’U transferrt'd to the Board of Ediu'iition in 
pimrmn';ii; of Orders in Council mjidc under the Board 
of Eduoition Act, *899. 

t 'h it/ ( ’(>»> III mbnnr, Ch.irlcs Archer r< mk £i.goo 

J Vi rote Si/'., E. M.'wpherson ....£100 

I'limmiS'ilmirs, Artimr Francis Lesich, £*,200; and 

K. J. Soares, m.f. nnp, 

Sf.-,'tfarff, Henry W, T. Bowyoar £t,ooo 


.Gx/sho/f r'oinmissiovu’sand Principal C/erA’s, F.T. €. 

, , * „ G. r. Bower ; C. a 


Henry ; H. P. Morris ; J. F. Milk ; 


Hnntn; H Hodgkm : G. W. W.anace^ 


t.'-.x>s.” ro)i<iMr.s |i'/f7>/p. cntphgi.), A. C. Kny; C4 

Pbhliuiole . £500 to £700 

.hfuitn a)f<t Off Tinshi-s' Dept, E. Gilbert 

£550 to £700 

.-LsSfx/. d't,, r. T, HadcUtfe ,,£300 to £450 

id iltm CByks, G. B. B‘>nc; A. K. Eennedy-Purvj.s ; 

C F. Rftchk' ; K. Macphei'soii £440 to £600 

«3vfr Class Clerks, W, Eiidersby ; G. B. Rooko *, H. I). S. 
Leake; A. E. McLaren; R. E. Ford; C. Hope- 

Wallaeo ; F, B, JackSiun £265 to £400 

lib. and Clh. h> Stc., 3 , J. B. Petherbridge, 

Clerk in chare, c t/ Accounts o/CharUies, F. F. Davy. 
oti. Bh\ Ch rk-. (If hjlier Crude}, J. Ford ; A. L. Guest ; 
J.W. Joyce ; C/ioper : A. Boutweirgl ; C. N, Francis; 
F. H. Lewis; A. S. Danbury; G, TUonuis; 11. P, 
Brown ; A. B. lairgo ; H. B. Denhapi ; B, XIart 

£*77 to£3so 


COLONIAL OFFICE, Downing Street, S.W. 

The business of the Colonies was, until 1801, included 
in the functions of the Home Secretary, to be trans- 
ferred in that year to the newly-created " Secretary for 
M’ar,” In 1854 the outbreak of the Russian M^ar Ic.d to 
the apTJointment of a Secretary of State for the Colonies 
<to relieve the. M"ar Secretary of Colonial Imsiness). The 


Colonial Secretary possesses an advisorj power of veto 
on legislation of the self-g 


, . - •governing Oolotiies, and is 

reaiwnsiblrt for the government of the remaining 
Dominions beyond the Seas in inverse proportion to the 
amount of self-government granted to them. The 
sahirie.s, &c., of the Colonial Office are estimated at 
£53,500 for XS09-: 


Principal Secretant of State for the Colonies, Rt. lion. 
theEari ” 


the Earl of Crewe, k.g ...£5,000 

Friv. Sec., Lionel Earle, c.m.g £300 

Assist, do., H, C. W. Verney, £150; A. J. Harding, 

£100; G. Cunningham unp. 

Usrnnu-SKCRETAKIES. 

Permanent, Sir Francis J. S. Hopwood, g.um.g., k.o.b. 

£a,ooo 

Private Secretary, W. C. Bottomlcy £250 

Parliamaitarp, Lt.-Col. J. E. B. Seely, n.s.o., m.p. 

£1,500 

Private Secretary, R. V. Vernon £150 

As,st. Sics., G. C. N. Nicholson and Godfrey Baring, 


..imp. 


Assisi. Cnd.-Scc., Sir C. Prostwood Lucas, k.c..m.(j., c.n. 

£x,5oo 

i.B. £i,» 


Do. do. {Lt’r/«B Hugh Bertram Cox, c.B. £1, 300 
Do. do. Hartmann Wolfgang Just, C.B., C.M.G. 

£i ,300 

Do. do. George V. Fiddes, C.B., C.M.G, £1, 200 
Chancellor of the Order of St. Michael d'St George, 
The Duke of Argyll, k.t., g.c.m.o., g.c.v.o. 

Chkf Clerk, Chas, Alox. Harris, c.n,, c.m.g £1,150 

Principal Clerks, Geo. Wm. Johnson, c.m.g. ; H, J. 
Road, C.M.G. ; Charles Stnuihey; H, C. M. Lambert ; 
E. Collins ; W. D. Ellis; G. E. A. Grindle 

£850 to £1,000 

Legal Assistant, John Shuckburgh Risley £750 

xst Class Clerks, ,T. F. N. Green ; T. C. Macnaghten ; 
E. If. Mar.sh, c.m.g. ; C. T. Davis ; F. G. A. Butler; 
W. A. Robinson ; A. Piddian ; H. E. Dale ; E. R. 

Darnley ; R. E. Stubbs fetctinfij £600 to £800 

znd Class Chrks, R. Geikio ; R. V. Vernon ; W. C. 


Bottoniliw ; A. J. Harding ; H, R. Cowell ; R. H. 
Griffin ; E. J. Harding ; A. B, Keith ; H. P. Battor- 


beo ; J. R. W. Robinson ; J, Anderson ; D. L. H. 
Baynes ; A. Gray ; A. C. C. Parkinson ; R.. C. 'Wood- 
head 


- -.£aoo to £500 

Accountant, A. H. H. Engdbach, i.s.o.. ..£600 to £700 
Assist, Acmnnlant,'^. ll. Eggett ...,..£300 to £450 

Librarian, C. Atchloy, i.s.o £500 to £600 

Chief Registrar, W. P. IVestbrook £300 to £450 

Dep. to do., Nt, J. Drayson £340 to £400 

Supi. of Printing, E. D. Rockett £300 to £450 

Asst, tv do., A. IL Bridgman £200 to £300 

Clerk. for D:(fal Insti'uments, C. li. Nildett £375 to £450 
znd Din. Cbrks {lligJm- Grade), W. Scott; T. Wilson; 
W. E. Hobson ; J, A. Smith ; E, E. Wilkinson 

£250 to £350 


Mcdic(AAdviscr,?l,vc Patrick Manson, 




Emigrants’ Information Office.-- £ i,7cm 3. 
3x Broadway, S.’W.— -(lo to 5. Hut, xo to x.30.) 


Pres,, Committer of Maiiagcnicnt, The Secretary of 
State for the Colonies, 


' Clmnnan, do,, F. G. A. Butlor. 
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Chief Clerk, Malcolm Joiies. 

Walter B. Patoii, M.A^ 

Crown Agents for tBe Colonies, 

WMtehall Gardens, S.W. (Stock Transfer Office, 

X Tokenkouse Buildings, B.C.). 

Croiim AgeMs, 'Bi. L. Antrobus, c.b. ; Maj. M. A. 
Cameron, C.M.O., late E.n.; W. H. Mercer, g.m.q. 
r. H. EzecMel 

C%W Clerk md AccouMant, E. G. Antrobus. 

Imperial Institute. 

South Eensington, S.W. 

The Imperiiil Institute was erected as a memorial of 
the Jubilee of Queen Victoria (see page 404), and by the 
Imperial Institute Transfer Act of 1902 is under the 
manageraeut of the Colonial Office, assisted by a Managing 
Committee ou which the Colonial Office, Indian Office, 
and Board of Trade are represented. i 

Committee o/Manage7iient, Sir A. E. Bateman, e:.c.m.g. ; i 

C. Alexander Harris, c.b., c.m.g.; Col. Duncan G. 

Pitcher. i 

Director, Wyndham VL. Dunstan, lu.b., f.k.s. i 

Secretary, Major E. J. Lugard, n.s.o. | 

SciEimFlO AND Tkohnioau Depahtment. 

Supt. Oft LahoratoHes, T. A. Henry, n.sc. 

Teelmical Supt, H. Brown. 

Fidmipal Assistant, E. Gouldiug, n.so, , 

Special Assistants, H. H. Robinson, m.a. ; J. W. Evans, 

D. SO. ; B. B. Long, B,A. 

Se^iior Assistants, T. Crook, a.e.c.s.i. ; A. E. Andrews ; 
S, J. Johnston^ R. G. Polly, a.i.c. ; S. J. M» Auld, 
ph.D., D.8C.J P. W. Barwick; S. S. Pickles, n.se. 
Exhibition Galleries. 

Technical Supts. of Indian and Colonial Collections, 
W. G. Freeman, b.sc. ; S. E. Chandler, n.sc. ; H. 
Spooner j A. B. Jackson. 

CORNWALL, BITCHY OF, BuckinghamGate, S.W. 

Cornwall was created a Duchy by Edward HI. for the 
support of his eldest son (afterwards created Pidnco of 
Wales), and the eldest son of the Sovereign has since 
been born Duke of Oomwall, the revenues of the Duchy 
accniing to tlie Duke. The internal government of the 
Duchy was amended by the Acts of *863 and 1893, and 
cert-ain peculiar juridical powers abolished. The 
accounts of the Duchy will be found on page 463. 

Lord Warden of the Stannaries, The Lord Balfour of 
Burleigh, k.t. 

Keeper ^ Frivy Seal, Tlie Earl of Mount Edgeumbe, 

0. c.v.o. 

Attorney-General, Sh Charles Alfred Cripps, k.c.v.o., 

K. C. 

Beceiver-General, The Lord Rovclstoke. • 

Auditor, Sir Lesley Charles Probyn, k.c.v.o. 

Sec. and Keeper of Records, Walter Peacock. 

CtJSTOHS AHB EXCISE, BOARD OF, E.C. 

Commiseionera of Customs were first appointed in 1671 
and housed by the King in London, the present “ Long 
Room” replacing that built by diaries II. and rebuilt 
after destruction by fire in 17x8 and 1814. In 1830 the 
Customs business of Ireland was transfeiTed to London. 
The Excise Department was formerly under the Inland 
Revenue Department, and ivas amalgamated with the 
Customs Department on i April, 1909, 

C/V/i-mwi, Laui'ence M. Guilloraard, c.b. .........j£3.ooo 

Primfc (Sec., Harry W. Trotter, 

Dcp. Chairman, F. %dney Parry, c.u. 

Coniiaissiomrs, Eichtu*d F. Crawford; Robert Hen- 
derson, C.B,, each A‘x,aoo; James B. Meers, c.b. 

j£i,4oo 

Private Sec. to Deputy Chairman and, Commissmners, 

L. W. Jennings. ' ' ■ 

.SeGRETAKIEK’ Ol FICB. 

Secretaries, William G. Lewis, i.s.o. ; James P. Byrne, 

1. K.O....... .j6'i,30O 

Assist Secs., Jefirey Browning ; E. C, Cunningham 

£830 to £1,000 

Committee Clerks, A. J. Dyke ; E. A. Hams; E. T. A. 
Kennedy; J. L. Mackie; W. II. Pascoe; W. Young 
£700 to £800 

Assistant Committee Clerks, C. iVtkiuson ; C, J. T. B. 
Grylls; J, Johnson j A. S. Lupton; A. Saker; 

H. W. Trotter ...£soo to £650 

Principat Clerk, A, E. Montague £420 to £soo 

Ins2jector of Railway Accounts, A. B. Samson £550 


Clerks, xst Class, C. A. Barrett; W, Christian; J. 
Cook; E. M. Craven; P. M, Buddy; E. H. Hodgson; 
L. W. Jennings; A, R. Potts; T. W. H. Wilson 

£320 to £400 

Minor Staff Officers, James Gilbert ; J. E. Kewell 

£250 to £400 

Clerks, end Class (Upper Section), W. B. Amery ; E. S. 
Birt ; S. M. Capon ; H. E. Cotsell ; G. Forbes ; J. B. 
Haroie; H. M. Howgrave-Graham ; J. S. Sutton; 

J. W, Train ; A. Turk ...,£300 to £300 

Medical Department. 

Medical Offker, Thomas H. Dickson, m.a,, m.b. ...£8co 
Solicitor’s Office. 

Solicitor, Sir Kathaniel J. Highmore £x,8oo 

Assistant Solicitor, George H. Denniss £800 

Chief SuKVEroB-GENEiLu/s Ofitce. ! 

Chief Survefyor-General, Lewis S. Blomfleld j 

£x,ooo to £i,xoo i 

Sui'veyors-O&neral, A. Richardson, £900; A. Galloway ■ 

£800 ; 

Jnspectinf/ Surveyors, J. J. Foley ; W. C. Woollven, ; 

£600 ; H. M. Toah ; J, Ritchie £470 ■ 

Offios of the Chief Inspectoh of Excise. 

Chief Inspector, Sm Arthur J. Tedder £1,000 to £1,100 i 

Assistant Chief Impeotor, 'W. Gallagher £900 ■ 

Siimiintending Impectors, J. S. Cox; H. B. Clifibrd; ‘ 
H. F. D. West; H. Pochin, £800 ; W. H. Cogman, 

■ ■■ £700 

Itispectors, xst Class, P. J. Bojde ; D. J. Loughnane ; 

G. H. Madin; J. Stephenson; J. Orchard; D, 
MeSweeny; E. Wates; T. Loughlin; D. Lehane ; 

J. N. Stickland I J. T. Samuel; T. King ; J. Langan 
£550 to £700 

Inspectors, znd Class, J. Wilson ; P, Miller ; A. A. 
Allam; T. R, Phillips; W. G. Mathews; J. M. 
Anderson ; J. Chalmers ; G. Murphy ; T. B. Caswell; 

F. Kcast ; J. Kyle ; A W. Stubbs ; Jr. O’Connor £45^ 
Preventive Inspector, A, W. Cope £450 

AcCOUNTikUT AND CoMPTBOLLER-GeNERAL’S OFFICE. 

Accountant and Compdroller-General, .lYedorick W. A. 

Clarke £1,000 

Assistasit do., G. H. E. Wright £700 to £800 

Upper Staff Officers, J. A. Hew.son ; W. H. Cl;u*k 

(allowance to senior, £40) £550 to £650 
Principal Clerks, E. C. Bray; H. G. Pratt; H. R. 

Poole ; It, Blrick ; E. Adams £420 to £500 

Clerics, xst Class, J. P. Renowden ; J. 11 . Paterson ; 

C. E. Sleight; H. McClare; J. il. Avisou; J. H. 

Profit ; W. J. T. Bartlett £320 to £400 

Statistical Office. 

Principal, Herbert Y. Reade £800 to £1,000 

Deputy Pi'endpal, S. Bozman £650 to £730 

Senior Clerks,!. B. Boyle ; A, Hamilton ; P, Lvnch ; 

J. F. A Saiin ; E. C. Simmons ; C. L. Jones ; J. B. 
Hagger ; A. Barker (allowance to 2 £50) £420 to £500 
Junior OlerJis (Upper Section), J. C. D’Hoilly; E. 
Mai'shall; R. wiiittle ; W. Wootton; T. P. Saun- 
dei’S ; F* G. Darnpicr ; W. Adair; T. G. F. Clancy. 

Long Rt»oM. 

Collector & Chief Registrar of Shipping, Robert R.ol-i- 

mu, I.s.o '. £1,100 

Asst. Collector, £600 to £700 

Senior Principal Ckrks, A. H. Le Cht-no, £470 1 1 > £600 ; 

L. H. Snew £470 to £sso 

Prmcipal Clerks, R. E. B. Saundei a; J. T. Slephons; 

W. Harman ; A. W. Brookes £420 to £>;oo 

Outdoor Depart.me.nt. 

Office Inspector, Harry Mann (and allov anre £100) 

£600 to £650 

Inspectors, Captain J. I. Grah.am, r,x. ; T. Pearce ; t'. 
J. HasscR; R. King; J. Phelan .........£600 to £650 , 

Assistant Inspector, J. A. Haivkins (and aihovaiice j 

£50) £450 £5.50 i 

Surveyors, xst Class, A. B. ChaJoner ; J. T. Shontutt ; 
0 . T. Sage ; L. Lewis; W. Hogg; J. J. Keane; J. FI. * 
Kiddle; C. E. Tankard; J. M. Ennis,..£49oto£sso 
znd ^ " '•* - 



j. O’G. Quin; D. Doyle; J. T. Moore; C. Evaie 
H. J. Moofo ; W. Urion ; J. McClatchey 

”£43® to £480 

sriH Ctoss, J. J. O’Reilly; P. Monaghan; J. Halligan ; 
C. Boagley; H. E. Wuwell; H. Richards; H. P. 
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The Civil B&rvm, 


I K'nfKiil,; If. PermmsJ^ V. O. W. Jack- 

I mn ; W. i f. i Buffy ; F. K. Booth ,^T. E. 

i Kt‘nm..iy; E. H. Klockor; Kngeat; E. H. 

; < 5 wtdu»n‘ . ^350 to i,4SK> 

Laboratoiy^ 

su‘ (y>Krmm(.nt Luh>mti»'ii's. 
i DUEHAM. COTTHTY FAIATIJ^E OF, . 

It is nssmtain ishea “ Edatine *' piiviloges were fii-st 
exer-i'-iel iu the Duriuai, as no formal creatioa 

ii the PiilatLimtc by'clwrteror dwd appears to have 
!«.ei5 made, i-'r an the founding of the See of 
t!adM,i.rw\ out of wliiicb the bi.sihopne and palatinate 
of Braliam aMs<*. the Bishops received large grants of 
hitds, with cxtensix’C immunities ; and Cluthred, king of 
XoiUimnhria, and Alfred the Great appear to have con* ^ 
hnintd I hr grant to the Sec of the whole of the land i 
U>ti!f<’€is thc Vivcrs T^tic and Wear. There is no evidence : 
of the exercise cif pamne privileges by the Bishops prior ' 
to the linnsKm Conquest, but it is probable that these 
were acquiroii in the refo of the Conqueror, and they , 
were exeroised by the Brelates until arroifmtea by the | 


EBEOATIOK, BOAEB OP, 

■ mTiitehall, aw... 

The Government Department of Education was, until 
the osiablishment of a separate office, a Committee of 
tho Privy Council appointed in i8m to supe^se the dis- 
tribution of certain grants which had been made by 
Parliament since 1834. The Act of xBgg established the 
Boa ni of Iilducation, vrith a President and Parliamentary 
Secretary, and created a Consultative Ooirmnttee. The 
(jI rants towards Elementary Education in 190511-19x0 were 
estimated at ^xi,i63,4os; towards Secondary Education, 
^791.800; other aided schools and classes, \^S37,§oS; 
Training of Teachers, £$^,000: cost of administration, 
;i5Jao4,693 ; and of Inspection and Examination, j£'244,i8o. 
THE BOARD. ' 

The Rt. Hon. Walter Runciman, m.p., PresMeiiS, 
£2,000 ; The Lord President of the Couneil; the 
Seerctavica of State ; the First Lord of the Treasury ; 
and the Chancellor of the Exchequer. 

Fnvfjtc Sees, to l^reifkknt, H. G. Maurice, £300 ; G. E. 
Mallet, M.P., itnp. ; A. D. Sanderson unp. 


Crown in 1836. Palatine counties arc undewtotM to \ Pcraif/newf -S'ecretorf^, Sir Robert L.MorantjK.c.n.jgx, 800 


: have been erected for the defence of neighlxiaring king- 
‘ doms againat the Welaii and Scots, and, were in reality 
' «(«lf-<x>ntamf^<i kingdoms in alliance with tlieir creator. 

The ancient eufifcomri of the County Palatine of Durhiun 
I are in some measure retained, tlie administrative 
authority Ixdng exerciHed on lielialf of the Crown. 
Pmiwmf John Si;ctt Fox, K.c. 

Attomfy-Gemviil, FAiWiird Tiininl Atkinson, k.c. 

, iMkitor.^iJ€ne.iraJl,, Herbert P. Maiiisty, x.c. 

; Me-0i4ftmr<)fChincti'K Court, A. O. Smith. 

. .SbJioard d: Cl^rk of Jialoiotes, F. A. Manley, 

; Deputy do. and Clerk, G. Young Wall. 

I Mmiwj Surveyor, Sir Lindsaj wood, Bt. 
j Ile,xU'er», Simtlis, Gore, Norton & Co. 
10 CEESIA 8 TXCAE AHB CHTTECH ESTATES 
OOMHISSIOFTEES. Millhatik, Westminster, S. W. 
(Hours xo 10 5.) 

The Ecclesiastical fiounnissiou for the 5 fiinagement of 
niufch ProiVirtv, as m'W existing, was incorporated in 
*834, its conatitutifui hung amended in *840.1 jind 


Primte.Sec., j^xso , 

ParliauuMarv Secretary, C. P. Trevelyan, ir.p. £x,aoo i 

.Private Sec., C. E. Sykes £x!^o 

fFfMt Dept., Permanent Sec., A. T. Davies j^x,2oo 

„ CViief Dispector, 0 , Edivards ;£i,aoo 

Accountant Cen. knd Chief Clerk, E. B. Phipps 

£x,ooq to j6’*i200 

Deputy do., G. E. P. Murray j^70o to J6850 

Architect, Q, F. N. Clay ;^6oo to £800 

Kedical Bepartment. 

QkiC Medical Ojy‘PT,G. Newman, m.d £x,20o 

Medical Officers, Mis.s J. M. Campbell, ^.s>.,£Qodi\ R. H. 
Cntwloy, M.i)., jiJ7oo to ;£8oo ; A. Eiehholz, m.d, 

;^4oo to j^8oo 

Chic' Inspector of Physical Exercises, Col. G. M. Fox 

fees 

Women Inspectors. 

Chief TFoman Impeetor, Hon. Maude Lawence 
JP^ottien JjLspectors, Misses G, H. Boi 


main function of the Gnumissiou iwhuMe meraiiers j 
are given below) is the mansgement of tlio Estates of the j 
Eburch in onler to endow or augment Isnicfices, &c 1 
Eceltsimticnl Commmrs., The a Archhishopts. the 34 j 
Bishops, 'riio Deans of Canterbury, St. Paul’s and 
Westminster; Thu Lord CTiancollor; The Lord 
President of the C/Ouncii ; The First Lord of tho 
Troasury; I’he Chancellor of tho Exchequer; The 
Homo guen^tarv ; Tlu' Lord Chief Justice ; Hie 
Ma'dor of the lloUs ; » Judges of the Admiralty 

Division ; Eirks Brownlowand Cawdor, iSorl of Ports- , 

mouth; Viscount Halifax; Visount St. Aldwyn; 1 At oai A msfnnf, C. Schuster 
Lord Bnrghclere; Rt. Htma. C. B. Stuart-Wortley, j Asst Sec., G. B. M. Coore..... 


A^4oo to £$00 
rthwick, E. F. 


a...., w v., J. G. Tallwt, M-Vj, and Hy. Eobhouso ; 
Sir Lewis T, DilxJin, James Tomkinson, M.r., 
and Arthur Honry Aylmer Morton. 

ChnrOi Estates (.'oumissrs, and Troumrers, Sir Lewis 
T Dilxiin, n.c'.i,. ; lit. Hon. C. B. Stuart -Wortlcy, k.c., 
M.i'., and llamas romkinsoiii, n.v. 

Auditor, Franius Philkps, c.is. 

Sfcntart^iml Pimnem AdvUier, Roliert Gw Selfe. 

A ssistmit Secr0tmi*% J. F. Polliam ; S. E. Downing. 
Jrciomtunt mid Aetmry, J. A- Archer, 

Prirediati Clctkn, G. Diekiiw; G. H, Whooler. 

Assistiint Amiuntant, R. F, Moasor. 

ist t'u.ms Clerks, Smior IHv.,C. H^g; G. A. Andrews; 

n. A Grogg; S. S, Brister: J, ft. wisdom. 
xfd CtaSH fVc'rh, Junior Dtv., J. Korshaw; A. E. 
Pa«or: W. Teifor; E. J. Banos; S. Milk; A. N. 
AUto ; W. H. Mouncey. 

.■ioh'cifors, Messrs. Miiles, Jeniiings-White & Foster, 
S l4!tGe College Street, Westminster, S.W. 

A rehifeeu, Moasrs. Caroe & Passmore, 3 Great College 

Street, Westminster, S.W. 

Hurwyors, Clutton, $ Great College Street ; 

Mfwrs. Smiths, Gore, Norton k Co., 7 Little College 
Street, Westainaler. 

Legal Bepartment. 

Begjsirar, Btemrd^ of the. Manors, un 4 €l&rk qf the 
StdlmMe Oowt of DurMm, F. A. Manley. 
dm, fy^rar dmt. Steward of the Memrs, H. 

' Be Forh>r. 


Manley, A. E. Metcalfe, M. M. Moiris, R. A. Mun- 
day, M. Nicholson, J. H. Noble, L. M. Rendel, H. 
Sillitoe, E. A. Sproule, L. E. Walter ; and Mrs. M. 

Withial A'2oo to ^400 

Legal Bepartment. 

Princijml Assist. Sec. {Advising Gonmd], H. M. Lind- 

Kt'll, Cf.H JI^XjSOO 

f 1,000 
1,000 


Senior Examiners, H. J. Simmonds; T, E. Wells 
I £^$o to £800 

• Junior Examiners, A. T. Baines ; W. R, Barker ; W. 

I W. Folkard ; W, O. B. Ritchie ; G. H. V. Suther- 
; land; D. A. F. Vesey; R. T. Warner... to £600 
j Elementary Education Bi’anoh, 

; Principal Asst. Secretary, L. A. Selby Bigge, o.b. 

! . '■ j6‘i,200 

i Assistant Secretaries, A. Cardew; C. L. Kingsford; 

; T. R, Walrond j^ago to £x,oqo 

; Senior Ermniiners, W. R. Davies, c.is. ; G. N. Riohard- 
! son ; W. F. Sheppard ; H. St. J. Thackeray 
, j?65o to jfiiSoo 

Junior do., W. H. Favrkes; J. C. M. Garnett: A. S. 
Gayo; R. E. S. Hart; E. L. Heath; A. Ma.xwell- 
Lyto ; C. W. Maurlslay ; L. J. Morison ; H. M. Paul : 
Ii. B. Wallis; G. M, Young; E, F. Young 

;^2S0 to £600 

i.VbVECTORS OF ElEMENT.^KV SCHOOLS. 

Chief Inspector, E. G. A. Holmes j^s,ooo 

Divisional Inspectors, O. Aii*y« ; H. F. Dibben; C. H. 
B. Elliott* ; E. M. Field ; H. E. E. Harrison* ; J. C. 
lies ; E. M, Kennoy-Herbert ; A, W. Newton*^ ; M. 

Pole :£900 

Inspectors, R. J, Alexander ; E. F. D. Bloom ; C. 
Boutdower ; J. H. Brown ; E. H. Burrows ; A F 
Butler J F. W. Cape; B. H, Carter; A. Cart- 
wright; A. H. Cherrill: H. .W. Claughtonj C. G. 
Colson ; B. S. Cornish ; H. Cowie : F. H. B. Dale* ; 
E. F. Davidson ; J, H. Davies ; IT. J. Dean; F. B. 


, Also Inspector of Tra.inlng Colleges. 


WHtTAK®E*S ALMANACK, 1 . 910 * 


TM Civil Smim. 


de S&.usniiu's;", ; A. Eichholz ; H. i^'irth ; J , FtJstef ; 

E . M. Fov^’lei' ; F. A. S. Froel)*.nd ^ A. P. Gmves j 

F. F, H. Grenf^U} G. H. B. Grindrod; 
J. B. Hales; .L Hall; H. Hartley; H. A. HintOnj 
J. Hodges ; G. S. Hodson ; H. Holman ; F. T, 
Ho^vard; J. H. Hudson; 11 . IV. lirvine ; B. Joad; 
. 4 . B. Kenney^-Iorbcrt ; A. T. Kersiaskft ; .T. F. Leaf ; 

F. B. Lott ; P. S. Marvin ; J. Maudsley ; L. T. 
Monro; A. M. Moore; R. H. M. Oliver: J. Owen; 
A. F. Pago ; G, L, J. Si. Parkinson ; C. D. Pawls ; 
C. J. Pliimps; H. H. quilter; H. M. Richards; 
E. £. Roberts; G. E. ll Eouth; J. B. Russell; 
W, K. Spencer ; E. C. Streatfeild ; A. J. Swinbui’ho ; 

G. E. Theobald ; P, W. Thompson ; A, L. Thornton ; 
J. Tiilard; H. Tunaley*; G. A. Turnor; B. G. 
Ussher; J. W. Veysey; A. Wahia; H. Ward ; A. 
Watkins ; C. T. Whitmell ; J. Wilson ; S. E. Wilson ; 
W. J. G. Winn ; E. N. Wix; L. S. Wood ; B. Wynn- 
Williams ; W. B. S. Yarde; \V. H. Young A4ooto *800 

Suh.-Impeciors, G. H. Acton ; T. Arehard ; E. G. 
Baker ; W. Ballance ; R. B. Barclay ; E. BaiTaclough ; 
A. Bartlett; A. G. Bate; C. Beck; G. W. Bell; 

S. Biddle: W, Bond; J. Bould; W. Bi'ight; T. B. 
Brindle ; J, H. Browii ; J. L. Brown ; W. H. Bulley ; 
W. W. Burley, W. Burton; S. Bush; B. P, Butler ; 
W. Butler; ‘T. Bxitt; S. Garrodus: B. Catherail; 

E. H. Chadwick; J. H. Cooke: H. Goombes; F. 
Comes; E. Corris; W. H. Concii; C. H. Cowling; 
W. H. Crompton ; J. J. Cunningham ; R. J. Hanieil ; 
J, C. R. Day; C. H. Dennis ; 1 Dickenson ; W. H, 
Dolman; A. H. Dunn; J. J, Edwards; 6. Ellicock; 
W, T. Bltringham; W. C. England; H. Ensor; 
J. L. Fawcett; E. D. Fear; J. Fishwick; J. H. 
Ford ; F. C. R. Frost : C. Garland ; A. W. Geffcken ; 

T. G. Germain ; S. Gill ; T. W. Goodyear ; J, H. E. 
Greet; H. Grime; E. GumersaE; W. H. Haler; 
T, Hallam; W. J. Hands; R. M. Harbour; P. E. 
Harding ; G. A. Harrison ; T. Harrison j T. C. 
Hartley ; P. Harvey ; E. H. Hicks ; J. E. Holden ; 
P. Hole ; G. Horsfall; T, Hewlett ; C. W, S. Hudson; 
T. Hunt i W. H. Jalland ; B. Johnson ; G. Johnson ; 
R. Keate ; A. Key ; M. H. Langley ; J. Lovott ; 

H. Lucas ; J. McL. McGregor ; P. maggs ; J, Marsh ; 
H. Martin ; R, Matta ; W. Millard ; T. M. Morgan ; 
W. Morris; S. Norris; F, Northrop; J. H. Park; 
P. W, Parkes t J. Parsons ; J. Payne • T. W. Pearce ; 
A. Peroival ; G. E. Furdio ; R. Ramshaw ; W. Eeep ; 
J. Reeves; J.B. Rennie : J. A. Richardson : J, R. 
Ridden ; A Ridge; B. Ridout ; W. H. Roberts; 
A. H. Sadd; W, Sadler ; W, H. J. Salt; W. Scutt; 

G. Sedgwick; G, Shaw; J, E. Singleton; J. Sink- 
ings: G. F. Smith ; L. C. F. Smith ; T. Southwick ; 
W. F. Spikes; J. Stacey: J, J. Steele; C. H. 
Stevens ; J. H. Tench ; J. Thomas ; R. E. Thomas ; 
J, W. Thome; W, Turner; W. B. Urwiu; T. H. 
Venables; G. Wade; G. H. Wadsworth; F. A. 
Waumsloy ; F. J. Webb ; 8. Webster ; G. H. Wlieeler; 

F. Whiteley; R. Wliittaker ; A. J. Whitworth; H. 
Wilkinson ; H. G. Wilson ; W. Winter jSxqs to 

Seoondvary Schools Branch, 

Priyieipal As>iis(.ant Secretary, The Hon. W. N. Bnrce, 

C.n. j^X,200 

AsHfdmt Secretaries, J. W. Mackail ; R. E. Mitcheson ; 

J. C. G. Sykes, o.b £850 to j^i,ooo 

Smior Examhiers, E. E. Freehill ; A. R. Guest ; J. E. 

Talbot ;6^6so to £800 

Junior Examiners, T. E. Ainger; H. G. Buxdott; 
R, R. Campbell ; R. H. Carr ; D. DuB. Davidson ; 
F. C. Greene ; E. St. C. Harnett ; W. M. T. Lawrence ; 

H. E. Mann ; 0 . J. Maslin ; R. L. Megariw 

£250 to £600 

Inspectors op Seoo.vdart .ScHoot.s. 

Oh'M Inspector, W. C. Fletcher £1,200 

Sta^p' Inspectors, J. W. Headlain ; K, P. Scott ; F. 

{ Spencer ; F. B. Stead £800 to £900 

Inspectors, E. M. Battiscorabe ; F. G. L. Bertram ; 


Tfeoiinblogibai Branch, 

PHnxipal Assistant Sexntary, F. G. OgiiviejC.Biii’jisioo 
As^tiiM 'Secretaries, H, W. Simpkinsoh, c.a- * ,£i,qoo 
to £i,*oo J E. K. Chambers; £i}000 to £1,260 j C. A. 

Bu'ekmastor - £850 to £i,coo 

Senior Eesaminers, H. A. Bowler ; A. E. Cooper ; W, C. 

Eaton; H. Graves ...; £650 to £800 

Junior Examiners, A. 0 . Curtis ; H. A. S. Ferris ; 
W. L. Galbraith; A, L. Iletherington ; E. G. 
Howarth; H. B. Jenkins; H. A. Konnody; A. H. 

Sidgwick £350 to £600 

Inspectoiis ok TEcnxicAn Institutes and Eyknino 
S ciionus. 

OhitJ Inspector, F. Pulllnger £a,ooo 

EirUioml Inspectors, E. J. B.ail; H. II. HoiVert; 

J. P. Laws ; T. B; Shaw £800 to £900 

Inspectors, A. Abbott; G. A. Bax,andall ; H. E, 
Boothrovd ; J. Brill ; O. H. Creasev ; T. S. Djunond ; 
W. B. D. Edwai'ds; M. A. Fenton; P. L. Gray; 
A Harris ; J. W, Hartley ; J. E. W. E. Honnesey ; 
H. T. Holmes ; P. H. B. ingles ; J. Leicester ; G, 
McFarlane; W. W. F. Pullen; A E. H. Tutton^ 

£400 to £800 

{AU branches o/thc Inspectorate assist in the 
inspection of Erening Schools.) 

I.v.sPKCTons OF Senoew of Akt. 

Chief Inspector, S. J. Cartlidge £800 to £900 

Inspectors, H. Allport; E. H. H. Bnice; J. Lattimer; 
F. Suddards £400 to £Soo 

Universities Branch, 

{With Train Uhj of Teachers.) 

Acting Principal Asst. Secretary, H. F. Heath. 

Ajfsif. Secretary, R. J. G. Mayor £850 to £1,000 

Senior Exam iner, E. H. Pellmm £650 to £800 

Junior Examiners, J. A. N. Barlow; F. E. Douglas; 
A. H. Kidd ; M. H. H. Macartney ; A. P. Opp6 

£350 to £600 

Issrr.CTORS of TnAi.Nusfo Cou,egep. 

Oii^f Inspector for the Training gf Teachers, P, A. 

Barnett £800 to £000 

Injectors, fO. Airy; tC. H. B. EUiott; fH. E. B. 
Handson ; fA. W. Newton, £900; ?F. H. B. Bale; 

H. Gordon £400 to £800 

Inspector of Drawing in Training Uolieges, t H. 

Tunaloy £400 to £800 

Inspector of Music, A. Sonioi’vell ,,.£600 

Special Inquiries and Reports. 

Director, H. F. Heath £650 to £s<so 

Asst, do., H. W. P. L. .lameson (Smior Examiner) 

£'650 to £800 

Lihranan, A. E. Twentyman £300 to £500 

Junior Examiners, A. K. Ainsworth ; W. w, Hornoll; 
W. F. Sedgwick £250 to £600 

Welsh Department. 

Permanent Becretary, A. T. Davies £1,200 

Senior Examiners, J. L. Ca.s.soa ; J. G. Slilne 


£630 to £800 
Junior Examimrs, S. H. ITobhouse; T. G. Robeits 

£250 to £600 

Higher Bivision Clerk, A. E. Thomas ... £150 to £300 

OMif Inspector, O. Pdw.irds £1,300 

Inspectors, J. Bancroft; W. Edwards; R. E. Hughes; 
D, E. Jones ; H. Price ; L. J. Roberts ; B. B. Skirrow ; 

W. Williams £400 to £aoo 

Junior Inspectors, W. C. R. Johns; G. P. Williams 

£200 to £400 

Sttb-In.me(!tor.s, J. Bowen ; E. Oopus ; J. Evans ; 
S. Holliday ; J. E. Hooson ; I>. James ; T. H. John- 
son: G. Jones; G. W. Matthews; E. Morris; 
R. Khyddereh; A. Taylor; D. Thomas; J. E, 
Wakeford ; J. B. William-s £195 to £^20 

Junior Inspecto^jg, 

J.'G. Saltmarsh, £300 to £520; H. R. V. Ball ; L. D. 

, Cane ; ,W. J. Carter ; R. H. Charles ; E. Ghisgow ; 
W. B, Grlmshaw; J. F. H. Haslam; C. B. Hunt; 
W. C. R. Johns; A. M. Morley: W, M. Page ; J. G. 
Salttuarsh; J. A. Shawyer; G. P. Williams 
, £200 to £400 

1 t Also Divisional Inspector of Elementary Schools. ■ 

I I Also Inspector of Elementary Schools. 


.T. J. R. Bridge; A. Dufton; S. F. Dufton: E. R. 
Edwards ; A L. Felkin ; R. H. Fcrard ; W. B. Hards ; 
LI. S. Lloyd ; D. A. Macnaughton ; H. J. B, Murray ; 
T. W. Phillips; H. H, Piggott; T. A. St^heas; 
W; R, Swain ; G. E, Theodosius ; F. E. A. Trayea ; . 
W. E. Urwick: H. W. T, Wager; P. W. Westawayj 
R. W. White Thomson ; G, W. Young ...£400 to £800 


* Also Inspector of Training Colleges. 


Whitaker’s almanack, 3910 . 


TJm Civil ServicB. 


fS 4 


Oeneyal Staff. 


1 1 > rk in ( 'hiWvt'. or (M J.eawwi.% E. Harris, j.s.<3. 

‘ • £ 6 soto£ 7 So 

fn do., C. McEnroe, ;£:4oo to 

Tritlian allowance j&sc to £zoo 

FiyJt VM:s, X U. Gilbert; E. E, Tratiaan 


£^%o£^o 
1; R Barber; 


' stiVj a.rks. n. X Aylill'e; J. T. Ball, ^ 

. IF. IL Bate ; tW. Binks ; I|. ^ray ; ?F. Brom- 

1 vTich : A. Bnrcli ; A. <3«jbcn ; ^ , H. R. Baho^ ; E.^. 
i Eiaier; 11. W. Etheridgo ; ^ F. ,G. Farmfw ; .T. 
t Garden ; A. E. Garrard ; A. J. Gibbs ; J I?', Hubert ; 


, .G. Liayns 

J. W. Minister; iW. J. Moulton; W. S. rajme, 

A. .T. Pitman; W. W. roo!a;^J. B. Pwre; G. 
Stringer ; Q. B. Stubbs ; H. N. E. West ; E. ^ il^- 

s».n; 4A. Woodgate' ..£360.^ AS''C or ^45o 

Miuor fitaff (ilfirks, P. J. Baldwin; W. 0 . Barber; 
L. J. Bavley; H. W. Buckley; W. F. Conrridge; 


d CnwalWd; F. J. Cullingford ; EL J. Davies; 

" ’ies; H. E. Down; J. F. E. 


R, H. Davies; T, Davies; rr. jc. jjvnui 
Egbors; C. K. Elev; W. J. Fisber; J. F, Freetb; 
A. V. i’allerton; F. J. Gardner; G. Green; G. I\ 


( Jr ibhin ; W. R. Bare ; W. A. Harvey ; P. V. Haynes ; 
W. T. J. iliokrnan ; J. S. Jackman ; W. G. Lambert ; 
VV. H. R. Light; J. P. Lloyd; W. Lowry ; :^ E. 
Marshall ; F. G. Martyru B. G. Mason : J. A. 
Manger ; Sv, P. Millard ; W. R. Mills ; R. R. i^ichol ; 
P, Shnn; A. T, Paul; J. L. Ribbons; J. Rickard; 
\V. B. fJhoemack; A. T. Shorey ; J- H, Smith.; S. W. 
Steele; H. J. Stone; H. Tipper; W. R. Tompkins ; 
\T. B. Trethowan ; M. R. Vlccttj ee ; J. R. Wwburton ; 
e. A. West; E. G, Westell; T. W. W, Whotnall; 
L\ ,t. Wiley ; W. Wright ..,.,....£200 to £$se> or £300 


Consultative Committee. 


(i/tutnria'/t. The Right Hon. A. H. Dyke Adard. 

A, H. WcHxl (Satior Examiner) £6^3 to ;68oo 


I Victoria and Albert Museum, South Kensington, 
S.W. 


director and Secretary ^ Sir Cecil H. Smith, i,ri.D. 

£i,aoo to £x,soo 

Aamt Seerdary, A. C. Richmond >>£400 

Keefrers, A. B. Skinner, f.s.a„£ 7<» to £900; jE. M. 
Gimdall, I.8.O., F.S.A., £600 to £700; G. H. Pahn^, 

B.A. ; W. W. Watts, F.S..A., £530 bo £6^0 ; A. F. 
Kendriok, b.a .-.£4x0 to £500 


Syi'nUiryof ijircnlatim (Jollectiam, J. Bail0y.....^£9':»o 
A Keeper “ “ " , 


rers, T, C. Grove; T. A. Ijchfoldt; R, 't. 
Martin; tL P. Mitchell; E. F. Strange; P G. Tren- 
yfd 


dell ; G. H. W'yfda, m.u.a.s £300 to £500 


I Science Museum, South Kensington, S.W. 

i Dired 07 \ WL I. Ijast, a.m.k.c.I! £700 to £900 

En'fm'x, S. Wowl, B.SO., £600 to £700; T, F. Parkin- 

4«m, A.u.t'.s, .£ttao to £651 

AiiHht. Keepers, H.W, Dickinaon; L.W. Fulcher, b.' 


£3ooto£5oo 


Sol&r Physic* Observatory, South Kensington, 
S.W. 


i>irrHoi\ Sir J. .N. I^wkyor, K.C.B., tnn., f.b. 3. ...£766 
(%tefAm'stntd, W, J. H. Lockyer, pn.n, £330 to £450 


Royal College of Art, South Kensington,’ S.W. 


Principal and H etui master, A. Spencof, a,k.«.a.,„£8oo 
EeijMnir and lUputy Headmaster, C. D. Fitu’oy 

£400 to £goo 


Geological Stufvey of Great Britain and Museum 
of Praotioal Geology. 


IHmeitnr ^Swnyy ttiwl Mrnimm, X X H, T^SiH* F.its. 

£85oto£i,ooo 


Amistants to Director, X Home, p.n.a. ; A. 

Strahan, f.e.s. .^.£650 to £750 

DMiict Geoiagists, G. Barrow ; G. T. Clough ; L. W. 
Hinxman ; F. L. Kitchen ; G. W. Lamplugh, ; 

C. Reid, F.R.B. £500 to £600 

Pdrographer, J, S. Flett ......£s®o to £600 

MuaKtT.M. 

Curator mid Liln'af ian, J. A. Howe, n.sc. £300 to £300 

A.s.mt.. Librarian, C. V. Crook, b.a £120 to £300 

As:st. Curator, W, F, P. McLintook, b.sc.£i2o to £300 

EXCHEatTEE AMD AUDIT DEPARTMENT, 
Victoria Embankment, E.C. 

The Comptroller and Auditor-General was appointed 


Cotnmi.ssioners for Auditing the Public Accounts, whose 
duties were handed oyer to Mm. The main functions of 
the otfice are: (i) In regard to the Exchequer The 


examination of the daily accounts of revenue and other 
into i' - 


public moneys paid into the Banks of England and 
Ireland to the account of His Majesty’s Exchequer ; the 
examination of the quarterly accounts of the Income 
and Charge of the Consolidated Fund, in order that the 
Banks may be authoiised to make advances in the case 
of !my deficiency ; and also the grant of credits for 
Issues from the Exchequer, not exceeding the amounts 
sanctioned by Parliament, (a) In regard to the Audit of 
the Public Accounts of the Cnited Kingdom: —To 
ascertain that money expended has been applied to the 
purjKJse for wliich the grant of Parliament was intended 


to provide ; that the expenditure is supported by proof 
of pajaneut, and genemly to verify the correctness of 


Accounts and to report to Parliament thereon. 

The Accounts of certain Crown Colonies and Pro- 


tectorates are audited by the Comptroller and 
of the Secretary of State for 


Auilitor-General on behalf 0 

the Colonies. The cost of this audit is borne by the 
Colonies and Protectorates affecteX 
The not expenses of the Department were estimated 
at £64,400 in 190C-1- 


OoMptrolkr ami Avditor-Gmet'al, Sir John Arrow 
Ivoi 


Evompe, K..C.B £3,000 

Private Secretary, W. T. Restall £100 

As-sistant Coniptiriller and Auditor, Henry Jame.sGib- 

.son, c.i$ £s,Soo 


Prineip^ Clerks, T. J. Purchas ; H. J. Bidwell, jti.v'.o. ; 
Will&n M. Martin iC.W. A."' ” *’ 


, _. Trollope; G. r.Van- 

derzeej M. S. Kelly (3 to £1^00) £773 to £900 

Senior Uki'ks, E. W. Reay ; Arthur R. Barrett ; A. H 
Britton; H. J. W. Cox; W. H. GalUer; S. Vaine, 
A. K Stephenson; John Tenney; W. Fortoseue 
Barratt; B. Horner; J. A. Barnes; T. J. Bradley; 
A. T. V. Robin.son ; P. N, Dixon ; H. N. Bunbury ; 
F. Wood ; F. H, Warraan ; F. C. Goldby ; H. Collot 
£^SSoto£7oo 

Chief JEmminers, J. E. Sowden ; E. Memck ; W. W. 
Hunter; J. S. Lee; C. Monk; J. D. Rees; W. 
E. Jelfery; J. J. Qarnham; W. T. Rostall; J. 
Houldsworth ; W. Anderson; M. Cleary; T. B. 
Pearson ; P. A. H, HichoIIs ; W, A. Woods ; T. C. 
Evans; H. N. Horton; B. H. Cox; J. L. Rawoliffe ; 
W. D. Bathurst; C. H. Stoodley; G. Burley; H. J. 
Price ; W. E. McKown ; G. F. Davis : R. J. Watson ; 
P. W. Rtwnolds ; H. J. Batho ; W. S. Hunt ; W. G-: 


Cartwright; F. B. Montague ; C.’h! Cope A. 'W’, 

"J^SSo ■ ” 


Hargreaves £330 to £300 

There are also 183 Examiners (of these 150 are on the 
Home Establishment and 32 are serving a.s Local 
Auditors or Assistant Auditors in the Colonie.s, in 
addition to 8 Local Aiiditors or Assistant Auditors 
who are not on the general Establishment of the 
Depjirtment) £100 to £350 i 


FOREIGN OFFICE, Domniig Street, S.W. 
(Office hours xi to 6.) 


The Secretaxy.ship of State tor Foreign Affairs was 
created in 1782, superseding the ancient Secretary for 
the Northeni Department of Europe (as the Officer had 
been called since iSlB'}, He is assisted by two Under- 
^wrsteries (one Parliamentary, the other Permanent), 
three Asfdstant Undor-Seoretanes, a Librarian, a Head of 


the Treaty De^^ment, rad'a staff orciftrk^''The”chief 


f imotions, in adMtion to the formal duties, are receiving 
am answering communications from individuals or 
ofibor Government Departments, from Diplomatic and 
Oonsmar Agents of this country or others, and in deter- 



The Givil Service, 


i8s 


tuiuing the policy of the country toAvards K'treign 
Powers. The administr.'itive e.xpenses of the I'oreigtt 
OfJiec were estimrtted at 1909-10. 

rrincipal Hecretam <>f State, for Foreign Affairs., Rt. 

Hon. Sir Edward Grey, Bart., 51. p j 6 S;>,ooo 

Frivate Sec., W. G. Tyrrell, c.b !*3oo 

yisst. do., Viscount Cranley ; Cliarles Heni’y Lyell, 

M.P. 

rr^cis iVriter, C, H. Moutgomeiy... ...... 


. unp. 
•^£300 


Un’der-Seckkt.a.ries. 

Permanent, Rt. Hon. Sir Chaides Htirdinge, g.c.m.g., 

O.C.V.O., C.B., 1 .S .0 

Private Sec., Viscount Errlngton, ai.v.o ji 5 iSo 

Paiiiameiitanj, T. McKinnon 'VVood, m.p £1,500 

.Private Sec., Hon. Eric Bmminond £350 

Asmt. Under-Secs., Sir Franci,s Alexander Csunpben, 

K.r.M.O., C.B £1,500 

Louis Mallet, c.b £1,300 

Walter Langley, c.b £1,000 to £1,300 

Legal Adviser, Sir W. E. Davidson, k.c.m.g., c.b., k,c. 

£3,300 

Assistant Legal Adviser, C. J. B. Hurst, c.b £750 

Senior Clerks, Arthur Larconi, c.b. ; "W. C. CartwHght, 
c.M.o. ; Richard P. Maxwell, o.n.; AlgenionLaw,c.B,; 
.lilyre A. Crowe, c.n. ; William Goo. Tyrrell, c.b. ; 
Beilby E. Alston ; Marquess of Dufferin and Ava 

each £900 to jgi.ooo 
Assist. ClerJis, J. A. C. Tilley ; Harry B. Brooke : Hon. 
W.:A. F. Er.skine, si.v.o. ; Gerald S. Spicer; G. S. 
Somers Cook.s, c.jr.o. ; G. R. Cleric, c.m.g, ; R. A. C. 
Sperling ; E. G. Li.ster ; R. H. Greg, each £700 to £800 
Junior Clerks list Class), C. H. Montgomery ; Hon. 
J. K Drummond; lion. R. A. H. Collier; G. S. H. 
Pearson ; lion, C. II. Tufton; Viscount EiTlngton, 
M.v.o. ; Alwvn Parker; J. D. Gregory; E. H. J. 
l.eslie ; S, P. Cockerell ; G. H. ViUiers : M. W. 
Lampson, m.v.o. ; J. M. Addison; W. A. Stewart; 
L, oiiphaut; G, Pv. Warner; E. F. Gye; W. H. M. 
Selby ;C. J. F. Dormer ; O. G. Sargent ;G. H. Locock ; 
Earl* of Drogheda ; R. L. Craigie ; R. H, Campbell ; 
H. M. Knatchbull-Hugessen ; H, J. Seymour ; C. W. 

Orde each £200 to £500 

Chief Clerk, Financial Dept., W. C. Cartwright, c.m.(}. 

£900 to £3,000 

Assist. FinayicM Dept, Hanson Worry Fraser, i.s.o. 

£550 to £750 

Clerk in. Financial Dept., Frederick E, Ellia 

£500 to £sso 

Staff Officers, Walter R. Wallis; Ilany L. .Sherwood, 

O. V.‘ Blake £300 to £500 

Librarian, Fv. W. Brant £700 to £1,000 

A.'fSist. LihrariaiCs Dept., G. J. de Bernhardt 

£550 to £650 

Staff' Officers, Nicholas A. Ball; G. E. P. Hcrtslet, 
each £300 to £500; G. Badrick; Edward Piirke.s 

each £300 to £450 

Treaty Dept Supt., W. R. D. May cook, c.m.o. 

£800 to £x,ooo 

Assist, in do., E. G. Wetherall £550 to £750 

Sta.ff Officer, Hugh Ritchie £300 to £450 

Itegisihf : Jieghtrar, W. L. Berrow £350 to £450 

Staff Officers, John Gritton ; H. A. Slade ; D. A, Leak 
each £300 to £400 
Deputy Marshal of the Ceremonies, R. FolTctt Synge, 

C.M.O ■,••£350 

Oriental Translator, Prof. Charles Weils. 

z)id Division Clerics, Frank Gritton; J. H. Hears 


Offic.n '] ; Leslie G. Brovni ; W. Weigheli ; J. W, 
Field; R. C. Dickie; 11 . H, Quannby; R. Bloorc; 
F. H. Comfort; W. L. M. Dunlop; E. "VV. Light; 

J. ‘ " 

Pj 

WorttiT O. j' HutitoT;’ li' CT’Thomson; WT'. t; 
narrower; L. R. Shenvood ; V. A. Greener; J. L. 
Butler ; J.' S. Grant ; R. F. JarrotL each, £70 te £300 
Kind's Fm-eign Service Messe 7 igers, F, E. Raikes, £400 ; 
Guy Ewen; Hon. Fredk. G. Ourzon ; Bnan MoUoy; 

H. G. Watkins ; Major P. W. North each £250 

Home Service Messengers, Murdoch Mackenzie, 


Edmund W. Newberry; E. G. Pearson ;_A- , is. 
Morbey; J, C. Veasey; John Wright ; Jervis Wright; 
M. B. Ling each £130 to 


FRIENDLY SOCIETIES’ REGISTRY, j 

Central Ofiice, 28 Abingdon Street, S.'W. ! 

A, Barrister was api)ointed in 3828 to certify the Rules ! 
of Savings Banks, and in 1839 to certify those of j 
Fnendly Societies. In 1846‘he was constituted Regigtrsiv , 
of Friendly Soeietie.s. By the Friendly Societies Act, i 
>875. the central office of the Registry of Friendly 
Societies was created, consisting -of Chief Registrar! 
and the Assistant Registrars for England. It exercises 
numerous and important functions under the Friendly , 
Societies Act, the Industrial and Provident Societies ' 
Acts, the Building Societies Acts, the Trade Union , 
Acts, the Workmen’s Compensation Act.s, the Scienfcifi<‘ i 
Societies Act, the Savings Banks and Post Office Savings j 
Banks Acts, the Loan Societies Act, the Shop Clubs Act. 1 
and a great number of local and personal Acts. The i 
sulministrative expenses of the Registry were estimated ! 
at £9,367 in S909-1Q10. j 

Chief Megiatrar, J. D. Stuart Sim £3,500 i 

Assist Registrar, T. Hall Hall £800 i 

Do., G. Dudley Barlow £700 

Chief Clerk, G. Brown, i.s.o £500 

Statistical Clerk, W, H. Tozer £400 ■ 

Actuarial Clerk, A. M. Leveaux £400 i 

znd Dim. Clerks {llighei' Grade), G. T. Knecht; E. i 
Bennett ; T. Jordan £350 to £350 | 

GENERAL REGISTER OFFICE, I 

Somerset House, W.C. i 

The Registration of Births, Marriages, and Deaths is 
believed to have been inaugurated by 'fhomas Gromwell 
in 35:^, but the Statutes conceniing such registration 
are of a comparatively modem date, and were couwdi- 
dated by 37 & 38 Vitit. c. 88. The first Registrar-General 
was appointed in 1838, his work being enormously in- 
creased by the aV>ove Act of 1874, which made registration 
compulsory Jn England and V ales. The expenses of the 
Office wei'e estimateii at £52,385 in 1909-1910. 

Jiegistt'ar-General, Bernard Mallet £3,200 

Chief (Jlei'k, A. C. Waters, i.s.o £gco 

Sup. of Statistics, T. H, C. Stevenson, M.n. 

^ £800 to £900 I 

Do. Accounts and Stores, A. J. Mundy ...£700 to £800 

Do. of Jtecords, A. R. Bellingham £700 to £800 , 

Assist Superintendents, H. B. H. Tytheridge 5 A. j 

Bellingham ; W. J. Ingoldby £500 to £620 ' 

Inspectors of Jiegistration, G. Micklewood; J. H. ' 

Shoveller ; P. Page : F. Bcndle £400 to £600 

Staff Clet'ks, T. T. S. de Jastrzebski ; F. Finch ; 0 , \V. ! 
Banby £350 to £450 ’ 

GOVERNMENT LABORATORIES. j 

13 Clement’s Inn Passage, W.C., and Custom House, I 
Lower Thame.s Street. E.C. | 

Principal, Pi-ofessor James Johnstone Dobbie, n.sc., ' 

u..»,, F.u.a £1,500 I 

Dmnty Frincipnl [Inland lievenue Bmaek), H. Wilson i 

Davis, F.1.0 £700 to £800 ; 

Superinmulem Analysts, E. Grant Hoox>er, v.r.i.c. ; ! 
Charles Proctor, I'.i.c. ; Connah, u.sc. | 

£&jo to £650 ; 

xsi Glass Analysts, James W^oodward, b.sc. ; E. Jones, ; 
B.se. ; J, H. Robbins, n.se. ; ’^T. J. Cheated n.sc.; : 
G-. Stubbs, p.c.s. ; C. Siinmonds, u.sc. ; D. A. Gracey, 

r.i.c. £400 to £550 ' 

znd Class do.,*!. F. Tlalpin, f.i.i'. ; W. 'Williamson, r.e.s, ; 

J. Holmes, f.o.s. ; A. E. Middleton, r.c.s, ; R. Rodger, ' 
F.c.s. ; J. Fox, B.se, ; A. More, a.r.c.s. ; *T, 11 . i 
Bowles; ** 0 . F. Sheppard; J. Oarmicluvel, kcs. ; 
P. J. Sageman ; A. G. Francis, n.sc. ...£x6oto£35o 

HOME OFFICE, Vaiitehall, S.W. 

The Secretaryship of State for Home Affairs was 
created in 3782, the dutie.s liaving previously been 
assigned to the “Southern” Secretaryship, whk-li em- s 
braced the affairs of the United Kingdom, Ireland, and i 
the Colonies, and also Southern Europe. By theapiioiut- i 
ment of the “Home” and “Foreign" Secretaries the ' 
duties were divided in accordance with the names of the j 
Offices, the former retaining Irish and Colonial business, j 
and until 3794 War business also. In *8ox the Colonial 
business was also removed. The Home Secretary is the • 
medium by which the Sovereign acquaints his people of i 
Ms pleasure, and a channel of communication with the ' 
Soverei^, and his main functioim are the maintenance i 
of the Kijog's peace, the enforcement of rules made for | 


* At the Customs Branch. 


Whitaker’s almanack, 1910 . 


TM Civil Bmnee- 



IhmeJfairs, llUlnn. ! £300 to Msoj^o to ^'550 | 

; : ssj-xr i 

h £>«; B- V. Hatc«S,;T.l>-.ri K J. HoimMi •T- T. Asl,t.,ip 'J' .Wo<l. ’ 

^ Su , H. 1. **00, Biravistio ..; £iKoto£zso 

;, ; //. J/, rnnciiwl Lndti ! nAiuu'tar, Aiiss A. M, Auder- , 

r:.'3if:!l»''HKrtii:T.iKU!*. ! son, Hom^' <fif('(' .i> 4 co to ;igsSo 

Sir Fvlwavd Iroap, k.o.b i H. M. Setiiot' lAalii I nxpertorti, Miss M. M. Puterdon , 

/VmS?. .S.r,.!s W. ff.uTi!. .... ■•.** 5 ®, hvidi tiliovvance (if £50), a'/W ; Mtss (?. K Squire, , 

}‘iuyht/iir>ihi,'ii, F MiUtonji;in» J.J.I ' MamheHM", Mi.S-s A. IVncer, Iloun- Of/ic’; IVlI.ss M. ' 

iV"vt/!:sVo,, A. L. 3 f , Sadler, .* Mis .3 Martiudale, ; Miiis , 



it H. Ahrons, Home 'oj/kr; Miss A. M. Yount?,, 

da ifoj* r/jrA-j?, itotwrt 1’. ueyuani, j.s.o., .* 003 , .'*. v». , ^3.00 fn <'000^ 

U'H’Hs' T K Bet tan V (also iu rec:yii>t of allowance , ,^. a^qq i> ^300 

of ivl? for as .slliiur ClcJ'ki; A. L. Di-wn ; 1 5^ Inxpc^'tor^ 3 .,,£xio to £xso : =4 toi,aoo ■ 

; A. -ifatK-elh -f. F. Inspectors of Explosives, Hotiio Oft h ‘6. i 

: H. il »rA^(.HfS&te 4 s“ : j 

^ ^ ‘J 4 &fffdo "^h’ sf 'Sun\y<f ?^!<r .".’...’.^i-!ii^ ' T>mp^H’h->rs,Capt .-V. P. H. Do.sb<>rough,u..\.i; 7 ooto,- 6 '^o; ] 

i J. £soo I Major T. ft. FroMer ; Capt. H. Onlngh.ua ^ 1 

’ ... — ....... ... ...... .*500 to x» 700 I 



i Hf>pkirt' 

I Eactpry Bepaitment, Some OiSce. 

\Jff.^T. (Mof hMp^i'*oi\ B, Artluir Whitclegge, c.b., 

3(1. P, 

lh‘p, (%ief i MiK'diirs, ii'kit-‘hidl, S. H.Knyvett, E-s.q., 
i,s,a , ir%o>o to £^o ; H. M. }l.(iDiu.S0B if7S0 to jSeso 


j Ihi'hy. ; 6 ‘ 6 oo to ^' 8(30 

I J’Jkrfrical Inspector, Kobert Nclsiui . ..:6’soo to £jqo ; 
i Assistaiit liikiactors, W. H. Hcpplcwhito, >St, Ann's 
Hill, Hvttinyhcm : J. M.ellors, W. fclaint, 

Om'dif: ’’Phomaa H. Hottrarn, 6 KilrinaUe ilardens, 




J. Jtekw, Limrinnd it. Walnisley, ManchrHtrri Qi^T\U>n, Dnrhmn £300 

Sutler the Inebriates Acts. 

\V. Branfh^vaitc?, .'t.n., n.r.H... ,...£700 

Snder the Aliens Act. 

... „ . HvUiif ; ii, Eraut# Heijiist.; T, O. Edwardi, i w. Haldane Porter .,.£6ao 

f'ard'^; S<>vsiphll<m,Hlatkbnr/i., i (t/iwt 17 A 0 , i^edg^ Under Cmeltv to Animp]'^ Ar^ 

ifg 

T. C. Butler; -.roliti I^vr ' A. £^&^ 

rnmmmmt K Ymim, Mawlmtef; J. H, KicUoH, ' ' Anatomy, Home Office, S,W, 

Sf \ y , C \» k , Man - i MdropoUs , Sir Wm. It Bennett, k.c.v.o., f.r.c.s. A^roo 

A* Wolf^ iSmrffe. ’ PjwnJioeif, Thomas Pickering Pick, A‘ioo 

I W,. Jf. B. -ffomd ‘Ojfflec ; E. J. Fwcock, 1 EdinlwrQh, Sir Jas. Alexander Rns.scll, jgioo 


; , £ C> 'jtolor, mfi ..... 

h. SirWood, 
X 3i«p, HMmth; T. Bsrow», Kit- 
uWtmmtWwpm^r ; xowi»o^ir«dj; 
XAmmArryt B. F* Young, im 90 w ; 
; J, H, Warten, 

w^'Sm ; F. E* Jfliiti 8iAm ; 


Inspectors County & Boro’ Constabulary’, 
Capt. H. D. Terry ; Lt -Col J. H. Eden £x^ooo 

Eoformstory and Industrial Schools, 

Home Ofilce, Charles Street, S, W. 
eWe/ Inspector, T. 0. M. T. ilobertsoii, i..s.o. 

3ft £SOO to ;£‘l,COO 


WEMEiBE's AtMAmm, 1910 , 


The Givil Servks, 


I liup>iciorii^ Hon. N. C. Walsh ; T, J. K. More Dhrctnr-hi-Cltiaf of the J ado-Fyurommi TFeyi'iiph^ 

1 jiS'^oo to £tQO ■ Pnbliv Works Depart me at, H. A. Kirk, o.i.K. 

Assis'aut fiis})et‘lnrs,,X. (\ Fcarson (Tfehntcal)^ £^$0 C’/wlfc, C. E. J. Twisadriy ....^Tsso to ;67oo 

t o .£450 ; -l. H. Melville ; E. W. I’liuiiton £zso ^ £’400 Uleii: speciaMy attadvd to Political and Secret Depart^ 
Lady Ansidant Inspector, Mrs. H. E. A. Harrison ni/M, F. T. C. Hastings £700 1/» £800 


‘ CkP/tJkrk, T. B. Hildcsiey ;£4ooto5oo 

1 Prison Commission, Home OSice, S.W* 


Harrison nMiL F. T. C. Hastings j£7cot/»£8oo 

jS’aoo to :j£'4oo Staj}' Clerks, H. W. (jarrett; E. S. Hopkins; G.. 


ton... jS'sSo tio jJsoo 

AcCOUNTANT-G L’N’SrtAl/s HkJ’ARI’MKNT. 


dtairman, i^irKvoljm Rnggles-Brisc, r.c,b j£‘s,8oo Ac^wntant-Qcnercl.^sXlcr Badock ..,..£x,zoo 


I htilt iru i.-iu, ^i,ovu 

I Primte Secretary, W. Seott Westland Aioo 

Prison (Jotnmissioners and Directors of Convict 


Depmty do., II. G. Jaqnet ;£8o0 1 

Assist, do,, 


Prisons, H. B. Donkin, m.d. ; F. J. Dryhur!3t; and Senior Chrks, ]. H. Huiuphry.s: W. 8. Dinrani; h\ 
Capt. a F. do L. Eardicy-Wilmol £^,000 Perrott ; A. M . Honsley ; J. Johnson ; 8. G. Smith ; 


Capt. G. F. do L. Eardicy-Wilmol £^,ooo 

s>r. cvlnsjK, Basil Home Thomson ;£7ootO;£8oo 


J. H, F. Uced..... .£500 to £700 


Ini^cctors,‘'B. H. Thoniison ; 'Major E. W. Briscoe; Jmior Ocrlts, G. H. Stoker; R. Mowbray; A. J. 
J. R. Fiu-ewell, £700 to £ 3 oo ; Herbert Smahey, m.i>. Pattle ; T. R . Ellcnor ; S. Turner ; W , Kelley _ 


’ {Mcdkcd Inspector), £900; Rev. O. B. Simpson, 

, M.A. [Chaplain Inspector), £(><io to £'joo; Miss Mary 

L. Gordon {Lady Ins 2 )edo 7 '} £300 to £400 

Comptroller cf Accounts and Stores, J. Juloii 
! £650 to £800 

: do., E. Brine £500 to £600 


£ii;o to £coo j 

Statr tderhs, E. Owen ; J. J. Wotdton ; H. E. Whit-.:- ; 1 
H. McD. Ellercainp; A. 0 . Vv^allaco; P. G. Hill; i 
H. J. PJlcy £350 to £500 I 

Stork Dki'.aut.mkn*t. . j 


‘ ‘Assist, s-r.. C. H. Aru.'jci'.‘.'.‘.'.‘.'.'.’'.’.'.'.‘.’.'.’’.'.’.‘.'/..£soo to £600 IHrectornh'n>’r<d, WillituuG. Butler .........,..£1,200 

Snrn nor. Major IT. S. Rogers, u.k £700 to £900 Deputy <jo., Honp’ J. \> . hry Vr 

’ do., Trient.-Cul. J. \Vmn,K.i: £400 George H. Collier; R. lb Hewlett; 

1st (Pass Ultrks, H. R. Bennett; W. Scott Vrestland ; , ^ ^ades.. ..£500 to £700 

! A. T. IMrnin £350 to £500 ^ i* i’ J A. 0 . McDmvall ; W F. 

I p- raiiAopH® whiteuaii S.W 

I f trams were conducted by Ibo Purveyor o/Sfuppimj, Capt. T, G. .Segravc. 

I Eiist India Corny »any, under the supervision of a Govern- fi -.,11 ry ■, r t m 

! ment Board of Control, whose pre»»ident was responsiWe Buasch Stoue IlEroT ifeiyedere Road, Lambeili, 

: for Indian affaira in Parliament. On tlie transfer of BMpcmfendeiiGCapt. G. i. Miiigtieid, k,x. 


1 India to the Grown in 1^8 a Secretary of State, assisted ^ £800 to £2,000 

' by a Council, was entiaiRted witli the administrative Deputy do., ^M\ha,m A Pholp.'i £600 to £800 

I iiutie.s formerly discharged by the Company and Board. --1 sfdstaHt to Supa'intcudlmt, B. H. G. Street £<^o 

i .sverrf<,™ vf Slate, Bight Hon. Vtoooant 

I Morloy of Blackburn, o.M £s,m> ^ 'V'-.K™!'--,- *4<»to4sno 

I }*Hvate Sec., F. H. Luca.s..... .£300 1 


Inspector 0/ AIuchDmm^ iS, Hitchcock ...£400 to £*;oo 


Assist. Pricate SenyUmj and Precis JVnter, P. H. Dmnumr, S^ntiutl Inmiunents, Lt.-Col. D. Elmu^ 

i rfyi Examiner, Medical Stores, Surgeon Lieutonaiit-Colonel 

Political A.D.C., £800 J Reid, i.M.8. {retd.j, iaii. .........£300 

llNDER-SECUET.eRIKS. , ■ 

Permanent, Sir Richmond Thackeray Ritchie, k.o.b. REaisTiiy and Recoiid DEiuftTMENT. 


RECJISTRy AND RecOKD DErAftTSIlJNT, 

j jSzmo Beg istrar and Superintendent of Records, W. Wmt&r 

Private Sec., L. D, Wakely £130 £j;,aoo 

ParUamentury, The Ma.stcr of Elibank, m.p. ...£1,500 AsHisfnnt, H. Mitchell £550 to £700 

j Private Sec., A. Go\cqys £250 Staf (Jlerh\, M. S. Kail; E. C. ’Winchoatcr; T. C. 

; Aesist. Vnder-Scc., Colin G. Campbell £1,200 Fenton ; C, T. Thoinpaou £350 to £^oc 


CoCNClI., 

V ice-President, Sir Felix Schuster, Bart. Members, 


C, T. Thoinpaou ji 

M I SCKULAN EOOS A dVI NTS J EN 2'S. 


ton, o.e.B.,n,s.o., each£x,aoo ; Sir J. J. D.La Touche, r ’ i- 

K.e.s.i. ; Saiykl Husain Bilgrami, o.s.i. ; Krishna Educational A dnnscrtolnduin Students, T.\\.Arn^ 
Gobinda Gupta, ; Sir J;\iues Thomson^ a.e.s.i ; _ , Tr-j-* 

Sir Thomas Raleigh, a.c.s.i., D.c.n ; Sir Steyning ImjK%dor (f fditury 

W. Edgorlej’, K,.(:.v.o., e.i.K each£s,ooo sir John Steevcu.s, k < ,» ....£500 

Clerk of the Council, Colin George Oaniubell. Assistant to do., M. J. .Bouden £250 to £450 1 


cie,rk Of tne uouncu, Cohn George Caniubeii. 

lieadinu VUrkto Council, A F. Stewart £50 

Res. Clerks, 11 . Peel and G. E. Young each £50 

CJoniiESPONDKNeK Depautjient Secuktauxes. 

Financial, Lionel Abrahams, e.ii £2,200 

Assistant do., Francis W. Kewuiarch £800 to £2,000 
Military,ht.~GQi\. Sir Beauchamp Duff, k.c,b.,-k.c.v.o., 

C.I.E £2,200 

Assistant do., James H. Seabrooke £1,200 

Bevemic and Statistics/ Sir Thomas W. Holderness, 
jpL.e.s.i £2,300 


Miuucal BoAun, for tho Examination of Offlcei’H, ‘ 
(Tue,‘jday, at ix o’clock.) ; 

.Preskknt, Surg.-Gen. A. M. Branfoot, ui.e,, ■ 

{retd.) ; £800 ; 

Ifm her, Lieut, -CoL Sir K. 11 . Charlc.s, K,e.v.o,,M.D., ! 

i.M.s. (retd.) £300 ‘ 

Jjcgal Adviser and Solicitor to Secretary of State, S. G. j 

Sale £2,200 ! 

Assist. Solicitor, W. H. Treasure £600 to £800 ■ 

Sur^yor and Clerk of Works, y. JL Wjnnj\ 4, n, t. b. a. 1 


A do., Francis C. Bmke £800 to £1,000 , , ,, , t> /» .-.■ 4 ?*°^ ! 

Political and Secret, F. A. Hiftzol, o.u £1,200 Ordnance Consulting Opcer, Col. R. C. O. fctuart, R..n j 

do., John K'Ferard £800 to £x, 000 „ m -vr 1 i £r,ooo i 

Public Works, Frcdk. C. Thompson £1,200 (hnsifing Eng mcp\ Sir A lox. M. Rondel k.c.i.k. _ j 

Assistmif do,, Ilermann A. Haiiies...£8ooto £x,ooo Director of FumU uxd Olacial Agent to Aamtnu- 


Assistayit do., John E.'Ferard £800 to £x,ooo 

Public JForks, Frcdk. C. Thompson £1,200 

Assistemt do,, Hermann A. Haines ...£800 to £x,coo 
Judicial and Public, Sir Charles James Lynll, s..c.8,i., 

C,I.E £x,'200 

A«sfef<r«f do., Patrick H. C. Herbert £800 to £s,ooo 


tratoi's-General in ImUo., 


Ism.v Aodit OtTicB. 


mior Clerks, F. H. DunAxsll; C. E. Barnes; S, F, ' £5i«»to£7o» 

Stewart ;H. J. Toadr j E. A, Gowers t H. Peel ; 0. H. Jmiar Chrbs, W. A. Sturdy j E, L. Ball ; A. .TaCKsou 
Kisch ; I C. Walton, .F. W, H, Smith £aoo to £600 £aS3 ih £500 ; 
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The Cml 


hn\ A \l, Nfiithst.ni, iJss© to j£ 5<»» S* 


nAl.. • \. } T. <An(itbt-H £mito£Aoo 

' s)f fho ffonpi'lutt Senico is conductea 




; Vif.‘-Asiniir:U li. L‘ lirofiino, Director of 

Is ajM|v<)tl N'riiff'v at the Adniii-.ilty. j 

j miAm EEYEKUB, 

Hornorsi'i D#mst*, W.t'. 

"fnhmd K*'unuf ’ 11 derived Iteath Jfhities, 

juid inid is partiy fcihvksl by tn« P«r-!t 
MtSj.f*, Tiisj jiriticiinl share, howovor, is colleeted liy 
5|e Fniul'f IcVir.ii f4,dil5shfd in 1849- 

.r.nMhlirso «f a < ’hninnaii, Otpnty-i'hainnim. ami two 
1’ with doint Sicretarics Assistant secre* 

M.3. ind i '«t }f!’ of offr.-iah- The estinuited cost of the 
!>' jMiiinriit 5ii iqo9-J£o was j{;i,243.»e» (the establishment 

of rh<» fliiof ilfHee heuif? £3fi3>9:fiU and. the 

.jra.iiids t olh-j tdi iinih r the farions In lads above siasaned 
rfji»h''d a toiU id j 6*93 979,000 in the haaucial year 
' ■■■ ■ ■ ■ ■■■ ' 

t Sir ilidwt Cliaiiners, n.c.ii. i>a,ooo 

fYffvj/i* b\ W, Fisher ..^£' 


Webb; J. d. Fsirrell ; W. Alclver ; C. D. Spry ; A G. 
irwi&snii; R. W. Harris; A. K. Turner; J. \V. 
Mitdiell ; H. W. Osier : H. G. Butler; F. Hole ; II. S. 
Piiani ; A. Sinmiers; W. T*. Osborne; J. C. Stamp; 
1>. Dunham ; H. 11. Simpstm; D. H. R. Adamson ; 
J. A. lull; S. W. Relisted. 


..£^,soo 


i»*pntyi f htitrMuu K. B Nott Bower, c,« ^>'*,>500 

sv.'f.drtr,!/, s. p, Vivian...... j6so 


Estate Duty Office. 

.SVuYfrt/’V, Ali’reii W. .Soward 

Asuiat. Seeif., A. Norman ; L. S. Lloyd 

£850 to :^i,ooo 

Lerffil Advis>'>', (r. 11. Ro.sher ;£[i,ooo 

VhkfCkrk}^, \V. Filiner V.-mpihan ; (b K. Dreaper ; R. J. 
Dale; xL F. Powell ; xLtV. Smyth; G. 11. Heath ; 
E. Heard; J. W. Jackson; F. II. Diitncld; G. A. 

xVddison ; A. J. Bird £7^?, to j£8oo 

Principal f^lerks, \V. Winter; E. Rissonfold ; T. Robin- 
son ; n. Catling ; F, H. Mainwaring ; li. G. Saunders ; 
R. D, Etheridge ; J. C. Correll ; C. E. Fletcher ; JX. 
II. Glare ; L. W. Browne ; G. D. Callender 

£600 to £700 

siit. Frindpal nt-rl'd, J. C. Denmead {actmri /) ; 
.11. 'I'avlor ; J. W. Bniwn ; J. Gaskill ; C. H. Lyon ; 


AmIM. . 

i J.'p. GmwIv ; H. F. Bartlett, t.s.o. ~ ! A. liewitt; J. R. Redhead ; II. ll. P. 

*• * ' Gilbertson; J. F. D. Latham ; J. li. Gumon; tl. ix. 

„ . , „ . . , ! Ih-amall ; d R. Elliott ; M. W. Watson ; T. Mclvcr ; 

SiJftraal Comnuasioners of Income Tax. ; j Herfuvd £580 

49 WfHirvxtan Stresd. (eurner of Russell Street), j p'irk Chirs di-rks, J. 11. xV. Reay; W. D. Fish; P. .T. 

Strand, W.G. | Rwoer; _S. T. Minipriss; J. I). Pefu*sun ;^T. A, Brest; 

•>"r»fijni^Aimcr», Waller Gyles, £r,ooo; II. W. Page' i T. *V. v., 


Phdiips; A. Gra.si>TiKinn ; G.'F'^ Howe; C. H. Rick- 
man each £800 


Secretaries’ Department. 

Jidnt 1 ', .Viterhiiry ; .T, E. Ghapm.an £x,3oo 

Am.^tnut Secntnric^t P- IViJliamson ; P. Thonip.son; 

J .hu’uh £850 to £i,ooo 

f'mifitftc f hrk-'-, H. A. A. Gnuso ; W. ,i. Bniithwaite ; 

B P, Mo..'.re £78*; to £800 

Proh'dr*/.' » F, A. Rarrett ; H. N. V, Honlciiw; 
H. \hi‘^niiu; N. F. W. Fisher; E. R. IhilTisfUj ; 
E. H. Limbert £600 to £700 


j tu'.k /h’rLvdt# ('hrka, U, TlfU’p; S, Minm-, ; W. 11. JI. 
i: P. D’lVian; J. <1. Phihifiiore; I, 


Afernruau ; .S, P. p’ 

J.Hios; O. It (\->nn> ; F. A. Sh'c ; \V. II. Wiltiams; 

V. Briwif'ird .... £150 to ;t,’5oo 

f Pcntdisiiijr tp' A E. <>. H. J‘’u.s.sey £600 


hmiif'ckii' (f For>iijn IFridcnds, R. K. D.irke £«;so 

K.minint'i'.i or Income Tax Claimn, <f. Wells; 


If! V. G.nniovtd ; J. T. Sargent each £530 

D-'paL/ Chief I’P-'amincrs of Income Tax iUaims and 
Minor Sfatntjjien\H, W. It Wright ; H. Davis; W. J. 
Bfick ; J. W. Scott; .1. Nfullincux ; J. xV. Tlioinpson ; 
M. ,L CahiU; R. H, Lind.arn; .E. G. Dodwcll. £400 
to £500 { T. E. Swain, £300 to £4150; W. xV, Collins; 
:M, < rCcmufir ; F. M inter ; if. Stansfeld ; W, B. Joliit- 
' '-ten; VV. N. Kennedy; ,1. J. Olunan; x\. K.a.s.sen ; 
,1. Dillon; A. R. Reeves; li. O. Goator; J. Gilbert; 
A, J. Strahao ; VV. S, Strom! ; \V. xV. Jennery ; B. A. 

- lleiiflerson ; G. W. .T. Morgan; VV'. T. Dickin.'-on ; 
W. A. Gunner; A. R, (.dark ; G. II. VVhybrow 

£300 to £400 

AccoimtantandComptroller-Gencral’sDepartment. 


i- '-intntant ami C<>mt)tri-iUxrAieii., xVIfrod Stair £1,200 
* ' ' * d.lr. e. Strutt. > . i 


hcjmfif xlecmoifiTH/, If, G, Strutt.' £72510 £800 

Ace^ointantf! and Va>ihif’i\ W. G. Homei. Imia ; E. S. 

' Chapman ; J. E. H<iwe £575 to £700 

Sntior (VerA's, J. TiUVjot; K. J. Henry; A. Brown; , 


V. dc M. xVlesandre; H. T. Watson; H. \V. Haw; 
F, (L Mann; G. T. Nichol!s_^ .-.....£440 to £550 I 


Minor Staff Ofikerif, VV. P. Reynolds. ;lv,— . , 

‘ ■" ** ' ' ' F, %r. Hunt ; J. Tinkler 


J. Radfordo: B. Bnimbk; F. , 

, G, D. Lees ; G. ll. Benneil ; W. Haynes £300 to £400 
' Chief Inspector’® Department— Taxes, 
fJAef Infi^ecJor^Sh' J, E. ThrifF. coo to £t,aoo 


•injiermkoalin^f E. H, Btwers; T. Collins; 


. Staulcy; A. A. Stephens; ,B. Corkc; E. El- 
wuod; K. S, London; J. A. McQuade; C. A. Arin- 
fkid ; F, Brisley ; W. Williams ; A. Binns 


£8(w, rising after ^yeiu-s to 


Dfwdor*, Sacituorn iUtached to Vhitf W. 


Tompion; A. a.flhaw.vC, ,H.-Eo8Si 

C. J. H. Revell J, C. Brice ; 

h aMi E G. Hillman; E. X sSmW; W. Shar- 
laid ilrmndji XSouthwdl; T. MacHahonj W. 


T. n. McConiiick; D. .Scott; W. L. Gone; W. 
K. Lockwootl; H. P. Dunning; "^VV. V. Eilrncr; if. 
Dales; W. J. Todhuntcr; xV. E. Hodgson; 11. W. 
(J.iborn; ®T*1 11. L. Jones; "'E. McGowan ; 'Lt. E. 
Dnrraut; *’IL P. G. Skingley; =dl. J. Wolfe; G. S. 
White; ‘'T. VV. G. Wratislaw ; *F. E. Jeram; *C. J, 
Jl. Hutchins; L, H. G. Whitson; J. F, Rhodes; *J. 
Buck lev; *'A. J. Doyle; G. H. Barne.s; E. P, Rider; 
K, W. ‘ingr.ani ; R. R. Ricketts; L. Stack; H. P. 
Brown ; P' H. Gorle ; T. 0. S. Smith ; T. A, England ; 
**A. W. (.'ooper; *J. 11. Kiev; *E. Whitaker; '’A, 
Vea.suv; M.W. Lnmb; m. G. Bell; »W. E.w/l!an; 
‘’G. !). Knox; *A. If. Tnmghton; '■F. G. Lambert; 
»F. P. Glark ; '■'A. JI. Parez; ^A. Robinson; ®R. 
Dvmorid; -J. B. Bircii: «H. L. White; m. Mcnriu- 
ham ; vr. Addison; -^C. Beatty; ‘^G. L. Price; *'J. F, 
Tiirrant ; *11. (\ Sword. 

Ala rked thus are on l^crrice S>'ii!e, ri^iine/ to £500, 
others irirh personal aalaries. 

Second (lass (dei’ks. ■'•'C. W. L, Tythoridge; *'?. T. 
Brown; II. Rohin.son ; ’^E. O’Brien; *X \V. 
Piuddv; '•’M. K. T. Alacturk ; ^.T. J. Wolfe; »E. L. 
Gope;"'-P. Mordle; "A. Hardwick; -HI. J. Harrison ; 
«E. W, Duxbary; »A. P. Beet; B. I), Sword; 

T. Di.von; >^11. Quigg; ^R. H. Barne.s; »E, V. 
Cole ; •'E. M. Miller ; 'AV. G. Royle ; ®C. <3, Vernede ; 

H. Smith; *'K. T. Hopkins; *J. B. Isherwood ; 
«G. K. Eaton ; “J. AleK. TTendiyo ; ’''F, IT. Forte.“cue ; 
*F It Lovett; »VV. G. .Birt.; '-JI. S. Hunter; «S. T. 
l.(iok; »J. J. Tin.sloy; it Burchnll ; -"-A. E. 
Sansom ; “li. E, Alurc.hkson ; *Fk L. Holland; *.A. 
J. H. Green; L. F. Tours; ‘‘IT. P. Ba.sHi] ; ‘•‘D. B, 
Kent; *C, S. Thomp.son; *G. IC. Brunner; «■!. Pk 
Biss ; J. A. G.Owcn ; '"^E. Collins ; ‘“HMI.G.O’Flvnn ; 
«K. J. Milnu; «H. R. Bu.ssell; *H. Priost; **0. D, 
Florendine;^!. Nell pAV. K, Freeth;’"G. F. Brough- 
ton; *E. 0. Burley; *G. H. Alnorc; ’-E. G. Moir; 
»,s. A. .Sydney-Tumer ; E. Oov/ard ; *U. F. Hmiil- 
ton ; »F. C. Greene ; ‘AV. ,T. Duggan ; ‘^E. V. Hall : 

Greer; ®J. W'. P’ox; 'J. Canter; *A. S. 
Jamouncau ; *Tf. H. Ryder ; *J. Connery ; ‘^A. J. 
Dedman ; W. Neylan ; tV. S. Durrant ; R. K. 
Rowel! ; C. N. Fivinci.s ; J. M. rjli&s ; R. II. Hobson ; 
G. S, Vincent; R. E. Alien; S. R. T<annor; G. W. 
Ahmng; R. .S, Kemp ; II. J, B. Smythe ; E. T. Dixie ; 

F. T. Eve ; E. L. Green ; E. A. Gratv ; H. F, Studd.s ; 
J. O’Gonnoll; C. R. Taifs; O. 1. Thurston; F.' 
Gmttemlen; F. J. Philiipi^; G. G, E. Go.sling; C. A. 
Birtchnell; H. J. Oliver; F. J. Bennett; A. WL 
Ramsey ; H, Porteous ; H. F. Parkes-; T. S. Travers : 

G. Jones; F. TL Peake ; A. T. Nichols ; J. Ratcliffc • 


H. F. Williams ; J. .11. Burgess; R. E. Cvdeman ; T 

Lawtfm ; G. H. Richmond £joo to £350 

Marked thus ^ are 07 t Service Scale, £x$o t j £300, 
£300 <0 £500. 
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31 inor Staf Officers, A. H. Locke; T, F Galium, 
£400 to £500; G. A. Allin £300 to £401: 


Tfm Givil Service, 
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; Edinburgh Brancli ■ Offices 
' See SeoUish Section. , 

, Dxiblin Branch Office. 

See Irish Section. 

Office ef the Controller of Stamps and Storea, and 
Eegistrar of Joint Stock Companies, ITe^^rspapers, 
and Bank Eeturna, including the Stamp. Offices, 
London Stock Exchange, and Lloyd’s. 

( ‘niitrotlf'v ami lte.ijktrai\ F. Atterbiiry. 

- i ssistaiit ( !ontroiu‘rs, II. Birtles ; W. Brown 

£700 to .:^8oo : 

J.s, •distant Hcffisfrar, G-. J. Sargent ..;£70oto ;g8oo 

rrhicipal Cierhs, G. W. Cornelius; A. P. Theobald; 
J. F. Oakesiiott ; D. H. Blyth ; S. Johnson ; A. E. 

Taylor ; .£540 to £660 

Se)m>r Clerks. Battcrsby ; L. H. Clark; D. W. B. 
Swain ; C. S. Villicrs ; W. Lee ; E. B. Bishop ; H. 

W. Lungley H. J. Garclbam j^42o to ;£s?o 

Class Clerics, T. W. Beckwith ; G. Martin ; C. H. 

Bokonham £3^0 to ;^4oo 

M inar Staff Of/ictrs, H. H. Swain ; J. Pittman ; 
H. F. Chittock; A. J. Gayford; J. B. Rowe; H. E, 
Hawker ; B. Chapnuan ; H, A. Hodge ; A. E. Hole ; 

F. K "Vi^ittle .;^30o to ^£400 

Stamping Department. 

J aspect nr, S. J. Bennett jG7Soto 

Assistant Jvspeetor, G. W. Stonostreet...;^^Soo to ;^65o 
< li it f Saperintaidcnt, J. 8. Swordor ,.....;£‘37S to .^,'475 
Sapermtendenis, 1st Class, W. Rose; C. lAker; G. 

Shipway ; F. 0. Pearce £260 to £350 

Solicitor’s Department. ^ 

Solieiior, Sir Francis Charles Gore £2,000 

AssistaM Solicitors, J. Edwin ITper; John Allen. 

Slater each £x,ooo 

Chief Clerk and Ch'rks jk r/uriiiinff the duties of Chief 
Clerk, Frederick W. W. Kingdon ; A. Holt Ikeeth ; 
T. C, Bates ; J. J. Howe [at vaeiom personal salaries). 
Medical Officer. 

It. a. Hamerton, m.d., imcc.b ;£400 

LAMCASTEE, DDCHY OF. 

Office, Lancasteu’ Place, Strand, W.C. 
Lancaster was erected into a ‘'Palatine” Duchy by 
Edw'ai'd III. for his son John of Caunt in 2339. but in 
1399 merged into the Crown thx’ough the accession of 
Henry IV. Its I'ovetmes have always be< n kept sepamte, 
though vested in the Sovereign anfi liis lieira. The 
.iutlicature Act has left only tiic ChaTicery Court of the 
Pueh.v, but while the (JJiiuicellov is a Political Officer of 
the Ooverament, and mayor may not 1 le learned in the 
law, a lawyer is apiiointed Viee-Cha.ncollor. The accounts 
of the Duchy for the year 1007-8 will be found on p. 465. 
Chancellor, Rt. Hon, Herbert Samuel, m.i*. ...j..:^a,ooo 
Priv<itc Sec., Louts F. Fergusson. 

V ice-Chfi iicellor, O. L. Loigh-Claro. 

A.fff;rU('.}Hk'n., Pvobert Alfred McCall, k.c, 
JieceiverAlcn,, Gen. the Rt. Hon. Sir Dighton Mac- 
naghten Proliyn, V'<F) 

.v,l aditor, Henry Sydney Seymour. 

<*lerk ofCoancU tk Ju'iilstrdr. Win. Rose Smith. 
SnUeitor, Reginald C. Har'o-Dyke. 

Assistant Soliciftir, Douglas Houstonn. 

SvrreiKoAfen. and Deputy Ilcceiver-Gen., J. Leonard 
Bolden. 

( 'oroiier, A. M. M. Forbes. 

(htJtf Clerk, H. E. Mitchell. 

Registrar, Preston iJist., Alexander Pearco. 

* J)o. Liverpool Disk, F. Willis Taylor. 

Do. Afflnio/(e.sA’r Di.s'f., Hubert Winstanley. 

LAW OEEIOERS, 

Royal Courts of Justice, W.C. 
Attorney-General, Sir William Snowdon Robson, k.c., 

M.P. 

Solii‘itor-Gen<ral, Sir Samuel Thomas Evans, k.c., m.p.: 
Chief Permanent Clerk, James Abbs. 

LOCAL GOVEEHHEMT BOARD, 
miteiiall, S.W. 

Tlie Local Government Board was created by the 
Local Government Board Act 1871, and consists of the 
Lord President of the Council, the Secretaries of State, 
the Lord Privy Seal, the Chancellor of the Exchofiuer, 


and a Political Presiilent. The functions of tlie Board 
and of various Local Bodies were de-alt with on p. 34* of 
the 190s issue. The administrat ire expenses of the Board 
were estimated at ;^2S4,294 s909"io- 

President, Rt. Hon. John Burms, m.p £2,000 

Primte Secretary, W. T. Jerrod £300 

Assist. Private Sec., H. J, Comyns £100 

Parlittmentamj See., J. H. Lewis, .m.p £1,200 

Private Sec.,^. J. Simpson. £150 

Permanent Sec., Sir S. B. .Provis, k.c. 11 £1,800 

Private Sec,, C. F. A. Hore £150 

Legal Adviser, A. I). Adrian, c.n., k.c £1,500 

Assist. Secs., H, C. Monro, c.ii. ; T. Pitts, c.is. ; ,T, 
Lithiby, c.B. ; N. T. Kershaw, c.b. ; J. S, Davy, c.n, 

(and Chief General Inspector) £1,000 to £1,200 

Principal Clerks, H. C. H. H. Houiidle, i.s.o. ; W. \V, 
Conolly, I.s.o. ; B. Dolton, i..s.o. ; .1, A. E. Dickinson ; 

G. P. Beokley ; G. FI. Wainwriglit; E. A. Browne; 

H. Pullen ; A. J. A. Ball ; C. Knight ...£700 to £900 
1st Class Clerics, W. W. Armstrong; W. IT- Dmn.sday ; 

A. E. IVood; A. Chapman; P. HandJ'ord; H. O. 
Stutclibury; R. C. Maxwell ;‘E. T. Owen; A. B. 
Maclachlan; F. Taylor; II, A. Leggett; E. H. 

Rhodes ; A. V. Symonds £350 to £650 

and Class Clerks, E. Geer ; W. H. Green ; C. R. Hicks ; 
W. R.. Woollven ; G. Biddell ; T. Jerred ; C. B. R. 
Ellis ; R, J. Simpson ; W. R, Frazer ; C, F. A. Hore ; 
C. E. Eoj'^ds; G. Pi. Snowdon; H. J. Comvns; W. A. 
Ross; A" E. Barnes; E. R. Forber; A. il. Greene; 
R. H. H. Keonlyside ; I. G. Gibbon ; F. L. Tuvnor ; 
F. Slator ; W, Sutherland ; H. W. 8, Franci.s ; F. H. 
Schofield ; E. H. Phillips; J. N. Beckett; E. J. G. 
Titterington ; G. M. Hoclgson ; R. B. Cros.s 

£i5oto£soo 

Clerk of Acconnts, J. W. Colton £400 to £600 

Supt. of Deposit, itcference, and Bindiwj Department, 

A. J. Mason, i.s.o £400 to £500 

Supt. Indeoe Depart, R, W. Dingle £400 to £500 

Supt. of Registry, J. W. Coles £400 to £300 

Statistical Assistant, G. W. B. McLeod... £400 to £300 
Sta f Clerks, A. A. Kent ; T. Lawrance ; T. R. Johnson 


E. Ivey; J. W. Graves” £300 to £400 

Clerk, B. M. Wilson £350 

Otlu r Staff Posts, ami Higher Grade and Div., W. G. 

Allen ; H. J. Andrews ; J, B. Avery ; C. J. Bayley ; 
L. F. Bradford ; T. E. Cartwright ; A. J. Eves ; Wk G. 
li’inch; A. G. R. Giller; E. F. Gits; W. G. W. 
Goodwovth; J. Hepworth; G. II. Kennedv; E. 
S. Knowles ; B, laiws ; A W. Lloyd ; S. S. Lock- 
hart; T. R. Luke; T. Halley; A. A. Mullov; T. 

F. Noakes;T. Philpot; B. E. Binder; HR'. Shu- 

brook; W^ J. Sutton; W. Wilkins ; W. M. Wilson; 
J. Young £250 to £350 

Second DivMon Clerks [114] £-;o to £300 

Assistant Clerks [31], £35 to £130; Typists fsol 

£33 to £1:04 

Architect, B, T. Kit, chin £500 to £900 

Assistant ArKhUcct, H. J. Poarspn £330 to £430 

Do., A. H. Worsloy; W. II, Collin £350 1« £350 

Parliammtary Agent and Legal A.ssistant, Herbert E. 

Boyce £goo 

Legal Assistant, J. W. Baines £600 

General Dmpector, P. H, Bagcnal £1,000 

Do., Baldwyn Fleming ; E. B. Wethered ; K. Herbert ; 

G. A. F. Hervey ; E. D. Court ; Hon. G. Walsh ; 

A. B. Lowry ; H. R, Wiiliatus ; J, 8, Cxlcy ; J. \v. 

Thompson ; W. P. Elias ; C. F. Roundell ; R. H. A. G. , 
Buff £600 to £900 i 

Aledical ln.spcctors for Poor Law Purposes, A. H. ; 

Downes, m.d., £900 ; A. Fuller £800 

Inspector of Local Loans and Local Acts, F. ,T. Willis 
£600 to £800 

Insp. under Canal Boats Acts, O. J. Llcwelh n ...£0oo 
A.mst Gen. Inspecko'S.'W. B. Buahell; H. K. Xi.sbet; 
W. J. T. Tmton, eaxih £500 ; Miss Ina Stausl'cld 

£300 to £400 

Senior Tnsp. of Bonrded-ovt Children, ]Mi.ss M. H. 

Mason £400 

Inspeetors do.. Miss B. Evans and Mis.s M. 0. Power 
£200 to £300 

Inspector of Audits, E. P. Burd £900 to £1 coo 

District Auditors (Metropolis), T. B. Cockerton ; H. 

B, Gordon ; A. C, Roberts ..,.£700 to £85® 

Do. (Comty Conncil Districts}, A. W, Dolby; W. D, 
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Tfm Civil Service, 


Ea iterby ; s. D. .Icrrold; II. W. OUvor; X O'Seni; 

L. 0 Wraith ;6760 to j^8*{o 

Ihi {PnwiiHM ViafriciH), F. M. AdamH ; A. b\ P. 
JUnon ; , 1 . A. B, .B. Bmca ; II. F. Buekland ; 
A. W. llhaiuburliu ; J. A., Colo; A. H. D. 
Cnnynjj:li,iiti(.' ; .M. W. i>L\t>n; E. O. Easton; E, M. 
Kstoourt ; J. M. Evaos; H, B. lAurquhar ; C. L. 
UilHoii ; W. (iritrtih ; N. M. ; iK -T. Ilihbcrt ; 

K. \\\ llu-ks; V. A. ITowoll; W. H. Huut ; X E. 
Bighe-Xjucs ; C. F. Jordison: J. A. Lander; H. 
L<.ckc ; U. Lyou ; K S. M lilts ; X Orchard; R. T. L. 
P.'UT ; M. 0 . FiN>port ; IF iilcC. Rich ; H. O. Roijerts ; 
H, Y. C. Bor* ; D H. Boggis Eolfr ; N. 0 . Simuer ; E. 

: F. B. M*- .‘f*us ; A. tXTv.iss ; H. TIAVairotid ; 
H, if. V. VAirull ; h\ M. Wlioatley j H. C. H. White ; 
IV. SAYilkin 


a,piiK»iutwl by the LorU.s ConimisKioiiers of the Treasury. 
The , 


\\(irk of the oiliee imiudes the eolleetioa axirt 

clist;ntt.sion of iTu>tooroiogi(.*al ol)ser various freau all 
oceans, ihc maintennni-e of <», number of statious for 
daily telegraphic I'eTvn’ts upon Avliich forecasts and 
storm ^firnings are based, and other woidc incidental 
thereto. The adridnistraiive t‘xr-ens(j.s are met }'>y £i 
Govermueiit grant, which amounts to ;^i5,9oo annually. 
Director and (JJtainnan of Uommittce, W. N. Shaw, 

8 C. 1 )., f.K.S. 

Marine i^nirriiitaulent, Coiurn. M. W. Campbell 
TIepworth, v.n., it.a.it. 


Bvpt. o/Bta.tiafics, R. G. K. I^cmpfort, m.a. 
of Instruments, R. II. Cui’tis. 


Chief Clcrl, Jidrn A. Curti.s. 


xst Class Clerl's, W. Allinghaui ; T. D. Beil ; F. .T. 
Brodie ; J. E. Cullnni ( Valencia OhscrvatOY'ii ) ; C. 
Harding ; H. Harries. 


H. IJ. Whuith ; W. Young 

: 55 ooto,£ 85 o i 

Assisfxmt Aniililors, A. E. zVldridgc; W. L. Brett; 

,b F. S. Croggon; J.^W. Crowe; W. W, Do%; ■ MINX, THE EOYAI, Tower Hill, E. 

H ‘ TT 'V V ' Mint, as now con.stitnted, may be said to 

Haru.lcon, G^ . X ilibbat, X E. iluyi^, J, , buildings fi-rmi i8io, tlm latter 

Keogh ; 1 . / ■ A' • butviS ; IX j u * ' iK'iiig completed in that ycarat the cost of over ;^25o,ooo, 

Mowatt^ R. G Goi’inan; C. W. I addon ; Vv . Eodoh ; i coinage .Act aliolislied the ancient post of 

E. G. W wdyatt ......,*300 to ; 64 So i AlfUiter of the Mint as such, and combined it with that 



2'rt ‘lo., H. P. Ih.njnois, .r.. .£900 

Knoincfrina Insihctors, F. H. Tuiloch, m.i.c.k, ; 
ib 11. Bkkneil, u.i.c.k. ; W’. O. E. Hoade King, 
itj.c.K, ; W. A. Ducat; E. A. S. Fawcett, jm.o.k ; 
M, K. 'lSf<.'irth, M.i.c.i'.. ; A. A. G. Malet, m.t.c.e. ; 
Maj. C. E. K’ttrton, n.i;. ; Majj. X Etewart, H.t:. ; H. 
E. Hoopor, y..i.c.\u; P. M, Crosthwaite, m.i.c.e. ; E. 


Dudley*; ,H. S. BidwvU, m.i.c.r, ; A, W.^Briditiuore, 

A,. Eoed, 


t\Mn n.se. ; A. G. Drury, m,i.o.e. ; H. 


to £800 


Mrd, ffffper, A. Xowsholmo, F.ii.c.i>...,£i,stoo to £1,500 
2 n 4 Assist Me I. ojmvr, Ruht. Bruce Low, M.n. ...£900 


J '-sisf tSo. ,p M Alt -d Inspeefor/or Cat, NanUarif Far 
IM.MCS, B, Franklin Pat^'ms, m.u. ......£3;,ooo to £jt,i;oo 

M -ifkat /a'.-ocWo'w, R, D, R. Sft'ceting, m.u. ; T. 
Thonucut, t. u.o., M,n, ; K A. Copenun, m n., r.ius. ; 
\V. Wk E, Fh tchcr, m,«. ; H. T. Bulstrodc. «.». ; E. J. 
Rwc.c, M T»,; G. S. Bm'hanaii, M.n. ;S.\V, Wheaton, M.n. 
F. St, Gcorgo "Mivart M.a ; L, W. Darra Mair, M.n. ; 
R. W. Johnstone, ^i.a ; E* P. Mauby, st.a ; IX zL 
I'Arrru’. m.c. ; J. S. L'»w,M.ri, i^t,mjt<owrw)£sootu£soo 
Asnist Jiispedur [Hon-professhmi\ U. X Hiiddari^ 

• ' £400 to £a0o 

D?>7)”rfac.ov G. Buchatjan, n.a im'tinffdik/): 
A. W. J. M u.Io'Mldon, M H. • IF J. IL Goutts, ju.a ; , 

J, M. llamlU, M.n. £500 to £800 

T.:C. diaiivJocK, st.ac'.s. ; ! 


died in 1869. Tlic e.srimated administrative expenses 
amount to £i55.997 for i909“i9io. 

Master and Worlxr, Chancellor of the E.xchcqiier. 
Dtputn Mast r an 'I Knararer of II. AI. BeaL't, R,t. Hon. 

William Grey Eilison-Macarthey £1,500 

CJiltf Clerk, F. L. 1 ). Zdatthews £500 to £700 

Hi-n. Clerk < 1 ; Itep., T.>. J. Scourfield £300 to £400 

Btaf CM, e. T. Folkerd £300 to £400 

Suiyenntendcnf, Operative Ih.partmcni, Edward Rigg, 

I.S.O., M.A £?00 to £900 

Assistant do., T. R. Sachcvcrell ; W. J. Hocking 

£360 tb £500 

C'hemi.st «/},{/ A.s',syn/er. T. K. Rose, n.sc. ...£700 to £900 
Asifistant Assapers, S. W. Smith, e..so. ; J. Phelps, m.a. 

£350 to £550 

Branches of the Soyal Mint. 

Bijdnep, Akir South U'alts. 

IhpKtp Jfh.sP,',' E. II. .S. yon Arnheiin £1,100 

BniterintcinCnt, D. J. K. Ctilloy £550 to £750 

Melbourne, V ictoria. 

JX:pntp Master, IF S. Wardoii 


/asp,.- 


of Foods, G. i 




CffI f>r (A priori till'd Calf Lit.nph, i<\ R, 

Bltxall. .u.n. .,.,£■1^0 to £8»o 

.-i s.dstauf iiu fititlopist, ir. S. Frcmiin, t.n.r.p. 

' £300 to £450 

i t'hfjimm. Atkaii.fr., JVork.A'R. F. Garpcnte.r.,.£8oo 
! Jmisrton K G. RdUrd ; E. Jackvoa;z\. G. Fryer, 

: lui.n, ; I'. N'. .Sulbas ; E. M. Fletcher ...£430 to £6 qo 

j C, 'it'll ii* to<sf},,roi\ H, Porter ..,,..£500 to £600 

i snblnspvfors, J. W. luung; T. L. Bailey; R. D, 
j LiUIelieW £300 to £400 


— £i,ico 

Superintendait, M. L. Baggo £Soo to £900 

Fcrdt, Ji'istcrn Australia, 

iX’putp blaster, J. F. Campbell £i,soo 

Baptrinh mlent. A, Ventris £700 to £800 

Ottawa, Canada. 

Deptitp Master, J. Bonar, i.i.i), £900 to £1,100 


MRiJun’os.fs ’Watsk Acts, 

IVufer Ewamiitvr, C. Perrin, smsst.c.s, ...£850 

XOKD GREAT OHAMBERIAIH^S OFHOE, 
Jtfsyal Court, ILuisu of Lords, S.W. 

The Lord (.»reut ( Icmiheriain is the Sixth Great Ofheer 


of Htate, th« oliuT bilng h''retlit.'UT since the grant of 
Henry 1. to tin- family t)t Do, t'ero, Earls of Oxford. 


lie ‘ AUnrp Crmt 
diolmamlokiy. 


ChmilwrUiin, The Marquess of 


HtepMrM, C&pt. T. D. Butler* 5t.v.o.., £aoo 

yCi Ji V." 


Memint Mourn of Donls, X K.' Wiatos ...£300 
ia!!mOR0I.G01C!AL OFHOE, 

63 Victoria Street, aw. . 

flwt ‘ * ■** * 

»l « WWW of T»d« 

ai ftp 'litM to 

mkm It mm wm 


MITSEHIC, THE BRITISH, 
Blooms? )iiry, W. G. 


The British .Mustum may he said to dti UCfroin 1753, 
'■ 0,000 to purchase 


wi'jcn Purliament granted tSie .sum of £30, ^ 

the colUxtion of boitks. &(•., of Sir Hans Sioane, the 
building iBontagu House! }>eiug opened in 1759. The 
prcHont huihlings w’ere yree.t.ed ‘r.>t:hveeu 1833 and 1857, 
and tlie original euilei iion has increased to it.s iiresent 
diujcnsiitns by gifts and pnroha.scs, and by the operation 
of the Ct,!py right Act ot 1843, v/hicli secures a copy of 
every PH blication for tine Lil)rary. lliiles, &c.. afTecting 
the pul, die, dateJi anti tiine.s of opening, &e., will be found 
among “Places of JnLorest.’* The udministmtive ex- 
penses of the British Jliiscttm wore estimated at 
(including Natural His'toyy Museum) ui' 1909-10, 
e mot hv H. vofe under “ Educe tion SefAr!/»e 


aiut were mot by a vote under “Educattou, Science, 
and Art.” Class IV. of the Civil Service Estimates. 


Director and Frineipal Librarian, Frederic George 

Kenyon, r.c. A,, n.iatt. .£1,500 

Assistant Secretary, A. E. Dryhurst £600 to £700 

Assistant, i.st Clim, E. B. XicKolson, b. a. £300 to £500 
Clerk in Charoe of Accounts, C. P. Cooke £400 to £500 
Keejm ofTrintedBdoks, George K. Fortescue, 

£700 to £800 


icmljflfSce was estoWished as.a Depart- 
Changoa have beer 


Assistant Keepers, Aithur W. Kaye Miller, u:x. 

' ' ‘ “oila"-'' 


wle, in 18^. 

IS in the tuaaagenMHaX and the 
--.4 iPomniittee 


; la a Diwtor wd 


George F. Barwiok, b.a, ; A, W, Pollard, m.a. 

£520 to £650 

Siiperintendmt of Beading Boom, G. F. Barwick, b.a. 
Assistants, xst Class, Henry M. Mavhew'; Ovril j. 
Davenport, v.n., f.s.a. ; W. Barclay Squire, m.a,, 



The Givil Service, 


1 91 


F.s.A., F.it.o.s. ; J, A. J. de Villiors ; L. H. E. Taylor } 
Kobcrt P, Sharp, a. a. ; R. A. Streiitfeild, ».a. ;F. D. 

Sladca, b.a. ; II. Symons, n.A £zoo to £^co 

AHfiis.tav.ti<, stKd CUdHHt P. Wilson, m.a. ; L. U. Winirton, 
n.A, ; (I. li. R. Tuckur, u.a. ; \Y. A. Marv-?den, a. a. 
H, Thomas, n.niLt. ; A. J. JC. Esdailo, a. a.; J. V. 
Scholdorer, >i.a. ; E. W. Jekyll, n.A. ; A. Forbes 
Johnson, h.a. ; F, C, W. Hiley, m.a. ; A. I. Ellis, is. a. 

£x^o to i;300 

Kt^i'PfT of Mannscr'ipls and ICr/^nton Libra I'iun, 

< }. ¥. Wai'iier, n.iitt £700 to j£[ 8 oo 

.‘l.ss/sfo.nf Kivpi'rtt of ALSt^., 1 . 11 . Juaycs; J. P. Gilson, 

i M.A ' .£saoto.£6so 

AsaiistantSy i.s-f Henry ,fohu Ellis; John A. 

Herbert, b. a. ; A Ilughcs-Jhryhos ; 1 ). T. Baird 
I Wood, M.A. 

Att.'tifiUMti, 


.A ;6'300tO.;;^5O0 

i, zi'id ('iofifty H. Idris Bfll, m.a.; R. E. W. 

Fhorer, u.a jlsigo to *300 

K^ypn' 0/ Ot')( nUd I'r/nhd Boohn and J/,sVS., Lionel D. 

EarnelL, t.itt. n ^£700 to £Q<n 

Aafiiiituitty i.sf i^loHfty dev. Ct. Marg(diouth,.M.A. 

£300 to ;£^500 

A.'iidrfnvt.'ty znd Tjjonel Giles, m.a. ; Edward 

Edwards, m.a J^iSo to ^^300 

hVt'/vr ojBfintti and ih-aa-otij^, Siduev Colvin, n.i.iU. 

£700 to jifQoo 

-.‘1 /■•!'. do,, R. Laurence Bin von, b.a .£520 to £650 

AratAant, id aifts.% Cajni>be)I Dodgson, m.a. 

£■300 to £500 

AitsitUu7}f, Slid (Uaioi, A. Maygcr Iliiul, b.a. 

£150 to £300 

Ki-rpi-r of 'Eiwptiftft and AMprhm A iitupntfa, Erno.st 

A. Wallis iJiKlgo, uU.i). £700 to £800 i 

Antihtaidtty Id L. W, King, m.a., t.s.a, ; H, P*.. | 

H. Hull, M..A £300 to £500 j 

Aiifttdanttiy snal i'UiA'i, .}*, 1 >. Scutt-..\L»nv;rielV, m.a. ; P. I 

S. P. Hundcock, n. \ £*So to £300 ' 

/G’VjH.'/’ of (Lvfk anti Ituiuna A Arthur H. 

Hniith, :,f.A., k.s.a £700 to £800 

Aiit;istaiit, xd Claatt, H. 11 Walters, m.a., j'.s.a. 

£300 to £500 

Ansistavt,^ z/id (. 1 as.% F, H. ]\r:ir.slian, m.a. ; K. J. 

.Forsdyke, b.a £xso to £.300 

Ki'iimr of British and Mi'divral AntiquUd'S iml 
Ji‘thnoi)r(wh)jy C. Ih Read, M,.n., b.s.a. £700 to £800 
A,‘isinfanf do., O. M. Dalton, i.s.a. £530 to £650 
A fwidatitfi, xxt (’Uffir, R. L. Ilob.son, m.a. ; It. A. Sniitn, 

B. .A., F.c.A, £300 to £300 

AmidtiHf, znd Vla-sn, T. A. Joyeo, m.a. ...£150 to £300 
AVjurr tfCoina and, M<‘dah, U. A. Gniober, k.s.a,^ 

£700 to £800 

Asmt. lu'f'pc}', W. W. Wroth £520 to £850 

A>i,'tida}fty i.d Cloftt!, G, P. Hill, m.a £300 to £.300 

.ItMidiOitiu Slid (.'lost;, Jolm Allan, .M.A. ; G.C. Brooke, 

M< A £150 to £300 

Solin'torHy iVlessrs. Warrens, 09 GL. Rus.st)Il Street. 

MUSEUM, TEE NATURAL HISTORY, 

Ooiiiwell Rond, S.^Y, 

T!ieN.atural History (.'olloet tons in (he British Museum 
, were rcmovtjd to Siiuth Kensington in i 83 i, the new 
{ inusetini being upenwl hi tlie .same .vettr. 1'he hours of 
; (.peninu:, will be found under “ Places of Interest." 

The iuhninistvativc expenses wtwe estimated at £60,543 
! dll .1909-10. ... 

* iiiridor. L. Flotchei’, m..a., r,u.s £1,200 

j A an Ida lit Hirreiurii, Charles II. Fagau £700 

1 Aiinidiiiit, xd (-'Ians, Basil H. rioulsby, b.a., f..s..a. 

I * £300 to £500 

('hrks, W. ir. R. Holl ; W. .T. Anderson ...£55 to £350 
, Aioi'afant, zd (’ifO'tii (Llhrarp), B. B. Wood ward... £500 
; Kfoper of Zodlodn, Dr. .Sidney F. Harrner, m.a., f.k.s. 
i £800 

1 A.ssistant Kwptit'S, Edgar A. Smith, t.s.o. ; Dr. R. 
i Howdler Sharpe ; Charles Owen Watcrlionse 
: £S2oto£6.«5o 

A.w/shuds, xst OlfOiSjGcorgc A. Boulenger, p.r.s. : Old- 
iieki Thomas, r.n.s. ; Fras. Jeffrey Bell, m.a. ; W. R. 
Ogilvle Grant ; vSir George Francis Huinpson, Bart. ; 
<Jharle.s J. Gillian, ji.a. ; Rtaidolph Jurkpatrick ; 
rranGl.s A. Heron, b.a, ; Dr. W. T. C’alinan; Ernest 

3 i;. Austen ; C. T, Regan, m.a £.300 to £500 

As.HMants, snd Class, G. J. Arrow ; A. 3 . Hirst : J. 0 . 
DoUtnan, b.a, ; W. P. Pycraft ; G. Meade-waldo* 

B.A £150 to £300 

Keifper of Oeology, Dr. A. S, Woodward, r.R..s. 

£700 to £800 


Assistmit do.. Dr. F. A. Bather, r.K.s £530 to £650 

Assistmts, xst Class, R. B. Ncwtoii ; Dr. C, Yv'. An- ' 

drews, f.w.s. ; G, C. Crick £300 to £500 i 

Assistant, znd Class, Vi. D. Lang, b.a. ...£150 to £300 ' 
Keeper of Allncralogp, Dv. George T. PriK-, m.a. ^ ; 

. , : £ 7 oo,.to., £fioo !. 
As.sist.mi,s, xst Class, L. J. Spencer, m.a. ; Lr. G. R H. 1 

Smith, M. 1 £300 t('£< 5 oo , 

Keeper of Botanp,\>i\ A, B. Reiidle, k.h.s. £700 to £boo ■ 
Assistants, i.sf f’Va.s.s', A. Gcpib soa. ; E. G. tiuker 

£300 to £ 50 k> - 

Assistant, and Class, II. F. Wevnhain. n, A. 

£15010 £300 t . 

KATIOEAI DEBT OPPIOE, I 

xg Old Jewry, E.C. ! 

The Kational Bebt Coiumirsioners were appfdnted 
under 26 (4co. HI., r. 31 117861 , i^y winch a permanent , 
Sinking Fund wus to ho i>; t:d.'iishcd. itnd a sum of ; 
£ 250,000 issued nuai’terly tit be apidied towards the ■ 
reduction of the INationul I^ebt. being cuinnioul.y spoken ! 
of as “ Mr. Pitt’s Sinking 1‘und.'’ In 182911110 was super- ■ 
seded by appropriating the surplus inemue of the yeuv , 
as the Sinking FuimI, and iliis is commonly known as ; 
“Th (5 Old Sinking Fund." In 1875 “The Mew Sinking 
Fund ” was set up by Sir Stafford Novtlirotfr 138 c. 451 , 1 
and this, with the old Sinking Fund, now niainly J 
operates in reducing tlie Debt. The t.'or.inii.s.si(mers are 
at the i)re.sent time the Sjiej'her, the Chancellor oi the 
Exchemic-r, the Ma.ster of the Rolls, the Lord ( hief • 
Justice, the PayinasfeiMh.neral, and the (-cvernov ami i 
Itoputy-tlovenior <.»f the Dank of Enghiiul. The adminis- 
trative e.vpcnses of the hoard wove estimated jn £ 13,883 ' 
in * 909 - 10 . I 

( 'onipC'ollrr-Gcncral, >Sir George Hervey, k.c.b. £*,500 | 

Prirate Strrdai'ij, J. J. Brce £100 1 

Assistant Comptroller, \\\ G. Turpin ..,£800 to £ 1,000 , 

Aeliiarii, Jiimex Biakov, i.s.o £250 I 

Chief iArrl', A. T. King, i.s.o £Coo ! 

Prhieipal ■ (^M's, J. Blnkev; F. M. Ashley; 0, von ' 

Borg ; II. Man wearing £ 6 ce to £700 | 

Assldant do., T. Gowliind, £400 to £sco; (I. F. An- 
sell ; E. 11. Kennedy ; H. Weathorill ; Y . F. Dpvwt . 

£350 to £450 , 

Brokers, Messrs. Mullens, Marshall L Co ...£*,500 i 

KATIOEAL GALLERY, Trafalgar StRiarf, H.W. | 
The N.ational Galleiy is the re.snlfc of a Parliameutarj' j 
grant of £ 37,000111 i 824 ,fortlicr(UiN,*hii.‘'eof the Angerstein 1 
collection of lectures, the pve.'^ent bnildiug being opened j 
in 1838 .and enlarged in * 865 , 1 O 75 and 1 : 887 . 

D'ireeior, Sir Chaades Holriiyd £j,ooo , 

Keeper and Setreturp, Hawe^ 'I'urnor £7S9 i 

NATIOHAL GALLERY, BRITISH ART I 

(The Tate Gallery), .Millbaiik, S.W. | 

The National Gallery of Brilish Art, Iwlter known as ! 
“ The Tate Gallt'ry,'' was opened in *897 on the site of i 
Tuillbank Gaol, the cost of em-tiou i£ 8 e.ooo) bring liorne i 
by Sir Henry Tate, who also lontributcd the nucleus 
ot the present collectioii ! 

JKredor, Sir Charles Holroyd (,v<v ahore) ] : 

Keeper, D, H MacColl ...£350 tf> £500 : 

HATIOMAL PHYSICAL LABORATORY, | 

Tcddiiigtou, Middlesex. i 

The National Bhy.-dcal htiboratory, founded in 1899 for 
standariliii:i»g and verifj.ing in.^kt-Kiuci.-t i, hir testing ■ 
inaicrifiH .ami for the flctcjnnnntiuu of idiysic.al 
ctuuitanfs, i.s controlled liy a I'oavd ixi resenting the 
K.»yal Society- and the gvciit Technical Societies. In 


- Kourees amunut, fc<j 

aliont £*,000 a year. The Liboratory coniprif cs four 
main dcimtinents ; the ohservntm-y Brjiarluant. fer- 
merlylvow Obsorvatory, is at Itiehmoml, v,duie at Tcd- 
dington the v/ork is organi,s'.d untUr the departments 
of ‘.Physics, Engineering, and Metallurgy. The Fhcf-ics 
Department compxisesThorrnometvic, Klcctxdcol, Metro- 
logical, and Optical Divisions. In mhlition an <;>b- 
servatory haB recently been opened at Eskualomuir, 
Dumfriesshire, for research on Terrestrial Magnetism, 
Seismology, &c. 

Chairman, The President of the Royal Society. 

Bo. qf ^eemtiva Committee, Lord Rayleigh, o.m:., i\avS. 
Xtire^tor, R. T. Glazoln'ook, n.sc., f.k. 6 . 

$npt. Observatory Dept, Bichmond, Charles Chree, 

Uh»„ F.B.S. 


Whitaker’s almAhack, 1910 . 


1 <}\ 


The Civil Service, 





■£■400 1 


Langtuu .. 

Lonflon Postal Service Department. 

CoNTItOLLiai’s Ol'I-'K'K. 

Ci\ntri>nv)\ Roltcrt Rruce £1,000 to £i ,300 

Vvr-ConrroWr, T. Brigs:?? £800 to £900 

Asfiiiif, Coutrdhm, J. W. C’ra\vt?ird ; A. K Adency; 


.T r.^ib'iVv? i. r. C-iokett; U. IK iim-n; II. Lane; 
U \ rt.irt'*?;; W. A. Mattinisou ; A. Matthmvs, 

PlMiiunV; r. W. S. f^ordun £360 to £430 

, "Female Staff. , r 

rliiCmlnC. MiHH A. Sad^Jr..........y;..£ 38 oto£ 4 W 

1,4.^'. >lksK. F. Ban-ott; Mlss J. N. INmrt 


Wlicdcr ; II. f’ Foster ; W.’ T. B. A'ouiig 

£soo t<' .•o< 5 oo 

, Fnnr,upal (Jlerks,,l.Jl. WVjkcr; A. L. Couratin;C. A. 
1 Wheeler; WK V. Inman; C. J. Buinby ; W. C. 
i Waller ; J. Tilcler : F. L. ^’iclioisou ; J. G. Turner 
‘ £400 to £500 



J. W illshire ; b. P. Did I 
£535 t-*’ reeoive srn julowai; 


0 . G(!'nhv.iy.,.. 


1. 11. ...£700 £800 

'''’rk'n ■ ■■ ■ 

„ ..nee of £50) 
,£400 to £500 


V. M. Duuford; 


Cooke; C. E, Ilamer; J. W. CampiorK , . . 

H. G. carter ; H. Mould; W. Fugdi; T. A. \arley ; 
WK M. Beattie £310 to £400 1 

Si!.pmrttvmk)ait, V. G. Whitaker; \W W . Rohnwon ; | 
E. Cane; C. Still; J. G. Oakley; J. A. Hyde; E. T. t 
Woolley; H. W. Fym 



On old scale, £300 to £ 450 . 
Metropolitan District Offices. 
West tJcntral, New Oxford Street. 


Ponthxmtvr, D. H. Rooney * £600 

vKsviwK I‘ostmasta', A. G. Atterbnry £.;ooto£soo 


£350 to £415 

« RiM« to ;t,4S0. 

{('obie Romn. Sta£ it L* 

\ To. lev £ 350 ^ 0^413 

S- «■ t,, 

'< to i:«so I a,M)rH.VoVm*r 

Engiueer-in-Chiers Office. j Western, 3 A'ere Street. 

! Fmnhvr-iu-(Si!v,. Maj. M". A. J. O'Mwua, e.v.t:. li.t;. ; ronhiuoin', AV. D. AVUeMon ....£600 

' ' £1,009 b»£i,OTO j Pi )sth> aster, A. II. Ahum £400 u)£soo 

< AM Fumm rs-ui** ‘f'iff -L Woods ; A . ,» . Stubes, j SiqKrintemlciit {xst Class), S. J . Oollis 

i MIC f £7°'* ■ £300 to £405 

; «.,sop<n &A t; IS ^ a'^so 

’ ' " ' ''o'£5oo 

:> £400 


* ■" ‘ ' £430 b' £550 



£300 to £403 

*j,3 Ayhitechapel Road. . 

K. Gibson ..........£630 

H.' Tiirrell ^ . .... ..... . ... .£4bo'^'to £300 

F. Relph ...............£310 to £409 

^ (irf t'tos), X. T. Mitehoil 

l\. Lack; A. .». isauey; '^^‘‘■"‘ 7 *;’ v;V:: i ' * £300 to £403 

' vviiuwr I'.- j SouthAA'Cstorn, Howick Place, Victoria Street.- 

Jo;.wHmuC Wwin AA ‘y : iv’s* i Pastmastvi\ . 1 . K. i\ O’M. Carew ....£ 

, rriiH-ipil<-b'rks,.lbc. DalkyUj, VA.S. i MmastpffS. £400 to 

iPrk» M Class)Al (K Finhor; W. H. Kerr ; XL J. 

HtwiirLh: G, Btjfidington ...£310 to £490 

^nhi.i U'iit* kitpn hitmtirnt, < Woolwich) W.R. CuHey, 

1 M. , £s-.to tn AVoori-Duver) F. ptdlard £40oto£5oo 
if.AsUtnt ita , (Wuolw it'll) d. Btmrdcaux £319 to £430 


.£700 

£$00 


1st Class <Mrk, F. AA'. D’Evelyn £310 to £400 

j Assist. SujKrintetuknts (zsC Class), J. J. Foster ; 

AV, B. D. Poulfcon £jca to £403 

t P.JL Haiisv o/Cotnitwns, J. Liucvilii £300 to £405 


kiipri'hifvailisfj !‘httii>m'rs, I). M Stewnrt ; G. M. Carr ; 
1 (1 W. lit.d ; AV. Sliugo ; F. Tfcniain ; A. Moir ; h. 

' < ’utUiv : .1 , AA'. t hoves ; A\ . N ohle ; d. Shoridau ; I . H. 

Miiehugli ; I. Frobert ; J. McL, Robb} R. Mcllroy ; 


! j’ F Lfitub ...£450 to £700 

* da., li. -lelmsmi; AV. Mepar; IV 

A.Lmigdm ; J. 11 . FossottjT. Plummer ;F.Tandv;-, 
L HhmW; k A. Polloekt T. E. F. grotohe; T It. 
.liiixxmm; J. H. M. ElUott; AV. f Medlyn; d. I>. 
Dsiyter; a IL «miigbn«»y; m Gpmeumil j G.„ 
Atptoai >Y. M. Evans I A. T. Rinwy} E. G. 

, IRRMahope j R. % Condsh : 

£330 to £400 

Fstetories. 


Battersea, 302 Lavender Hill, B.W. 

AsHsist. Postjnasta', H. T. Woods £400 to £590 

xst Class Ckrk, F. Harding £310 to £400 

South-Eastern, 239 Borough High Street. 

PostmastiT, H. Naylor £630 

Assist. Postmaster, A. R. Broad £400 to £300 

xst Class Cln% J. Pryer £310 to £400 

AssistatU SiqM'intciukiit (isi Class), J. Clark 

£300 to £403 

Norwood, 33 Westow Street. 

Assist. Postmister, J. W . Aston £400 to £309 

Class Clerk, L. T. Cliurloy £310 to £400 

Northern, 46 Esses Road. 

Postmaster, H. E. Anderson ......,£600 

Assist. Postmaster, B. S. Hurman £490 to £300 

Assist. Bupsrintendmt {xst Chm), H. A. Tann 

£300 to £405 


WaifAKBB’S AI/MAKACK, 1910 . 


The Civil Sm'iice, 


N ortb- W cstera , suS Evor.sL olfc Stvee t. 

PoattnariiT, R. Fascall ;£^6oo 

R, H. W. Rat-ley j£,4cyo to jlSsoo 

Siipa'intaident {ifit Ckm), J. .Bauiy 

JG300 t0;C4O5 

London Telephone Service. 

Geucml ISTu-mujrf, G. 3'\ PvcKtoa jgyoo to j^goo I 

Principal Ck rt, A. L. fl Bevlyn ;6'4oo to jGsoo 

i.sv t’/Vr.s‘.s' Cb i'k, P. W, Coleman J1S310 to ;£4oo 

A ,s.s(.s'^ Hnpcri nb'Vdmf ib rical -SYa//'), MIsh .1 .Liddiard 
£zto to £z6<i 

F.-malc Supei'intemlriit [Operatiaif Miss A. A. 

ileap ;6‘aoo,to £300 

Medical Department. 

Chief Alcdiml Office}', Axthuv Hiiolin Wilson, i..n.c.p., 

M.R.r.s £z,qzo to £x,zoo 

Slid do., John Sinclair, m.d.... jif4So to £6$o 

! Ffmale do.. Miss lil. h. C. Maclgsiion, sr.n. ,-il'35o to A[soo 

I Afo^bd. do.. Miss C. A. King, >!.« ;^2jotoA‘3oo 

i isi A,<iitiiifant, G. C.Vi". M'right, m.p jl^3oo to ;^’400 

1 smi A.ssintanb'i, H. E. Hcv.’Itt, M.t>. ; 11. E. Bashford, 

j M.l) j 6'200 to J^SOO 

i Money Order Department. 

i Controller, F. Wickham .* *800 to j^i,ooo 

Asnisf. do,, H. Poar.son ;^6co to £700 

Principal ( 'k‘rl:% R. J. Sandemon ; J. A. Griffin 

;6*50O to ;^5SO 

Anoint. Principal Clerks, F. J. White; W. J. Parker 

■ ■ ' '.:^4io to ;^i490 

xst Class aerhs, * 11 . Taylor ; F. R. Frost ; 11. Walker ; 

■ C. H. Browne ; A. W. Cheffiiis ; E. J. M cConnick • 

* .£430. £310 to £400 

Female ritaff. 

i^uperiniendent, Miss 11. Loch £350 to £450 

Depntii Supt., Miss S. A. M. Hawkins ...£370 to £330 
A,n.^i,nta)it iikipcriutt ndento. 

{Old Aloncp Ordn' Branch Establishment.) 

Misses M. IT. Ronwick; M. M. Billing £210 to £260 
(Old Postal Order Branch E. 9 tnhlishme/iit.) 

Mias A. Ijacey £2x0 to £260 

(Comhined Establishment.) 

Misses B. M. Golden ; J. A. Duncan ...£210 to £260 
Returned Letter Office. 

(loutroller, John R. Burr £550 to £700 

Principal Cierl's, H. F. McConnell; If. J. Draper 

£440 to £540 

t.st Class Clerks, 8. R. Hart; .1. W. .Scholldd; 11. 

E. Brooks ; W. G.Green ; A. K. Chalk ; N. L. Tfnbort; 

R. W. (’rawffud £310 to £400 

Savings Bank Department, 

Controller, Henry Davies, i.a.o £1,000 to £1,200 

.•issistant Con ( roller, s, J, 11. fcl. West, i.s.o. ; II. F,. 
Charlton ; G. C. Sutcli ; U. A. F. Rogers 

(one to £900) £700 to £$00 
Principal Clerks, E. H. Dunidl; W. G. Trinder; 
W. A. E. Batchelor; 'Wui. JuluLson ; F. E. Walker; 
K. H. J. M’allikcr; C. F, Nash; G. h, Brooks; 
H. T. J. A, Rickcord; K MacDonaki ; A. G. Duffield ; 
J. Kennett; H, W. Page; .1. relUaia ; F. Reming- 
ton : A. G.Gurr; W. J. ITndrell ; A. L. Ficldson ; 

If. S, Compton £450 to £550, ten to £600 

fin peri nteoulents, M. Wheeler ; F. J, Venables ; W. A. 
Millington ; R. IT. A, B. Etl wards; J. I*. Lee ; A. H. 
Bowie; C. U. Undroll:,!. P. Sutton; L, A. Raim- 
bach ; C. J. Donaldson; T, Lyon; W. C. Bellamy; 
.1, P. White: M'. Jj. Mor.an, £440 to £490; Win. 
Hinith; T. Lenn ; IT. Whittingham ; A. Emmett; 
T. W. Williams; IJ. Rand;W. E. Bond; C. IT. 
Drake; IVi T. Newman; J. R, Smith; H. Weedcu; 

C. O'. Hawkey ; L. L. N. C. Ruinsey ; P. T. Cavanagh ; 
15. Bennett ; J. Johnson ; W. J. Grams ; B. L. 
Gardiner : H. K. Bennett ; C. E. Bate ; A. Pforn ; 
C. E. Banks ; T. 8. Hutciiings ; W. 8. Barrett ; A, 
Hemstoek; A. W. Stoneham; G. B. Hulso; O, R. 
Bovle ; II. L. Drew ; H. Gansoii ; W. Fjinn ; J. W. 
Askew ; H. A. Greno ; P’’. Middleton ; H. Joy ;p\ W. 
Niumeloy; Pc J. Brottj P. V. Turpin; E." Moore; 
A. H. Taylor: M. HucMett; J. M. Linsdell ; 
C. F. Constant ; C. W. M. Paterson ; PI. P’. Cornwell; 

■ J, Adderley; R Attwell; R. J. Entwhle; J. W. 
Tasker ; D. H. McCabe ; T. PI. Olver ..,£^5 to £450 

Female Staff, 

' Superintendent, Miss M. C: Smith, i.s.o.... £35ato£5oQ 
' (Personal allow’anee of £1001 


Bemity fiupts.. Misses R. K. Curbould ; F. Jannes ; 
E. G. ICdkins ; J. 35i. Hume 

£270 to £330, one to £350 
Assist, do., Misses A. E. vSharrock (at inayiinum of 
late class of Senior As.st. Supts,, vi/,., £300) ; A. M. 
Haynes; M. M. J. Latham; M. 15, Baynes; K. 
Plyrc; H. G, iToung; 15. E. Wyndham ; K. A, 
Bumpus; L. A. Kwoet; F. S. MacRao; TJ. Phelan; 

A. R. Paterson ; J. Buchanan £aio to £260 

Solicitor’s Department. 

' jSjOOO 

£900 
iwiird 

Arnold £500 to £600 

Prq/: Assists, (solieitovs), H. Opic Smith; J. Gkoll; 

D. Aikenhoad Stroud ; H. PI. Oallahcr ; 8. Johnsou, 
Other Assistants to Holiciior, W. McIntyre; Pk J, 

Armstrong ; W. C. E. Briguall ; P, W. Mclhtvre ; 

E. Edwards ; H. Bcagloy ; PT. Hcllwig. 

* Stores Department. i 

Controller, G. Morgan 7. £800 to £1,000 i 

Assistant do., 11. Ogden ; W. H. Allen | 

(with allowance of £50 to senior) £600 to £700 ! 
Officers, 3 . F. Aldridge ; G. W, F. P'oord; W, J, ; 

Pltheredge ; W. Curtis ; A. Garner £300 to £600 

JDepvty Staff' Officers, A. C. Day ; P\ ^Y. p'ugcman : H. 
Sparkes; T. E. Rowland; A. A. Parsons; H, A. 

Cheel £400 to £473 

xst atm Clerks, C. Ward ; M. Dalton ; J. H. G. Tavior ; 
R. J. Fewings; C, J. Gates; PI jBanw'ell; \V. M. 
Cook; P\ H. Horner; L. W. Wright; C. \nreeler; 
J. H. Reeves ; G. M. IlewBon ; T. Wcvell 

London, £3x0 to £400 ; Provincial, £280 to £370 
Surveyors’ Establishment (United Kingdom), 
Svrveyars, W’. S. Rimbton, i.s.o. ; P. ?. T. Turner; 
R. O'C. N. Dcvane; W. A. D. iiviinsou; T, P. Bar- 
nard ; D. W. O, Harkiie.«i,s ; A. Mellcrsh ; G. A. 
Whiteman; F. PI. Adams; J. L. McDonald; \V. 
Castell; H. S. Wooster; W. Dickinson; H. W. 
Austin; Pullen; W. Brown; T. Keily 

£66ctto £900 

Assist, f^nrvejifors, isf Class, PJ. D, Shawileld; J. .1. 
Thompson; T. R. Ling; J. 8. Harvey; I>. A, 


F. C. Liikc; G. N. Merrofleld ; J.‘ G.’ Mellersh ; 

G. 'Wallace £4a3 to £325 

A.ssmt. Snrrejfors, 2nd Class, J. G. Chichester ; Daniel 

J. IMoore ; R F. Richardson; E. I'\ A. Burckliardt ; 

G. P. B. Hallowes; C. 'White; R. M. Longland ; 

,}. Q. Maddan ; R. Ramsay ; F. Ij, Freeling; F. Make- 
peace ; F. W. Rliode.'^; R. F, Bi-JuU‘ord; it T. Orr; 

J. H. IrLsh; W. S. llan*ist>n ; ]>. Dunlop; E. J. 

Gayes ; R, Bell ; W. W. Gricrsim ; T. J, Hubi>ard ; 

IT. PI J. iMy; J. G. Laithwaite; G. P. Cooper; 

H. IL Means; C. H. C. Haillio; ,1. 8. Meals; Tl, F. 

Wornham; A. J. IVallace; IR M Ord ; T. V. Hobbins; 

N. 8. Harvey ; J. T. J'\)xo]l ; F. N, W’estbury ; J. C. 

.Tohuston; A. t>. Spaflbrd; V. C. Hall; II, C, A. 

'White ; T. K. Gardiner ; R. J. R. Meashain ; C, A. 

Jackson; T. W. McConnell; D. K. Pl'opkvns; D. J. 

Deans; Pi. F. Nunns; P\ H. Kempe; ;P. W. Jav ; 

L. A. Jones ; A. H, Barry; D. J. Lidbury ; 8, H, U. 1 

Daintmi ; W. R. Storr; k T. Cratchloy ! 

£350 to £400 i 

PEIVY GOTOCIL OFFICE, tVhiltduill, 8AV, j 

The or%in tif the Privy Council is somewhat oh^jeure. j 
At the pre.sc*nt time it consists of certidn eniihent •. 
persons wlaise names are given on p. 120. The Council is ' 
summoned as sttch to act "wiih others” itpon the demise . 
of the Crown, and many nuittefs are referred by the 
Sovereign to Committees of th(i Council, some of which 
arc shmdiug Committees, a;id others eonstituted to deal 
with partiiSular cases, c.p., the Jfidiml Ciommittee, the 
Board of Trade, q.v. The Lord President of the Council 
is tire Fourth Great Officer of State, and as such is 
always a prominent member of the C'abitret, 

Xtord Fremdeiit of the ilmmcil. Viscount Wolver- 

hampton* CJ.c.B.r £2,000 

FHvatefiec., H. J. .Stanley £300 

Clerh of the Council, Sir Almeric W.'PhtzRoy, k.o.v.o. 

£s,soo" 

Bi^ydo.tt:CliiefCiler 7 :, 3 . 0. Lcdlie, B.0.1 £x,iioo 

Okrk, Ohas. .T. Dalrvmplc nav,....,£6ooto £8<>o 1 
Clerk, H. El. Moon, r.s.o £3:0 to £400 i 


WHITAKRB*S ALMANACK, 1 910 , 



sajii : if , n. . i. uupiuau , v t. x iuwcr : d. n«i.w;in> : 

A. H. Blujd; M, C. B. Dawes j C. H. JonMnsotij 

I. i. OTieUIf to £sw 

I «4 EefittUi S®cor 4 « and Enrolments. 

K^p^r o/tlw UfCortU, Sir H. C. Maxwell.Lytej k.c.b. 

lAEf 013 ) HOTBEIB OOtTlT Of 110013 ), 
Albert Siiiiare, Manchester, 
f be <sf Beeowl tor ti» Hnndred of Salford dates 

towa Attgio'SMon times, and ira« Soft aadlatarbed by 
timmism Act of *%3- 
Bfiiwrsl Et, Hon. the Bsurl of Seftcm. 


Apwm Willw Jieiry TaBjot Ifimitt £!fefl!L 

f , H^TafV ,«.iu 
Iwid Art#, 0 . Motmmia. 


PUBLIC WOEKS LOAK B 0 AE 3 ), 

Uid Jewry, E.G. 
i T!i»' I’idflii,* Works b;;in Buiird vim created in rSs? for 
‘ rh- i,un-*v.. uioiiey to Municipal Authon- 


. . -i ?.■!' kihiii- W.n ks. The tr»t!il amount thus borrowed 

jn 0 .imoriutcii t.f 

«lhiii'mihi, Hnn. IkTiv'rt t,!. trihb.s tinp. 

/* pf hi ->‘ k ' hnin ( ii , K. Nnruiaii aup . 

U. PhiiUotjC.B £ t , Sf>o 

I (‘h rk, B. Allc!!, t.s.o ...,.£6 qo to :£0oo 

Si)!frif(n\ (jha'i. fly. Da'vis £^,^o to j^i.goo 


1131. Stationery OflPe v.^as eshiidiplied in tySz, and 
among its dutiesare thesnpiily or'hooksund stationery to 
{.Jovernnitoit 1 >cp:uln\i nts, and the suiierinteiidenee and 
control of (io\<*rnment printing, ic., contracts. The 
Controller, under h<>,t,t(*rs Patent, is the King’s Printer 
of Acts of P.nliament, and in him is v(istc(l the tinpy- 
right in all tiovenunent ]>uliiiea,tions. The administra- 
tive expenses were tsstimated at ;£’36,66o for igog-io. 


1 f.V/oMV. rfVfodo.,C. L. Xiehols»m £nmU)£7O0 | 

, i’ri'.u'iiKii ('L'f't {ill chitnjfi vf accounts}, P. W. K. j 


tWfrolfer, Rowland Bailey, m. v.o. ......£xy2oo to £ x,soo 

W. II. (A:)dling. 

(MiiroUer, W. G. Newton ,;<S700 to ;^9oo 

SiiperintendeHt of Demands, R. Barton ...£6qo to £750 

Accomitant, W. F. Gorin iS’soo to ;£65o 

Snpt o/Daper, W. Cl. AVightiaaii ....^500 to ;6"6so 

t'lrrk 6/ P noli cations, A. d. Ellis ....£450 to £600 

Suxd. of Stores,. 1 . A. H. 'Watson : ...,..£450 to £600 

Ukrli -Ai'CMomife, Dublin, F. PLayward ...£643 

i>o., Edinhurifk, C. H. Balmain £350^0 £450 

AssistajUreto Heads 0/ Bniuches^ L- 'W. Hill {Dublin} ; 
H. ,E.' Pitman j A. L.' Screech; D. ,i-D,Thwaites; 

. AA'eleh ; H. Wright ......,..£300 to £400 

CMrk {Ohl Edab.), ,T. Lofts ,........,...£300 to £400 

Minor Staff (ffitetrs , , E. AV. E. Liddingtoii •, : W. R. 

Codling ; Cl. Afclsaac, £350 to £350; J. .Boyd ; E. If. 

•'First fruit'*'' represent one year's iia'wiivjof a benefice ! Chapman; H. A. White £300 to £350 

n the time of Henry VHI. ; the “tenths'* an animal | Terkiural Assis. to Sujit, of Pajier, tG. F- AV biles and 

, 510 ) of 51 tentii part of Uiat iueome. The mcome from i £. .j, Stallvbrass £200 to £350 

thh mnree amounts to aismt £15.000 i.er year, whieh. , of Prihtimj, T, D. Dutton .'....£500 to £650 

with trie .Mirnhij* mcome from ciipital held by the ; £340 to £440 

I i» 1 Technical Assts. to Supt. of Demands, C. AW How.ard, 

£450; J. C. Rowden £330 

JEmmimrs of PrSUers' Acmmts, fE. 0 . Bateman 5 


^ aHEEK ANHE’S BOIfHTY, 3 Dean’s Yard, S. W. 

hictrixinded in 1704, is hen Qu<--en Anne, with the con- 
etij uf Poriimuenr, tr;UHfem;d to the Goveniors the 
i.mmal income «>f the “first fruits’’ and “tenths” 

, tb-riu-d fmm Tite sees, dignitaries, jind j*enetiees, with 
! H view iu the augnicntatiou of insufticjently endowed 
hmn/s. Tise-se f-hnrg' w*oe originufly levied on all 
. h-riesd in,., mis and paid to tlie Pui>e, imt were made 
part of tin* Crown nwenue lij' Henry A'lll, Alore than 
ii df of {hr. bcu- fices ut Kuglaud and Wales arefree from 
1 Sicsc * hov'’. ;i, Icnine citiicr iiemt exempteii from tlicm 
by -tiunte ,ti’ formed sime tiie ehiirges were imisised. 


I awarded to beuefiees nut exceeding £aK» in net anmud 
value. The total auiount digtriViuted h ’ 


......... *... 1 in i9oSwa.s aV>oi,it 

A'.'f Al®- 'Tlic tidvernors act iLS trustees for endowments 
I mid maiij litwcriptioiw of Cjhurcli funds. They are idso 
I eiiiftowci'ctl to lend money upon mortgage of beiieficra 
. for (uiprovcjnents to ;».n>maKC iiouses and farm build ■ 
' mgs. in cj’riaiu csiacs for rebuilding chanetda, and for 
! diiapidiitions. 

' >',ovbno/<f- Trmsurir, WilHam R. Le Panu. 


A. J. Biggs ; G, W. Riley £275 to £375 

A.s'.sh to Srpt. of Printino, J. Paterson ...£200 to £300 


As.st. Plmminer of Printing awl Binding, J, E 

Wilson {Dublin) £200 to £300 

Supt. of Binding, F. J. Williamson £450 to £600 

Assisi, dll., t.T. R Grane £300 

Exam, of Diudtrs’ Acats., G. D. Rose ....£300 


. ,s ( I ptMir . 

W. Ku'-.seik; D. hmc.aton ; vV. Holford ; AV. J P 


THAMES OOlSrSEKVAlirCY, 
Victoria Einbankinerit, E.C. 


, SmiiJi; A. G. Spencer ; S. D. Knight. 
' SoiuHfor, F. Cl. HnghcH 


The Conservation of the River Tliames was granted to 


.isd. Hotkitor, AV. Cl, Hitnnah. 

, Ai'ihikrt, AVillhim Alfred Hughe, s. 

Amidiir, il, r, (hifhmt, 33 Nicholas Lane, KO. 


' the Dini Mayor of London in 1487, Jind delegated to 
‘ ' 3 bei 


«Jonserviitoi*s in *857, tlie powers being reconstituted in 
"" " ' of .London Act, 1908, took over as from 


; EEOORB OFFICE, THE PUBLIC, 

I fUmiR'eiy Lane, W.C. 

I The Public Rernrd Office as it iifiw stands was com- 
pl.'ted in tqoa for the sah* mistody of the Pnldic Records, 
whi di were first ordered to Ixfi kept by Henry I. at the 
Iwgiuniug of the twelfth century. The administrative 
1 s Were esriumted at£a4,&i«) in »9o8-9, {For hours 
, ..m> p.'4t>o.> 

Kirpii' if the lit cords, Tlio Ma-'tcT of the Rolls, 

Ihputii, S)r H, V, Alax'veU'Lyte, K.i'.n ..,....£1.400 

AsHistihit El I'lS’rand Set'i'ctarjifS. R. Sc;u’giIWUr5l,£8oo 
A.'tsi.i(nn( Kefpers, John E, E. Siiarp ; (J. F. Handeock ; 
, U A. Huberts; R. F. Huwson ; 0 . J. Morris; H. 

i Rothmy.,,, .....£530 to £700 

I'Ve,' A-,, F. H, Atkinson; K Nalisbnry; R. II. Brudio; 
1 n Hrai ; J. < I. Bl^k ; Ci. G. Cramp; A. Bt J. Story- 
i M;XHkciync: R. €. Fowter: J. Y, Lyle; M. S. 


1894. The Porto. , 

March 3*. * 9 C 9 , all rights, powers, and duties of tlie 
Conservators in respect of the river below Teddington 
Chairman, Lord Desborougn, jc-c.r.o. 

Btcrdaryi ■ 


TEA 33 E, BOAED OF, 

Whiteiiah Gardens and Gwydyr House, Yliite- 
hal], 8.W. 

Board of Trade and Plantsitions was e.riablishcd by 
Gharlcs If. in 1660, and in phice of this bodyji Committee 
of tile Cmmcil on Trade was estahUslied in 1786. Tlie 
duties of tliia Committee {which, imlike the other 
Uouncil {.lommR.k'es, has a president of its owni are to 
<;oUe(;t Tmde Statistics, control the issue of Patents, 
keep the Standards of AVeights and Measures, the uon- 
Icgal macliinery of Bankruptcy, the Registration of 
Joint Stock Companies, Rjiilway, Tnimway, AATiter and 
lias Companies, 'Eleotiie Lighting, Harbours and Light- 
houses, and Merchant Sbipiiing, iieting under the latter 
heaxling as Auditor of the Trinity House accounts. The 
administrative expenses were £3*9,700 in X909-S0. 
President, Rt. Hon. Y’iupton S. Churchill, m.p. £2,000 
Prlmk Sm., E. H. Marsh, c.m.g., and J. A. Webster. 
£500 ; Capt. Hon, P. E. Gue.st {unpaid). 
PerataMni Sec., Sir H. Llewellyn Smith, k.c.b. £2,000 
Private Secs., E. R. Eddison and W. w. Marsh. 

Parliamentary Sec^ H. J. Tennant, m.p. .£1,200 

Private See., E. W. Rowntroa £ioo 

Powr Assistant Secretaries (£x,oqo to £i,aoo and 

Harhmr Bepmdrmni, Hon. T. Pelham, c.b. 
Marine Department, Sir Waiter J. Howell, s,.o,n. 
Vommerckd, Labmtrj, and Statistical Detriment, G. 
B. Aakwith. 

Maksoa/y Department, W. F. Marwood. 


• With extra £sc. 
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I of London Trctfie Branch, Col. Sir 

i Herbert Jekyll, £t,sioo 

} Account (mt-tk'iieral, G-. S. Fry ;^i,ooo to jg’ijaoo 

i JJcputp Comi'troller-Grncml ((Commercial, Labour, and 
j Statistical Dept.), G. J . Stanley, o.T»r.t;, ;^85o to ;^i,ooo 
I l)Lpt't}! AsAAont tiecretanj Marine JJcpt,, K. C. 

i Ileroii-Maxwell ' ;£95o 

1 rrinrlpal ('{crL% CLirnham Roper; E!. G. Moggridge ; 

; If. E’ountah) ; C. Hipwot.id ; li. J’’. Caxiill ; O. Jones ; 

j W. n, Clark, r.M.o. ; If. Booth £jooio£aoo 

I Clerks, (t. E. Baker, ;^5SO to .■£'630 ; D. Tfidd ; El. vV. 

Rowntree; J. G. Bell ; J. J. ^^]lls; J. A. Webster; 
i C. IL Griinshaw; G, C. L. Mmmder; R. W. 

Mattliovv ; T. Lodge : G. J. O, Sander. s ; W. Carter; 

' E. J. Ellliut; T. W. Fhiliip.s; E. R. Eddison ; U. 
Wollf; A. R. Thomson; C. Boyd; S. G. Tallents; 

'• aiid R, Brinsley- Richards ;6'20o to .;£soo 

I Jjirector o/Statikios in Labour Jjept., E. H. McLeod 
I .£700 to £900 

1 A ccomitants, A Bai-no.s ; E. C. Stoneharu 
! £650 to £800 

I Chief StajT C>.7ie:er,s', F. Bariev [Commercial Intdli- 

{ {tenet) and R. Leach £500 to £6oc 

! Stnior Staff Ojlicers, A. A. WotKcl ; Hooper ; P. L. 

: A.shley ; W. il. Dawson £400 to £500 

I Stujf Clerks, W. r. Seogings, R. J. Sheldon, £450 to 
I £550 ; R. Broom, G. El. Horinan, £300 to £450 ; J. L. 

1 Bendall ; H. C. Honey ; H. G. A. Mayhew ; G. B. 

I Shepherd ; A. C. W, Gay ; A. S. Lake ; J. Keeling 

£300 to £400 

Class Staff Officers, ¥. W. Perrett ; R. Ilcnsball ; 
A. W. Basham ; S. W. Clark ; T. G. Gibson 

£300 to £400 

Assistant Staff Officers, J. M. Bryce; G. W. Betts; 

W, G. Wickham ; F. 11 , Taylor £200 to £350 

Chief L((hoiir (lor respondent, C. J. Drummond ...£500 
hirestUjators and huimir C'o/'rrspoxidrnts, Miss Clai-a 
W. Collet, J. J. Dent, £430 ; I. H. Mitchell ; D. C. 

Cummings £300 to £400 

SupL of Bcgistrji, Thomas Anderson, i.s.o £500 

Stuff' Clerk for Light RaiUvag Orders, P. H. Thomas, 

J.s.o £350 to £500 

Librarian, R. J. Lister, i.s.o £350 to £500 

Translator, W. J, Gieimy £400 

Clerk in Charge of Railway Accident Work, S. G. 

Spencer £300 to £450 

Ckrk in Qiarge of Electric Lighting Acts, M. J. Collins 
£300 to £400 

Staff Clerk in Charge of Railway Flans, R. S. Lendmm 

£350 

Minor Staff OJff,eer, H. J. Wilson £250 to £350 

As.'iistant Clerks (ist Class), A. Hill, i.s.o., £450; J. 
Quick ; T. Thorpe ; F. A. Fahy ; P. J. Descours ; 

,1 . G. Hargreaves ; W. Greig £300 to £^o 

Second Liv. Clei'ks {.Higher Grade), G. W. Irons ; E. 
Andrews ; L. Goldie; A. C. W. Gay; C. Thornton ; 
H. T. Perry; H. Yates; W. Stanley; E. J. Dos 
Santos ; R. C, Baigent ; H, R. Bamford ; A. D. 
Samuel; W. H. Thomas ; H. Cook; T. W. Hodges; 
J. Hieholla; B. C. Page; R. F. G. Hcatlv; A. C. 
Mackay; G. Jones; W, E'. Stone; P, Ij. Ellereamp ; 
W. .T. Smith ; W. Smith ; E. Burton ; H. W. Dalmon ; 
■F. P. Holmes ; H. Townsend ; S’. W. Emler ; C. A. 
Carter ; W. E. Wilson ; J. TJ. Smith ; J. T. Fmtteii ; 
A. E. Tyler, £250 to £3S« ; and 71 Second Div. Clerks. 

CoMMEKCiAt iNtsLUGBKCE Bra>-ch, 73 Basliighall St. 

, JOirector of Commercial Intelligence, T. Worthington 

£700 to £900 

; ExHiBiTW.'fS Queen Anne’s Chambers, S.W, 

I Director, H. F. Wintour. » 

I Cestsus ot-' Pkoduction’. 68 Victoria Street, S.W. ; 

I Directoi", H. Fountain, 

Assistant Director, H. W. Macrosty £500 to £600 

Supt. of Staff, J. W. Verdier £400 to £300 

Lakour Exchanges, Caxton House, Westminster, S.W. 
THrmi<n\ W. H- Beveridge. 

General Manager, C. .F. Reyr, 

Legal Branch. --£32,150, 

Solicitor, R. E. Cunliffe £1,800 

Assistant Solicitor, Edmund Potter £*,000 

Principal Clerks, Edwin Gillet ; G. C. Taux. 

Clerk in Charge of Bankruptcy Sub-Dept,, W. T. Kaye. 


Professional Department. i 

Professional Member of Marine Defd. (7 Whitehall | 
Gardens), Capt. A. J. G. Chalmers ,..£800 to £1,000 I 
Harbour Department, Commander George C. j 

Frederick, r.n. £i,ooq 1 

Inspector of Life-Saving Amniratus, Commander ! 

W illia.m Fnlncis Edgar Freeland, r.n £600 I 

Assistant, Commander J. D. Daintreo,u.N.£3Soto £400 , 

Office of Inspectors of Railways, \ 

8 Rielimoiul Terrace, \Yhiteball, S.W. i 

Chiff Inspecting Officer, Lieut. -Col. Horatio Arthur, 

Yurke, c.b., r.e £1,400 

Inspecting Officers, Lieut. -Col. P. G. Von Donop, r.e. ; 
Majgr J. W. Pringle, r.e. ; l^t.-Col. B, Druitt, K.r. 

£800 to £x,ooo ' 

Assistant do., J. P. Scott Main ; J. H. Armytuge | 
£soo to £700 ’ 

Electric Adviser, A. P. Trotter £800 to £i,ooo 

Electrician arid A sslstant to do,, J. Rennie £300 to £450 ■ 

Bankruptcy Deparfanent, j 

Horse Guards Avenue, \yhitehal], S.\V. i 

Jnsp.-Gen. in Bankruptcy,!. G. WillLs £i,ooo to £1,20© 

Inspector of Official. Receivers, E. B, Deane £900 

Cliief Bankruptcy Clerk, F. A. Clarke £700 to £soo 

Ch iff Auditor, J. R. J, Johnston ...£600 to £700 

A uditor, J. P\ Bird ^00 to £600 

Junior Inspector, A. A. Taylor £500 to £600 

Escfmiiners,Vif. C. Taylor; A. Mills; H. V. Bate; H, C. 

Watsoii £400 to £500 

Junior do., W. G. Knight; W. A. Clark; C. C. Ston- 
hou.se ; W. J. Walker ; T. S. Hutchinson, £3x0 to 

£400; A. H. S. Miller £300 to £350 

Stuff' Clerks, F. W. Pete ; D. Orr ; E. Carvithen 
2Hd Division Clerks ^igher prade), H. 1. R. Audain ; 
H. Bennell ; F. L. Bamford ; J. Lennox ; N. Stanger ; 

D. Hughes ; T. J. Dale ; A, Rowley £250 to £350 

Receivers. 

Birmingham, Ac., A. S. Cully ... ....£x,ioo 1 

Assh, G. 11. Acheson £400 i 

Bradford and Halifax, W. Durrance £800 to £900 ! 

Brighton, d:c., E. w. J. Savill.,.., ,...£800 ' 

Bristol, F. L. Clark £800 to £x,ooo ; 

Carnbridfje, H. W. Cox £500 ! 

Carmarthen, H. W. Thomas £500 i 

Dewsbury and Huddersfield, C. Wollett...£4So to £500 

Hanky, cbc., F. T. Halcomb £goo 

Hull, Ac., C. H. King £500 

Hswich, F. Mo.ssent £500 

Liverpool, E. D. Symond £800 to £i,o«o j 

London and A\ Suburban, G. Mercer £1,000 

Asst., F. T. Garton ...£350 

London and S. Suhurbmi, H. Llewellyn Howell...£5oo ! 

ALssf., J. B. Knight ' £400 1 

Manchester, J. G. Gibson £800 to £1,000 ' 

Neuwastle-on-Tync, T. Gourlay £600 to £700 1 

Aforthmupton, A. Ewen £600 j 

Noi'th GlamorganshL'c, Ellis Owen £s<»o to £600 ! 

A^ottingliam, E. W. Humphreys £500 to £600 : 

Sltrewsbmy, F. Caris.s £425 ' 

Southampton, T. Easton £300 to £600 ' 

Sumisea, H. Rccs £400 to £600 

Companies Department, zg Great George Street. ! 

Comptroller, G. Staplyton Barnes, c.b ,.£1,400 

Chief Clerk, H. A. Payne £300 to £700 t 

Examiner, C. Wright £400 to £300 j 

Assistant Examiners, R, F. Price ; W. *W. Coombs 1 

£«Soto£3So 

znd Division Clerk [HigJter Grade), M. H. Truelove 

£330 to £330 

Companies (Winding-Up), 33 Carey Street, W.C. 
Senior Official Receiver, H. de Vaux Brougham ... 

Senior Asst, do., Henry Edward Burgess 

Asst, do., W. J. Wariey ; H. M. Winearls ......each 

General Register and Record Office of Shipping 
and Seamen^ Tower Hill, E.— £12,239. I 

Jfepisjfrar-GeiwraZ, Henry Hoel de Merindol Malan | 
£700 to £900 ) 
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! Hf'Uf (*Lrk.^,c. H. Jnncs {J m»t, Jtfpl»trar*Ge,}eml) •, 

} ii. A* Jh^nko ,.£4wtoj£6oo 

I A, CMworthy } J. B. QamitjS. Settf 11. 

I JiliCoto tH ;%<«» 

i aj?f/ MriAhii ^ 7 'TA'« (//«V/ilifcr A. B. Tl«V>x»r ;^vV. 

^ At»;W. H Li-e to iiSgo 

sfiaf Fi, Compton; T. Crone; J\fhm’ Suif 

# 'fVri«, J, C. Haudall ; K. TT. Atkins e;«;h ^^250 

Oliotnj nnw Hetropolitan 0 as Acts. 

AV«ov«'«, A\xffoM,tw G, ^'ernon-TIarcoiirt, v.k.h, ; C. 

i Bovs, ; .1. K. H.ildano, v.h.s, 

• K>'<tinLm\ Loi'tJ il.aykigh, f.r.s, 

Sfcanferds Bepartments, 7 Old Palace iTard, B. W. 

. P-’pntu U'cti'dcd f’j ift>‘ SlantlanU^ Maj, P. A. Alac- 

; Mahon, r.M. ASoa 

f% rL 0 . W. Sellar A400 to Asoo 

j 11. li. C. u.arling ...-Aaooto £400 

Marine ConaiUtative Branch, 

54 Tictofia Btreot, B.^y. 

Si'i'i'fifoi'-ht'f'hbf, ni)d fft.tjvcfnr C*fi.arii 
i'rtidi'ii am Anf/ti>r Ptvnutj E^ffiUhhiitnif.% A. 

{t»U'}0 £600 to £800 

A^dhfanfM tn #/o., T. Carituii; C. W. Hoberts; fl. G. 

^ iliSEOli; ii. :,l. Vose. 

Wn'p W D. Archer £6oato£7ao 

! AMitdmtd to ihi^ A. J. Lhnkl; A. K. Lavers; K W. 

i . : i*artelt,. - : 

Frtm. WMrriytr Toiw{*at\ J. T. Wilkins £saa to £6ao 
K. W. Oolriil; C. R. Godfrce ; U. 

■ 'P. 'W. Uaniol. 

• Cntven Northumberland Avetuie, S.W, 

P/U/fi'i/Mfl P.i 'tint fit- r 0/ Mnstti'ii and Maten^ J, M. 

; I . . llstTMl? .;l5SS«» tO J^6oO 

Vd/C/iW d 'wMno*, l>, Pulton A’aooto A300 

Marine Surrey Staff, 79 >fai‘k Lane, E.C. 
Pf'ttoHml London Pktriat, J. B. Piirk ;iS65o 

' I'hu'f tUamiH r of Haijiiif \Y. T. .Seaton 

A'5aotO;^6oo 

I mtinmx Whitehall, B.W. 

. Ute tiiwil IIiKh Tn^«s:ir<;)‘ of Knyland is the Thinl 
1 Groat Ofiieor of the f jfjon ha^inu Is'en ‘'in oom. 

; mtelpn'' IwiGi nM-t-iin iutervAls) aim'e t6*a. Tlte CJ^ra- 
t wiifftiiAaei;:?; foi' t-scoiUing tlio nfBce of Tn?a»urer of tin* 

I gxcfeft.ntpy of Guaf Rdtiin and LmjiHigh Treasurer of 
1 Iretowl consist of the First Jjord, who, if a Commoner, 

. is. ojSria, li^£‘.nb’r of the Honst? of Cojumous, the 
, Cl^xK’Klhrt’ of the Pvchefpn'r. and scime , junior l*or«ls, 

. viilth cefuin Me.'retHrio« oml a wtaff of otfttiay. The 
' duties of the First L.nl are mainly jx»litieai, as also are 
fItirkS® of the PatronfUs'o Seeretajy ana the ,Umior birtls; 

; the dutiM the iXhtMu elioi' of the jKx»;liequ«r are mainly 
fimiK'ml. tn that hr t^srforma the ancient, duties of the 
; i rwVr TnimttrrV ami, after ngivement with the heads of 
the sjipendiJUf depart meuts. auanjifes for the great 
1 eeiieetidg depart mmts t(t provide sutlli iciif inom*.VH lo 

• nxsftt tlie j-Msiskof tijejenr. The are l.'«d l«*f(a« 

Fjirlibwncnt in the form uf » litidwt, uhieh the Chjm- 
t'Uoreii}H>uud'i t>)the JloiHe, these piatiH hBmgtieeejtted, 

nartlifled, nf i'ejertr,! hv the JioU8»'. 

I Ftiw*-!' oi fm Tarssrnv-*- 
Thu lit. Hon, Huidwrf. Henry AHrpilth, k.c., ?f.p. 

i Miukkr} ...AVoao 

j Pt iintif tS-'i'/t, to Piiinr MiniMti t\ V, A’ash, « .a, ; 

I ; M. StnrgLs, £mo ; aiwl 

Hon, K, s, Montugn, 

CwAf.’KtftR or.TtiR FAf'Bf.ar.'Fft'— . 

It: Iltin. Pavid Lloyd m.p. ,......,£4,000 

! ^ ‘ £3^ I JohnUow- 

£$it»\ M. If, Sands, £sqo; and H. D. Mac* 
lamhur. ,.,.TOip. 

• Jiuhiii J#»w— 

( (kpt. Cecil WUIlam Norton, s.r. £x,ooo 

jw iinty whffitjy* u.p. :.::::::::::::::::S 000 

} Siwawrsajw— 

I "■'•‘T-e-fi- "I -■■■■ ■■ ■ ■ ■ ■■■ £i(iQ 


Permaiunt tferdarp add J uddoi'of iln i 'hdl J./V*, Sir 

George Herbert Murray, u.c.n £2,500 

Privalt: Siu:., G. U Cpeott £150 

, S(.ti'ctarp, Sir T. L. Heath, k.c.u £x,soo , 

‘ PNan^iaJ <'l yt% >h V\\ i'awnti 11 ; K. G. Ilartmin ; J. 

; S. Bradluiry, imj. ; R. F. Wiiki'aa ; M. G. Rasnsay, c.n. ; 

1 G, L. Barstow each £1,000 to £1,200 

■ i 8 t OUfos C/tr/k.f, C. LI. Davie.s ; 3[, F. Hoadlaui ; IL 
i Higgs, c,«. ; R. v^. Mciklejolui ; 8. Anaitage-Smith ; 

•, L. C. Bromley ; N. F. Behrens ; F. tV. H. Millar 

! £700 to £ goo 

I znd 01(188 a, :rhuG. C, UpcoU ; R. G. Ilawtrcy; 0. 1). 

! Rubertson; B. P Bhwbett; C. L. Stocks; {>. K. 

Niemever; A. W. Ilnrst; F. Phiriip.s ; J. H. AIcC. 
i Craig ;‘R. A. Cross; F. tV. Leith Ross £300 to £500 
Pai'liamntai'j} M. F. Hcadlam. 

Asidnttud, K Tigar, i.s.o £450 

i T/’umti'if Ojlleevs of Arconitlt' {vacancy) £850 to 
, £1,000; and J. S. Bradbury, e.n. 

; Admintant, George K- Hunt, t.s.o. ..,...£600 to £900 
I JmhtoM AtvoHHtnnt, )S. W, Havies £400 to £600 

■ Anditorsof Sheriff Acrounta : B. ,T, Brldgeinan, 'ttnp.: 

j and G. W. Couch £200 to £400 

; Sitpmntmdeut if A. .L Hiseock £soro 

i .-f «.■»?. Snpt, do., R, J. Luff. .,..£400 

(‘hitf Uookl' q'ler, C. tVatera... £500 

StatMkiti Ghrrl\ 3 . Fry £400 

' zrd Dh. t'bri’.v, flhjfi r Grade, If. T. Holmes; T. 
j Sibley £250 to £350 

i Department of Solicitor to the Treasury and 
j King’s Proctoi*, 

' Treasury Chamber.^, Whitehall. 

I TreaRjirii Soficitor, .L P. Mellor, o.h £a,ooo 

! Amistant Sonritors, A. II, Itenuis, £1,500; II. K. F. 

Coioyn £x,2oo 

i As 8 iet(tnt% W. Brown, £s,ooo; W. de G. Larnotte 
i £800 to £900 

! CkkfVlerlAand xrt Glass Clerl% H. M. Wanm ; 0, H. E. 
j Fletcher ; P... H. Gardner ; C, Owen ...£550 to £750 

! Starf i’lerk, W. F. Addcy, i.s.o £300 to £400 

I AfiftlAant f'hitf f.lerks, H. A. Weeks; G. C. Cvi.sjdn; 

I and one vacancy £350 to £500 

: Pro/iSskoh'iI ( 'Ar/.'.s, A. E. Wade ; fl. Crawlev; A. F. 
i GHchrist; A. SV, Br<evn ; C. M. Loose; *J. O. P. 

I Kinsman. 

Accounts Branch. 

PkrJ: in (liarc/e 0/ A crmints, W, Burnet. 

} Depntjfdo., C, H. Hunt. 

, C/erLs, W. J. Hagon ; W, .1. Smith, 

I law Courts Branch. 

j rrinrijwl, A. T. Have £i,soo 

; Assistant for ('ho nrmj and ('hnriiij Hast oess , Rye 
.! £400 to £700., 

; Assistant jor Cuhumu lotw Oiol Adiniratiy J-Jusi)i"s.i, 

I R. M. Groenvmod £400 to £700 

I PmfesHioml ('hrks, F.. M. Pvoid; H. t.t Tauxd; 11. (b 
! do Hamel. 

j King’s Proctor’s Office, 

I Treasury Cbaiubers, W'hitehalL SAW 


Gkrks, \V. G. Chapman {Pnd'c.ssitnn'd) ; E. 8. Osborne. 
Parlianientai’y Counsel. 

First Covoml, .Sir Artlinr T. Thring, K.e.r; £2,500 

NreoHd do., F. F Lkldell :'....£i,8oo to £2,000 

Vkrks, 1- roderick B m. Gardiner, i.s.o. ; Albert Pidnce 
Bishop ; Edward Gardiner £100 to £400 

Eating of Govermnent Property. -Offieo, £0,323. 
TrmHurp Valnfr /f rnspecior, F. J. Bacon 

Ruddle 

t krk, 1. Ch&rd £aoo to £400 

»/i4 ikr, ( krk, I pjMr Gnokj, W, A. Walker £330 

Pines and Penalties, 30 ABijigdon Street, S.VC. 
Mirr.tre)'', Thomas Edward jECebbel, -m.m 
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: TRINITY HOUSS, Tower Hiil, E.O. 

' Tiijiity Jlouso, tlic first, f^eneral Lighthouse and 
i Pilotage autliority in the K-higdom. was si body of im- 
I porknce whsjin .Henry A'XH. grsjutcd the Institiution its 
I first charter in 1514, inM’ alia “ for the relief, increase 
I and augment:! tion of the wShinjf>ing of this Realm of 
j EnglamL” Since that period the duty of erecting and 
msuntainiug lightlwmses and other mariefe and sims of 
I the SCSI hsis by Eoysil Charter and Af;t.s of ParJiaHient 
i been crilrnsted to this Corporation. TFi'ifcil 1854 alt light 
I dues were collected by Tilnity Houge, and until TO74 
I .Masters of the hhiA-y were exjuningd by the Elder 
Brethren. The ju-csent. duties of the Elder Brethren 
' hsivc refevtnicc Pilotixge. Lighthouses, Buoys, Boafsons, 

I &c., and siftcndsinee at the Admiralty Court to act as 
; assessors, also to advise the B<iard o’f Trade in nautical 
j inattei's. There are *3 Acting Elder Brethren, of whom 
' 3 are elected from the Royal Navy and ii from the 
■ Merchant. Service ; there are also « .Honorary Elder 
, Brethren. The ineoincof the Coriioratiun derived from 
I light dues levied on shiiming entering and leaving 
British ports iimonnts to jbsoosooo paraniiun), which is 
expended in the raaintenanee of the Lighthouse and 
, coast-marking .syswinof England and Wales, under the 
, fimmeiiil control of the Boaixi of Trade. The Corporation 
also adininiker? certain charittihle trusts specificMly 
i (ledicotcd to the relief of decayed master miiiiners and 
i their widows, the accounts m respect of which are 
i*endored to the Charily Commissioners. 

j Elukh BltUTUr.EN. 

i H.M. The King ; Admiral H.R.H. the Prince of Wales, 

! K.o. ; Capt. Sir Q. R. Vyvyan, k.c.m.g., h.n.u. 

{Df:pntii Mastt’i ') ; Capt. A. E. Barlow ; Rt. Hon. Lord 
! George narnilton, a. c. s. i. ; Rear-Aclin. H. B, Stewart ; 
The Earl of Rosebery, k.o., k.t. ; Capt. A. B. Bell; 
I'iold-Mar.shal the Duke of Connaught and 

.Strathearn, k.o. ; Capt. A. S. Thompson, c.b. ; Capt. 
A. W. Clarke ; Capt. R. Hoare ; Capt. H. A. Blake ; 
Rt. Hon. J. Chamberlain, m.p. ; Capt. L. H. Craw- 
ford, c.B. ; Rt. Hon. A. .1. Balfom*, .w.r. ; The Earl 
j of Sielborne, o.c.M.G. ; Vice-Aclm. H.S.H. Prince 
Jjouis of Battenberg, t;,c.n. ; The Earl Spencer, k.g. ; 
i Capt. O. P. Marshall; Capt. T. Golding; Capt. 

I J. G. n. .Flint ; Rt. Hon. H, H. Asquith, k.o., M.r. 

! >Sf.vt'etarif, Arthur <.>wcn. 

: H. G. IVilleLt ; H, A. Measor. 

Senior Clerlv, E. G. Weller; W. K. Bowen; M. K. 
j S.mith ; W. L. Veiteh. 

' K!i{Hw:(:i‘ 4 n~Cltie/, Sir Thomas JfattUow.s, st.iKST.e.fi. 

: Prun'ijmlPilotoffe C'hrK', A. T. 1 \. 'ficolt. 

! rrhicipal Clerk 0/ I'k^ates^ etc., II. S. Liesehing. 

j TRUSTEE SA.VINGS BANKS, 

i Inspection CoMiiiTTEK, 9 Serle , Street, W.C. 

j Trustee Savin.gs Baiikswerc first made the subject of 
! legislation in j 0 i 6, .'ind an Inspection Committee was 
I appointed ill 1S9J. The funds deposited with the Oovern- 
I ment amounted in xgeS to .£S4, 475.703 (cash and .stock), 
, hdd on behalf of i,785,{?a3 depositors— an increase during 
j i he year of s.sfiB (iei)o.sitor.s. 

’i Clmtrntav, Sir Albert K. Rollit, n.c.L. 

I Vkc-Chairiran, Thomas A. Wciton, r.c.A, 
j St'vntarii, W. S. Cauicrou. 


WALLACE COLLECTION, 
Hertford House, Manchester Square, W. 


i Tiie Walhuic Collection was bequeathed to the nation 
j by the widow of Sir Rd. Walla, ce, Bt-., k, m.p., in X897, 

; and Hertford House was subsequently acquired bv the 
' Government. The expenses ivere estimated at ^^7,414 
’ in 1909-10. 

! Keeper d' Serreltir}!, Claude Phillips....; ;^6oo 

Inspector 0/ Ar/nourien, Guy F. Laking, m.v.o,, r.s, \. 

lam. 

Ulerk^ S. ,T. Camp ....£x<io to j£^3oo 

WAR OFFICE, Whitehall, SiW, 

A Secretary of State for War wa.s first appointed in 
1794, the control of the Land Forces of the Crmvw. having 
been previously exercised by a Secretaiy at War. who 
was responsible to Parliament through the Home Sficre- 
taiy. In 1801 the Secretary of State foi' War was also 
given the business of the Colonies, of w^hich he w’as 
relieved in 1834 by the appointinettt of a Seeretai^ of 
State for that purpose. In 1904 ap Anny Council was 


created by Letters Patent, and to thi.'# Couiu'il were f 
thereby ti’ansforred all the powers exercised under the ’ 
Royal prero.?ative by the Semretery of State for War ' 
and the Conunander-in-Chief. 

Army Council. 

Secretary <y' State for War, Rt. Hon. Richard Burdon 
Haldape, k.o., n.c.L.,iiL.D., k.r.s., if.r. ,„.£spoo , 
Chief cf the General Staf [First MilHary 2 Iemmr), j 

Gen. Sir W. G-. Nicholson, o.c.n .£'3,000 | 

Adjutmtt-Gencral to the Forces {Second 31 il i fary 3 Tm - ; 

brr), Ckm. Sir L S, M. Hamilton, k.c.b., i).f.,o....j£3,ooo | 
^v.arter-Master-Qeneral to the Forces {Third 3 LUit(tr a i 
Member), Lt.-Geii. Sir H. S. G. Milo.s, ic.o.n., c.v.n. ; 

£’«i5oo i 

ITa^ter-Gciici'al of the Ordnance {Fovrth Mititanj ' 
Member), Ool. {femiK 31 aJ,-Geu.) Sir C. F. Hadden. ; 

K.c.B ; £‘«,coo ! 

Parliamentary IhiderSecretnry of Stuti{Civ<\l 3 leniha')., ■ 

The Lord Imcas . 

Financial Secretary (Finance AJemher), F. Dyke . 

Acland, m . p , £i,soo 

Sccretary, Col. Sir E. W. B. Ward, k.c.u., K.c.-v.o.pAT- ' 

manent Undersecretary of Siute) £3,000 1 

3 IiUiary Secretary to the Secrctarif (f State and Sceye- j 
tary of the Select ioii Board, Lt.-Gen. Sir A, S. Wynno, 

K.e.B £%,sx> 

Abst. 3 fit: Sec., Lt.-Col. A. Crawford, in.-i.... ,£650 

Sees, to Sec. qf State, A. E. ATiddows, ft.A., j 
£250 ; and Hon. Maj. G. AIcMicking, c-m.o., ! 

M-P. ■WHtp. I 

Assistant Private See., P'. C. Boven.schen, b.a,, £50 i 

icjsira) 

Private Secs, to Seaxtary, G. K. King, b.a., £100 
(tcctra) ; E. B. Charteris and F J. Stanley-Cary miy. 

Clerical Establishment of the War Office. 

SucrcMry, Col. Sir El. W. D. Ward, k.c.k., k.c.v.o. £3,000 
Assistant Secretary, R. H. Brado, c.B £*,3bo 

L)8p,\immxT OK tbk Sec. ok tub War Omcij. 
Principals, B. B.^ Cnbitt, n.-i. ; H. If, Fawcett, £850 


HoiloW.ay, b.a. ; H. J. Oroody, 

, TV o -r> £700 to £900 luid £600 to £800 

Clerks, B. S. Boulter, fi.A, ; F. C. BovenKclxen, b.a, ; 

H. T. Foyster, b,.v. ; G. F. S. Hills, b..^. ; J. 
HouIih.au, n..v. ; G. K. King, b.a. ; K. I.yon, b.a. ; H. 
W. Moggridge, b.a.; L. G. S. Reynolds; A. E. 

Widdow.s, B.A £150 to £500 

L. L. Buiican, m.v.o., k.h.a. ; 'VV. T. 

TT. m- ...... 

£600 ■ 
£500 

FiN'A.\CE BEl*AUT.MEK!r. 

Assistant Financial Secretary, CharlG.s Harris, b.a. 

Private Sec., B. R- T. arindle, m.a. 

Director of Contracts, H. D. Do la Bern, o.b. .. .£1,500 
Director of Army Accoimts, J. A. Flynn, b.a,...£x,3oo 
Director of Financial Services, W. P. Ponry, m.a. £i,aoo 
Principals, G. P. Wight; ,J. JVI. Bull, b.a.; .L G. 
Ashley, m.a. {Actuary)-, W. A. Bland; J- A. Corco- 
ran; H. W. W. McAnally, ».a.; N. F. B. Oaborii, 

M.A.; S. Biimircuther, b.a £850 to£x,ooo , 

Assistant Principals, A. F. Itajnr {Priuciml Old > 
Fstab,)^ ,T. B, C’roslaud, m.a, ; B. M. Draper, : i 

A. El Turner, b,a. ; R. J. G. 0. Paterson, m.a, ; 3^. J, 
Riley {anting) ; C. M. Wynne {acting} 

£700 td £900 and £600 to £800 
ClerM, H. Birkhead, ji.A. ; ,S. T. Clark, m.a. ; H. C. 
Gordon, r.a. ; B. It. T. Grindle, m.a, ; C. N. Knight, 

B. .\. ; C. Vere ..£150 j&Sw 

GMef Fcaminers, H. O. 'Wiilhims, i,s.o ; H. A, 

Venables; W. Evans; J. W. Hiekoy; R, de M. 

Rudolf* i.s.Q. ; R. X Coles £450 to £500 

Cashim', E, G. Lundy .....,,,,,,...*.£3so to £4W^^ 1 

Assf. do., VV. H. Brattle .,.<,,,£^15 to £380 f 


wsmiWR’s AI-Manack, 1910. 


* For other Private Secs, see Militery Administration, 
pp. 223-325; 

— 



-Nf.v.o. ; Sir O, 11 . Murray^ 


& ilfIsaMifiil ordfJT, 


wmAxm's musAOK, 19 ia 


■ Staff Gierks, &c»-, | 

A. A. JluKe; H, J. IJarlow; C. F. | 
B'iuhu; ,h I Hivan: A. I) L. J’-., I 

Duiuit K B. E, T. li-ann; W. H. U-las* 

s.>u; It ,h Urr..!i; W. V Grostv, II. G. Lnudy ; A. 
'Mai-tinrlli; W. II. Nr;<v]1 ; T. K. Ili.binson; J A, 

; t. T. IloKf'rs; H.Utilft'-. J. S. Thwaitas; 

W. Traf.h Ui ; W, K. UV-it i,*.l5o to £450 i 

Miiitk' H, A, Barlow; J. 1*. IB we j 

j !?300 to i;4oo ! 

SMp,,h litrtihi. f 1. Farrant;.T. J. Mtu’.keii i: 3 <o j 

3 i>*/ f)ii\ rhrf,% If hilm' W. B. Abery; J. , 

; K. F. II. Atkm; E. V. BarehaniA ' 

K. «■'. K. Ikfa^iiti; A. C. BeekwitU ; R. S. K. 
i iJliiRtisU ; H. ; T. Brice ; H. Uuviler ; W . ty. 

« IV. CtrtiTis^lrun ; 1. C. Conlfcon; FI. IK 
i'.rtU'tnov; W. ,r. C'orisins ; ii. F. Cnlinti; A. P. Cuu- 
liiaKliairi ; K. If. rniUaiuro; K. K. I . Davie.<; F. G. 
Uh'ki]i>.->ou; J. ITixen, u.-ii. *, A. W. Dollcmd ; R* 
F.vatis; -T. T. Fea; H. Fiuter; \V. W. Furlung; A. 
Furse; A. F. A. GillmvtKou; A. K. Guuclry; J. K. 
HAunmmdH ; T. Harris; S. U Hanker; P.^ F. 1>. 

' tuglH*, H. Vi'. .Totics, Mus. ; F. H. He Soetu'; 

H *1. laggtus ; W, K. ilacHouakl ji. ; J. S. Moon ; 


WOEKS AHB PUBLIC BUILDIJSTGSj 

Storey’s Cate, S.W. 

H.M. of Works ior the t.'amiui.'ssionors of Works 
anii Pulilio Buildiji.irsi w;i,s constitJited in 1832 to perform 
certain overseeing duties, &e., pi'eviously helougirsg to 
the Otiiee of Woods uud For«.sts. 

Mr.'it i 'ujiimiA'^iodri', The Rt. Hun. Lewis Harcom-t, m.p. 

^£^2,000 

Private E. IT. Jlriglit ; C. Haoknsy ; W. Diidloy 

Ward, >[.r vii.p. 

0 th- r Commimoaers, The Principal Setiretavics of 
State and the President of the BoanI of I'rade. 
St'rretoi'tf, non. Sir Sclioinberg MeDonnoll, k.c.h., 

e.v.o .£1,500 

PrimU See., IT. Bird. 

Secretariar. 

Assiatant Sec., W. ,T. Downer, i.s.o £800 to £1,000 

Principal (-'lerhs; W. ll, Kerr; A. 1 . Dnrranfc, 

£700 to £900 

xat Cktas Olerl's, W. Torpy ; H. J. Ilapgood, c.b. 

£SS0 to £630 

»jni! (Ma, E. H. Bright; J. Eggar; A. I. 

Friehard; H. Bird; W. F. SL^iolfield; E. 0 . Cleary 


E. It r. Morgan; C. , 1 . Munich;.!. Xai.sh ; A. E. 

: N unney ; IT. W. IKin’itt ; E. I'errutc ; J, S. Pettitt ; 
il. S. Kahv ; A. d. Rothon ; J. Huiitls, k.a, ; K 
Snstth ; W. .!. Stevens ; W. PI. <f. Stocker; O. H. 

' Tav'ior; E. S, Thorn ; ,F. ITaierlin; Vi, C. MTight < 
i ' £250 to £350 I 

Minor C. Glavjiher £200 to £250 1 

There are also 54 »itiier Second Divi,si»in Clerks at , 
£70 hj it3<!>o, and 46 Abstractor tderks and Assistant '■ 
I t'lerks of the Abstrvictor CUass at £53 to £150. | 

, (.SVr ulm M n.n auv A om ixistk vtjov, pp. 233-225. \ 

. WOODS, FOEESTS. AHD LAHB EETEHUES. 

7 >«tpowjVif 83 Pall Mall, »S.W. 

I The Hur! Ht'vcnncsbf the rrown in the United King- j 
I hitJu. now under the ni inagtanent ,»f the Cfmntu«.sioner.s j 
, .,f have !«>en coUecte.l on the public account j 

: e 1760, when Kittg C.eorsfc |{[. siinvndercl them and ’ 

: (Si.vivcti in return an uddithm to his Civil l.ist. J 

I (MmnuxManern, Rt. Hun. Ear! Carringhm, k.g., j 
i o,< -’a.u , tntp - ; ‘'ii’* Edward Statlhnl Howani, jk. c.h. ; 1 

I Oeorge HranviUe Bev«>.sou (iow,;r each £1,200 j 

j PrinrijHil (’b'-rt-i, Frederick nellard, £7ooto£i,,w; ; 

' tlnniesE. Ifowh'tt... £700 tt> £900 , 

, Sen'mr i'lerk’.% SEorton Evans; W, Daw.son .Vinger j 
! £450 to £600 I 

1 irf oUtAtt I>, R. Ciawfurth Sniitli; -h U. ! 

Maple, £350 to £450 ; W, Fidler ; H. C, Eyies; E. i 

Blanford ; J. W'hyto £350 to £430 ; 

flfT’ivrr-fJiOierai, d. Murray Duncan, i.s.o £900 1 

Ohbf Mineral Westgarth Forster Brown 1 

£600 to £700 ! 

fieri' In Phartp of decoMitn, Stuart Futcher 

£450-10 £6#o, i 

Okhi'K Dcftf.fv. 

Sufitermtfndfnt, d IRuper Seuife, m n. .,.£420 to £650 j 
iftjf Phunf'Jfrk, H. H. Burnett £350 to £430 j 

1. , . .LiS(;a», Bn.iMcir. | 

Pi erf pfijnl D.W. WestJiiacott £600 to £750 

1 Smmd 4 f», F. J. Kent £300 to £450 

H^iHeihyr, Sff 4 *and, Thoiiias Csurmitfbacl, s.8.0. ; 

lbs. Irdnnd, HaRowes& Hamilton, Dublin. j 

W(tof)S A^n Forksts. 

A'f’fr purest, .Alice Ifttlf, Here, Parkhvritt et; IVmlmer-— 
lirpnti/ Snrteffor, Hon. <icrald William fjruscellc.s. 

-.OarcHer, Sir Edward StafTord Howard, k..c.«. 
fhs. pcimtp f-ttardler, IVc.Htgarth Forster Brown. 

/>t». Pep. Sstrr, tf* fb'own ItenHver, V, F. Lceac. 
WtsKlfkir IMLH, ITinco Christian, k.o. 

!hi. do.. Captain Walter CamplkJll 

Pn. 

Ih>, JMputy Snrtyytsr, Arthur J. Forrest, 
j KiW FoBKtT. 

F«rfl,rrf*,Sir EolwrI Holmrt,E.c.v.o,,c.»„ u.p. 
Tiwlirr#, The Karl of Hormaatoft; «. K. 
ftttp J, H. F. Cbmnjtoai X €. 

Wem J I, f Mitohey. 

01*11, Oh&ndlw, Bom»y. 


Sitpt. of lli'fjhtri, E. W. Horton , 


£150 to £500 
.£300 to £400 


Finane^’ Division. 

Poiuuli'olh'v 0/ Aceoiinfs, H. IVordley £600 to £8fo 

Dcpnttt do., d. A. W. Buchanan * £470 to £€00 

Ch's'k in Charge of Accounts, W. Locke.. .£420 to £550 

S nior Cles'h, II. E. Steed £420 to £550 

Senioi- hUasnlner of llvhnicul Accounts, A. L. 

Edwards £500 bo £700 

Staf f'l.-rks, d. V\'. Alcoek; A. C. E. Hughes; E. T. 
Itlakey ; \V, L. Wharin £300 to £400 

Architvcts and Surveyors’ Division. 
Prhicipal Architects a 7 idSurvci/rr>%Sir HonryTannor, 
j.s.o., £1,600; W. T. Oldrieve, 

K.s. \. (Sco!,.) iPdisihus'yh) £1,000 

As'chitects ami Sitnryssrs, H. N. Ilawk-S, i..s.o. ; ,T. 
Hr, therfuid ; W. Pott, A.R.r.H.a. ; C. J. Vf, Simpson 
lilkant and Japan) ; H. A. Collin.s, .\.)?,r.n.A, ; G-. J. T. 

Keavcil, A.u.i.i5,.ii £soo to £750 

Phrk. I St Class {aid l-MA, W. H. David £400 

Ksuii iieeri ng IJ i vision. 

Cldej taujineer, E. 0 . Rivers, i.s.o., ii.i.c a ,£1,000 

Supplies Division. 

Controller of Supplies, J. H. Hillier A'700 to £900 

Deputy do., J. W. Curry £430 to £550 

Staf Clerk. S. M. Fane £300 to £400 


Eoyal Parks and Pleasure Gardens. 

Ihtilij} oj Royal Pa 7 'ks, Ac., Major W.C.Hirs.'iey, late r-b. 

£650 to £800 

Assi.st. fktU[f}\ Maj. E. D. Haggitt, lute h.k. 

£300 to £400 

Osborne. 

House Co 7 iihuttee, II<jn. Sir Schmuherg McDonnell, 


Earb., o.c.v.o., k.c.h,, m.u. ; Sir F. Treves, Bart., 

, <;.c.v.o., v.n. ; Col. Sir E. W. D. Ward, k.c.k. 

; Ctnisidthiy Staf, Sir Frederick Trove.s, Bart., o.c.v.o., 

I c.n. [Chainnm\)i Dircctor-Gcncral Medical Dopart- 
j nient of the Navy ; Deputy Director-Gcuoral Medical 
Department of the Navy; Director-General Armv 
Medical Service ; Deputy Diroctor-Genei'al ArmV 
ISledical Service; Prof. Sir Clifford Allbutt, k.o.h.V 
sm).. Kins. ; Sir 'WilUani TT. Bennett, k.c.t.o., v.r.o.«. : 
Lt.-Col. Sir Havelock Charlc.s, k.c.v.o., .m.d. ; W. 
Watson Cheyne, c.it., k.r.c.s, ; H. H. Glutton, p.r.c.s. j 
D avid Femer, kr,s. ; .Tames F. Goodhart, 

; A. Pearce Gould, r.u.c.s, ; Edgar Hoff- 
moistur, m.b. 

Sec., A. I. Durrant, m.v 0. 

Li^y Vmto 7 >s, The MlircMoness of Londonderry: 

Mrs, Lewis Harcourt: Miss Ethel McCard, Ji,a.c. 
Houst Governor, Lt.-CoI C. E. Kilkeily, c.ar.G., M.vm, 
K«fnm, Miss G. P. Haines. 

Vhoplain, Eev. Canon Clement Smith, ss.v.c. 


gjutigesf, S.ato i^egiatrtes, ^Prisons, ^rc. 3 ot 


GEEAT LAW OFFIOEES OF THE OEOWH. 


. ijovtl Hiffk Chancdior, Pi,ight Hon. I^ord Lorebnrn, 1846 (1905) 

l^nvate SeGr>;tari{,_A. G. C. Liddell, c.b. 


,:£^KO,t>00 

••jfi'soo 


. ! ttoDWj-Gt’mral, Sir William Snowdon Robson, k.c., m.p., b. xSgz (1908) j^7,ooo and/ees (in 1904-5 j&Si>994) 

dolitiitor-Gerimd, Sir Samuel Thomas Evans, m.p., b. 1859 (1908),.... ....;6'6,ooo and fees (in 1904-5 £3^749) 


Lord Advocate, Alexander Ure, k.c., m.p., b, 
Solicitor-General, ilrtliur Dewar, k.c., ii.p., &. 


Scotland, 

*853 (1909) ..........:^5,ooo 

1856 (1909) 000 

Ikkland, 

Lord (.fhancellor. Right Hon. Sir Samuel Walker, Bart., ft. 1832 (1892-95 and 1905) ...;£'3,ooo 

Id-irate Secretari/, Pierce L, Nolan ^£500 

' A ftonieii-Gmeral, Richard Robert Cherry, k.c., m.p., b. 1859 (1905) ;i^S,ooo 

Soilcitor-Gcmnil, Redmond Barry, k.c., 0. i866 (190s) - ............ila,ooo 

Justices {e&dh £$,ooo]--~ Appted. Age i JtiiLi 


APPELLATE TRIEITNALS, 

House of Lords, 

Adie Lord IJ hjh Chancellor. 

The Uigixt Hon. Robert Threshio, Baron Loi'eburir, 

, o . c . M . r , £10,000 

Lords of A ppeal in Ordinary (each j£6,ooo). 

I Appted. Age i Jau., 

) X910. 

‘ Rt. Hon. Lord Maciiaghten,G.c.M.a. 1887 79 

i Rt. Hon. Lord AVtkiu.son... 1905 6$ 

( Rt. Hon. Lord Collins 1907 67 

j Rt. Hon. Lord Shaw 1907 59 

j Alnd such Peers of Parliament as are holding, or 
{ have held, high judicial office. 

Judicial Cominittee of the Privy Council, 
Downing Street, Whitehall, S.W, 

The Comniittee is composed of Members of the Prixy 
Council fiualifted under 3 4 W’'m. IV. cap. 41 ; 

3 & 4 ^'ict. cap. 86 ; 39 & 40 Viet. cap. 59 ; 50 & 51 
ict. cap. 70 ; 58 & 59 Vlct. cap. 44 and 8 Edvv. 7 cap. 51. 

, The members usually attending are the Lord Cban- 
' ce Ilor, the Lord.s of Appeal in Ordinai'y (Macnaghten, 
j Atkinson, Colliius, Shaw) ; and such other members 
' of the Ih'ivy Coixncil as have held high judicial office. 

litgiMrar, Charles II. L. Noish ;^i,2oo 

Chief Clerk {Judicial), W. Reeve Wallace ;^65o 

2nd Clerk (vacant) .-..j£4So 

3rd Cl:erlis, D, G. Lys. 

Registrar in MccksiasticaZ and Maritime Causes, Tire 
Eegi.strar of the Privy Council. 

SUPREME COURT OF JUDICATURE, 
Court of Appeal. 

Ex-Opf'icio Judges. 

The Lord High Chancellor, the Lord Chief Justice of 
Plngland, the Master of the Rolls, and the PrG.sidont 
of the Probate, Divorce, and Admiralty Division. 

IMastku op the Rolls (jS6,ooo). 

Rt. Hon. Sir Herbert H. Cozens-Hardy, b. 1S38, ajppted. 
1907. 

Lord Justices (each ;i^^s,ooo). 

Appted, Age i Jan., 
*9*0, 

Rt. TTon. Sir Roland Vaughan 

Williams 1897 

r„t.noTi.Sir John Fletcher Moulton 1906 

r,t. Hon. Sir Geox'go Farwell 1906 

Rt. Hon. Sir Hy. B. Buckley... 1906 

lit. Hou. Sir w. Rann Kennedy ... 1907 


>/x 

65 
64 

64 
63 

Officers of the Mast % of the Rolls. — ^^£1,125. 


.^Soo 

,;&400 


.Sf/'crcir/r.v, W. H. Cozens- Hardy ... 

Fi'incipal Clerk, William P. Mara 

HIGH COURT OF JUSTICE, 

Chancery Division, 

J ksticcs [ciieih £5,000)-- 

.Appted, Age X Jan, 

The Lord High Chancellor. 

lion. Sir Matthew I. Joyce . ^ . 

Hon. Sir Charlo.s Swinfen Eady ... 1902; 

1 Ion. Sir Thos. Rolls ^Varrington. 

Hon, Sir Ralph Neville 

Hon, Sir Robert John Parker 

Hon. Sir Harry Trelawncy Eve 

King’s Bench Division, 

Lord Chief Justice of England, The Rt. Hon. Lord 
Alverstone, g.c.m.o. {&. 1842, appted. 1900) ...jj8,ooo 

Secretary, P. S. Gneino *..£500 

Clerk, D. H. Oekenden ..jS4qo 


xgoii 

xgxo, 

63 

X900 

70 

X90X 

58 

1904 

58 

*906 

6x 

zgo6 

S 3 

xgoS 

53 


1886 

1910. 

74 

1S90 

77 

1897 

66 

1897 

60 

1897 

71 

1897 

64 

1899 

64 

1901 

64 

*90* 

73 

*904 

67 

1504 

64 

X905 

.‘54 

*907 

61 

X907 

58 

1909 

SO 


Hon. .Sir 'William Grantham 

Hon. Sir John Compton Lawrance 1S90 

Hon. Sir Edward Ridley 1897 

Hon. Sir Charle.s John ‘Darling ... 1897 
lion. Sir A, Moseley Channell ...... 1897 

Hon. Sir Walter Phillimore, Bart. 1897 
Hon. Sir Thomas T, Bucknill iSgg 

Hon. Sir Joseph Walton 

Hon. Sir iXjthiir Richai'd Jelf 

Hon. Sir Reginald More Bmy ...... X904 

Hon. Sir Alfred T. Lawrence.,,....., 

Hon. Sir Henry Sutton 

Hon. Sir William Pickford 

Rt. Hon. Lord Coleridge 

Hon. Six' John A. Hamilton 

Bankruptcy. 

Justice, Hon. Sir Walter G. P. Phillimore. 

Companies Winding-Up. 

Justices, The Hon. Sir Charles Swinfen Eady and 
The Hon. Sir Ralph Neville. 

Probate, Divorce, and Admiralty Division. 
President, Rt. Hon. Sir John C. Bigham* h. 2840, 

apjpicd. 1Q09 ;^S,ooo 

Justice, Hon. Sir Bargi-ave Deane, 5 . 1846, appted. 1905 

COURT OF crimustal appeal. 

Judges, Rt. Hon. the Lord Chief Justice and all the 
Judges of the King’s Beach Divi.sion of the HMi 
Court. 

COURT OF ARCHES. 

Judge, Sir Lewis Tonna Dibdin, k.c., d.c.l., b, 1852, 
appted. X903. 

COURTS, OFFICERS, &0. 

Crovrn Office, House of Lords.-— j^Taso. 

Cderh of the Crov-n, Sir K. M. Maokenaic, k.c.b., k.c. 
Chief Cleric, Adolphus Geo. Cha.s. Liddell, c.n. ...j^6oo 

Lord Chancellor’s Office, Houseof Lords.— ;£’3, 5x7. 
Permanent Sec. ami Clerk of the Crown, Sir Kenneth 

A. Muir Mackenzie, k.o.b., k.c ^x,8oo 

Private Sec. and Sec. for Ecckaiastical -Patronage 
Adolphu.s George C. Liddell, c.b. 

Sec. of Commissioners of the Peace, A, H. M 

Butler 

CtiTk of the Chamber and Pursehearer, Edward 

Preston 

Sergeant-at-Arms, Rt. Hon. Sir Fleetwood l.shaiu 
Sldwarda, g.c.v.o,, k.c.b. 

Deputy do,, Ronald Muir Mackenzie. 

Messenger of the Great Seal, Thomas Hickman ...£250 

Chancery Courts,— j$^37, 400. 

Mr. Justice Joyce and Mr. Justice F,vc. 

At Ghambers.—Masters of the Supreme Court, A to D 
H. Templer Prior ; E to K, Win. O. Hmviott ; fy to 
R, Edwd,.L. A. Clarke ; S to E, Ridiai-d J. Villicns 

Mr. Justice Warrington and Mr. Justico^ParlJr.’^”*^ 
At Chambei-s.—Masters gf the Supreme Court, A to D, 
Ohas, Burney i E to K, Charles Hulbert ; L to JL 
Richd. White ; S to Z, Thos. A. Romer...each ^*,500 
Mr. Ju.stice Eady and Mr. Justice Neville. 


each jSijSoo 
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Law QffimSupreme Oourt— Probate Divisioti, 


I i'JUSt'FKY RKi-ii«TR\US’ Dl-f’ICii.— 

; <'h!U'Ic^ Uij-.U (-SVw FiU-Bjer ; 

1 Vi'. K. (^mrch, ;C^i,8oo t*. ir*,ow; % 

I BfvlJj Walter F. Lcaclt; A. <1. Tilled; W. O. Gold* 

, st'hinidt ; A. il. ; F. T. Blosam ; F, .T, «pgo I 

j£x,aSi> to £t,6po 1 

' Pt'inciwl, fV-’rA's', H. .ToUy ; K, TIicks Hofieh; C C. | 
! Fiifstyr Dk^kneB *, W. W. Mrlville; J. F. Sfor*;;} 
i ff G. tJ.iri'fJkt ; W. T. 0. Ritchie; R, N.^R. Blhkea'; j 

i W. F. Tjinniw £mo to j6*8oo t 

! (:krk.% J. It ^Tyibank; J. W. Cohyer; W. I 

I .S. Snuth; r. Millikcti; J. xM. Holland; J. E. ] 

' Riilh li-micw; It E. Whitclcy; G. J. Plowman; R. < 

■l.'v' ■■H,..' '.French. 

Appf'ti?' lUtd ('(HK'ii fWrA 'f, W. Voi'c ; H, B. Goddard, 
FtUtivii Vlirk in/ if Vhrk nj k'Mriu^, W. Hayes. 

' f'oBf VNIKM (WlM«11SG-Ul‘)» 

Ri'/pArnr'.c < Im minim, Bankruptcy Buildings. 

Sir Charles Swiafen Eady and Hon. Sir 

llsllph Nei.iUc. 

Henry John Houfl. 

PrimipaX t’ktk, T. Btvrnes^ 

.s^crmu<%H!i .7, B. Bull ; A. Tuttc. 

Third do., M. Johnson; E. Y. Man in; P, H. George ; \ 

j -j, .R. GetMes. • . I 

' CojlU lA.'S* IN*. Ou.SSRI. 01- TliC ChAMCIBIV 1)IVIS!0S. 

P. Batki ; Sir H. W, Eljuun.sGme, l,t, ; P, S. , 
Gregory ; x\rthur Utidcrhill; J. Dixon; E. Hunie. 

' K.SlMiMf:»?S OP TIIK Cot'ItT, 

lEmi>.)wt'ret} t*» toko Exxonuimtiun of Witnesses in ail 
Dh-isionsof Uio High Court.) 

. G. Murrav; F. J. N. Poiirsou; A. J. Si'Ksncer; G. E, 

! Morrison; A. Robmson; it V. A. Bitig^ley; A. , 
I 1 nman ; ¥. T. V, Thvly ; C. it Momn ; G. lioughus- 
.| ■ .Pewmnt ; It. M. Sfcebblnf ; IL C. Hawkia. ■ 

I Oirimn Hfa'iiRKii'S or Tii« Bitrkmr Cockt. ■ 
<■ Vf;o7.^--r.o}'aU’ttiu’ts of Justice,— jiJsjIoo. ! 

I Henry Wm. Voroy; Edwanl Pollocl;; M. J. Muir i 

. JfiwfeeuisiC". .......each jjr, 500 i 

i HoS 5< rTijR TO Till; Siriuau; Coikt. i 

j Wi.i. Howard WinterUJiiaiu £x,too | 

! Suprame Couit Pay Office,— 441. ' 

j 0, ’(leant) iji.aoo [ 

^ F,^ni'iF>(fhrkn,,l. Headland; Jt N'. Colville; ,1. TI. i 

Breww; R t Hloxam; It li. Leach y>'8oo , 

I Xit0i‘ldiroiir)\ Wiiliam Mortimer £700 j 


Vlerks, tV. 11 . W'augU ; A. Brocldesby ; P. xl. Guiu ; 
P. J. Bonie; J. P. Lalor; W. jT. Moore; C. G. 

Moulc ; n. Hinton 

FuUnVj, RkcoRI), AM) EKRnOMr.NT DKrAllTMEa’T. ^ 
i IncliidiiHf AffldmUts) Sweiiring Affidavits, Iktom Bg. 

imc/Ckrk,J, E. Bentley t 

AMdavHs and Enrolments. 

ettrk.^, F. G. WY>odall; F. Vv’-urthaiu; T. D. Salter; 
C. Clerk; "SV. S. N. Grant ; J. O. Griffits. 

(rciieral .hWnO- 

Ckrks, G. W. Harrison ; C. J. Timms ; A. Finch ; B. 
Darwall : A. T. Sabterford. 

M.VSTKu’s SEtJKKT.MiV’s DePABTMPJNT. 
aicrlcH, B, E. Hodgson ; Philip Clark. 

EleeJion PditUms, B. E. Hodgson. 

King’s REMnnaiiAN'cER’s and Acrnowledgmekts 

DEP.l-nTMEXT.*'’ 

Kinff's Jtememhranrrr, Master Mellor ^300 

Clerks. Herbert A. Haiieo ; J, Johnston, t 

JBiels 0*' Saee an'i) Deeds of Aan.vNGEMENx 
DEPARTatENT.'' 

fhan'lerJi, W. J. Weller i 

Vki'ks,p. Hall;C. H. Barnes; Ad J.iPenny; G. W. 

Tv'wneseiid ; G. Meyer. 

Book tShewer, C, Sloper. 

Crown Ohks DEPAitTMKNT.t-— ^£1933, 

Kiia/s Coroner and Attorney and Master 0/ Croion 

Ojjficr, Jainc.s Pxobert Mellor y?ioo 

Assistant 3Taster, Hon. Gilbert Coleridge. 

Chief Clerk, Frederick H. .Short. 

Cieriis, E. 'H. D, Imiige ; A. H. Gijujs ; F. Hiillah ; 

J.C. Watson T t 

Assoeiates' and Court Order Drpartmen.f of the 
Croarn Office.^ 

Assintant Master of the Crown OMoe, Eger Ion C. B. 
lAwford. 

Chief Ckrk, Thomas W, Hoed. 

Cb rks, L. Bolton : James Kenyon ; Adolphus St. J. 'W. 
'Wril'ord; H. M. W. Ba\Tae.s; W. J. Field; A. O. 
Thomas ; \V. 3 C Davis ; v. ISl. Monsell ; H. Morrill i 

Coi’UTS or JVSTK'E ScUIVEXERV DEl'.AlVrMESX. 
Sifperintankitt, F. A. Stringer {Room 75), 

Assistant Snperinfuident, IV. C. Keeling. 

Hook-keepers, G. ButbiU; E. t Talbot. 

Assistants, C. W, Elsinore; C. Wl Peachey. 

{45 Waiting Clerks.) 

Si PiiEHi: <,'oi:uT I'a.mso Ui rn e. 
piasters of the Sn/o\iiie Court, Win. Fred. Baker, 


* Geatrai Offise of the Supreme Court.— piQ#*, 479. I 

i, ' . ' ,MAS.tK.«:S.OF TOE St'FKKaE.CoUKT. 

j James R. Mellor {«) (An/wj* Master of the Sitiorme | 
I' Court, a infs Behinnhrmm'.and Einffs itannicr); ; 
Hjr John Ma«lonel), < i,e.d.; Edward WTllierfoTOO ; ! 

• W'm. Fred. Alphonse Archibald; T. Willes Chitty; j 

I Hainuel It Huy (/»); G. A. Boimcr each £x,soo 

I Amjufant Makers, tint. GilK-rb J, H. ORorJdge; 

! %oi'ton (A Baring Lawfonl ......each £800 to £x,ooo 

' Writ, Amn»^N, k, i.nd Jcdgment Depautment.* 

SfVHor t'hhfi'Urk, Francis A. .Stringer (Room 75) t , 

1 i'hitfiyrk, WT. G. Chapman $ ' 

Herts, A u K, li. K t. MiHikinnon ; G. \. N. Kitsm ; I 
’ It ^iiwgxogor ; K. K. P. Stringer ; M. F. C. Willson ; 

! A, J. MiwCiymont) ; J. M. Botrer; F, R. Casserlov; ; 

! /, pi Z, y. P, Cottani; W, T. Cooke; G. G, Laccy; i 

T. V. AtkiUi.oni S. A, Lynn; E. C. Ansfcoo; A. h. 1 
j Wooflmk ; A. W»t ,,i I 

j i,?r»J<HS OF Enm-psT TO FoRKIWS CoCJtTRIER. I 
; F. K. F. Stringer and M. F. C. Willson (Room 70). 

BOMSONfi AND OkUKW DnpARTJIEST.t 
j Chkf Clrrk, J, F, Towneaciid $ 

^Hor is Registrar of the Cburi of Criminal ' 

Is the |wi«eril»«d officer under the Muniei - 1 
al Potions Act, j 


to I,” 

i Wtei htftowi, m.M to 4-3«»i Yacttti-wii, *0,99 to a.jw ; I 
*0.10 » *.36. 

of Offi^ range ] 

to 


hottit, #» to 4; tacatlons. *0 to aj.^aturdays, 


kj^'n itti i^7£m to 
' as. I t^emmisrioner for OaUis. 


- Md); C. 

.S. Dmy; F. E. T. BlOKam ....each jSi.Soo 

Ckrks, & W. Se.uit; J. K. Howes; W. J. Bannehr; 
K. <r. Box ; J. W. Malyou ; .T. B. Dnnningj; H. F. 
Biuke; W.C. Brett; 0 . Atherton; J. JSw'oraer ; F. J, 
Mathews; H, M. Brake; W R. Shaw ; II. J, Howes ; 
E. P. Robert.?; A. F. .Small; E. C. Alolfrov; A. W. 
Pinder; T. H. Parker; F. G. W'ortham ; R.*Jj. Alder- 
son ; A. Vi. Porter ; il. G. Gurney. 

Probate, Divorce, and Admirxolty Division, 
Jfeside/it, Rt, Hou. Sir John C. Bighaui. 

Heeretary, Hon. H. Corell Barnes £200 

(fhrk, .Arthur Done.s' ^^400 

Judae, Hon. Sir Henry Biu'gruve Deane jGs.ooo 

Ckrk, W. Mallett ...f ^400 

Kinfs .Proctor, John I'aget Mellor, c.n £z,ooo 

I’mscix'Ai, pRon.ATE itEGisTRv, Soiiiei'sct 
Ho«;ie.— ;£^34,956. 

Mtyistrars, Robert Albion Pri'tchard, n.c.i.. (.Senior), 
(£1,600; xAlfred Musgrave; W’ alter A. Indervviek; 

Oswald H. Hardy, m.a., n.c.i, £'1,200 to £xxoo 

liecord Keeper, Rowland Hill £600 

Ai>Min.vi.Ty Ekui.sthy .and M.aksh.ai.'s Oi-fiob, 
Royal Cmu'ts of Justice.— £8,838. 

lUiriMrfLr, R. .S. Eosi;oo £2,400 

Aastufuwf Ri'oistrar, H. Stokes £r too 

AJlamhM and Chief Herk, R, tneledon . ..£700 to £800 

(c) Mr. Baker is Taxing lllehter for Ecclcsiastit^feeT; 
m Mr. Macnaniara is Registrar of the Railway 
Commis.sion and Registrar to the Couit under the 
Benefices Act, i8;8. 

* Office hours, zo to 4 ; Vacations, xo to 2 ; Saturdays, 
so to I. 

t Saturdays and Vacations, II to a. 

t The salaries of clerks in the Central Office range 
taipjat class. £1^ to £Boo; ami class, £250 to £500 ; 
8»d class. £100 to £aoo, -wa , 
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Mrr.V.'f, E. S. Davipon; H.W, Lovell; F. A. Wriglit; 
A. E. .1 . Harris ; Af. liaokham ; F. S. Thomson ; 
T-L G. Gockell ; Dallas foung; C. Kent jJj’ioo to i?6oo 
Wr'itei', A. Day. 

Si!n,‘)-vnteddci!t of Ship Keeper, % J. G. S. ISrops. 
iSltipkoper, H. H. Sonlly. 

! Crease; E. Mott; D, Ruscoe. 

! Bankruptcy Department, 

j Carey Street, Lineolirs Inn Fields. 613. 

Jufhje, ilon. Sir Walter G. F. Phiilirnorc j£^S,ooo 

dkrk in atkndanee, J. AV, Bradford. 

Senior Jieffisfj'ar, Jas. Rigg Brough.am j^i,Soo 

Itf'fflstrars, Harry Stanley OilTard ; ,Tohn E. Linklater; 
Herbert J times Hope ; Henry J. Hood 

;£i, 200 to j^XjSOO 

CJmf Clerk (Senior Jleffidrur\<f I/rpartment), Samuel 

K. Stockton ; £600 

John A. Chas. Tanner, m.a 

Senior Official I{i:c.drc)\ E. Leariaru Hough j^i.aoo 

Official Keceirers, George W'alter Chapman; Egertoa 
: .S. Grey. , 

Assinfani do., W. P. Bowver; D. Williams; W. G. 
Williams ; Hon. W. J. H.' Boyle. 

Criminal Court of Appeal— Registrar’s 0ffice4 
i (Officcs'—^oom 161^, Royal Courts 

of Justice.) 

Iie(}istr(ti', James R. Mellor (Senior Master of the 
.Supreme Court), 

Atndst. Jtfifistraffi h. ^Y. Kcr.shtiw. 

Chief (Jlerl:, R. E. Ros.s, ul.h. 

Cierka, A. H, Short; W. T. Tvimey, m.a. ; C. M. D. 
l^gott, M.A. ; R. F. C. O'Brien, AV. E. Stone; 
E. G. H. Evans. 

Ecclesiastical OourtSi 

Judge, Hon, Sir Lewis Tonna Dibdin, k.o., d.o.t,. 
I^Judge of the Fi-ovincial Courts of Canterbury and 
York under “ The Public Worship Reguhation Act, 
1874,” ami as .such i.s also Dean of the Arches .and 
Ma.ster of the Faculties.] 

Conn- OF Auciie-s (RmusTitv, x The Sanctuary). 
J^ean, Rt. Worshipful Sir i;, T. Dibdin, n.c.n. 
Hcijisirar, Frederic Hugh Lee. 

(lerk and Jireanl Keeper, Kenneth Munro. 


10 to 2 ). _ 

iMa.dfT, .Sir Lewis Tonna Dibdin, k.c,, n.e.n. 

Iiegi,drai\ William Price Moore. 

Dej/utif do., Arthur W. Dodwell Moore. 
riilej Clerk and Record Keeper, B. B. Bull. 

Sealer, Edwin Pitt. 

roAu-G EN'KK Ai.’.s Oi'Fif !•; for granting Man'iago Licences, 


, -V 7 - Day anil Bank 

HoMayf;. 

Vicar-Ueneral, Sir Charles Alfred Cripps, k,c.v.o.,k.c. 
Reaintrar, Harry W’ilmot Leo. 

. il'oud?/, F, II. I.ee. 

<ldej Clerk and Record, Keeper, A. C. Cross. 

Assistant, H. .S. Allam. 

Dran' anu CnArTEu or Sr. PauiAs Coimr, 
Ci/apfer Clerk and RegMrar, H. W, Lee, i ’Fhc Sanc- 
, tuary, We,stuun.stor. 

: 'Receiver, Sir J. W. B. Riddell, Bart. 

j Thr Bisuot* of LoxnoN’,s Reoistiiv for granting Licences 
for Marriages in the Diocese 01 I^ondon and for his 
CoN-sisToitv CoL'iiT, 1 Deanls Court, .St, Paul’s Chutch- 
j yard, E.C. Office huiiv.s, xo to 4 ; Saturdays, xo to *. 

; Judge, Thomas H’utclnn.s<in Tristram, g.c,, n.r.j.. 
i Registrar, Harry Wihnob Lee, 

; Apparitoi'Jhneral, A. C. Cross. 

Record Keeper, H, E. Tayler. 

A.s,<iisiinit, F. J. Shepherd., 

lunacy Commission, 

66 Victoria Street, S.W,— ^^16,384. 

I Chairman, Rt. Hon. Karl Waldegrave. 
j r'wiHw? 7 agio 5 ?f 7 %R.t. Hon. sir.TohnK. Doiington Bt.'U'Wi?. 


CoTmiissioners (paid) : JDef/ai5,LionelLai}coiot>Shad\vcll; 
Arthur Hill Trevor ; Simon John Fi'aser Maclcod. 
MedicaZ, Fredk. Needham, m.d. ; Edward Marriott 

Cooke, si.B, ; Sidney Coupland, m.i> each £t,$0Q 

Secretary, Barnard T. Hodgson ;^8oo to ;^iooo 

Chief Clerk, Charles Deams j6soo to ;!£;6so 

Masters in Lunacy and Visitors of Lunatics, 
Royal Courts of Jitstiee.— ^^3:8,603. 
Masters, Thomas Halhed Fi.scher, k.c. ; Henry Studdy 

Theobald, k.c each 000 

Chief Clerk, T. A. Southwell Kcely ABoo 

Visitors, Ralph Charlton Palmer (Legal) ; Sir Jame.s 
Crichton-Browme, m.u., f,ii.s. ; D.avid Nieolson, 

C.B., >!.» .....each j^x.soo 

Secretary, O. E. Dickinson Asoo 


DIItECTOR OF FTJBLIC PEOSECDTIONS. 
Wlntehall, vS.W". 

Director, Sir Chai’los W. Mathews jfi^a.Soo 

Assistant Director, Guy Stephenson ;5i,ooo to j^ijaoo 

Rrlncipal Assista^it, F. J. .Sims £Qqo to ;6ooo 

Chief Clerks, F. J. Williamson, S. Pearce, and W. 

Lewis £550 to £7 $i 3 

x.st <-lass Clerk, F. G. Fnayling £$oq 

Assistant Chief CUrks, A. F. Rowe, H. S. Pearce, and 

A. S. Cohen j£55o to ;£soo 

Profe.ssioiicd Cteo'ks, D. H. Pi’jnne, C. R. v, 'Wallace, 
W. Rooke Ley, L. Holrnefs, and W. J. Day. 

LAND REGISTRY, 

Lincoln’s Inn Fields, Yv\0. : and 18 Portugal 
.Street, W.O. 

Registrar, Charles Fortescue Brickdale. 

Assisi. Registrars, Hugh Pollock ; C. T. Muagrave. 
Kicaminers of TUks, The Conveyancing Counsel to the 
Chancery Division (see p. ); E. Hume; W. 8. 
E.astwoo<i ; T. R. COlquhoun-DUl. 

Secretary, 0. W. Heneage. 

Assistant Secretary, H. Mortimer Rowland. 

Clerk of Accounts, D’A. H. I.ittle. 

Registration of Title, KstaVtislml x86a. 

Cfiief Assistant, T. W. Wliitinorc-Jones. 

Solicitor Clerk, G. Irving Holt. 

(*liTks,Q. W. Falkner; W. L. Robinson; H. S. Was- 
brough. 

London District, 
xst Class Clerk, W, Ti. .Spofforth, 

Chief Assistants, E. M. Slaughter; A. R. G. Jennings; 
W. F. Burnett. 

2Vd Class <yierks, R. J. M. Borough ; .T. 8. Stewart- 
Wallace; G. A. H. Rendall ; S. Wright; W. Jl. 
Williams ; C. A. L. Lowi.s ; ,S. Lowenthal ; A. J. 
Sturton (feJHyw/.), 

3rd Class aeries', M. C. Samuels ; J. H. Hewlett ; C. W. 
Farwoll; K. A. "Weaire; ?. ,S. Kershaw: F. H. 
Robinson ; E. O. Byers ; P. lioe ; G. W. H. Ttipper ; 
C. C. Deans; W. E. Mendiiy (tempy.). 

Map Department. 

Chief Svpermtendeiits, James II. Burnago; R. F. 

Dvuty', A.M.I.C.E. 

JSstamiMrs, W. S. Traiman; W. G. Nottage, f.s.t. 
Superintmdmts, A. Fra.ser; T. N. Asterlov; F. W. 
Whitton ; J. “W. Buttery; W. King; R. M". Jenner; 
E. Ainsworth; G. Thomas, p.a.s.j. ; W. E. Allen. 

3 J*d Cla.ss Clerk, A, H. Coates. 

Middlesex Deeds Departrnent. 

Chief ClArk, J. E. Ansell 
Chief Assistant, J. D. Dart. 

Clerks, Or, A. H. Robson; E. Sheffield ; E. W. Braine; 
G. H, Abbott; R. Harper; E. H, Collins (tempy.). 
Land Charges Department, 

Smiep' Clerk, E. W. Eaton. 

aerU, J. P. Puncell ; J. H. Holskamp. 

Sermnery Department, 
Superintendent, F. T. M. Hughes. 

AmistaM Superintendent, A. F. A.ssig. 
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f beebs eeoistey. 

' Fkstf lilt b !!),', i'nm'kp-Q, A. *Vhmmmi. 

, ttcHt „ li NiK^foti. . . 

North „ E. U nitigroHf. 


8HEEIFEB’ OFFICES AND OFFICEKS, 


riiK KbiKKiir"i 05 . Ti!;: ^'u'V ^'P 

' Nr- H' w v't'i''. \M> Ot H'.i; <u' tuR, rinai Uau.uv 

Hi- ’*"4 u(u «’K, < hriklfiaH. 

>knkli' hf fhc- vf Cor-iUhf, Hefwood & 

\it K.hg K,C. i OdoU Jlibbard, 

' 3'j.i Ftryul, K.<’. 

SH.n.rM' V tt tl n ,..7< r-.s 7 'r’Al'? Of the f’ity of Lomhn 
t-/. i ti "h Si>HT!it 7 >{ih:, Wisliaui Hayes, m.a. 

I '■ Siiruirr o? or LosTWi's Offic®, 

’ j!4 iit'tl Li'tii Square, AV.C. 

th,>. ,0/ r ith;- ShtoijK Tufuell BarehelL 
i riV?; F. K, McteUfe, Tuvver Street. 

Naihuu ^ <■'»., a? Fhaacerv I/iiie; Wright, 

Udell k i'o, s* Chauccry Lane; Fneaho & Co r 
8- 1 liaMouy &. Co,, *6^ Portugal St. l 

:f ' Sioufttjt»y A tie., 6x Chaueery Ijiuie, W’.O. 

< ''‘'.iFj irr ( »■ F<s«r.\’ Ojiio®. 

Luhfhni Aih G.4'J.> k Sons, to? Tcruplo Chamber.*^, 

I'eaiple AA'CB:ue, E.C 

i Sheb'IH" of llA3*.raaiBK*s Offxce, 8 trt. .,);iiiie.'3 St., W.C. 

' Ljiuhnt Jo-nt/f, .■’kiifirovr Wviod rarvtes & Suttou. 

' nHKih’U)fFu:e,as Littculu’s Inn Fiekw, W.C. 

j, '.Ayentti, Snow, Biosaim & Kinder. 

SiiPHirj OF Kfsr xsn Sess®?’ Officf., 24 Bedford Hoxv. 

Ufhuty shrTif of K^nt and Vnder’Sheri£' of SiuiScXi 
VViiiter BiirUetl:. 

;■ SifREIFF <»’ Ml.DnLgSJBX’ OffxC®, 

I Sfirrey HoU! e, Tictuna Enihankment, W.C. 

] W'illiam Riiston. 

i ■ fe'UKim'f OF OtFOKiiHtmis AKn BcRnAS!’, 

:•■ 48 Chancery Lane, W.C. 

‘ Lmiian AgmUt CunlilTes & l>a.venport. 

t Su’Bripf OS’ StrFon&’s Office, ■ 

J ' 5 Jtthr; Street, Bedft.ifd Row W.C 
yud-c Delfi'age 1 Co. 

I • ' rSaiittrs OF Setbret’s Office, 

! Korfoik Honse, nctoria Embankment, W.C, 
ratkr-^Aersjf, Charloa Wigan. 

CITY COURTS 

i Loian H.EyoEs Coiat, Ouildhau. 

Jndfje)t,th& Uird Mayor and Aldermen j Sir Forreat 
! FuiUlU, a.t'., 5.1,. 3i. (iJrewirr), A'4>eo0'; Sir F. A. 

iJohBEJiquet, R.o. iComwon S'etyVant) £3^000 

‘ Amiftmt FriiiikStiitherJitckson jCi»5oo 

Oa-vid Hiirrisuu .-tSso 

.>r;’}0(EiiF«5f‘d/to>, Ihorace Fitch ...,....£350 

! do... .FrfiiiCjS'Saliy 

tliit'/i'ierk. <<eui-ge WUliam Pewoll .....£450 

<'ir» OF Ltjvnoji CouHr, Omidhall. 

. Undyen, Lnndey Stiiith, s.c. £2,500 i WoodMl, Hobort (44), 

danwfE Alevamier Kentoul, K.e. .£2,000 ' Vacant (24), Cardi In &«. 

' The t.’hamlieriain of London. 


! Registry of County Court Judgments, &c,, 

I Treasury, Wliitx'hall, S. W. (HourSs 10 to 5 , 
j II to 3 for searohe.s.) 

Rt:>th\lra:',,t. W, Cav.'>t('n ........win. 

j (IthfVli.-ky ji A. Til'iey. 

COUNTY COURT JUDGES (each £i,s<yo). 

[All the (hointji Court Judges if re adJi'esscd as “Mis 
}[oiimir."\ 


(“ilfriel Baugh (iS), Notts and York.siurc. 
it, Riehd. Holiruten, k.o. (45), Wandsworth, &c, 
n. Hr. Tiiidal, k.c. {38), KdsnoTitoii, kc. 

A’".,!..,. + /-.i Jli'.f, 


Allen, Wilfriel Baugh 
Aniphlett, ’ 

AtUiu.son, . - - ..., 

Austin, .Tames Ve.lentine (54), Bristol, Wells, &.c. 
Bacon, Francis Hy, (42), Bhxtiusbury, kc. 

Ihikcr, Sir fteorgo" Sher.ston, Bt. {17',, Lincoln.shire. Ac 
Benson, William D. (13), .Sbelfield, Ac. 

Beresiord, Cecil H, W. {S7h Devon and Somerset. 
Bishop, John (31), Carniarthe,nshire, Ac. 

Bnwlhury, James Kinder (5), Bolton, Bimy, Ac. 


9), Cravto, Stockport, &c. 


Bray, E«hv.ard Izx), Biniuiigham. 

Brmvn, Reginald, K.e. {9), Crewe, 

Cyrii, K.e, (i6h Hull, Malton, &c. 

Ldgc, Jamc.s Brough bni {41), Clcrkenwell, &c. 

Ellioutt, Arthur Becher {53!, Gloucester, Ac. 

Emch'us, Alfred (.16), West Kent, &c. 

Evans, Willkim (28), Mid- Wales. 

Gent, John (13), Halifax, &o. 

Graham, John l.’ameron, li.c. (ii), Bradford, &c. 

> Granger, Tliomas Colpitts (50), Cornwall, &c. 

; G-rceiihcw, Wm. T. {14), Leecl.s and Wakefield. 

I Greeawell, lYimeis John (1), Northuiuberitind. 
j Gye, Percy (51), Wiuehesler, Ac. 

1 Hamilton, Iienry B. H. (4), Il'eston, Blackbuni, Ac. 

! Harrington, Etiivard (21-3), Worcester, &c. 

I Ingham, Robert Wood {22), Coventry, Warwick, &c. 
j Jmne.s, Gwynne <sah Bath, Devizes, &c. 

I Lea, <leorge Harris (27), Hereford, Shrewsbury, &c, 

( Idndley, Hon. Walter (19), Derbyshire, &c. 
j Mo.-s. Samuel {29), Chester and North Wales, 
j Mulligan, .Taine.s, s.c. (32), Carabs. and Norfolk. 

[ O’Connor, Arthur, k.c. (2), Durham, &c. 

! P;UTy, Edivard (8), Manche.ster. 

‘ Piiilbrick, F. A., k.c. (55), Wilts and Dor.set. 
i Robert.s, John Brvn (30), Glamorganshire. 

> Robert.s, W. Ilowtana{37), Uxbrkige, &c, 

; Ruegg, Alfred II., k.c. (26), North Stafford.shire. 

\ Scully, James A. (go), Biighton, &c. 

Selfe, Sir William Lucius (43), Mai'vlebone, &c. 

Shand, Charles Lister (6), Liverpool, &c. 

Shortt, John {49), East Kent, Dover, Ac. 

Smith, P. Howard (25), 'Wolvcrhainpton, &c. 

Smyly, VTii. Cecil, k.c. {40), Bow and Shoreditch. 
Snagge, Sir Thomas ■William (36), Oxford. Ac. 
Stcaveusou, D. E'. (3), Cumberland and Westmorland. 
Templer, Frcdk. Gonion (15), York, Ripon, &c. 
Thoina.s, A. P. (6), Liverpool, Ac. 

Wheeler, Th<)ma.s W. (35), Catubridgeshirc, &e. 

Will, John Shire.ss, k.c. (7), Birkenhead, &c. 

M’illis, William, k.c. (47), Greenwich and Woolwiolj. 
}V;iImot, Hugh E. Earuley- (33}, Norfolk and Sufi'olk. 
Wil8(>n, Herbt. "Win. Lu.sh-, k.c, (58), Plymouth, Exeter. 
A\uwl, Wm. Wightrnan (20), Lcice.sterf.hire„ 

Wooilfall, Robert (44), Ivestrninster. 


: METROPOLITAN COUNTY COURTS. 

: (4^ BLoojtsiJuriY, Grcfit Portland Street, Wb 

: Whitecuame., Grejit Prescot Street, K 

; His Honour Judge Beacon ;6^i,*;oo 

. Bloomsbury.— Edward Hueliu, k.a. 

„ Migh Bailiff, James Bacon. 

' Whitechapel— Matthew R, "Webb, j.r 
, „ IMgh Bailiff, Frederic White. 

1 (48) BaosiLKY ; Bartford ; Graveseio) j- Lambeth, 

Jutige, His Honour Judge Emden 

Bromley.— E. Latter. 

Dartford.— JKeoisfrar, John Camden Hayward. 
Gravesend.— RecfisfmrjCharles Edward Hatten. 
lAmbeth.— jBg7W‘ar, William BurcheU Pritchard. 
Maidstone.— iCeg^isilrar, F. ’W. Englefteld. 

Sevenoaks,— Re^yis^ror, W. W. Knocker. 

Tonbridge.— C. E. Warner, 

Tunbridge Wells—ReoiFirar, Nevffle R. Stone. 
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(41) CMUiKKNW’KLL, 33 IXiiicaii TciTace, Islingtoi^ N. 

fSadac, His Honuur Judge Edge .,.......j;6x»5oo 

Registrar, Basil Upton Eddis. 

High Bailif, William Young Hucks. 

(45) CitoYDosr, Sur-rey. Kingston, Surrey. 

WANDHwoia'H, Gan-att Lane. 

iJndge, His Honour J udgc Harington ........:^x,soo 

CYoydon.-^Iiern'strar and High Bailiff, J. E. Fox. 
Jving.sti)n.-~/i:ef/w^/’rtr and High Bailiff, F. J. BolL 

1 Wandsworth.— J j/dryto’, His Hon. Judge Harrington 
; and Hi.s Hon. Judge Bray. 

Rvgistrar and High Bailiff, W, A- Willoughby. 

(38) Edmovtok ; Waltham Ahrcy ; Romford and Ilford. 
d iulge, His Hono^^^ Judge Tindrd Atkiii.son, k.c. 

■: . £1,500 

j Edmonton.— and High Bailiff, Hubert 

I y-kuigh. ■ 

; Waltluiiu Abbey, ^%s,QX.-^Registrai', W. J. Bruty. 
t „ „ High Bailiff, W. J. Bruty {act.). 

1 Roiui'ord and Ilford, Es.sex.— Wni. Comyns 
Clifton. 

„ }, J, High Bailiff, C. Godfrey. 

(43) Marylebone, 179 Marylebone Road, N.W. 
Brompton, Whitehead’s Grove, Chelsea, S.W. 

Judge, His Honour Judge Sir William Lucius Selfe 

;£*>soo 

Marylebone.— iJejyisirar, James Curtis. 

„ Assist. Eegistmr, F. C. Sills. 

! „ JfigA J^a^ 7 ^J|^J. Swinford Francis, 

i Brompton.— E, Kemp Taylor. 

„ High Bailiff, S. W. Merry. 

(40) Bow, Bow Rd., E. Shoreditch, 221 Old St., E.C. 
Judges, His Honour Judge Smyly, k.c., and His 

Honour Judge Bray each jfii,5oo 

Shoreditch.— iiegistjw, E. B. Wickham. 

„ High Bailiff’, Henry Qrimsdall. 

Bern. ---Registrars, P. W. E. Here, and H. A. Hore. 

„ High Bailiff, Charles J. R. Tijou. 

(47) Southwark, Swan Street. 

Greenwich, Burney St. Woolwich, William St. 

Judge, His Honour Judge Willis, k.c .....;£|i,5oo 

South wai'k.—Ii6i7isirar, Thomas Kemmis Bros, m.a. 

. „ Hmh Bailiff, Geo. J. K. Richard, m.a. 

Greenwich and Woolwich.— J'oirai Registrars aivd 
High Bailiffs, C. Pitt-Taylor and C. M. Treadwell. 

(37) Brentford ; Barnet ; Uxbridge ; Watford. 
Judge, His Honour Judge W. Howland Robert 3 ;£i,Soo 
Brentford.— i 2 ef/isirarawd High Bailiff, Wm. Ruston. 
Barnet.— jBcffisirar and High Bailiff, William Osborn 

B«ye.s, LL.D. 

Uxbridge. — Registrars and, High Bailiffs, Charles 
Woodbridge, Thomas H. Riches Woodbnage. 
Watford.— jBcjyisfmr and High Bailiff, Henry Morten 
Turner. 

(44) Westminster, Portugal Street, W.C. 

Judge, His Honour Judge Woodfall..., £t,soo ‘ 

Rf'gist'no's, Christopher Robert Culf; Ohas. Ernest 
Cuir, 34 Lincoln’s Inn Fields, W.C. 

High Bailiff, St3,nley L. GiSard. 

CORONERS FOR THE COUNTY OF LONBON. 

WeMern District, Clifford Luxmoore Drew. 

Oormer's Office, xg Pembridge Villas, W. 

Central District, George Daniord Thomas, m.d. 
Coroner's Office, Coroner’s Court, Manor Place, 
Paddington Green, W. 

Westminster and Duchy qf Lancaster, Savoy District, 
John Troutbeck. 

Cormier's Office, ax Great Smith Street, S.W. 
Horth-Eastern District, Wm. Wynn Westcott, 
Coroner's Office, 396 Camden Road, N. 

Eastern and Liberty of Tower District, Wynne B. 
Baxter. 

Coro'oer's Office, 170 Church Street, Stoke New- 
ington, N. 

South- Western DistHct, John Troutbeck. 

Coroner's Office, ax Great Smith Street^ S.W. 
Southern District, Geerge Perceval Wyatt. 

Coroner's Office* 56 Tulse Hill, S.W. 

South-Eastern District, HenryRobert Oswald, kd. 
Coroner's Office, a6 Crooms Hill, Greenwich, S.B. 

METROPOLITAN POLICE OFEICB, 

New Scotland Yard, S.W. 

Commissioner, Sir Edwaitl Richard Henry, k.c.v.o., 

Private Secretary, G. H. Edwards £xoo j 

Assistant Coinmissioiiers, Sir Alexander Carmichael \ 
Bruce, £x,Z'V>', Major Edwin F. Wodehouse, c.b. ; 1 

Sir Melville Leslie Macnaghten each ^1,200 | 

Chief C%erk, C. L. Bathm’sfc £900 i 

Senior Clerks, A. W. Halhvard ; W. H, Kendall, ;6'6so to I 
£'}w ; G. H. Gardner ; F. H. Uuderivoodjgsooto j&6oo ' 
Clerks, zst Class, D. H. North, ;^5oo; G. H. Edward.s ; 

B. T. Earle ; W, S. Mylius £zso to j£4so 

Snyerintendent of Registry, 11. Kavenscroft 

.£300 to j^4oo J 

Assistant Ditto, H. W. Staples ..;^2oo to jS'2go ; 

Clerks, znd Class, C. Annesley, £300 to ;£'36o; C. i 
Macartney-Filgate ; M. B. Frere; Maj. lieu. Eric j 
B. Thesiger; F. C. Barchard, £xoo to £330; J. IC. : 

Simpson ; H. A. Tripp ; G. J. Ball £90 to £300 j 

Surgeon-in-Chief, Clinton T. Dent, f.r.c.s A'800 ■ 

Solicitors to the ComM issioner, Wontner & Sons. j 

Chief Constables, Lt.-Col. Bolton J. A. Monsell; Ouit. ; 
George Henry Dean; F. S. Bullock, c.t.e. ; Major ' 
Edward H. T. Parsons ; Col. A. H.M. Edwards, i'.'b., j 

SiweHntendent Eicecutive and Statistical Branches, I 
Thomas Moore. 1 

Superintendents of the Criminal Investigation Dept., j 
Francis Kirchner; Patrick Quinn, m.v.o. ; Frank' 
I'roest; and William Warner. | 

Superintendent Public Carriage Branch and Lost i 
Propei'ty Office, Arthur Bassom. 1 

Superintendents of Divisions. 1 

A WniTEBALL.—Cresw ell Wells. ■ ! 

B Chelsea.— Albert Isaac. 1 

C St, James’s— Alexander Sutherland. 

D Marylebone.— Horace Bantiek. 1 

E Holborn — James Cameron. j 

F Paddington.— Duncan McIntyre. 1 

0 Finsbury.— William French. j 

H Whitechafel. — ^John Mulvauy. 5 

J Hackney.— Charles Pearn. 

K Bow.— Alfred Boxhall. 

L L.iMBETH.— Hai’ry Novm. 

M Southwark.— Donald Waters. 

N Islington.— William H. Jenkin.9. 

P Camberwell.— Edward Glayzer. 

R Greenwich.— Onslow Wakeford, 

S HAMrsTEAD.— Thomas Williams. 

T Hammersmith.— James Powell. 

V W.4lNdsworth.— William C. Robinson. 

W Clapham.— Edward West. 

X Kilbuun,— James W\ Olive. 

Y Highgate.— John B. Kitch. 

Thames.— Joseph Maun. 

i Woolwich Dockyard.— John Devine. > 

Portsmouth Dockyard.— .James Last. j 

Devonport Dockyard.— George Dix.son, i 

Chatham Dockyard.— Vacant. • 

Pembroke Dock.— William Tett | 

OFFICE OF THE RECEIVER | 

For the Metropolit-an Police District* j 

Receiver, Sir Alfred Richard Pennefather, c.b, 1 

„ ■ jGi,aoo to jCnsoo ( 

Chuf QUr\ H, A. Everest £650 to ;£8oo ! 

tst Class Clerka, M. H. Testing, £$00 to £600 ; John ; 

P. Mann ; F. J. Rose ^£‘400 to £$50 ; 

AGcountmtCVl. J* Wilby £$00 to £600 

and Class Clerks Ixst Sect.), G. H. Pryce; 0. E. Gipps ; 
E. l^aut, j^3oo to £j^c>o G. H. Lufkin ; A. Flower 

Do. (and Sect.), H. de L. Anderson ; H. BuSomynf^K 
K. O’Neill ; C. A. Palmer ; E. D. Conranj&9o to £300 
Solicitors, Messrs. Ellis & EUis, xo Little College 
Street, S.W. 

Surveyor, J. Dixon Butler, f.r.i.b.a ;^6oo to £750 

and do., F. King :£:36o to £$00 

Assist, do., S. A. Braam ; R, E^n j W. Dalton 

jfi^axo to £300 

Principal Draughtsman, A. Howell £zx0 to £300 

Clerk ^ the Works, xst Class, N. Baker ...£zso to £300 
Superintending Storeke^er, E. H. Hinson;6‘aso to ^^^50 
Xnsp. Clothing Jb Eguipments, G. Burton ;^4too to £3tso 


WHITAKEE*S ALMANACK, 1910 « 




AiMAmOK^ 1910 , 


2ofy fV^// PffhW (^otfrls — (/hrif>ifs of Judges, 


j 0ITT m%mt OFFIOi;. M Old .Tewry, B,C. 

1 «T. V>~. £xas<^ 

liMtnKl Brcnttuw...i;?So 

, i%f frutkii ih^im y^t<ark. i^39S 

.VwnV*i", ttofrl.sn ....... 

■ FOIICE C0UET8. mi: OF lOKBOK, 

,M^jts«trN- llnr-ip .Trj^riefi Kotni. 

.Mmmlmlf, Mafar, i.r niie t if the- AlaerjHcn. 

^ i'vnl tioi'im* }>n» 3 jfiiis .£*.150 

J imtuHf . 1 . U. Trot' 




'rfttter,... 

. Xrthrir Wim''";! , 


j 6 >So 

• ■-*330 


An Aldiruna tin roiiitioTil 

f’ltik fnUt’ II- <•'. NiriU ...... ...iTi.ow 

Sjh’eitiT liichai'd.* .£650 

f Wii r, ,1'jhn II.-rhvH Majur *.....;i£300 

ru-rkoj S)) ci/if s -uttiM-i, C. F. Mmu’ktim ..jSsoo 

,-1 4«',, Fiteh., --iGarSo 

imEOPOXiITAK POLICE COTJETS. 

B< *vi s t H rrr, ('< a'tujt < Jarclen. 

A'.k'rtiK- Knfsitjn iSa.Soo 

R Ihf’f il i' Muslii'.a ....ib*r,soo 

ITt'nr) rurtix Buasett iS'1,500 

*'k»c/rkd', il, P. ..-J6700 

('j.KRKr’s’ti r}.i * Kinsj's ttos.s R'lrwi. 

^tdfmUntyx.. .Tames Reaiier While Bms ....j0j,soo 

i E V T, 4'Kvii<.:0!trt .;^i,s®o 

f'hvi /1 kd, Oliver W heeler £650 

KuRTit .StiiUtt Ncwiiijjton Rniui. 

,|i ' Eiiwani Simw Fta'4haE»}... £x,$ 0 o 

il * OhkJ<'ltrk, K. <1. NwlPlki^er,... .0430 ti>j6'^iSo 

.41 .. . i . .I.<«meT.ir, [jower IvoiinhiKtoii linuo, .S.K. 

II i MaffiMtfttkn, Arttoir Aritwis fhi|iki!i'* j0x,Soo 

'■ (‘hapm-iJ* ■ jiS'i,Soo 

t e.'/', i! ntry Wither] ngton 

1 <rH» %T M4RntoR(f:’<;H Sf»jK{;r. 

■ % h I't.denek Afead £x,$<iO 

Ot*()fK<* Lew'j'* DciiJiuin ••£x,s<io 

, rin,;‘#7erA; HtarjJey Havill 04:«»to;06so 

M uitt.Kfiiisjc, 5?ev’m<mi‘ Place. 

Mmndi'iify/i, Alfred t'hU’hcle Plewdeii £*,Soo 

o P;mlTiVh-r .0i>soo 

Ohh/**krk\ Waller Vt^xw i,‘4ao ta £ 6%0 

. -.. Ou» .HTftKf.T, K.C..: ^..-...^ . 

AiK'rt llo’i’Uuitl Irhmi 

' licwf tImrtnM Binm 

rhrk\ Frm-st A. Farr 

TnuitK«, Arl>‘Ctr.NtiTt'5t Ra.st, Stoimey, 

' MMfufmf .-I, 4 din Didjinsmi £x,$aQ 

■ ilXmtA'r .fOfUS ....;0)E, 500 

■/ f%'d\ y. H, Olalivillo J043O k* j&'&go 

Tim'S a Ik 1 r»fi », Ti«>!cy Street. 

’ Ruse..., .£x,Soo 

) Knwiti fk|[K«,lla,v i,‘f,5oo 

t'krk, tL Whitheld .£435 tu £^650 

, WKstiafs.sTKff, I'iuceiit Square. 

\ .WtfgCjifir'Wft#* |h>rsw<! Smith ;£x,S®» 

! F, K. FwtUcN „£i,<oo- 

I Ohkf'fWk., f/awy THkrton ....£ 6 ^ 

i Ww Ije'tjMJSf, A'enma Sirctit, West Kowsiugltin, ■■ 

I MmgmnUm, Richard Ounetev Biake f^aiae. k.c. £xAm 

> iMimmd wIIIumh (Hamdr £1,500 

I FtiyiKiisi E. tkB ...,...,..£650 

, ■ QstWKxwiciB k'vp'Wmmnrn, 

||IU Hatton „„^*,Soo 

’ lsaf<»d«r Kin, B-'W. 


I Wk' t H iM, West Hum Lane, Btnxifurd. 

i Rdliert Alexander Gillespie £a,ooc 

I Chil'f tVovV, Janms IL Jackseu £900 

j OTS OF COUBT. . 

Tni; Tcmit.k Cftt’nrn. 

Rev. IT, G. Wood.s, p.i>. (x904). 

' llt'(Uh,\ Rev. G. M. Xewsom, m..\. 
j (i)'{HuOd, l>r, n. Walfurd Davies, 
i I'uifti'fh'nn, A. F. Sti'Tie. 

i IX\*BK Temi'lk. 

I Trmsm'fy, TIuU. Sir Aidhur AT. Channell. 

Mmkr of Llhynr)!, Hon. .Sir Reginahi AT. Bray. 
,Snh-T}rkouvf\ \\\ (L Wrungham. 

Lihmritui, J. E. Latton Pickering. 

Cl. )']:, J. H. Aliitom 

AIinnLE TEiirw:. 

i Timmi'n% ,lohn Dighy. 

I t*vikr'Tr‘'(f'<t;rt r, ,h W. Waldron, 
hihi'arkf, lU Sohxi UTitcbuison. 

I Snh’fAWorkvtt C. E. A. Bodwell. 

I LiNCdi.x’s Tsx. 

j TiVfimr^r, Pembroke II. Stephens, k.c. 

' Maaicr of fln' hUmti'ih Sir H. A. Cilfard, k.c. 

Deny of'th: i'hoptl, Rt. Huu. .Sir Rowland VaughaEi 
Wiiliains, i...?. 

^ Pettv'h(‘i\ Rev, Canon H. C. Beeching, M,.t, 

' i'hapktin, Rev, Juhn Hfirrington, m.a, 

Stedftml, A. ■Weatberley Alarriott. 

' Libeariiiu, A. F. Kthevidge. 

! SuIhLibi-aeum, W. F, C, Sutcr. 

; yiAnidant Libraruiiif II. 1. Whitaker. 

1 GK.iy*.s Ins. 

' Trea.'tvree, II, Mani.sty, k.c. 

I Ma.'iter (f Liheurif, AT. W. Afattinson, k.c. 

1 Derto.o/ilo' (Jhitpel, Lewis Coward, k.c. 

^ Drtarfi i\ Rev. Reginald J. Flotchei’, ».n. 

Jbothr, Rev, M. H. L, Williams, m. ,\. 

1 rnUer-Tirtteurtr. Dennis W. lEOuthwaite, 
f fiief (*hri;. .standley W. Running. 

' l.ihi'itrinn ^ AT. D. .Severn. 

I CIRCUITS OF JUDGES. 

j Theilates of the As.sizo.s are respectively about the 
i middle of Junu.'Xry (Whiter), middle of May (.Summer), 

! and middle of October {A vitunui). E,vcepl in Lanea- 
I shire and tRamorganshiro. the Autumn assize m for 
' criminal business only. There Is an additional .a,ssis;«s 
j for Lancashire and York.shire onlj% iii May. 

; Sv) 1 -TH-EastrIIN. 

; efunthft/fhnskire (Huntingdon) "W. and S. 

I f '(ihibeifki, -j/f Ire (Catnbridge) -AV.,S. and A . (for Winter 
Assize Conn tv No. 3) (Che,sterton). 

; A'Ki/b/A' { Ipswich or Bury Bt. Kdmund.s}— tV., .S. and A, 

1 jVotjnlk (Aorwiclu—W., .S. and A. 

; Do. (City of .Norwich )7-W,, .S. and A 
A>.vi‘.i! (Chehnsfordi—AV,, .S, and A. 

I Derts (Hevtford)---W., ,S, and A, 

; ,s‘s.s,s..c (Lewes)'--\V., Hand A. 

; AVn;* (Afaidst'iuc')'”W., iS. and A. 

' A’f 07 *fc// (Gnildfoid|-“>V., S. and A. 
j i’Urh or AxH.rXf Arthur Denman, t Hare Court, 

I Temple .^jCsoo 

Cledi of 1 udirtuievt^, Henry Avorv Read, Sefi.>-!ioTi,s 

Hon.se, Old Bailev ! ‘ £400 

Ammute, A. W. T. OUaniKdi, Revv Court Temreo, 
i'-C' 

Arrni.AKu. 

DetU (BedfordJ-W., S. and A. , 
ii%iely (Ayiesbury)— W., 8. and A. 

Derhy-Unre {Dei*by)-~'W., .S. and A. 

LHoeMerekire. (Loice.ster)--AV., 8. and A. (for Assize 
County Xo. 3). ’ 

Ltwolmliiye (I 4 ncoln)-“W., .s, and A. 

(Northampton)— W., S. and A. 
mm (NottinghamHW./B and A. 

HidirtiUkhiVe (Dakharn)— W. and S. 

Warmcksbin (WawR*k DivdAW., S. and A. 
ih). (Birmingham I>iY.)—W., .S. and A. 


Ciroulh of Judges — Sessions, 


Ckrk of Assize, Arlhiu* Buko Coleridgo* 3 Ilarcourt 

33uilclmgs, Temple jgBgo 

! Spcaxcci' Ijangton Holland 5^300 

I Cki'li of IndictomitSy William Edward MooiTnan. 

' Nortuern. 

i Cumberland {Carlisle)— W., S. and A. (for Assize 
j County No. x). 

i WeMmorlmid (Appleby)— W. and S. 
i Loneushire, N'orthern Division (Bancaster)— W., S. 

i ■ and A. . ' , . , 

Salford Division (Mauohcster) — W.,tSpring, S. and A. 

, f.irerpool^-ASf.y Spiing, S. and A. 

! Clerk of Assize, Sir Herbert Stephen, Bart., Preston 
I . ■ .£x,000 

! Assixiiuie, Arthur Shuttleworth, Preston jfisoo 

j Clerk of 'Indictments and Taxing Officer, Reginald, 
Harrison, Prc-ston j^3oo 


I :■ 


N0UTiI-E.\BTERN. 

1 Darham (Durham)— W., S. and A. 

yorthnmberland and City of NeivcastU (Newcastle)— 
i W., S. and A, 

: Yorkshire, S'. E, Didinu, and City of York (York)— 
; W., S. and A. 

• fCest Hiding Div. (Leeds)— W., Spring, S. and A. 

: Ckrk of Assize, Claude F. Wade, library Chambers, 
Temple, E.C ;£8oo 


I Demtty Clerk of Assize- and Clerk <>r* A Robert 

lioltby, "■ ■ ■'“ 


, York . 


;6400 

Assoeiate,T. Boston Brace, 3 Paper Buildings, Temple, 

I E.C. ASoo 

j OxiORD. 

I xVssizos arc hekltlu’oo times a year i\i Reading, Oxford, 
j Worcester, Cluucester, Jlonmonth, Hereford, ShrcioS' 

I Imry, IStaffiord. 

I Cleric of Assize, VrudcnckV/, Grantiiam ;£8oo 

1 vt.s,wc?Vde and Deputy do., Archer C. Hemp ^£400 

I Clerk of IndietmciUs, Francis W. Jones j^300 

j Office, 13 King’s Bench "Waik, Temple. 

Wkstkhn Circuit. 

Wilts, (Dcvize.s) W,, (Salisbury) S., (Devizes and Salis- 
bury alternately) A., 1910 kiuUsbury ; Dorset, (Dor- 
chester) W., S. and A. ; Somerset, (Taunton) W., 
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Pmte. Assist., C. H. Glascodinc, 7 Abingdon Gardens, 

VV. A300 

Remnd Assist S Clerk of Jhdiciments, G. J, Wmer 
Rijfley, Room 7T9, Royal Courts of Justice ......j^xso 

At the Autunfn Assizes held at Carmarthen and 
Brecon, Crijninal business only : but at the Glamor- 
gan Assize, Civil and' Criniinal’ busmes.s are taken. 

CENTRAL CRIMINAL COTTRT.-Old Bailey, 
The following days have been appointed for holding 
the Sessions for tho jmisdiction of the Contrju 
Criminal Court, for 1910 
xgio. xith January. 

„ 8th February. 

,, ”8th March. 

„ gth xipril. 

„ a6th April. 

Clerk of the. Court, Henry Kemp Avorv. 

Henry xY. Read. 

Judges, The Lord. Mayor, Lord Chancellor, any person 
who has been Lorrt Chancellor or Judge of any 
.Superior Court, and the present Judges of any.of tho 
Superior Courts ; the x^Idermen, Recorder, Common 
Seijeant, and .Tudge.s of the City of London Court for 
tune being. (Office ho\irs, xo to 4 ; Saturdays, xo to i.) 


j xgxo. 31st May,' 

I „ aSthJune. 

J „ x8th J uly. 

, ,, 6th .September. 

' iith October. 


hall), W., S. and xV. ; Hants, (Winchester) W., S. 
and A. ; Bristol (The Guildhall), W., S. and xL 
(lerk of Assize, James Road, Office, 39 Temple ...j6'8oo 

Associate, Alfred Read £300 

Clerk of Arraigns, Clu*istoi>hcr llawlinson jg3oo 

North Wales and Chester. 

Merhnethsh ire. (Dolgell\i-W. and S. 
.3'2on)5f/on(ef7/.'</i/jT----(WeMi.pool) W. ; (Newtowii) S. 
Carnarronsldre (Carnarvon)— W., S. and A. 

Anglesey (Beaumaris)— W, and S. 
fknhighshir& (Ruthin)— W., S. and A, 

Flhitsli iro (Mold)— W". and .S, 

Cheshire (Chester Castle)— W., S. and xV. 

Clerk of Assizt?, David H. Crompton, a Garden Court, 

, Temple, E.C £^00 

I i.'lerli of TndktmnUs and Deputy Clerk of Assi^, Honrv 

I Lister Reade, Congleton £tgs to £i£^ 

i A.ssorirtfe, Artlum Andrew, Congleton ....^xysto jgsxs 
! Agents, G. F. Hudson, Matthews & Co., 32 Queen 
I Victoria Btreet, E.C. 

j South Wales Division, 

1 Pembrokeshire (Haverfordwest)— W. and S. 
i Cardiganshire (Lampeter)— W. and .S. 

Carmarthenshire (Carmarthen)— W., S. and A. (for 
x\s.size County No. 6). 

Giamorfifa^shvre— (Cardiff) W. and A. alternately with 
Swansea; Swansea (S‘). 

Brecknockshire (Brecon)— W,, S. and A. (for Assize 
County No. 7). 

" ’ ’ ■ ■ (Prej 


Genehal Quarter Sessio.vs. 

London. { tiouthtcark. 

gill Jan. 6th xVpril. ( ytli Jan. sbh xlpril. 

29th June. 19th Oct. j xst July. 2xst Oct. 

Clerk of the Peace, Alfred Read. Deputy, Herbert 
xlustm. 

COUNTY OP LONDON SESSIONS. 

Sessions House, Newington, S.E. 

Chairman, Robert Wallace, K.r jS'a,ooo 

Deputy do., 11. Loveland-Loveland, k.c., h.l. £t,&oo 
Clerk of the Peace, Sir Richard Nichokon. 

SURREY SESSIONS* 

Cou.NTv Hall, Kingston-on-niamcs. 
Chairman, GcvrgG Cavo, r.c., m.p. 

Deputy Chairmen, filr William Vincent, Bart. ; Sir 
Charles G. Walpole. 

Clerk of the Peace and to the Lieutenancy, Thos. W. 
Weeding. 

Chief ConstiVbU, Capt. M. L, Sant, Guildford. 

MIDDLESEX aUAETER SESSIONS. 

Gun.DUALL, Broail Sanctuary, Wc.stminster, S.^y. 
Chairman, Montagu Sharpe. 

ChTk of the Peace, .Sir Richard NicholKon. 

Deputy do. do., Valter George xlustiu. 

QUARTER SESSIONS IN COUNTIES. 

Thesio arc to be held in the first whole VFeeks after 
March 31, June 24, Oct. n, and Dec. a8 : the magi.stratcs 
determining the day of the week on which the sessions 
shall commence at each placo. xVnv of the above davB 
falling on Sunday, the sessionn will bo held in the 
ensuing and not in tho .same week. Biu;wh’iEu 
Sessions regulated by See. 14 (i) of the Licensing Act, 
xgoa, which also applies to Middlcsos. 

BANKRUPTCY STATISTICS. 

(England and Walks.) 


Radnorskire (Presteigh)— "W. and S. 

Cbirk of the Crown, Clerk of Assize and Associate, Hon. 
Stephen W. B. Coleridge, ^la.. Room 7x9, Royal 
Courts of Justice .. " 


..,£Soo 


Year. 


x 89S 

X900 

*905 

X906 

X907 

X908 


Bankruptcies. 


4,4x0 
4,764 
4,43« 
4, XXX 

4:3 o 6 


liabilities. 


Assets. 


£6,547,^00 

®»479>3*S 

.S>9 ’eS '867 

S»673,6 z 3 

5,509,949 


;)C2,046,627 

2,603,238 

2,343 j «27 

x, 886 , 62 x 

**9I7»338 

»,xo3,49a 
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c« lli-i Jfiijenti/s rrmns—lMipioiis Crmls of Prisomrs 


HIS HAJESWS PRISOHS, 

*!i .‘ind sul.'u'j'; cJU'-h (Jovemor hns 

t, i!M> ..r ;i-.l tu lU:i» tliorcrif, Tho li«urcs m 

• >if Ilf ."1 hi> flally amuift mmHwr of prisoners. 

A^sr'.SiiUv FintAU': Cosvsrp Pujson (130). 

,{• yv,i. W. H. Wimler Jt500 t0650 

i»Kio oJift (loi). 

f, T Srivell ;^25o to j£30o 

IJui-snsojiiM (533). 

' C.ipt. Ferry <»reen £5w to £6$q 

‘ Bodmin' (61). 

h'ri'., Henr.’ Leonard Browofct iissso to jtjoo 

BoU^TA!. IXMlIfTlUN (337). 

Capt. W. V. EcoJe.s £$00 to ^6^630 

.Biircox (40). 

Fdk £2^0 to £300 

Bit tSTOJL (204). 

ir -r., Mujof B. BUifit ....,..£'360 to £450 

Biuxtd.v (6*8). 

rapt. K. VI S. Schnvlcr £500 to £650 

P (Ur,\, Maj.'Vl. (.»o!flic-T.anBman...£aso to £300 
CUMHUlIWi'. (80). 

A. II. Ifawke £25010 £300 

(k>'Truj 5 t;HV (x66). 

f.'.-r, Maj' <r J.-itnen Stnart Knox £310 to £350 

CAIlDti' I’ (30*). 

(u»\, iLirry liroiike Le Mesiirier £360 to £450 

CAnt-nsw; (96). 

(iiir.,,L IL Brixgonshrw £250 to £300 

Uaiimarthen (52), 

W. T. Bkeliic £250 to £300 

i-ARXVIlVON (.32). 

.Tainea Fredcriok Fuxicy £250 to £300 

Fmri-msj'okd (270). 

(r‘D,"., Major 11 . A. Marriott, n.s.o, ...£360 to £450 
I)AKTMw>ii 1**72}. 

rapt. Herbert .Insoph «uyon £700 

/i'^'.fAo'.jt’apt.F.fLC.Mansel Morgan £250 to £300 
l)8unv (298). 

O’er., . 1 . Lindley Smith £360 to £450 

Devj2*w (99). 

n. .1. VlviUD'; ...£350 to £300 

UolH (*20). 

lUlph F. Lod;e .£310 to £350 

DcrU AM (682). 

y>n\, Capt. (1. K, Temple £500 to £650 

E.aetkb (338). 

■fror,, Fapt. VV. F.. Cleiuonts £360 to £450 

BnoremER (*49). 

6 'oe., J. Finn £3*0 to £350 

IlEiunoiiD (S4), 

U. T, Ferure £350 to £300 

ti.ow^v t662n for V'ljiuHlo {*rw.'»ncr.s jwr.aitj«g trial, 
uuvii h'A Frwajer-^, DoMors, Ate., for London and 
1 iddk'Nex, 

tint - , .J.ainofi StiDtt, M 0 ....£700 

Jt^p. \\\ F. Sullivan, M.y £250 to £300 

Hri.t. (40*). 

A. Fritrhard £360 to £450 

fr&wuH (9*). 

S. dnrsneh £350 to £300 

KsrrsFtiRD <565). 

(h>v , M'ljur .1, t). Jvolsun ..£500 to £650 

IjVM V'^TER (147). 

h*<fi' , Boorge J, Arnold £3*0 to £350 

T.imjk (570). 


Northai.i.hkton' {187}. 

{?or,, Walter J. Barnes ...£3*0 to £350 

Northampton (*64). 

Gov,, Capt. C. 10 , F. Kieh £310 to £350 

Norwich (131). 

Gov.^ M.ajor V. xV. M. Fowler £3*0 to £350 

Notiinghaai (301). 

Gov., Waiter Je.seph Felly £310 to £350 

OXFOHI) {117). 

Gov., W. J. Hinc ....£350 to £300 

Faiik,huk.st {781). 

Capt. H. L. Conor ,.,..£700 

Jjep, Gov,, Capt. B, H. Boucher, n.s.o. £350 to £300 
PeNTON’VJI.I.K (1,06s). 

Gov., Mtijor O. E. M. Davie.s £700 

Jjvp, Gov., Cfipt. II. M. xA. TIalc.s .£250 to £300 

Flvjidutu (63). 

Gov., James T. Ba-ssett £350 to £300 

PoWTRANl* (746). 

Gov., H. G. Mitchell-Imie.s £700 

liep, Gov., Maj. II. C. AlaoTier .,.......£250 to £300 

PoRTSMouTU (140). 

Goi'., Ernest T. Hall ....£310 to £330 

Peeston (440). 

(Jov., Willi.am Edward Burkin-shaw ..,£360 to £450 
Beading (174). 

Gov., Capt. T. F. M. Wisden £310 to £350 

llUTIIIN (50}. 

Gov., C. W. Hunt £350 to £300 

St. x\u$.an's (100). 

Gov., A. Hughe.sdou £350 to £300 

SlIEPTON M AGLET (lI 2 ). 

Gov., R. Keiup ;v£25o to £300 

Shrewsbury (138). 

Gov., M. H. M. Lamb ...,.,.....£310 to £350 

St-affoui) (640). 

Gov., Maj. A, Y. Briscoe £500 to £650 

Swansea {197). 

Gov , F. W. Gibson £3x0 to £350 

U.SK {.T40). 

God., J.W. Thorp £310 to £350 

WaKKFJELI) (945)' 

Gov., Corarn. L. F. W. Sandef.s, r..v....£soo to £650 

I>rp. Goi\, Capt. L. W. Johnson £350 to £300 

WVND.SWORTH (*,240), 

Gov., Capt. Ct W, Brctt-Fnrrant £700 

lup. Gov., Lieut. T. J. Hardinge, r.n. £250 to £300 
WvRWnjR (226). 

Gov., E. L. F. Cavendish ..£360 to £450 

Winchester (333). 

Gov,, Capt. S. F. Judge, n.s.o. £360 to £450 

Worcester (187}. 

Gov., Fredk, Wallace Hastiiig.s JBlakc£3io to £350 
Wormwood Scruhrs (*,360). 1 

Gov,, II. B. ir. Lethbridge l£joo 

J)pp. Gov., Maj. Norman Burrows £330 to £300 ' 

Feltiiam Industri.al Sciiooi,, Feltham {430). i 

S(fpirintni.il‘nt, T. B. Beuttler, m.a £480 

lillOADMiiOK Ckimlnal Lu.\atj« Asy'lum, Ci’OwthomG, 
Berks (704), 

AJed. Svpmntenflent, Rd. Brayn, l.r.c.p £1,200 

Female iNnini.vTR Reformatories. 

AnkfUoirp (75), Off., W. IF. Winder £300 to £too 


I 


?Cbe Xl 0 t 


209 


Permnal ji ides-de-Oanip w the Admiral H.R.H. 
tilt: Prince of Wales, K.n. ; Vice-Admiral H.S.H. 
Prince Louis Alexander of Battenberg, g.c.b. 

Fh\-it and Principal A ide-dc-Camp to the King, Adtnifal 
of-the-FIeet Sir Jolm A. Fisher, u.e.n., o.m. 

Nacal AUhs-de-€amp to the King, Commodore SToi*- 
man C. Palmer, m.v.o. {temp., vdiiUt in command oj 
JLM. Yacktn), Captains David Beatty, m.v.o., 
Herbert Lyon, Henry L. Tottenham, Charles 
Dundas of Dmidas, Christopher G, F. M. Cradock, 
Reginald G. U. Tapper, William DeSalis, m.v.p,, 
Bernard Currey, Eraest G. T. Troubridge, 
Coininodorc A. G. H. W. Moore, c.v.o. 

Marine Aides-de-Camp to the King, Colonels James 


THE KING, I 

H. Eof, c.M.o., a.3i,A., Herbcr!. C Money^ c.b:, | 
n.u.i.a. 

JSonoraj'ij Physic iajis to the King, Adam Bmntoii I 
Messer, M.n,, Duncan Ililston, c'u,, m.j)., Henry j: 

Woods, CjV.o., inn. (extra). Sir Herbert Macbav i 
Ellis, Ric.ij., Arthur R, Bankart, ii.v'.o,, Jamess i| 
Porter, c.B., ii.n. 1 

Honorary tSurgeone to the King, Sir James Jenkins, I 
R.C.H., M.i)., Sir James H. Dick, k.c.h., William H. j! 
Lloyd, M.»;^ Alfred G. Delrnege, m.v.o., m.h. (t-Wfra), ji 
Sir Henry F. Norburj", x.c.n., m.i>. ’ 

Jlonorary (JhapLalm to the King, Rev. John C. Cox- j 
Edwai'da, Rev. Edward A. William.s, m.a., } 

Rev. John H. Bcrr3',M,A.^ Rev, W, Stuart HaniSi n.n, Ij 


Lords 

Pr 


THE ADMIRALTY (;C364,6oo). 

Hi aval Department-— Villi teliall. Hours, 10 to 5, 


A0WS€).,tii4,50'o:'ji 
Ai5o;iLl 

, „ , . . - , , * i) ixirx jsj, niiTiiciwY \unpaia). i 

First .S'm Lord, Admiral-of-the- Fleet vSir John Fisher (a Peer), g.c.d,, 0,51., g.c.v.o,, a.d.c* (with house) “jGi.soo ' 

Primte Hecretarti,V(, F. WichiAsoxi £100; 

Srrond Sm Lord, Vice-Admiral Sir Francis Bridgeuian Rridgeman, k.c.b., k.c.v.o ..*j!Sx,5«jo , 

U’rir.ate Secretarie.s, J. S, Barnes, ;^ioo, and 11 . C. Richards A’icc i 

I'kird Sea Lord and, Uuiit roller, Pcear- Admiral Sir John Rush worth Jcllicoe, k.c.v^o., c.i? *i>i,7So ’ 

■^ PHmte Secretarip K. Lee . . . . . . .... ^loo i 

' C.M.G I 

.AlOO j' 

' jGioo 'v 

, , - , ^£,'2,000 i 

t Priridii Hecretarn, L. tr. BrouK jGi^o ' 

J'vi iiitiiuid SeriYtary, Sir C. Inigo Thomas, k.c.h. . . £2,000. \ Private Seerttary, J. il Masterton-Siniili £100 ’ 
(htt!n.''el, and Jiidge-Aa'rorate »> »« .1. . 

S\'aral A.sslstaat to p'ir 
Kami A.ssistanl to Sec 


Fourth Sea Lord, Vice-Admiral Sir Alfred Leigh Winsioe, k.c.b., c.v.o., 

\Pr irate Secretary, C. E. Brigstucko 

Pivil Lord, George Lambert, m.k . . £1,000. ^Private Secretary, M. LI. Tavlor 

J*ar(iomf utary and. P'lnaiteial Secretary, T. J, jracmiruara, i.n.u., ir.p 

. fj w. Brook . . . . ! 

f. Sir C. Inigo Thomas, k.c.h. . . £2,000. \ Private Seerttary, 3 . E. Masterton-Sniith 

.1 n’roi-fite of the Fltet, PwCginald B. D. Acland, k.c 

First Sm Lord, Captjiin Henry F. Oliver, m.v.o., k.n 

'ieoond Sea Lord, Captain Robert F. Seott, c.v.o., n.sc., u.x 


Secretary’s Department. — ;C 23413* 

Assist, Seeretary, W. Graham Greene, c.n £1,200 

Prhieipui Clerks, J. H. Brooks, c.u., W. J. Evans, 

Geo. H. lloste £850 to £x,ooo 

Asei.'itant Prineijnds, C. J. Adams,,!. W. S. Anderson, 
V. W. Baddeley, A. Flint, II. G. Hayes, W. F. 

Nicholson, R. K, Scott, C. "Walker £600 to £800 

ClerlM, 3 . S. Barnes, C. R. Brigstocko, L. G. Brock, 
ii. C. Cleary, 11 . Eastwood, P. E. Marrack, J. E. 
Mastertctu Smith, Nornnur MacLeod, Cecil Pcrhain, 
Svdney H. Phillips, S. H. Plummer, R. C. Richards, 
R. Skinner, G. A. Steel, 'AI. LI. Taylor. .£i<o to £500 
Stajr Clerks, F. W. Danter, R. L'. Faikus, r..s,o., A. 
Main, S. R. A. Marriott, J. Northam, W. A; T. 


j^ 9 So„| 

£' 9 S« 

Transport Department, Wliitelial].— £^13,023. I 
Director, Vice-Admiral R. L. Grooine, c.v.o. . .£i,aoo I 
Karol d.s.sist. Director, Capt. VV. AlacC. Maturin, mis'. | 

(retired) £900 ! 

Civil As.sistant Director, II. Gear £700 to £900 I 

Supvrmtending Clerks, L. F. Goldsmid, B. A. Kembiill- j 

Cook, and Graeme Thomson £600 to £800 ; 

Chrks, Cr. C. Duggan, E. J. Foley, J. A. Salter I 

£150 to £500 ! 

, Sta^ Chrks, J. J. Hayes, J. Spear, and W. A ounginan ‘ 
1 , £350 to £450 (one to £500) ' 

! huperintending Transport Opicer for Coal at Vardif, • 

I Capt, William F. Tannard, n.s, (retired) £383 

' Admiralty Transport Officers, Com. Charles W. It i 


<>inrfo t.. wT.A f,. ■^oviira.ay aranspori uTjicers, K..o\i\. vjuaries vv. r. 

li. orsutvbw, Edwd.Q.FMreii ,.8.0 


£400 to £600 j 
£300 to £400 j 


Deputy JJhrariau, 3 . F, Phillips 

Hydrographic Depart., WhitohaJl.--£^iS,i56. 
Hydrographtr, Captain Herbert PI P. Cn.st, u.x. £i,soo 
Assitit. ditto, Capt. t.’lias. E. Alonro, u.n. (tempy.)£qvt 

Chief aril Asst., \V. D. Baiber £550 to £650 

Superinh ndeiit of SaiCng Dindions, Capt. Charle.s 

H. C. ]jang<iou (retired), h.n £800 

Karal A.ssi.sts., Com. C. V. Smith (retired ) ; Com. 
<1. M. Alar.stoii ; Corn. Kdward V. Broolcc-Wobb 
(retired); Com. A. . 1 '!, H. AIare.seaiix (retired): 
Lieut, Ernest II. Dobbin ; Lieut, 3 . H, Knight, n.x. 

(feitipy.); Lieut, P. C. Pearson, r.n £530 to £600 

Suiierintende.nt of t'omjuisscs, Com. Luiris W. P, 

, Chetwynd (retired) .£700 to £750 

I As,sMa/it do,, Com. I'rank O. Cre.agh-Osborne 

I Sirrre-yrng Officer (special business), Lieu^^'^L 'F P. 

j Wilson, u.x £.«?oo to £600 

( Super inUndentof Charts, Com. Robert W. Glennie, j:.n. 

I £700 to £800 

Chief CarUvjrajdiers, Alexander Gibson, b.sc., T. H. 

Brigg.s, H.A. ; and HugbH. Underbill £41^ to £500 
(one £500 to £600) 
Cartographers, A. W. Codd, b,a. ; P, H. Sharbau, J. E. 
AIcGegan, J. W. Atherton, L. De Ville, A. Foxeroft 
Gib, son, David Hardie, Harry Moody, J.iR. Brooks, 
J. H, Aitken, J, M. Lee, E. C. Pratt . .£100 to £400 
Staff Cleric, W. Lindegreen £350 to £450 


£400 to 

Victualling Department.— £9,966. 

j Director, (). A. R, Alurray £1,000 to£x,aoo 

, Assistmit-Director, J, W. Ti. Culling. . . .£800 to £000 
' SnpL Clerks, F. J. A. Arch, C. 'W. Croy.sdill, W, 
j Ilogavth , (am? aUmnance) £550 to £700 

Deputy Store Offcei-s, F. L Gelsihorptr, F. IT. .fdam- 


bouni, C. R. il. Lane * £330 to £500 

Controller’s Department.—^ xc4,gig. 
Controller of the Kary, Rear-Admiral Sir John Rush- 

worth Jellicoe, K. c.v.o., C.H. £x,7So 

KavdlA.s.sistaHt to the. vontrolkr of the Kavy, Uapt. 

Dudley R. Do Chair, .m.v.o., u.x ,£950 

Admirals Superiwtendeni of Contract ‘built Ships, 
Reai'-Adni. J. JC. Bearcroft, c.n,, .m.v.o.. Captain 

H. B. Felly, m.v.o., u.x £s,ooo 

Coiistructi w Dranch. 

Director of Kami Construction, Sir Philip Watts, 

K.C.H., i.c.n., iii.se., F.u.H £3,000 

Super bite ndent of (kmstrvct ion Account sand Contract 

r/ork, "W. E. Smith, g.h £1,200 to £1,500 

Assistant Directors of Naval Comirudion, W. II. 
Whiting, Heniy R. Champness, m.v.o., W. JI. Gard, 

M.v.o £1,000 to £x,20O 

Senior Constructive Officers, L. G. Davies (Tyne), J. A. 

Yates (Clyde). (and allowance) £1,000 

Superinteyident of Admiralty Eocperimenial Works, R. 
E. Froude, y.R.s £x>ooo 


* In addition to naval half -pay. 

t The allowances made to the gentlemen who act as private secretaries are in addition to their salaries. 
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Kffml Dpjutrimenh 


mhfawf 1 . n Attwouci, tr.^. 

\ Hiy.UitJl BalktjM’j * 1. K. 

A \% A. E. F. < 'oa< J. V, . Wt»!*y, 
I •>' tr.il Twh i u, < ’ F- P. tiiMKh’-cnir, 


3 .! 


2!0 

ii. M Ai '^rj. f i. H liitU, J. U. CmMl, 

H T hi'KA <i N. j 

3 J n ’us 'f JF N.uixu.ii, m.v.o , R L. I’ethwk, | 
W T. rnt» , il. 4 F Wilh.nns, A. M. W<nllimgtou j 
( I f H< t a 'lom tiX'h ^ £ 460 f £600 1 
Att'U.KJ.. AtiwoodAKS. 
ii: ' - ' •* > *- •' 

lAii 

H dirF. li Hurriu".. A * .l 7 Ilobwon. A'. W! 

J nuv r, U. KnkFr, F. M. r.«-e, W. . 1 , AFr.-ti]!, 
r 1. JIrci. F H MiUi.'U Ai. {\Fajm‘. o. A. 

{ ' W !Jau3.- i. \S\ smitij, F. li. 

!'» Tt. kruT, -!. F. VRilb-^r, A. W. AFatson, 

irri ... .£2so to ^,'400 

# 'i'*-/’. j. if, .3 l.urbiial.' j^Tsoo t>> ^'353 

■App>'fiHXMilfUih‘'i f-Ch'Hfi'ri'Xd EiPjillf'f'i', l.k IJ. AF(> 3 ’diii'.?* 

' haw .i>)003 t.i» £-i,ioo 

hi, III I is. ^IvhiJlc! Aci.t-ry, T. E'li?c, 

V. Afi'SA'riui i, A. t'i. Newiii>j;tnn, .1 S. Primde, 

£1^00 to £45.0^ 

/.Vi'jTfW Yi m;t limaf'h. 
fi/' ?/<»• /' 7 i'. <% fjng.-Vice-Adiji. H. .T. 

OniJt, t h ... ... . . 

hi'piiff/ lUhi in f'hfi / Fu^t-'I iq»s. iJ. F. iJoiidvijit, li.N. 

i-> £i-ooo iooi tdliKi'dnO", £»Qti 
Hpyr-i-t,!-* /, Fjig.-Ucar'A'iiij.l1,iJRy,sCi.*n, 
Fitf' <:*>?!. fii. Aian-iA". H.N. , .^'8w 

K'lijitv Oi'-AiLi'K, [fcU'.o . . . J'nU ptiiJ •IjoI 

Kn-fUiiv,- d. Atistyy.u.v., 

t\ Ii, id ’ter, II s . Wu;, <^>riy»'tn, h.n., Iletfi'y fl. Teed, 

M N., J, Mel. larm, u n. . . Ft pf(t/ ihr! a>Uni\r>iCt. 

1 r„ .s. lluijerF'. i:,?:.. A. F, Ilyuej 
fA., F, W. Ilile’, ,W. S. Mauii, ji.N,, A. Taiiit-r, u.n., 
y. J. iVIf^ek, .'« <F }J 3 idj<e, M, [•:. T. Raker, 

. ,A.;. ii, A-Jimisitt, J. €. Talbot, . 1 . J. Sarjitent, •!. 

Ilan*;t(t'fi ,Jh ( 3 ?/ pa It aaJ aJla-r.-inct’. 

ftmiAiwt' Ilf Ihiiihio'i'iatt /!ee».v,, E. <Jctlye. 3 £ 35 ota.;^ 45 f» 
Ft-ayf'-h. 

Wwfaf <«/' I], .MahT'ian.e.R aC*,Soo 

Sitp(;t''i»UiitFut nj' Fi'ifitAt.ll J. Webb 

j£*,<M 3 iO to j£,T,ao-i) 

jAt/A., Rrig,»F.ijii2ji, .i.-Iiii W. Flam, k.^, 

£850 t'» £1,000 

Con^fi'ftAoo-i.T D.tliy .aiid i I!, (.’rt^sford 

;t‘4uo to £f}O0 and alhHinur‘\ 
Fttffnm'dAHiAtaiitA, Kiipt.-s'usitru, IJ.J. EoveriUge, r.n., 
T. K Elvy. 

F.&mi'A, iPH^kifd, IFk.t F. 53 ,‘Uiiter.'^, il. F. Endfortl, 
FL II W.K.d. W, A'. Th"TiVis, T. II. If.'irrie,., K. A. 


AAsimutA to Divedor of Xand Ordnance ovd Tor* 
pedAiea, Cuinmn., Sir Makolm AXaedragor, Dt., h.n., 
T. 8. MitehcH, C. Alaxwuil Lerroy, IL N. (I.arnett, 1 
u.s., F. C. Drover, A. D, P. H. Pouixl; Lieut, i 

A. K. Siivertop, k.n Full pan and allomiV'i'n. , 

EnaUtt'er In Ap, ’dorr, Faig.-Conuus. E. F. Klli.'-’, a.w, 
W, If, Adaius, U..N’. ; FiUg.-Lieufc,s. E.W. R. vVndivw.s, 

F. L. Rwbertoui Fnfl pi'i/ and afloiranc '.s. 

Pfitif Jns/tfdor of Xaral Ordnaiav, Ro:ir*A(lu’.. 

Ri'dwrd 1 ). Farquliar £x,qqo to ^^1,330 

Arf-’ifstantr to chaf ! nrpvrtor of Saral Ordnance 
Coin. IL L. Ve-ilo, it..N. FVF pap and aHoirann- ■ 
Lieut. Digby .sc. A, P. Weston, n.s., £s$o', Capf, 

W. S. Pod, I!. .VI. V Fiitl pap and alloimnee. 

Sfaf i'hrU in Oiiar-ji- and Svordanj fo (hr Jt.X.O., T. 

<L Anderson i>35o bt j6'5oo 

.^iipcrfiilvndent oj Ordnauf Sfoivr, Ca«u. H JL 

idievallier [retired) £x,ooo to j^>i,soo 

J Adtif. Siipcrinten lent of (trdnanee .SYorcN,^ FT. Fathers 
jS'SOO to ;^900 

HnpcriiiUndinit f'lc/ls, J. C. Flscott, A. F. Taylor 
£6i»o to j£8oo (one to ;£85o) 1 
r>f }tHt}( Ordnaitee Sior,: OOiivrn, J. ,f. Ileoves, F.Ward, 
tL IL W'oodwanl £^$0 to .£500 , 

Account.-GenL’s De3>aTt., Spriiii? fldns. — ;;^S7,849. 

Aee.onHfiintdlrni ntt, Alfreil Kyles, I'.u ..£1,500 

Frirat,- Sirrttiirif, A, Cannison £100 j 

Jh’finti} Arcoiintuid-Oenend, C. . 1 . Naef £3,200 

Asni;fs., .f. ,f. F.. ilittler, !'’rink Storr, W. 8. Sard I 
£850 to £1,000 i 

Arshitaid F.'iiP ifitds, 0 . ;\f. Rruee, E. S. Ooft, T. D. , 
.faine-^, \V. .Mofhl, F., Nicks, A. N’i>vtiivvood, Jb'. 0 . ; 

Nutt, }T, Uoper, W. Sanger £600 to £800 j 

Pa pm arte r ip' (^ottOitf/enri'n, neiiry Ashley Travers 

Co.inniias, k.n £350 to £500 

Oh. rha, \\\ fl. V. Brado, .A.Cuunisoti, A. Douglas, F. ■ 
(L Cordon, il. IM. ilou.ston, <A ll, IjCc, L, V. Meadow- 
croft, .F. Porter, .T. .A, Smith £150 to £500 | 


I Pikey £350 to £500 

! TTmtinp Ill.tp. of T'itiih”i\ W. ,1 Rogers £350 to £450 
* A<rt I II 'ip, i>/ThidH-t\ W, if, fiooper ..£350 to £350 
i oindraf ShiiK 

f Hi rwfrtrjf irt Oanfr’iUer, it. W, Rrown . .. .£800 to £000 
i HHtpmntmdisiip t'hj% A, lY. Smallvrood £600 to £too 
i OkrJ:a,,f, U. ik'othcr.Nai, F. Lee [PririOe H>‘.'v,tar(i to 
I s' 'nutrdh r itf A a ei/j £150 t" £so 0 

Htf 0 ’ H. .'Vldnirst, A, IL Purdnme, K, J. Tozer 
1 .£33^» b> £450 (if lb £500) , 

Arfi^d , Shire Hran-'h. ; 

TthS'tfor r, John Forsey , , . . . .£1,000 to £1,300 1 

j Amkt. EiittL Of dhit’ s, i’ f! AslidoWu £800 to £<>00 ' 

f'iiipt ,'tiitn>!iin>i .3. H, Aitken, tj. M. Dlseombe, ' 

ll Sfuj.niijs, M, M, M'.dk-i* £f*oo5o£8oo' 

ihjiidp sfo,' i title, rr. A. il. Hearn, F. \V. Wilhiirn, 

B, .L W ilsou £350 I1O £500 j 

CliFf" Keaisthi /'.“i of .s/uA‘ .-imwidH, W. IL Ilavden, i 

ll H ufWiy, f IL C, W ilkiuson .£350 to"£soo ! 

F,ji(fH'i>hu"i of Xoe' Aee.toiifit, \S , Higgs, R, .L TUomas, ! 

Lieut. W, H, Rl;ik'‘, 5!,.v. .£350 tii £350 i 

Aecatu'r Hranjch, ■ 

Impeetor of Inrkparil Feftep.i^ Aceonvt% W. Q. Roff [ 
.y.. . £8,40 t,o,£i, 000 ' 

AumaMki, $ tlyaii £m to £800 

Aceauntii (Ff^ieer, F, W, W. HuriXiU 

£3SPl'O£fft0 

of Blraftw of Haval Ordaaneo.-- 

' , 3 C'* 9 > 544 ' 

D#, ^ WmM mui Torptdmtt, Itear-Adm. 

ftgowor lljwm, e.v.n,, u.4,0. . ,£i,s»o 
AMiist, Copt. fttmH Kteholson, 

Xhm Ofmnmt, Capt. Artftw 


.Jh'incipid E,e<uniner,'i^ W. il. Boar, H, P i’ainter, 

, E, \\ . Staf'ord .£550 to £700 

I Ohief Kcaminerr ou t S;aE' i'h-rl'x, ,L K. Barber, E. 

Rilditre, IL Rrjuing, A. U. Ce.cmiito, .T. Cronin, 

1 C, Davis, (‘. Edwards (J. E. Foi.c, A. U. M. Fo.x, 

; , 1 . If. Fry, ,i. .'VL Henry, It. E. Nash, if. F. Shaw, 

A. (r. Siaitfi, «'. . 1 . S.ijitiig.ito, A. E, Tippeii, G. 

: W'arreii, A. E. Wathug, S. 11 . Young 

£350 to £4go (6 to £500) 

Conti'act and Purchase Department. — £Jx3}3o6. 
Director of Xitep ContraeiX If W. Black, c.b. ..£1,200 

A.'tristaiit Director, p A. Oliver £840 to £1,000 

Snperlidendiii'f t^krldi, C. B. (’ohh, VP St. D. Jenkins, 

f A*rey Mintor £600 to £800 

DierK'it, < "loss I., E. J ubb, IL Morris , .£130 to £400 
f VoifwcMVific ‘AS, J, C. Clarke, P. Dale Bn.ssoll, (L W. 

divou £350 to £.«;oo i 

J trdupj Dntju'etorn, J, A. .stockwoll, and W. , 

H. Strieklaad £300 to £350 

Medical Department, s8 ict* u’ia St. ,S . '• 
DirecUir-fteihral, In.speetor-Gencra! James Porter, 1 

c.it., ’u.iu, K.u.r £1,700 ' 

Dtp. DirectoMten., Deputy in.speetor-Ueneral Charie.s ' 

James, n.:v, ... FV// pon allm'vaec..i, . 

Aiisi.'itantn to Directordrt n. rid^ Fleet SurgeonrdV, \V. ' 
J‘ryii, h.>., Fi. B. Piekthorn, rn., F. IL A. Oiaytou, 

.H.n,, li.s. Eidl pan tin t idltni'ances. 

InH.iKdintf Mtdhid ojjh't r, Jt.X. A a.eiliarn Sud; 

Htajf, .Stall-Surgeon A. il. Btv.n, u.s'. 

ii{<jha.r(f:\ 'J\ JL Kennedy . . , .£4ootu£5oo ' 

VL ri^n, M . inne.s, T. H. PeroK. £3go 10 £450 

Director of Works Department, si Kortlinniber- ' 
land Avenue, W.C.— £31,605. j 

Director of U'oricft, Col Sir E, R,ahaii, k.p. k., r.r. £a,ooo . 
Amiminf Dineforn of Worl:e, F. W. Kite, m.t.o.r, and 

T. Sims, sr.r.c.K £1,000 to £1 200 ' 

Hu])ermtcmViwj Knuineer, Col. S. il. Kxham.n.n. ’ 
c, A , ^ . £%^xooand ahnase. , 

hum*mtfnain.p Cm En(thu'eei\% ML j; Clarke, M.r.e.n.. 
h ?.• si.r.o.K., T. 0 . Hunter, iia.r.w., L. Parr, 

’H. C. Reid, m.i.o.k., £750 to £950 and a honae or 
ffMmmiicctnHnr, K A. W. Barnard, 0 . TL Colson, 
w.i.c.ss., <1. P, Hayas, .v.n.t.c.k., IL E. Oaldoy. 

A, D. Shortridgo, E. Wakoford, m.t.c.e., 
£000 to £700 and a home or altoimncn in lim. 
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Naval Service- 

Hiirnifor oj .Lands, J. W. Stono j£70oto £qoo 

First Assistant to (to,, €. L. Ficldor ;£;40o to jS'fioo 

i'hirft^uri'ci/Ot'fV. P. Caldocott- lymitli, 

j6'8oo to £x,ooo 

iStinvifors, II. Anion, I. s. I., J, C. L, Bottridfie, f.h.t., 
J. Biden, F. JI. Gcadby, I'.s.r., F. \X, Harmon, 
i-.v.j., A. B, Tlohiics, M. J. Jainoa, H. T. Matthews, 
H. H. Skipyei;*, r.s.i., J. L. Westland . .;6’4oo to £6qo 

Greenwicli Hospital Department. 

Fir. of Jfospitalf V. 11 . B.. Htansficld £x,ooo to £j,2oo 

CIrrL in i'havfje, A. A. Butter. jSsSo to ^£700 

AsAstovi to f’ierk in Ulunye., L. Sta,cev . .^^250 tt» £j^oo 

Accountant, A. W. J. Davieii . .£zso to £3^0 

Chaplain of the Fleet. 

The Yenerablo Archdeacon H. S.WoodjO.n., n.K. £x,qoo 
S tujT Clerk, J. Hooper .£350 to £450 

Director of Haval Education. 

director, . 1 . A. Eiving, <'.n., i.i..i)., r.n.s £2,500 

khnntif Supt. of fixarninations, Naval Instructor 

Arthur,!. Parish, k.x FttU pat/ and allotrancf's. 

lU'initi! I iispeotnr of A\ti\(L Schools, N'aval Instructor 
Ivor Curtis, n.x Full pay and ailutcnnccs. 

Office of the Admiral Commanding Coast Guard 
and Eeserves, 66 Victoria Street, S.W. 
Admiral Command iny Coast Guard and JReserveft, 
Adin. Sir Eeginald F. H. Hender.son, k.o.b. 

Full pay and allowances. 
.,i.‘;swC,Capt<iin Hichard'P. .F. Purefov, m.v,o.,ii.n. £950 
.SVtfj't’eirry, Staff Paymaster H. W E.'Manisty, it.y. 

Full pay and dlloimnce. 


AJfoat, 


Eoyal Marine Office, 

f-Trafalgai’ Buildings, Northumberland Avenue, IV.C. 
Dep. Addt.’Gen,, Miy.-Gea. Sir Williara T. Adair, k..c.b, 

■■ £1,50.0. 

Assistant ditto, Biont.-Col. E. P. Brittan £800 

Deputy-Assistant Adjt.-Ueneral {also Judge- Advocate), 

Major «r, M. Rose * £6do 

Naval Intelligence Department.— £22,121. 
Director, Roar- Admiral Hon. Aloxander E. Bet hell, 

c.M.G £3,500 

Assistant Directors, Ilcar-Admiral William L. Grant, 
(£950); and Lioufc.-Coh H. S. N. White, m.v.o., 

H.M.UJ .£700 

Naval Stair, Captain R. A. Nugenr, k.n., Coimn. 
W. A. H. liolly, H.N*., W. H. ». Boyle, and Eng.- 

Comm. 0 . C. Sheen, u.x *. wicli £530 

Marine Staff, Major Edivard V, Haiiiol, Major 

H. F. Mackay, Capt, R. C. Temi>Io, 

Capt. P, Molloy, R.M,L.f., Capt. C. F. B.arber, k.m.i.,!., 
Capt. L. C. Lampeii, k.m.l.j., Capt. C. H. Regmirt, 
Capt. G. 0 . Woodcock, ii.M.-i., and F. V. 

Temple, u.M. I., i £400 or £500 

Staff CltTk in Charge, G. J. Rickman, £450 to £500 ; 
Staff Clerk, H. Broadbent £350 to £450 

Naval Mobilisation Department. 

Director, Re.'ir-Adin. Herbert G. King Hall, , t.n., 

n.s.o £1,500 

Asst, Directors, Capts. Michael Culmo Seymour, 

George C. Cayley .£8co 

Naval Staff, Conirns. C. P. R. Coode, .T. H, Tryc, G. M. 

Keane £530 

Ciei'k/or Manning Duties, Robert Gordon £350 to £550 


A BIST OF THE FLEETS AND SaWADRONS AT HOME AND ABROAD, 1 NOV., 1909. 


Hojie Fleet.— F irst Division.— FFrst Battle 
Sfpiadron : Agamemnon, Belleropbon, Buhvark, 
Dreadnought, Irresistible, Lord Nelson, Superb, 
Tomeraire. Ci'uisers attached to Battle ftquaiiron : 
Dido, Isis. Attached Ships: Cyclops, Maine, 
Surprise. Fwst Cruiser Squadron : Defence, In- 
domitable, Inflexible, Iiivitieibie, Minotaur. 
.First Destroyer Flotilla: 24 Torpedo-boat De- 
stroyers. Ships attached to Destroyers: Adven- 
ture, Blenheim, Boadicea, Pathfinder. 

Second Division..— /Stew/td Battle Squadron: 
Africa, Britannia, Commonwealth, Dominion, 
Hibernia, Hiiidastan, King Edward VII,, New 
Zealand. Cruisers attached to Battle Squadron: 
.Tuno, Talbot. Attached Ship : As.sistance. 
Second Cruiser Squadron : Acbilic.s, Cochrane, 
Natal, Shannon, Warrior. Second, Destroyer 
Flotilla: 24 Torpedo-boat Destvoyers. Shijm' at- 
tached to Destroyers : Blake, Foresight, Sajiphire, 
vSkirmishev. 

Third Division -~~The'i^oTe,-~-Bntfleships : Cicsar, 
Magnificent, ^'ictorious. Cruisers : Antrim, 
Charybdis, Cressy, Hawke. Torpedo Cunboats: 
.bison, Speedy. Attached Shkjm: Aiidromache, 
.\pollo, Hearty, Thetis. Portsmouth,— if 
Illustrious, Jupiter. Cruisers: Euryalus, Haiup- 
siiire, Hennione, Roxburgh. Torpedo Gunboats : 
Seagull, Speedsveli. Attached Ships : Iphigenia, 
Latona. Devonport. — Battleships : Harmihal, 
Majestic, Mars. Cruisers: Arrogant, Carnarvon, 
Devonshire, Highflyer, Sutlej. Torpedo Gun- 
boats: Circe, Gossamer. 

Destroyer Flotillas.— The IS ore. —Scouts : Atten- 
tive, Patrol. 34 Torpedo-boat Destroyers. Poits- 
mouth.—Scout : Forward. 25 Torpedo-boat De- 
stroyers. Devonport.'.r-Ncoijit ; Sentinel. 23 Tor- 
pedo-boat Destroyers. 

Fourth Division, — The Nore. — Battleships : 
Trafalgar. (PavenlJ Skip), Glory', Goliath, Albion 
{Parent Ship). Portsmouth. — Battleship : Re- 

nown {Parent Ship). Cnoisers : Ariadne {Parent 
Argonaut, Diadem, Bpartia-te, Terrible, 


Crescent {Parent Ship), Edgar, Royal Artl^ur. 
Devonport. — Battleships : Ramillies {Parent Ship), 
Hood, Resolution, Royal Oak, Repulse (Parent 
Shi2>), Empress of India, Nile, Royal Sovereign. 
Crumrs: Europa (Parent Ship), Ampiiitrite, 
Andromeda, Gibraltar, Niobe, Sirius. Fourth 
Cruiser Squadron: Berwick, Donegal, Essex, 
Leviathan. Attached Ships: Brilliant, Inde- 
fatigable, Scylla. On Special Service ; Cornwall, 
Gumberiand. 

ATLANTIC Fi.eet. — BatUcsMps : Albemarle, 
Formidable, Implacable, Prince of 'M'ales, Queen, 
Venerable. Cruisers attached to Battle Squadron: 
Doris, Venus. Attached Ships: Amethyst, 
Dwarf. Fifth Cruiser Squadron : Argyll, Black 
Prince, Drake, Duke of Edinburgh. 

Mediterranean Fleet.— R ef .- Corn- 
wallis, Duncan, Exmouth, Ocean, Russell, Swift- 
sure, Trknnph. Cruisers attached to Battle 
Squadron: Barham, Diana, Medea, Minerva. 
A ttacked Shqis : Imogene, H nssar. Sixth Crtimr 
Squadron : Aboukir, Bacchante, Lancaster, 
Suffolk. Destroyer Flotilla; xx Torpedo-boat 
De-stroyei's. 

Eastern Fleet.— China,— Cnu’Kcr Squadron: 
Astriea, Bedford, Flora, Kenti King Alfred, Mon-- 
mouth. Attached Ships : Alacrity, Bramble, 
Britomart, Cadmus, Clio, Tlustie. Biver Gun- 
boats: Kinsha, Moorhen, Nightingale, Rotun, 
.Sandpiper, Snipe, Teal, MTdgeon, tVoodcock, 
Woodlark. Destroyer Flotilla : 5 Torpedo-boat 
Destroyers, Australia, — Cmisers : Cambrian, 
Challenger, Encounter, Pegasus, Pioneer, Power- 
ful, Prometheus, Psyche, Pyramus. Cape of 
Good Ho|>e. — Cruisers : Forte, Hermes, Pandora. 
Fast Indies,— CruiVr,'? .* Fox, Hyacinth, Perseus, 
Philomel, Proserpine. Attached Ships: I.ap- 
wing, Redbreast, Sphinx. 

W^ST Coast op America.— A lgeilne, Siiear- 

SurVeyino SE3W1CE (at Home and Abroad).-«- 
Bgeria, Fantome, Merlin, Mutine, Research, 
Sealark, Triton, Waterwitch, 


•Whitaker’s almanack, 1910* 



WEilAEIE'l: ilMEF 


LIST 


iS.DIVfIf?ALS OF THE FLEET-ACTIVE 
Air ^..liune? Frcuktu-k Hotkara, G.C.B., a.c.v.o. (&. 

r.i. Air E-hvard Jiubnrfc Heymour, g.c.b,, o.m., g.c.v.o. ( 6. 1840) ....,.ao B^eb. 1905 
Air .5 \ i;i FetTt. ft.c.B., O.M., G-G.v.o., A.D.C., ist Sea Lord (b. x84x) — 4 i>ec. 1905 

Vr Hr \r1bur Kuyvct' Wiisosj, g.CB., G.c.t. 0..<5. x84a) ......i Mar. X907 

An i.criml Henry ? etrcd Noel, K.C.B., K.C.3I.a. (k 1845) .a Dec. xgoS 


ADMIRALS 


' W insloe, Sir Alfred Leigh, KX'.B. jCoke, Charles Hy. 


hr. Arthur nairjn.i.ks Ki'&C&fn^^Seawell F., C.v.o. 

hir Leins A.utbo..y, 


Egerton, George Le Clerc, C.B. 

L.rd Chas, Wnj, Dela-' . 

■•so*!' or VO i Adair, Charles Hemy. 

U.R.n'. Prince i.( TOes, K.o.jKsher, Sir Frederick WiUiam, 

h':i ■ . | ■K.C.V.O, iMfl). 

SFof irti.Sir Arthnr I rpar..ADMIRALS 

Arland, Sir William Alison i, , 

Dvke ht,, c.v.o. ; Cross, Charles Henry {Supt, 

DniVy, ’sir Charles C. , fi.C.V.u. H, 

‘ Sure.). Callaghan,; Sir George Astley, 

<'»Htaui*e. Sir llt'rinald Neville, . 

I KAMI.’ ' ,G<»odnch, Sir J- E. Clifford, 

tawkMjSir Wihnot llawksworth, ! Gibraltar). 

. K.c.n. ((\Sna:%, Phm^nth). | i-ic d, AithuivMostyn 
AtkiiHon . WiUes, Sir George ?»g eheld, l^rederick Smimei. 


i.iaml>iirt, k.c.b. 

* May, Sir WilHain Henry, G.C.V.O. ' 
, (C.-tw-r/o, linme Fleet). 

; Heuders'in, Sir .Reginald I’riend 
; Haunain, x.g.k (Vommatiding 
Gaard and Hesenrif), 
(‘iirzoioHowti, lion. Sir Asshd<on 
I GurejG.c, v.o.(C •/ /hCli.^MediL), 

‘ VICE-ADMIRALS. 

M'iM'Leod, Aligns, 


Tudor, Henry Alorfcon Tudor. 
B’oley, Eraneis Mm. 

Denison, John. 


Stokes, Robert H. S. 

Jerram, Thomas Hy. Af. 
AVarrender, Sir Goo. J. S , Bart., 
C.V.O. 

Keppel, Sir Colin R., k, c.v.o. 
Gamble, Sir Douglas Austin, 

E. c.v.o. 

Sturdee, Frederick C. D., c.v.o. 
Ommauney,RobertN clson(iS'Wpt , 
Chatham). 

iKingsford, Harry C. 
i Bradford, Edward E., c.v.o. 

1 Slade, Edmond .T. W„, M.V.O. 
j {C.an-Ch., E((f<t Judiet^). 
i Carden, Saekville Hamilton. 

; Farqnhar, Richard Bowles, 
Bayly, Lewis, c.v.o. 
jPatey, George Edwin, M.v.o. 
lAVilkinson, Julian Charles Allix. 


Limpus, Arthur Henry. 

Feirse, Richard Henry, M.v. 0, 

Paget, Sir A. Wyndham, K. C.m.g. ‘ Shortland, Edward George. 

{Ireland^ | Al organ, Frederick Robert AVm. 

Lowry, Robert Swinburne (and ; King-Hall, Herbert Goodenough, 
Crauer Sqdn.), j C.V.O., 

Jaek.son, Sir Henry Brad w.ardine, i Moggridge, Arthur Yerbiiiy. 

K.o.Y.<). (6t/t ,Sbdn.). } Bacon, Reginald Hugh Spencer, 

Colville, Hon. Stanley C.J., C.v.o, j c. v.o. 

{tst Vmwer Sqdn.). j Ste wait, Robert Hathorn Jolm- 

i^n?, Sir Edmund Aamuel, K.c. B. Farfjubar, Arthur Al urray, C.v.o. | ston, v.o. 

Durnford, Sir John, K.C.B. I L^th Cntmr Sqdn.). i Grant, William Lowther, 

Harlow, Charles James, P.s’.o, T'^lsher, AVm. Blake, c.b. 1 

Limbbin, Hon. Sir Hedwortli,' Simons, Ernest Alfred. HuEOiiARY OFFICERS IN His 

{C.dmCh.. ('h ’um). ' Jollieoe, Sir John Rnshworth, > MAJESTY S FLEET. 

iSridgenmn, Sir Fraimi.-, Charles k.c.V.o. {3/71 .SV-a Lerd). ' Admiral of the Meet, H.LAl. 
Hrid-jeman, K.e b (zud *Sl“« Startin, James. ! MTHhirn *11., German ISinperor, 

Lord). j Hush, Paul Warner, m.v o. | King of Prussia, K.G., G.C.VCO, 

P‘«Be, Sir Kirhard, Ht., K.C.B. ; Bria:gs, Charles John, lAdmiral of the Fleet., H.T.IH. 

Aoi^fralla). i Bieli, Frederick St. George. ‘ Nicholas' II., Emperor of all 

Giffaid, <k‘orgc Augustus, c.M.d. I Tale, Afban Oiffard. (Supt, '. the Russias, E.G. 

Kobiusoii, Gliiirb’s Grey, c.v.o. ! FoHsmoufh). 1 '■ 

♦Galmm. Waite r H^stusoii Hevaii. , Warren, Herbt. .Augtistus, M.V.O, 

Foote, IJandoJph F. G., (tM.cs, | llaniilton, Fredk. Tower, c.v.o,: 


t.uuLje. r.duai'il H.irpur, G.K ; (^fh Craker Sjdn,). 

Milne, Sir Ari hibahi Hcrkeley, •Hnrm.y, iV<tl. 
lit., hj'.n, j Pelham, Frederick Sidney. 

, II til, Ge-trge Fowler King, C.V.O. Galiowaj*, Arthur A. C. 

H s.U. Prime Lotii.s Alexander. Bethel!, lIoii.AlexfinderE.,C.M.O. 
of lialteulH'i'g, O.C.B., A J>.c. : W-alkor, Thos. Philip. 

Atbtatie Fleet). jBrfx'k, Frederic Edwani E. 
N'eville, Sir Gemve, K.C.B. i Williams, Hugh IMgot. 


{Admiral, H.R.IL Prince Albert 
M'illiam Henry of Prussia, 
K.o., O.c.B. 


Admiral, H.AI. George, King of 
the Hellenes, E.G., d. C.v.o! 

Admiral, H.Al. Haakou VIT., 
King of Norway, K.G., G.C.B., 
G. c.v.o. 

Admiral, If.AI. Giisiaf V., King 
of Sweden of the Gotiis and 
the Vend.s. K.G. , G.e.B. 


SHIPBUILDING PROGRAMME i9or*o. 


It is proposed tr. begin during the financial 
I year *909 *0 <•"• 

* 8 BatilmMps {Dmimmjtghi type), 

S FmteeLh} Cmken^ 
t m Tor^do^Boat 


ROYAL NAVAL VOLUNTEER RESERVE. 

Dhihions. Commanders. 

London Hon. Rupert Guinnes.?, c.m.g. 

ChYim a’hc AIar(iues,s of Graham, c.v.o. 

BristoI lion, Cyril A. AVard, M.V.O., E.N. 

ArKRsKY 'Jim Earl of Lathom. 

SuasEE Adscount Curzoii. 

Tyneside ... Edward AY. Lloyd, k-h* 


The Mdi/al Mavi/, 


The Ro^jal Nmy. 


of Vmmln itogal Nab®, 

WiTii ;?>a!ije of l.Aus-OHra(i Guns. Tonnage, Hoese Powee (F.i),), and rate op speed, * 

Ai-moureo vesseis nave their names printed in CAPITALS ; ships marked -J- are sailing: i'essels, 
and those with xm’G paddle steamers. 


vBOUKiii (1900), 24, 12000 (21000), isfc cl. eriiiser, 
j 21 kts.. Sixth Cruifoer Squadron. C«?.?A Richai'd 
I F. Philiiinore, M. A'. 0. ; C'omm. Godfrey Tuke. 
Aciiehon (1868) (late Northumberland^^ 33, 10780 
(4000), late 1st cl. cruiser, 13-3 kts., depot ship 
for stokerS; Chatham. Comm. Gerald W. 
Vivian. 

Achilles (2905), 16, * 335° (23300 cl. 

cruiser, 22*33 kts., Second Cruiser Squadron. 
Capt. Wm. C. At. Nicholson ; Comm. Por-ster 
T). Arnold-Forster. 

Actcmn (late Ariadw), screw frigate, 4538 tons, 
torpedo scliooi ship, Sheerness, CapL Ai'thur 

B. F. Dawson. 

Adrentirra (1904), 2940 (16000 /,d.), scout, 25 kts., 
Home Fleet. Cormw,, James R. B. Hawksley; 
M.V.O. 

^'EdluH (1892), 8, 3600 (7000), 2nd. cl. cruiser, 19^1’ 
kts,, Haulbowline. 

Aekica (1905), 18, 16330 (18000. f.d.), 1st cl. battle- 
ship, 18 's kts., Home Fleet. Capt, Arthur 

C. Leveson ; Comm, Ernest S. Carey. 

AfruH, 3, ocean-going t.h.d., 855 tons, 33 kts., 

turlhne, Home Fleet. Comiri., Cyril P‘. Ryan. 
Agamemnon (1906), 14, 16500 (16750), battle- 
ship, 18 kts., Home Fleet. Capt. Bernard 
(Surrey, A.d.c. ; Comm. Hugh Et.l wards.' 
Alaerity (1^^), 1700 tons (2000), despatch vessel, 
17 kts., Cliina. Cormn. Cyril T. M. Fuller. 
Aloacore, t.h.d., 440 tons, turbine, Home Fleet. 

Comm. Edward 0. Gladstone. 

AlbatroiiiS (1898), 6, 360 (7500 f.d.). t.h.d., 32 kts., 
Mediterranean. 

Albemarle (1901), 16, 14000 (18000), 19 kts.,xst 
d. battleship, flagsnip of Rear-Admiral Atlantic 
Fleet. JRcar-Adm. Sir Colin Keppel, K.c.y.o.; 
Capt. Alfred E. M. Chatlleld ; Comm. Arthur 
W. Lewis. 

X Alberta (1863), 37 ° (k'oo), H.M, J'aeht, Ports- 
mouth. Capt. George A- Broad, M.v'.o, 

Albion (1893), 16, 12930 (13500), ist cl. battle- 
.ship, armoured, complement 700, 18^ kts., 
i Chatham. Capt. Charles H. Alorgan. 

; Alert, ( 1894), 6, screw-sloop, 960 tons (1400 f.d.), 

I Bermuda. 

: Alexandra (1906), 2050 (4500), turbine, H.AT. 

I yacht. Capt. George R, Mansell, M.V.O. 
i Al.fjerine. twin-screw sloop, 1050 tons (1400/. d.), 

! Vest Coast of America. Comm. Edwin H. 
j Edwards. 

I Amamn, 2, ocean-going t.h.d., 876 tons, 33 kts., 

! turbine, Home Fleet. Cormn. John B. Spariis^ 

I Amethyf^t (1903) 12, 3000 (7000), 3rd cl. ci'uiser, 
; ziA.i' kts., Atlantic Fleet- Capt. Richard Webb, 
i AmpMtrite (1898), 16, 11000 (18000), xst cl. cruiser, 

^ coujplement 677, zo^/i kts. , Horne Fleet Comm. 

\ Arthur Halsey. 

' Andromache, 2nd el. cruiser, 8, 3400 (9000 f.d.), 
I Chatham. Capt. HerberL Chatterton. 

! Andromeda {xBgi), 16, 11000(16500), xst. cL cruiser, 
' 20 kts,, Home Fleet. 

I Angler (1896), 310 tons (5700 /.d.), tb.d., 30^ kts., 
i Mediterranean. 

I A.nt (1873), 1, 254 (iio), 3rd cl. gunboat; Ports- 
J mouth. 

[ Antrim (1903), 12, 10850 (22000/. d.), i.stc 5 . c: 

\ zz}X kts., Home Fleet Capt. Robert 
1 Benson r Cowna, Arthur G- AV'^rren. 


. cruiser, 
; E, R. 


Apollo, 2nd cl. cruiser ; 3,. 3,400 (9000 f.d.), \ 
Home Fleet. i 

Aquarius, 3,660 (noo md.), distilling ve.ssel, ' 
Home Fleet. 1 

A 7 ’ab (1901), 6, 430 (86co), t.h.d., 31 kts.. Home 
■ Fleet ' ^ 

Ardent (1894), 6, 265 (4300 f.d.), t.b.d., 27*97 kts,, ' 
Mediterranean. 1 

Argonaut (1898), 16, iiooo (18000), ist ci. cruiser, 
20 '5 kts., Home Fleet, Capt. Chas. W. "Win- ! 
" nington-Iiigram. i 

Argyll (1904), 10, 10850 (2x000 /.d.), xst cl. cniiser, 
22*25 kts., Fifth Cruiser Squadron. Capt. 
Cecil F, Lambert ; Cmnm. discount Kelburn. 
Ariadne (1898), 16, iicoo (18000), ist cl, cruiser, 
complement 677, 20-% kts., Home Fleet, 
G eorge P. B. Hunt, D.s.o. 

Arrogant (1896), 10, 5750 (10000), zml cl. cruiser, 
19 'S kts., Atlantic Fleet Capd. Hemy li. 
Bruce ; Comm. \?yndham L. Bambcr. 

Arun (1903), 6525 (7000 f.d.), t.h.d., kts., 
Home Fleet. 

Asftistance, 9600 (6cco), steam repair ship, Home 
Fleet Capjt. William S. Bowman. 

Jstrcea (1893), 10, 4360 (7000), and cl. cruiser, 
19K kt.s., China. Capt Frank E. C. Ryan. 
AtUntive (1904), 2940 (16000 f.d.), scout, 25 kts., 
Home Fleet. Comm. Cecil H. Fox. 

Aimi (1896), 6330 (6000 f.d.), t.h.d., 30 kts., 
Home Fleet. 

Bacchante (1902), 14, 12000 (21000), 21 kts., xst 
cl. cruiser, Sixth Cruiser Sipiadron, flagship of 
Mear-Adm. Sir Henry B. Jackson, k.c.v.o. 
Capt. Vim. G. E. Ruck-Keene ; Cowrm. Theo- 
bald W, B. Kennedy. 

JCaMshee (1894), 6, 295 (4400 /.d.), t.h.d., 27*97 kts., 
Mediterranean. 

Baefleub (1892), 14, 10500 (9000), ist cl. battle- 
ship, i8's kts., Hume Fleet, Capt Hugh T. 
Hibbert 

Bat'ham (1889), 6, 1830 (3200), 3rd cl. (sruiscr, 18*6 
kts., Alediterranean, Co 7 tim. Herbert A, 
Adam. 

ocean-going t.b.d., 935 tons, turbine, 
building. 

Bat (1896), 360 tons (5900 /.d.), t.b.d., 30 kts., 
Home Fleet. 

Beagle, ocean-going 1. 1 ». d. , buildi ng, 

Bedford (1901), 14, 9800 (22000), ist (il. erniser, 
23 kts., China. Capt. Edward S. Fitzhcri)ert ; 
Cmmn. George Trewby. 

BELLERQPHON (1907), 10, 18600 (23000 /Ld.), as 
kts., Home Fleet. Capt. Hugh Evan Thomas, 
M.Y.o. ; Comm. Frank Larkeii. 

ReZ/o a a unarmoured cruiser, xz, 3650 tons, tur- 
bine, completing at Pembroke. 

Berwick (1902), 14, 9800 (22000), ist cl. cruiser, 
23 kts., Fourth Cruiser Squadron. Capt. Hugh 
T. Hibbert : Comm. Lancelot N. Turton. 
Bittern (1897), 6330 tons (6ooo/,d.), t.b.d., 30 kts., 
Homo Fleet. SAmt. ami Comm. Henry 0. 
Rawlinig,s. 

Black Prince (1904), s6, 13530 (23500 f.d.), ist 
cl. cruiser, aa'ss kts., Fiftn Cruiser Stpiadron. 
Capt Ernest G. Barton ; Camm. Bertram E. 
Smith. 

Blake (i 8 Bq), 12, 9000 (13000), xst cl. crui.ser, 21 *s 
kts., Home Fleet, depot for t,h,d. s. Capt, 




Th6 Royal Navy. 


K, iiH'hetl, ^.\\\),\ Onuiti, UutUrey 

, *K, 

Blu>n'lh\, i?auviji‘»ur(‘4 miLser, Imikliuj; at Pom- 

! ■ " ■ Itrykii. 

•,.ts4v'^tHldVii('C puikoat. *54 (xxow.f^,) 

’ Shc-^-nu’.-'.". 

. Bh iBx'iiu (1890), xz, 9000 ('13000), xst ('1. criuscr, 
c kfs.. n.suK* rK*i3ot ship for t,b.ti.’g. 

P,riyf( Ii, K. Darttelot ; Couitn, Walter 

I U Petr,-. 

: ipM..'* u.’iarisutuu’ii eniisLir, buildiug at Pern- , 

(x37i, 5, aS4 (no), Bivl d, gunboat, 

■ ; ' Fortsinoutl'}. ■ 

(1908}, 6.3300 tons, iinariuoured cruiser, 
tuibiut^ noiae Ficet. Capt. Edward F. B. 
i'hiLV\li*n iC<)m hi inthre, znd dasj#, in charge of 
FiiVt bt>itrumr FloHUa). 

iSoHairuturr (xBgz), xo, 4360 (7000), and d. cruiser, , 
X9‘5kts., Home Fleet. Comm, Frank Brandt. 

Bmidtjcif t.h.d,, 440 tuns, turinae, Home Fleet. 
Comm, Kuwiaad H, Bather. 

lUi.rcr {1894), 6. *6s (4300 /.d.), t.b.d., a7‘x7kts., 

, MediteiTuaean. 

i Boifnf' (*904!, 6, 550 (7000 f.d.u t.b.d., 35.5 kts., 
Home Fleet. 0 >mtu. Harold V. Duudas, 

Brtimhle (18981, sat d. gunboat, 710 tuns 
(1300 /.ff.), Cluna. 

lii'n:€n (x8giS), 6, 300 (s3oo/.d.), t.b.d., 30 kls., 
Homo Fleet. 

BnWunt (189*), 8, 3600 ('7000), and d. cniiser, i:97 
kts., attached to Fourth Cruiser kSriiiadron. 

I Vopf, Fraufis F. Hawoith-Bwjth. 

' Brmtnf jirotecUal cmi.ser, and d,, 4800 tons, 

; tnrhiiie, building at (Hasgow. 

I JUdf ANNtA (j904>, j 8. 16350(17500), xst d. buttle- 
I ship, x8’s kts., Home Fleet. C’dpt Jluiitagiie 
I B. Browning, ; Comm, Ernest A. 

■■■■; 'i’aylof. ■ 

i Mritomart (1808), ist d. gun)H«t, 7x0 tons 
I (1300 Cidna, 

I /b'JOifcr (1895), 6, *65 (4300 /.d.), a7'$7kts., 

i Me<hu*miih!aM. 

; BuUih.f, oeeun-gcting t.b.tl., 860 tons, turldne, 

: buibiiug at iHasguu. 

j (1901). 6, 345 tons (5800 /.d.), t.b.d., 30 

; kt’s., liotm* Fled. 

Bt^nwAKiv (X899), 16, X5000 (150001, xst d. hattic- 
ship, x8 kts., Home Fleet. Vapf. Bentinck 
,b i), YeHeitua ; VotUfU. \Mlliam Bowden 
tisinilh. 

Biu^tnril (xBjt), x, *54 (xxo), 31'd d. gunboat, 
?iht»cnit*s.s. 

Cadmm itooi), 6, 1070 (t4oo /.tJ,), t%]4 ' 

China, nnom, lliigl-t I. F, Heart!. | 

C. A ri (x896t z6, 14000 (xoooo), xnt d. battleship, 

1 X7’5 kt.*,, Home rltx^fc. Cad. ftobert FT. \u- 1 

I struther, c.xa. Cmma. Hugh ii. 1 l^omerville. 

Cafpimo (1883), x6, »57o f®7«oo>, 3rd d. cruiser, 1 
X4’$ kts. , drill-ship for B. X Jt., Newfoumnand. ; 

Cambnan (1893), xo, 4360 (7000), and d. cruiser, 
xo‘5 kt«,, Auatralla, Capt. Edward W. E, ! 
Wemjas, i 

(1897), x6, xapao (*3Soo), xat d. battlo- 
ihip, M#dilerrauean. Cuid. Frauds 0. Eyre ; 
CowtA Thomas B. Wardie. 

0 iMAKfon (1903), xa, X0850 (aatooo /,d.). xst 
®1, CTtiisef, kt»., Home Fleet'. Capt. 
JtdiKtrt ,1. Prendergast ; Conm. David M. 

*** 58oo{wj^oo), andeLcrulsefi,- 
M Itiitoalla, Capt Herl^rt C. 0. Da 
Ciwi* s C«nw, HfBiT Ehxmoore. 

C%»?w9» K*, (mm)f md oi. emiser, 


Charger (1894), 6, 250 (3700), t.l».cl., aS kls,, Home 
Fleet. Lieut, aud Cannii. Frank G. Terry,_ 

Chargbdis (1893), xo, 4360 (7000), end d. cruiser, 
19*5 kts,, Home Fleet. Ckiqd. Edward Cl. 
ViUiers. 

Cheerful (1897), 6, 308 (5800 f.d,), t.b.d,, 30 kts., 
Home Fleet. Comm, John C. Hodsou. 

C/jc/mtT (X904), 6, 550 (7,500 /.d.), t.b.d., ss-skts., 
Home Fleet. 

Cheneell (1903), 550 (<^000 f.d.), t.b.d., kts., 
Home Fleet. Comm, ■VVilHuin JD, Patou, Ai. v.o. 

Circe (189a), 2, Sso (2500), xst cl. ttjrpedo gunboat, 
19 kts., Home Fleet. 

Clio (1903), 6, X070 (1400 f.d.), i3}4 kts., Uhiua, 
Co7i}m. Charles T. Barrett. 

•fCipJe (1829), X447 tons, drill-shijf), E.K. Iteserve, 
Aberdeen. Comm. John K. Laird. 

CoCHKAKfi (X90S), x6, ':i3S5o (23300 /.(/.), xst cl. 
ennser, 22*33 kte., Boooud Cruiser Squadron. 
Ca2>t. Cecil S. Hiekley; Comm. Walter Hose. 

Colling WOOD (1908), bjittiesliip, x925o (34500 
n.d.), zx kts., cbmplctiiig at Devouport. 

Cdoe (1905), 550 (7500. f.d.), t.b.d., aslX kts., 
Home Fleet. Comm. Ernest E, Pm-ker. 

COLOh'yus, battleship, ImOding. 

COAIAIONWE.iLTtI (1903), l 3 , 16350 (xSooo .f.d.), 
1st cl. i«ittloship, x 3 's kts., Home Fleet. 
Cupt Hon. Horace Jj. A. Hood, M.v.o. ; 
Comm. Oswald W. Ormshy. 

Conflict (1894), 6, 270 (4500/. d.), t.b.d., a7*2x kts., 
Ifoine Fleet. 

Contest (1894), 6, 295 (4400 f.d.), t.b.d,, 27*4 kts., 
Devonport. 

Coquette (1898), 6, 283 (5400 /.d.), t.b.d., 30 kts,, 
Horae Fleet. 

Cormorant, late scr, sloop, 1x30, flagship, 
(vibraltar Yard. Rear-Adm. Frederick S. Pel- 
ham ; Comm. Edgar it. Horant. 

Cornwall (1902), 14, 9800 (22000), ist cl cruiser, 
23 kts., training ship for naval cadets. Capt. 
William It. Hall ; Comm. Arthur K. Sl'acroile. 

Cornwallis (1899), x6, 14000 (xSooo), 19 kts., isb 
c). battleshii’/,' ..Mediterranean Fleet. Capt. 
'VVilliain H. Baker-Baker; Comm. Cecil M. 
Bfcaveley. 

CosHfleJs (1907). 3, oeeaii-gohtg t.b.d., 795 tons, 
33 kts., turbine, Home Fleet. Comm. Hugh 
P. Buckle. 

Crane (1896), 6,360 (5900 f.d.), t.b.d., 30 kts., 
Home .Ficet. 

Creseenf (1892), 13, 7700 (xoooo), xst cl eruisei', 
19*7 ktti., Home Fleet. Ca^if. Charles F. Hers- 
der.son. 

CKKssA" (1899), 14, xaooo (2x000), xst cl, cruiser, 
ax kfcrf., Horae Fleet. Capt. Walter H, Cowan, 
M.v.o. ; Comm, Fruncis E. M. Harforth. 

Crtmder, oecau-going t.b.d., 945 tons, turbine, 
Home Fleet. 

Cumberland (1903), 14, 9800 (32000), xst cl 
cnti.ser, 23 kts., training ship for naval 
cadets. Capt. Allan F. Everett ; Commi. Oliver 
Backhouse. 

Cydops, steam repair ship, X1300 (3500 n.d.), 
Home Fleet. Cunningham E. de C. 

Foot. 

Cifiinet (1898), 6, 300 (5400 f.d.), t.b.d., 30 kts., 
Home Ideet. 

Cynthia (1S98), 6, 300 tons (5400 f.d.), t.b.d., 
30 kts., Horae Fleet. 

(xSaS), 1447 tons, driil-shjp, E.N. 
Bciicrve, Bristol. Comm. Arthur H, Oidhani, 

Ddrhfy 4, 260 (4209 /.d.), t.b.d., a?'?© kts., 
Horae Fleet. 

JOart <*88js), 470 tons[(«so), 8*7 kts., surveying 
vessel, Sydney. 


AXMAHACK, 1910 . 


I Jjmlicr (3:89s), 6, 250 t.b»cL, 26*21 kts., i 

! irome Fleet. i 

\ Dec (1903), sso(70€xj fc.b.d., z$}i lets., Home ' 

I .. Fleet. . ' ' 

I Defence (1907), 14. 14600 (27000), armoured 
i cruiser, 23 kts. , First Cruiser fs(iuadron. Cavt. 

Cecil F. Damprer ; Conun. Henry \V. Parker, 
i Defiance (1862). 5270 ions. t(>rptdo school ship, 
Hevonport. Comm. Harry L. H’E. iskipwiilii. 

Deeirent. (igoi), 6, 500 (7000 t.lnd., 35 kts., 

Home If'Ieet- 

Desperafe. (2895), 6, 320 (5700 /.d,), t.h.d., 30 kts., 
Heiliterraneau. 

nKVONSHIRB (1904), 12, X08S0 (22000 /.«/.), ist 
el. cruiser, 22*25 kts., Houje Fleet. Capt. 
Cuthbei-t (r. Chapman, yt.v.o. ; Comm. Oath- 
cart P. Vi ason. 

Diadem (,1896), x6, iiooo (16500), s.st cl. cruiser, 
ao's kts., Home Fleet- Ccanm. iYilliam 1). 

Cl lurch. 

Diamond (1904), 12, 3000 (7000), 3rd cl. cruiser, 

21 ‘75 kts., iloine Fleet.. Capt. Hixlfrey M. 
i Paine, m.v.o. 

. Dinna (1895), 11, 5600 (Sooo), 21 hI cl. cruiser, lo's 
, kts., IModiteiTaiiean. Capi. Thomas \V. 
i Kemp, Q.I.E.; Connn. William lir. Moir. 

; Dido (1^6), II, 5600 (Sooo), 2nd el. cruiser, 19*5 
kts., Home Fleet. VVyd. Henry G. 0. Sande- 
nian. Comm. Charles A. W. VVrightson. 

I>OMiNh.)N (1903), 18, 16350 (18000 f.d.), i.st cl. 
liattleshlp, i8‘s kts., Home Fleet. CapL 
John J\f. de Ko1>eck. Comm. Robert K. 
f _ .Bax. 

1 Donegal (1902), 14, 9800 (22000), zst cl. cruiser, 
j 23 kts., Fourth Cruiser Siiuadron. Capt. 
j Thomas H, L. Sheppard, Ji.v.o. Comm. 

1 Godfrey Tuke. 

j Doon (xgo4), 550 (7000 f.d.'), t.h.d., 25*5 kts., 

\ Home Fleet. 

[ Doriit(%Bg6), x%, 5600 (8000), ■2nd cl. cruiser, 19*5 
! kts., Home Fleet. Capt. Spencer A. Hickley ; 

I Comm. Osmond J, Prenti.s. 
j Dove (1901), 6, 300 tons (5800 J’.d.), t.h.d., 30 kts., 

I Home jrieet. 

■' Dragon (1894), 6, 295 (4400./'. <?.), t.h.d., 27*14 kts., 
i Mediterranean. 

i Drake (igoi), 18, 14100 (30000), xst. cl. cruiser, 
23 kts., tiagship, Fifth Cruiser Squadron. 
Ileav-Adm. Frederick ’J’. Hamilton, o.v.o., 
Capt. Hon. Hubert 0. Branch, Ji.v.o. ; Comm. 
PLUdolf M, Burmestev. 

T)REAi>Noi:anT (1906), 10, iSooo (23000), 21 kts., 

: i.st cl, battleship, Home Fleet, iiag.ship of i 
Commandor-iu-Chief, Adm. Sir William H. j 
May, G. o.v.o. Capt. Herbert W. Richmond; | 
Comm. Alan 0. Hothani. ; 

Drudge, 890, gunboat, 2:*ortBraouth. 

Dryad (1893), 2, 1070 (2500), ist cl. torpedo gun- 
i boat, 19 kts., Navigation School ship, Ports- 
• moutli. Capt. Laurence F. Power, ai.v.o. 

; Duke op Edinburgh (1904), 16,13500 (25500 .t <■?,), 
22*33 kts.,, Fiftli CJruiser Bquadrom Capt. 
Hon. Robert F. Boyle, M.v.o. ; Comm. George 

• B. W. Young. 

Duncan (1901), x6, 14000 (18000), 19 kts., ist cl. 
battleship, Moditerrauean Fleet, flagship of 
Jiear-Adtn. Sir George A. Callaghan, k C.v.O. 
Capt, William E. Goodenoiigb ; Comm. Cyril 
S. Townsend, 

Dwarf (1898), 6, 710 (900), xst cl. gunboat, 131/ 
kts., W. Coast oiAfrici ^ 

fDagle (1804), 2340 tons, drill-ship, R-K Reserve, 
Livex’pool. Comm. Charles W. S. Leggatt 

EarMBt (1896), 6, 360 (6300 f.d.), t.h.d., 30 kfes,, 
Home Fleet. 


Eclipse (1894), XI, 5600 (8000), 2ml cl.ci;jiiser, 19*5 
kts., Poitsmoiith (attached to it A. College, 
Osharne). Cajd. William F. Slater. 

Ederi(xgo3), 6, 500, turbine t.h.d., Home Fleet. 
Lieut, find Comm. Oliver M. F. Stokeis. 

Edgar (1890), 12, 7350 (loooo), xst (d. cruiser, 20*5 
kts., Home Fleet Comm. CarlDui V. de M. j 
Cowper. ! 

Egena (1873), 4, 940 (700), surveying vessel, 11*3 i 
kts., &urvejdng si;rrice, Capt. John F. Parry. : 

EGMONt (late flihernia), 16, 9820 (4000), fla.gship, 
Alaita Yard. Jiear-Adrn. Sir Frederick iV. 
Fisher, k.C.y.o. ; Comm. Reginald <♦. Gi*egory. 

Elect ra (xgot), 6, 300 (5800 f.d.), t.h.d., 30 kts., 
Home Fleet. 

Emerald (late Black Pmice) (i86x), 28, 9210 
(4000), ist el. cruiser, flagship, t^ueeu.stown, 
Itear-Adm. Sir Ali’re<i W. .Paget, K.<'.M.G. : 
Comm. Arthur T. I'aylor. 

EMPRF..S.S OF INDLA (1891), 14, X4150 (900a), I.st Cl, 
battleship, 17*5 kts., Home Fleet. Comm, 
Ale.sauder Gillespie. 

Enchantress (1903), 3470 (6400 n.d.), Admiralty 
yacht, 18 kts. Capt. Pbilii> I^elson-Ward, 
M.v.o. 

Encounter (1903), ii, 5800 (12500), 2nd cl. cruiser, 
21 kts., Australia, Capt. Philip H, (..’oluinh ; 
Comrm YVilliam Mellor. 

Endymioii (1891), 12, 7350 (xoooo), xst cl. cruiser, 
20*5 kts., Sheerness. Capt. Flcury L. Mawboy; 
Cowm. Arthur G. K. Hill. 

Erne (1903), 6, 5x5 (7000 /.d.), t.h.d., kts., 
Home Fleet. 

Espiegle, 6, 1070 (1400), .sloop, Dartmouth 
{attached to Jt.X. College). Capt. Trevylyan 
I). W. Napier, M.v.o. 

Es.srx (1901), 14, 9800 (22000), 5th cl. cruiser, 
23 kts., Home Fleet. Capt. Hon. Victor A, 
Stanley, M.v.o. ; Comm. Philip J, Stopford, 

Ettrick (xgoz), 6, 5x5 (7000 /.d.), Rh.d., 25?^ kts., 
Home Fleet, 

Enropa (1897), 16, xxooo (16500), zst cl, cruiser, 
Home Fleet. Capt. Maurice Woollcom be. 

EURVALUS (tool), X4, 12000 (asooo), ifct cl. cruiser, 
21 kts., Home Fleet. Capt, Chai*le.s W. 
Keighley-Peach ; Comm. Archibald Cochrane. 

iRrceilcnt (1883), 1, 508 (380), gunnery ship. 
Whale Island, Portsmouth. Capt. Regiualu 
G. 0. Tapper, A.D.O. ; Cmnm. Alexander V. 
Campbell. 

Exe iigoz), 6, 515 {7000 f.d.), t.b.d., 2st.< kts., 
Home Fleet. 

Exmoutii (1901), 16, 14000 (xSooo), 19 kts. , xst cl. 
battleship, flagship, Mediterranean Fleet. 
Adni. Hon. Sir Assheton Curzon-Hinve.G.c.v.o.; 

John de .M. Hutchiwm, c.^'.o. ; Co-mw. 
Atthur Bromley. 

Express (1S91), 6, 300 (9250 f.d.), t.l;>.d., 33 kts., 
Home Fleet. 

Fairy (xSgy), 6, 355 (6300 /,d.>, t.b.d.. 32 kts., 
Home Fleet. 

Falcon (xgox), 6, 335 (6250 f.d.), t.li.d., 30 kts., 
Hcane Fleet. 

Fame (1896), 6300 (5700 /.d.), t.b.d., 30 kts., Hong 
Kong. 

Fantome (xgox), sloop, 1070 ions (1400 n.d.), 
surveying service. Coinm. Frederick C. C. 
Pasco. 

Fatvii (1897), 6, 324 (3900 f.d), t.b.d., 30 kts., 
Horae Fleet. 

Ferret {iBgf), 4, 280 (4400 f.d.), t.b.d., 27*62 kts., 
Horae Fleet- 

FeimntUBgs), 6, 270 (3850 /.d,), t.b.d., 27 kts., 
Horae Fieet, 

Fire Qtieen (i88x), 446 tons (500), Portsmouth. 
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(1904'}, xo, 2945 (.s65tx> f,d.\ scout, ' B. Lav;. 

25 kK, Hosno Fleet, Cmni/}, Fawcet Wray. ' Uanhj (X395), 6, 290 (420c / ti )= tbd . 26 kts«, 

Fhrmiuabi.U (1898), x6, X5000 (15000), lat cl. : TIoine Fleet, 

hattieship, 18 kts., iMlautie Fleet Cai>t. < Ilfti'pji, ocean-going t.b.d.,, 935 tons, turbine. 

Reftinaltl A. Allenby. M.V.o. ; Comm. ^^eraM building. 

Y. Kno\. IliU'i'kr a, 1070 '(2500). xst :;u torpedo 

IWte (1893), 10.4360 (7000), ami cL (bruiser, 195 gunboat, ig'kt.'j., Portsuiouth 

I ape oi’ iLmhI Hope, Citpt. John F. E. (1895). G, 275 (4000/. t.b.d . 27 kif,., China- 

Ca’cen. (1894), 6, 250 <3700 J'd.), f b*j.. 36 kfcs , 

PiH'f h I*. 4050 (3800), »nd cl. eniiecr, tS B Jhane Fleet, 

kt'., se-a-boitig depoi- for subiiiariue,^ Hume JlturfJttji (1895), 6, 290(4200 fad: ;.b d . 27 kts., 
Fleet. FniUfti. Albert ?. A<l(U!‘;un. , Hume Fieet. 

/•’(o'#r-ffrd(f9o4), to, 2945 (16500 /.iL), 25 kts., ' //nmei' (1893), 4, 240 (3700 /d.'l t.b.d,, afi.-i'j' kts.. 

Home Fleet. Co/zUin Alah <’. Bi'uoe. , Homo Fieet. 

/b,/u893), xo, 435 .i> 1,7000), and <1. enhser. tg's (1891), 12, 7350 (toooo), isr cL cruiser. 

Kts., End Indies, (,'upf. Allen 'I'. Jfuid , 20 kts., Home Fleet, if Marcus P. ilili ; 

i'bjc/ioniifi, ueean-going t,b.d.,86o tmis, turbine. t'tnnm. AHster S, Beal. 

building. Hazard (iS94\ 2, 107c (2500). tst cL torpedo 

Patilr (1903), 6, 535 (.7000 /,d.). t b.<l . 25 *t kt,s.. ' gunboat, xo kts,, depdt for ,<!ubiu.*xnne boats, 
Httme Fleet. ' j’ortsmoulh. 

(jcQg^l!, 10, 5750 (loooo), and ;;rmser. //c'?W/a 2, 1300 (2100), Horne Fleet 
19 kt«?., I^u't.siuoutb fdipf. Cole (; Fowler. llrhe (iSga), 2, 8x0 (2500), ist •,.*) ,k»rpefie gUTO 
Fnri/, t.b.d., building. boat, xod Ivts-, Devonport, 

C.t.NUKM, lah? (:aroUiu\ late 3ra eias.'s eniiser, 1 IJrda (1878), 6, 6400 (2400), torpedo depot ship 
truhiing-‘^hlp for boys, Harwich. Charles 13 kt.s., depot for t.b.(i.’,s, Home Fleet. Oapt, 

Vaugbau-f.et? ; Cumm. Alfred B. Barker. Hugh F. ^Y. ^V'yldb()re-Smith. 

<{ANdl« tNo. Hd. hiUi aud Minokwr, HKi;ci;r,E.s, liattle.shii), building at Jarrow, 

xst cl. cruiser Fu^raimi Sa. if., to6co tons. Hermes {189S), ii, 5600 (xoooo), 2nd cl. cmiser, 
Harwich. HepOt for youths. Comm, Charles 20 kts., liag.ship, (.Jape of Good Hope. Rear- 
La F. Lewin. Adm. George de C. Egertoii, C.B. ; Capt. Philip 

Cttn'it (1905), 6, 1605 17500 /.d.), t.b.d., 25 5 kts.. , AY. Hninas, M.v.o. ; Comm,. Charles P. Car- 
Home Fleet. Comm. Fen y .lohnsoii, pendale, 

GVoodvt (*906), 3, ocean-, going t b-d, 790 i<ms, ' Hermiour (1893), xo, 4360 (7000), 2nd cL oruiser, 
33 kK, turbine. Home Fleet Com;/!, Chris ' 19's kts., 11 onm Fleet Henry I>, Wilkin, 

topher F. MoiciiiJe. P.S..O. 

(rihiaUnr 1x892*, x2, 7700 (xoooo), rst d cruiser, . liiBKRXiA (1905), i 3 , X6350 (iSooo f.d.% x.st cl. 
X9'7 ktic, iio’.nc Idea. Comm. Herbert Du C. i battleship, x8's kts., Home Fleet, Hi^hip of 

LuiU'd. j Jlear-Admiral, Rear-Adm. Edwaird E. Brad- 

(Rpmf (*897), 6, 300(6500/0/), t b d. 3* kts.. i for<l, o.v.t*. ; Capt. Crawford Alaclaehlan ; 

Hunm FUat. ' Comm. George N. Ballard. 

Ukfsifoifi (1909), *ini ci, limioeted TUiser, 4800 ' Hhjhflarr (xSgS), 11, 5600 (xoooo), 2nd ci. oruiscr, 
tons, turbine, comjileting. j 20 kts., llmnc Floot. Capf, Edwiird F. }?rueii : 

Glorit (X899), 16, 12950 (x3Sooi, x.st d. battle* Gomm. J)unwm 'I , Brown 
sidp, x8’:^‘ kts., Hmnc Fleet, Comm. Borman ! lilNDltSTAN (1905), x8, 16350 {xBooa /aL\ xst cL 
L. Htanlcy. i battleship, 18-5 kts., Home Fleet. Capt. 

Wewcftfcr (1909), 2nd oL protected cruiser 4800', Hoinerset A. G. Calthorx>e M.y.o. ; Cfmvi. 


The Royal Navy. 217 


‘ kts., East Indies. Rear-Adm, 

3*](iinoii<l J. \N'. Slade, M.V.O. ; Crnmnandei'-in- 
Vhh’f, Vapf, .James 1). Dick; Comm. Walter 
C. <i. JUixt.on. 

iLLL'.STJUnrs (3356), z6, 14900 (10000), t&t el. 
armrniied biiitdesliip, i7's kfcs., Home IHeefc. 
Capt. Cyril E. To^er j Co/mw. John P, de 
IMontmorency. 

Imofpn^ (1882), 460 tons (390), special service, 
IJrediteiTanenn. Cohnn. Oscar M. Making. 

I>irERiEr:i?E (late Supphrre jVo. 2), istel. cruiser, 
14, 8400(10000/’.'?.), Poilland. Cown?. Alger- 
non E. B. CJrevillt'. 

j; I>TPLACABLM (1899), 16, ISooo (15000), jsfc cl. 
ji battleship, 18 kts., Atlantic Fleet. Capt. 

I Henry L. Tottenliani, A.B.o. ; Comm,, Ileginald 
i E. Can*. 

flmpreghahk, late Eelwmi; (i860), 6557 tons, 
training .sliip for boys, flagship, He von port. 
A.dm. Sir Wilnmt H. Fawkes, K.C.B.; Capt. 
Herbert W. Savory, yi.v.o. ; Comw. Philip A. 

: Bateman-Chaiintaiii. 

■ Ia'DEFatigable (igoQb arinoiired cruiser, com- 
! jdeting at iJevonpoi’L. 

; Iitdefaftgable (iBgi) 8,3600(7000), 2nd el. cruiser, 

1 9--'^ kts.. attached to Fourth Cruiser Squadron. 

‘ Capt. George H. Borrett. 

' INPOMITABTAI (1907), 8, 17250 (41000), 25 kts., 

I armoured cridser, flagship, First cruiser 
; Squadron. Jlmr-Adm. Hon. Stanley €. ,V. 

t.'olville. C.V.O. ; Capt. Charles M. deBartolome; 
Comm. 11. Koinidu Lambert. 

flN’Tirs ! Tins establishment cemsissts of 3 ship.s], 
lute JJefenee (i36i), ai'inonr-plated, 6270 tons 
(work.shop). 

I Indu,s (No. 2), late Temeraire (1876), 14, 8540 
(6500), 2nd cl battleship, 13-8 kts. (workishop), 

Iuti)US(No. 3), late Biilerophon (2866), 20, 7550 
(4000), 3rd cd. battleship, 12*4 kts., Hevonport 
(mechanicians’ c.sLuldi.shmcnt and workshop 
for .stipernnmerary artificers). Comm, Louis 
C, S. Wool) combe. 

; Inpi.exiule (1907), 8, 17250 (41000), 25 kts., 

I {innunretl cniirita’, Fir.st Cruiser ^<»uadron. 

I Capt. Henry H. ’roi'les.se ; Comm. Henry E. 

j Grace. 

j J)>eolent (i88t), 3, 265 (no), 3rd el. gunboat, 
i Portsmouth. 

; INCIXCIBLE (1907), 8, 17250 (41000), 25 ktS., 

I armoured fu-uiser, First Cruiser Squadron. 

I Caid. .)*iark E. F. Kerr, Jd. V.O. ; Comm. Arthur 

; V. Vjvyau. 

i JphbjeMu (1891), 8, 3600 (7C00), and cl. cruiser, 
j xg)'^ kts.. flume Fleet. Comm. Herbert C. J. 

1 Grant. 

I lURKSISTTULri (i8t)8). t6, ISOCO (15000), ist cl. 

; battleship, iS ikts., Horae Fleet. Capt, 

I Cress we 11 J. Eyres; Cumrn. Lawrence L. 

i Hundas. 

\,IsU (1896), IS, 5600(8000), 2nd cl. cruiser, %g's 
;; kts., Homo Fleet. Capt, Eicliard At. Harbord ; 
!: Comm. Percy G. Browm. 

[■ Itehen (1903), 6, 525 (7000 f.d.), t.b.d., 25 kts., 
fi Home Fleet. Comm. John M. I). E. AVarren. 
i; Janus (1895), 6, 280 (3900 f.cL), t.h.d., 27)/^ kts., 
[ Hong Kong. 

^Jaaon (1892), z, 810 (2500), ist cl. torpedo 
gunboat, 19*25 kts,, Home Fleet. 

Jed (1904), 6, sio (7500 f.d.), t.b.d., zs% kts., 
Home Fleet. 

Juno (189s), XX, 5600 (8000),, and el. cruiser, 39*5 
kts., Horae Fleet. Capt. Herbert J. 0. Alilkar; 
XVmm. Henry W. Os’nurn. 

Jupiter (189s), 16, 14900 (xoooo), ist el. battleship, 
17*5 kts., Home Fleet, flagship of Eear-Adra. 


Rear-Adm. Paul W. Busli, Ji.v.o. ; CapJ. 
Herbert J. .Savill ; Comm. Jolm A. lugiiii:. 

Kale (1904), sso, (7000 f.d.), t.b.d , 25*5 ktS,, 
Home Fleet. Comm. Bernhard A,. Pl'ldt- 
BarlovA 

Kangaroo (190s), 6, 365 (6zoq), t.h.d., 36 kts., 
HomeFleet. Comm. Henry 0. R. Broclvlcbank. ; 

Eennet (1903), 6, 550 (7SSo.?-tk), t.b.d., 25)^ kt$., 
Home Fleet. 

Ki]NT (1900), 14, 9800 (22000), ifit el ornlser, 
23 kts., China. Gerald C. A. Alarescaus ; 
Convm. Tristan Bannreuther. 

Kestrel (1901), 6, 300 tons (5800 /.<L), t.b.d. , 30 
kts., Horne Fleet. 

Kino Alfhep (igoz), x3, 14100 (30000), ist cl 
cruiser, 23 kts., flagship, China. Vice-'Adm. 
Hon. Sir Hedwortli J.ambion, K.o.n. Capt. 
Lewis C'liDton-Baker ; Comm. Frank O. Lew-i's. 

King EpwaRP A'IL (xgos), x8, 16350 (iSoop f.d.), 
ist cl. battleship, 18-5 kts., flagsb.ip (d Clee- 
Adinirai Commanding Second Division, Home 
lleet. ilce-Adm. Sir Arcflubald Berkeley: 
Alilnc, Bt., K.C.B. ; Capt. Osmond de B. Brt'.ck ; 
Comm. Charles AY. il Royds. 

Kinsha, river steamer cjii the Vang-tze, Clilnn, 

/utc (1871), 2, 254(110), 3rd cl gunboat, Put-s- 
mouth. 

LAXCASTEE (3903), 14, 9800 (2.2000), 1st cl 

cruiser, 23 kts,, Sixth Ciutscr .sqoiidi'on. 
Cup?. Sydney R. Fremantle, yr.v.o. CVinim, ‘ 
John H. Lottie. ' 

iMpuiug (1889), 6, 80s (72:0), cl. gunboat, 13 
kts., East Indies, 

Latona (389c), 3, 3400 (7000), 211(1 el cruiser, 
20 kts., Home Fleet.. Comm. Alexander 
i'arrington. 

Leander (3SS2), xo, 4300 (5000), 2ml el cruiser, 
36*6 kts., Home Fleet. Depot fxii’ torpedo- 
boat destroycr.s. Capt. Hon, Herbert E. H. 
A ’Court. 

Leda (3893), 3, Sio (2500), xst cl torpedo gun- 
boat, kts., under orders of A'lniiral Com- 
mandiug Ooasrgiiard and Reserves. 

Lee (3899), 6, 335 (6000 f.d.), t.lxd., 30 kts., 
Home I'leet. 

Leopard (1897), 6, 300 (6oco /.(?.), t.b.d., 30 kts., 
Home Fleet. 

Lcmi (190X), 6, 300 (6000 /'.(?.), t.b.d., 30 kts., 
Home^Fleel. 

Leviathan (3902), 18,14x00(300001 istcltu'uiser, 
23 kts., flagship of Rear-Admiral Fourth 
Cruiser Squadron. L’cnr- A dan Aitluu* M, 
Farciuhar ; Capt. Arthur L, C.iy ; Comm. Huuh 
P. E. T. Williams. 

Lifeif (3904), 6, 550 {7000 /.d.), t.b.d., 23.5 kts., 
Home Fleet. 

lAcJdidtyj (1893), 6, 2S0 (3900 f.d.), t.h.d, 

30 kts., Home Fleet, 

Lirelii (iqox), 385 (6250 f.d.), t.'n.d., 30 kts.. 
Home Fleet. 

Liverpool (xgoo), 2n(l el protoeted evaiscr, 4800 
tons, turbine, comidctiiig. 

Locust (1896). 6, 360 (6300 /.d.), t.b.d.. 30 kts., 
Eoine Fleet. 

Lonpqn (3899)5 x6, 150C0 (35000), ist ol battle- 
ship, s3 kts., Chatham. 

LoRP Nelson (1906), 34, 36500 (16700), isfc cL 
battle.sh{p, 18 kt.s., flagship of Rear-Adiuiral in 
Horae Fleet. Rear-Adm. Charics J. Briggs'; 
Capt. Sir Robert K. Arbuthnot, .Bt., m.y.o. 
Coi/U/?. Frederic A. Whitehead. 

Lipix (3894), 4, 280 (4400 f.d.), t.b.d., 27 kts., 
Horae Fleet. 

Magnet (3883), 430 tons (650), special service 
vessel, Portsmouth. 
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Tim Boijal Xav]j. 


-sl.'r. Mil* K\i f 1894). 16. 14900 (10000), nt < 1 . 
t 7'5 ^ 

]-ipoi Cowmandiug Tim'd and 

l*\‘tn(n l»ivi lun;v Vii'^^AdiV. Bir tfet»rs4c 
X.’vii;,.?, Ooovge P. M'. Hope; 

1}. PotW'H, 

s:6s iv|900 (ioooo\ ist 


SUjhiiniiuU (x8p8), 8$ tom (240), sliallow-draught 
steamer fur river service, China. 

J*rhT] (i838), 3EO, 13940 (7300), 1st el. hattleslil}), 
xCy kts., Home Plcet. Co}r?/t!. Pxxstlcld V. 
Oliver. ' 

Xiode ( 1897'', 10, 22000 (26300), iKfc cl. cruiser, 
zotf kts.j liome i’leet. Vomm. .Tolm C. ^Vaisoll. 


Ma/f-Mi:' (1893X16,24900 (ioooo\ ist <1. ».aiue'i V”V“ 

llo n.'Fle.’t. C,ti,fMnoAV. \. \ (i9°5\ S3S (7000 zS'S Ui., 

Count. : t\rnuu. Cecil F. L Watsruj. Hmiieileet. Coium Jnhn.'». Diimarasu, JU.T.n. 


, (1896), 6, 273 tniis (5700 /.a.), t.h.d., 30 

■ kf:., l^fc'iitoiT.'iJiean. Omnt. Charles Xl V» . 

i , .Pyd,dokc. 

Ofcau-crolng t.b.d., goo tons, turhiao, 
conip'etiii;^' at ].rambartoa. 

MMtA {xS 96X 16. 14300 (10000), 1st cl. battlo- 
; tdiip, 17 -5 kt<.. Home Fleet. Oapt. Thomas L. 

. lku’nardi^,tou : Couiin, Ituhert B, Oardale. 

: M(V'iin> t.b.d., building. 

; i'er.ouncr yacht, 160 tons, Malta. 

, 3rd ci. cjaiscr, 2800 tons (9000 j\d.\ 

’ ‘Mcfliterraucun, CtuiDtu PevciviilH. li.'idaanp* 
son. 


yubkm, oce.an-going t.b.d. , 990 toms, turbine, i 
Home Fleet. Co arm . Colin HacXienzie, i>,B.o. 

Xpiuph, t.b.d., building. 

OCEAN (1898), 26, i29So''(i3Soo), ist cl, battleship* 
Mediterranean. Capt Francis W. Kennedy ; 
Comm. Keginxild A. Kortoii. 

Onyx, hite ist. cl. t.b.d., 8so tons, Devonport, 
depot for submaiiue.s. 

Oposs)Am (189s), 6, 320 (4000 /a?.), t.b.d., zZli kt.=., 
Home Fleet. 

OiiTON (1882), 4, 4870(2600), and cl. coast defence 
ship (armoured), 11-9 kts., depot ship for t.b.d.'s 
for Malta lloyal-2saval Reserve. 


x 3, 373=.(«ooc.)^^ua . emiser. j 


x6‘8 kts., denut lor snhmaiixxe Ixoats, Ports- 
month. Cupt. Bjduey B. Hall ; Comhi. Stanley 
i H Willis."' 

2070 (x4oo\ sloop, surveying service. 
Capt. T’redcri*'!: O. Lwirmouth. 

' (1898), 6, 300 tons (5800 /.«?.), t.b.d., 30 

i Kts., Home Fleet. Comm. Chas. ,T. Wintour. 

; Mhi&rm (2895), 12, 3600 (8000), and el. cruiser, 
I 29’3 KN., jMediterrauirin. Cai>f. J>rury Bt. 
I Wilke ; Comm, William C. A. Kennedy. 

‘ ?tU.NO»TATrh (1906), 24, 14600 (27oo<5>, aimuurcd 
cruiser, 23 kt ;., Fb une Fleet. ( Vxp/. W illiam 
, 0 . DtK>thby, ‘M.r.o. ; Cmm. Wader F. WuojI- 

■}■ ward. 

Mhmtrof, f.lMl. building. 

I Mohavl: (xoo6i, 3, nceategtdng t.b.d., 765 tons, 
33 kts., ifome Fleet. Cue. t’yi-il .Is'.cr. 

' MO.'iH-d'TIt (2301). 24. 9800 (22000), x.^t el. i'rniscr, 

; »3 kts., China. C<n>f. Geo. W . Smith ; ( ‘ -/rix;?. 

! fiurald X. F. Pike. ‘ 

i MoofU'iu shalimv . dranglit steamer Ibr river 
: sendee, x8o {$ooX Chi mu 
i MimptCo, cK.;<.ian*j.,oing t.b.d,, 890 tom, turbine, 
building. 


\ Mm (*90aX 330 (7000 f.(l\ t.b.d., »5*s kts,, 
Home Fleet. 


Mvtinf (2900), sloojx 980 tons (2400 ii.d.), sur- 
veying sen ka*. Cvwm. Ernte-t C. H.irdy. 
Mpi'ifnhloii. (1902}, 6, 36s {&zoqJ\(L), t.i).d,, 30 kts., 
Home Fleet, 

Nat. 


<ATAt (xgos), 26, 23550(23500 /jl), ist cl. 
cruisx^r, 22'33kts., OumeXTeet. (’t7'af. Frederiedv 
C. A. uglivy: Comm, lion. Ka!}jh C. X. 
<hithornO"Hardy, 


XniiWiM, ocean-going t.b.il, 915 terns, turbine, 
building. 


; Osprey (1902), 6, 300 (6300 /.d.>, t.b.d., 3a kts., 

} Devonporr. 

1 Oshiek (sgoi), 6, 355 (6250 /.d,), t.b.d., 30 kt.s., 

! Home Fleet. 

Otter (1S96), 6, 3S5 (6300 f.tl), t.b.d,, 30 kt.s. 

! Hong Kong. 

i Ou-'V, (X905X S50 (7000 f.tl), t.b.d., 35.5 kts.; 
j Home Fleet, 

I Pandora (2900), 2200 (7000 /.d.), 3rd el. criiiscj’. 

I Cape of Gui;(i Hope. Comm. Alexander P. 
i Davidson, 

; Panther (1897), 6. 300 (6300 /.d.), t.b.d,, 30 kts., 
i Home Fleet- 

Ptifh/hufer (1904), 20, 3000 (16300 f.d.), .seont,'^ 
2$ kls., if.'iiim Fleet, (vo/o/u Fi-aneis G. 
St, -lolui. ■ 

Patrol (1904), 20. 3000 (26500 /.ob), scout, 25 kt,«.^ 
i Home Fleet. Comm. Francis M, Lciika. 

! Peaasus (1897), 8, 2235 (5000), 3rd cd. cruiser, 

I 20 kts., Anslralhi. Comm. Arthur H. C, C. 

I Home.: . * 

; PeloniA (2896), 8, 2135 (5000), 3rd cl. cruiserj^ 

' Devonport. 1 

I Peaihroke (late Trent), gunboat, 363 tons (200 
j n.d.), Chatham. Adm. Sir Charles C). Drury, 

I o.c.r.o. {CoMmander-'in-Chief at the- Kore, 

j Flag jlrnni In “ Undine ") ; liear-Anrii, Kobert 

I X. Hrtnnanncy (Superintendent, Chatham 

lard)', Comm. Arthur G, .Smith. 

I Penmnn (2876), 2, 2230 (700), sloop, u kts., 
j depot and receiving ship, Bydney. Capt. John 

. P. lloileston. 

: Perse Mi (2898), 8, 2x35 (5000), si'd el eruiccr, 

! Ea-jt. Indies, F'enriu. Frederic G, Bird, 
j Peterd (1899), 6, 365 (6200 /.d,), t.b.d,, 30 lits,, 
Horne Fleet. 


Ti-- --- — . (2890), 8, 2575 (7500 /.xl), 3rd cl cruiser, 

Poilsmouth (fur training stokei's). Comm, i sg kts,, East Indies. Comm. Victor G. 
William N. Englaufl ^ I G inner. 

HiPTUNB (2909), battleship, completing at Ports- j Fincher, occiin-golng tb.d., 940 tons, turbine, 
^TUouth. ^ ^ i building. 

t.b.d., building. f Pioneer (1899), S, 2200 (5000), 3rd cl cruiser, so 

B^i7Qoo/M.), tb.d., as *5 kts., Home I kts., Anstniiia, Comm. William F. Blunt. 
ITeet , ^ ^ , I Plachy (2870), z, 295 (90), 3rd cl gunboat, Forts- 

Ammftk, and cl protected cr«ist»r, 4800 tons, | mouth. 

building, I Porevpim (1895), 6, 280 (3900 /.d.), t.b.d., aS kts,, 

FW ilAUSP(*w),»S,x63S»t*8w./^.d.),^ Chatham: 

Fleet Archi- Powe-rfid (2895), 14, 14200(35000), ist si «rui5er, 
tmIdp.BtcxMart ; Cojuw. llalph P. Clutton, j 22-8 kts., tlagship, Aastralia. Fme-Adxx?. Sir 
t, 810 (25^^^ iHt f!i. torpedo gu»- j JSidmrd Poore, Bt, k.c.b. ; Capt. Cecil I. 

xgS kts., Portsmouth, i Prowso ; Comm. Humphrey Wl Bownng, 
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Pymdaii {Isiio Gatinct), sigo sloop> South* 
West India Docks, Loiidoii. Cokwi. Lawreuce 
A. I’awncy. 

PKINCE GEOIIGSE (x89S), i 6, 14900 (loooo), xst cl. 
hatUesliip, 17*5 Ivts., Portsmouth. 

PiilXOd OF WALES (1903), 16, 15000 (15000), iSt cl, 
battleship, 18 kts., Atlantic Fleet, flagship 
of yice-Adm, Priueo Louis of Battenberg, 
G.c.B., A,]>,c, , Ctf.pt, Edward AI, Hilllpotts.; 
Cmmft.'IlobertCJ. D. Dewar. 

PromShetrn (xBgBX 8, 2135 (5000), 3rd cl. cruiser, 
20 kts., Australia. Comm, John 0. T. Dlossop. 

Proserpine <1896), 8, 2135 (5000), 3rd el. cruiser, 
28'z kts., East Indies. Comm. Herbert ,T. T. 
Marshall. 

* Psyche (1898), 8, 3135 (5000), 3rd cl. cruiser, 
Australia. Comm. Henry B. Alontagu. 

Pyramiis (1898), 8, 2135 (5000), 3rd cl. cruiser, 
20 kts., Aiistralia. Comm. S^tephen H. Kad- 
cliffe. 

(2a<u^’sS95), 6, 360 (6300 /.d.), t.b.d, 30^ kts,, 

I Home Fleet. 

1 Queez'J (iqos), x6 15000 (15000), :st ci. battleship, 
i 18 kts.j'Atiantic Fleet. Capi. David Beatty, 

I H.Y.O. ; Coiirm. t'liarles L, Lambe, 

! Itaeehone (lopo), 6, 360 (d^oo f.d.), t.b.d., 30 ktS., 

I Home Fleet. 

I Citecr (S884), 8, 970 (850), sloop, tx kts., for in* 

; sti’uctlon of naval cadet*;, Osborne. Capt. 
i Arthur H. Christian, 

Racoon, ocean-going t.led., 930 tons, turbine, 
building. 

IvAt^ULLiEy (1893), s4) 14*50 (90C0), ist cl. battle- 
ship, 17 '5 kts., lionie Fleet. CapL Arthur 
W. Ewart. 

Ranyer (1895), 6, 295 (4000 t.b.d., 27 kts., 

Home Fleet. 

Rattlesnake, ocean-going t.b.d., 900 tons, tur- 
bine, building. 

Raven (1882), 4, 465 (360), 2}id d. gunboat, 9*5 
kts., Portsmouth. 

Uccruit (1901), 6, 300 (5800 /.(/.), t.b.d,, 30 kts., 
Home Fleet. 

Rcdbrcaa (i388), G. $05 (720); sst cl. gunboat, 
13 kts., East Indief^. 

j Reaard, ocean-going 920 tons, turbine, 

’ building. 

REXOWN (1895), X4, 12350 (10000), sst cl. battle- 
ship, x8 kts. , Home Fleet. Capt. Charles \V, 
Winningtou 1 ngrani. 

KPdrt'LSE (1892), 3E4, 14x50 (9000), 1st cl. battle- 
ship, ty'S kts., Home Fleet. Capt. Geox’ge B. 
Hutton. 

^Research (1888), 520 t'.>ns 450), surveying service, 
Portsmouth. CnpL Cortland H. Simpson. 

PvESOLL'TiON (1892), 14, 14350 (9000), ist cl. battle- 
ship, 17*5 kts., Home Fleet. 

Kevenge (1892), 14, 14150 (9000), 1st cl. battle- 
ship, 17 ’5 kts., Portsmouth. Capt. Vivian H. 
iv. Bernard; Comm. Janies T. Biisii. 

Rlhhle (1903), 6, 520 (7500 f.d.), t.b.d., 26 kts., 
Home Fleet. 

Rijkman, t.b.d., building. 

Rinaldo, sloop, 980 tons (1400 n.d.), Devonport. 

Riwjdom (1906), ist cl. gunl^oat, 805 tons (1200 
R.d.), Scottish Fisheries 

RoixUi (1898), 85 (240), .shallow-draught steamer 
for river service, China. 

iiocl'ci (1894), 6, 280 (4100 f.d,), t.b.d., zylf kts., 
Portsmouth. 

Roehuek (1901), 6360 (6000 f.d.), t.b.d., 30 kts., 
Home Fleet. 

Mother (1004), 6, 550 (7000 f.d.), t.b.d., 35.5 kts., 
Home Fleet. 


14x50 . (9000), rst' 
ce Fleet. Comm. 




EOXBURGH (1904), 12, 10850 (Aaoco f.d.), 1st el. 
cruiser, 22*35 Home Fleet. Capt. Alorgan 
Singer; Comm. John lb Lc H. Vuirtl 
Royal Arthur (1891), 13, 7700 (10000), ist d. 
cmiser, 18^ kts., Home t'leet, Cwpt. Herbert 
W. James. 

Eoyal Oak (1892), 14, 14150 (9000), xst cl battles 
ship, S7's kts., Home Fleet. Comm Thomas 

L. Shelford. 

Eoyal Sovereign (sSgx), 14, 
el. battleship, 17*5 kts., Home 
Eobert G. Corbett. \ 

Ruhy, t.b.d., building. 1 

EusbELL (1901), 16, 14000 (13000), ist gI battle- 1 
sliip, 19 kts,, Alediterranean. Capt. Wlllium i 
deSaiis, M.v.o.jA.n.a; Comm. Hairy K. foiyth, | 
St. Ceorge (iSgs), tz, 7700 (soooo), xst cl. eruiaer, j 
X 97^kts,, Chatham. f 

St. VjscenT) battieslrip (190S), 19250 tons * 
(24500 n.d.) completing at Portsmouth. ! 

Salmon (1895), 6, 2S0 (3600 ./’.d.), t.b.d.j 275 f kts., ‘ 
Home Fleet. ! 

Sandpiper (1897), 85 tons (34c), shallov.-draugIit ! 
steamer for river service, China. Lmd. ; 
and Comm. Hugh R. Tlckell. i 

Sapphire (xgo4), 13,3000 (9800 /,d,), 3rd cl. cruiser, i 
21*75 kte., Home Fleet. Capt. Edwvn i 
xUesander-Siiiclair, AiV.O. ; 

Sappho txB^i), 8, 3400 (7Q00), 2nd, d. crul.'icr, 20*47 > 
kts., Home Fleet. tVi/tUi, Harold Christian. ' 
Saracen, 3, ocean-going t.b.d., 880(5500)33 kt.s., ■ 
Home Fleet, Comm, diaries TxbDite, H.v.o. i 
Savage, ocean-going t.b.d., 885 tons, turbine, i 
building* i 

Scorpion, ocean-gidng t.b.d., 890 tons, turbine. ■ 
building. 1 

Scourge, ocean-going t.b.d., 925 tong, turbine, ■ 
buildiug- i 

ScylUt (*892), 8, 3400 (7000). 3ud cl cruiser, 30*62 ! 
kts. (attached to Fourth Cruiser Squadron). ’ 
Comm. Bejtrain S. Thesiger. 

Seagull (x 839 ), 2, 735 (asgoo), xst cl torpedo gmi- ! 

boat, 20 kts., Home Fleet. ' | 

Seahorse (x8So), 670 tons (xxoo'j. particular ; 
.service. Stop' Capt. in comd. Frederick C. A. ! 
Crooke. i 

Seal <£897), 6, 360 tons (6300 f.d.), t.b.d., 30 kts.. ' 
Home Fleet. Com n?. Georuo J. Todd. ’ 

Scalark (1906), steam yacht "tsurveymg vessel). 1 
, (550), II kU. Comm. Bishop 0 . Al. Davy. 1 

Sentinel (1.904), 10, 2.940 (17000/, cl), scout, 35 kts., ■ 
^ Homo Fleet. Cornm. JooimI de 0 . Coke, 1 

Shannon (1906), 14, 14600 (2700), anuoured : 
cruiser, 23 kis., flaghhi}), .Second dnil-er , 
Sciuadcon, Home .I'ieei. Rear-Adm. Robert i 

Lowry; Capt. JamcB A. Fergussou ; Comm, i 
John JX Allen. i 

Shark (1894), d. 280 ('4200 .Id.), t.b.d., 37- .’ ki>,, i 
Home Fleet. 

SJaupHhoof er (x 838 ), s, 735 (3000), ist d. tornedo i 
gunboat, 30 kts,, Ihune Fleet. ' 

Sheanmter (1901), 6, 980 (1400), sloi;(p, W. Coa^-t 
of America. Comm. C'bas. "W. G. Crawford 
Sheldrake, t.b.d., building. 

Sirius (xSgo), B, 3600(7000), 2nd el. cruiser, 19 / 
kts,, Home Fleet. 

Skipjack (1889), 2, 735 (3500). xst cl torpedo gun- 
boat, 30 kts., under orders of Adin. <.'omiaaivi- 
. ing (joastg'uard and Reserves. 

; Skirmisher (1905), xo. 3940 (17000 Cd. ), sc“ut 
! 35 kts., Home Fleet. Omfm. Fid'.Vard Reeve^(, 

i Snap2)er (xB^s), 6, 305 (3600/.?/.), t.b.d,, 38 kts.. 
Home Fleet. 

Snipe (xBgB), 85 tons (340), shaHow-drauglit 
steamer for river service, on Yang-tze Kiang 
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. !J')'735 cl. tos'jicKiu ■ 

kt»., "iiri'Jer or^ieia <»f A<IiU. Com- 

,' ;a I't-iiny: roa.itxuarfi and Kufjei’ve-i. 

I Cs8<)8), x6. ttooo (s8^x>o), xst t*l. cnufier, , 

w' kt''.. CV)afw.EnjostIleiis)ovvo. { 

uS8«)X 2. 73S ^^Soo), eL torpedo | 

’ junlioa!. 23 < I’utue Fiei’t. I 

(TtS93). «« ***« i3*S^k i-st cl. torpedo gmi- j 

! float. 2SJ‘2X kt.-i, , ilujiic Fiucfc, _ j 

,‘ii\ 363 t c’.s {200 o.fo), ;;'in*Oi»at, Cliath.'un. I 
, ’;.N7A;,,.i'{:g3/4,5,ii3o(iios\i»]>e(‘ial scivicc vef'Sel, i 
I'j t - Isi ilc''. t' >ia /a. .Sol'.a Harvey. j 

(iSgS) 6, 3.53 {3900 />/.), t.h.d,,30 lits,, 1 

! Jloine Ficet. 

; .sjdtdir (tggsk 205 ?453o /.ci.X i.li.iI., 27^4 rA.?., 

! *llo,aie I’ieet. _ 

! Spi’hhtiu (i£ios), $5 365 (<32 S’^ 30 kts., 

; Ooiiio i’lcet. 

’ Sfa'j {18991, 6312 tons (gSao /.d.), t.b.d., 30 kts,, 

; jiifciliteiTans-au. _ , , i 

I'^Stfw {1896), 6, -360 {<^900 /.d.), t.b.d., 3oVs Ivts., I 
i HosP'-Ti Fb'ot. (bmfO. , hunt's W. ft. ! 

i ^kirimh (X894), .4, 270 (4000 J’.rf-),..i.b.d,., 38 .bis., j 
! iipvonporr. ! 

St/inndif I'd* d, . buildiu'^. , 

( U894», 6, 275 (4&oo.f-d.X t.h.ti., 27 kU., , 

\ ■ Xievoapart, , . .. . ! 

(1901,1. 6, 350 (6000 ..f.fi.), 30 .kts., | 

; llouir Fk'iM. , I 

■ SCKFULK (19031, 14. 5800 (22000!, 1st ci, cruisf'r, j 

; 33 kts., Oniiser ‘Htpiudron, Mcditcr- ! 

1 lUiinau. i’apt, Btirry .loufs ; Comm. HiHinatr \ 

J H. I’brhsfs. j 

■ (i%S), 6, 295 (4000 /.«(.), t.b.d., 27K kts,, . 

i ' , l::'!ileet, ' . 1 

j (1907], 10, xSfioo (23000!, 21 klB., ist el. ! 

I ba; tlcalirji. Houu' Fleet. Coy,*, Fiedtjriek C. i 

I 'I, d'li i'.r. Hedu-rt !:. Neibiuy. ' 

■ Anr?’/ (1894), 6 . zBo [,\ioo i.b.d., zSkts., 

Pnrtsiiioniii. 

, StU’pii^f' {i88s\ 4, 1650 5 2000), fle?p;sli'’h vessel, 
17 Houiti Fk.’el, hcebU. haik.*-, , 

biTiPtf 14. laooo (21000), list cl. cMik.-.a’, ' 

21 kt^., RbuiC Fkct. Haetsiiip of U.'aJ’-A<itn. ut ; 

' Jit’veujwrt. Uear-Adir. Cteli ih.iruti) ; (V.7P, j, 
Ib-nry M. tb nudity ; Ce.ii,-<'.(.Vcii(J.(''iiiehfBkT. j 
Smale (19051, 550 (jooo /bh), t.b.d., 25‘5 kt:^., ; 
!., iftvnn.i ..FJeets j 

, Sit'ip (1907), 4, 5>e‘’;ai-f!itdi)'-: t.ti.d., 182$ 36 i 

kts,, turbine, wmpietins, ! 

- S‘,uFisrHtt (1903I, 10, iiSoo (12500 /,»(.), ist cl ! 

, f'llthdiip, zx kts., iiniifeni. t-ipk \ 

’ * m'jI F. rien'siu ; {'e#>,un, iMeJUul {'. < Aner. ! 

' ,SP' M'di'-A )i09Sk 6 *95 (4300 t.b.d, 27 kts., i 
, Jbub;(p,-,rl’ j 

ngot). 6, 283 ((hoo /.(!.), t.b.<l, 30 kts., ' 

ibnne i'b'tf, Leoiinrd W. Pat'di. 

.•'■‘ft'rn {xgoj), 6, 355 (625X)), V.b.rL, 30 ktH., Htiiao , 

FSc'ct. i 

Vbinu $ (6000 f.d.'h t.li.i!., Ktuiyt. , 

T’Chiif 5x895). XI, 5600 <Soooh znd cl cruiser, j 
20 kts., Ibmxi KituU. f'ifpt. Bcrtraiu M. ] 

; Fliambi V" ; nbmn/. Ilindd Jl Bnwne. * 

Tneiur, 4$5{j tons, retelling ddp, Hung K5>ng. , 
(d/ff. zfifi el.) Ittu’hert Lyon, ; 

A. n.e, ; ("..mui. Fit/.niasudec Acton. 

1 ‘ifita/.^, Meea»ng'«ng t.bai., 770 tHiis, 33 kts., 
tiudiiiie, Heine Fleet. Vomm. ^ alentiuc E. B. , 
PhilUiH^me » s.u. 

, 7^(^1876), 3, 363(200!, 3rd cl, gunboat, Hcvjjn port. 
7Vffl sinlUsn-iivaught fitcamcr tor river soi'Vice, 
rhiim. 

' Tmzi't (tBmX i, #?» (4500 /.d), t.b.d,, 27 kts., 

’ I'icct, 

*01 x86oo (23000), m kts,, xst 


d. kiltleshin, Home 'Fieot. C(q>t. Alexander 
L. Hutf. Comm. Chaj’Ies W. 'rrousilale. 
Tenkdos. n’hi.s e&Uiblislmient eonsi.st.'^ of 3 ships ; 
<i) TemuJoa A'c. i, iatci Triumph, 6640 tons; 
(2) Tenedos So. 2, late Pembroke, fonuerly 
Jjtfuecfn, S724 tons ; (3) Tened>m So. 3, late 
Ci(.)pfs, 3594 tous.j Hepiit for training boy 
artibceru'ClnitlKiiii. (Jatiihi. Henry T. Carr. 

T( rpri chore (189c), 8, 3400 (7000), 2nd el cruiKiu’. 
30 kts,, tepeeial service. Pear-Adm. Lewi.s , 

V. iiyly, c.v.o. {hi Command of It.S. Udn' ; 

College ) : Copt. Heorge P. Hope. ' 

Tcr^'lble (1895), 14, 14200 (25000), lat cl. enusor, ' 
32*4 kts., lh)ine Fleet. Capt. Ernest H. Graf- 
ton ; Cmtim. Frederick G. Hriuo. 

TKt;r.t.»R (late Malabar ). sei'cv/ troopship, 62x1 
(4tK>o), receiving ship, Bermuda. Coaim. Baoii 
H. Fanshaive. 

2\rlot (1Q03!, 6, $20 (7500 /.fl), t.b.dj z6 ktr., 
Htuue i’Uict. 

Thui.icf! (1885/, IS, 4050 (3S00!, 2nd cl. crui.ser, 
i6‘8 kt.'n., iiome Pleel. Bc])6t for siiuuiariiie 
lioals. Conim. William B. IS'iipter. 

Theseus (rOos), 12, 7350 (soooo), isr, el. eriiist r, 
20 kti;., lievonpiut. Capt. 8ir Douglas E. It. 
Bivoviiriicg, lit. ; Comm, iiidney It. Olivier. 

TIr lii (1S90), 8, 3400(7000). Slid d. cruiser, so kts., 
Htime Fleet. Capr. Begimild l’\ Parker. 

Thistle, s. ist. d. gunboat, 710 (1300 /b/.), China. 
Thorn (1901), 6, 355 (6400), 30 kts., t.’b.d., Hume 
Fleet-. 

'Thrasher (xSg6\ 6, 360 (6300 /.tl), t,b.d., 30 kts., 
IJeane Fhiet. 

Tojnize (1003), 12, 3000 (9800/. d.), 31’d cl cruiser, 
21 ‘75 Ids., Hume Fleet. Capt. Keginald T. 
/rynvldtt. 

'Torch (1894), 9^ (**oo)> RlO( 3 p, kt.s., 

Aust.miia. 

’rti.vK.Hj(J.\i; (1887). 10. 1x940(7500), isfc ci. Ijatile- 
.slup, 26-7 IfoJne Fleet. Card. Edmund 
ft. Pear.s. 

/’Vfovllcr (1S83), 700(1100), specijil service ve-ssel, 
I)evonj)ort, 

XTrihiii itBBz), 410 tons (’350), suiTeying service. 

^ Capt. \!dlloughby P. r)aws5:>n. 

Tuiu.mph {1903), x8, 11800 (12500 f.d.), lat d. 
hartludiip, 19 kts., Mediterranean. Capt. 
M'illiam C, Pakenham, C.E. ; Comm. Charlo.s 

W. Bruton. 

2\aHe (1878), 3500 tuns (1200), .screw depot, 
ship tor t.ij.d.’?, Hume Fleet. " Comm. Stewart 
E. Forster. ' 

Cfidiae, ^553 ton.« (360), Chiiihain, flagship f/f 
Coiniiiamler-in-Chicf at the A'ore. Comm. 
Wentworth 11 J>. Alargosson. 

Cre (x904>, 550 (7000 f.d.f t.b.d.. 25*5 kt«., 
HoiiU) Fletit, 

C.sk (1903), 6, 520 (7500 /.</.), t.led., 26 Its., Hume 
Fleet. 

Vangmo'd (1909), 19250 tons (24500 n.d.\ battlo 
ship, 21 kt.s., building. 

Vehi:c (1903), 6, 400, turbine t.b.d., Home 
^ Fleet, iha-tsmout}'. 

Venkiiabli] (1899). 16, 15000 (15000), ist d. 
battle.ship, iB kts., Atlantic Fleet. Capt. 
^Seymour E, Er.skine ; Comm. Bo’oerfc Jeffreys. 
VENOKANCIH1859). 16, 12950(13500), x.st d. ladllc- 
,, ship, s8H' kts., Chatlnim. Comm. Hd^viird G. 
VI. Davy. 

Veum (1895), II, 5600 (8000), ziid d. cniis5;r, 
20*1 kts., AtUutic Fleet. Capt. Roger J. B. 
Keyes, .ir.v.j.). ; Comm. Hugh Ji. le Ffinu. 
trcruo?5, kite JJvnegal (i8s8\ S43x ton.s, torpedo 
FdK»oi ship, Portsmouth. Capt, Robert S. 
Phipps Hornby, c.M.u. 
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Vestal, sloop, 980 tons (1400 n.tt), Portsmouth. 

Vesiurms (1874), 24s tons (350), special torpedo 
vessel, Portsmouth. 

Victmia and Albert (2899), 4700 tons (isooo), H.M, 
yacht, ao kts., Portsmoiitn. CapL i^orman (?. 
Palmer, a.b.C. (Cfommofiore, znd class, 

•in command of 11. 3d. yachts) ; Comm. David 
SI. Anderson. 

Yictorious (189s), 16, 14900 (10000), ist cl. 
battleship, 17 *5 kts., Home Fleet. Capt. Joseph 
11 . Bridsou ; Conim. George A. Hooke. 

f Vi€t(>ryQ,lay 7, 1763), 26 guns, 2164 tons, flagship, 
j Poitsmoutli. Sir Arthur D. Fansha%ve, 

! G.c.Y. o. ; Comm. Hugh F. P. Sinclair. 

Vimlaut (xgoi), 6,355 (6400), 30 kts., t.b.d., 
Home Fleet. 

V'iking, ocean-going t.b.d., 1000 tons, turbine, 
building at Jarrow. 

Vindietite (2896), 10, 5750 (10000), 2nd cl. cruiser, 
19 *5 kts., Home Fleet. 

Violc4 (1901), 6, 283 (6000 f.d.), t.b.d., 30 kts., 
Home Fleet. 

I Virago (1896), 6, 360 (6300 .f.d.), t.b.d., 30 kts., 
I China. Co )>»)}. Ernest Stevenson. 

Vivid (1883), sso tons (425), iron schooner, 
kts., depdt, Devonport. Comm. Walter M. 
Ellertoii (and as Flag Cornmander). 

Vixen (2901), 6, 370 (6000 f.d.), t.b.d., 30 kts., 
^Home Fleet. 

Vulcan (1889), 8, 6630 (7200)5 submarine depot 
ship, 20 kts,, Horne Fleet. Cennm,. ilobert W. 
Johnson. 

} Vulture (tgoz), 6, 300 (5800 f.d.), t.b.d., 30 kts., 
Home Fleet. 


WaeriOR (1905), a;6, 13550 (23500 /.d.), ist cl ! 
cruiser, 22*33 Second Cruiser Squadron. ; 
Capt. Owen F. Gillett ; Comm. Percy A, ! 
Puibarts. j 

WaterioUeh (1878), 620 tons (450), surveying ! 

vessel, China station. | 

Waveney (xgoA)) 6i Soo (7000 /.rl.). t.b.d., 25 kts., j 
Home Fleet. | 

Wear (1905), 550 (7000 f.d.), t.b.d., 25 *5 kts., s 
Home Fleet. i 

Welland (1903), 6, 550 (7500 /.d.), t.b.d., 26 kt,s., j 
Horae Fleet. i 

Whiting (1896), 6, 360 (5900 /.d.), t.b.d,, 30 kts., I 
Hong Kong. J 

Widgeon, shallow -draught steamer, 195 tons * 
(8oo/.d.), CJIiina. 

Wildfire, 8 (late Nymphe), sloop, 1140 tons (2000 
f.d.). Sheerness. 

Wizard (1895), 6, 270 (4500 f.d,), t.b.d., 37 kts., 
Home Fleet. 

WoJfixSgf), 6,300 (6000 f.d.), t.b. d. , 30 kts. , Horae 
Fleet. Comm. Bernard J. H. Ward. | 

Wolverine, ocean-going t.b.d., 920 tons, turbine, ; 

building. | 

Woodcock (1898), 150 tons (550), sliallow-draiiglit i 
steamer, Chiua. j 

Woodlark (1898), 150 tons (550), shallow-drrmght ; 

steamer, China. j 

Zebra (t8gi$), 6, 310 (4800 f.d.), t.b.d., 27 kts., ! 
Home Fleet. 

Zephyr (1895), 6, 280 (3850 /.d.), t.b.d., 27 kts., 
Home Fleet. 

Zuhi, ocean-going t.b.d., 1000 tons, turbine, 
building at He wcastle-on -Tyne. 


Ascension (£$20). 


HIS MAJESTY’S DOCKYARDS. 

jMa?iager, FJngineenng J)epf.,!Fdval Store .H. B. Harris. 


I Caiit, R.3 LIaI.,U, W. Dunstan.i Eng. -Rear- Adm. C. Rudd. 

! Asst. Paymr., W. H. Hughes, R.N.CS’wpg. Civil Bngr., H. C. Reid, 
Berm CPA (;£ls, 883). \ Electrical Plngr., Bill eexitt. 

1 Naval Off. in Ch., Comm. Basil i Aa mi Off., W. Smith. 

! H, Fahshawe, r.n. l Hrpen.se Aeets., J. J. O’lSeilL 

{ Ch. Engineer, Eng. -Coram. T.Yk,. ' Cashier, J. B. Lindsay. 


Hong Kong (£z6,xB6.) 
Naval Off. in Ch., Commodore 
Herbert Lyoii, A.D.c. 

Ch. Constri(cior,'W, T. Ilockaday, 
Ch. Engineer, Eng. -Capt. John 
Fielder, it.N. 


(Royal Indian 3farim.) | Harbour Mr. of the Haniodze, I Kipperpore. 

] Asst, director, Ca.-pt.V.H.JUdQT-] Caiit. John A. Tuke, r.n. (Royal Indian 3larinc.) 

I ton, D.S.O., R.IM. flanager, Gonstriictive Eept.,\ Deputy ^ Eirector^ Cai)t. W 

Staff Off., Qomm. A. Rowland, A. E. Richards. ! Chandler, r.i.m. 

D.S.O., R.I.M. 3Ianager, Engineering Eept.,' Staff Of., Comm. H. IXYsAc. 

Ch. Comtructor, E,. Watson. Eng. -Rear- Adm. William L. ' Constructor, T. Avery. 

im7>?*, qfi¥aeAwer.v, Chief Eng. Wlshart. Inspr. of Machinery, Ch. 'Eim. 

H. Johnston, R.I.M. \Supg. Civil Engr.^Nl. 3. ClsNko. l W. Torrie, r.i.m. 

Cape gp Good Hope (£6,859). iJZecfrneaZ Hugr., Z. H. Kingdon. i Malta (£32,622). 
Comniander,M.'E.B..'Nelmn,'R.'^. Naval Store Off., 3. VI. L. Oliver. * Adnd. Supt., Rear- Adm. Sir 
Deputy Naval Store 0/., W. R. 0. Cashier, A. Itolliu. Frederick W. Fisher, K,<tv.o 

Boggon. Expense Acets., T. E. Dexter. ' King\sIIarb.Ma.4c}\ Capt. James 

Ch. Engineer, Eng. -Comm. Wm. Fleet Surgeon, S. W. Vasey, r.n. ' C. Tancred, R.N. 

R. Apps, M.V.O., R.N. GIBRALTAR (£25,843). '■ C 7 i. Consfrwcmr, W. . 1 . Berry. 

Supt. Civil Engr., D.Macfarlane Adml. Supt., Rear-Adm. Fredk. !CA. Engineer, Eng. -tot. J. W. 

(tempy.). S. Pelham. I Hole, r.n. ■ 

Electrical Engr., ll. Wighimm. Ch. Engineer, Eng. -Comm. W. wSupf;. Hnor., G. P. Hayes. 

Chatham yard (£57.318)- W. H. Rawlingson, b.n. \ Electrical Engr., G. D. Leys. 
Adnil. Supt., Rear-Adm. Robert Elect7Hcal Engr., A.I>. Comt&ble. ' Naval StoreOff., E. A. S. Hayward 
H. Ommaney. HaulboWLINE (£5,652). \Fleet Surgeon, 3. l).JlughQS,Ji.:s. 

Capt. of Dockyard J; Kiwfs Bar- (Royal Alexandra.) ! Pembroke Dockyard (£16,137). 

hour Master, Capt. Arthur D. Chief Ehigiimr, \Capt. Supt., Capt. Godfrey H. B. 

Ricardo. Constructor, A. H. Gould, Bluridy, m.v.o., r,n. 

3Ianager, Constructive Dept., F. Asst. Eleetnml Engr. (incharge), \ King's Harbour 31 aster, Staff- 
B. Ollis. i A. J. Moore. t Oapt. J. D. IHoulton, e.n. 

^ _ . 



A Tk*ey {or t1cky)'^3<?, 
A Joey 


A Twiner .x 6tl A Kite x An aecommo* 

!ABoli = ii. elation Bill, 

Half % Btsll X »#. 6il Biwaf X 0 wm 
’ A Tlitel X'n -5= £t. Tin x Money generally, 

; A Mmmf * £*^ Blnnt x Sliver, or money 

^AQUMssjC*. iugeueml. 

I 1^1*, Btist, IBino, The lendy, Oof, Mopnses, 
, » Spottdttllcs « Money pneraHj, 

1 f S&y tttcw !94 %joitfeh well-wom £is, notes. 
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Ch. Const mcfo}% Ileiiiy Pledge. 

. HUn'P, Qf,^ N, A. Hay. 

■ C'ml Ewjr,^ , 

.Khioii'kdl Eh’J}',, H. P. II nut. 

Fkd Andrews, , 

B’lrriANi) (;£^i,S 57)‘ 
IJtfrhovt' M(isfei\ Capt. ^ 
CfiarlesE. Anson, M.v.o., 

Vivk Eni^r., L. Parr. i 

FonT Said (£isd}- 
PdliTbMOUTH \MU} (£6g.Z^^h 
Fopt,, Ilear-Ajini. Alr.au 
fi. Tate. 

Cfj^. the Ttrn'hj'h'd Kin(tk 
nu>'hont‘ Madiu', Capl. William 
B. Fawckner. Il.N. 

; Mmvvp'ir^ D<{}L,S. 

t Apvy. 


Manager, Engrlng. Eng.- 
Eear*Adm, John S. Sanders. 
Supg. Vlcil Engineer, J. B. Hunt. 
Wcdrieal Bngr., I. J. Steele. 
.Vrtf'ffi Store Of^, IP, Bonny. 
Ex})cns 0 Aeds., \V. Q. Allen. 
Cmhiei% G. Egan. 

I’Yeet Surgeon, Evan St. M, 
Ifepean, b.n. 

HoSY'IH (£izo,zoo). 
Sitpt,Eng.,Qdl. S. II. Exhaiu, li.E. 
Civ, Eng., A. L. Anderson. 

ShkeknBss Yard (£zi, 76 i). 
Capf: Supt., Capt B. H. John- 
‘ stou Stewart, M.v.o., ii.N. 

, Ch. Comtrifdor, Edwin Beaton. 
Ch. Engineer, J. A. Hodg?;on. 
Ekxidcat Engr., J. McCaifeiy. 


' Xoval Siore, Of., J. Dean. 

[Fleet Surgeon, Hubert 'VP. A. 
Burke, r..N. 

SVDA'EY (;^7.S97)- 
Narul Op’, in Ch., ('apt. John F. 

Jlolleston, v..^, 

. Sami Sfure Of, E. APatt.s. 

Infipr. of Warlih’ Stores, Lieut. 

, Arthur S. Susmarm, U.N. 

. Chief Engineer, Eng.-Capt.W. H. 
Brainsdoii, it'.x. 

Wi: I H .1 XWEI i£z,ozC). 
Krug's }larb><u.r Master, Comm. 

E. AV. Yorke, r..N. 

Chin F)t>jincer, Eiig.-Conmi. AP, 
K. Parker, u.x. 

, Wilbl’ IlsDIA docks 
I {Saval Store Depot.) 
'■Kai\:l Store Of. anfl'JiKgrr. of 
! Sami Stures, II. C. Alaule. 


jf MEDICAL ESTABLISmn^NTS (/Sg^Sja). 

1 AsrEN.^ioy. ' Dap. Insp.-Gm?., A. J. J. John-' FtUtTbMOUTH.CR.'M.A.lnfnTnary.) 

1 Stof.iurg., Alauriee W. Haydou, , ston, K.N.: J. Crowley, m.d.jU.n. J’hct S'?ov/.,Paeliard A.EitchsE-.ir. 
{ a.M, Uun.yoW'LiN’E. (Royal Tlospitai) PoiiT.^MorTil. (B.M. Infirmary.) 

f BrUMUI'A. A'Ai t D, T. lloskyn, M.B., Flei t Surg,. IL W. Alacnainara, 

' .Saof., N". L iachai‘ds,r,..N. , Tax. 

Hovo Kovn. 'QuRKN.iiniPaiV. (Sick Quarters.) 

Den, In.'tp.-Gcn., M'.Tait , AF. R. .l.'.N. FketSnrg.,'WBlt'ev G. Axford,ll.x. 

■\r..iTi ' ■•Sheibness. (Barracks Dispens.) 

Den rnsnipn J O'H ^ 

SncffliET. (SickQrs.) 

(MK.iiVE,' ■yws' Sk-k Ors.> « ««<■(?•, T. J- Crowley, M.D.: 

. Fleet Stirg., C- Trevor Coilinj 


Cai'i: oF Good Mode. 

Fleet Srg., Jusc-ph (.'haniber'i 
M.B., H.N. 

ClLAIHAM. (Koyul Ilosinl;d.) 
iiisp. *Qeii,, Cliristuphov iVar* 
M>U, i:.N. 

CliATlLUL ULM. lidirinary.) 


I‘%:etSurg,Alem' B. Beatty, !:.x. , wood, k.n. 

BA Ht Ai' U TIJ. (<>k ? s’ sivk ( ‘US. ) : Ih.YAK >» f 11. (Bo.val ii « iSpltul) 
Fkd Surg.A. L. Baniniiton, U.N limK-Oen., H. T. Cox. n.x. 

Deal. (K. M. Intlrmaiy.) Dep. I nap. -Or ns. ,A.\S. .May. i). v. 

FUd Surg.AK J. P. AleNabb, li.K. Win. Eames, K.x. 

GmriAi.TAR. i Fr,VADn.TG. 

Dep. in^p.-fh n.,F -L Lilly, K.N’. (H.AL Intirinary.) 

H.vslar. (Royal ilospital.l Jded,S>(rg.. E. Corcoran, n.x. 

,L, D. Gnuk'tfe, Pui TiAMi. (Rn;<d Hosutal.) 

ej?., IL.\. Fill f Snrg., T. \A\ Paikor, u.X. 


n.x. 

f SYDNEY. (Medical BepiU.) 
dfalfSura. .George ILMac .Mahon, 
M.B., n.x. 

VAKlMor.T.n. (.Royal Hospital.) 
Fhft Sara., G. T. Broatch. lax. 

' A'oKOifAAfA. riLA. Sick Qns.l -i 
FFH SHrg.,T. D. Halahan, i 
: Il.N. 

Weikaiavet. 

• SfatV Surg., Frederick D. Luin- 
ley, i!.x. 


I 


SLANG TERMS FUR MONEY. 

In nddhioH to tlje ordinaiy terms I here arc , 
; otlu‘r« ttli It 'U, although pUK/.Iing to a foreigner, ; 

are t^Jemhly well understood in tlii^ country. 

I lu .S'tftland, n nrui vho dies “kites'' Duty not 
he ^tlOl1h a ■' b-.d!e," ami in Euglaml not wm-th ^ 
a ‘‘uuig”- wliieh no one ever saw. Sudi r 
a tmm nili toss yon for a “ b!«b ” He, of eourac, j 
would hi .shunm d hyilie lady uholo.st a “pony” : 

, on last, year's Oaks, and by her husband who 
i io>,i ji ‘'monkey" oij the Derby a day tir two 
pw louijly. A g<mtieinan who is worth a “idnin " 
(Cwo.ooo) neetl never hi* aliort of “tin” ; wliile 
the irtiteast who ifeg.s a few *'cappews" in order 
to priK'tire ;i bed genemlly ha.s no ‘‘blunt.” 
Tlie following wortis are i-oinmonly in use 


TO ESTIMATE AVEIGHT. 
Cattle. 


FoilML’hA-- 
L tin feet) X lo X G-fin feet)_ 


[L.™ length from hollow on crop (forepart of 
.shoulder blade) to root of tail. Gx girth cluic 
heluml the .siuuihlcr. } 

Hay and Straw. 

Hav Fok.mula— 

X iTcajlt!. XJ«,K«i ^ 


’ Straw FouMrcA-- 

■ = tons ol straw. 

' i6 

, (Height = distance from ground to eave,? + 
i i distance from eaves to ridge in weirds'.] 

I CiRuPL.AE Stacks— 

I = tons of Uay. 

j lA ^ heij^b 

! i6 

i (Height = distance from ground to eaves + 
i distance from, eaves to apex in yards.] 


: tons of straw. 


whitakbe’s abmanack, 1910, 


^be arm^ ILtat 


(See (tlm Indian' Army List, ■Sx&St^ of Sn.p2>lement.) 

THE KING. 

FermnnlAiiks<le‘Cainptotfm.King-<--GBmr&^ H.jEt.H. Pniiq,e of. Wales, K-<3. ; 3?ieki-Marshai 1-1. It. II. 
Duke of Cotmaiight aiKi StM-heam, K.o. ; Capfc. H.E.H. Prince Artinn* of Cormanght, k.o., 
R. Scots Grej'S ; General H.E.H, Prince Christian of Schleswig-Holstein, k.g. 


, Atdes-ds-CxVMP TO the King. 

Regular Forces, 

BJcC'allum. CoI.SirH. E.,o.C.M.g., 

n.E. 

Hope, Col. L. Am C.B., A.S.C. 

Cowan, Col. H. V., O.V.O., E.A. 

Stanton, Col. H. B., D.s.o., E.A. 

V'«?. Henna, Col. P. A., P.S.O. 

Fitton, Col. H. G., D.s.o. 

Forestier-Walker, Col G.T., E.A. 

Alaebean, i>\';G.-Gren. F., C.T.O. 

VC Gongh, Col J. E. 

Bromic, Col A. 

Heneker, Col W. C. G,, p.s.o. 

^Nugent, Col 0. S, W.,,p.s.o. 

’ lioyal Marineft. 

Bor, Col J. H., 

Money, Col H. C., o,B., e.m.l.i. 

Sp&Gial Reserve. . 

SllfHeM, Col Lord, G.O.T.O. jwaiwa^v, vui.viscoum, ^ Ip . , „ , , , ^ j ^ 

Ak>iA1minbei*laiMi, Col Duke of, |EonfIoiiderry, Col Alarqness 

Stevenson, Col W. F., C.B.’ 


Barton, Col B. .1. 

Cooke Collis, Col Ml, c.m.g. 
O’Callaghan-ATestropp, Col G. 
Bedford, Col. Duke of, k.g. 
Roberts, Col G. F., c.M.G. (late 
CommomSealth of Australia 
Forces— MomraryX 

Territorial Force. 
Wemyiss, Col. Earl of, g.c.t.o. 

(late Vols.'). 

Cavendish, Col ,T. C. 
Haddington, Col. Earl of, E.T. 
(Feo.). 

Belper, Col Lord (Yeo.). 
Stevenson, Col j., C.B. (late 
Vols.). 

Clarendon, Col Earl of, a. C.B. 
(Feo.). 

Harewood, Col Earl of, k. C.T.O, 
(Yeo.). 

Gahvay, Col.A^iscomit,c.B. (Yeo.). 


Antforcl, Col. Ml K.,c.M.G.(reo.). ' 
Harrington, Col Earl of (Feo.). i 
Barclay, Col H. A., c.v.o, , 

Harris, Col. lord, G.C.S.r. (Feo.). ■ 
Lovat, Col Lord, K. c.v.o. i 

Hokoeaet Physicians to H.M. i 
Sinclair, Siirg. Alaj.-Gen. J. | 
M'oolfryes, Siirg, -Gen. Sir tf. A.. ! 

K.C.B, ■ i 

Bradshaw, Siirg. Alaj.-Gen. A.F,, , 
C.B. , ■■■ i 

Taylor, Surg.-Ger.. Sir Ml, k.c.b. 
Keogh, Snrg. -Gen. Sir A., \ 
K.C.B. I 

Bourke, Surg.-Gen. G. B. , c.b. i 
Honorary SitrgeonS' to H.ai. ; 
Reade, Snrg.Maj.-Gen.Sir J.B.C., ! 

K.C.B. f 

Madden, Snrg. Ataj.-Gen. C. D., ' 
C.B. 


K.G. 

Ogilvy, Col Sir R. H. A., Bt. 
Richmond and Gordon, Col Duke 
of, K.O. 

M^ood-AIartin, Col Ml G, 

I Montrose, Col Buko of, k.t. 

Le Cornu, Col C. P., c.b. (Jerseif 
, Mil). 

Casvdor, Col. Earl. 

Percy, Col. Lord A. M. A. 
Alnnrd, Col Sir H., Bart. 
Leicester, Col Earl Of, g. C.v.o. 
Kintore, Col Earl of, u.c.^.o. 
Salisbury, Col. Al'afq. of, G.a v.o. 
Le Alottee, Col .f. E. (Guernsey 
Mil). ' 


K.G. 

Broivnlow, Col Earl 
Beaufort, Col Duke of (Feo.). 

1 Kiimorey,Col Earl of,K.P.(F’£).). 
Clifford, Col Lord. 

Crichton, Col Hon. H. G. L, 
Scarbrough, Col. Earl of, c.b. 
(Yeo.). 

Hertford, Col. Alarquess of, c.b. 
(Feo.). 

Villiers, Col E. 

Stradbroke, Col. Earl of, c.v.o. 
Balfour, Col E. .T. A. (late VoU.). 


HONOE.\RY CHAPLAIN.S TO H.Ar. 
Edghill, Rev. J. C., B.I). 

Bullock, Rev. R. H., P.C.L. 
Goodwin, Rev. E. H., B.A. 
M'irgmaii, A’eu. Archdeacon A. 
T., (Cape Local Forees). 

Army Agents. 

I. Cox & Co., s6 Charing Cress, 
S.Ml 

;. Holt & Co. , 3 Midtelinli Place, 


Breadalbape, Col Mart}, of, K.o.i S.\V. 

Forteseue, Col. Earl of (Feo.). 3 . Sir 0. R. AI’G rigor, Bt., & Co., i 

Albeinario, Col Earl of, c.b. i 23 Charles Street, S.Ml 


2Cfj£: Stimmigstraticu. 

AVur Office, Mluteliall, S.Ml Hoiir^, 10 to Salaries, dr., 5 ^ 593 , 000 . 

ARHX COBHOIL. | 

Secretari/ of fititte. for War, Et. Hon, R. B. Haldane, i 

K.e., B.C.J.., 1.T..P., r.R.S., M.P. .£^,090 i 

Chief of the General Staff [First Military Atember), I 
Qen. Sir \Y. G. N ichoteon, o.o.b. ......... .A’3,000 i 

Adjutant-Gcnmil to the Forces [Second AHlitary \ 

AleinlKT), Gen, Sir I, S. M. Hamilton, r..c.b,, n.s.o. t 

j£ 3 »ooo 

QuarttT-Maeter-Gene.raJ. to the Forces [Third Military 
Member), Lt.-Gon. Sir R. S. G. Miles, K.c.n., o.v.o. 

Master-General of the Ordnance [Foitrih. AlUitary Afem- 
ber), Col. (fr.?«p. AlaJ.-Gen.) Sir 0 . F. Hadden, 

K.O.B.i, II.A, . . . . £'Z,O0O 

Parlinmcntary Under - Secretary of State [Civil 

Atcmher), The Lord Lucas j^i.soo 

Financial Secretary [Finance Member), F. D. 

J Acland, m.p. •;^s»Soo 

; Secretary, Col, Sir E. tV. D. Min'd, k.c.u., r.c.v,o. 

‘ [Permanent Unde r-Secretary of State) :^2,ooo 


Department of the Chief of the General Staff, 
Chief of the. General Staff, Gen. Sir Ml G. Hicholson, 

acr.n ».j?3,ooo 

Friv. &lv., H. Ml Aloggi'idge, B.A ;^ioo (extra) 

Lirectoi' of Military Operations, Maj.-Gen, J. S. 

Ewai't, c.n. ,£t,Soo 

General Staff Officers, ist Grade, Col Count Gieiehen, 
a.c.v.o., «.b.,'c.m:.g., d.s.o., Eq. ; Lt.-Ool C. F. Close, 


c.M.G. ; Col J. Ad.re, c.n. ; Bt. Col. J. E. Kdmonds, | 

,A'3oo i 

Qmcrat Staff' Officers, and Grade, Maj.Ml 'riwaites, ' 
It. A.; Alaj. G. D. Syiaonds, n.-v.; Mrg. H. L. ILed, 
R.A. ; Lt.-C(>J. G. M. Ml Macdoijogh, it.r. ; 
Alaj. A. D. Gcddea ; Capt. S. H. MIIk»;>u, r.k. ; ; 
Bt. Lt.-Col C. M. Dobell, d.s.o. ; Alaj. C. W. il i 
Richardson, i..u ; Maj. R. St. G. Gortc^u; Et. Aruj. ; 

C. ¥. Romer £kso ; 

Attached, Lt.-Col Ml (K Maephorson, c.m.g., ' 

n.A.M.c. (d.AjD.g.) : 

General Staff Offlrer.% »’d Grade, Capt, C. G. \V. ' 
Hunter, n.E. ; Cupfc. T. T. Bohren.s, k.k. ; Aitg. L. 

D. Fraser, u..v. ; Capt, .E. A. Phinkefci ; Maj. Ml A. ■ 
Adam; Capt. H. A. L. H. Mlide, n..v. ; Bt. Maj. ' 
Sir A. Bannerman, Bt., n.n. ; Capt. G. F. Evans, ! 
B.E. ; Maj. A. Ml F. ICiiox, i.a. ; Capt. Ml L. O. i 


F. Cixnliffo Owen, k..\. ; Capt. C. H. Frouch ; Capt. 
F. D, Farquhar, d.h.o. ; Maj. J. A. C. Somerville ; 
Capt. M. G. E. Bowman-Manifold, D. 3. 0., k.e. £$00 
Director of Staff Dtdies, Col (U’lwp. iirip.-Gcii. ) L. E. 

Kiggell, C.B £x,z^ 

General Staff Officers, xst Grade, Col. AM Adye, 

and Bt, Col. Ml P. Braithwaito j6 ‘8 oo 

Genci'cd Staff Officers, znd Grade, Bt. Maj. F. IJ. 
Maurice J Map E. R. Bradford; OapL AM H 
Anderson; Maj. H. D. Be f*ree £ 9 So 


WHITAKER’S AXiMAKACK, 1910. 



TitP Armj/ Lid — MtlWirji Admitiidrnfioji. 



< . , ij r, Ht:utis, H. ..... ..... . . . . 

f’.f/ I’.s, Mfij. I. tr. I'Ullor, 

I » • Mr' ]i' A. ii>. Siu!pson*l>a.ikio, ; Maj, 
K i;. A ilV.MMiv. R.\. ; CUpt. AX. F. AT. iroililejolin, 

>'.*? j6SSo 

A'f.f.'hil, lA.-Cal. II. V- li. J.uui’S rotiryd 

Sfnrr OjM>‘OV, an?- ( 7 radc, Ivlaj. P. Maud, 


,£800 ' Departmentof tlieljIaster-tfenerai oftHeOi'anance. 
Masfcr-ircnn'iti of (lit' i>rdiiai}ci',Qo\. {temp, MaK-Oen.) 

Sir C. F. Iladdon. ,£2,000 

PrirtiteStr., D. H, Boulter, v..a .£xoo(extra) 

Dtnrtor nf Artifl*’ri!, Col {temp, Brig.-Gen.) W. E. 

Xiloailt, r.i!., ,£x,$oo 

As,<if. Dir'^toiv, lit. Cul H. Smith, iua. ; Bfc. CuL 
T, F. BuhIio, o.m.g. ; Col W. C. Savilo, ».s.o. 



% ajiT. »•>. « . oiuri.e.*, h. i. . 1 ., , ^coco .j^soo 

14, .x»Soo I Director of Fortiflcatknm mid Works, Col {temp. Brig.- 

I!<-..artment of tlie AajntMt-Genoral to tte Forces. | 

A IjKimF'rii'nt'nd to the FtO'ces, Gan. Sir I. S. AX. 1 Cowau ; Cd F. .T, Anderson. j&x,ooo 

I Ian alto a, k r.n., o.h.o j 63 .ooo Tuspector of Etcctric LhthU, Alaj. E. C. Seaman, k,k. 

s Mai. P. XI Hmithe, m.v.u. i,soo to £(>$0 1 ;£'Soo (extra to Eesiriierital pay) 

(iaeltvliu.; retnvd payl. Jnspedvr of Trun Htmetnns, G-xpt, A. Gu Stevenson, 

(t'.r, '(or vf thimtikotr i), Cul {hmp. Brig.-Gcn.) G. F. 1 u.n £500 (extra to Regimental pay) 

M ssM’s, » M _. - ! Chief [iispcctor tf Works, Lt.-Col T. S. Jerome, i.s.o., 

i.O— r.... .... . f'«i ri I ^ j ;£800 to ;£^I,003 


r..;. M U. I'lndiriy, r.n. ; Cnl fl, F. 
AXeroer. j^Soo; Cd ,r. f.. h-viue, c.u. ..£x,<yQo i 

D J.J.k' , .Mti). R. .N’. Creathea.i, m 4 j 6 '*So ■ 

,svj? /tip/ , Capt. R. K. Jl. .hime-i, u.i iJsoo | 

As^^irimit (/or liter uituoj). Col , 

K R. C. C.trieton £ 1,200 1 

A A ff'., Co). A. 11 II Bv.ckiey £800 , 

l.t.i.J.riH, MiJ. .1 AV. G. Huy; Lt.-Ce-l il, J, 

h: r.u'l £650 

.staff 'opt., Ciipt. R, J. Uralre _ .£300 ! 

line > (or if S fi.m'-'t, Alaj.-Cen, C, !’. 

iho’vitr, 1 n-N o, .£b^?y 


rititff (\ip(;.., Capt. E. O. Houriei, u.k. ; Capt. H. 
Kitldnl'pli, ; Maj. IT. W. ATeeke.s, u.k.; Maj. 


E. G, ( 4 o{ifrcy-l’’aii'>set*u, h.k. ; Capt. K. Ct. Wane; 
Capt. R, AVa'lkor; Cai)t, B. Walcot; and Capt. 
G, F. B. (rolrtrey j&soo‘(wiUi Engineer pay of rank) 


. 1 , 1 ,G* .f, O'i. il R. B i>4»HJie, < -Ji.. £700 ; Colli. }■'. | 

‘ Stopforil ;i ■ ^ ' 


- - - - -y £500 (With Engineer pay of rank) | 
'tor of Barrack Vunslrucfloa, H. B. Measures, J 

K,R. 1 .H ..4 £1,500 i 

As.'it.l)iri’rii)r{.Sarvnjor),T.lyor'MaovQ,i\B.i., .4.j.k.p.., ; 

.v.M.m'-T.f.j,, £600 to £800 ] 

A.sst. l)inctor{,-lrcJutect),C.\Y.Ma,iTi\mdm i 

£6co to £300 ' 


M->n‘vr. « .n., Col L. A. .M. Stopfonl and l„t.-Col 
VV. i\ £ 800 ; fol ,i. 1*. irvPie, c.iJ.. .£i,oco 

<'1 i .Mj.IA.-CoIE .\I, WiK.'viward £&so 

Cai-t. H. h, Klhngttm £500 

Di.'e-tar ^(e,i (vit, ,-tr.-f>y Medp-al pe.-rie. , .Surg.-tieu. 
{fOiihiug o.i iP.-Cea.) V\ L, (lUlbiii',, r,n , m v.o., 

Mi £ 2,000 

!fip iht\a , ....£*. .300 
i>;r>G.OL.,Lt.,Cul.l.lLl.rwin,-sf.«., h. i.M.r. £850 
I> o. -l{.d M.al ll.,r M. Ruht, u.s.o., | 


Bept. of the Civil Member of the Army Council, 


Parlioiimiton/ {'nder-Stcrctaru of State {Civil Afcm- 1 

hr), L.'wd f,iu;:is £1,500 ; 

Prirati A,c.,,i. iloniihan, i{..4 £100 (extra) j 

Dir'vNir-Ct n. nf the Tn-ritorial Force, Lt.-Gen. Sir j 

W. n M'U’kimion, K.t'.ii., r.r.o ,£1,500 > 

A.'>ri, e;nr, I.!.-C,«LF,.s. Alaudo, c.m.o., n.s.o. £800 i 
Imp. As.Ht. Dirertor, J.t.-Co], and lion. Col E. T, D. 1 

Cotton-Judroll, <.« 

Staff ('opt., Capt. ll. X. R. Cowie, n.s.o. 


. .£650 ' 
. .£soo 1 

.£850 I 


-f.i, , I..7, .1 1. ; Alai. E. i. X. Birreh, m.k., o, ; Conijtfrit'ier tf Lmah, .E, 11. Cote.s £850 

!.r -C.fi. R R’kordy, M.H., in 4 m.-. . ... . . . .£730 , Land Vulucr, H. C. Cole, r.s.i. . .. . . . . .£600 to £800 

/ff.'ii ,, o>)* fif ALdtcal Strviccs, Col A\. Baotie, : « , 

. a 0 , M £*,005 Bept. of the Finance Member of the Army Council, 

Brpt of the Quaiier-Master-General to the Forces, I ^''^omichd Secrepirif {Finance Member), V. D Aclaiid, 
f^^earte.^ }Dm‘,r-tCti>oAJ to the Forci^, Bh.-Geii. Sir ; /vVnfP-\s,‘«;;iV/lkVkh<VuV, a I! 

11 C ‘b‘ ' f Se€rctary,V.}ism'iB,n,x.£s, 2 Bot<}£x.soo 

}>..t.u<e><; I cce ipart li.rl /,» .inoooV, Maj.dren.jf 1 ',. , II. {). Deb BOro,** ' 


ll.-Rl, . 
i-l i>ir<et, , 


> '!'raii'i;nu'i, <-’( 


, <'apl r„ Gill, I'.'- 

torcfBt.maito’.^, 


- .,£1,300 

,. G, R C Rmi.o.M.h. 

£800 

A-.S.C. . £500' 

, E. J. Gr.inet. .£800 
• .£$00 


A l> 

( ’a/it., fllpt- L. R> Cl Roll 

■>,i, •/, (v?i Arm/i Viterinai'if Srrric,', Afnj.-Umi, 
js 1 . '“ii.iiitli. < ,ri.„ s .n I .r..«'. 4 '. X, £ 1,200 
Dp Ihi’i etaratni., V'.ipl, A. Olua’, . 4 . v.r. £700 

•) ., f, ut Mo-- ,i>eips a.td (piarfi'n’ii-j. Col, {tnnp. 

ii.-i-j a V, Kend).!!!, « js.-n.'-.o £ 1.200 

i>'P .I'M Ini'i ‘lor of At- rr lilt' nts, It. -Cul F. W. 

IJ H £650 

/» p. .isst Itirectvr if ^,^uar^emillJ. Maj. C, AX. Ryan 


.£'100 (extra) | 

. - , -...IS. . ... .£. 1,500 I 

loye-'tor offir.-iip Arcooiit-i, A, A. Flynn, m.. 4 .. .£ 1,200 I 
Dlrcrmrof F'tianeial St-rvifes, AV. II Perry, m. a, £ 1,200 , 
Bepartment of the Secretary of the War Ofliee. 
-kerefant, Cf^l Sir E. Ul 1 ). Ward, K.e.n,, k.c.v.u. } 
(fhriiatiintl 1 'iidtrSf‘irfitrifofStatf) ..,,£ 2.000 i 
J'ftrate Secs., a. K. King, u.a. (£100 t.rira); K. R. ! 

Gharturis, F. J. Stanley-Cary ,r,ip. 

At-st. Secrctarti of the War Ojfice, R. H. Brade, e.n. 

£ 1,300 ! 


C 7 /I (j/.-O til,, R t. lie V. Bp. . 1 . T aylorSm ith/'. v. 0 , , d. n, £i,oc 


- 4 s, ’ ' £ 630 ! Jci»GE-AovucATK-C 4 i 3 >rBim.’s OrrioK, 68 Victoria 

iKp. Asst. Dir- lior oj hadicaps,iSitp (>. Jaihbock, Judge-Athocate-Cencrai^Tlianmi^iilviiin, 

£630 ■ - ■ - - ■ • ' 


Jhc. 0/ Sapplhs, MiJii.-Gen. F. T. Clayton, e.H, £1,200 
ivj» Assfe IHrcrinr of SupplFe, Ytad. E. t>. Burae, 

..■.£650 

Ilf rector on Faitlpnmit and Ordnamc Stores, Unj-diGii. 
{horn) F. tfi, Mnlcahy, e.n., .4.0,0. (ret.) . . . ,£1,500 
mreHmi, Bt.-Cnl A. Y, Barton, ; Col 
E H. .Seymour, .a.o.d, ; and Col. H. W, Pearse, 


/>7>«?l/'/'fd(/ts£dwcatti'Cui. a'.’IiT Pemberton .iiSoo 
Lei/al Assktant, Gilbert Mellor, m.a £500 


iktt A, S, liteef, *.«.m j MS^j. 

C. B, £ Watte, £639 


Cr.i’ui-'Ai. SiMir OF MiiaTAar DnPAM.MEXT. 

Lt. J. C. Adams; Capt. W. E. Bailey; 5Iaj. C. R. A. 
Itond; U. and Qr.-Mr. Ml S. Cauvin; Capt. Q. 
Clark ; M.'ij. Ml Latham Cox ; Maj. N. Ml Cuthhert- 
^•n; Lt.-C(d. H. S, Fleming; Maj. Ml IT. Forbe.s- 
Taylor ; Capt.MlH. Gorman ; Maj.G.H. Gr.ant ; Capt. 
and Qr.-Mr. J. J. Grubb; Commissary of Ordnance 
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and Hon. Ca|*t. R, J. Hamlin; Uapt. W. T. I?'. 
Hon'Poocl; Maj. A. J. Lushingtoii; Lt. R. H. More; 
Capt. E. C. M. Parry ;iCapt. and Qr.-Mr.;C. E. Smith ; 
Mm. P. B. Smithe, m.v.o. ; Capt. H. J. C. Stanton ; 
Lt W, A. Tenabies; Mfip IL L. Welman; Capt. 
,T, R;. Wigan ; M!\i. L. Wiiiiani.s. 

Some receive jgsoo, rising to ; others 
rising to ;^30o, with possibility of promotion to the 
scale rising to j£4>;o ; others, including all futm-c 
entrants, *200, rising to £400, with ^$0 extra in 
certain cases. Tiieae rates are in all cases additional 
to Army retired pay, if any. 

Tan Army Mewcao AnviBony Board. 
Chairman, The Bireetor-Geueral, Army Medical 
Service. 

Secretary, E. T. Gann. 

The Xeksing Board. 

PreskUiif, H.M. the Queen. 

Cha irman ,Thc Dircctor-Goneralj^VrmyMedical Service. 
JIatrov.An-Ck!t'j\ Miss C. H. Keer, b.f..c. 

Secretary, Miss E. H. Beehcr, h.r.c. 

Ta;-; TiutiuroEiAL Force Advisory Cockcil. 
PreridfUt, Lord Lucas. 

Sfcn-tury, H. J. Greedy, b.a. 

The Wae Rmi.wav Goun«id. 

I'tvniihnf, Col. (icjup. i?nY;.-G'en.) G. V. Kemball, 

Jvini Secretarim, Coiiun. G. M. Keane, u.x. ; Maj. 
G. E. Lubbock, ii.r. 

Thf. Ar-mv PniKfiASE Covniissjo.s’. 

Comm ii‘Siane>iH<m.),Cron. Sir R, Biddulph.o. c.n. ,a. c.m.g. 

The Oiii»N.vN\'E P.oAsti>.— ^£10,850. 

Pmihknt, Viee-ildra. R. I', O.'Pootc, c.m.c., icx.j^IijSoo 
Viee-Prts,, Mo.j.»Gen. II. A. Moutgoiaery, 


Sti 0 Officer to ImpAten. of the Porcen, Col. {temp. 

BHfj.-ic^cn.) I). Henderson, c.n., d.k.o iitisoo 

Staff Officer for Cavalry , Maj. W. H. Greenly, i>.s,o. 

juJSw 

liwpcctor of E.M. A. d; It.F.A., Col. {teimy.Brifj.-fxe^L) 

W. F, I/. Lindsay, c.h., d.s.o .* jSi,2oo 

Inspector of Infaniry, Mty .-Geii. >Sir C. .Fergu.son, Bt., 

M.V.O., D.S.O. . .jGt.ROO 

6'to/'/-C'ajf)it.,Capt.G.R.M.Mathew-Lannowti,R.A. jS4oo 
ImpectOT of R.G.A., Maj. -Gen. J. C. Dalton, r.a. | 

j£i,soq I 

StaffiOant., Capt. H. M. Vandeloiir, k.a. ^400 I 

Inspector 0/ li.E., Col {temp. Brlg.-ihn.) F. C. Heath | 

■ ' ■ ■ ' , ' j^I,200 

ROYAL ORDNANCE FACTORIES, 

Central EtaiF, Wcolwich. | 

Chief Superintendent, Ordmnee. Faetorus, H. F. \ 
Donaldson, c.n., i 

1st Mil. Asst, to Chief SniD., Rt.^Col. C. T. Martel, r.a. ! 
Civil Assistant, J. T. La Brooy. j 

Deputy do., J. Hunt. 

Mechanical Mnyinecr, R. D. T. Hcim, ' 

Asst. Mechanical Engs., G. il. KobeltK, a.m.i.c.e. ; j 
K. E. Hall, A.M.i.c.K. 

Principal C-krlcs, S. A. Sketcliley, R. Oakeshott. 
P«/nnrtste% Hon. IA.-C0I. A. B. Williams. 

Senior Clerks, C. Sendey ; T. H. Welch ; A. Butler ; 
C. E. Norton. 

Clerks, T. E. Organ; F. Sifteii ; J. IL Hodge ; H. N. 
Stutchbury, 

Eoyal Gun and Carriage Factories. 

Snpt., H. C. L. Ilokk'ii, r.n.s. 

Asst. iSnpts., Maj. M. .T, C. I)cnni.s, r. a. {Boy&l Gnn 
Factory) ; Capt. K. E. Haynes, Carriage 

Factory). 


Secretary, Maj. L. R. Kenyon, a . a 

Kami Sec., Commr. P. H. Warleigh, r.n. 


£x,xSo \ Clerks, 3. GuiUy ; D. H. Clamp. 


- • 

. . -ijCS® 


Mimwrv Prisons and Detention Bauuacks.-~;£^ 3 s, 8 oo. 
Impmtor (and Officer in charge of records), Lt.-Col, R. 
A. Henderson, h.a. 

M L V K, Parsons, 
Curragh: Ma.|. (local It Cdl)C G Danul, Woking, 
Detention Jiorrack.i, Co imandank ( *>* CutsI} — Capt. 
C'oml Lt.-Col.) G. S. H imc Alt u shot [ffiij. {local I 
J.t,-Col.) C. -T. Morse i oC ( tstit Maj. (local ' 
Lt.-Vol.) G. H. Ledwud J toi a (zud Clms)— | 

i'T.'y. P. C. F. xVtherle\ (aim i ij 1 Unifrevillo, j 
t'oirhester : Capt, R. d li, ft)] Ml} R. M. K. 
Parsons, Dublin : Maj. K. D, Turcon, (Hbraltar; 
Maj, F. S. Picot, Gosport; Capt. O, Hassall, Malta; 

1 Maj. T. H. M. Green, d.s.o., Wynberg, Cape Colony. 

; Superintcndents--'M'AS. A. .T, R. Peile, 11.0, a., Bennuda ; 

' Capt. W. J. . 1 , Colla.s, Dcronport; Bt. Mrs). H. 
Findlay, IJong Kong ; Maj. H. A. Hili, Januika ; 
Capt. \Y. L. Cotton, Kandy, Ceylon; Cax>t. F. .T. 
Bralthwaite, 'Mauritius; Capt. J. P, Bliss, Sierra 
I rone : Maj. 11 . H. Hayes, .Stsf/apore; Lt. Hou. R. 
Bruce (Master of Burleigh), Stirling. 

3 lcdiml .Lt.'C'il. L. Haywood, m.b. , Aldershot; 

Lt.-Cal. J. 3 M. Njcoila, ^t.n., Cork: Lt.-Col. C, R. 
Woods, M.D., TJiimin ; Lt.-Col. J. R, Mallins, m.g., 
Gosport; Lt.-Col. A. do C. Scanlan, Woking ; \A.- 
Gol. T. B. A. Tuckey, York Castle. 

iloy.it. jIrmy CLOTiti.vci Factory, Grosvenor 
Road, S.W.— ;^^io7,870. 

j Chief Ordnance Officer, Col. R. M'. M. Jackson, c.b., 

A.O.D, 

I Medical Offiiccr, Maj. W. W. O. Beveridge, ».s.o., m.b,, 

E.A.M.C.' 

Baleoon F.VCTORY, South Faniborough.~i^2,7za. 
i Supt., Bt. Ool. J. E. Cappei’, c.s., r.e. 

(with regimental pay of rank) ;54 So 
AssL-Supt,, Capt- A. D. Carden, k.e. 


Department of the laspectDr-General of the Forces. 

—£^ 3 , 300 . 

Inspector-General of the P'orccs, Gen. Sir J. I>. P. 

French, g.o.r., g.c.v.o,, k.c.m.o,. a54,ooo 

Private Sec., Capt. A. E. S. Clarke, m.v.o :64So 

A.D.C.s, Lt. Hon. M. V. B. Brett, ii.v.o., £300 ; Maj. 
Xkjrd Brooke, ir.v.o., ^'300; Ma|. A. F. Watt. 


Torpedo Factory. 

Asst. Si(pe'/Intcndmt,lUf F.,hmit. C. R.Ackloia,R.N. 
Assistant, Lieut. T. J. Croker, r.n. 

Hoyal Lahoratorv. 

Siiperintcndent, Bt. Col. Sir H, W, iV. Barlow, Bt. 
xst Asst. Supt., Capt. R. 'Waring, r.a. 
and Asst. Supt., Maj. C, C. Nodtt. n a. 

Officers in charge 0/ Danger Buildings, Lieut. IV. 
F. M. Bfigshawe, h.a. ; Lieut, G. F. B. Turner, u.a. 
ChTfc, E. M, Brand. 

Building Works Department. 

.S'ifp(,, Ool. A. H. Bagnold, c.n. 

Ma.j. A. J. Craven, n.E. 
xst Asst. Svpt., Capt. A. H. Tyler, r.e. 
and do. do., Hon. Lieut. H. Mitchell, r.«. 

Traffic Manugcr, Lieut. D. Beatty, u.e. 

Engineer, Bailimys, N. W. J. Gibson. 

Surveyor, G. J. Burns, b.sc. 

Jnsfiector of Works, lion. Capt. R A. NlchollA. 

Medical OfScers {Royal Arsenal), 

Lt.-Col. R. W. Wright, Tt.A.M.c.* 

Maj. L, F. Smith, m.b., r.a.m.o. , 

Maj. T. B. Beach, u.a.ni.c. j 

Capt. W. IL P. Goodwin, e.a.m.c. i 

Eoyal Gunpowder Factory, Waltham Abbey, and I 
Eoyal Small Arms Factory, Fafleld. i 
Maj. F. T. Fisher, ii.A. i 

Asst. Supt., Lt.-Col. A. L. Tisdall, r..i, ; Capi. S. C. 
Halse, K. A. 

Danger Buildings Offitcer, Lt. F. G, Jlaunde-Thomp.xui, 

.K.A,' 

I Works Officer, Maj. N. M. Hemming, k.i:. 

! Seniw Clerks, F, C. Green (Walthain ^Vbbev); K. E, 
Harvey (Enfield). 

1 Okrks, I. J. Morris (Waltham jVblwy) ; E. lY, Phillips 
! and W. J. C. IL Burges (Enfldd). 

Medical Officer, J. Darner Priest, m.d. 

Royal Arsenal Transport Department. 
AasisUmt Director of Military Transport, Col. G. O. 
Welch, C.B. 

Assistant, Capt. and Qr.-Mr. F. Field, a.s.c. 


Impectdrof Shipping, A. Hooper. 

Assf, do., H. Pellatt. 

Chief Clerk, ist Class Staff-Sergt. -Major F. "W, Burdett, 

A. 8.0. 
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I 'commands of the army (ENGLAND), 1 

, llde-shot ' -•Lvsf. IJirectur of OnlnCnce Slores,^. J. Anprell, f. ' 

' Al^leraliot Command.,. ‘ ‘ I Ocp, Asst Directar of Remounts, H.X. Schofiold, s 

i.cac.i'dl Oihcci Cmmandiivi uh Chan, hii’ U, L, : q 

fimiith'-Dorrien, k.c.b., 1>J. I — r- li 

' M:l Sot\, i). Wigram, ut» < Commrf. zml Car. Tmig., 11. D. I’ansliawe, 

AJJ.V., V» t'L VCiiy, Ciiipt I bJh'iCanterbury). ‘j 

■ ... ... 

. fe!;!' Nrf W «,■«*, W. Campbell. : ■ 1 

: G-^Km}'^:icc^-,rdGmde,X.A.iimtgc,^^a^y, i Comm^^niDh-.OroolmchX li. E. BelfieM, I'.a, ■ 
>>i> ' Qcii. Si(if OjJicci', ist Grade, A. Hiunilton (1* ; 

■ AD'^IIMr^TLATXVK, TBCIIKlCaU,, AND i C.B., ^ 

l>t"MUT''fKNTAL STAl't’. ! i>.A. *1. I . C. lumei, .?K 1 

If • t f AihrnnHmtion H M \ -oth Brig, (SkornoUtre), Hon. L. J. , 

; }hij,-Gen. ui euargo of Adavaistamih li. | Montagu-Stuavt-Wortley, C.B., o.g. \ 


AD'^IINlr^'i'LATXVK, TXICnKlCaU,, AND i C.B., ^ 

iUT’^'^XiNTAL STAi'l!’. ! i>.A. *1. I . C. lumei, .?K 1 

If • t f AdminHmtion H M \ -oth Brig, (SkornoUtre), Hon. L. J. , 

}hij,-Gen. ui v.iarfje oj Movaisuamih •«.. -'i. | Montagu-Stuavt-Wortley, c.Xi., u.g. \ 

Ch i^-f Fnginm', G. K. S^.^ott-Monjaaelt , c.B. . h,g. EaUerii Coast. ; 

Asst IHredor (f and Trauspo^ O.'/uan* Couimg., CL Jiarker, f'.B., m.>j.\ 

O’pell, O.B., t*. _ ■ (Chatham). ! 

Ikp, AsA. Direefor oj Fupfhes aim iramspmt, Commg. at Hcrteieh, P. de S. .Buruey, a. j 

PJl.o', J.' Oalhvtn', m.k. , ic.c.M.f}. , s.g. South-Eusicni Cmmt 

PHueipai VHg. OJ^ecr, II. Pringla. <j.in. r. Oftlrer Comuig. at iJtii'er, (i. H. HilLlc»tuu, c. 
trig. Commr, ist Car. Bnj., C. 1. -^LA^. “ — 

' KiivanjVi'h, t.v.D,, b.g. . Xo. g Bi’iirid. 

Bri'!. MoJ., r. a i’iUgeraM, D.s.o., i.h , e. Csu’cy, M.v.o., c. 

\ Cgrrmih i ' “ ■», 

fird ha\, d. X, GrierMm, c.v.o., <n.g. , .to. lo Brntnct. 

AJ?.C,, C, W. JiauUury, if. , Ofirtr Commg., F. [». iumieyj C.B. (Hoiticloa-), ) 

U.n'. ^hifOfjirer.tHt Grade, V. J.lhnk‘i-<c'.B ,r. ^ . e. t ■ ■. e , • \ i 

/>.A.a.¥.fr.. G. IC ?foi»b. T'.S.O., ^ ' Irclanc:. Inhii hectiou.) ; 

Co ouoj. 1 st Brig., Roll. A. II. Hiauiik..*r- Major, , District Lomhu. 1 

i ’lirt f Hon. .T. F. Guthorne-Haivly, m. ' Maj.^Gek., Hon. Sir F. IV. Blopford, K.c.yr.G., Ig. j 

! CoiV. znd Bria., C. K, X. iHarruady, c.B., A.D.C., E. .h I. Pike, If. 

‘ ' (rcM, Bfaff Officer, znd Grade, H. M. Studd, i 

' flAa Vai X .L G. (Aineron, i'/c • O.Sr.o., in. 

Cmm V'd Brig,, F. Haniujci-aley, C.B., b.g. \ A.A. and OAf.G. in charge of Admuiiatration,'^ 

: Brig. 'Mm., il. M. K. Butler, m. 5 it H. F. Smith, c 

.Second RkA P. B. Stapheuaon, C.u., m.g. Chhf Riiuuneer, h H, E, Cliilders, C.B., a. ; 

AJi.e., ¥. P- Brail liwaite, iMrccivr of ^^uppiu’n ami fransport, C. AS. . 

, Gmt, BtaffOairtr.Mt Grade, A, f). (iuiUoy. r. King, M.A'.O., e. I 

' if, A. A. uud \ kH.G.. A. A. Mcliai'dy, D..v.o., no , P.M.O., A. PeUukin, At.ix., c. 

Ci>mma. Kfh Bria,, F. il. Simpson, h.g. i Chiif Ordnmire OJirer, J. A. Ste’wart, in. 

Ihia ASA (VHawda, m. " ! Brig. MaJ. (Briyaile if Gaards), 0. il. C. Orraii, ; 

(SoHncc rr<iP, r. ,1. Afaokiume, CSIC, * dipt. ^ ^ : 

i Biig. A. C. J>uiy, m. ' Northern Comma.nd For/:. | 

Ea,t.™ Cmmand i 

' fkn. Ofirer Coming, in Chirf, Sir A, H. Paget, Mil Sr d^ Lord B. C. Gordon-Lennox, capt. , 

' K..e,}C,?.u. A.D.C., 

A^A. Mft ’Sy.,K, J. Kint'uid-Smith, D.S.y , m. Orn. Bhtff Offlerr, Grade, F. AVintour, r. ; 

A.BA'., A. E. S. 1.. Paget. M.S'.o., eapf, ixig. Gen. in charge of Adminis., E. A. AltUani, * 

' Brig, fr,;n. (GOh T. H’H. Snow, C.B. C.B. t 

‘ Gdl Btaf (JiKetr. zini G>Ttdi', H. B. AVjlliams, JKA.A.G., AI, F. Halford, m. ; 

I L. A. Hope, G.B., A.P.C., e. i 

; Mfj.nkai. in charge of AdmiaklratUfn, IS.. Af. , Chief PAighieer, F. AI. <3!lul)l>, IKS.O., e. ■< 

\ ■' Buek. " ' '• Asst. l)irecfiO'oJ\SiGiidiesand Tr(ni,-^- 2 }ort,':!<l.Y(. A. \ 

A.A.G., H. H. Burney, C.B., c. Edye, e. 

] A.Q.M.G,, T. a Fofitei*, AS.V.o., c, P.M.O., ASA Hoiiovan, C.B., s.g. 

\ Chief Rngincer, F, fk Bowles, Asst. Director of Ordnance Stores, H. AS^ariug, 

1 Stuff OJU'cr, E. J. B. Alair, ni. A.o.d,, Ic. 

I Director of Supplies (Uid Tr&Mporti (*. P, Principal Veteri/Uirg Offeer, A. F. Appleton, ?.c. 
j Bourcicanlt, <*. ^ Commg. iBth Brig., Q, F. dovringe, Q.M.Q., b.g. 

tkp. 4»il. do., E. A. W, Comtneyi, w. . Coas® Hefekces. "■ 

P.M.O,, X a HorttAD, M.Bm «.Q, ‘ ,r .X tt.. * n * 

mi Ofimr to P.M.-O . , 0. R. Tytr^l, U, Aorth-Bmtern Coast. 

PHimpal Fdg. Officer, €. E. NutM, Le. Officer Commg.atN6ivcastle-on-Time,\Y.JlusBell,c. 


Transport, C. ASA 
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Kn. s hl^n'kl {YM'k). 
Offim'Commg.yCr, 11. c, 

K(h 6 District (Lichfield), . 

(Mficer Uommg.,Y. E. Wallerstein, c. 

I Scottisli Command. (.S^^ Scottish Section.) 

i Southern Command Salisbimj. 

i fieneral Officer Commandmg in Chief, Sir C. W. H. 

I DoTKvIAS. ^.fC ■ 

i Asst Mil. Sec., R:iChhiy,vK 
\ A.D.C., H. Pryce Juiie-s, eapt. 

Brig. Gen. (General Staf), il. C, B. Hakiag. 
i .4..‘LC^.. H. J. Evans, c." 

I I).A.Q.'3l.G.,A.KLuHcA\iiA,rn, 

; Maj.-Gen, in charge of Admitmirafion, E. W. 
iien.son. r.iJ. 

: Chief Engineer, NV. F. H. Staft'ord, C.B., h.g. 

; fitaffi Officer, T. C. Skinner, n.E., m. 

Asiit. Director cf Sup2^Hes and Tramport, A. H. 
Thomas, G.B.', r. * 

Degy. Asst, do., G, Ccjun-av-Gordon, m. 

P.M.O., H. n. Whitehead, c.B,, s.g. 

Staf Officer to P,M. 0. ,(r. B. Stnnistreet,?!. K,rn, 
Asst, Director of Cyrdncnice Stares, H. W. JST, S. 

Smyth, A,0.l>., c. • 

Dept, Asst. Director of Pehmxvnts, H. P. 

Douglas- Willan, c.B., i\ 

P.V.O., K. Lees, e. 

Cornnw. 3rd Dim,, W. E. Franklin, c.B., m.g. 

AJJ.C., a. E. M. Tliorneycroft, U. 

Gen. Staff' Officer, tst (JradefW. G. B. We.stcrn, 

f I < 

D i 1 «m?Q.i¥.G.,.r. G. Getldes, ?/?. 

Cow f nr yth Brig.fL. G. Dniinmond, c.B.,h.g. 
(Balurdf 

Comwg Bth Brig., E. Pv. 0. Graham, c.B., h.g. 
(Dtion^yort), 

Cohimg. ^fh Brig., B. K. Mitford, C.B., h.g. 
i (Portsmouth). 

Coast ln.iFEXGp:s. 

1 Southern Coa,9t. 

I Gen. Officer Coming., d. K. TroUer, O.B., rn.g. 
' (Portsmouth). 

Sovih-We.dern Cuust. 

Gen. Officer Commg,, F. A. Bowles, C.B., w.g. 
(Devofvport). 


■ No. y District (Vfarivicic), 

Officer Commg,, Q. W. H. Pain, c.B. 

No. S District (Exeter), 

Officer Commg., C,T. Q.K, c, 

"Western Command (Jhe.ster. 

Gen. Officer Commg. in Chief, SirC. .T. Burnett, 

i A.sst. 3111 ^e,, BolVxiid, 

' A^.D.a, K. T. llidpath, 

General Staff Officer, ist Grade, C. Vf. Thomp- 
son, B.S.o., c. 

Brig. Gem, in charge of Administration, E. C. 

Alaxv/ell. C.B., 

D. J.A.G.,'F. M. Altken, ?.c. 

A.Q.M.G., F. 0. A. Gilpin, r.’ 

Chwf Engineer, G. E. Shute, e. 

Asst. Director of Supplies and. Tranevort, 
H. It. H, J^ack, C.M.G., e. 

P.M.O., Cr. T, Goggin, e. 

Asst. . Director of Ordnance Stores, E. B. Oaird, 
l.c. 

Coast Defences. . 
North-Western Coast. 

Officer Commg. at Liverpool, A. ?vl. Stuart, 0. 
Western Coast. 

\ Officer Coming, at Pembroke Dock, P. A, Curteis, 

I " l>4- 

No. 3 District (Preston), 

\ Officer Commg., T. G. Ti. H. Armstrong, c 
i A'o. 4 DiMriet (Shrewshurg), 

I Off'icer Commg., lii. C. Curry, p.s.o. 


Colonels in Charge of Eecords. 

, Cavat.by — -Dra.i^oow Guards, Drmmons, awl 
\ LmicerB (Canterbury), E. Began, C.'b.; Himars 
(York), E. 11. CouTtenay, c.B. 

Jl. U. and K. F. A. (irooGr/c/G. A. C. Hansard. 

: K.G.A. (Dover), W. E. I. Balfour. 

' B.E. (Gravesend), E. Agar. 
iNFAXTRY -Cirar^cvy) C. Yi. Carey, >r,V.o. ; 
(Hounslow) E. D. Lumley, c.p. • (Pn-ston) 
, T. G. L. H. Armstrong, c. ; (Warioiek) G. \V. 

i H. Pain, C.c. ; (Exeter) C. 'P. Boa.y, C.B,; Hiih 

i (Winchester), A. E. .'Jenkins ; (Shremsbiiru) M.C. 

I Gurry, D.s.o. ; (LichMd) F. E. W'alhu’Btein ; 
I (I’orfc) G. IT. Ovens, c.B. 

, _ #*'■■■■ 


THE KING'S BODYGUARD FOR SCOTLAND. 


Captain General, Duke of Bucdeueli andQueens- 
lierj'j, K.G., K.T., l.c. 

Captains, Earl of Wemy.s.s, o.c.v.o., c. ; Earl of 
Po.scTjeiy, K.O., k.t., r. ; Earl of H.‘uidington, 
K.T., c. ; Earl of Home, K.T., e. 

Lieutenants, Earl of Elgin and Kincardine, 
K.G., f, ; Lord Balfour of Burleigh, K.T. ; 
Lord Polwarth ; Earl of Aberdeen, K.T., <*. 
Ensigns, Marquess of Tweeddale, k.t. ; Kt. Hon. 
Sir .T, H. A. Macdonald, K.c.B., c. ; Earl of 
Dalkeith ; Duke of Aberoorn, K.G., c. 


PovAL Company of Ap.CHErvfi~-(i676 & 1703’). ; 

; Brigadiers, .T, T. Phitdiison ; l^rarquess of | 
I Breadalbane, k.cl, c . ; Lord Saltouii, f.c. ; Lord ’ 
; Elphinstone ; Sir S. M. lockliart , HI:, , M. v. 0. , r. ; ! 
j Earl of Miuto, r. ; Earl of Stairfi.e. ; I 

Duke of Eiclimond at id Gordon , K;a. , c, ; E , Th ' 
Gordon-Gilmour, c.B., e . ; Hon. H. H. Pal- 


rymple, l.c. : Earl of Mar and Kidlie, c . ; Sir 
E. Dundas, Bt., Lo. 

Adjutant, E. G. Gordoti-Gilmour, c.B., c. 
Surgeon, W. A. Jamieson, m.d. 
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O.M,, G.O.M.G.j Col.-iii-Oliief Boyal 


i FIELD-MARSHALS. 

K'uht ♦'larnct «To?iei»h, Tiscount Woiseley, K.P., G.e.B., 

r^rVAlriinu. Frederutk Eavl Eoberts, K.G.. K.E, G.C.3., O.M., G.c.S.l., G.C.t.E., Colonel- 

ruasiuaudaia Ib'jyjd Artiilery, €ol. Irish auards. 

HJL Wiiirt^n 11., German Emperor, King of Prussia, K.G., G.C.V.O., Col.*iii-Cliief ist (Royal) 

I>ni^;r.o!is. 

■ H 11. IL iHikfi of r«> 55 naxjgh£ and Strathearn, K.a., 6th Dragoons, Grenadier Guards, Highland L.I., 

’ Fusiliers, liille Brig., Ainiyiservice Corps, l.B.C. 

I't?', Sir Kcnry Evtdyn Wood, G.c.B., O.C.M.G., Col. Royal Horse Guards. • 

lAs'jHir CtT-rge Stuart White, G.O.B., O.M., G.c.s.l.,(;.c.M.G., G.O.I.E., G.G.V.o.,Col. Gordon Highlanders. 
HJ.M. VriNiem Josj'ph L, Emperor of A iistria and King of Muwjary, E.O., Col.-in-Chief ist 
(King’s) Dragoon Guards. 

Kt. Hon. Francis Wallace, Lord Grenfell, G.C.B., G.c.M.G., Col. xst Life Guards, Colonel Commandant 
King's RoyalU hie Corps. 

«iir Charles Henry Br<ovnlow, G.C.B., Indian Army, Col. aoth Duke of Cambridge’s Own Infantry 
(Brownlow’s Pimjidns). 

Hos'ntio Hahcit, Visivaint Kiteheuer of Khartoum, G.C.B., 0,M., G.C.S.L, Q.C.M.G., O.T.E., Colonel 
Connnund'int llinal Lugineers. 

GENERALS.— Actite List. 

EchUsivlg - HuUkia, IL R. ff. [Spain, HJL King Alfonso XIIL | Hamilton, Sir Ian Standisli 

" ■ ‘ — - * - CoI.-iii*Cbief idthl Monteith,K.c.B., Col. Cameron 

Lancers. I Highlanders. 

Hunter, Sir Archib.ald, K.c.B. I Hildyard, Sir Hem^Lohn Thero- 
Lyttelton, Rt. Hon. Sir Kevillej ton, K.O.B., Col. H.L.I. 


Christian of, K.Q.,i 


; Primer 
A.h.d. 

Cumln'rhind and Temddale, 
IIJIJI. Duke of, K.a, 

Wales. H.R.H. Prince of, K.8., 
Royal Fmllieiv., Royal Welsh 
Fusiliers, Royal Harinas, 
King's Ku>nl Ride Corps, and 
Cameron Highiandors, A.D.C. 


Gerald, o.c.B. 

Gaselee, Sir Alfred, G.c.B., 
Indian Army. 

Fagan, Christoplier Sullivan 
Feltrim, H.vi.L.r. 


HC, Creagh, Sir O’Moore, G.C.B, , 
Indian Amy. 

Campbell, William, O.B., r.M.a. 
Wright, Sir William Purvis, 
K.C.B., IVM.LI. 


, ruresticrAVnlker, hir Fredcudek iNidioIsoii, Sir Williain Gustavus, Barrow, Sir Edmund George, 
; W. K., n.c.n.G., Col. K.O. j g.c.b., r.f. i G.c.B., Indian Army, 

1 SetjttDiniordcrers. iFrcmeh, Sir .Tohn Denton Pitsk-: Burnett, Sir Charles John, K.C.B. 

Metiun-u, Lord, Cnl. Soots i stone, o.c.b., Col. xpth Hus- Ruiidle, Sir H. M. Leslie, K.c.B.. 
j Guards. > sars. i Col.-Comdt. R.A. 


LIEUTENANT-GEN ERA LS.-Aotive 
; CrosUie, Adolphus Brett , n.M,l..L[ wood, K.C.B., Col. Slierwood 


>T, f.emh. Sir Edward P. 

!' K.C.B., KJI, 

, Hougifts, Sir <.diarle.s Whitting- 
j ham Horsley. 

GUphanl, Sir Laurence James, 

! . K.b.v,o., 

' M'odeiiuusi'*, Sir .loscelya Hene- 
age, K.c.B., K. i, 

Wjrme, v^ir Arthur Sineleton, iRaden-Ptovell, Sir Ilf>hert S. S., 
j K,C.B. 

Dun, Sir Ke.mchamp, K.C.B., , Mackinnon, Sir Wm. Henry, 
: lndjn?j Arsny. J K.c.B. 

Smi h-Doirien, sir Htiraoe Li»ek-1 Denirig, Sir Lewis, K.C.B., I. A. 


Fore.sters. 

Grant, Sir Henry Fane, G.o.V.o. 
Paget, Sir Artluir Henry, K.c.B. 
Elliot, Col. Sir Edward LoeUe, 
K.C.B., ladiiin Army. 
Sehoniberg, ,1 1. St. G . ,C, B. , K. .M. L. I. 
Kitciifuer, .Fre<leriokTV:iltei\c. b. 
j Hamilton, sir Bruce M., k.c. b. 


Llst. 

Des Ymix, Charles H., C.B., i.A. 
Settle, Sir Henry H., k.c.b., r.k. 
Wingate, Sir Francis it., K.C.B., 
B.A. 

Leefe, John Eeckwith, h.m.a. 
Willeocks, Sir James, k.c.h,G. 
iPlumer, Sir Herbert 0. 0., k.c.b. 
IKlC, Hart, Sir Reg. C., k.c.b., k.k 
N ixon, .lohn Eccles, c.n., i..\. 
Murray, Sir J. ’IVolfe, k.c.b., n.A, 
Pansons, Lawrence \V., c.b., k.a. 
Alartin, Alfred Robert, c.b,,j.a. 
lAOIes, Sir Herbert S. G., k.c.b. 
iStopford, Hon. Sir F. W.,k.c.m.g. 


iJough, Hugh Sutlej, C.B. 

Grcagh, Arthur G., Cfi., R.A. 
Huidwin, Frederii^k. ti.3f.Lr. 
St‘Mi,t, .Sir Chavh.A Henry, K.C.B., 
H.A. 

Kirehholfer, Robeit B,, R.M.L.I. 
Dow ding, T« oviihy W ard,l{.H.l.l. 
Aluntgoiuery, Roticrt C.V.o,, 

R.A. 

CttRhi, Roger Pine, H.3ri.L.X. 
BeuHoii, Frederh'k Wiliirim, C.B., 
Col »nt jMmarn. 

Sc»>litdL Henry Jenner, C.A'.o., 
Col, 5 th 'Lancers, 

Di Brath, Erm'st, c.b,, i.a, 
Grierson, 3 . Monerietf, c.r,o., 
Kk, 

Awld, Robert, c.B. 


MAJOR-GENERALS. -Active List. 

Franklyn, AVni. Edmund, C.B., Ba^dy, Alfred W. L., c.b., t. a. 

(Vd. Fork Regt. !PIow<leri, Fraiicis Hugh. c.b. 

Haig, Sir Imuglas, k.c. v.o. , .Stephenson, Tiieodore E , c.b, 
Pearson, Alfred A., c.b., i.A. TiKim, Arundel James, ii.A. 
Lake Sir Pircy Henry Noel, .Trotter James Keith, c.b., K.A. 

K.c.M.G. 'Adrdr, Sir William T., k.c.b. 

Dalton, Jame.a Cecil 11. y I n..M.L.L 

Haw'kes, Henry M. P., c. fj., t.a, .Browne, Geor.ge F., c.B. 
Maiistkdd, Herbf-rt, c.b., i.a. iRullock, George AJ., C.B. 

AVoori, John Blasall, c.b., i.a. I Ewart, John S., c.b, 

Dorwwd, Sir Arthur Jt. R, k.c.b., Selater, iLairy C,, c.b., r.a. 
r , , r. , i dr<mdwo<KL Robert G., c.b., Col 

Dickson, Edward Thompson. " “ 

Beatson, Sir Stuart B,, K.c.s.f., 

LA.- ■ 


xath Lancers. 

P.iinbury, Herbert H., c.B., A.s.c. 
Barker, George, c.b., k.e. 


PoUtKjk, Johi Archibald Henry, LMaxwell, Sir Jolm <>’ k.c.b. 

jBeifield, Herbert E., c.b., Col 
Adams, Roliert B. , c. B. , l. a. i W. Riding Eegt. 
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Million, Bryim 'J'., o.B. 

Pto rotf., 'J’lionia?:, R.A. 
/iMeri^on, 'ftiwin A. 11. j u.b. 

C.B. 

AVin. Im (ooL C.B., r.A. 
Soiflloii, Ivuliei't L, r.B., I. A. 
Kit;Totr;,r':rAi-tiiUj‘ A.,K.€'.B., I, A. 
jlenry, St. Geovj^’e G,, o.B. 
LLiimilton, Eilwurd <». F., C.B. 
C’ofinnjrlon, AJfreil E., C.Y.o. 
lllomfk-i<i, (.'narlt‘3 J., o.b. 
•Lawson, Henry M., O.B., R.E. 
Aletcalfe, Cbav'CS T. E., C.B. 
Pilcher, Thomas I?., C.B. 

Heath, Cliark.s L., o.v.o., a.S.C. 
Grover, Alakoim if. S., o.b., I. a. 
Watkis, Henry B. B., o.b.. i.a. 
RochforL, Alexander X. ,o.b. , 11 . a. 
Ivitson, Gerald 1 .'., O.V.o. 

Park, Oeel! W., c.B. 
Bi'adshaw.LaureneeJ.E. ,0,B. ,T. A. 
Campbell, William P., C.B. 
Payne, Bicliard L., C.B. 

Poweii, Charles IL, o.b., i.a, 
Hasliii,',:*. Edward s.,o.b,, i.a. 
Fubken, Chas. <1. M,, c.B., I.A. 


iJeffreys, Hy. B., c.B., b.a. 
sSwaHii, J. C3irist®pher, c.u., I.A. 
.Bethune, Edward C., d v.o., Col, 
4 th B. Gds, 

'Baw.son, Yescy J,, C.T.O. 

! Forster, John B. 

iBmvies, Frederick A., c.B.* R.A. 

Phayre, Arthur, c.B., t.a. 

, Macdonald, Sir Jas.S.L,,K.C.T.T3. , 
11 uok, K ichard M. , B. B. [R. E. 

! AV oollcomhe, Chas. L., c.B. 

‘ honiax, Samuel H. 
cruiloch, John W. G., C.B., LA. 
rKcnyon-Slaney, AVaiter 11 ., c.b. 
i Alaekenzie Kennedy, E.C. W.5I.A. 
'Xicholls, William 0., li.M.A, 
L^nderson, Chas* A., c.B., R.A. 

, Fergnsson, Sir Charles, Bt.,Ar. v'.o. 
l Eadfield, Charles A., A.S.C. 
jCrntchiey, Ghas,, M.y.o. 
Pulteney, William P., C.B. 

! Bamiatine-Aliason, R1chard,c.B., 
IFiwer, Hamilton, LA. (i:.a. 
r<£“, Aylmer, Fenton .f., c.B., B.i:. 
: Ivobb, Frederick S., c.n. 

Byng, Hon. Julian H. G.. C.B. 


Clayton, FretlcrickT., o.b,, a.L’.c. 
iJfirkcr, .luhn s. S-, c.B,. B.A, 
Itawlirison, Sir llenry S.. Ft., 

C.V.O. 

Hamilton, Hubert L W., r.v.o. 
Keir, .1. Lindesay, c.B.j ila. 
Eagles, liy. CecDj il.w.lll 
Drummond, Francis Ih Ih, C.B., 
I.A. 

Maxwell, Edhald C., c.b,, r.e. 
Bartel*, C. St. Leger,-, o.v.o. . 
Hemiiker-AIajo'r,' Hoiii Arthur 
H., C.B. 

.Allenby, Edmund S, tl., r.B. 
Thonieyeroit, Alex-aiuier W.-j c. n. 

Local a it >1 terojurrafif Ili’cnk, 

Uahnn, IL II., c.B. (Jpiy.-Gein (.</ 
I Ot'd., India). 

; Srn C. P., K.C.u. (Ifc.v/er- 
(jonend of the Ordiumid'). 
Peiifon, 0 . v.O, (M Art., 

: Jfamt). 

Uottth I \ , C. B. (CL 0. C. JfM 
[ JJiv'ii. T(*ri\ Porce). 


BRIGADIER-GENERALS. 


Marshall, J. W.A.,Q.B.(J(miaieai).] Simpson, 0. II. (Aldershot), ]Poett, J. II., c,B. (Raimi Pbidi). 
Lmidon, F. IF. B., C.B. (Armir lUeivitt, IF. E,, C.M.a. (Head- '. Famkmve, U. i)., c.B, (Cdvulra 
Service Corps). i quarters). i Brigade, C(Qiterhury)i 

Waters, IF. M, IL, C.V.O. (Forth] Fry, IF., c.B. (PreMon). .Dachson, K. S., c.B. (Fyzabad.) 

China). [Gorringe, G. F., c.M.O. (Lieh- Curtels, F. A. (Western Coast 

^ Herbert^ L,, C.Y.O. (Betgauni). j field). Defences). 

; Mitts, G. A., C.B. (Belfast). \ Burton, B., C.B. (Ald&rshot). iBattensby, T. P. (f/eadquarters), 

' Mitford, B. i?., c.B.(Portsmouth ). ; Beu'ivke-CoqAey, B. C. A. B., C.B. \Campbell, F., I>.S.0. (SebnmierU’ 

\ Rimingtoii.M. F.,c.li,(Bolarum) \ (Cork). dda). 

; Maehean, F., o.b., a.B.C. (Perth). St(ifi'ord,W.F. II.,C.B.(Salishury). | Wilson, II. II., c.B. (Blaff ColUgh). 

\ Kelly, F. 11, (Ahmednagdr). IGrahnm, E. R. C., c.B. (Devon- ICttpper, T,, n.s.o. (ind'imi Smif 
\ Wright, A. J. A., O.B. (York). ! f/ort). j Colled). 

i Baldoeb, T. S.. c.B. (Alder, shot), ilnglejield, F. .St, C.B. (Dover). lllkhnan., II, P. (India). 

I Young, J. C‘. (Rmval Pindi). [Coilehn, Sir R. H. IF., lU., c.B. \IIeath, F. C. (lleadqnarters). 

\ Cutvaiis, J, S., xi.y.o. (I}ar-\ (Transvaal). \YounnihushaniLG.J.,C.B.iFi/za- 


Wingfield Stratford, C. V. (Irish j had). 

Comrnand). i Ftr, Marling, P. S., O.b. (PoG > 

Fnend, L. B., c.B. (Edinburgh). \ cltefstyootn). . 

C. H. (A>mey}.i). 'YWi'PMpps Hornby, E. J. 
Rainsford llmmey, B\ (Head*! (Wonlivleh). 


jeeling). 

I Carter, F. C,, C.B. (Fenmy). 

• Snou', T. D'O., C.B. (Eastern 
! Command). 

i Waldron, F., o.b. (Feu'ryri.dge). 

( 'a nijibell, J. IL, C.V.O. (Wdrley).\ quarters). ' AliggeLl.Ef, c.B. (UePdqvarte} s). 

Ilammersley, F., C.B. (Bordoii]Archdale, II. J., c.B. {Lichfield). < Peyton, W. E.,l), S.o. (Meerut). 

Lindsay, IF. F. L., h.s.O.fBul- A.ston, G, KL, C.B. (.y. Afrimfi ! 
.ford), ''.Ri'veit-VarnaeyE. II. (kasmdi). i 

Thomas, Sir G. F., Bt., c.B. ' 

(Bulford). 

Wilkiiwan, P. T. ( IF. Africa F. F. ). 
llaitt, II. A., C.B. (Warwicic), 

DawMns, 11. S, (Headquarters, 

India). 

Ramsay, J. (?;, C.B. (Bangalore). 

Egerton, G. G. A., C.B. (ftalta). 

Allen, A. J. W., C.B, (Ccyltm). . 

Drummond, L.G.,C.B.(Thhvorth). i (Aldershot Caru?rv 
Montagn-Stuart XVortky, Hon. \Bowles, F. G, (Emterh "Emm 
E. ,7., c.B. (Skcrncli fa Camp). \ ntand). 

. Macready, C. F. X., C.B. (Black-' Seott-Monerief, G.K., c.B, (Alder- ' EUkon, G. F., o.b, (Heim'- 
f dmim). i shot). i quarters). ' ! 

• Robertson, W.R., C.B. (Aldershot). '^ Fratt, J. (Madras). llendersoh, D., c.B. (Heud- ' 

‘ May,E, S., C.B. (Headquarters, Amgelo, F. Wk P. (Xoivsltera). '\ quarters). I 

I Ireland). Ke'mball, G. F., C.B. (Head- Haldane, J. A. L., c.B. (Niistern \ 

I Wilson, A., q.B. (Bel/asi). i quarters). | Command). | 

I Towmhend, C. F. F.,c.b. (Bloern-] Wallace, A., C.B. (Juhbulpore), ■ Famhawe, E. A. (Mallon), j 

I fo7iteui). [Bell, J, A. (Belgaum). \ Bit nhury, W. E. (India). | 
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Cavtq}). 

Hall, L. M. M., C.B. (Wellington, 
India). 

I Branker, J, M. S, (Poona). 

! jiiprray, A. J., c.Y.o. (Head- 
quarters), 

Kelham, IL IL, O.B. (Hamilton). 
I LiiuUey, Hon. J. E. (Cavalry 
i Brigade, Curra<gh). 

1 MaehenXe, C. c.B. (Aldershot). 

, A it ham, E. A., C.B. (York). 

1 Mvllaig, li., O.B. (Headquarters. 
! India). 

: Munro, C. C,, o.b. (Dublin). 


Hogge, A. Jb\, C.B. (Fm'ozcpore )> ! 
IngiefieM, XL IL, P.s.o. (S. Irish i 
Uoa.st Defenee.s). j 

Hatin'f, R. C. IL (Southern Com- \ 
mmul). { 

Birdwood, IF. ih, c.i.E, (Kihat). i 
Bo7uI, F. G,i c.B. (India). ! 

Cooksbn, G. A. (Bangalore). ^ 
Kavanagh, C. T. ftvM,., c.’S'.o., i 



flm ■ Amy Lkt— CamJry. 


ifainUnj (lIousEHOiiD, £(>0,^00 ; Lise, ;^ 4 i 9 ,ooo). 


n li ' in p.‘ii* 03 itUcs £’‘5 Lcfs'r to tiie list of /u'lny Agents at j»age 223.] 


I ni'i: (‘rVAuiK 

J. ' 


lAXCSIlS. 


(i)i pTH I>. GX'ARDS (Carabiniers). Q (dueen’s Royal) 

it) mofmtimtein. Fotehitfdroom: (x) 

I tW . Sir John iVyer. K.c.B., 'C'o?., Sir Honry A, Bushman, 

' •’ i K.O.B., 

\Lt.-0:>lf lord 1>. .T. C. Compton. 


iho King’. ^ -r ar„-- 

hord t-i-renfell I U,,CqL, K. M. bmyt/h, lAt. 

lion. C. 13 . Btnyhmin|Ad/.,W. E.Wat.-'oa,lxs.o.,mi)t 

?p'k 7'^” 0'^'> ^y-> 

.Vl'l t ^ , 1 . X.. ^ ?;h‘TT.P.Ewflrt.fLO.r.O..W..f. 


AfJJL, 


Ji/ih, H-yi. \ . A. AIom-Kton. ; ,^14. Kim.: 


ni'SSAKS. 


(I) 


Aniu(l-ll, IL -'r- iC^d.Ja-u’dilalph Drury Kerr, C.B., 

OK’D UrE Gl \|{DS. (xi 1 (liOTALi DRAGOOXS. , 

4L IJtnU Pitrl\ il Mutim, ./lA-CW., .T. A Jiuahan, Ij.^.o. 

(Mdn'Ch,, the Kiivi. ' CvI.-in-Chkf, H.AI. William IT., -‘idjf,, AV. L. Palmer, U. 

CW Earlut lmn,lo.;al K K.c,Vo.,| aerm.^ap King «£ l>ru*ia,^ Albert'sOwn) nrs- 

IjAaI. Ear] ‘if loiiaford, tt.p.. r. ‘ G>?„ iV S. Tlusseh, C.M.O., 9 >Ly. ', i J- 

a. F. H. Feri;mson, ?.i*. ; 7 A.-oV.,H. Do B. De Lisle, c.b., e. A. L. LjUeltMi'AiuKa- 

{• P “■ '^' J.'ixt TLiJale-Bisooe. 

4 fif B r I O DBAGOOXS (Royal Scot.'? 'Adit,, J. A. H. Hailiday, capt. 

Ad)Uil.i . «... A. i.waoow, . J TUhhkfh, (iV 

ROTAL HORSE OIJA'HDS'-' ^ ^ 

{The Bluest Il^:Knt\s Pi(rk. (d 

Tile Kiiw. ; ...., 

07., Sir li.mry KvHyn AW.ud Co/., A. D. M’l Her. n.s.'o. 1 rf n t>..- « 

On. Ad}t„ AV. Long, iLS.a, capt. S* ^iwn. 

^ ! A d;f., 0. Truman, ca-|>(, 


A» V. H. Vaugiutu-L’i 


DCSSAI.:.^^. q HrsSAlls. .SmoideraM. 
o..t. I’ll ?Oei aid ; U . 1>. .Mann- •/ i I O 




(X) 


FilzOeiald ; M . D. .Mann- •> 

Thomson. Jl. ^/BlundolMrujlijislirad- Sir Baker Creed .Kussell, 

A>?d.. H.Oji, Buw.U‘({-A yse,r*V'L hlnndeo, m.ij, ^ ^ 

/ri i,P E-'V; 'E. . , ,, Lt.4':C A. H. Ai. Taylor, n.s.o. 

1 .. .DKA». ans A.ut.. \S. ].. l;AUefi-M n*.d.i-, >f. -j;^ .Marchaut, capt. 


iiFAEDH, Aiuhih-r. 


.h^sepii, EsDperoref Austriaanil 4 :. 

, ICint^'f-f }Dinriary,K.n../,m.(' 96 ). ' n" 

f'L?-, Wm. A\<sf y Brownlovv, « .B , 

/A.-Coh, F. Lee. 

'\J.dlL, A. D. Beil, enpi. 


M (King’s) Hl'SSAHS. 

Bangalore. (i) 
'e?., Sir Alo?:. «h-.>, Muntgruuery rw., Boyce A. Combe, c.b., 
Atooro, K.c.B. E. D, Biwn-Synge- 

I Hutoinnilbn, V^i c, 

I AdjL, J. D. F. AA’'oodhouse, mpt. 

/,•.!*! ft (The King’s) HLSSA.RS. 

, AMtm. (x) 

Col., Sir George LugIc, O.o.b., |/. 


MaAi., AV. j. S. Fev.{?nsaO!3. 

A 0 U D. 0. Brown, capt 

OXD D. GTATiDH (Queen's; *< (Kcyal Irish) LA \r‘EKS, 

^ Bay®;. ilenrv fermer Seohell n n ' I'Mr oeorge iaiGic, u.n 

<A^ .. Sii' Mm Henry v\monr. An.., tiemj oeunci seooeii, l.b., Hod'''‘3on. 

loiil. M . Kirk U.-Coh. C. F, AHlner, r».?:.o. S. H. Chamugton, capt. 

Ailli., it H. Fvaii'-, It, ' Adjt.i O. it. Chance, cYf/d. 16 (The dueen’s) LAK'CER.S, 


JVonoich. 


OLD D. <D‘AHDS (Brines of/"* (Imilskiiling) DRAGOONS. C 7 .. 0 i.C 7 ,ie/,JLAr.Alfon^?oXni 
WsKs’s). AhlcrdiOt, (ai U Mhow. {%) King of 'Spain, K.r;., a fos). 

. AL, ti-m. Sir Ke^uald A. A. Cd.HiMfcf, ILR.if. Duke of C'uL, ,iamcs Afelville Baiiingtoii, 


it) 


../falkA, ^:- ■ , r .Connaught., KdJ.,/.w. ■ ; (iB.,m.g. ■ ■ 

' Zf.*C7,,H, M. Gr»-nfel}. M.V.o,.^. i'ul,, Edward Artimr Gore, I.g. Lt.-CoL, U. De lap, Gough 

Ail/., A K. \\ . il irnmn, capt iJ.APl, F. B. Fryer. ' Ad/L, .M. Graham, It. 

' |TH D Gl ARDS :Eoy. IrKhX 


' JTH D Gi XKm :Eoy. IrKhX :~| ^ (Duke of Cambridge's Own) 

■Ar., Ba, 7 

: uACI: IC'ib Ik. f W' 1/.ASA’ K.-'t Siekalla. 

Ai/jL, K. M, Dorman. /(. 7 f rw .‘c r .. 'BLV., T. P. Afelviil, c-apL 


/A.-CwL» G. L. HohKwortli, i*. 

I^TH IT C. (PriKeess Ch&rlotte AdjE, C. H. Kankiu. u.s.u., euph , "I Q (Yictoria Mary, Princess of 
<*) Wales's^ (ij. ilO Wales’ Own) Hl'SSARS. 

, fhthhn. Q(King’sBoyalIriah}H{’SSAits Vvrraqh. (ii 

fWh, ■ Hon.' S 1 ^S,■■ ,l.’ .. w.-i, > ■■ 

thorrKi. K.r.n.. l.a. ' 

lA.-f'R ■' 


Lwkmw. 


(x) C(j 1,, Thoma.s Phillips, m.g. 


*rp. K.e.n. la. , rw., AVTlliam Alnsscnden, m.r/. 'U.-CulAW P. Af. PoHok-Aforris, 

H. {», H, kennard, c. F. Dears. T>..‘^.o., e. 

. M, U. Heud, mpt, lAdjE, E. AV. AIUhi, eapf. Ailjf,, E. ]i. Lyon, capt. 
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1 *1 ((iucen Alexenclra’a Owai 
i IJi Eoyal)Hl-SSAES. Alder-i 
\ ahot. (s)i 

i Oil. Sii‘ Juliu I>. f. Freiieh, !, 

I G.C.B.,//. I, 

\ lit. -Col, Bir P. W, Chetw'Ode, 1 
i Bfc.,l).S.O. ■ j 

f Adit,, C. P. -MoCiui’f, capt. | 
LiAHUBBARB. Cmraph. (T)] 

■ ,"^1/ Co^, Bii* ilogev Wiiiliiml- 
• lieiivy Riljnei’i Biii’t., i 

' A. Al. E. Jones. I 

; Adjt, A. C. Little, H. 

1 A 1 (Empress , . of India's) 1 
; ^ 1 lAKOEES. CmiierhunKix) j 
: C&I.AA’eclkA\V«i/Benso]n,<2.B.,JK.l?- 1 
I Lt.‘Col,'2. A.lCenim, Vit's i).s.o., i 
A.IXC., t!. j 

I Adjt., C, B. Horsley, U. I 


EEMOl'NL ESTABLIBIi- 
MEiNT.' 

Bireetot' of Tmnsmnis ami Re- 
moimts, 0. E, Hejith, C.v.o., 
m,p. ■ ■ 

Ai^st. Pii\ MciiWi(M8, E. J. 
Grauet, e. 

Insiirg. of L. I. Toll- 

ner, c.B., e . ; E. E, Wood, l.e. ; 
C. H. Bridge, c.B, jC. 

Dep. Asst, Xnsprs. of Rmuounts, 
H. P. BongUiS-Willaia, G.B.. e. ; 
IF. J. McLaughlin, B.ao., Lc . ; 
It. H. Bliott'Lockhai't, ni. ; 

P. C. Caiitrell-Hubbersty, 
It. ; H. K. Schofield) I'^'s 1 

. J. 11. Beech, C.3LG., Lc. 


CAVA LILY' SCHOOL, 
^lelhemcon, 

CUjmMmid(.tni, W. .H, Birkbock, 

(i.B., c. ' ^ 

Adjt. and Qr.Stn . , llOh. E. Brnc#, 
It, nth H'Ufisars. 


: XEISH HOIiS'E. 

{Spedml }k8&fve.) 

Korlh. - Imh . Jfowa, Ear! ol 
Shaftesbury, K.C\?.o,, o. 

South Irish Horsi, Marcjisess of 
Waterford, Iv.ix, c. 


TEOMAKET (in Great Bri 

Aprshirc-^Sijhn G. A. Bnir'(],T.IX 
Redfonlshire - Lord A,. F. Comp* 
ton, j>.s.o. 

BerkS’-Al. C. Eicavdo, T.n., e. 
Rucks'-’-JIon. H, L. /.% 

Chesh/ra --Lcnx} A. H. Gro.svenor, 
c. 

Detihi{}hs]drc~'L. E. S. Parry, 
IXS.O., c. 

l>crbpsh!yc-~i^\v i\ Walker. Bt., 
T.I)., r. 

{Ropal E. H. 

Balfour, D.y.<,)., c. 

(Royal Ab)— W, N.Hoarc',T.i>.,c*, 
.Efiwf— T. A. Colpox, T.i'. 
i-Vw— E. B. Odvjii, c.B., i\ 
I'ifcshif’e and Forfurs/dre—T. H. 
Erskiue, Y.l)., e. 

Clo,moraanshit''c~~C. L, Diihvjn- 
Vonables-lJewellyn. 
(Jko(ccstiirishire~~-lX.B. SaiKUMiiaii. 
lUf.'itifiAiirii—'Sit, Ihoi. J. E. B. 

Seeley, i>.s.o., e. 

Jlerto'—Esxvl of Essex, T.D., <*. 
Koit (Royal East)~Eon. Col, 
H.KJI. 1). of Coimauglit, K.a, 
f.m.\ E. Freweu, TAX 
• (ire.jt'O— F. B. W. Cornwallis, 
T.n., <\ 

Kina's Colonkds—Mon. Col, 
H.lt.H. Prince of Wales, k.g., 
y . ; H. H'ortescue. 
Lanarkshire—J. 1). Mitchell, j mi. 


Ltam)~Lfcf (]f Megwimts, with Xanies of Lk^aknant-Culoiids, 

\Lmiarkshire (Queen's Oti'n).^~\Noflinfjharfishu'e (S. Kotfs TIu^- 
i E. K. Stewart, c. ) Trotter, T.ix c. 

'Lmicashire 0. of LimtaMkrrl'i \ X6ttin<dinm.%w (Shon^^^ Ran^ 

I Oivn) — Cohnel4n-C'hk‘f Thei ^rtv,s‘)— IT. Denison, C.B., tAk.c, 

I King; J. Eiitherford, T.m, c. '0.rfo)ihldre--- Col-m’Ciikf, The 
Lapcs (Mimars) W. L. Pil- King; Sir E, Hemiuh-Hodge, 

I Kington, T.B., c. i Bt., T.P,, c. 

\ Leicestershire — M'. A. Peake, ■ Penihroke -X, Philipps, P.S.O., e. 
i B.s.o.j T.P., c. 'Scofilsh /io?x<e — Marfiuesr. of 

\LineolnsIm'e-~--JxiV(i Kesleveii, I’liilibardino, Sil.V.O., c, 

•London, City of-G. J. Scott, Shropshire — Kell yon, 

i 3XS.O. K.V.V,o.,aMX, 

I London, x.4. County of (Middk- So7ncr.^'d <yorih)---’G. A. Gibb.?, 
j F. A. Heygate-;Umbert, SooiersH iTfesr}'^ '\M Barrett, 
i T.ix, e. i T..D., e. 

\ London, znd Comitif of— I. 31. ' Siafordsiiirc-^A, H. Heath, t.p,, 

I Eogere, n.s.o. ■ i c. ■ 

London, %vd County (f— A. Siffolk-~Hon. Col, H.EAL tlul 
‘ Jai'vts, C’.M,G., T.p. Prince of 'Wales, W. E, 

Lofhiam and Border Horse— Greene. 

Lord Binning, c.B., e. :Sunyy--klop. Hy, Cnhitt, T.D., e. 

Lorat's , Scouts— A. C. Ikiiilic, ^Svsscp — E. If. Etiwson., c. 

; P.s.o. ; A. 3V. yicDonald, ixs.o. Wanncks'Mre—'R. J. Beech, T.TX 
] Montgomeryshire— R. ‘W. H. W. i Cmith&ylmul*** 

, j 3ViiliamsAYyun, p.s.0., T.ix, e. ' 3V. H. Parkin, 

, i Alrif oik— ColMn-CMef, The King ; j WHtsh ir& (ItOyal) -MaruitCHS Of 
I lion. Col, H.3I. King of Kor*[ Bath, T.ix, c, 

, j \vay,K,C«,; H. A. Barclay,o.y.o., ' irorcrxfrrij/n'/'e—Birir.F.Cirev.Bt. 

! T.P., A.B.C., <x ! Yorkshire (Hrs.)-G. \M E. Dttiv 

, \Xorthtim 2 M'iuhire — C, H. E. ’ cowhe, T.h., c. * 

, 1 Coote, 0 . j I’orM/fr# {Dn,N‘.)-fA IhO(i4f. 

\ Northimiheiiand’—^. X. Bedes, I'cWi-s/ef re, EVost ihVfrn;/ <f^X. B. 

. i p.&'.o.,<7. I Straecy-Ciitherow. 


IS-ogat ttegiment of ArttUng (d'o 160 , 500 ). 


. Calonel-in-Chief, The King. f 
j Master Gunner, St. Jmnes's] 
j Park, Earl Iloberts, Fill, K.G. , : 

, ^f.m.' 

Colonels • Can m an dark, Sir| 
! Cliarle.s Lawrence D’ Aguilar, 
i G.C.B., r.Ji.a-., g . ; Kapier 

Geo. Oainpbell,g.(tefoi1/‘n/ir«i)‘) ; 
LYancis William Eastings, 
C.B., g. ; Sir Eobert Blddulph, 
G.C.B., g . ; Sir Wm. Stirling- 
Hamilton, Bart. , c. B. , r.h. a. , g. 
(late Be7}gal); Earl Roberts, 
K.G,, /.m. (late Bengal)', 


3Yaltei’ D’Oyly Kerrieh, g. 
{late Madras)', Et. Hon. , Sir 
Henry Brackenbuiy, G.cxix, 
f/.; Sir Eobert John Hay, KiC.B.. 
t.g. \ Edward Christian Griffin, 

l. g. (late Bengal ) ; Hubert Le 
CoeCi, g.yaUBgmhayy, Eichard 
Oldfield, m.g . ; Edward Draper 
Elliott, Ar/x.g. (late Bengal ) ; 
Ei*ancis William Ward, c.b., 

m. gr. (late Bengal ) ; Sir Edward 
Francis Chapman, K-C-B., g . ; 
Sir Albert Henry Wilmot 
Williams, E. O.thO. , r.h. a . , m.g . ; 


Herbert .Mark Garrett Purvi*3, ’ 
m.g . ; Bm^es Lennox Fortier, ? 
l.g. ; Sir Edwin >.foj,‘khain, i 
K.C.B., Ig , ; Oliver Henry At- 
kins Ts'ichoUs, ni.|fx ; Sir Henry 
.Le Guay Geary, K.C.B., l.g . ; 
Alichael Henry Saward, m.g. 
(late Bengal); Sir John Fletcher 
Owen, K.'c.B,, g. ; iVrthur Har- 
ness, c.B., 7n.g. ; Stuart James 
Kicholson. U.B., m.g.; Sir^ 
John Frederick Maurice, ' 
K.C.B., m.g . ; John Booth 
Eicliardison, jn.f/. ; Sir Henry 
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liariow 


A. Laice, in. 

V. K. n. Biillml 


Lcsiit’ k.c.b., 

>ir 'j’i5ipi!i» Prt'ty- 

k.c.M.U,, w.f/.; ."is* 

'^ua1 K.f’.B.,.". 

I' rum •is '.rh(«nas Lbyd. 

: \\ buurjs M'«»ore! 

fl ntrii in:, -osn I 


fjOVAL ilOibi; AND liorAL; 
jir.Di) AfjTiLLi;i:v, j 


The Army Lid-~JRoyal ArtiUery, 


ant; A, L. P. 

Carrleu; W. 0. Hunter-Blair, 
f. ; K W. H. Du Boiilay; T. 

K. iAii'te; G. F. W. St. .lolin ; 
F. H. Cratnptoii : A. L. Aloles- 
wort’a ; \*A I. Brook-Smith ; 
J. AT. Burt ; D'A. B. Preston ; 
r. P. Marfel; G. S. Afeeres; 
.1. G. E. AV>'nne ; 0. E. English ; 

L. G, Watkins ; K- AV’. F'uller, 

; W. Ik AV. James ; C. C. 
Wiseman-CIarkc ; S. AI. llenny; 
^V. Avs T, Duiiau ; E. Bickford ; I 
A. H. <A Birch; A. J. Aiuilins: 
A. (.’ra'vvford ; P. de S. Burney ; I 
X. B. Iletteraan ; H. H. Jlich ; 
V. Cole ; J. J. AIncAIahoii : 
(‘. A. Al uspratt-AVilliams ; 
C. AV. Picl'iardsoii ;C, D. Scott : 
AI. AYalkor; H. del. Piiillips, 


v/.-C;'’'., Tf. (k Biirrowcs, »>;, 
t; A.' P. isnAftiv, C. : C. V.; 
h'o’uc, e, ; P. H, Ei;-| 

fhw r.h.u.', H. Chance, j 
: 0. B. X- itiuidle, c . ; s. AA”. j 
i.uue, ; .i. l\ r.aiiaiey, c. h 

roi<h\i’. ;C. D. Giiroi'iS, e ;! 

1V M. E. .Tohnston. D.*G.i 
<\ : P, J. R. Cramp*' 
t “^‘rn c. : AV. A*. Foster, e . ; A. i 
Mt/WM, p.MA, c.: E. M Per-i 
ccval, r. ; tf. S. KoiTiC. | 

r.ft.c,. i‘. ; F. D. V. Wini';, o. }i.\\ 

A. E.* A, Butnher, M.v.o., 

< . IL S. A'oi-es, c, ; <A D. i 

ivm^. c.. ; II. .A. Bethdi, e. ;i 
F. K. .lohn>.*n, n.s.o., c. 
j;. G. Slvany.i', c, ; K. PtjnocK',| 

It A. K. AT- intqomcTv, ■ 

, c. ' A, R Scott, leso,. ' A (77;e f'lKVfnut Ti'tiop), Alder’ 
(i. Jlcii.diav.-, e. ; S. E.G. ; id-uf, C. II, de llougemout, 
hawlcs.S c. ; 1'. I. S. Uoevc;i M.V.o., m. 

C.B (A/Jiih, e. ; Hon, D. AV. iB Ot/ih'Woov/.Tf.E.Stackdale,;a. 
Addini^fon. r, ; Ik A!, Kothven.^G Phrkich'urch., .A. T. Bntier, ///. 
|: /./no.; L, !!. Du-Jut; A. s. ;D At/f'h', ft l.cvita, 'f.V.o., on 
rn'dalO-Pivvc ; ii, V. i)rakc. 'E 7/‘cd.v. Ik Fit. 'Maurice, a/. 


ilOAAlX. FIELD AilTILI.EKAA 
ISO Bafcterie.s, 4 I>ep6t.s. 
Heatlquarters, Woolwich. 
Battkkiks. 

1 NeiopoHy Alon.^ AA'. J. lv. Het- 
tie, m. 

2 Kirkee, H. L. m, 

3 Hyderabad , A. F. Stockiey, 

w. 

4 Ferozepore, AV. A. Xlchol.s;../d, 

■lu. 

5 Jlikea, J. Ik AA'ilson, 'in. 

6 Glasgoir, H. iAI . Barnes, m. 

1 JluDui, AV. J. E. Ailen, rn. 

8 Kirkee, E. 0. Zvi.ass.y, 'in, 

9 liilsea. C. Cimlifte Owen, no 
19 Sccundcmbml, J. E. James, 

'in. 

11 Juhbulpore, Ik G. Duseley, 
P.S.O., 'Hi: 

12 ya^iimoadfAV. Evaua. ms.;/, 

! W 7 . ■ ■ 

K0A:AL rior.SE AlFriLLEEV. ^3 CanipbcMpore,'E. Ak LadiUn, 


zZ B;iUertes. De])ot, and 
.ftidinc: Establi.^hmont. 

Head* diart ers, TFee? wlcn . 
Battkkii>'. 


P. I? ^,CC, : !L \.'F n. j>. M hite-Tiiomp- 

AV. i son, icS.o., lit: 

Ah'<*,G Kcninlcriihad, L. Graham. 
r.h.n. \ W. 'H WfhiiU'ich. C. E. 1). Budwotth, 

; M.v.o..'nn 
1 1 A'eivhridge, K. Corafjo, m. 

■ s. ; J .Ipmiidi. '.N.- Birch. 

; A. K Trowbridge, M.VoiikG,€.mG., 

J.F. V m. 

I K i L Keivhriddf^, G. Hmiiplireys, 

.;i.- bn 

M.'M Afdernhiit, Ik AV. Breoks, «?. 
ii. Butiev ;iN PrnbuMa, J. G. Ilotton, m. 

K, R. H. J.'O Ih'ngobhr, C, A. Sykes, m. 
Miu'hc.m ; t, C. P Hcernf, ('. G. Head. ?i?. 

U'. Iheek.-,. Kl ANernhof, E. fk H. Cloete, m. 

Ik F. Askwlth, w, 

! S J. AUAt Alaxwell, w. 

GABPISON" T IHihaHii, AV. A'. J. 0, Ehve.s, 

w ■ L ■■ 

• XT Egypt, K. .L G. EJkington, m. 
« ■ I V .RmvalPiridiA^^ B. :K."Saudys. 
W iSmlkot. E.-'A.: Su;rI.th,.7tt>„ 

■ tf’ ; % ■Pretoriapy. RHyeiihill, w. 
FA’' PotHi-gfAroom,.' Hou-."' ■ F. Ik 
! Biiiglmmv w. ' 

! Z- Potehef^tromn,iy. ■ AAA Heath, 

I PMi 'i 

! AA Pofehefstroum, ■: H. House, 
uooianwwms, c.3i.ik,A ; J. . 

Ubalmondicu*. r. ; V. W. G. i'Widon, AV. A. Piolun.son, 
JottdU, f. ; M. *AL Morris ; G. i 
Oshun ; (k Ik Baker; AV. F. ! ™ , . , „ 

tVK'klrtini; H. c. G. X‘uyior;i^^^P''^ 

>. P. po) pmiup, c, : G. Tk Hidiuf? Estuhlislimetit, irncDwc/o 

♦ frnmrr. c. M.q. . G . „ B, . BryV Hom AV.,B. .Sduter-Bouth,j/k 


14 Jhn.nd, A. D. Kirhy, m. 

15 Atlibnu', 

16 Setepneh Mod,, E. P. Laiu- 
' . bert, w:. 

IT JJdmf, F.. C, Saudars, in. 

18 SiUiwhcra, AA'. G. JJ. Alauley, 

I 'in, 

19 Cawiipore. (L .T. Heiider.soii, 

; 'iit, 

.20 Li(ckiioii\ A. 'r. Anderson, m. 
21 Kewjsnrt, F. A. Tig-lie, in. 

.22 Pamncoflig, E. AAk Aiex- 
1 ander, 'in. 

23 (P'iisymr, G. Calvert, in. 

24 a a! forth Jmshington, 

in. 

'25 Necmncli, ( '. IL Ford, m. 

26 Seen ntierfthad, IL \A'. A., 

'' Cln i.st ie, m 

1 37 AeweuPae, AV. A. Alacbeau, 

i Tth 

!28 Fyzahad. F. P<.>tt,r, m. 

'29 edhir, H. .M. Du vson. ni. 

30 KavfU'hl, E. H. Willis, m. 

;3l KUkenny, AA'. C. Stavdey, m. 
32 Preaton, A. AI. .Ferreau, /n. 

3:i Priwtun, AA'. P. Saunders, in. 
134 Bid ford, F. B. Ik Broadrick, 

I rn. 

,35 Cloumd .... 

36 A'<o/’m,s7/c, H. B. Hill, in. 

;37 Bid ford, (k Al. R()S.s-J( ‘ 

j 7/7. 

38 Lahore, G. F. Atu<‘AIunu, 

1 l>..s,o. , in. 

39 Woolwich, H. N. Sk J. T' ’ 

t m. 

40 Cahir, J. Henry, m. 

,41 yewjfort, Mon., J. p 
I pi . ' _ ■ 

42 Corentrii, H, J. Broejc, in. 

'43 AhJernhof, IL Johnstone, 

'44 Kirkee, }']. AV. Spedding, 

45 dahie, C. If. AViisoii, in. 

46 Edinburgh, G. Buillie, in. 

47 Pnst.oii, H. D. (k Ward, 'ni. 
■48 Athhme,lS\. J. ALmCm’thy, 

49 Giapiow, H. ‘ ■ 

50 BallincolUg 
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51 JtJdhthnrijhALV. Ooalt;s,I).S.O. 

52 J(>bl»/lpon\ P. 'VMieiitley, m. 

53 2Avrpoi't, V. P. Kugge-Prlce, 

'If). 

64 J.‘Jciiih>(r<jh,l\. A.O. Welleskvy, 

55 I'l thunK X Cartwright, m. 
tG J:'.irf-‘r, F. E. L. Harlcer, m. 

57 H ji<h‘ rahad . A. -L. Waihcr, m. 
63 S'eemiicii, II. C. V. IJarriboii, 

53 Harririidth, C. ni. 

GO ycu'cftstb’. E, A. it. Peel, m. 

61 BnifonL E. ,1. Dutrus in. 

62 AV)?iV7k’m, II. M, J)iake, m. 

63 Jlhrnit, E. S. CK-ciVe, 

64 Mivrut, II. if. Titfhjr, 

85 BaJjard, <C ,T. 

66 J'frci, A. V»'. H< wothan. vi. 

67 lirnral Pindi. C. E. <h A'l ash- 

'J.?. 

63 "W. A. Short, 

63 lOiivctl Prndi, L. G. E. GordoB, 

.T>.S.O.. 'til. 

70 Bal'incoliiijfW.P. AIoBkhouse, 

111. 

71 AtMitiieJJ. C. C. Viiiacke, 5.’?. 

72 liul/tml, G. F. AVliitc, 

73 UfuriUn, 11. 'r. Alarsden, /.<?. 

71 Barra !'kpo!'e. S. S. Browne, vio 

75 Xoirdttra^ IJ. J. 'W. ii’an'eH- 

Paliiser, ni. 

76 Baiiitalore, T. St. A. B. L. 

Aevinson, w. 

77 Allahahad, if. C. Sl)eppard,7/'0 

78 Lahore, L. A. C, Gordon, 'hi. 
73 Binapiyre, E. W. Grove, b.s.o., 

m. 

80 Jichbulpore, W. Strong, m. 

81 Bang(Uo're,i\ W. D. Quinton, wi. 

82 Bellary, F. T. Old}i.am, m., 

83 Kaitiptee, S. W. Douglas, d. g. 0. , 

III. 

81 Belgaum, H. AL Tlioinas, rn. 

85 Bi. Tho'mas'y} Mount, 0. F. P. 
Ffirry, ui. 

86 Ahlerehof, Hardman, w. 

87 Alderrhitf, 3;\ L. Siiarp, m. 

80 Wooliridi, II, England, ni. 

83 Jullundvr, J. Hay, iu. 

90 Movltan, i. St. C. Atacniillan, 

m. 

91 Ppshau'ctr, E. P. England, m, 

92 Si'enuderabad, A. H, Bowring, 

ni. . 

93 Mkldelhurg, C. C. Pohertson, 

j 'Ul.t 

i 94 Pretoria, D. B. Stewart, ■in, 

I 95 Bh>euii'ortfedn ,'X .W Emery, nh 
I 98 7kk60/?/"nff'/a, B. Atkinson, 

97 Bloi'ni/ontein,F. C. Pottinger, 
111. 

08 Cidehester, E. AV. Pluimneiv»i, 

09 Colchester, it. E.A. LeAfottee, 

'in. ■ , . ' " 

100 ColcheMer, T. C, AA'. Alolony, 

! D.S.O., m. 

' 101 Woolwich, J. A. Tyler, m. 

102 Woolwich, A. AI. E. Alalioiik, 

‘hi, 

103 Woolwich, H. L. Tennant, ■3/?. 

104 ShejJidd, H. C. AA- illianis- 

AYynn, ‘in, 

105 Rheiiield, ^K R. Co.ates, m. 

106 Shcjiield, G. G. S. Carey, m. 


107 Sliomcb'Jfe, L. J. Hext, m. i 

108 Shorndiffe, H. G. Saiidilands, 

m, 

109 Skorndifey 

111. 

110 Farnhoroifgh,Ft. E. Aforris,3n, 

111 P'arnhorougk, C. E, Lawrie, 

I n.s.o., w. 

'112 Farnborovgh, \Y. B.Browell, 
w. 

113 Bulford, A. H. S. Goff, 3a. 

114 Bidford, T. AI. lAsboriie, 'in. 

115 Bui ford, Edw\ P. Smith, m. 

\ 116 Ah7d«re,C.Pre£Cott-Decie,3i3. 
[117 Kildare, G. H. Sanders, m. 

118 Kildare, A. B. Bayly, m, 

119 Farnhorough, W. Ai. AI. 

Thompson, c. 

120 Farnhorough, II. AL de F. 

Alontgomery, rn. 

121 L'amborotigh, J. U. Coates, 

7i}, 

122 Aldershot, G. T. Forestier- 

AA'alker, A.B.C., c. 

123 Aldershot, G. II. AAA Niehol- 

I son, 3ii. 

A24 Aldershot, C. F. Stevens. 7a. 
\m Bordoii, If.E.T. Hiidyaid,>/i. 
il£6 Bordou,C. Stirling, 3«. 

;187 Bordon, It. Geogliegan. 

;i28 Juntdalk, E. F. Delaforee, in. 
\ 129 Dtifulalk, L. T. Ashworth, m. 
130 Dundalk, H. Biddulph, rn. 
ilSl Farnham, G. H. A.AVhite,on 
'132 Farnham, E. W. M. Powell, 
i D.S.O.,'?)?. 

jl33 Bmuiham. R. F. Ellice, m. 

1 134 Bordon, H. E. AAllentin, ?)?. 
'135 Boi'don, C. H. Liveing. in. 

\ 136 Bord<i‘n,l\ A. G. Y. Elton, 3)?. 
1137 Bui ford, G. H. Geddes, m. 
138 But ford, G. B. Hinton, m. 

\ 139 BuJ/ard, G. Gillson, in. 

:i40 Kildare, R. 1). AVylde, rn. 

1 141 Kildare, G. A. Smyth, m. 
!148 Kildare, E. C. Cameron, ;)?. 

143 Newbridge, T. Bruce, ?)?. 

144 Carloie, L. AI. Phillpotts, 

D.S.O., 3)?> 

145 Ketvhi’idge, D, ArT)iithnot,3i?. 

146 Woolwich, C. Battiscoinhe,))?. 

147 Woolwich, E. F. Hall, 3??. 

148 Woohvkh, G, A. Cardcw, 7n. 

149 PJxeter, P. A. Skipwitli, w. 
160 Exeter, Edmund P.Smith, wn 

Depots. 

1 Woolwich, AY. H. Kay, 7n. 

2 'femplemore, P. AV, B. Hen- 

ning, m. 

3 Seaforth, H. IST. Packard, m. 

4 Fort Purbrook, AA'. H. Oirslow, 

m. 

ROYAL GARRISON 
ARTILLERY. 
Afouniabi Divulon, 

! 8 Batteries, 

i Batteries. 

; 1 Jvtogh, F. 11. Drake, m, 
i 2 AI. S, Eyre, 3)?, 

I 3 i2a?ra;p?:)i(:?./,F.H.S. Giles, jn 
1 6 Quetta, H. R, Cook, 7)i. 

1 6 Quetta, G. C. Doivellji.c. 


7 Banal .PIndi, K. A. Kay(‘, ?/?. i 

8 Ra^ml Pindi, F. W. ;S. .Stan- | 

ton, D.S.O. , /)?, I 

9 A7nbala, H. D. Grier, ?)?■. | 

Garrison Companies. | 
joo Companies. 4 Depot | 

I 1 Malta, A. T. Cuming, m. ; 

' 2 EgV'pt, R. C. Steveiijjon. nr i 
j 3 Bermuda, A. .T. Peile, /??. ! 

4 Gibraltar. H. B. Roberts. ?/?. 

I 5 Malta, T. E. Alarshall, iii. 
i 6 Gibraltar, A. C. Currie, m. \ 
i 7 Gibraltar. C. AV'. Clark, ni. 

8 Gibraltar, AV. Arthy, m. 
i 9 Gibralfa r,J\ D. Hamilton, )??. : 

10 Cork Uarboiir, H. AL Elliott, 

I 3/)> . ; 

ill Golden IJiU, R. P. Benson, m. . 
•12 Tyneniouth, C. F. Ihshop, ???. 

• 12 Guernsey, R. G. Alerriman, ■ 
i D.S.O.,,?)?. . . I 

14 Skoebnrinwss, C. 0. Sineatou, ' 

j 717. ■ 

15 Londonderry, F. S. Butcher, 

i 3)?.. 

16 Porihmov.Ui.yX. L. AL Afoorc, 

! ■ id. 

, 17 Alderney, H. de L.AValters,?/?. 

! IS Sheenwss, C. S. TJiy !».)]■, nr 
il9 Sheerness, ’,}.^'. Onuiston, in, 
20 Jersey. F. AL iJiividsou, m, 
i 21 Leith, T. B. AVoud. 3??. ’ 

’22 Blieerness, R. F. Brewster, '???. 
23 Fort Gb'a3?(7e,F.P.Hutchmsun, 


'24 WcoheieJi, AL H. Courtenay, ! 

I m. ' ■ ' j 

26 Fart Wallington, IL AV. AI. 1 
Parker, 3??. i 

28 ire?/???o?d./?, AA'. G. A. Kicliol- | 

' son, '???. j 

29 Portsmouth. H. L. AL Beynon, J 

I •???. 

iSO Weymoutlr AV. I). Aiidiol, m. j 
1 31 iroethehA, F. C. Poole, D..'5.o,, 

! 'in. • i 

'32 Portsniovfh, A. AI. Cavley. 

;33 Golden JiniAC .1. Kelsall, m. ■ 

1 34 Sa-iido?un, H. C.AV. Ete.son, ???. 

; 35 Fo7’t K('ls(/7i, >f. B. Mackintosh, 
j m. ■ . J', 

iS6 Ply'moiifh.C.'W, Jirownlow.in. 

1 37 Porhnwuth, If. E. J. Bi'ake, 

; C. 

j38 P'njmoath, L. B. iVany, in. 
i39 /V)/?/??n)f/), G. N. J()hrii'‘A(U.i. vJ?. - 
!40 Hoiyo’, C. E. F(.)rcstier-AV;i'lker, ! 

i 7)1 . *' 

;41 Piimunith. AA'. C, (Ainnc, ???, 

;42 yV)*hs?uo?'(//. F, Ai. 'rhvupp, )e. ' 

43 CVo7j '!//*, li, G. Brett. ?u. ! 

44 Pembroke Dock, AV. H. Holds- | 

I wonh-Hunt. 'id. | 

;46 Plymouth, A. J. Saltrun- | 

! AViiletr, 7n. 

:46 Dover, A. Ellens! law. m. | 
!47 Tipiemonth. H. AIoiTice, m. ! 
148 Wooludeh, W. L. AVaJTcu, m. 1 
!49 Cork, J. R. Ritchie, 'in. \ 

;S0 Sierra Leone, \V. E.AVaiies, ???. 1 
j51 Quetta, F. G. AlauiiBell, »?. j 
..'52 Aden, AY, P. Alexander, 7n. ; 

!54 Gibraltar, AA'. K. Jones, m. | 

i65 G3&?Y?Z^ff?-,E.AIcAJ.Scdd€>n,3??. j 


avhitakeb’s almanack, 1910. 



fA-’ Amu Lhl-Binril Aiiilkru. 


-E. U. 


a; i K, (i. (/Jf'M.V)”* 

jy..‘ ■ . ' I Durtuii« {SmuUrlunu) ■ 

y; x. K. e., 

K. u., I Ei?ns>)argIVfei Own {hiUh’ 

fd M i, \V I'. It, Fami5«\ <j>. I hv^i^h) - _ 


EoYAL M<‘rs]; Aktiilejiy. 

Ayrshire („<//<'} -K (I. Witlock, 

m. 

lit^rKsldre (Rni>h"nfiy~- tr. 


^4 !> »>. I’lJ’tj B. O^tlor \i^fie\{C/u!>n<‘‘/r.r>J)—y. Iiil'l-’r, 

n y I,’. K. Forfsr au‘J Khu-aivinc 

” “ ■ ; OIamol^gaushm) (Porf 2W6o 

{'ilamomart (SwauftM) - ^ ^ j. p, McGaul, m. 

Hainpsinve a.iKi IfiU" <.)f ''‘Viglil-ljivenvess-sliire (hirer rm^f) — ^ , 
(San(ioirf))-Ihm. Col., H.K. d. ; p. p. BailUo, M.Y.o., y.d., c. 
i»*jkeofUo?i!iaught, ; Leicestershire— W. B. DuPre, m. 

W. ,H. V. I>esi.>arii, capL . ; Kottii>ghaiiiisliiro--J. F.Lavcociv, 
Kent (Pcavrj— A. 11. Hfinr^on, ; p.sXK, l.r. 

ctipt, ASlm}T)shire (SJircuhsbuj"py~~li. A. 

Laiicashire, int (Prtrfo/i) ■- llx j^ewUl, m. 

Mayfiehl, m,. ^ ... ■' i>SomersetsMre (Tcmnlony—Q. B.' 


61 !*♦*' f'M'i . h. B. »a. 

m A. E. il I’trkin., ,n. 

i'\ T. B. Hnau, hi. 

f.5 Mnihf,' 

^ €r. A fi. Thorp, hh 

; 6 ? f\A'X!kryl^ti^i 1 lA.. 

63 U 'I rhi , It. a. 35. Lyle. «o 

69 , mL 

70 X. r. Fullca, at. 

71 P«v/if/,v*oA Vi. K. Bai'ily, 

12 Alot as?'.?, K. K. Kn.rpv, ai. 

\7$ Ptvco'pthv, 'J, ^1. Nobhoao 
, 7i Hmml /hhah*, it. P. Mole, 
i ^^orlh, ai. 

TS A‘kp. 

' 713 raao'/o\ H H Hainc-t. in. 
177 !i‘nip w. if 

f T 8 A h» *»tt. O'. 

1 79 Bx>Aui;i. A. «. Phnun. . 

( SO SitipapifiA, F, r. LmihuHi". 

, 81 (^ut 'C. ih B . Liheo ni, ,0 
82 ^P*'P‘.i:.r„Edl;aauiM' vn. 


Lanyashirc, ah<l {Sra/tr fh)~ 


St. Adlm Alildmay, rn. 
Warwickshire, ., { Wancicli )— Lord 
Brooke, At Y.o., i«. 

West Biding (ilot/{rrAa./r/)— Earl 
FitMilliam, B.S.O.y.'wr., , . 

IloYAL Field AkTiiAE,RY. ' 
Briijadeii. ■ '' 

ist East Anglian. (]S7}rwwh)~. 

■ If. -Cult tL A. Poock, iM.Y.o., 
■YD. 

XHitininihorliind (!J> r'X\'k - *-ii ■ aiici Ea.-t Anglian 


Linuiviek City (Loner Ad:) ~1L (i. 
I Warren. ■ 

L' ^iidoiiderry {hwfl.tudcrrh)—'). 

A. Aohnston, rapL 
AiifDl'I'Aer (P<o.';, fa nOi.ee) — B 
Browne, e. 

A'»n*ollv({A’ea!^ Yurhfi.’Ph) 
A-C/r/w. The Ki:,a; 


83 Mvtij Ktihf, L 11 Y. Kirk- 

■■ iMili'ick, WO' ^ ■■ 

S 4 SimomtoitA. «i. Tyackt*. no 
8 $ .Ailtd, ti, K. /c. 

86 Xmiyut;h L. C <3 a'dou, .e 

87 ihAiji Lle-o, If IL Adair, no 
81 ILo}*7 Km,/?, B, V, fr. Log;mo>o 
90 AooYY.fo'T. ’linitia-U, 


Ttv.iti) -LL-ty., 


LL‘CqI, J. 1>. White, T.i>. 

3 rd Ea.st Anglian (jBeade,;.*)— LL'- 
PernVn’oke {M Rford JJh ?*- a)— /.*. - C«d. , Bari of -Straabroke, c.ALO. , 

CoL. : T.J)., ,.A..D.C. 

hoK. B.P.fL 4 fh East Anglian (IJerf/yrd)— 
.iHilo! of Craituiuadit , : ,L/. -CoL, R. M. Foot. ■ 

B, A. .(leatlier. ni. j;.-t IJigliland {Abe rdee'i)) --- Lt.- 

h. E, of ^(.'otlavid {hanhor) - Cv/, IL ItUlne, Y.D., e, 

.iiid Highiaud (Di> infer) .. U.- 
BlCH/f‘]b SulDdlv (//),vf/vV/?) Ah P, ffa’d, j/o f n”., ,L Lindsay llcndcr.vni. 

93 P. W C.nui,u, no sn.-ex {fXpfhnurii*') - A. .L 3 rd HighhUid {(h\'€}irjck)~~~Lt,~ 


H 4s/m, IL B. \ iwiciit, Ilf. Marttni, I'ajd. 

9$ Ih rnnufi.W . U. ni. Tipperary {TanfileiinMr) - 


.1, B. Phiilipo 
Wfiterf- n’d ( If 'o U:rfuri 1) -- 


Lh 


B c..tuf he(,tlan(l ((Jld.'.gnii')- 


MiRfth A. <*. Norri., w. 
i 87 CajKt TodUi, il. E. Pi*nin 
f fliorne, in. 

^99 Mdtfft, W. \V, (jiiihn. ni. 

199 Mulfu, hi, 

101 Aftvrk, ir. ll Palmer, in. 

102 MnUd, F. AV. Bent. in. 

l$i \s, J. Napier, m. 

105 hXififlnhfii, (fi 

107 ViihHunfh, ,L S. Co'O'h, m. 

108 h'n 'I i'n .'fhififi , F, it lAdeh, K*ui!K*fi. 

SPECIAL .nE.sER\E f;,(LA, 


Lk.c/i'a ■ . . ... ■ . . , 

t I., I,. .Ia..k-..I1, ,«. U.- 

2 fhmmtf T. L 1 ? V I, ^ r'-J , 


CoL, (A ('■. Sc(.)tt, c*. 
ist Home Counties (i3nV//iio».)-- 1 
Lt.-CA., ‘W. E. Oeli* Woolley, i 
Y.D.,e. il 

and Home Counties (St. Laa'n-,1 
«jyIs>™-JA.-CoL, H. C.'AATlaon, e. .| 
3 rd, Home Counties {homr) 

B i.:k 1 ow (Wiekhm^ ~~ E. h\ Y. Lt-CciL, A, M. Bradley, T.I)., e. 

.Burton, eco)f. , 4 .th Home Coimties AVrit) 

Vort shire (Searbumndt) ~J. P. ~-L L ■€'<>?, , Hon. S. Heyclell- 1 

Fell, cf^p/. - Bo’viverie. , ■ ■ 

Tlu'.ve links vviil sbortlv in‘ .ijsCxstEast Lancashire (BkicMnirn)] 

‘ ‘ . ‘--Lt.-Cal., ■ ' , 

and ISast Lanc,a.shlre ' (Mmiehm- 'i 
Ao*)— .LL-0oi!.., J., Magnus, AM>., “j 
S'l'ii Ea.st ''Laueas'hire ''(BoUon)— i 
LL-Cof. , M. BoMnson, Y.i>.' f 
» - - 4 ih Habl Lancashiie* ((AiE/'bWct— ' 

: S PlfiitfijitCi, If. C, St. it. Aftdes- Lt.AAd, f). Alain, y.d,, <*. ' , 

j ‘ worth, ir. TERKITOEl.Vf; FORCE Jt.A. We.^fc Laneashirc (Llrerimun ■ 

.iUrenf Farmca?//, It. ,L AIid'- ao^oUKABLK Alil'ILLEUY Co.M- U. Kyfnn-Taylor, 

ymiiihi, Di. , PANY. " ■ ' ' ■ ' 1 

' ‘^P&i.U. 11INEU\E It.E.A. (Tht AnnwryLoiKC. Kiiiil.»r.v, iAcS jllSiWe 

i Card i{?an<df/fv, yrt-r <7/0 fJ.-CoL, E.C.) T.T>., e.'’ •-•■•s, 

O, .s. doneL r, fUpt.-fJvth'ml d' Cof,, The King, snl iVest Lancashire (Lireriiovl) <. 

Carmarthen (Carnwrt/noj) - H. .LL-CeL Coihdg,, Eari of Deii- — Lf.-CoL. ,1. P. Beynolds. ' / 
i high md Desmond, c.v.o., r. 4 ih M'e.st Lanca.sliiro (IJmpiM ) : 
Uans (hmm)--LL’Co(., 1 A *’ Battei^ (x^t. City of London —U.^Col, A. Aielly, Y.D., r. i 

and Devon Miners! Horse Art.)— E. A. Oonncll, w?. x.st London (TAi-rMcunl—LL-CoL. I 
iBid.fMu.th) H. Malioek, j“B"Battery(!»nd City of London j J. Stollery, v.D,, c. i 

Horse Art,) — A. C. Lowe,* and London (ifooliamA)-Lf,- ! 
Devon • D.s.O., m. i CoL, YC. Xieholls VD. c 

Ikmegal (L«tfrt'to,v)-W. B. iH.A.0.1nfaiitry-r,-F. Farrington, lard London {City Moad)^Lt.-\ 
' — - ' • i ' Btm, - ) _CbL;C. j.' H iggins. V.D.;e. ' 
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The Armij LiM--ATtiUery^ Enruneers. 


:.?3s 


Atli I/mdoii (LetiyMmny-'LU A West S-iding {Leeds)— Lt A 

C(L, F. Gilfflth, T,!)., «. €&l, 0 . Coghl^, O.B., T.i)., e. 

r.th London (Lmeef Kcrin'nifjtonlzna Vi est mdim {Mradford)— 
Lane) — Bon* Col, H.L.U. | Lf.-C'oLj E. H. Foster. 

Fl'ince of Wales, K.G., ^r. ;i 3rd West Riding 
lA'Col, S. W. Reid, a. ! Col, Sir C, Allen, YA\, c. 

6tlt London (Bfixmiy-LL-CoL^^ih West Riding {Otleyy~Lt.- 
S. Wishart, Y.T)., <?. I Co/., W. S. Dawson. 

7th London {Sh.er,herd'sBush)—h'o\> Welsh {B%immM&)~-Lt.-Col., 
Xi.-CV)/., C. E. CliarabGrs.V.i).,e. I A. S. Oai-dner, Y.i>., c. 

8th London {PlvnvnAad)— JjtAzi\d Welsh {€ardi£)—-Lt,-'CoL, 
Col, V. 0 . Thmxnas. J. Oaskell, Y.B., c. 

isfc Lowland {£(HnlmrfdO~~^d.'-\3Xd Welsh (Chester) — Lt.'CoL, 

\ Co/., J. L. Finlay, Y.T)o | F. .T. BonnaliG. 

and Lowland (Eilrnmmock)—lt.- \Ath Welsh (NeMjwrt, Mon,)—Lt.- 
f: Co/., % E. Stnart, T.B., c, j Col, W. C. Phillips, v.t>., c. 
j 3itl Lowland (©/asj/o'if;)— X/. -Co/.,! ist Wessex (S(ntthsea}~~Lt.-Col, 
i E. Seiwiee, Y.n.re. Sir W. T. Dupree, V.D., 0. 

1 4tli Lo^^d(lVsd(Jxl&sfn:nv)—Lt , t znd Wease.x (Byde, I, ir.)— Lf.- 
I W. Lamonb, V.i>. I Col, Cl Lyon. 

I tst Eorth Midland (Grimshy)—; 3rd VVessex (S2vmdon)-~Lf.-CoL 
‘ L/. -Co/., E. L. Orange, a’.l). ‘ 


i and North Midland (Stohe-u- 
Tre7it)—LtM., H. E. Bishop. 
3rd North Midland (Wolrer- 
hamplon) — Lt,-Col, C. 0 . 
. Leveson-Gower. 

! 4th North Midland (r>/’r/>?/)*-L/.>- 
i Col , H. A. Cliandos-Poie-G ell. 
i 1st Buutii.Miuland(hh';s/or)~-h/.- 
; Col, F.fC. Ord, c.n., Y.i>., r. 

' and South Midland (}royvW/<'r)- 
Lt.-Col, R. E. Lyon, Y.D. 


E. H. Bedford -Fim. 

4th Wessex {Bxeter)--Lt.-Col, 
G, R. FitzPv. Tall)Ot. 

Royal Gaemson Aktilleey. 
Moimtain. 

4th Highland (Tarbert)—IJ.- 
Co/., C. G. P. Campbell. 

Heavy. 

East Anglian (Stratford) — 
j Highland (S’/. A jn/rru’s)— 

3rd SouthMidland(/Nr/n./nf//<anO, Home Oonnties ((rra resend)— 
i —L/.-Cid., A. H. Halso. ; West and East Laneashiie(hGv'r- 

1 4th South JHidland iVove7itry)\ pool)— 1 

! -Lt.-Col, R. P. Robinson- xst and and London (LVt'rn.s'?;u>v/ 
Embury. | Parky- Lf .'Col, C. E. Cussal, 

I St Northuitdaian (AVU’C«.*<f/e-i y.p., e. 

j C7n - Tyne) — Lt.'^Col., Sir P. I Lowland (FM/oZ/nro//)— 

I Watts, K.c.ii., e., i 

! and Northumbrian (Fu/O—L/.-' North Midland (Stoke-on-Trent) 

! CoJ,C H. Milbnrn, Y.l)., 0. j — 

3rd Eo\thniahuan(SeahamIIar- South Midland (Emninyhoru ) — j 
hour) -Li.- Col, .Marquess of; ' 1 

Londonderry, K.G,, Y.D. ,A.T>. o. , e, i Northumbrian (Middlesbrough)' 
4th N orthumbrian(yS'o5!tC/. Sh ielde) \ — 
•--•Lf,-C<?/.,J.DruniinondjY.D.,e’ i We!?t Riding (York)— 


Vrelsli (Ba nmr)— 
We&sexfCoiham)— 

For defended Parts. 

Clyde (Port Glasgow)— 

Cornwall (Falmouth)— Id, -CoJ. 

0. Caldwell. i 

Devonshire (Devorrport) — Li.- \ 
Col, E. B. Jeune. ’ ! 

Dorsetshire F. G. I 

Lefioy. ' j 

Dnrhani (West Hartlepool and ! 
Sunderland)— C. W. P. Barker, i 
Y.D., C, ■ ,, i 

East Riding (Fi///)- | 

Essex and Suffolk (Ilarwieh)— ; 

A. C. Cliiirchman, tt.-eol. \ 
Forth (mmb%(rgh)-Lt.-Col, J. . 
' IdoNiel, Y.D., :i 

Glamorgan (Cardiff) — Lt.-Col., y 

Hampshire (Southampton)— Lt.- ; 

CoL, J. H. Harrison Hogge, c. { 
Lancashire and Che.slhre ( \ 

)— Lt.-Col, P. G. Ewan, I 
T.I>.,c. ■ . I 

Oiimey(jC‘/;iora//)~-Xf.-r()/.,T. S, i 
Peace, V.D., e. 

Pembroke (Pembroke Dock) — Li,- 
Col, R. V. L. Lloyd-Philipps. 
Noiilj Scottish (Brought y Ferry) 
-Lt.-Col. R. E. Adamson, e. 
Sussex and Kent(C 7 ia//ar 
Col, D. H. Bhnnc-.l ones. 
Tynemouth (North Shields)— Lt.- 
Col, T. E. dobling, v.p. 

ROYAL MALTA ARTILLERY. 

;^;z2,450. 

lion. Ccil, The Ring. 

Lieut. -Colo net, A. Matted, r. 

Adjt., V. C. Micailef, capt. 

BERMFDA AIILITJA 
ARTILLERY. 

Comrndt. and Adit., J. A. P. 
Robinson, capt. n.A. 


Col-in-CIdef, The King, 

Cols. Comm., Sir Frederick R.l 
Maunsell, k.c.e., g. (late 
Bengal) ; Sir Horace William 
Montagu, k.c.b., g. ; Sir 
.Tames Frankfort Manners i 
i Blwrne, k.c.b., g. ; Charles | 
j Aug. Goodfellow^ NUT, /.p. j 
! (hyfe. Bombay); M^'ni. Ferci-i 
’ val Tomkins, C.t.e., g. (late] 
Bengal); George Warren Wal-j 
ker,' f/. (late Madras); Charles] 
Strahan, Ig. [late Bengal); Sir] 
Gordon Douglas Pritchard, 
K.C.B., /..(/.; Sir James Bevan 
Edwards j' k.c.m.g., /.fp ; Sii*! 
Richard Harri.son, d.O.B., g. 
William James Stuart, m.g . ; 
Robert Nicholl Dawsou-Scott,' 
g. ; Sir Charles AYarren, 
a, c. M.a. ,<?. ; AlscoiintEitehener 
of Khartoum, 

Sir Harry North Dalrjun pie 
Prendergast, Vdt, p. 


fflorps of Rogal ©nginms (,^332,000). 


Lieut. •Colonels, C. VC. R. Sfc. John, 
(?., Belfast ; H. S. King, c., Co/-j 
Chester; W. Russell, e., New- 
castle-on-Tyne ; A. E. Sand- 
bach, D.s.o., c., Aldershot; J. 
Dallas, c., Simla ; A. M. Stuart, 
c., Liverpool; II. V. Bigg.s, 
D.S.O., c., Mhoiv ; E. M. Burton, 
e., Pretoria; F. B. Oldfield, c., 
Mhow; A. Grant, e.. Mkow ; 
W. M. Hodder, c,, Plymouth; 
H. Huleatt, c., Bloemfontein; 
R. fS. Maclagan, c,, Arnhala; 
M. A. Boyd, c., Shoehuryness ; 
A. H. Cowie, c., Aldershot; 
0 . ]M. R. Thackwell, c., Poona; 
J. E. Capper, C.B., c.. Aider- 
shot ; C. E. Baddeley, e., 
Poona; P. E. Dixon, c., Quetta; 
C. Hill, 0., Cork; R, D. Petrie, 
6'., Gurragh; FB., G. C. Swayne, 
c., Mhow; J. E. Edmonds, e., 
WarOMce ; F. Gla3mUe,B.Si.o., 
c., Bareilly; W. M. Ellis, c., 


(0 ; 


Be^wada ; A. H. Van StrauTiei - 
zee, €,, Port^ea ; W. J, D. ' 
Dundee, c., C.I.E., Pesliawar ; ' 
A. AV. Roper, e., Cairo ; H. A'. ; 
Dumbleton, c.. Hong Kong ; j 
E. H. Hemming, c., 2 falio ; ' 
E. AY. AValton, c.. Lahore; L. 1 
Jones, c., Ceylon; J, Fj. OTI. ' 
Hamilton, c., Cape Tmen ; ; 
S. L. Crastcr, c,, Lahore ; Ci. M. ! 
Heath, D.S.O., c,, Xiourkee ; 
AY. J. Bvthell, Miis.worie ; B. K. ' 
Ward, Chatham ; J. M.AAhd.-. ; 
Meerut ; AY. R, Stewart, r. , * 
Jamaica; G. S. AlcD. Elhot, 1 
Ryde ; C. Godby, Chatham ; . 
S. Davkison, Cairo; AY. G. li. j 
Cordne, Bombay ; H. A", Kent, , 
Singapore ; E, Dehra 1 

Dun;E. E. Morony, Sheerness; 1 
AY. B. Brown, Malta ; T. F. B. | 
Renny-Tailyour, c.. Calcutta ; j 
. 1 . I. Lang Hyde, C.isi.a., Fer- | 
moy ; AY. G. Lawrie, Pembroke | 
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fht Army Ud— Royal Bayiaper.^. 


i'l. .k; 

li 1 i.‘V. rtr.ar; ; I’m* 

' C 0»^vit‘ 

' ; f'. „'•> 

r, Tajiiir, Woohddt 

' |{ I . if, IViclilaiid, Mulfnm 

U ruri;s. s\ «.<*., f’M 
- h>r}h, V'’. F. Didt, Jhiiti^'^i 

w. R, M ■ ; 

H, F.njl!.‘«:.i-F;ut«r, ; 

J, Aah')vh’}f : A.Ii, 

itp} a-ilifl'?, OoH^'^uiiUiu! : 0 . F. 
*l..*Pery, Duidiii; H. B. B. 
W'l'aiiit, liey'iiiuibt ; O. H, 
I'^owk^^r Abi^fuktit S, i'.. 
J^inniut'm, Femzepjr*^ ; i\ IT. 
Uut\ iP^ftjab'n ' If. F. <?itrey, 

; 'f, F, t'i'Wj.*, O.MJc., 
\V,fr OPr. ; E. A, T. Tudor, 
}ii>hh'0*Ut''f ; U. yhioiiono'/u. 
H'ui' fu/^v; .1. F. iJivwin; 

; F. K. a, Skey, 
Vf;jh)n; J. B, Voimi?, ro 4 ;; 
. F. Buy lay, \V. Jfae- 

Aibtti, U i'ptiifrifh ; P. A.-.h- 
woit!i,.1/i/ ; W'.S.riijfranza, 
: K. A. K l;4ti!, Adoi : 
I S. B. P<Avel!, Jbm’he ; iL U. 
Hui'r’Htm, (Vikutf'i. 

AOjf, Tmtniii-i i?/i., fJiatham, 
C. \ Fhaiios, i'irpK 
JFF. /*./’/, A bier. ‘hit, 

U. J. e.tpt. 


4DUt— B«»n^ Kong (Fortro&sV 
4X?t-~ ShK4np<u’e (VoiTressj. 

, 4ai id - PoilKniout h ( Fortress). 

1 43rd— Tfanritius (Fortress). 

, 44th— Tarn uioa (Fortress). 

; 4sth— BiUraltar ^Fortress). 

- 47th— SiniOiist own (Fortre=;5). 
49th--Xorth <inoensfeiTy (Coast 


thl (jiKh't 'i'li mf Ctihfjjffu'tv. 

* <f.~ C 1 hr/i ! t a r ( Fort ress), 
Hgypt 

BoVfj' t Foit It sA. 
ritHjiort I Fortress). 

' ,-\!<ier.s]iof tFif'ld). 
M‘t\vajoitf |j ( Ftutivs,^). 
Mi.tmeHnetFit Id). 

BorUon (Uiiiwav). 
t'ok-ne'ater (Fitdi). 

H U'doM (RuihvH.vK 

- V'.dershot(Fii']ii). 

KUe.of!lui'U‘ld>. 

k* in f,y). 

- fiiHiliii tjtiirve.v i. 
UiBrijltarCFortre s). 

Ninth >10010 ‘0 o;td Inn), 
riuiiiitli (Flehh- 

- Fahaoiifli (portre.SN). 
>tnitha!i!{»t.iin ('>urr»*3). 
F'ynnnith ( Fortress i 
Ba'r-A js*h iFortre'.s). 

i. Ot F. (Forlreia). 

.Ui? 'i-sliot f Field). 

.Uuha \ Fot tress), 

Hojur Kong ( Fortre.ss). 
Bordon (liehl), 

■ Ben.uKia (Kortre.sn). 

* Mfiltu (Fortrei-i), 

* « ih.'ithani f Fortress). 

- Pl>m»uith (i\>rlres.s). 

' <V\h»n (FintreHA, 

iHfmiHar (Fortie^t,). 

Cork (Fortress). 

IslftinlstFortreM). 
■•PeiaUitike Bk. (Fortress).' 
'Hiem Leone (FortressX 
-Ocrfk (FkldK 

- SKeerneiw (ForireisX 


Bn.). 

53r(i— Longnioor Camp(Eaihvay), 
54! ?i— 'Bloemfontein (Field). 
55tli-— Pretoria (Field). : 

S6th--Buifor(i(FieId). I 

! S7th— Biilford (Field). 

59th— Ciirragh (Fieldi 
1 Depots- A, IK C, T), E, F, O, I, 

1 ami Al Companies, Cimthani ; 

, If Co., Army HeadHUarteiv. ' 
j . India. 

I T>'li <jraph Com pan 

,rat .Air Line Co.—Alder.shot. 
and Air Line To.— LlinerieU. 

, i.st Cable Co.— Aldershot, 
ami Cable Co.— Limoi’ick. 
i.«t Di\nL Co.— Alder-shot. 
and Diviil. Co. (Ladre)— -Alder- 
; shot. 

,3rd Divnl. Ct).— Bulford, 
'4th,Divnl. Co. (Cadre) —Col ohes- 
! ter. 

5th Divnl. Co.— l.imevielv, 

6th Divnl. Co. (Cadre y-Limeriek'. 
17th Divnl. Co,— S. Afnea. 

Ii‘-t Ddreless Co.— Aidorshot. 

K Teh'i;r.ai>ii Co, Dnidin. 

X'-t lh-!dgij(g Train— Alderdior. 
ainl Briduiug Train - Chalhrnu. 
3rd Bridging 'ITain — AldiM.dnU. 
ITdd Trno|H: ist— Udersliot ; 
ali i — PoteheLsironm ; 5rd — 
CanterLury Field Depot' FLE. 
't’niojo— Aldershot ; 4tii— Cur- 
ragh ; 5th— <'hathanj. 

'Balloon School— Smith Farn- 
■ borough. 

xst Search Light Co. — Aldershot, 
t olonial Survey Se«’*t ion— South 
I A fihai. 


.North Alidlaud (Stneihivicl:)- 
JJ.A'til., A. 'I’urner. 

South .yiidlaiid (BmfW)-CL C 
C’iifli.s, V.P., c. 

X( frilninil'vian ( yfWS(tstle)-~Lt. 
Col, P. S. Crav.toi-d, v.n., c. 

West Biding (dheJi(e{d)--Li,-C(>l 
A, W. Chadburu, 0, 

Wtdsli (Cardij/)—Lf..-Col, J. A 
ifuglies, r.B., Y.ii., c. 

Wc-sse.v Keen 
T. I). 


Telearnpli Companie,<i, 
London District (B>.s’L*uLi.yf er)~ 
A, Bain, Ic. 

Nhirtliera (Command (Leed.-^)- 
C. F. Hojlo, Lc. 

Sc-ot.tish Command (Gla%toi>^) - 
i>. Laid taw, jun., V. P., «. 
.<>i!t]iern Command (Birmimj- 
F. Lister, Ic. 

AVr.-tern Command {Liverpool)— 
1\ .f. Pilcher, V.D., <•. 


Railway Battalion. 
Chc.diire {Crony) — 11 . R. L. 
Howard, C.B., c. 


, SPECIAL BESfiriVE K.F. 
d nah'firy ( /N’.^ n m a ris) — L t. A/. , 
C. AIattiico\,-<-Doiialdsoii, »*, 
Bonmmtfhdilre {Monmonih) — 
Lt.-r,.!., H. E. M. Lind.'-ay. 


, TFJUUTOllIAL FORCE K.E. 

' Diru^hnnl Engineers. 

' Eawt Anglian {Bed ford) — C , 
j Howard. 

■ 11 igbiam I (A Iwrdvrv) — Lt, ‘Col , 

. W. S. Gill, \M>., r. 

Home Coiuities {Eahtbovnw)— 
Ll~Col^ A. A. Oakdeii, c, 

Ea^t Lancashire (HlaHiimter)— 
H, T. Crook, V.P., c. 

West Lancashire {St, Uelmd)— 
d. P. Fraser, r, 

xst London {Bethml Green)— Lt. - 
CoL, P. tie lara Coiien, fv 
and JgindoiT (Ettihani. Hoad}— 

1 B. T. Clifford, v.ix, 

[Lowland (fiflastyowy—Lt.-Colj A. 

! Pearson, c, i 
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Fartrepti Engineers. 

Citj' of Ahei’deen (Aberdeen)— 
Ciiiijne Ports (Brighton)— 

( '( >ru wall ( Faltnoath)— 
Devonshire (Flymovtli)— 
Dor.setshire and Wiltshire 
{ Weymouth and Sivindon)— 

< 'Sty of Dundee— 

Durham {yorth ShieJdi-)-' 

< '!( yof Ediniiui'ah (Edinonryh ) — 
KsA-s. {C/rln.yorJ)— 

« ilain(ii’g.‘in.diire (CardijT)— 
Hampshire {Porh')no2ith)—C. W. 
Bevis, le. 

Keut{Chutham)—Jl. F.Stephens, 

•m, 

Lanarlv.shire and Kenfrcw.shire 
iJJeUshill and Greenock)— 
LnuL‘ii%h\Ye{LirprpooD—li. lang- 
duu, V.P., r. 

Cast Ftiding(//i/ 7 i:)-- 

N'orth Riding (M iddlc,dmouyIt)— 
EyUTNKFD AXT> R.IILWAY STAIT 
Corps 

(is Pean’s Yard, WestmiiLdcr). 
Ll'uf.-Col. Cu'mdt., if. C. Hawk-, 
sliaw, V.T)., r. 

U.-Coh., Sir J. W. Wolfe-Earry, - 
K.f'.B., v.i>., r. : A. J. Barry, 'i 
J. F. S. Goo<Iay,Szr(t. ,T. Owen’s, ! 
d. C. Inglis, W. Forbe-j; it. i 
Elliott Cooper. V.P.. c. ; C. A, 
Bren-ton, d. A. F. Aspinall, 
II. W. Williams, H. Bag- 
gally, T.b., r. ; V. W, Hill, 
.M.V.O., B. H. Biyth, (J. L. 
Eyb>;, R. Fay, A. C. - 

Lvster, O. R. H. Bury, A. Ro.ss, | 
H. I’iews, J). Cooi>ei*, Sir W. ’ 
\r!itthew' 3 , K.C.M.G., C. B. D. 
li. Dent, 0 . Hiiwkshaw, W. C. 
Cranet, C. B. Denniss, W. B. 
^Vorthington, M. Fitzmauriee, 
CAL(i.,C. G. S. Calthrop, C. F. 


The Army Lki— Foot Gucmh — Territorial Segments: 237 


Ilegtl. Comdt . , S’, I. Maxse,c. V, o. ,<?. 
Regtl Adjt , , E. longueville, eapL 
SoUeitor, K. J. P. Biwghtoii. 


' dFoot (;^2o6.ooo), 

eEEHABIEB GUAEBS. (x) 

Regtl Hdfjrs., BtickinghamCraiej 

Col -in- Chief, The King. 

C’o?. ,Buke of Connaught ,K. Q. /. m. 

Regtl Comdt, R. G. Oordon- 
Oilmour, C.B., c. 

Ilegtl Adjt.j'&oiu E. Lygon.cff^;?. 


Ist Battalion. 

I Chelsea, 

\ XL- Col, Earl of Cavan. 

' Majors, Ij. E. Fisher-Eowe ; E. H. ' 
! Trotter, B.s.o. ' i 

I Adjt., L. M. Gregson, U. I 

2ad Battalion. 

I Wellington BarraekR, 

' Lt.-Col, Hon. W. E. Cavendish, 

1 M.V.O., 0 . 

1 Alajors, Lord Ardee ; G. F. Trot- 
1 ter, M.Y.o. ■ , 

I Adjtf, AV. T. Payne-Gallwey, 

1 w.Y,o.,eapt. 

I Sfedieal Of leer, 

' 3rd Battalion. 

S ' Chelsea. : 

' XL -Col, H. 0. Kuggies-Brise. 

‘ Majors, N. A. L. Corry, !>.&;. 0. *, 

! W. K. A. Smith ; C. E. Oorkmii. 

I Ad it, Hon. A. 0. W. 0. AVeld 
I Eorester, cant. 

' Medical Oijlcer, 

I COIDSTEEAM GBAEBS. (i) 

Regtl Hdqrs., BwMmjhani Gate, 

' Col -in -Chief, The King, 
i Col, Sir Fredk. (diaries Arthur 
i Stephenson, o.c, B. , , Constable 


of foH'cr oj' I.ondon, 


Ist Battalion. 

Tower of London, 

Lt-Col, Hon. AM Xambton, 
0.31.0., c. 

Majors, H. C. Sutton; E. Longue - 
ville ; C. J. Hawker. 

Adjt, G. E. A'aiighan, It. 

Medical Offleer, Sarg.-Lt.-Col, J. 
11 Bateson, si.B. 

2nd Battalion. 
Wellington Ba rrachs. 
Lt.-Col, .T. A. G. lUcbardson- 
i>ni m inond-Hay , c. 

Majors, 11. A. Alarkham ; Hon. 
C. Heatheote - Drummond - 
AVllloughby. 

Adjl, G. B. Brown, U, 

3rd BattaHon. 

Rgypt 

XL -Col, C. S. (). Alonek. 

.Majors, E. C. E. Skeillngton- 
Smyth ; J. Ponsonby, B.s.o. ; 
Earl of Lanesborough, m.v.o. ; 
.1. AIcO. Steele. 

Adjl, A. G. Tritton, It, 

SCOTS GITAEBS. (i)i 
Regtl lldqrs., Buckmghani Gate, 
S. W. 

Col-in-Chitf, The King. 

Colonel, Lord Alethuen, Q.('.ii.,g. 

\ Regtl, Corndt., G. .T. Cuthbert, e. 
[Regtl. Adjt,, .1. T. Carpenter- 
i Gamier, maj. 


Iflt Battalion, 

A Idershot. 

Lt.-Col. .T. 11 Erskine, H. v.o. , r. 
Majors, Y., G. I. Bolton ; W. Il 
Lascelles ; H. F. ilaclean. 
Adjl, Sir V. A. F. Alacken'zie, 
Bt., 3I.V.0., It. 


2nd Battalion. 

Windsor. 

Lt.-Col,W. C. G. AlcGrigor, e. 

Meijors, F. J. Heyworth, l>..S.rt, 
(and); Hon. H. J. Fraser. 

Adjl, E. F. Balfour, U. 

IBISE GBAEBS. (i‘) 

Regtl Bdqrs,, Bucklnghani (rate, 
'R. ir. 

C(d.-m’Ch/ef, The King. 

Colonel, Earl Eoberts, 'ITyf, K.G., 
/.»?'. ' 

Regtl Corndt., G. 0. Kiigent, 

M,r.o.,e. 

1st Battalion, 
Aldershot. 

Lt.-Col, C. Fitz-Claronce, Fdi. 

Majors, H. F. (Aichtou ; G. B. C. 
Madden ; Earlof Afarch, M.v.o. 

AdJL, P. L. Eeid, iL 

Medical Officer, Stirg,-?dajoi* P. H, 
AViiLstoh. 


Guards Depot (Caterham). 

Comdg., G. P. T. Fei'iding, D.S.O,, 
•m aj. , Coldstream ( J uaT-ds. 
Adjl, .}. L. AATckliam, ?l, Scots 
Guard.s. 


I Infantti) Megimnttg of tije Sj'nr, 

I WITH THEIR TERRITORIAL BATTALIONS. 

I Pay, i909-io™Eegdilarsj ;^2, 427,000. 

t Arranged Alghaheiicallu hy the (iiles directed to he used in, official correspowience. The foi'mcr designations 
of the Keyiments are ghfcn in parentheses.} 

I AEGYLL AKB SHTHEELAHB lSth (Territorial) Batt., Greenock. \ 2nd Bait. (i6th Foot), Bermudu 
! HIGHLAHBEES (Princess I XL-Co/., A. J. Paton, v.I>. I TA.-CoL, T. Longridge, B.s.o. 

j Louise’s). (x); 6th (Territorial) Batt., Paisley. A. G. Hall, canl 

I Eegi mental District No. gi.— XL-Col, ,T. Alenzies. j 3rd (Reserve) Batt., 

" 7th(Teri1toiial)Eatt., Ampthill, G.o..s.r. 

Ll-Col,3. Craig. 4th (Reserve) Batt., If crGbrX 

8th (Territorial) Batt., Dunoon, i XI -Col, Alarquis of Salisbury, 
Lt.-Col , E. P. Campbell, c. I «.C. v.o. , A.D.C. , e. 

9th (Teii'itorial) Batt., Bdens- 5th O^erritorial) Batt,, Bcd/orX 
burgh, | XL -Col, S. Jackson, c*. 

i Lt.-Col , H. Brock, alb. , c. j BEEKSEIEE EEGT. (EOYAL). 

BEBFOB,BSHIEE EEGT. 

Regimental District No. 16.— DerpLi,Read.ing. Record Office, 
Depot, X’e£?/enl Record Ghice, ! Waricick. 

Warley. : j Ccl, Sir , .AATlIiani . . vBellairs, 

Cel, R. L. H. Curteis, | K.C.M.a, I/7. 

, ^ ^ , j Ist Batt. (x6th Foot), Colehester. j 1st Batt. (49th h'oot), Curraqh. 

1 4th (Reserve) Batt., Paisley. hi-Col, F. L Be Gex, c. , Lt.-Col, A. J. AV. Dowell. ‘ 

> T.t.-Col, \y. Mure, c. T. 1. VVebb-Bowen, capL 'Adjt., 'J'. C. Hineks, capt. 


liepdt, Stirling. Record Office, 
I Perth, 
i Col, J. E. BoyeSj C.B. , rn.g. 
ist Batt. (91st I'Aiot), Crete. 
Ll-CoL, R. L’E. AIcKerrell. 
A(?JL, G. A. 'McL. Scealcs, capt. 

2nd Batt. (93rd F<.>ot), Glasgow. 

' Lt.-Col, A.K J, Cavendish, C.M.G. 
, Adjt., R. G. Alaclaine, It. 

; 3rd (E’eserv e) Batt. , St i rling. 
XL -Col,. T. AA”. Scott-Phimmer, c. 


AA'HITAKEE’s ALMANACK, 1910. 




WHITAKBR’s AMuifACK, 


'/Vw Li4~Tvmiiiml IlhUn^cui.^. ~ ; 

! limwV'K'Tf- ! I 6th(U,^..^.vrtBatt. anudlesex ’ 

‘^Srd\r‘ r ' ^ 

. „'»ra Uvr’.t'U.OB.ut,, JiK-iif/M#*/. ' 5th nVrriifiHiiri TJnif «„y . _ 


^ ; 5th {TeriitoilaD Bait, /i? r , i i 

j /•■••‘f i\, U. i»iuKe^^ \U,.Ct)L CornM,, ,1. j\. J^vv- ' ^ ^ w v n- 

4th nViriiuri ui Bait., V.!*., r. , / ^ ^ • 

, r<, L. ir, HaarfUiT, 6tli(TerriU)i1ul)Batt. UamUtodJ ,' ''V. V 

yj}. Ui Cad^t ' Pond street, 

1/.^-^^.?., G^ l>atem'jn, T/R ^-v , Mmnpstead. \ ';, 

7th (Ttrriu.rial) Bait., }7l•^)r;^/ ' 

Poihl, Glasfjpw. j COHNATTGHT BAHGEES, (x) I 

Reairofint.al T'iief.vi.-.f sr^ oa^ ' i 


BIACK ..WATCH, 'lhi\~ 
“ JUijal MiVliIander*^, 


BoaiER EmimmT. (x) 

K'yihh'iita! Oj<tr.-L :N.j. 34. 
ian-a. jjf] Olis 


ltd of. ( otddf., ,r. Shau^Imessy. ^ Eo.u‘iment.ai Dish-hl Ko 88.~ ' 
8th(Tt‘iTito]i,il)Batfc.. Cathedral' (rahrat/. iUM-ord Officf, 

Street, h'ia^afow. ‘ 

It. ‘Cut, F. ,‘J. a-Hjitli, T.T'., e. 


Cork. 

p ,“ f'y'' "* y.j,,., 1 Clfj?, , Sl^ Ed vvai’d Hoptoi) , K. f'. B. J 

<■'•./ V i- , i,.,.l f„ ., OHESinEB BEGIKEKT. r,) '''■’■ 

l-t^iihfCr,- '., 1 ,' ','/•' . K'Vinieiital Iiisirict X,i. 22 . ^-. 1st Ba«. (88tli foot), 

Jj. .r^f; f 's! w' ’tb '' ‘ ,':"f wa (.me.., y-y- «; 1>; •Amaier, 0. 

■ixit . «. li. X j!;,^;'.'.,!;' iV.Ao,, yyyx’-i/- • «• »• «•■/>?■ 


I Adit., a. II. i'. 

'.■■ , aipt, 

' Bnd Bait. Is'ith Fortt). 

; £?,*(*#/., F. J. iJjli; lij}, 

^Adjf,, T. W. Mat'Ouii.uld, .V. 
f' Sni (Een-i \ «‘'i Biitt., Ct 
^ IF U , K. WoixJhu;-..^'. 

' 4th(I'fn'it<jiiunBatt.. Kendat 
, Lt.-CnL, J. W. We.d,oii, 


6th i}.n‘:‘dui'jan Batt., VC^kthp Lt.-Cd., Hon. JH H 

i, 'tmi' ■ Ar.'.,-:. 


Cohdd 

' Ut Batt. (zzihi rgol). Ih hast 
iJ.-pat., li. E. Gitsv<‘. r'. 

Adit., J. Bta.'goJip,'!'!, H. 

Snd Batt. (sand F: Kjt Seri>Yi' 
ipruha-t 

rj.fu?., W. U. Cldfur<l. 

Adit., If. 1 ^, Adaij% eapt. 

Srd Uii''?ent*> Batt.. (UrArr. 


Ho.-itjf], r. 

4th rrt>n’itori;u) Batt., IPrh i,- 
head. 

/.t.-Fo/., H. \V, K, F>u't lit at on 
(*. 

5th n't'JTitonaj) Baft., due f, ,•. 
,r. A. Sailor, V. {> , 


Snd Batt. (94tli'}, Tippprnra, 

(J, ,1. J. F. Huni-L', t*. 

Adjf.i F. -T. Gomyn, eapi. 

3rd (Reseire) Batt, Cala'a-a 
U*. E. Inj^dis, ■ 

j 4th (Ee-if-rve) Batt., n>njh\ 

I L'.-C»L, D. T. llaminoiid,'l\jj,,i\ 

BEVOMSHIEEEEGIMENT. (i) 

. Eo'iini'iitql Vrt 


i... 1 fOAo v. ".w T WA.oxiiXiXi JXCiUimiiJN'i,’, (I) 

H. li. l.lo^d- Eiviinontal l)i.strkrt No. n.-- 
1 tfpdt aiKl Ueford < imco, Ejretrr. 


I ,, . ' toil 

\ltd\d.,,r. A. .!ar.y.)iL 

i CAMEEOK EfGHLAKBEES 
, (Xlis Guffiia's Own 1 . fat 

* iilnl Id'drift Sn. na. 

I‘ 0, pdf, Uv-.^y 

..f «■ /"• ,’- F"’" ('"■'I’l-: .K >■. J..lid,.u, t;F i, ii 

jlHH'., fi, Aihr., IJ, U. f>Ibnt, 

"K.'i.H.'rt*"” 7th(Tun'it.)ri!i!)Batt.,r'«,ji,?,.(„,i. Srf nisson-e) Batt,, AVp/fr. 


dofiet, Hon. Sir .Sava; 4 <? '.\io.styn, 

lv.<LB., '«?.<■/, 

IstBatt. uith Foot), ThUn.rth. 
It, -Cut,.], yr.'jfN, W.all <‘r, n.s o, 
d'-/d, U*. F. <1 

Smi B.'itt. {'nth i-’ooi », Mtdta. 


kt B.att.d7iirii Fait), Ath 
MiU'Farhin. 
Adp„ 0. d. .'H. scovell, If. 
i 2nd Batt., Ihn tahre. 
Itpot, .\f. H, Eljich, r. 

Adjt., W. ft. Aft'Onva*!, ntpt. 
Srd lhr> rih s 

If.APt, i) p. H-ij,., 

4th flVfritoiialjBatt., larera* 

JJ. A. Flavor, \ .i.. 


Hurt., T.i)., . 

Iftt Cadet Batt.. X<>ff/,.\idea, 
iC.ianat., il. A. fi!un]>ureysi, w. 


4th (Ti-iTitorial) Batt., Jdxeter. 
It. ‘Cot., W. <j. Eiebaivk, v.d., 


I Sth (Territorial) Batt., Plmmuth. 

I CITY OP BONBON JiEOT. 

(Tho EoyaFEusilieraj, (x)i ^ 

'' Hou‘i»neataI HUrhl Mo. y.-i/o p,. , i 

; Depdt, fhamPhav. Eeeord i - belch m, A. r, e. j 

I Oilleco ^ 7th ■ .(Territorial) ^ 

I ‘^7.d.oh/,.e/iA:A JI.ll.fT the , pjceter. 

Wales, K.o,, //. , It, ‘Cot., {>. ,r, EJlicomfio. 

J LAMEBOHIAHS. THE .Scottish rof., sir Gooft'rey Barton, 

. Jwaes), (Kji K.C.Y.V., m.fji. itJiiU-iiajiJST.(s) 

■ihi-dMiental District Mo. 39.. 


■’ IsI b^." 'PT’"' ’'■;'■■"•■'•■'• Batt, Wh Foots, JvhMt^ore. 

i^t Batt. f jj6t (1 hinti, Jdoem- H-Cot., i'. J, iitautm, e. 

, foiiCtn. F‘ E. Ftvxleriok, cwnt, 

itd ';r iS ) „ 8 ' 4 Batt.,JO«,-;t,V.. 

i v. T, Shinlev 
M Batt. f9«>th Foot), CuPImfrr. Adjt., (i, E, HaweJs, ft 


W<Reww) Batt., //«,«, 7.,),,, | 5a’^TOm)B7tt.*'(E‘?AvS!'^' 
( lt..(W .,W. plrn mm, 


‘ I B 0 E. 8 ETSHIEE EEGIMEHT.(i ' 
Jlce’iniental District Mo. 30.— 
Depot, I)o,dH’,drr. .Record , 
i Gtiice, Pxeter. 

1 Cuhnel, Lindsay hVirrtn.£?tOTi, 

1 st Batt. ( 39 th Fo(jt), Pioimouth 
lit. ‘Col., K. F. Ha-Tis. 

'Adjt., A. E. AT. Eoe, rapt 
; 2 nd Batt. (S 4 th), APedn 
. Lt.‘Co'l., W. ,T. Bonirs, i).«y, 

; Add., a. M. Herbert, capt 
i Grd flteserve)Eatt. Pmvhrner. . 

, LLTVL.E. U CastJenuui-Sniith. i 
i 4 th (Territorial) Batt., 
Porehejifer. 

If. -Cal., P. G. Wheat 
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BTJBLilJr PTJSILXEES(E0Y.).(3) 

ITegimental District Ko. 102. — 
]>op6t, Saas. Eecord Office, 

CoL^in-Chief, H.R.H. Duke of 
Connaugl-it: K.<},,f.nL 
Col, ■\ViUiani Francis Vefccb, 

f.V.O,, 

Ist Batt. (io2iid. Foot), 
Ahmedncigar. 
Lt,-Col.,A. J. Chapman, e. 


7tli (Territorial) Batt., Siindm-- 
land. 

If.^aol, W. J. Evans. 

8tli (Territorial) Batt, Diirham. 
Lt.^Col, d. Turnbull, V.i>. 

9th (TerritonaDBatt.. Gatenhead. 
Lt.^Col, C. H. Scott, MV. 

ESSEX EEGIMEHT. (i) 
Eegimental Difetricfc No. 44. - 
Depdt and Record Office, Warky. 


i dji y irii. 0. Franklainl, j Colonel, Francis Yeatris, m.g. 

1st Batt. '(44tli Foot), JRhanikhet 
Lt. -Col. , IL Broadinead, c. 


■itli (Territorial) Batt., Ahc-mecn. 
Lt.-Col., D. B. 1), Stewart, 

5fch (Territorial ) Batt,, Peterhead. 
Lt.-Col, J. .L. Reid. 

6th nVrvitoiial) Batt,, Keith, 
Li,-C6l, A. B. Y’hitton. 

7th (Territorial) Batt.. Banch.oru. 
Lt.-CoL, A. A. Favquliarson, 
Shetland Companies. 
/»/!7/or CoineU,, J. C. C. Broun. 


Snd Batt. (xo3i‘(l Ifoot), 
AMendiot. 

Lt.-Col, Broiiiiliw. 

Aidjt, 0. N. Perrean, capt. 

Srd (Reserve) Batt., iCaas. 
It.dPol, A. Gresson. 

4th (Reserve) Batt., DubUn. 
U,-CgI, il. C. Eackett, e. 

5th (lieserve) Batt., Dithlin. 
Lt.-Col, Sir F. W. Sliaw, lit. 
p.S.O., c, 


idjt., H. 11. Bowen, It. 

2n,d Batt. (s6th Foot), Currmjh, 
Lt.-Col, R. J. Tudway, C.B., c. 
Adjt, W. G. giiarics, 

Srd (Reserve) Batt., V/arky. 
Lt.-Col, C. H.X'olvin, n.s.o., e. 
4tli (T'erritorial) Batt., Brent- 
wood. 

Lt.-Col, R E, Windiis, Y.l>. 


6th (Territorial) Batt.. ColehcHtcr, 
Lt.-Col., P. Adam.g, v.i)., c. 


DEKE m OORH WAXL’ S EIGHT 

IKFAETET., (i), _ . n . 

,, . , , T,- i • t- ^ i 6fch (Terntoruil) Batt, 

Reganeutal District No. 3a.— ; '' 

^pdtRodiHiU. Record Office, Conidf.,’ J. B. Y’ 

Bxekr. I Y.i,„ e. 

Cohrnel,CtYaiivnlo Oeo. Chetv j nd . ('i'erritoiial) Batt., Leyton. 

Stapj-Iton, l.g. , Lt.-Col, 0. T. B. Cubbett,V.D.,c 

1st Batt. (32nd Foot), Gravesend. ' 


LL-Col, E. S. Burder. 

Adjt., B. E. AV. Childs, U. 

2nd Batt, (46th Foot), 
pietermaritzMmj. 

Lt.-Col, If. H. Chapman, e. 

Adjt., J. W. C.Tark, capd. 

8rd (Reserve) Batt., Bodmin. 

Hon. Col, T1h 5 Kkig. 

Lt.-Col., Viscount VaUetort, e. 

4th ('.rerriiorial) Batt.. Trnro. 

Lt ,-Col, Hon, H. Y. Hepbuin-i ... ^ -r.,/, p Ttivi 

.Stimrt'Forbes-Trefimis. kiniF ‘ a 

5th (Territorial) Batt., Bodmin. A pLf.j 

Lt.-Col, ■'E. X. Marsack, T.u., c. ^ 


GXOEGESTERSHIEE REGT. (i) 
i Regiinental District No. s8. — 
1 Depot, Bristol. Record Office, 

I Warwiek. 

\ Colonel, Y^illiam Roberts, C.B. , 

; ift‘ 

I 1st Batt. (28th Foot), Bombay. 

\ Lt.-Col, ^Y. R. P, Y'allace. 
j A djt. , H. C. Richmond, capt. 
j 2nd Batt, (6ist Foot), 
PorUmouth. 


BBRHAH XIGHT INF. 


i LU-Col, \Y. E. P. Burges, 


Regimental District No. 68, 
Depot, Lie leea stle. 

Office, Yendc. 

Col, Russell llpeher, C.B., iu.g. 
1st Batt, (fiStli Foot), 
Yasirabad. 

Li. -Col, CVE. Wilson. 

Adjt.,', A. IV. B. Wallace, capt. 
2iid Batt. (i<i6th YQoi), 'Ferntoii, 
Lt.-Col., ,f. E. Bush, c. 

Adjt., F. G. Alaughau, capd. 


\ Lt-CoL , J. H. Woodward, V.P. , 


HAMPSHIRE REGIMENT, {v \ 

Reginieiital District No. 37. J 
Depot, IVinehcstcr. Record'' 
Office, H-.xeter. ;^j 

Col, Sir Charles Benjanria | 

Knowle.s, K.C.B., m.g. i 

. 1st Batt, (sytli Foot), London- 
'' derry. . | 

Lt.-Col, C. de Ylnton. ; 

Adjt, P. 3L Connelian, capt. I 
2i:d Batt. (67111 Foot), Pretoria, t 
LCCol, 0. H. Nicholson. J 
Adjt., F. St J. Barton, capt. jj 
Srd (Reserve) Batt., irOi(7n>/tr. 
Lf.-Col, \X. 0. NiclK>l;:,on, :! 

4th (Territorial) Batt, HVu- 
i Chester. '■ ... j 

Lt.-Cvl Comdt., 0. E. Stihvdl, • 

■ V.D. ] 

5th (Territorial) Batt,, South- \ 
ampton. I 

U.-Col.jSbeC.A :E. Hussey, Knt { 
6th (T’erritorial) Batt,, Ports- A 
mouth. 

Hon. Col., H.R.H. Duke of! 

Connaught , K. u. , /. m . | 

Lt.-Col., C. it Kent, T.D.jC. j 
7th (Territorial) Batt, i?o nr nr- \ 
month. {| 

Lt.-Col, Lord JMoutagu of IJcau-'; 

lieu, v.j)., c. I 

8tli (TciTitorial) Batt., ASea’pmrt 
LW. 

lUn. Col., fl.lLH. the Prince of 
Wales, K. a., , 7, 

IJ.-Col, C. 0. Hobart, ins.O'. 


Reeovil i (TeiTitorial) Bait,, Ghnteesfcr . ! 

‘ i Lt.-Col, Hon. A, B, Bathurst. 


HIGHLAND LIGHT INF. {4) 


6tli (Territorial) Batt., Brkfol 
Lt.-Col, Rt Hon. C. E. H. Hob- 
house. 


Regimental District No. 71.-- , 
Depoi: and Record Office, { 
Ilanvilfon, X.B. * 

Col-m-Chkf, H.R.H. Duke of ■' 
Connaught, K.U., f.m. 


iGORDON HIGHLANDERS, (z), 

‘Regimental District No. 75. ~ Sir Henry J. .rhori;)ton ; 

Depot, Aberdeen. Record! Hddyurd, K.C.B,, (.//. 

; omen, Perth. \ 1st Batt. Foed), 

iCol -in -Chief, The King. | Lt.-Col ,C Z.i. Htoekwel 1, i «. s. 0. 

? Srd (Reserve) Batt, -Col, Sir George Stuart White,! Adjt, Y", it T. Gameron, (t 

; Lt'CoZ., 0. W. Darwin, c. ! G.O.B,, ' j 2aa Batt *7^7. Foot), ' 

I 4th (Reserve) Batt., RftrnnrfZ ; 1st Batt (ysth Foot), AZdm/mt iXf.-Cc?., il, i'. 'lvays, 

' Castle. i Xt'Cot, Hon. It Gordon, P.s.o.,6‘. 1 Adjt, P. B. B''*, ’v-n if. 

Lt.-Col, H. J. Sowerby, B.S.o., 0. ; Adjt, C. A. S. Alaitland, U. ! 3rd (Reserve) Batt., Hamaton, ^ 
5th (Territorial) Batt., Stockton - ; 2ad Batt. (gznd Foot), Cawnpore. X.B. 

on-Tees. !Lf.-Cot,G. Staunton. j Lt -Cot, E. A. Everett, r. 


Lt.-Col, J. R. Hanson. 

6th (Territorial) Batt., Bishop 
Auckland. 

Lt-CoL, Hon. W. L. A'ane, c. 


Adjt, P. D. Stewart, capt 
Srd (Reserve) Batt., Aberdeen. 
Hon. Col, The King. 

Lt.-Col., A. L. H. Buchanan- 


4th (Reserve) Batt., Hamilton, 

" ' K.B. " " "" 
Lt.-Col, T. S. G. 11. Robertson- 
Aikman, e. 


WHITAKER’S ADMANACK, 1910. 
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’ ' ' ' • -fi. »{,, ij. 11. AiienMer, v.i>.. 

Tth f, { 1 u 72fitt„ <'• Master, a?^*^ 'Oth (Tevritoriah Batt. Pnnci: 

!.* < r. p. Ma.’ P. luaui-, fj)., SrtI (Keflervej Batt,. Park, Liverpou!. 

* ' [IJ.-CoL, B. J. 1*. .1:'. Alacartiie} ■' I /^i5,*CeL (t, A. Wilsun. %' i> c 

fifJs .••‘r.Tt.T.J#'. 1 I'.'itOTit.n !wxt_ ' 


"■ „ iTthCTerritoriaDBatt'.’, 'simw'tit. 

.5. Lo:t;ui. ,4th{ !te3ei've)Batt.,Ae('rffi?r//f/>’(/.i'. , tir^rivYol ' 

,7th t'P i\,r ’Fia!) B.Jtt, Lt.-PaL, F. Fiiidla.v. IJ.-OP, ^Y. II. Stott, jnn. 


A. isi>i’e]l,v.D.,r, SthfRosen’e)3att 8th tTcrriturial) Batt., Elyrto 7 i 

ISmSKILlINQ FUSILIERS ''<aUaee, C.B.. e. Prow, Liverpn.,j, 

KSKT (EAST) REGIMEHT i ^ wt' ’ -l. 

P ra'ii‘‘s:M' ’aAd-iJ-t >it(. ay.-—! (The Buffs ji'l U‘^^’i'itonai) Batt.. Lirrti;??, 

Iteeoui Oilko, ' i»p,nTnwfc>i Ti{4,.;U* v .. Hoad, JJrcr pool. 

’l-ti-epmehUr ao. 3*-TiL^.*CW., a H. Pen% v.I)., c. 


/I.;,-, A ’ .tve;4Jiueuiai iiijsineii ao. 3.— f,t .Cal ^ n iwrv -i- t. .. 

NaUun.ul Meu.o>oji, .*7, ^ 10th{Tem'torIaP.Bit., 

1st Batt. faytli Foot). Tient'^i.i. ' CoL-h(-bh(>f\ JLM. Freil< Maclie, V.n., e. 

' Vni., Kiuu ofik'uusark, K.o. (Isle of Man^ 'Vol. Batt. . 


jf/pk, Ik C. Mjp, the. (Y«7»f 
2ndi Batt. uoSili Foot), fj^nbUn 

n. ii. I>. ilickns.iu. 

■ .K A. Iljm.;, rapf. 

Sr?i { ip-ieF'Ve) Batt.. Oi» 'ujk. 

' L Ii. liV'jie, e.u.. e. ’ 

4tli tEeierve) Batt.. Ekhirkidro 
Lk>(S>K, Mr ii, II, vMruart, lU.,. 

IRISH Ftisiims .ROYAL 
(PrinGfiss Victoria's!). 


7th (Isle of MaiF YoL Batfc,, 
Pourjlns, 

1st Cadet Batt., Poidh Cmth 
8t7'eef, Li re 1 ", tool, 
U.-Col, c. C. Leslie*, V.D., e. 


C'ftloi}t’l, Robert (leorg'e Seke 
I wieli, c.B., m«7. 

, 1st Balt, (ara Foot), .\hh’r.hoL 

/F.-eW., (J. V. Diwuli-'h, t*. 

And., R. MeDouH. n.'^.i)., nipt. 

.;;2iul Batt, v3!‘r} Mon/! Kona. 

L\-r<jl., R. Ra>ani, P.s.o, 

■ H. Ih B:kter, ^r. ■ 1 -- 

,3ra(ReM;rve> Batt., , -^‘X^^nioutal Bistilcfc Ko. 25.. 

(j! /F. R. A. Ileitli. . ih'pot, Berwick • 071 • Ta'm 

' 4th(iVrntoi ;aJ)B.itt.. />ovr | Office. AVI 


KING'S OWN SCOTTISH 
BORDERERS. 


ib-nnental UAtvUt. So. 8-.. O’. mtoi laJ) B.itt.. />ova i Office. 

, Ih'Oht, Arinwjh. Ik-iwd Offe e, 1 Conidt., F. '\)h B. hyac. | ^‘7;,oirlre(leriek W.E. F.Fore 

/**' >Mt ^ (5th(TeiTitor:a!)B:itt., Cranbrook. \ G.C.M.G., g. 

' Vo!., T. R. iSteveijs-jjj, ; ^IstBatt. (asLIi F<jot), Egm/t. 

; Jld .-Lot. 'KENT (WEST) REGT.rROYAL) J '/f'' j* H ! ^ " 

; , K. If, \f. (MVarroli. '7. ' KMoeiental FMnVf \h’ Kn 

I t8ot|j F lot'i. Fi'rtrc.i'ore. ^'1' ’^Vu’uer. 


I Adjf,, F. A, Gi’cci’, vapt, 

' 3rafRe-"rve>B-itt, JrpJtM/j. 
fJ.-CoL, )V. r. Fii/(4erah!. 

4fch { Ri’''‘'p’n e } Batt, , Cu ra n. 

U.-Cf’L, S%\ Tehisojj, 


, -'if;;- ^ w. 


j, IRISH REGIMENT IIOY.V ■ (i)i Batt, (jiyth .Foot), Jn/ho’iig. 
■ L^yisH. nt’F IH trift ^o. s.3. „ ' Lk-f'o/., N. Ii. s. Fove, 
i>(‘Po!. ip'conl Office, 


Add,, it. ii. V. nVoek, U ' Q omtonuj) Batt,, Daii)frie.s. 

i LA -Col,, R. F. Dudgeon, v.i>., e. 



i iJ -* t>f , if, ,f. ifowiihi’t. iis.o, 

I JP/A, K. Roche ■ICilJj’-, ft. 

I 2ad Batt. (xSili I'ooi), Fant- 

?' bin'oinih. 

i U. ik KelU'D, c. 

I AdjL, A. R. it. Gordon, rapt. 
j 3rd ( Reserve } Batt. . Vlunnit I, 
I LA-CAC. II Ji Jordan. 

I 4tfe CKe!em‘) Batt,, KUkeiiUif. 

LA-njA. Af. rc'Keatiiige, c\'^ 


, l.st Batt, (6otIi I’oot), (4o!iport, 

I The KING’S Liverpool' ^’'-•■^^''^''^^f^kjLordGrenfell.G.o c 
' REGIMENT. \Vpr‘*'‘r‘, ' ' '' 

UegiDK*ntal District No. 8 - ' 

Depot, ••' - 

OftiCe, I I t-r54 1//{, 

Cul, Edward Ileiii'y Clive, 

Batt. (8th Fo«)t), Kinralc. 

JV Glynn, c.M.G. 

Adjt; I). M. King, U. 


3K*ntal District No. 8 . < a'%’ ri- c- 

iv)t, limTlngtun. Record ' f H’ /f-;^Fyinoiir, capt. 

.<‘e, Preiiion. * "^^*1 (60th F >oi), Fhorndlffe. 

Edward ITenry C'iive, a, j ^'oL-Cnmdt . , sir Edward Thomas 

' Denry Hutton, K.e.ar.G., Z a. 

n.t.-c„L,s. W-.liao. ’ 

\Adjt., R. E. Crichton, ■'.ca-i^A'' 

! f^^®att.;(6ofch Foot), Malta/'' 

, Cct.-Cornm ., .. . Sir ..Cromer ■ alsli- 

ournham,;K.ai,,:..«n,a.'.' ' 
'LA-Co/.,C.S. Chaplin: 


h IRISH RIFLES iROYAL’. (i)! 2nd Batt. (8th Foot), Knhafkn. 

r 


WHITAKii's ALMANACK, 1910. 


The Armij List — Territorial BeumienU. 


4tii (6otli i’oot), OhctM’Cttci. 
m.-Corndt., Wykeham Leigh 
Pe’jriherton, C.B., m .g. 

If.-OoL, 0. S. W. Nugent, U.S.O., 
A.D.G., c. 

C. V. L. Poe, 

6tli (Reserve) Balt., Woolwich. 
Lt.-Chl., J. E. Rhodes. 

eth, (Reserve) Batt., Woolicich. 
Lh’CoL, E. Thistlethwayte. 

1st Cadet Batt., z Finsbury Sq. 
It. -Col, (Rev.) Freeman Wills, 
T.IK, r. 


241. 

4th (Territorial) Batt., Pre.'yfon. 1 1st Batt. fsooth Foot), Uevonport. 


Lt.’Col., J. Carter, TJ>., c. 

5tli (Territorial) Batt., Bolton. 
Lt.-Col, G. F. Smith, v.l>., r. 


lAHOASHIRE (S.) RE0T. 
(Prince of Wales’s Volunteers), (i) 
Regimental District No. 40. — 
Depdt, Warrington. Record 
Office, Preston. 

Col, Sir Frederick R.Solly-Flood, 
K.C.B., m.gf. 

1st Batt. (40th Foot), Lahore. 

, V 1 Lt.-Col, H. P. Shekleton, c. 
LAKCASHIRE PRSILIERS. igO Adjt.f A. Dickson, mpt. 

District No. 20.-^ I (82nd Foot), Buttemnt. 

t;epf.t, Bun , lanes. i.ecord . ± Adam, 

Ottlce, Bivston. \ B. H. Haseldine, It. 


Colonel, Sir Edward xAlan Hol- 
dich, G.C.B., r;. 

1st Batt. (20th Foot), Mnltan. 
Lt>Cot, E. C. Tidswell, l)..s.o.,e. 
Adjt., M. Magniac, oapt. 

2nd Batt. (20th Foot), Tklworth, 


1 3rd (Reserve) Batt., V/arnngton. 
' Lt.-Col, M. H. Hall, l>.S.O. 

4th (Territorial) Batt., War- 
rington. 

Lt.-Col, J. D. .Faircloiigli. 

6th (Territorial) Batt,, St, Ilelem. 


« -CoJ , (.1 M. Bniuker. 1..S.0., ^■(rHrfhomai v:^ 

, R. Luker,ih j » ’ 

i 3rd (Reserve) Batt., Bury, Lanes. LANCASTER REGT. (ROYAL) 
I Lh-Co?., C. L. Robiiison. | (The King’s Own). (s) 

; 4th (Reserve) Batt., Rary, La«c.s\ Regimental District No. 4.— 
I Lt.-Col, F. L, Sanders. j Depot, Lancaster. Record 

6th (Territorial) Batt., Rary. 

lt.-ck, J. Hall, V.I.. to The King. 

' /m .J. • T* XA n. 1 . 1 ., William Gordon 

i 6th rierri tonal) Batt, LoJulak. 1 Cameron, G.C.B., g. 
i Lt.-Col, H. Healey, V.D., c. , x u xx / xi A r 7 
wxt- 1 oi.1 -I • t»„xx- i 1st Batt. (4th Foot), L«6*7i:no?r. 

7th and 8tli (Temtonal) Batts,, , T. C. F. Somerville, c. 

.^'fiJrnrd. ' jjx A -tr ^ ’ 


Salford. 
Comdl, 
Knowles, Bt., o.V.o. 


Lt-ca. Conilt., Sir Leesi^'l^’ 


Lt.-Col.,T. St. Davifl.son, D.J^.O. 
Adjt., 

2rid Batt.(io9tli Foot), Jwll'ioid'jfr. 
Lt.-Col., 0. S. B. Evans-Lombe. 
Adjt, N. (>. Burnand, ewpt. 

3rd (Reserve) Batt., Birr. 
Lt.-Col., W, E. A. Barry, e. 

4th (Reserve) Batt., Mary- 
horo'Uqh. 

Lt.-Col, Sir A. AYeldon, Bt., 

B.S.O. 

5th (Reserve) Batt., Navan. 
Lt.-Col, R. T. Woods, c. 

LINCOLNSHIRE REGT. (i) 
Regimental District No. 10. - 
Depot, Lincoln. Record Offiee, 
Lichfield. 

Col., Henry Fanshaw^e Davie.s.i’.y. 
1st Batt. (loth F'oot), Knnvptee. 
Lt.-Col, W St. J. Barter, c. 
yl4ih, A. K. DL 0. W. Savory, It. 
2nd Batt. (loth Fool), Ald< A loI 
Zt.-Cbl,l!\ 0. JAovd. 

Ac//t., J. N. Phillip.s, capt. 

3rd (Reserve) Batt., Lhuxiln. 
Lt.-Col, Hon. G. E. Heneage. 
4th (Territorial) Batt., Lincoln. 
Lt.-Col, h Bmion. 

6th (Territorial) Batt., Grintshg. 
Lt.-Col, Q. B. Walker, v.x>., 

LOTHIAN REGIMENT (The 
Royal Scots). (i) 

Regimental District No. s.— 
Dep6t, Glencorse, N. B. Record 
Office, Hamilton. 

I Col, Geo. Hay Moncrieff, l.g. 

! 1st Batt, (xst Foot), Ranikhct, 

I Lt.-Col, D. G. Wemy.ss. 

E. J. F. Johnston, It. 


2nd Batt. (4th Foot), Jersey. 
j 7vh-GoL,G. L. Hibbert, P.S.O. 

I LANCASHIRE (EAST) REG. (i) Adjt., A. D. M. Browne, capt. 

I Regime'ntal District No. 3o-“ ■ j 3rd (Reserve Batt., Lancaster. 
j Depot and Recora Gffice, ^ q j) 

I CoLSIh. Patenham, C.B.. ^(7. 1 4^ 

1st Batt. (30th Foot), roFiny. I . A, S H. P. VerUimnc-E mi. 

li.-Col., R. Wanless O’Gowan. 1 6th (leuTitorial) Batt Lanm ; 

' Adjt., P. 0. E. D’Esterre, | Lt.-Col, Lord R. F. Cavendish. \ Adjt., ,T. :ir. C. Scott, It. 

2nd Batt. (spth Foot), Jvanic/iL ; LEICESTERSHIE.E REGT. (i',3rd nie.serve) Batt. (Edirdmrgli 
Lh-Coi, H. E. Voyle, ; Regimental District No. \ Light InL Militia), 

r, xr Tr.:n I 1-^^v.Af , ■ ReCOl'd F.B. 


Depot, Leicester. 

! OmcQ, LiehfleM. i/.L-CoL, Lord H. F. Montacoi- 

! Colonel, A. H. Utterson,c.B.,w.y. | Douglas-Scott, 


I Adjt., (}. E. ivr. Hill, capt. 
i 3rd (Reserve) Batt,. Preston. 
i It. -Col, J. W. R. Parker, c. 
i4th(T 

'' L ■ 

5th (Territorial) Batt., Burnley. 

Lt.-CuL Comdt., 11. 

V.l)., c. 

! ! 3rd (Reserve) Batt., j 6 th (Territorial) Batt, JS-yrii- 

i (LOYAL NORTH. G), /y.-CoL, W. L. Rocke, c. burgh. 

! (Territorial) Batt, Leimster. j^f.-CoL, Sir G. McCrae, Y.i)., «\ 

' ’ j5th (Territorial) Batt, Lowy7i-|Lt-Ce£., Sir J. M. Clark, Bt. 


4th('reiTitorial)Batt., /it’rtc-U'wm. i 1st Batt. (17th Foot), A Wcn'iAof. 4th (’L'erritorial) Batt (Qiuen's’ 
/y.-CuL,.l. Johnston, jnn.,Yi).,c. ' ^;:Go£.AL. C Sheren | Edinburgh Bales), Edinburgh. ■■ 

Cth fTorritorian Batt., Burnle,,. ] i 

Sharpies ' 2nd Batt. (i7tli Foot), Rctyaiw/j. 1 5th (Territorial) Batt. (Gueen'r- 
iLt-Col, V. T. Bunbury, l).!?.o. ; Edinburgh JUftes), Edinhnrqla i 

s.rwr-n'-hT'r I 7 R- Clark, V. 1>. , c. ' i 


I 1st Batt, (47th Foot), Tidworth. 1 • hormmh 


2nd Batt. (8ist Foot), Poona. 
Lt.-Col, P. R. S. Churchward, c. 
Adjt, R. T. Pelly, U. 

3rd (Reserve) Batt,, Preston. 
Lt.-Col. , T. Co^vper-Essex, a. 


LEINSTER REGIMENT 
(Roy. Canadians) P. of Wales’s, (1) 
Regimental District No xoo.— « 
Depdt, Birr. Record Office, Cork. 
CoL , Alaatair McI, Macdonald, Ly. 


8th (Territorial) Batt., Hadding- 
ton. 

Lt. -Col. , The kfester of Pohvarth, 

9th (Territorial) Batt., Edin- 
burgh. 

Lh-CeL, tT. Clark. 
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7t3i (i’erritoruil) Batt„ Bmmu. 
Lt.-Vd. CorndU) B. J. King. 


TkB Arm// Lid — Territorkl Regmients, 


lOfeh (I’erritofiai) Bait,- 
* Lmlmqow, 

iJAol, M. W. Henderson. 


■CyelktSr i 8th (Territorial) Batt., Whitton 
* p€(}% Hounslow. 


Lt.-Coli H. E. Peake, Y.i>., c. 

I MANCEESIEEEEGT. (.)! 

* EoA'I mental District Ko. 63 .— A. H. Bindloss. 

i I l^th (Territorial) Batt., CMswick. 

Rccoiii omcc, i ,V«0R, A. St. L. Glvn. 

'ro/.. William Oslwme Eiiriiari,! 


m.g. 


MHNSTEE FITS. (EOYAL). (a) 


1st Batt. (63rd Foot), . . i. , -rv i • t. -xt 

E. D. Vizard, c. Distr^fc No. soi. ~ 

U. Ct Stapledon, /^. | Depot, TmZee. Becord Office, 

2nd Batt. (getli Foot), jruUimjar. ’ 


OoZ., John Wimbiirn laurie, c.B., 

l-s- 

1st Bait. (101st Foot), Noicshera. 
Lt-Col, A. E. 0. ()oiigdoii. 

Adjt, H. B. T. Eye, It. 


2ad Batt. (so4th Foot), Twfiedrt/o 
E. C. Boyle, 


Lt-Coli H. C. E. Westropp. 

I Ailjt. A. G. Fool'd, It. 

3rd (Eescrve) Batt., Ashton- 
vndcf'Lim. 

[ Lt.’CoJ., H. Crosbie, e. 

dth (Eeserve) Batt., Ashton- 

[■ IJ.-CoL , IF A? Joimson, c. ; -Dijf. , H. A. Carroll, ecipL 
6th (Territorial) Batt., IVhjmi. I 3ra (Eeserve) Batt., Fra ?<?<?. 
I'Xf.-C'oi. C'oj/u?#., W. S. li’raiice,|/-^."Co?., G. S. Ormerod. 

V.T>., r. ; 4th (Eeserve) Batt., 

eth (Territorial) Batt., Iliilme, i Lt-Coli The O’Donovaii, c. 

^ Manchester. ! 6th (Eeserve) Batt., ZoaeriH*. 

[ lA.-Col. CoiraJt.i N. Dee, V.P., c. iXt.-Coi., T. Glbster, c. 

7th (Territorial) Batt., Man- I 

dmter. \ NOEFOXE: EEGIMENT. (2) 

f Zi". -Co?., J. B, Poilitt, lEegimental District No. 9.— 

8tli (Territoriai) Bait., Ardivtek. | oninch. Eecord Ofliee, 

[It-m. Conuit, H. Moore,! 

;C'o?.-?H.C7nV/, The King. 

9th (Territorial) ift>(..Denr.vKali)hBrowue,C.E.,(7. 

mider-Lnnc. '< 1st Batt. (9th Foot), Aldershot, 

f/J.-Col Comdt., C. E. Wain- 1 7.^>Co?.,, .1. Marriott, M.T.o. 
-vvright. i dd/V., H. Lancaster, ??. 

10th (Terri t'lriai) Batt,, 0/dA'OOJ. i Snd Batt. (9th Foot), Pu-tcr- 
It.-CoL, C. Ih-dgkiuson, v.p., c. j inaritzhvrg. 

Xst Cadet Batt., (d rosrc nor street, A. J. H. Luai'd, P.s.o 


H0ETHxrM2Bt,BANB FES. (1) 
Eeginiental District No. 5.— 
Depot) NeimastU. Eecord 
Office, Tofh 

Col., Sir C4eo. Bryan Milinan, 
Ig, 

1st Batt. (sfcli Foot), Ilatva I 
Pvndi. ■ 

Lt.-pol, C. H. L. James, c. 

Ad^t,, E, B. Gordon, eapt. 

2ftd Batt. (sth Foot), .Dorcr. 
Zi. -Co?., E. B. Heard. ■ 

Ad§t., IJ. W. Archer, ca.pt. 

3rd (.Reserve) Batt., Newcastle- 
on-Tyne. 

Lt.-Cot, Lord Algernon Perev, 
A.B.C., c. 

4th (Territorial) Batt., Hexham, 
Lt’ColCo'mdt,, Li C. Lockhart, 
V.D., c., 

Sth (Territorial) Batt., Neivca.Ale- 
on-Tyne. 

Lt-aol,-^. S. White, v.D., e, 

6th (Territorial) Batt., Neiveastle- 
on-Tyne. 

It. -Col, W. H. Eitsoii. : 


7th (Territorial) Batt., Alnwick. 
Lt.-Col, E. Scott. 


Manchester. 
I Lt-Col, H. Lethrard. 


Adjt., S. J. P. ScoboU, capt. 

3rd (Reserve) Batt., Norit-ich. 
fJ.-Cul, Sir Kenneth .H, Kemp, 
Bart., e. 


HIDBLESEX EEGIMENT 
j (Bake of Cambridge’s Own), (i); Aonrn*//. 

i EeKlme..tal district So. H. «. Barelny, v.D., .. 

I)epot, Mill mu. Eecord I 
Ofticc, Hounslow. 


Chlund, Henry Kent, Ig. 

1st Batt. (S7th Foot), Allahaheul 
Lt.-Col, L. 0. Gaver,c. 

Adjt, II. N. Eowlatt, mpt. 


Sth (Tcvritorifil) Batt., Hast 
I Perchdm. 

I rA.-Col, T. P, Angeil, V.D., c. 
i 6th (Territorial) Bait.— Cycl ids, 
I hlorwieh. 

■ Lt.-Coli B. H. L. Prior. 


2nd Batt. (77th Ft.), Guernsey. 
E. W. M, Norie. 


It.-Col 

AdjL, D. C. Owen, IL 

Srd Batt., Shijapore. 
ZL-Co?.,E. F. B. Glover, D.S.O. 
I Adjt., Miller, rapt. 

4th Batt., Aldertihot, 

[ iL-CoL, a it. Dyer. 

I Adjt.f G. Kltchin, it. 

, . a (Eeserve) Batt., Mill HiLl. 

[ Lt.-Coli 0. F. WTdtsboad, 

, Sth (Eeserve) Batt., MUl Hill 
E. P. D. S. Cfoichoster. 


'.NOETHAHPTONSH. EEGT.ri) 
■ Regimental District No. 4S.-.- 
Depot, Northampton. Ee(!ord 
Office, WarUy. 

Col , Eobt.C. WTiitehead ,c, B. ,m .g. 


1st Batt. (48th Foot), Aden. 
Lt.-Col., F. J. Parker. 

Adjt., S. H. J. Thunder, It. 

2nd Batt. (sSth Foot), Colchester. 
Lt.-Col„ E. F. Brercton, p.s.o. 
Adjt., (j- B. J. Mo watt, cupf. 

Srd (ResevveyBait,, Northampton, 
Lt.-Col, Earl of Westmorland. 
4th (TeXTitorial) Batt, , N'orthamp- 
ton. 

Lt-Col, Comdt., G. E. Eipley, c. 


OXFOEBSHIRE & BBCKING- 
HAMSKIRE LIGHT INF. (1) 
Regimental District, No. 43.,— 
Depdt, Oxford, Eecord Onice, 
Wanvkh. 

Co/.) Fredk. Green Wilkin.son, 
C.B. , Ig. 

1st Batt. (43rd Foot), Thauefmuo. 
Lt.-Col, F. G. L. Linnotte. 
'Adjt., A. G. Bayley, capt. 

' Slid Batt. (52nd Foot), Shorn- 
! clijfe. 

• Lt.-Col, K. Fan'shavve, P.s.o., c. 

I Adjt., V. H. Frith, capt. 

I 3rd (Reserve) Batt., Oxford. 
I?:?, -Co?., T. C. T. Warner, o.s., c. 
i 4th (Territorial) Batt., Oxford. 
.LL-Col,W. H. Ames, c, * 

1 Buckinghamshire (Territorial) 

1 Batt.. Great Marloir. 
Lt.-Col, Hon. T. F. Fremantle, 

: T.p. 

iaiTEEN’S, THE (Royal West 
i Surrey Eegimont). (i) 
'Regimental Distriefc No. a. -— 
Depot, GwUdford. Eecord 
Office, Ilovnsioiv. 
j Colonel, Ah' Thomas Ecj] v-Kennv, 
G.aB.,g. 

1st Batt. (snd Foot), ]iV.'>7cv/. 

\ Lt.-Col, A. W. Taylor. 

C. E. Koebel, cwpt, 

; 2nd Batt. (2nd Foot), Gibraltar. 

\ Lt.-Col, E. Dawson.' 

Adjt., P. J. Fcaron, It. 

Srd (Eeserve) Batt., Guildford, 
Lt.-Col, F. G. Parsons, o.s.o. 

4th Territorial) Batt., Croydon, 
Lt.-Col, F. D. Watney, c. 

Sth (Territorial) Batt., Guildford. 
Lt.-Col, W. J. Perkins, Y.P., c. 

1st Cadet Batt., Southwark. 
[Lt.-Col, iS. B. delaP.Eeresford,c, 
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RIFLE ' BBK^ADE (Fiie Bince 
! Consort’s Own). (x) 

Rilie Dep 6 fc and Record Office, 
Wmchcster. 

1 Col 4 ii‘ChW\ Duke of 

1 Connaught, K. G. , G. C. B. , A. D. c. , 

1 

1 Conuj. Rifle Repots A.E.,Teukiiis,c. 
j 1st Battalion, 

Col.-Comdt, , Sir Artlmr Frederick 
Warren, K.g.b. 

! Z(t-CoZ., Ron. C. G. Fortescue, 
j O.M.G.,C. 

, Ailjtyl). J. C. !■£!. Bernard, It. 

2nd Battalion, 

: Col.-Comdt., Sir Martin Andrew 
: Dillon, G.C.B., ,(/. 

■ Ll.-Cot^'R, P. Kiug-Salter. 
Adfl.yk. R. Harman, capt. 

3rd Batt.. R&mnpovt. 

\ Col.-Comdt., Sir Leopold Victor 
' Swaino, k.c.e., m.n. 

■ Lt.-Qol., H. C. Petrc. 

Adjt, H. 0 . Bulier, It 

; 4tli Battalion, Rordtm. 

; CuL-CorddL, John Plumtre Carr 
' Glyim, Lg. 

Lt.-Col., V. A. Couper, e. 

Adjt,, A. J. H. Biog'gett, U. 

: Sth (Reserve) Eatt., Wooltvieh. 
Lt.-Col,, C. E, Green way, e. 

6 th (Reserve) Batt., Woohcieh. 

' Lt.-Col., Viscount Hardiijge, c. 

i ROSS-SHIRE BHFES-Seo 

i “ Seafoi’th Highlanderfi.” 

ROVAI PtrSILIERS-See 

i City of London Regt.” 

i ROYAL HIGHLAEtDERS 

i (The Black Watch), (x) 

1 Reginieiital District No. 42 .-— 

1 Depot and Record Office, 

I Perth, N.B.: 

: Col., Sir John Chethara McLeod, 

’ G.o.i;., l.g. 

' 1st Bait. ( 4211(1 Foot), Limcrkh 
Lt.-Col, S't. G. E. W. Burton, c. 
j Adjt., 0 . D. Grant-Suttio, ccqA. 

2nd Batt. ( 73 rd Foot), ftidlh/i'e. 
Lt.-Col, P. .1. C. Livingston, c. 
AdJL, H. M. Blair, It. 

3rcl (Reserve) Batt., Perth. 

\ Lt.-Coi, Hon. Mhn. Cluis. Words- ! 
; worth Rollo(M{isterofRollo),c. 1 
; 4th (Territorial) Batt.. Pv.ndee. . 
; Lt.-Col, H. c. 

: 5th (Territorial) Batt., A.rlyroath. 
i Lt.-Col. ComdL,iS. Davidson, T. I>. , 
c. 

^ 6 th (Territorial) Batt., Perth. 
i Lt-Col, BirR, D.l»Ionereift'e,Bt., 
Y.B., 0 . 

m (Territorial) Batt., St. 

A dl/’/wjJ’K* 

U.-C0I., Bir R. W? Anstruther, 
Bart., c. 

ROYAL SCOTS, THE- 
See “ Lothian Regiment.” 

SCOTS FTTSILIERS (ROY.), (x) 
Regimental District No. zx.™ 
Depdt, Ayr, ALJS. Record 
Office, Hamilton. 

Colonel, J. T. Dalyell, l.g. 

1st Batt. (axst Foot), Rangoon. 
Ll-Col, A. B. H. Northoott. . 
Adgt, F, E. Thornton, mpt 

2nd Batt. (aisfc Foot), LubUn. 
Lt.-Col, W. H. Bowes, c. 

A dj t. , 0. H. Delano-Oshorne , fupL 
Si'd (Reserve) Batt., Ayr. 
Lt.-Col, R, L. Nugent- Dunbar, e. 

• 4th (Territorial) Batt., HU- 
marnoeJe. 

Lt.-Col, J. Gow, T.l). 

5th (Territorial) Batt,, Ayr. 
Lt.-Col, J. Craig. 

SCOTTISH BORDERERS -.See 
“King’s Own Scottish Bor- 
derers.” 

SCOTTISH RIFLES-See 
“ Cameronians.” 

SEAFORTH HIGHLANDERS. 
(Ross-shire Buffis— The Duke of 
Albany’s.) (i) 

Regimental District No. 73 .— 
J'lepot, Fort George. Record 
Office, Perth. 

Col-in-Chief, H.R.H. Duke of 
Albany (Reigning Duke of 
Sa.ve-Cobiirg and Gotha), k.g. 
Colonel, Mostyn de la Poer Beres- 
ford, lg. 1 

: 1st Batt, ( 73 nd Foot), Chaiihuttia. 
Lt.-Col, A. A. Spottiswoode, c. 
\Adjt, H. M'. C. Wicks, capt. 

\ Snd Batt.( 78 t.b Foot), Fort George, 
i Lt.-Col, D. Campbell. 

\Ad.jt„ W, D. Hepburn, It. 

\ 3rd (Reserve) Batt,, Fort George. 
pt.-Col, E. ^Y. Horne, c. 

4th (Territorial) Batt., Dingivall 
\ Lt-Col, H. H. Fraser, v.P. 

1 5th (Territorial) Batt., GoUpie. 
i/fon. GoZ, The King. 

VIA. -Col. Comdt., J. Alorrison. 

1 V.n., e. 

' 6 th (Tervitoiial) Batt., Elgin. 

\ Lt.-Col, C. G. Mackenzie, Y,i>. 

SHERWOOD FORESTERS. 
(Nottinghamshire and Derby- 
1 shire Regiment.) (s) 

Regimental District No. 43 .™ 
Depdt, Derby. Record Office, 

I Lichfield. 

Col ,Sir Horace Lockwood Smith- 
Dorrien, K.C.B., l.g. 

1st Batt. ( 45 th Foot), Seoundeva- 
bad. 

Lt.-Col., 0. C. Wolley-Dod, n.s.o, 
Adjt, M. K. Hodgson, capt. 

Snd Batt. (osth Foot), Fermoy. 
Lt.-€ol, F. 0. Shaw, e. 

Adjt, .T. H. Wyberg, 

3rd (Reserve) Batt.. Derby. 
Lt-Col. , L. S. Gordoii-Cumming. 

4th (Reserve) Batt., Keivarh 
Lt.-Col, Q. Didliixm. 

5th (Territorial) Batt., Derby. ' 
Lt.-Col, W. W. Bemrose, Y.i>.*, c. 
6 th (Territorial) Batt., Chester- 
field. 

Lt.-Col. Comdt., G. AC. Jackson. 

7th (Territorial) Batt, (Robin 
Hood), Notthigham; 

It.-Col, 0. W. Birkln. 

8 th (TeiTitorial) Batt., NewarJe. 
Lt.-Col, G. S. Foljam'bej Y.l). 

SHROPSHIRE LIGHT INF. 
(The King’s). (x) 

Regimental District No. £> 3 .-^ 
i Depot and. Record Office, 
Shreivsbury. 

Col, Sir Charles Edmond Knorr, 
K,(iB„lg. 

1st Batt. (ssi’d Foot), Lichfield. 
LZ-CoZ., S. G. Aloore. 

Adjt., A, P. Bow'en, It 

2 nd Batt. ( 83 th Foot), iJldaitore. 
Lt-Col., .T. L. Pearse, c. 

Adji. ,E. P. D(nTieii-Sniith, l>. S. 0. , 
capt 

3rd (Reserve) Batt., ShrciVisbury. 
Lt-Col, E. S. Cmiliffe. 

4th (Territorial) Batt., Shrews- 
biiry. 

Lt.-Col, S. T, H. Bimie, y.D., c, 

SOMERSETSHIRE LIGHT INF, 
(Prince Albert’s). (t) 

E,egimental District No. 13 . ~- 
Dep 6 t, Taunton, Record 
Office, Exeter. 

Col , Edward Lutwyche England , 
c.B. , m.g. 1 

i 1st Batt. (x 3 tb Foot), Portland, ; 
Lt.-Col, 0. H, Btisted. i 

A. ML B. Patenson, ca2d.. i 
' 2nd Batt. (xath Foot), Malta. \ 
Lt.-Col., G. H. H. Coiidiman, ! 

c. ; 

Axljt, H, I. R. Allfrey, capt. i 

3rd (Reserve) Batt., Tannion. ! 
Lt.-Col, H. E. HickiS, c. ; 

4th (Territorial) Batt,, Ralh. 
Lt.-Col,lA. F. Clutterbuck,v.l).,(.’. , 

■ Sih (Territorial) Batt, Taunton. ' 
Lt.-Col. Coimli,,W. Alarsh, Y. D, ,c. 

STAFFORDSHIRE (N.) REGT. i 
(The Prince of Wales’s), (x) i 
.Regimental District No. 64 .—- ! 
Dep 6 t and Record Office, 1 
Lichfield. 

Col, Sir George Digby Barker. 
3v.O.B.,^7. 

1st Batt. ( 64 th Foot), ShorneJiffe. 
Lt.-Col, L. T. 0. Twyfor*.!. ** 
Adjt, R. J. xirmes, ca2Jt. 

2nd Batt. ( 98 th Foot), Peshawar. 
Lt.-Col., H. Mar wood, c. 
xidjt , 0. H. Lyon, capt 
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! 5t3i (Territorial) Batt. , 

I WimhUdmi. 

\U.-€(>1., L G. Mortimer, V.D., c. 
ietli (Territorial) Batt., Kingston^ 
\ on- Thames, 

\Lt.-C(fl., F. F. Ommaimey. 


3n1 (iJs'.ierve) B.'itt., LichJieJd. 

. IJ.-Cn!., C. Hail, r. 

‘ 4Gu'n.e,';ervc)Satt., Lk'hfieU. 

E. S. Fipe-Wniforstan. 

Stilt' Ter ri tor iai) Batt,, Hanley. 

L\‘Ci>L, J. U. Knight, T.T>., c. 
etluTcrrltftri.'il) Batt,, liurton- BSGIMENT (EOYAL 

; fJ.-CU., .1. IStSifv.l... c. I WEST)-See “ Queen's, The.” 

i STArjOEDSHIEE (S,) R2G. (i)' SUSSEX BEST. (EOYAL). (i) 
'' Di.'ttrict No. 38. - .Kej^imental District Ko. 35.— 
i Hir-l Pioeorcl Ohlce, ' Depot, Chichester. Kecord 

‘ Llchmld. j Office, Houmloic. 

Samuel i Co?., Sir Wm. Freeman Kelly, 


O'hnu’l, Sir George 
Young, ly. 

1st Batt. (sSih Foi>t), Hcvonport. 
Lr-Od., J. W. Sears. 

Adji,, P. 11, C. Commings, it- 
2nil Batt, (Both Fooi); Peetona. 
Lf.-Coh, I. Kirkpatrick. 

A fljt, , M. K Savage, capt. 

3rtt ( Ucserve) Batt., Licitiiehl. 
fJ.-Col. CohuU., E. 'S'. D. Fearse. 
4tli (Reserve) Batt., Lichfield. 


K.C.B., Lg, 

1 1st Batt, (3stli Foot), RaivaX 
5 Pindi. 

Lt.-Cd., A. Al. Gilbert, D.S.o. 

• Adjf., G. E. Bond, P.S.O,, ca/pt, 
i 2nd Batt. (xo7tli Foot), 

I Curragh. 

; Lf.-O)?., H. B Seaife. 

W. B. VvTonghtoii, capt, 
3rd (Reserve) Batt., Chichester. 


Lt.-Vol., b. 1. Seckiiam, B.s.o., e. , Comdt., S. E. Clarke, c. ] 

5th (Territorial) Batt., ’ 


6th and 6th (Territorial) Batts., 
Thorpe Street, Sirmingham. 
Lt.‘Col. Comdt., C. J. Hart, c.B., 

T.B.jC. 

7th (Territorial) Batt., Coventry, 
Lt~Col., H. J. Nutt, a'.D., e. 

8th (Territorial) Batt,, 

3I(mor, 

Lt.-Col, E. Ludlow, T.I)., c. 
WELSH FBSmEES(EOY.).(i) 
Regimental District No. 83.'-*- 
DepOtjBVrrr/iam. Record Office, 
Shrewslntry. 

Col.-m-Chief, H.R.H. Friuce of 
Wales, K.G., g. 

Colonel, Sir Edward Gascoigne 
Bulwer, G.C.B., gr- 
ist Batt. (ssrd Foot), Corh. 
Lt.-Col, H. A. Iggulden, c. 

Adjt., R. E. F. Gabbett, 7>rcr. 
ntaj. 

2nd Batt. (33rd Foot), Sch'webo. 
Lt.-Col, F. R. Mantell, d.s.o. 
Adjt., H. I. Webb-Boweii, It, 

3rd (Reserve) Batt., Wrexham. 

\ Lt.-Col., R. F. Godfrey, c. 

\ 4th (Territorial) Batt., Wrexham. 


Lf R S !f^(Tfi’!tonai)Batt., A, Wynne-Edwards, 

6th (Territorial) Batt., iroZrrr- , v.p,, c. Ajl 7 

hampton. U.n -o.ff ir.,..;,,.,. 


] tampion. 
Lt.-Col. , T. F. Waterhouse. 


,.^1. m, -x TT X- !Sth(Tenitorial)Batt.,terffirto. 

5th (Te,Titon,J) Batt,, msl,.n{,s \ C. Hurlbutt. 


STIPFOIK EBOIKENT, 

Regimental District No. 

Depot, JSury St. Ldmunds. | WALES (S.) BORDERERS. (2) 
Record. Office, Warky. ! 


Lt.-Col, C. H.'W. Cafe, e. 

yjdmuuds . ! 


ivecom unige, nancy. • i , x,- . • x 

Cdmi-I, Uo.i. BfnurU Jlallicv 


Ward, o.ii., l.g. 

1st B.att. (i2th Foot), Malta,. 
Lf.-Cnl, E, Montagu. 

Adjt, E. N. Jourdain, It 


Depot, Brecon. Record Office, 
Shrewsbury. 

Col, George Paton, C.M.G., m.g, 
1st Batt. (24th Foot), Quetta. 


2nd Batt. ?3;2th Foot), l^arhkffrst. \ Lt.-Col, 1C. M. Graham 


IdjL, A. M.. 0, J. Lloyd. ?t. 

1 2iid Batt, (24t}i Foot), Chatham. 

! Lt.-Col, i, H. du B. Travers, c, 
\AdJt., D. G. Johnson, If. 

! 3rd (Rteservo) Batt., Brecon. 

, IJ.-Ctd., T. VT. .Tones. 
Brecknockshire(Territorial)Batt, . 
i Brecon, 

‘ Lt.-Col, F. R. D. A. Gongh. 


lt-(PL, V. W. 11. Graham, c. 

Adjt., (I H. Walford, mpL 

3rd (Reserve) Batt., B/iry St. 

JSdm finds. 

f.f.-Col, F, W. .Send.-tmore, c. 

4th (''i’erritovinl) Batt,, Ipswich. 

Lt.a yt , , \v. A . Churchman, v. n.,c. 

5th (Territorial.) Batt,, Bury 
St. Bdnlands. 

IJ.-CoL, C. -Marriott, v.i)., e. 

: WARWICKSHIRE REGI- 

SITRREY (EAST) REGT. (i) ; HENT (ROYAL). (x) 
Regimental JMstrict No. 3X.— ' Regimental District No. 6.— 
l)c}>6t, Jiinystoti. Record j Depot and Record Office, 
Office, IIoiuislow. 1 Wanvick. 

Col, Sir George Richard Greaves, ' Coland, Heniy^ Broom Feiiden, 


fi.C.B,, K.C.M.G., g. 

1st Batt. (31st Fooi), Plymouth. 
Lt.-Col., H. L. Smith, D.S.o. 
Adjt., F. B. Stafford, capt. 

2nd Batt, (70th Foot), Mhow, 
Lt.-Col, II. S, Slomau, D.S.O. 
Adjt., W. Appleyard, It. 

3rd (Reserve) Batt., Kingston. 
If. -Col, A, C, Worthington, c, 

, 4th (Reserve) Batt., Kingston. 
Lt-Col, B. G. F. Garnett. 


C.U., tti.g. 

1st Batt. (6th Foot), Peshawar. 
Lt.-Col. , F, G. F. Browne, c. 
Adjt., C. R. Macdonald, capt. 

2nd Batt. (6th Foot), Lichfield. 
Lt.-Col, J, R. Dyas, c. 

Adjt., R. H. W. Brewis, capt. 

3rd (Reserve) Batt., W'arwick, 
Lt.-Col, R. W. M. Biako. 

4th (Reserve) Batt., Warmck, 
Lt.-Col, C. E. M, Fyrie. 


Lt.-Col, C. H. Darbishire. 

7th (Territorial) Batt., Newtoivn, 
Montgomery. 

Lt.-Col, Sir \Y. L. Napier, Bt. 

Y/ELSH REGimENT. (i) 
Regimental District No. 41. — 
Depot, Cardiff, Record Office, 
Shreu'shury. 

Colonel, William Allan, m.g. 

1st Batt. (4t.st Foot), Egypt. 
Lf.-Col, H. Sehoiield. 

-Idjf., A. Derry, D.S.o., capt, 

2ad Batt. (69th Foot), Pembroke 
Bock, 

Lt.-Col, H. D’A. lIarkness,C.B.,c, 
Adjt., L. I. 0. Robins, cMjd. 

3rd (Reserve) Batt., Cardiff. 
Lt.-Col, W. W.atts, O.B., c. 

4th (I’erritorial) Batt,, Haver- 
fordwest. 

Lt.-Col, W. R. Robeits, T.i>., c. 
6fch (Territorial) Batt,, Ponty- 
pridd. 

Lt.-Col, Co7ndt., A. F. James, 
V.D., c. 

6th (Territorial) Batt.— 

II mi. Col , The King. 

Lt-CoL, W. D. Rees, V.D., c. 

7th (Territorial) Batt,— Cyclists. 
Lt.-Col, C, L. Wilson. 

WEST RIDING REGIMENT 
(The Duke of Wellington’s), (i) 
Regimental District No. 33. — 
Depdt, Halifax. Recoi’d Office, 
York. 

Col, Herbert Eversley Belfield, 
C.B., m.g. 
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1st Batfc. (ssrti 1^’oot), Amhala. 
iJ.-Col.X'. Hiimpiireys. 

capL 

2ii(i Batt. (76th Foot), Tidworth. 
I A. -Col, F. x\. Haydeii, D.S.o. 
Adjt, C. J. Pickermg, Zf. 

3rd (Reserve) Batt., Halifctx. 
LL-Col,B.. J. Johnston, D.S.o., c. 
Ifch (I'erritorial) Batt,, Halifax. 
./J.-CoL, J. E. Hartley. 

5tli (Territorial) Batt,, Hudders- 
field. 

l.t.-Col, J. Mai'sden, v.i>. 

6th (Territorial) Batt., Sh'pton- 
in-Craven. 


YORK & lASCAST. S,EGT. (i) 
Regimental District Ho. 65.-— 
Depot, Pontefract. Record 
Office, York. 

Col., Frederick Hardy, C.B.,?n.'7. 
1st Batt. (65th Foot), Quetta. 
Lt.-Col, R. 0. A. Howe, c. 
Adjt., T. W. Parkinson, caid. 
2nd Batt. (84th Foot), Farn- 
borough. 

Lt.-Col, H. N. Byass, c. 

Adjt, V. A. Oillam, It. 

3rd (Reserve) Batt., Pontefract 
Lt-Col., E. 0. Broughton. 


u rd R E Williamsor TL> : ^th (TeiTitorial) Batt., 57iC/«. 
Lt.AOi-., R. lii. O. E. Branson, \.i>. 


7th (Territorial) Batt,, Milns- 
bridge. 

Lt.-Col., F. W. Beadon, v.d„ c. 
WILTSHIRE REGIMEHT 


Sth (Territorial) Batt., pother- 
haw. 

Lt.-Col, T. E. Mitchell, Y.D, 
YORKSHIRB LIGHT XHF. 


^5 ! 


1st Batt. (isth Fo(A), Bar don, i 
Lt-Col. , A. J. Ricliardstaj. ! 
tidjt, K. T. Woodmass, U. I 
2nd Batt. (istli Foot), Fuzancf-d ' 
Xt.-C-oh, J. E. F. SUdci!,' c.' . 

Adjt, A. H. Wilson, cajd. } 

Srd (Reserve) Batt., Beverley, i 
Lt.-C7)7.,H. R. Pease. ' | 

4th (Territorial) Batt., HnlL I 
Lt-Col,W.\Y.B.ixlhv.i>.,e. i 
Sth (Territorial) BodA.--~CycUsts, \ 
Hull I 

Lt.-Col., J. L. Stanley, v.i). j 

YORKSHIRE (WEST) REGT. I 
(The Prince of Y/ales’s Own), (i) ! 
P^-eginiental District Ho. 14. i 
Depot and Record Office, I'oii*. i 
Col, William Hanbury Hawiev, i 
v'l.g. ‘ I 

1 st Batt. (s4tlilFoot}, Flawed 

Pindj. 


(The iiuke of Edinburgh’s), (i)! ^ ^*''1 Lf.-Cy?., T. R, R. Ward, c. 




Regimental District .No. 63.-1 
l>ep6t, Pei'izes. Record Office, | 
Exeter. 


Depot, Pontefract 
Office, York. 

cdSlhv Joto Hart 

1st Batt. (5xst Foot), Wgnberg. 


K.G.ii., g. 

1st Batt. (dand Foot), Bloem- 
fontein. 

Lt.-Col, C. H. M. Kirkwood, 

I).S.O., t*. 

Adjt, C. G. M. Carter, U. 

2nd Batt. (99th Foot), Diiblin. 
Lt-Col, B, H. J. Reay, c. 

Adjt., C. A. Baiker, c(f2d. 

3rd (Reserve) Batt., TJevizes. 
Lt-Col, R. .Barclay, c. 

4th (Xerritoriai) Batt., Txmv- 
hridge. 

Lt.-Col, Earl of Radnor. 


Lt.-Col, L. A. H. Hamilton. 
Adjt, R. B. Boulton, capt 
2nd Batt. (losth Foot), Aldershot. 
Lt-Col, A. W. Biles, c. 

Adjt, B. N. I^n%n, It 
3rd (Reserve) Batl., Pontefract. 
Lt-Col, J. E. fthuM', c. 

4tli (Territorial) Batt,, Wakejidd. 
I Lt.-Col, E. Hind, v.d, 

6th (Territorial) Batt., DouGitster. 
Lt.-Col, S. E. Somerville, V.D., c. 


■WOHOESTERSHIRE EEGT. (i) 

Rosin.ental Histi-iet Ho, j (Alexandra, Pnneess of Walea’o . 

ISii'. Metfict. Ko. ij- 
a) luiutu. j Richmond. Record 

I Office, York. 

jCoZ., WTliiam E. Franklin, C.B., 

I m.g. 

1st Batt. (xgth Foot), Egypt 


fh/.j Sir Geo. Wentworth Ales. 
Higgi nson , G . C. B. , g, 

1st Batt. (zotli Foot), Bordon, 
If. -Cut, W. D. Holland, c. | 
Adjf,, W. J, Dugan, capt ' 

2nd Bait, (36bh Fool), Jhan;^i, 
It-CoL. IL de .B. Hovell. l).8.o, 
Ailjt., W. G. Tarbet, D.S.o., 

Srd Batt., Dover. 

Lf.-Cul, G. T. Pcacocke. 

Adjt., F. St. J. XyiTwhitt, 

4th Batt,, Bareilly. 
Lt.-Col, G. "W. Lewis, c. 

Adjt., G. G. Deans, It. 

5tli (Reserve) Batt., irorccsfcr, 
lA.'Col, S. A. Stephenson- 
Fotherstonhaugh, c. 

6th (Reserve) Batt., PTorcester. 
Lt-Col, 

7th (Territorial) Batt,, Kidder- 
( minster. 

I Lt.-Col, E. V. V. Wheeler, c, 
i 8th (Territorial) Batt., Wmxester. 
j Lt-Col, M, Dixon, T.D., c. 


Lt.-Col, E. M. Esson. 

Adjt, B. H, Leatham, 

2nd Batt. (19th Foot), York. 
Lt.-Col, A. de S. Hadow. 

L. Peel, ft 

Srd (Reserve) Batt,, Richmond. 
Lt-Col, J. Vi. Lodge, c. 

4th (TeiTitorial) Batt., Harth- 
allerton, 

Lt-Col, W. H. Mottj C. 

5th (Territorial) Batt., Smr- 
borongh. 

Lt-Col, J. A. Staveley, Y.D., c. 
YORKSHIRE (^AST) REGT. (i) 
Regimental District No. 15. 
Dep6t, Beverley. Record Office, 
York. 

Colonel, Sir Coleridge Grove, 
K.C.B., ni.g. 


2ad Batt. (14th Foot), ColcMcstcr. ' 
Lt-Col, H. O’Douiitdl. 

Adjt, IL D. Wood, capf. 

Srd (Reserve) Batt., York. 
Lt.-Col, A. lil. Sagar-Miifcgrave, ■ 

i 

4th (Reserve) Batt,, York. < 
Hon. Col , The King. \ 

Lt-Cot, j: B. G. Tottie. i 

5th (Territorial) Batt., York. | 
Lt.-Col, 0. R. Husband, v.n. | 
6th (Territorial) Batt.. Bradford, j 
Li.-Cvl, R. A. A. Bottomley, i 
7th and 8th (Territorial) Batts., = 
Carlton Barracks, Leeds. j 
Lf.-Cols., G. H. PuAve, v.l>. ; ■ 
J. W. Stead, Y.n. 1 

The following Regunents consLt 
of TerritGriul Battalions only. ■ 

The Cambridgshire Regiment, j 
1st Batt., Cambridge. j 
Lt.-Col, A. J. Lyon, Y.i>., c, ) 

The Herefordshhe Regiment. 

1st Batt., i/tor/orc/. ‘ 
Lt.-Col., M. J. <L .Scobio, r. ' 

The Hertfordshire Regiment, 

1st Batt., Hertford. 
Lt.-Col, C. E. Longniore, Y.i>., c. 

The London Regiment, 
ist City of London {Roy. Fiw- 
Uers). Lt.-Col, P. B. G. 0. 
Crowe, V.D., c. 

and City of London (Roy. Fusi- 
liers). Lt.-Col, Y. Carlebach. 
3rd City of London {Roy. Fusi- 
liers). Lt.-Col, T. E. Carcy- 
Bates, c. 

4th City of London {Roy. Fusi- 
liers). Lt-Col, H. Dade. 

Sth City of London {London Rijh 
Brigade). Lt.-Col, Lord 
-Bingham, c. 

6th City of London (Rifles). Li,- 
Coh, R. W. Smith, Y.P., c. 
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7 \h Vhx iTilnudun ilHM. sist County of London (First 
^ f",)'., r. C. Eldn, * ! Surreif Mijles), W. F. 

8th City of j.ondon (Post OJir.e\ Branston, V.n., 
i:/ikA LtMl, Emi of'aand County of London (The 
Emnard. K,l\ j Queen's). LL‘CV;Z.,E. J. Frevitdj 

c«! h Ojiiiity <'t' London {Qu&Jth] \M>. 

, rv/n/’.'VVj JFjh’s). L^..Cf>L,'a3i'd County Of London 

W. \f. Timuneruy, j • Lt.-Col.,'&. T. L. Tiioni* 

lotli ^,'ountvuf f oi!di>n,(P«df(?n'7- ' son, V.B., c. 

=. ton Ri4e%\ Li. -Col, A. C. 1 24th County of London (The 

t’. ! ^M£m’7?).LL-Crd.,LordIlociney. 

jith Count V of Lomh>n(P'iitsh}ir>f 25th County of London (CucUsts). 

IJ.-C'nl, ysi LL*Cof., <L Smith, 1M>. 

Y.h., <7. 128th County of London (Artists’ 

3:2th Coiiufy *>f Lmnion (Tke\ Jiitl:es), XL -Cof. , W, C. jHoi’s*! 

S. Coidi-1 ley, V.B., c. ' | 

eott, V.D., c. iinns of Court O^^cers’ Training 

2310 County of London (KcnA Corps. LL-Col,, A. Glen, 

I Lf.-CoJ., A. S. Sulher-j V,I>.,c. 

laad'JJa-rri.j. : 

14th County of loiidon (Lourfoit j The HonmouthoMre Eegiment. 
i^eoiiUh). Lt.-Cii'L, .y.W. Grmg, I lat Batt,, 


v.n., c. 

istli County of London (Piiiu'e 
I of Trflift's’i? Oavf, Civil Service 
lanes). Hon. The King ; 
, LL-CoI, Hon. C. S. Heathwte- 
■ BrmmnondAVilloughhy. 

I *6fch County of London {.Quccn'i 
* Westminster IFjks). Lt.-Cul, 

' e. A. G. Clark. 


\Lt.-Col, J. a Liewellla. 

2nd Batt., PonQfpGoL 
fJ.-Cof., J, A, Bradiiey, c. 

8rd Batt., Aoergaventuf, 
Lt..CoL, W. B. Steel, v.l>., c. 


Cyclist Battalions. 

I’HS liSSKX ANI> SUFFOLK. 
Coiaheater. 

■r, J. Boulter. 

0, E.' Holman. ‘ ' j the highlaxd. Eir/mm. 

‘ 18th County of Loudon (Lf>/uL>/i, LL-Cof., Marquess of Bivadal- 
Irish lifjles). Lt.-CoL, H. A.j bano, K.G., A.O.C., c. 


^ x?th County Of London (Poplar, r. . 
• and Stepney liPks), 

' i'J P. I rpwv 


Pakenluun. 


.9tl> County of I-ondon («f. P««-i p (v\? f' VS fvT' 
craA Lf.-Cor., G. T. Cnttoll. 'A'-eo'- C- 1- i.b. 

20th County of London (Elaef:-\ the xortHEHN. Fv>rcast(e- 
heath and Wuutineli). It. -Col,' on-Tyne. 

E. L. Moore, T.I>., c. \Lt,-CoL, d. A. T'ork. 


WEST IHDIA EEGISfENT. (i) 
(4S8,000). Depot, Jmnaim. 
Col, Wm. Lohii Chaffiberlayne,,^. 

ist Batt.j Jamaica. 
Lt..Cols., E. S. C. Kennedy, c, 
(e,om.fIg.)\ 

Adjt.,\.Q.AAaiT,U. 

2nd Batt., Skrra heone. 

Lt .C’o^i?.,L.S.BlacMen,e.(aoni%.); 

F. K- loveband. 

Adjt, IL li. Lawrenson, ai'pt. ' 

THE KIWS AmiOAW 
BIFIES. 

1st (Ccmml Africa) Batt, 
Candt,, H, A. Walker, l.c. 

Adjt. and Qr.-3fr., 11. W. Stevens, 
maj, 

2ad (Central Africa) Batt. 
:Comdl, E. H. Llewellyn, i.r. 
lAdjt. midQrrMr.,E. S. Flisell,L*. 
! $rd (Fast Africa) Batt. 
Comal, J. D. Macka.y, le. 

'JfL'L and Qr.-Mr,, E. C. Cepp, 

4th ( Uganda) Batt,, 
'ConuU.. B. It. {'iraham, l.c. 

Adjt., J. K. Clothier, capt 
6th (Soma lit and) Batt. 

.r. A. Haniiyngtoii, l.c. 
Adji., F. Iv. Burnside, eapt. 

! WEST AEEIOA BECIMEKT. 

I (£40,000). 

Sie^rra Leone. 

Coindt., H. %V. 0. Gnihain, d.jso,, 
i Atijl, B. -NL Holbertou, It. 


^vini> Sn'birc (fforps (^ 301 , 000 ). 

Colouct, U.R.n. Duke of Connaught, k.cl a.o.c., f.m. 


i Colonels, G. Siauky, C.B. : L. A., 
{ Hope, CM?., ; F, 3V, ' 

; B. Landon, o.n. (Impecfor,\ 
' A.S.d): G. r. Boiireioault;: 

‘ T. J. ODdI, C.B. ; A. H.i 
' 'rUomas, C.B. ; F. W. B. Kotsj 
j C.B. ; G. G. Welch, C.B. ; F. C.; 
, A. CJilpin; F. IloiTiiblow\ 
I {A.S.C. EirorJs)\ T. 1). Fonster, i 
! H.v.o. ; S. S. Long; G, E. 0. j 
Paul, c.M.o. ; P. E. F. Hobbs, 1 
O.M.G. 

IHtt.-ColoiifhfK. E. Hill, c. 
it M.V. Hunt, c.: 0. A. French, I 
e. ; M. W. J. Etlye, c. ; E. A. 
Bramhall, e . ; £. It. u. Lmllow, e. , I 
G H. Cardew, T>.s,o., «. ; A, L. ‘ 
Caldwdi ; C. W. King, M.v.o. , c. ; 
H. E. H. daek. C.M.G. ; E. T. 
Buttanshaw; H. N. Bai*gent^ 


H.S.o. ; P. (t Sandilauds'; A.E, 
Cuiuiug ; If. L. Hinnphreys; 
St. J. SV, T. Parker; A. H. 
Terry, r, ; A. Long, D.S.O. ; 
.f. A. B-. Purvis ; J, S. Moore ; 
W. G. B. Boyee, h.s.o. ; K. 0. 
Alathew. 

TEElirrOEIAL FOECE, A.S.C. 

East Anglian (Ilford). IJ.-Col, 

Highland (Pr/’t/t). Ll-Col,G. J. 
Haynes, T.h. 

Home Counties (Brighton). Lt. - 
Cul, A, H. Martin, 

East Lancashire (Manchester). 

Lt.-Col, J. T. Smith. 

We«t Lancashire (Li verpool). It. • 
Col, A. D. Lomas. 


tst London (WooUvich). Col., 
T. ,T. Kearu.s. 

and London (W/idw Ikad.S. IF.), t 
Lf.-CoL, P. H. Dalbiac, c. 
Lowland (Glasgoiv). Lt. ■ Co^, 
J. A. Hope, Y. p. ' 

Korth Midland (Ilajulstvorfh). ! 

Lf.-Col, ^y. S. Hooper. ‘ ' 
South Midland (}''«>• u^VAt). i 
! LL-CoL, C. H. Collls, V.IX, .c. ' 

Xortlmmbrian (Meivenstie - on - 
Tyne). Lt.-Col, H. A. Euskine, 

V.l)., fl. 

West Elding (Forjt). LL-Oo?.,J.C. j 
CUiambers, v.l>. 

Welsh (Hereford). LL-Col, T. 

' P. B. Oile.s. 

Wcsse.Y (E.refer). IJ. Col, E. 
Hewett, V.i>. 
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littti}) iUftiiral ^iftbice (;^44o,ooo). 

MrectorSenetal (ranMng as Lkuf.-Gen.). Sir A. KEOau, k.c.is., 


( 2 ) : 


■ih 


Royal Ahmy Medical Cokps. 
Suiyj.-ikLieraU, Wn\ T. J. Ciallwey, 
iLC.M.a., M.B., W.’L. Gubbms, 
C.B., W. Bonovan, c.B,, 
O'. I). Bourke, c.B., k.h.p., J. 0. 
Dorman, C.M.G., M.B., A. T. 
Sloggett, C.lvf.G., W. ^Y. Kenny, 
•M.B., P. M. Eilis, H. E. White- 
head, c.B. 

Colmiels, Ji. J.AV. Barrow, 0. E.P. 
liloyd, J. G. MaeKeece, 

G. AY. Eoliinson, T. H. Corker, 
Ai.D., E. H. Forman, M.B., .T. G. 
HaiaVood, B. Korth, T. F. Mac- 
]S'eece,AV'. Babtle, Fre, C.M.G., 
Ar.B. (Inspector of Medical 
Sermces), A. P. O’Connor, C.B., 
f), AVardrop, c.v.o.,:m.b., G. T. 
Gnggin, m.b., .T. AL Jones, F. B, 
AJaciean, B. OBnlli van, IT. AY. 
Murray. M.B., Af. AA~. Kerin,! 

A. Feterkin, JEB., Sir B. Brnee, j 
C.B., F.B.S., M.B. (Athison/\ 
Hoard), I. E. Anderson, H. Q. | 
ITutiiaway, AY. G. Bedford, ' 
c.m.Gm Pw .Tcnninga, M.D., i 
S. V, P>. Enl'.iiison, it. AAA Ford, ' 

H. J. It. Aiobcrley, B. 1 

Butt. 

LkiitMoneU, E. D. llodsoii, 
AY. neiiernan., AY. J. Baker,; 
S. Townsend, m.d., T. P. j 
AA’oodlionse, e,, J. il. A.; 
Ehodes, T. J. E. T.ucas, C.B.,j 
M.B., li. Porter, 31. TL, AA'. G. ! 
Alftcpherson, c.^r.G., m.b., J. 
Batiersby , M. B. , M. AY. ( J’KeeXe, 
Ai.D., T. .1. O’JDunnell, ixs.o., 
■R. E. Tt. .ATorse,?,. H. S. Sawyer, 
M.B., T. E. is Oiling, .}. 0 . 
Culling, R. I. D. Ilaekett, 31. D., j 

H. II. .hmnston, 

J). J. E. Risk, AAA Ob Birrcll, ! 
M.B,, F. P. Nichols, 3r,B., F. J. 1 
Lambkin, <•., AAC L. Eeade,! 
AV. 3)ick, F. J. Jeuekeu, j 
3r.B., F. H. T’reherne, H. J. 1 
Bjirratt, H. O. '.rrcYor, X, F. | 
Eussoli, c.Ar.a., ?.r.r}., AAA AA'. j 
Pike, D.S.O., .1. M. Irwin, l 
F. H. ;M. Burton, M.D., C. E. ; 
Kichol, lX.s.o., 31.53. (liCcorLis] 
and T>e'p‘V), .S. AAY\stcott, | 

c.yr.G., B. M. Skinner, 'i.v.o., i 
E, Kirkpatriok, c.sr.a, 3i.D.,i 
H. S. McGill, C. E. Tyr-; 
reil, AY. B. Thomson, E. J, | 
Simpson, 0.31.0., 3I.B., T. AAA | 
D’lr. Ilainiitoii, o,3r.<;j., 3!.B.,i 
E. P. Bond, E. H. L. Lvndon 1 
Bell, M.B., R. H. Firth, II. R.F. I 
Moore, 3T.1)., A. E. Tate, C. E. 1 
Fauuce. R. J. Geddes, D.S.O.,! 
31. B., D.V. O’Connell, 3r.p., J. 119 
Stuart, 3LB., If. L. E. AAliite, 

B. T. 'McCreery, ILB., L. J. 
Swabey, J. II. Yourdi, 3i.B., 

C. AY. S. Magrath, 3r.D., G. AAA 
Brazier-Creagh, c.si.o., AY. A. 
Morris, A. Dodd, Cr. AATl-son, 


Sr.B., .T. M. Reid, M.D., T. B. 
tAGnter, F. S. Heu.ston, 0.31.0., 

G. F. Gubbin,M. O’D.Braddell, 

M. B., J. J. C. Bonnet, H. :m. 
Sloggett, AAA C. Becvor, O.M.O., 
bob', j. Maher, G. B. Hunter, 

D. S.O., H. K. Thompson, D.S.O., 
3f.B., N. Alanders, 0. Birt. 

E. S. F. Henderson, 3LB,, J. K.' 
Forrest, M. W. llus.sell, H. A. 
Haines, 3i. D, , G. E. Hale, i>,s. 0 . , 
C. AAA Johnson, A. T. I. 
Lilly, 0. C. Eeilly, AAA Turner, 
AY. E. Berryman, S. E. Buncan, 

E. Caldwell, S. Hickson, 31. E., 

H. J. Fletcher, 31. B., S. Pow'cll, 
31. D., F. W, C. Jones, 3i.B., 
J. Meek, 3I.D., A. E. Morris, 
31. D., C. L. Josling, AAA T. Swan, 
3r.B., R.. L. B. Macleod, 3r.B., 
G. G. Adams, J. M. F. Shine, 
31.1)., C. T. Black3V6ll, 

N. CA Ferguson, C.3I.G., 3r,B., 

S. E. AYills, M. L. Hearn, B. H. 
Hall, 31. r>., R.. G. Hanley, 3r.B., 

G. Cree, S. C, Philson, J. H. 
Curtis, S. G. Allen, J. S. Green, 
31, B., C. A. Lane, 31. B., P. C. IJ. 
Gordon, AV. B. Bay, 3i.B., L, T. 
M. Nash, M. O’Halloran, 

C. S. Sparkes, J. H. Daly, U. B. 
Rowan, 31 . B., H. Carr, 31 . d., 

T. Daly, AT. J. Sexton, 31. D., 

H. E. Cree, AAA IL Starr, A. A. 
Sutton, D.s.o., AL T. Yarr, 
C. H. Arelville, 31. B., H. Cocks, 
31. B., J. B. Wilson, 31.1)., 

F. AAA G. Gordon-Hall, 3i.B., 

A. Kennedy, H. P. G. Elking- 
ton, J. B. AY. Buchanan, H. At. 
Adain.son, 3i.B., T. G. Lavie, 
IT. li. Brown, 31 . B., 0. H. 
Burtchaell, Y.B., J. d. GerrarU, 
3T.B., J. B. Bavidson, 3 I.b., 
J. AYill, 31. E., J. B'allon, J. V. 
Salvage, A. B. Aldridge, 
31. B., Sir .L Fuyrer, Bt.,3i.j)., 

C. J. AlacBonald, 31 .T)., T. H. F. 
ri.arkson, B. AY. AVriglit, E. 
Eckersloy,3l.B., B, J, C. Cottell, 

B. Henuessy, 31.0., B. AL 
Baunder.s, 31 . l>., B. AI. O’Cal- 
laghan, J. F, Bonegan, J. 
Bonaidson, H. B. Alathias, 

D. S.O., G. H. Barefoot, F. B. 
Newland, 31 . b., R. J. AATndle, 
3r.B., J. J. Bussell, 31.B., G. F. 
H. Alarks 3LD., B. Holyoake, 
T. Bu B. AA’haite, 31. B., H. T. 
Knaggs, 31.1)., F. S. Le Que.sne, 
TrT5ir» B. H. Peiiton, n..s.o,, 
A. L. F. Bate, H. AAA Austin. 

TERBITOBIAL FORCE, 
B.A.M.C. 

Mounted Bngadi Field 
Ambulances. 

Eastern (Mon). Lt.^Col, E. 
F. Bindloss. 


Highland (Inrcrnex'-’). fJ.-Ooi., j 
j J. MacdomUd, jlb. ^ I 

! London. Lf>-CoL) C. Stouhfiin. I 
' c. 3 r.cb I 

Lowland (Glasgow). Li.’Col, i 
, R. T. Halliday, 3i.b. j 

i North Midland iUandsworth). 

I Lt.-Col, ' ' \ 

! Notts and Derby (Mofffnnhain'i ■ 
I Lf.-Co?., L, AAA Poekett,* 3LD.' 
South-Eastern (Ma^vatc). JJ.- \ 
Col, ^ I 

iSl^SouthAridland(£.‘/?*anA?3r7jf/n/). j 

and South Aiklland (Stony Strut- ] 
i ford). I A. -Col, AY. B. Bull. 

1 T.D., C. ■ A- 

j South AAAales (Ilereford). lA.- 
I Col , F. H. Thompson. ' 

rst South-AA'estern (Devizes),' 
i Dt.-Col, H. J. Maekay, 31. B. 
and Sonth-AA’’03tern (Frotne). 

JA.-Col, A. AAA Biilby. 

.AA'elsh Border (Chester). lA,- 
Col, G. AAA Sidebothain, r.i). 
Yorkshire (Wakefield). Lt.-Cul, 

i FieM Arnhulance.s. • 

! zst East Anglian (Tpswich). IJ.- 
i Col, S. S. Hoyland, v.i). 

and East Anglian (Konvich). 

: Lf.-Col, J. n. Stacy. 

‘ 3 rd East Anglian (Legton), IJ.- 
; Col, 

zst Highland (Aberdeen), fj,- 
i Col ■ . : ■ 

and Highland (Aberdeen). Lt,- 
i Col, 

3 rd Highland (Imndee). Lt- 
C&?.,AVA K'mnear, 31.1).’, v.p. 

's^^t Home Connlit'S (Maidstone), 

; It. -Col, C. P. Oliver, 31 . n. 
and Home CountiesfCff 
i It. -Col, 

3 i'd Home Counties (Surbiton), 

I JA.-Col, J. ,1. de Z. Alar, shall, 

: Y.i). 

: ist East Laiicjjshire (Manchester). 

iJ.-CoL, J. B. Alann. 
i and Ejist Lanea.shire(i!/'fl'/i!c/<'>.vG,d‘). 

' IJ.-Col, J. J. K. Fairelough, 

3 rd East Laneashire(Jf«?m/«?i!iho-). 

. Lf.-CW., J. AAA Smith, M.T». 

1 iHt AYest Laxicashii'e (Licerpot>l). 

I Lt.-Col., F. J. Knowles. 

I and AA'est Laiicasbirt‘(L/a<;’? 7 >oefA. 

! Lt.-Col, T. AL Ba^vson, y.t>. 

! 3 rd AA'est Lancashire (St. Ihde}(.s). 

1 Lf. -Co?., E. Jackson, 31. B. 

'sst London (Bn nhill Jtoui). Lt.- 
Ctil, B, B. Sleman, 31. D., v.i>, 

. and London (Sha,fiesbnTii St.. A A), 
j, Lt.-Col., ,L N. Brown, 31. li. 

‘' 3 rd London (CVi7f/iori)e St.), lA.- 
1 Col, J. Harper, 3i.D, 

Uth London (WooUmch). Lt- 

I Col, A. S. Green way, M.D. 

. 5 th London (Wml-akh). Lt.- 

I Cof.,0, H. Hartfc, y.D., c. 


AYHITAKER’s kiMANACK, 1910, 



M P. HritL'Uj, /,f. 
M. Pv*w<N m. 

HOTAL 

•UM’lLLI-ntV. 

frnvu'aJ, S\\ {'anipbt'il, 0.», 
Lt,^aen ,, .). B. loofc. 
Maj.-Gt’ii,, W. U. Xk’hoilfi. 


WKITAKEa*S 


ILA,MJ\ — MiUfiff; ^e,—Ro^jal Marinps, 


LL- 


fKh foryi.HM ). IJ.- 

E. L‘i>yd-\ViilUim», 

' tst ((whti^'go^t’). If.-Coi., 

W , F. i‘vi!k‘, M.P. 

' aisil Lo^vl;<n4 iGiafi'mf')- 

. f'f,-’., A. 1 ». ^F^ 5 h^t, 

3 r'l Luwi.'uid ih'U it) burgh), 
f'rF. , A. A. Ro-jri, ?I.B. 

Xnvth Afidjan.l (DrrhfA. LL- 
(b>{., IF if. Luce, M.B., y.i>, 

23 ui Noilli Aiiduind (Leketibir). 
fJ.-r'J., 

2 r'i .N'ortii AJ idiand ( Walverhamp- 

iJ.kM., 

' and South ’M.idland {Binning- 
ham). //.-T'o/., T. GrUiiths. 
3 Tm| South Afidhiu-.i (/ jV-mSu/ ). Lt,- 
X, Vk Pj it.ehfU'd, V-P. 
i;,t N » ii't huiuhr iti ii ( yravastle-on - 
‘rum'). Lf.-ko/., 

aiurNortlniiithrian ( iMrliuntoU), 

3 r<i XorMiuniliriau (Hull). 

<K i'alkiu-r. 

' s.st, AVpst IBMiii'j: (Lre<k). 

VoK, A. E. L, Wear, M.i>. 
and Wvst {Lerds'). 

; coL, 


Lt.- 

IJ.- 


3 rd West EidiDg (. 9 / 2 #V*W). It- 
Col.i T. S. Adair, ALB. 

1 st Welsh Vak). It.-CoL, 

d. W. Davies, %'. d. 

2 nd Welsh ((AurdZ/D. U.-CoL, 
A, W. Sheen, M.i>. 

3 rd Welsh ( 5 ?t’a?i 6 W). Lt.-Col,, 
A. L. Jones. 

xst AVesses (Exeter). Lt -Col. , 

2 nd AA’‘essex (Plymouth). Lt.- 
Col, 

3 rd AA'essex (Portsmouth). LL- 
CoL, 

General IlospitaU. 
ist Eastern (Camlrndge). J. 

ftritfiths, ALT)., e. 
slid Eastern (Brighton), C. J. 

Jaeoinb-Hood, l.c. 
ist London ( ). 

col. 

znd honckva ( ). C. ri(»dsoii, 

Y.T), surg.-iiol 

3 rd Loinlofi ( ). J. Adam.s. 

v.i)., mra.-eoL 

4 th Lond<,>h ( ). A. 

Thorne, ALB., A'.D., sury.-cul. 
ist .Vorthern ( ). j. W. 

Rutherford, l.c. 

2 nd Xoi’therii (Lenls). E. F. 
Trevelyan, Ai.n., l.c. 


'srd Xortfiern ( ). a, 

i Vvliito, l.c. 

' 4 U 1 Nortlieni (LI /icoln). W. if. 

; Brook, Ar.D., l.r. 

5 th ICortIjern (Leicester). A. 
j Clarke, l.c. 

; xst Scottish ( J herdeen). J. 

I Booth, Ai.i)., Lc. 
land Scottish (EiUnhurgh). 

I W. Thompson, alb., lx. 

1 3 rd Scottish (Glauyow). D. 

I MacKintosh, it.v.'o., At. 11 ., 1. 
j 4 th Scottisli (Glai-njoic). 

I apier, al i), , .<tif ry. -col. 

I xst Southern (Bir/n inyha m). ( 

1 Lloyd, l.e. 

and Southern (Brktoi). J. 

Bush, C.AI.G., l.c. 

, 3 rd Southern (Oxford), fi. S, 
Painkinjt, Ar.i)., l.c. 

4 th Southern < Plymouth). 0 . E 
Rendle, y.J)., Ic. 

3 th St»ut]jern(Pc/’i‘.'.‘mo?'t/i). E, 
Hiuiter, AM)., -soov/.W. 
ist Wc.steni (L/?*e; 7 wcr). X. iL-i 
Ar.D,, Ic. 

and 'W'e, stern (JffnH'h.'^fcr). 

I A. Wright, ALB., he. 

3 rd W'e.stern ( ). 1 ;. 

i Hophurn, Ai.D., Y.D., sury.-coL 


(Cftaitnrt I-sIanAs /Fltiitut (£io,iGo). Jttalta JKiiitia (£^1,0^0). ] 

'■ THE ROYAL MILITIA OF THE ydiPmdh) Battalion. j EOYAL ALDERNEY. 

ISLANl) OK JERSK\. iJ.-CuL in ctnnd., T. AL Bagnall. ARTILLERY. 

' Lt.-Gnr, Going., If. S. Oongh, .Id/'L, W. Diigniore, c<rv?f. L L *< 702 ., W. G. do Jersey, c. 

, C.B., w.;7. _ ‘ ROYAL or EHXSEV. AdjL, F. J. X. Smyth, cupMl.A. 

I A. J,C.. J.W. Oodfruy. r.v.o.,f*. f.t.-Gor. Cfuny., R. A'lhl, C.B., THE KING’S OWX AI ALT A 
; AliTlLLirRY. i m.y. [A.i).(l, c. 

, Lt. -Col. in com d. , 1 1 . O’ li. Owen ,c. p. ,i . /j . G . , J. E. Le M< )ttde, 

Jt?/L,L. d. K, Connolly, cup?., R. A. ' Artilleual 

! * Lkoit INFAN'DIY. Lt.-Col, II. F, MfOrca, c. 

' i-f? ( hY.s'?) Ikittaliun. R. M. 1 Va\ ell, cap?, r.a. 

! i/.-Gf)/., c. >,r. Sumner, c. , ’ JjaiiT Infantry. 

! Ailjt., A. 0 . L'E. Le Oallais, cap*. 1 x-s? Battalion. 

' znd (Eitrf) Battfdion. : L/.-CoL, AY. A. Frore, c. 

, Ij.-Cul, in cnmtl, R, F. Liudsell, . Ad/ 7 ., K. If. Darwin, capt. 

■ o.f!,,,’. zmj Battalion. 

‘ Adjl, ii. F. C. CheUvood-Ailcen. Lf.-Co7., J. Alaeartiiey, c. 


REGIMENT. 
xst and znd Battalions. 
Lt.-Col^!., J. L. Francia, ai.t.o., 
c. ( 2 } ; N. Greeh-liianeardi, ; 
C.V.O., e. (1). 1 

Jdjts., (s'); 

E. A. A. de,SaIi 3 ,l).f 5 .o.,cap 7 .(a). 


BERHTTDA VOIUHTEES I 
EIFIE CORPS. I 

.VaJ., R. W. Appleby. 


Jdjf., R. . 1 . P. 1 ). Aldridgt', cant. Ad)?., A. G. Joiner, cap?. 


lto?aI iEfarinra (^732,439). 

Guf. zndCo.m., J. F. r>aniell. 
Lt.-Cok., E. C. li. Roc; A. E. 

Marchaiit, C. b. ; C. N. Trotiuan. 
.- 1 ( 7 / 7 ., R. H. DarwaJl, eapt. 


G. i dmVtikr. li. R.IL the Prince ' R( 2 Y AL AlARJ NB LIGHT 

ut Wrd (s,' K . o. . a, IN VX N TR Y. 

li.AJL, Sir W. 'i'. A«iair, K.O.B., (icncmls, 0 , S. F. Fagan; Sir 


W. P. Wright, K.c.H. 

Lieut. -Gms..^ A. B, Oroshio; ii. 

St. G. Schomherg, o.b. 

Major ‘Ciens., B’. Baldwin ; il. B. 

, Kirch iiolfer ; T. AAL Dosvding ; 
! B. P. Coffin ; Sir Tf^ T. Adair, 
K.c.B. ; H. C. Eagles. 

I rST DwrsiON—Cimtham. 


Vtil. a.Mi)t., J. II, B.)r, C-a-S-.'ci)f. tom.,E.JL.'Meai«slan(i. 

Pease, c . ; A. Orford, e . ; H, L. ! Js, Li ?f ’ t>.tvLr ’ 

Tallwt, c. ; H. 1>. />raA*c, c. p . 

G. G. Aston, C'.B. ; E. j> Adjt.,X\, W, Godhey, ca2d. 
Brittani A. Paris, C.B., c. , DIVISION— Poi'tsmouth. 

Adjt, B. E, KiWert, capL Col Com., A* IiA Gatiiff. 


SRD Divlston— P lymouUi. 
Col Cnii)., IT. C. Afunoy, e.B.. 

A.D.O. 

Cal znd Coni.fi. G. Erittau. 
Lt.-Ools., W. S. S. Harvest, c. ; 
; C. iX Kennedy ; C. E. E. Cur- 
i toys ; E, E. Clhown. 

J; Smith, U. 

Depot —D eal. 

, Col Com., E. A. ATyIde. 

I Col znd Coon . , F. G, Cotter. 
\Lt.-Col., D. Alercer. 

•AdJL, aL C. Fesiing, U. 


I 


i 
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Eiiitg j®epartment (£68,400). {3) 


Chaplain-General (rankdnij as MaJjor-Getm'al). Efe. Rev. Bishop John Taylor Smith, O.V.O., d.d. 


Ckaplaim to the Forces, ist Class 
(ranking as Colonels) : Rev. 
R. F. Collins, B.S.O., R.O., 
Rev. J. Hackett, D.B., Rev, 

A. S. Norfolk, Rev. E, M. Mor- 
gan, E. 0 . , Rev, P. F. Raymond, 
M.A., Rev. W, S. Randall, B.A., 
Rev. J. M. Simms, b.d., P., 
Rev. F. G. Wright, Rev. W. B. 
Dowdiiig, Rev. A. A. L. Gedge, 
M.A., Rev. L, J. Matthews, 
R.G., Rev, W. F. Sorsbie, M.A., 


Rev. S. W. W. Wilkin, Rev. W. 
C. Haines, Rev. G. H. Andrews, 
M.A., Rev, T. H. Foulkes, m.a. 
Chapla ins to the Forces, xnd Class 
(rankwg as Lieut-Colomls) : 
Rev. R. Moseley, M.A., Rev. 
J. A. Hatton, M.A,, Rev. M. W. 
Churchward, m.a., Rev. W, J. 
Ward, B.D., Rev. E.H. Pulling, 
Rev. E. G. F. Macpherson, b.a., 
Rev. R. J. D. Oliver, M.A., 
Rev. T. Mun’ay, M.A., P., Rev. 


Tnckey, M.A., Rev. W. Keat- 
inge, R.C., Rev. J. Black- 
bomme, b.a., Rev. M. Jones, 
li.D., Rev. H. Little, B.A., Rev. 
J. Brough, M.A., Rev. 0 . F. 
Baines, M.A,, Rev. F. A. Hill, 
B.A., Rev. E. R. Bay, M.A., 
Rev. E. W. M, Norris, M.A., 
Rev. F. B. B. Bickerstaffe- 
Brew, E.C,, Rev. T. H. Chap- 
man, B.D., P., Rev. J. Benoy, 
M.A., Rev. J. T. Bird, m.a. , P., 
Rev. A. G. M. Wetherall, Rev. 
A. G. Pentreath, B.i). 


Rev. F. B.N. Noman-Lee, M. A. , 
Rev. R. Armitage, d.s.o., m.a., 


A. V. G. Hordern, Rev. W. S, 
Jaffray, P., Rev. J. G. W. 


»#* Ohaplains to the Forces, 3rd Class, rank as Majors, and 4th Class as Cmftaim. Presbyterian and Eomaa 
Catholic chaplains are distinguished by the letters P and R.C. 


Atm)> ^fknance JBcpartment (;r^i9'2,ioo). 


( 3 ) 


Principal Ordnance Officer, C. G. Jeans, hon. m.g. (ranking as May. -Gen.), Woolwich Arsenal. 


HEAD-QUAETERS op COMPANIES, 
Army Orknance Corps. | 

t Cape fown; 2 Aldershot; 3 
Portsmouth ; 4 Bimcough ; 5 
Chatham ; 6 Bloemfontein ; 

7 dUggpt ; 8 Gibraltar; 9 Pre- 
toria; to Colchester; xi SUr-\ 
ling ; tz Aldershot; 12 Alder-' 
shot ; 14 Curragh ; t$jDublin ; 
x0 York ; 17 Devonport ; x8 
Dover; tg Aldershot; zt Malta;. 
2® SaUsbury Plain ; 
bowline; Bepdt Co., Woolwich. \ 


Ordnance Officers, xst Class, 
T. P. Battersby, c., R. T. H. 
Law, c., G. J. Butcher, C.B., c., 
H. W. N. S. Smyth, c., R. 
Crawford, c. , R. W. Af. Jack- 
son, C.B., c., E. H. Seymour, c., 
F. J. Angell, e., R. H. B. 
Taylor, c., F. W. AIcT. Bunny, 
c. 

Ordnance Offiicers, znd Class, 
W. Lambert, Z.c., H. W. Perry, 
e., E. B. Caird, l.c., H. B. E. 
Parsons, C.M.G., l.c, (in charge 
of Becords), C. AI. Alathew, 


! B.s.o., l.c., J. H. Hale, l.c., 0 . 
j Hall, Ic., H. A. Anley, l.c., 
I T. W. Hale, Ic., W. Moore- 
Lane, l.c,, T. B. Nowlan, Le., 
PI, Waring, l.c., A. Y. Barton, 
l.c., C. C.'Wrigley, le., J. 0 . 

; Thorp, l.c., W. T. Bavies, Ic., 
I R. K. Scott, B.S.O., P. A. Bain- 
i bridge, II. S. Langhorne, W. 

' H. B. Smith, ixs.o. , l.c . , M. IT. 
Egan, l.c., H. C. Alarshall, 

Ordnance Officers, ^rd Class, zg. 
Ordnance Officers, Class, 60. 


mm)} ipaj) Bepartmrnt, 


Colonels, A.P.D. (Chief Pay- 
masters), R. Ireland, C.M.o. 
(in charge of Records), F. H. 
Haynes, E. R. P»,cid, c.b.,, F. G. 
Hamley, c.M.a, S. S. C. Bolby, 
C. A. Bray, O.M.G,, G. C. Fuller, 
J. S, Gaus.sen, E. L. R. Thack- 
well, G. B. Ckdiings, P.S.O., 
H. J. Thwaytes, F. G. B. Smer- 
don, W. C. Alinchin, J. Lowry, 
F. W. Hill, E. W. Ncwhind, 
J. T. Carter. 


ieui.-Coltmels, A.P.D. (Stag 
Paymasters), P. E. C. Sheehan, 
H. ‘ A. Eyre, L. P. Bitmas, 

A. G. B. Stubbs, E. C. Eicke, 
W. J. F. Morgan, R.W. Grabani, 

B. E. AA^inter, G. P. B. Aloiy- 
neux, H:. B. Stacpolc, R. W. P. 
Lodwick, A. G. Smith, A. H. 
ATagee, G. B. Smith, R. B. 
Patten, A. G. Inglls, L. Boiiing, 
3XS.O,, P. S. Byson, Sir J. E. S. 
AIaclur©,Bt., W. F. Trevelyan, 


A. F. Pereira, G. E. C. W. Biid, | 

G, L. Jeuning.s - Binmley, I 
W. G, tS. Benson, G. \V. Bit Lon, I 
R.T. Al. LethinidgcsJ.tPHara, : 
R. A. Vowell, VV.'P. Woollctt, : 
A. F. H. Cox, P. do S. liata, , 
I. T. Owen, H. C, B. Payne, ; 

H. Q. Pinhorn, A. W. B. 
Buckle, A. K. Gillespie, A. B. j 
Alorgan, B". B. Latuier, C. H. 1 
Moore, A. Haynes, A. AF. ! 
Sngfleii, G. G, O'N. Ray. : 


Rnitg ITetfrinarg Sertier (;^44,3oo). 

Directer-Gemral (ranking as Major-Gemrat), F. Smith, C.B., hon, m.g., \Ym Office, S.Vr. 

Colonels, R. Pringle, d.s.O.,! - Hazelton, L. J. Blenldnsop,! C. E. Ntithall, R. W. Eaymoiid, 

C. Rutherford, C. M.a., K. P.S.O. J. Aloore, B. R. C. Butler. 

Lees, F. W. Forsdyke, E. H. A. F. Appleton,! 


CORPS OF MIUTARY POLICE, 

if.W. Al.Wood, M.V.O., m.., Alder- • ragh : 0 , Innes, It, Salislntry i 1 
sAo6; C. Burroughs, 1 A, AY. Gale, It, Aldershot I 

. #M^ACKi 1910. 


Egypt™H, E. Gurney, eapt ; 
B. A. P. Schreiber, It 


K 
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Fay of the Navy and Army, 


JIAYY PAY (A-N 2 ?tTAL). 
Exclusive of Allowances. 


; of the Fleet, Admiral, 

Vici’-Admiral, ;i{^i,46o. Bear- Admiral, 
. V^i.cos. class), ;£^x,o 9S. Cu]>tain 

■ >4’ the FlccL j^i.ops- Captain, first 75, £6oz\ 
\ ;o% ond 75, ; remainder, £4x1. Staff Cap- 

, I’dc. ;i^5rx. V'omniander, j(^4oi. Lieutenant-in- 
! CecnniaDd, £zoi to £3x0. IJeiiteiiant, £i8z to 
: £2gs. Snb-Liejutonant, £gi. Afidshipnian, £33. 

! Naval Cadet, £x8. Carpenter Lieutenant, £337 
! £^73 "$''• Commissioned ^Carrant Oflicers, 

j £x83 to £zxo. Gunner, Boatswain, Carpenter, 
and Head \Vardmast,er, j^ioo to £x6j^. A'arious 
1 Uatinirs. £g to ;^t36. Able, Ordinary, and 
.e.adin4 teaman, £33 to £3^, 

, Elixirs cer Rea r- Adm iral , £t ,095. Engineer Cap- 
I t«in, ^^638 to £730. Engineer Comiiuiiider, ^^43^ 


I to £6o3. Engineer Lieutenant, £183 to ^363 
- - . - ' ^ . dSb-Lieiitenaut, 


(or £264 to £3ot). Engineer Sub 
£r37. Chief Artifieer 


^'137. Chief Artifieer Engineer, ^£^210 to £246. 


Artificer Engineer, £155 to £193. 

£4^}-^ Secretary, ^^274 to 


Chaphuii, £zxg to ^401. . _ 

n-Chiof, ;^694. Paymaster, 


^548. Pa.vmaster-in-( , _ ^ 

£3$6 to ;^6 o 2 ; extras, ^^43 to £gx. Assistant 
ditto, to £zio. Clerk, ^^73. Assistant 
Clerk, £ijS. 

Naval Instructor, £zxg to ^^401. Chief Scin lol- 
niaster, ;^2oi. Head Schoolmaster,j^i37to£'xss. 

Inspector-Gen., ;j<?i,3oo ; charge pay, ^£182 io6*. 
Deputy Iiisp.-Gen., £766 xos. ; charge pay, ^137. 
Fleet-Surgeon, ;£[493 to £637 ; extras, ;;^6 to 
;;^9x. Staff-fcinrgeon, ;£36sto 3C43S '> extras, £4.6 
to Surgeon, £256 to £310. 


NAVY AND PRIEE ACtENTS. 


I BanP.n,Atacki‘el], A Co., 3 Gt. Winchester St. , E.C. Stihvell A Sons, 42 Pall Atall, S.Ay. 

! Burnett A Co., 123 1 ’all Mall, S.W. ^Voodhead A Co., 44 Oliariug Cross, S.AV. 


ARMY PAY. 

a Dailv Pay (Bkitisii Establishment). 


Colonel or Lieutenant-Colonel .. 

Major 

Ca plain 

faeutcH.ml 

Secinid Lieuteuaut 

lAdjuianl, it Captain 

,, i.i I icutcnaut 

lJidii!-A'Ma-;tcr 

, Ipiurtenna.der 

; Soaeant (Corptjmi) Major 

' BandmiHev 

Grmr,"OtTs,d. B'urp.-AIajor) . 

Buttery Sergt . - M aj< U’.do.t), -Af. Sergt [ 
' Hfpiad, Sergt. Maj. (Corp.-Alaj.) ... 
Tivtop A Coy. Hcrgd. (Cori>.) Alajor 

c'olour Sergeant 

Sergeant (Corporal of Tiorse) 

(’orporal 

Btunliardier, Ser-ond Corporal 

Wheeler. S;pidhT, Artificer 

Shoeing ami Carriage Smith 

rrumptr.. Buglei*. Dnunr. & Filer 

G miner, SapjH.r. Private 

Driver........... 



Royal 
Bn.iri- 1 
iieers.* 

c 

ii 

& 

a 

Line 

Cavalry. 

4 

Infantry. 


o’ 

33 

2 

s 

8. d. 

s. 

d . 

8. 

d. 

A. 

d. 

8. 

d. 

8 

d. 

x 3 0 

24 

6 

24 

6 

x8 

0.' 

23 

0 

18 

0 

x6 0 

15 

6 

IS 

0 

13 

7 

13 

7 

13 

7 

II 7 

13 

6 

13 

0 

XX 

7 

II 

7 

II 

7 

6 10 

9 

0 

7 

8 

6 

6 

6 

6 

6 

6 

5 7 

6 

8 

6 

8 

S 

3 

5 

3 

S 

3 

2 6 

2 

6 

5 

0 

2 

6 

S 

0 

2 

6 

z 6 

3 

6 

5 

0 

3 

6 

S 

0 

3 

6 

10 6 

10 

6 

xo 

6 





xo 

6 

9 6 

10 

6 

xo 

6 

9 

0 

9 

0 

9 

6 

6 0 

S 

xo 

S 

4 

S 

2 

S 

0 

S 

6 

6 0 

5 

6 

5 

6 

5 

0 

s 

0 



4 6 

4 

5 

4 

4 

4 

0 

4 

0 

4 

3 


4 

'i 

4 

4 


... 

.. 




3 9 

.... 

... 

... 




.. 


4 

3 

...... • 



... 

... 

3 

8 

3 

'<5 

z 

0 

3 3 

3 

0 

2 

8 

2 

6 

2 

4 

' 2 

7 

2^6' 

a 

8 

2 

0 

X 

9 

I 

8 

I 

9 

2 2 : 




... 


... 






z 

'4K 

I 








a-' O^' ' 

z 

3 

X 

8 







X XC 3 

X 

11 

X 

4 

X 

2 

. X. 

X 



I 

I 

9 

X 

2 

X 

X j 

X 

0 

I 

'2 



... 


... 


... 1 

„J 



Z ' 
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t bitwMiHon h> '‘Euguneer'spay:” Lt-Coi., * 4 «. ; Mai*. 9». ; Cant. 6 h • Lt and and Lt dA 
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({rl In aiWitiuu 


,£7<xpr. aw, 


iti In a(kl|tS«*n Armanfieni. 
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i Military Knights^ Bodygmrds^ Officers of A rnvs, 2 5 1 

military KMIGHTS Of WINDSOR™ ( 1349 ),, 
fxo-<:cnior of the Military Knights of Windsor^ Ma].-Gen. Edward ITonry Oourtuoy, c. v'ij., li.E. 

Royal Foundation. |sMton, M^for tliaries 6 . Camp- Lownn Fomul.iHon. 

Swinfen, Col. Frederick Hay. i boll. Bedingfeld, Major E. G. 

Bolton, Major H. F, !r(<^niersefc. i Hervey, Col. T. G. O’Donogliue. Poole, A. E. 

M'atson, Major Stcplieii. i Ikiyley, Capt. E. R. W. Broun, Lt. -Col. M. 0. 

Battye, Lt. -Col. Atontagne MeP. Strutt, Major Charles Henry. Hasted, Capt. E. G. 

Somerset, Col. HtJiiry Geo. E. iMoIfatt, Lt. -Col. AYni. Henry. Anderson, tt. -Col. J. G. 

Dale, .Major Clement Headington i 

HIS MAJESTY’S BODYGUARD OF 
GENTLEMEN-A 

Captain^ The Lord Denman, K.C.V.o. 

Lieutenant, Col. Sir Henry Hugh Oldliam, C.T.O. 

Stamiard Bearer, Col. Sir Aubone George Fife, 
c.v.o. 

Colonels, Cooch, Owen, C. C. Gore, Hume, Kelsey, 
Sir C. W. Murray, e.B., Keppei, Lloyd, M.V.O., 
Alitford, c.M.a., A.P.C., Burn, Durand, C.B., 
Howard, O.B., Paget, Tiseount Maitland, Gore- 
Browm, St. .T. Gore, C.B. 

Lt-Cols., Alildmay, Davidson, Hill, Hornsby- 
Drake, Kemiett, Gore (G. A. E.), Brooke- 

THE HONOURABLE CORPS OF 
T-ARMS-(iso9). 

Hunt, Spragge, D.s.o., Scott, Newton, Villiers, 
Berkeley, i 

Wingfield, Hon. W. G Rowley, i 

Edwardii, Fiff, MacDougall, MacRae-Gilatraif, ! 
Ricardo, Milner, Agiiew, BLV.o. i 

Captlains, Waller, H.V.O., Licfdell, Hon. L. Camp- I 
bell, Tow.se, FX'f, 

ClerkofCheqiuuitAdjtitant,Lt'CiA^ H.A. Fletidicr, ! 

c.v.o. ! 

Suh-Offieer,l,t.'Co\, Johri Glas Sarideman, Ji.v.o. j 
GenUemen on Half-Pan, Cots. Master, C.E., 
Brown, 

THE KING’S BODYGUARD OF THE 

Captain, The Lord Allendale. Lieutenant, Col. 
Sir E. Hennell, ixs.o. MnsUm, Major E. H. 
Elliot, M. V.O. CUrk of Chequr and Adjutant, 

YEOMEN OF THE QUARD-~(i 48 s). 

Capt. H, French. Exons, Col Hon. F. L. L. 
Colborne ; Ool. F. B. de Sales La Terrifere ; 
Capt. 0. W. McRae*, Lt.-Col. J. C. Wray, M.v.o. 

OFFICERS OF THE OR! 

»»* For f nil partieutars see “ Wiiitakeu’s Peeu.- 

THE MOST HONOTTRABLE ORDER OF THE 
BATH (1399). Tria jnveta in nno. {Remodelled 
i 7 as and jSis, and enlarged twelve tiineB since.)— The 
SovEUEioN ; <Jreat Master and Frinaipal Kniidit Grand 
Cross, Fkhl-Marshai H.R.H. the Duke of Connaught 
and Strathearu, 

tj.c.v.o. ; luan of the Ordtr,’Vhe Dean of tVestmlnster; 
Bath Kina affirms, Rt. non. Sir Spoiicer Cecil 
Brabazon Foh.sonby>Fane, ; Mefjmtrar and 

Si'cretari}, 'the Com]>troller of the Lord Chamberlain 'a 
Dopart'inont, St. Jaines’H Palace, S.W. — for the time 
being Col. Sir Douglas Daw.aon, a, e.v.»>.,<”.M.o. ; GentJc' 
man. Usher of the. Srarlet Itod, Ciiarles Gcfu-ge Barring- 
ton, o.H. ; (Uia.ncer)). The Ijord Cha^nberlain’s Bepi-. 
— G.C.B., Knight Grand Cniss; K.C.B., Knight Goni- 
mander; C.B., Coinpanion---each marked (w.) t>rtc) f€tr 
Mil. or Civ. Divi.sioti, 

THE MOST EXALTED ORDER OF THE 
STAR OF INDIA (1861). Hearen's Liaht our 
Gf/ide.—Tiip. KiNoEMrenou ; Grand. Master and First 
and Principal Kniaht Grand Go»i//mn<fer, Viceroy and 
Gov.-Gou. of India ; Secret a.rp (in Didia), Spencer 
lla'-eonrt Butler, c.i.e. ; flef/htrar. The C«>mptroller : 
of the Ixtrd Chamberlain’s Depart in ent, St. James’s 
Palace, S.tV.— for the time being Col, Sir Douglas i 
Dawson, c.m.u.— G.C.S.L, Knight Grand 

Commander; K.C.S.I., Kiiight Commanaor; C.S.I,, 
Companion. 

THE MOST DISTINGUISHED ORDER OF 
ST. MICHAEL AND ST. GEORGE (1818). 
Auspicium melioris teid.— T ub SovEitKHJS ; Grand 

DERS OF KNIGHTHOOD. 

GE, B.IKOXKTAOE, KN*iaH'r.\ftE AND CoMV.ANiOSIAOK.” 

ATaeiter and First or Principal Kniijht Grand Cross, 
H.R.H. the Prince of Wales, b.c., k.j*., 

(j.c.i.E.,«.c.v.o.,i.s.o.;Pn'?«h‘, Rt, Rtjv. Honrv Hutchin- 
8 on Montgomery, ii.n. ; ChancGior, ills Grac.c The 
Duke of Argyll, r.c., e.t., (i.c.M.o., o. c.v.o. ; Seerctaru, 
Sir P. J. S. Hopwood. (i.c.M.o., K.c.n. ; Kimj of Arms, 
Sir M. F. Ommamiey, (j.o.m.l., k.c n., r.s.u. ; Iktnidrar, 
Sir C. P. Luca.s, k.c.m.o,, o.a. ; uj/ityr of Arms, Sir 
William Alexander Buillui-namiUoii. li.c.v.c,, 
Chancery, Colonial Otlice, S. W.— G.C. Jf.G., Kidght 
Grand Cro.ss; K.C.M.G-., Knight Cuinmandor ; Ct.M.G., 
Companion. 

THE MOST EMINENT ORDER OF THE 
INDIAN EMPIRE (1876). (since enlarged five 
; times.) Iwperatoris anspicUs.—Tuv. Ki.\n.EMrKiu»]: ; 
Graitd The Vieemy and Govcriiur-Goneral uf 

India for the time being.— G .CM. F.., Kuijdit Grjind 
Commander; K.C.T.R., Knight Commander ; CM.E., 
Companion, 

THE ROYAL VICTORIAN ORDER (1896). 
—Tub SovKUEiox; CfiancAi or, 'Uio Lord Chatub.a laiji ; 
Seerefari/, Tile Keei>er of His Maje.sLv’.s l^rsw }hn-si\ 
—G.C.V.O., Knight Gntnd C’^o^ts ; KlC.V.G.," Knight 
Commander; C.V.O., Ci immander ; M. V.u., Muinlier, 
marked 4 th or 5 th Class. 

THE KNIGHTS BACHELOR du net. eon.stitixte 
an Order, and hence have no oilicials. 'i'heru is, 
however, a “.Society of KragliLs Biudioior" {(.Uiiecs, 

3, Stone Buildings, Lincoln’s inn, W.(J. • .{0‘<jisiror, 
Sir William Bull, m.p.), f(»r tlic prnteotiini uf their 
■intei'ests. ' ■ . 
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of iSnglaiiO. 

]%■ r/ia, .?.-}*;? fit miaiH Diadem imnrlTjn m iM foUmving ptmg} preferred several imn ggo Jo take, 

‘ J, ^ V. 7. .1 .< )hut,ef I a. )e,‘P, t^Uitef estimated at that i.>m tapnd.ue the same crnmial income ; they are 

7 . ,/,./} jfv I- £) muir nr A-^is p'um the premnt agrienltural depremoru 

Orgmiist, Sir George Clement Martin, aius.D., 
M.V.O. 

jlrchdeai’O'HS', 

Ven. William M. Sinclair,!).]). Landim (1889) 

Yen. H. E. J. Bevan, I>.l),, Aliddhpmx (1903) ;j5^333 
Benejiced Clergy, 361 ; Curat ex, 1013. T" 
Chancellor 0/ Dioc., Thos.H. Tristram, K.c.,i).fj.L. 
Registrar, il. "W. .Lee, x Dean’s Ooni t, E.iL 
Secs, and Chapter Clerk, Harry W’ilmot Lee, 

X The Sanctuary, S.W. 

Westminster. ;^2,ooo. 

Dra?i, Very Be V. J. Armitage Boltinson, d. d, 1902 
Canons Residentiary (each ;^i,ooo). 

R. Duckworth, D.D. 1873 j H. C. Beeching, d.litt. i 
Arclid. Wilberforce 1894 1902 

ILH. Henson, DJ).., 1900 I S, A. Barnett, m. A. 1906 ! 
SulhDean, Rev, Canon Duckworth, D.D.j c;v.o. j 

Archdeacon, Yen. Basil M ilbtrforce, D.d 1500 | 

Recewer-General Chapter Clerk, G, H. Radcliife. 
Precentor, Rev. T. R. Hine-Hayeock, m.a. 
Organist, Sir John Fredk. Biidge, M0H.D., M.A^o. 

SJuiijam. £’j,ooo. 
Rt.Rev.Handley Carr Glyn Motile, D.D. 1901 
(Auckland Castle, Bishop Auckland.) 

[Signs Handley Dunelin.] 

Bp. Suff. of Jarrow, Rt. Rev. G eo. N ickson , LL. D. 1906 
Dean, Very Rev. G. W. Kitchln, d.d. :£3,ooo 1894 
Canons Residentiary (each ^'i.oook 
Archdcii. Watkins x8So j Dr. E. J. Know ling 
Dr. George Body ...1883 1903 

Dr. H. Kynaston ...i8Sg | Bp. of Jarrow 1906 

Organist, Rev. Arnold D. Culley, M US. bad. 

A rchdeacons (eacli ;^2oo). 

Veil. Hen. Win. W.‘!tkins, D.D., Durham 1880 

Veil. Edwin Price, M.A., Auckland 1908 

Bcneficed Clergy, 243 ; Curates, dr., 234. 
Chancellor, Philip Vernon Stnitli, ll. d. 

Hegi.strar, J. l,i. Lazenby, Durham. 

Secretary, John George Wilson, m.a., Durham. 
Bondon Sec., H. W. Lee, x The Sanctuary, S.W. 

/■6,5og. 

Bishop, Et. Rev. Herbert Edward Ryle, D.D. 
{cons, xgot), X903. (Farnliam Ca,stle, Surrey.) 
[Signs Herbert E. Winton.] 

Bp.Sutf. 0/ So'idhampton, Rt. Rev., las. Maearthur, 
D.D. (cons. 1898) (Bas.set, Soiithampton) ...1903 


"'CaiUnkur.iL 

dtvird-t<>p>jrd BrimatfraAli Rnjhind, Rt. Hon. 
aO'i d. L- V. IbuidaliTimii ;ih Davidson, D.D., 
o.r.i.i,. iBqx), X903. (.Lambeth Palace, 

>• »” * '■"(-.n.', Uandaii Cuiitiiar.j 

D -r. 111. lb‘\. Um. V»alsh, D.D. (1898). 
, . x,y>hoi, Kt. CiO'. li. H. Pereira (1904). 

\e;,\ ii> 0 Ht-my ace, D.J). {1903) 600. 

1 (. 'fi'no/n! Besidiudtory (each .£800). 

J. D.S>. 2805 , iLlwd. Mo.,r.\ 0.D....1903 

i'Ed.. S«'.v( r...x897 Kdwd. A. Stuart, .W.A. 1907 
A»‘< iid. ‘sjM-'iier ...1900 tiliaiu l!ai!ks,M.A. 1907 
tu’jani't, i\ C'.nvhon Palmer, Airs.BAC. 

A rchilt actois (each £zqo). 

< D.tver, D.D., Canterbury 1897 

’ Ve.i. ihiny Maxwell Maid, tone 1900 

B> nehced Clrrgg, Curates, xe., x^o. 

Vienr-th smral 0/ p'riuinee and IHncese, Sir 

rhaiie-, Aitred’t'ripp.S, K.(!.v.u., K.o. 
tutriid'^'.aryii/Jdaeese, T. H.'lTistiam, K.O.,D.o.L. 

. I‘ti>i>'iyd Beg. of Prorinee and Jjioce.se, Harry 
'0 ihli.ft Lee, x Sanctuary, S.W 
' Appu> dt>r-Criin\d, Sir .John A. Hanham, Bart. 
Legal S‘C.s., H.W, A F. H. Lee, x .Sanctiiaiy , S.W. 

' *.yorlt. 10,000. 

Archhisloip and Priumte of England, Jlight Hon. 
and Most Rov. Co^lno Gordon Lang, icD. 
(eons. 1901) 1909. (Bishopthorpe, Y<'rk.) 

[Signs Gosnio Ei)or:j 

Bishoj) Siifrafuin of Bererley, Rt. Rev, Robert 
dill rate 'rostbw uile,D.l).( Holton l*erey, York iiSSg 
Bp. Sitf. ig Dull, Rt. Rev. R. F. L. Hliint, D.D. 1891 
Vi’he Mearage. Hes.sle, Hull.) 

Bp. Suf. if She/oid, Rt. Rev. .1. N. t'uirk, D.D. 

(i9ox)(.St. Mark's t’icarage, Slndtiehl). 
Dean.Vov} ReV. A. P.I‘urey-Cust, D.!,.(x 88 o 1 £z,ooo 
C om, ns Resident (each £200, red. t* inp. to ;^3So). 
Bisho]> Blunt, D.D.xSSa 1 W .H.HutebiD'jf^.M.A.xQcG 
JolmW atbon, M.A. 1896 s tltairgi' Am tmi, m.a. 1908 
Organist, Tlioioui TVrtius .Noble. 
Arehdeacons (emdi ;£^20o). 

Bishop id B( vei'ley, D.D., Vork 1884 

Yen. J4)hn RashdalS Eyre, M.A., Sheilield 1897 

Ven.(!harles<L Mackarneas, M.A.,Ea,st BidingxBgS 
Yen, Thus. Kiiraght liindsay, M.A., Clerelan'd *907 
Beneticed Clergy, 632 ; Curates, As*., 250. 
Ojfh'ial Principal uiul Auditor of the Chancery 
Court, Sir Lewis Toima Dihden, K.r. 

Vicardleto rul if the Prorinee, and Chancellor 0/ 
the Dioee-r, .slrGharles Alfn-d (Tipp.i, k.O.V^.o.', 
Hegidrur, Henry Vrthur Htulson, York. [K.o, 

Sectefary, Thu.s. Shepherd Noble, York. 

itoniion. 410.000. 

/(;t„Rt,Hoii and Rt,Kcv.AithurFole.Y\Viiinitigton- 
lugram. d.d (Provincial liean of Canterbury) 
u'ony. 1897X 1901. (St, .lame.s s S^juare ; Fulham 
Palii-e, S.W.) [.Signs A. F, Londou.J 
' Bishops Suffragan. 

Stepney lit. Rev, Henry Luke Pairet, D.D. (cons, 

X908 

Jsitagtaa, Rt. Rev. C. I£. Turner, D.D X898 

Rtnyington, Rt. Rev. F. E. Ridgeway, D.D....190X 
, Anglican Brnhop/or .\orth and Central lJuroje, 

. Right Rev. 'IhomaH E. Wilkinson, D.i». ...x886 
; (Bradford Court, ‘i'aunion.) 

ikanof St. PauV.'t, Y"ery Rev. Robeit Gregory, 
i D.D, (xSgx). Deanery, Dean’s Court, E.C. £z,tioo 
i Canons Resident airy (each ;!iGx,ooo). 

! II. Sentt’Hollaud, D.D.’84 W*.C.E.Newbolt,.MA.x89o 
^ AreiuL Sinclair, D.D. iSSgS.A.Ale.xandtr.M.A. X909 


D.D. (com. 1898) (Bas.set, Sontiiaiupton) ...1903 
Bp. Suff. of Guildford , Rt. J. H, G. linndoi])li,D.D. 
(Woiier.sh, Guildford) ...xcoo 


xgoQ 

Dean, Very Rev. Wm. M. Furneaux, D.l». ...X903 i 
Canons Res., each £nzo ta £4^0 (nominally £gxo). i 

' Vernon F.Storr, M.A, 1907 I 

Archd. 'Robiii.son,' M. A. : j 


R. IL Braitlnvaite, 

M.A 1901 

Archd, Fearon, D.D. 1908 j 

1906 I J. Vanglian, M.a. ... X909 ' 
Organist, W. Prendergast, aiu.s,I)oo, j 

Archdeaeons. ; 

Ven. Wra. And rew-e-s Fearon, D.D., \Vinchcsterigo2 \ 

Bishop of Southampton, Jsle of Wight 1906 ' 

Yen. A. G. Robinson, M.A.. Surrey',,,,..:. j, - 


Beneticed Clergy, 571 ; Curatesi, iD.'*.. 450. 

Cha ncellor, Harold Carlyou Gore-Browne, " ai . a . 
Hants d’ /. of BL Registrar, Charle.s W'ooldridge, 
Wiii(*he.stor. 

*S'wmD/LV</fV*L\V.P,Ylbore,Doctors’Coninj()ns,E.C, 
Secretaries, H. W. A F. H.Lee, i Sanctuaiy, S.W.' 

isaiigor, ^4,200. 


908 ' 


WHTTAKFE*S ALMANACK, 1910 . 


The Church of England, 


253 


Canouslie 6 idmtim'y(m(ili£^^^ | 

Arcli. Morgan, :*l. A,. 'igoa Archd. Lloyd I 

E. .Hughes’, ,B. A. ...1903 Jones, M. A 2906 

S. T. Davies, B. A. xgoS 
Otyani^t, Iloland Rogers, MtJS.DOC., £tzo. 

' rehdeJU'oni^(C\t )ionries attached). 

Vvii. John Morgan, M.A., Bangor *902 

'Von. John Lloyd Jones, M. A. ^ Merioneth *906 

Beneficed Clrrgg, 147 ; Curates, the., 70. 
Chaneidlor, Chaini Douglas-Penrianfc, M.A. ...*909 
ilegistrar, A. Ivor Pryee, M.A. 

Bat!) aiiilr iJMells. ^5,000* 

Bp., lit. Eev. George W. Kemiion, ».i>. {cons. 

iSBz) 1894 

(I’he Palace, Wells.) [Signs G. W. Bath : & %Vell :] 
ifean, Veryllev. T.W.Jex-Biake, b.d. (i89i)j£'i,ooo 
Canons liesideniianj of ire?ts>(each j^]^6oo). 

0 . AL Chui'cli, M.A. 1867 j Bi>. Stirling, l>.l)....i9oi 
T. S. Holmes, M.A. 1899 i E. J. Harford, M.A. 1903 
Organist, Rev. T. H. Davies, MUS.I>. 
vl rchdeacons (each _;j^2oo). 

Yen. Hilton Bothanilcy, M.A., Bath 1893 

Yen. Frederick A. Brymer, m.a., ...1899 

\ on. William Heni^ Askwith, 1903 

Benenced Clergy, 492 ; Curatss, dx., 136. 
L'Artvn*., Sir,C. E. H. Ohadwick-Healey, K.C.B., K.C. 
llegisfrar. Sec. d Chapt Clerh, Ild. Harris, \Yells. 
London Sec., H. \Y, Lee, The Saiictiiary, S.ML 

Birtittitglidm, ;f3,5oo. 

Bishop, lit. Rev. Charle.s Gore, J>. it.Xcons. 1902) 2905 
(Bishopls Croft, Birraingham.) 
Archdeacom (each ;^2oo). 

Yen. W. 0 . Burrows, M.A., Birmingham 1904 

Yen. 0 . AI. Owen, ta. A., Aston ..X906 

Beneficed Clergy, 143 ; Curates, &c . , 191. 
Organist, E. Steplieiison. 

Ch<inceUor, il onn S. Dugdale, K.C. 

.Registrar^ and Secretary, J. B. Clarke. 

BriSito!, fs^OQO (reeonstUiited 1897). 

Bishop, Rt. Lev. George F. Browne, {cam. 

1893). (The Palace, liristol) 1897 

Jiean, Very Rev. Francis ?igou,'i>.n. (1891) 400 

Canons Itcsidenf.iary (each £ 6 sq). 

Arch<ln. Robeson... 1884 I Archdu. Stewart... 1904 

Aivhdn, Tetley 1892 ! Reg.l’. Talbot, I>.r>. 1906 

Oraanist, Hubert W. Hunt. 
Archdeacons (each £zoo). 

Veil. R. Stewart, M. .V., Aorth Wilts 1904 

\ cu. C. Tetley, Bristol .............1909 

Benejiciid ('lergy, x8o ; Curates, the., X04. 

Chancellor, Arthur Beidier El}i{;ott, M.A .1891 

Registrar and Secretary, M'ni. Seftoii Clarke, M.A. 
London Sec., H. W. Lee, 'I'he Sanctuary, S.W. 

*<^rar lisle. ;if4,5oo. 

Bishop. Rt. Rev. J. W. Higgle, 1>.I) ......xgos 

(Rose (;astle, Carlisle.) ' [Signs J. W. Carliol.3 
Bishop Safragan of Harrowdn- Furness, lit. Rev. 
Campbell West Watson, d.t>. (The Abbey, 

(’at lisle) ...xgog 

Bcu n , Very Re v. W il liam Barker, l>.p.(igo8) 

Canons Residentiary (eiwh 

Arehd. Prescott, b.D. ’70 j H. Rawnsley, Ai.A. 1909 

R. Bower, M.A 1902 j Bp. of Barrow, D.p. 1909 

Organist, Theodore Walrond, P.E.C.O. 
Archdeacons. 

Yen. Jolm Eustace Prescott, Carlisle ...X883 
Ten. Wm. Sh erwen, ar. A,, Westmorland. (1901) ^£200 
Yen. H. E. Campbell, 'M. A., Furness {xgos)--’£zoo 
Beneficed Clergy, zgx ; Oa-raUs, Jrc,, 93. 
Chancellor, Yen. Archdeacon Prescott, B.I>. 
Registrar and Sec., A. H. Bowman, Carlisle. 
London Sec., H. W. Lee, i SanotuaiT, S. W, 


j^4,2oo. 

Bishop, Rt. Rev. Francis John Jayne, J).l»....t889 
(The Palace, Chester.) [Signs F. J. Ce-str.] 

Very Rev. J. L. Darby, B.l>. (1886).. 000 
Canons Residentiary (each jSso®)* 

Arehd. Barber, M.A. 1886 j Arthur Gore, i>.i>. 1893 
A. j. Bleuco\ve,M.A.x886 j F.W.Spurliiig.M.A. 1907 
Organist, Joseph C. Bridge, MUS.l). 
Archdeacons (eacli ^£200). 

Yen. Edward Barber, M-A., Chester 1886 

Yen. A. At. Wood, M.A., Macclesfield .....1904 

Beneficed Clergy, 270 ; Curates, dx., 197. , 
Chancellor, Rev. Thomas Espinell Espin, i).l>. 
Bishoj/s Seereta^des, Gamon, Faraier & Co., 
Chester, and H. AY. Lee, Sanctuary, AA^est- 
minster, S.W. 

*Cf)id)estnr. ;^4 t2oo. 

Bishop, Rt. Rev. Charles John Ridge way, i).n. 1908 
(The Palace, Chichester.) [Signs C. . 1 . Cicestr.l 
Bishop Sufragan of Lewes, Rt. llev. Leonard 

Hedley Burrows, D.B. ...-X909 

Hca/ijVeiy Rev.J. L Hannah, M. A., V.n.(i902)j^^68o 
Canons Residentianf (each ;£34o). 
R.E.Sandersoii,I>.P. xSSg j Hy. D. Jones, M.A. xgoo 
A. At. Deane, M.A. 1897 i J.H. AIastor.s,M.A. xgoa 
Organist, F. J. W. Crowe. 

A rehdeacons (each £zoo). 

Yen. Edwd. Leighton Elvves, M. A., Chiehester X903 

A^eu. Theodtire T. Churton, M. A., Leuxs 1908 

Beneficed Clergy, 377 ; Curates, Ac. , about x88. 
Chancellor, Thos. lI. Tristram, K.O., n.c.L. 
Secretary to the Bishop, Chapter Clerk and Regk’ 
trar, AY. B. B. Freeland, Chichester. 

Re{fistrar (Lewes), Edmund Charles Currey. 

Bishop, Rt. Rev. B’red. Henry Chase, D.B. ..,1903 
(The Palace, Ely.) 

Beaji, Very Rev. A. F. Kirkpatrick, (1906) 

A*, 320 

Canons R&sidenUar^f (each ;i(S^62o). 

AV. Emery, b.d. ... 1870 j A^, H. Stanton, B.i>. 1889 

E. C. Lowe, 1873 I 11 . H. Kennett,B.l>. X903 

F. R.Cliapiiian,M.A. 1879 j At. G. Glazebrook, n.b. 

1 *905 

Organist, Archibald AVayet AAllson, MUS.l*. 

A rehdeacons, 

A"en. AVilliam Cunningham, l*.l>. Ely (1907) ^£600 
A"en. Fredk. Bathurst, M.A., Bedford (xB<y^) £zoq 
A’en. Fras. Gerald AAisey, LL.i>., U u/ibs(x874) £zoo 
A^eii. George Hodges, M.A., Sudln(ry{tgoz) £zqo 
B eneficed Clergy, 563; Curates, dx., 230. 
CkanceUor, George J, 'I’albot, M.A. 

Registrar and Secretary, W. Jehnsoii Evans, 'Ely. 
London Sec,, IT. W. Lee, I’he Sanctuary, S.AVL 

4 lrXftfr. ;^4,2O0. 

Bkkop, Rt. Rev. Archibald Robertson, n.l*. *^3 
(The Palace, E.veter.) [Signs A. Exon :] 

Bisfmp Sufiragan of Crediton, Rt. Rev. Robert i 

Edward Trefvisia, i>.l> 1897 ' 

Bean, Bishop of Marlborough, I>.n.fr9oo)...;:(;2,ooo 
Canons Residentiary (each £1,006). 

Bishop TTefusis xBSg j \\\ E. Pryke, M.A. 1907 

AALJ. Edmonds, B.r>. 1890 I Arehd. Sanders ...1909 
Organist, Daniel Joseph Wood, MUS.i). 
Archdeacom. 

Yen. F, Arthur Sanders, m.a., Exeter {x^) £^o 
Y en. Chas- Thos. Wilkinson, ».d.T£>D2ca(x8S8);£2oo 

Bishop Trefusis, n.i)., Barnstaple {xgog) 2*00 

Bemfices,$x& ; Lncum ben i*‘,494 ;C w ra tes, ax. , abt. 300, 
C^anc., SirC. E. H. Chadwick-Healey, K.e.B., k.g, 
Registraraml Score ta ry,A. J . M ackoy , m. A. /Exeter. 
London Sec,, F. H. Lee, The Sanctuary, S.AW 
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The Ohwch of Emjkmd. 


I llkhn}\ lU.. Hev. !‘2dKiirt1ias.Siminer<Sibsoni»J)., 

’ ^^*S- cJloiioostt'r.) 

< Iktin^ "iN’itllfiv, Bi t). M, i^imace^Jones, Tf.p. 

I ‘ (1886)^1,050 

f^iiihur Bf\ri(kiifi(tni (efich ^^475)* 
i \I,r..‘'t.John.l).l>,i884 Bp.^titchinson, D.aL. 1899 
n. I: }|;i.vuiinb..i898 Mowbray Trotter, M. A. T904 
: }|. Uicl’idab*. tgog (Ca mm }fummer). 

Or<jir/ikf, A- Hert*crt Brewer, Mt/S.D., j^zso. 

' ,J/’!'Adr«7cf?nA’ (each ^2oo). 

, Veil. Kdwajtl Seoht:}J, M.A., ftloncffttfir 1903 

1 Veit. John Stouart HhuJair, M.A. OirciicesUr 
• /,V/te/avv/ 320 ; (^urafed, d't\, 

Cimih'.ti; iVertAfr'e/?., Arthur B. Ellicott, M. A. 1891 
, Rtykt.d’S\x., E. ilaiinani-Clarlc, N.i*. (Gloucester). 

‘ pn^iTforlr. £4^200, 

, Bkhop, Riirht Rev. John Pttrcival, l>.r) 1895 

; ' ('The Fnlace, TlerefoiM.) 

Aiint. 7lkh(p, Rt. Rev. Herbert Mather, 

Tin; Me<;tory, Hampton Ei.shbp (conn. 1897) 1904 
/a;«h, Very Uev. Huu. James Wentworth 

P.P., F.s^.A. (1894)..... £1^000 

Quiom Ri'nidentiitr'if {tidoh £$00), 

Palmer, M. A. 189* j W. W, Capes, m.a. 1903 
F. M.William.s,.M.A.i8^ | A.T, Bannister, M.A.X909 
Orijankf, iJeorj^e llobertstm Hinchiir, MUS.b. 

A rehdeac.tni.s (each £zoo). 

Wm. Hon. Berkeley L 8. Stanhope, M.A. Here/. tSS-^ 

Veil. A. L Oldhiun, lAtdtow .1904 

I Clergif, 352 ; Curates^ Rt., 8x, 

Chaih'ellor, Thomas lirTristram, D.c.L. 
i’tqnatmr, James Boresfonl Atlay, M.A. 
lk}h do. and Sec., Henry Cliihl PA'tldoe, Hereford. 
Lund. Si-c., H. \V. Lee, Sanctuary, Westminster. 
litff)Srltr. £4,200. 

Hkhop, KJyht ih;v. ami Hun. Auj^ustus Lej?ge, 

IKIK (The Palace, Lichtleld) 

Dmn,\ ory Kev. Hy. E. Savii^e, M.A.ftpop) j^x,ooo 
Canmfi Remkutiarif (each £soo). 

Clia.s. Bodingtcm ...x888 | Archcl, Hotigsoii ...1907 
C. Moitiiuer,' M, a..,.x89o | Bishop of Derby ,..X909 
Orffankt, J. B. b>tt, mus.b. 

Ji rchiicaeoiiit (each £zoo). 

Veil, iiubort Hodgson, il.x., Sfaford..... 1898 

Veil. (Uiarles Buhner Maude, yi’A,,Salop......xB^ 

Wn. Jolm iferbt. Crump, M.A.,Stokc‘tin-Trmt 1905 
Jkiuyiced Vktyp, 45x ; CumU% iH\, z&z. 

Cha nctdhh', «b*orge John 'I'albot, M.A. 

Jitykff'dr, Hu iK'i't Courtney Hodsiiu, Lichtield. 
Sec., R, R, Eedmayric, RA., The Close, Liehdeld. 

?tinf0ln. ;C4.5oo. 

Jiiahop, Right Jiev. Kdivard King, i».P. x88s 

(The Did Palace, Uncoln.) 
jfituhop Huftwinn of Graidham, Right Rev. 

Welbore MaeCarthy, b.l> 1905 

/>caa, Very lh;v. Ed. C. Wickham, ivi). (x894)ji(j2,ooo 
CfUiOiUi Remlentiary (each £x,oqo). 
Archdcn.Kaye,M, A.X863 I /. H. Crowfoot, m.a. 1898 
E. T. Tjccke, M.A,. ..1877 ; Archdeacon Bond... X902 
Ortjmu'd, George J. Beimett, MPS.Ihjk:. 
AreMmcom. ■ . 

Ven. Wm, Fn^ilk. Jbiin Kaye, M.A,, Lincoln X863 

Veil. John Hmd, M.A., Stoic (£zoo) * XS97 

58X ; Cvmten, d;e„ xaa. 

f%aary#tr,(>‘t*o.JohnTalhot,4EatonTerrace,.S.W. 

A, E. T. Jotirtlain ; W. W. Smith. 
Secretary, William Walker Smith, Lincoln. 

iii'brri^ool ;^4>2oo. 

Buh&p, Et. Rev. Kras. Am. Ohavasse, P.P. ..agoo 
(Palace, xo AlH'rcromhy Square, Liverpool.) 
ArcAtdmeom (each £aooS 
Ten. Thoi. Jbto Madden, Mvcrpml xgod 


Yen. George ITardwitike Spooner, Warrington 1906 
Jienefici^l Clergy, zt 6 ;DeanCf Us, tz;€urateS,d;c.,zzo 
<:7M7?<y((/1r,Rtn^ Thomas EepiuellEspm,D.i>.,p.c.L. 
JtegisUUtrsA ■ Gamon& R. Farmer, Church House, 
.Liverpool . 

Seerekm’es, Garaon, Fanner & Co., Church House, 
Liverpool. 

Illaiibaff. £ 4 , 200 . 

Bwhop, Rt. Rev. Joshua Pritchard Hughes, P.P., 
1905. (The Palace, Llandalf.) 

Lean, Very Rev. Win. Harrison Bavey, M.A. 

(1897) £700 

€anom Residmitiarg (each £350). 
A.rchdeacon Bruce x88s 1 W. Lewis, m.a. ...xgos 
Archdcn.Edmondes 1897 j C, E.T. Griffith, m. a. 1903 
Organist, George O. Beale, MUS.B., £240. 
Arehdsaeons (Camnries attacked). 
Ven.l'’rederickWBi.Edmondes,M.A., LlandafxB^y 
Ven. Wm. Coiiybeare Bruce, M.A., 3 fo 7 iw.o'«i/i x886 
Bemficed Clergy, z&t ; Curates, iCc., zso. 

John Saukey, m.a., k.c., Cardiff X909 
Secretary, Megistrar, and Apparitor-Oemral, 
Frederick J. Smith. 

Chapter Clerk, Joliii Ernest Gladstone, Cardiff. 
L(md(m Se-c., H. W. Lee, The Sanctuary, S.WL 

i^Banrfif^ter. ;^4,2cx>. 

Bishop, Pviglit Rev. Edmund Arbutlmott Knox, 

P. D. (com. 1894) X903 

(Bishops’ Court, Higher Broughton, Manchester.) 
Bishop Suffragan o/ i>‘ur/iie>/, Right Rev. Henry 

Hemi, D.P (x909)£x,90o 

Bishop Suffragan of Wkalley, Right Rev. A. G. 

Rawstonio, P.D ...X909 

Assistant Bishop, Right Rev. S. Thornton, P.P. 

(cons. 1875, apptd.iMx), Vicarage, Blackburn. 
Lean,Rt. Rev. Bishop Wclldon, P.P. (x9o6) £x,3oo 
Canons Jtesidentia'ry (feach £850). 

Jas. D. Kelly, m.a. 1884 I J. J. Scott, M.A. ...1903 

Eklwd.L. Hicks, M.A. ’oa j (Vacancy) 2909 

Organist, S. H. Nicholson, M.A., mus.p. 

A rchdeaems (each £200). 

Ven. R. Crompton Fletcher, M.A., Blacklntrn 1901 

Veil. W. C, Allen, M.A., 3 f«n<;/wi!.s'(er X909 

Ven. Phipp.s John Hornby, m.a., Lancaster. -,1^ 
Bencficed Clergy, 564 ; Curates, about 360. 
Chancellor, Philip Vernon Smith, LL.D. 

Registrar d- Seereta ry, Edward P.Oharlewood.M, A. 
Diocesan Rpfristryti' Office for Marriage Licences, 
5z South King Street, Manchester.' 
llrtoraallR ^3,500. 

Bishop, lit. Rev. Nonnau D. J.'Straton.p.p. (eo 7 is. 
1^2), X907, (Benwell 'rower, Newcastle-upon* 
ijne.) Archdeaams (e.acli £zqo), 

Ven. Henry B. Hodgson, m.a., Lindisfanie.. .xgo4 
Veil, J. Henderson, D.P., Norihuniberlund ...1905 
Canons Residentiary, 

E, J. Gough, P.l>. (£300) j Arehd. Henderson 

* (£$00) .......1906 

H. B. Sontlnvell, m.a. | J. M. Lister, p.p. (£300) 

^ (£500) ......190* i X906 

Organist, John E. Jcifries, f.r.c.o. 

Beneficed CUrgy, X77 ; Chaplains, 9 ; Curates, X30. 
Chancellor, Alfred Bray Kenipe, M.A., p.r.s. 
Registrar and Sec., J. B. Lazenhy, Ne^vcastle. 
London Sec., M. Barlow, LL.P., 2 Stone Buildings, 
Lincoln’s Inn. 

*ilorfa)icS. /4.SOO- 

Bishop, Et. Rev. igio 

(The Palace, Norwich.) [Signs Job. Norvic.] 
Bishop Suffragan of Thetford, Rt. Rev. John P. 

A. liowers, P.P. (North Creake, Fakenham) 1903 
Baffin, Very Rev. H. R. Wakefield, P.p.(x909) £x, 6oo 
t ®>gether with Rectories attached to each Canonry. 
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Canons R(msde.titia'rp (eiich £600). 


B\A. J.Hervey,€.v.o. *97 
W. Hay M:. Il'Ait- 
keii, M.A..... X900 


C. H. W. Johns, M.A. ^09 
F. B. Westcott, M.A. 

1909 


OrgamMf Bates, MUS.l) 0 €., £sx>o. 
AivifidmeonH, 

VeiL T. T. Perowiie, b.jd., Sonvieh (xSjB) ...£zoo 
Ven:C,d’AgixilaiJjiwitnKie,M.A.,/SW/bHX*9o<>)Zi84 
Veil. Sidney Pelham, M. A., Norfolh (1901) ...^zoo 

Bishop of Thetford,l>.l>.,/4/?wi (1903) 

Betiejlmi Clergp, 9x4 ; Cttrates, A:e., x8o. 
Chancellor, F. Kepjiel Ahirth, LL,B. 

Registrar, W, T. Bensly, LL.P., Norwich. 

J)o. <& Sec,, L. G. Bolingbroke, Norwich- 
London Sec., Harry W. Lee, The Sanctuary, S.W. 

#xfortr. £s,ooo. 

Bishop, Eight Bgv. B'raiicis Paget, l).B. ......igox 

! (Oiiddesdon Palace, Oxon.) [Signs F. Oxoii.] 

Bishop Suffragan of Reading (vacant) 

Dean of Christ Church, Very lie v. Thomas Banks 

Strong, (190X) jC3,ooo 

Canons Residentiary {£x,zoci~ £t,soo), 
Villiani Ince, D.r>. 1878 1 T. H. A, Hoiiblou...igo3 
S. E. Driver, I).i)....i882 j E. L. Ottley, B.B. 1903 
W. Sanday, ii.n. ...1895 i E.W. Watson, M.A. 1908 
Organist, Basil Harwood, 3iliS.DOC., 
Archdeacons. 

Yen . Ceci IF. J . Bourke, M.A. Buckingham(xBg$)£^oo 
Veil. T. H. Archer Houblon, Ox/ord (1903) 

A'en. W. M. 0 . Ducat, m.a., /Ao•^•^^<I903) £^200 

Beneficed Clergy, 651 ; Curates, ite., 233. 
Chmreellor, SirWm. Eeynell Anson, Bt.,n.c, l.,m.p. 
See. cf: Registrar, T. M. Davenport, M.A., Oxford. 

Windsor. £2^000. 

Dmn, Very Ilev. Sir Philip Frank Eliot, B.D., 

K.CVY.O. x89x 

Cilwms Ites'idenfiary (each ;£x,ooo). 
J.N.Dalton, M.A., c.v.o. t G. Smith, M.A., M.V.o. 

X885 X902 

Bishop Barry, d.b. xSgol E, Sheppard, c.V.o.,l>.i>. 

Chapter Clerk, lliehard Cope. [1907 
Organist, Sir Walter Parratt, M.V.O., mus.b. 

=*^i 3 flrrhorong!). / 4 > 5 oo. 

Bishop, Et. Eev, ITun. Edwd. Carr 01 yn,i>.T), 1897 
(Palace, Peterborough.) [Signs E. C. PetvBmrg. ) 
Bp. Sutfragan (f Leicester, Et Rev. Lewis Clayton, 

n.P.iCanonry ilou.se., Peterborough) 1903 

Dean, Very Eev. A. H. Page, m.a. (1908) ...£&zo 
Canons Residentinrg (each £'3x0). 

Bishop 'riuckiiesse 1875 jC. T.A'rutt we!l, 5 l.A. 1904 

Bit. of Leicester ... 1887 iWni. liury, M.A xgoB 

Organist, Haydn Keeton, MU.s.l>. 
Archdeacons. 

Bishop Thicknesse, n.n., Yorthampton{xB’j'^ 

Yen. 1 ) no. Edwd. St< »cks, M.A. , Lei cester (^Bgg) £zoo 
Yen. E.>Iarshain M.oove,M. A., Oakham lts^)£zoo 
Benejieed Clergy, 582 ; Curates, <fT., X52. 
Chancellor, Alfred Bray Kempe, Ai. a.,f.k.s....i907 
Registrar, Charles Smith Magee, m.a. 

Diocesan Sec., A, P. Moore. B.C.L. 

Hipon. £4,200, 

Bishop, El. Eev. Wm. Boyd Carpenter, D.D. 1884 
(The Palace, Eipon.) 

Dp. Suffragan 0/ Riehinond, Et. Eev, John James 
Pnl lei ne , i>. D. (Stanhope E eetory , Co, Durham)'88 
Bp. Suffragan of Knareshonnigh, Et. Eev. Lucius 
F. AL Bottunilcy-Smith, P.'p. (Old Eesideiice, 

Eipon) 1905 

Dean, Very Eev. the Hon, \V. H. Fremantle, D.p. 

(1895) £i,oqo 

Canons Resithintia.ry (each £soo). 

A. T. Waugh, M.A....X89X i (t. W. Garrod, B.A. X907 
Bp. of HnareslKii'o’ 1905 i (A %'acancy) X909 


Organist, Charles H. Aioociy, £zoo. 
ArchdencA)ns. 

Bp. of Knaresborough, Ripon 1905 

Ven. Fras. Chas. Kiliier, at.a., OTOren <;^2oo) 1896 
Ven. Henry A. Hall, ai.A., Riehmond i£zQo) sgoS 
Beneficed Clergy, 347 ; Curates, xaz. 
Chancellor, Thomas H. Tristi-ain, K.C., n.c.i,. £250 
Regist, and Country Sec., F. Dickson Wise, Eipon, 

‘Korfjrstra'. ;($‘4,ooo. 

BishopBt/. Eev. John EeginaM Hamier, j).i}.(cons. 

xSgs) ....X905 

(Bishop’s Court, Sevenoaks.) [Signs J. R.Eoffen.] 
Dean, Very Eev. Emald Lane, B.i>. (X904) ^i,*oo 
Canons Residsntiary (e&eh £^f 
Herbt.C. Pollock, M.A. ’92 j 0 . A. Cooke, P.n.... 1908 
E. B. Ottley, Ai.A.... 1907 j Archd.Ilowe, ALA. xg^ 
Organist, B. Luard Selby, 
Archdeacons, 

Yen. AvisonT. Scott, M.A., Tonbridge (£ zoo) 1906 

Ven. John Tetley Eowe, M.A., Roc/iesicr xgoS 

Beneficed Clergy, ; Curates, d-c., 202. 
Chancellor, F. EiTington* 

Registrar, Francis H, Day, ALA,, Eoehester. 

Secs., Day arni Son, 2 Millbank House, S.AV. 

irt. Hibans. £3,200. 

Bishop, Et. Eev. Eilgar Jacob, li.r>. (cons. 

X896). (Highain s, ^ V icidf on i G reel i , Essex. ) X903 
[Signs Edgar Alban :] 

Bishop Suffragan of Barking, Et. Eev. Thomas 

Stevens, l),n. (Vicarage, Barking) xgox 

Bishop Suffragan of Colchester, Et. Eev. 11. H. 

Wliitcombe, i».D. (Gostyke, Colchester) X999 

Dean, Very Eev. Walter J. Lawrance, D.l). xgoo 
Organist, W. L. Luttman, 3 II:s.bac. 
Archdeacons. 

Bishop of Barking, n.p,, Essex (xBg^) j£45o 

Bishop of Colchester, T>.i)., Colchester (xgog) £f^ 
Vy. Eev. Hon. K. G, Gibbs, ala., n.i>., St. Albans 

(*909) £zoo 

Beneficed Clergy, 627 ; Curates, 225. 
Chancellor, Alfred Bray Kempe, M.A.,P.K.fc;,...x89x 
Hep AD'tfr, Arthur Day ,‘2 Alillhank Ht.use, S.W. 
Secretaries, Day A Son, 2 Alillbank House, S.W. 

f't, SiSapfL ;^'4,20O. 

Bishop, Et. Eev. Alfred Geo. Edward.s, P.l>. X889 
(Palace, St. A.saph.) [Signs A. G. Asaph,] 
DeM'ii, Very Eev. Shaclrach Pry cc, AI.A. (i899);£7oo 
Canons Besidentiury (esich ^(^350), 
Arch.Thomas, ala.’ 86!W. H. Fletcher, M.A. ...’97 
Arch. Evans, Ar.A. ’97 Arch.W,vniu*-Jone.s,M.A.’97 ! 
Organist, W, E. Ikdcher, ala., F.R.C.o, ' 
Archdeircon 


Ven. David Ed. Thomas, M.A., JLmtgomerg 1886 
A^en. LL, Wynne-Jones, ai.a., Llangollen..'.. 1897 
Beneficed Clergy, 207 ; Curates', dr., xo 6 . 
ChaneeUbr, Jolm Eldon Baukes, k.c. 

MegMrar, Heniy Asaph Cleaver, St. .Isaph, 
Secretary, John Pryse Leuis, Solicitor, Denbigh. 

jOtibtlrs. ;f4,5oo. 

Bishop, But. Eev. John Owen, n.o 1897 ; 

(Abergwili Palace, Carimutlien.) i 

Bishop Sufrafano/S lean sea, Et. Rev. John LI< lyd, 1 

B.D, (CantrefF Eeetory, Brecon) *003 

Dean, Very Eev, J. Allan Smith, n.p. (1903) ^$^700 ; 

Camms Residentiary (each ^^350). ; 

W. Williams. B.A. 1893 ! Daniel Jones, Af.A. 1903 • 
Robert Camber- 0 . G. Brown, Af.A. 1908 

■ . Williams,, M. A. ...xSgg: } ,' 

Orgmiist, Herbert C. IMorris, P.ii.C.O. ! 

Archdeacons. \ 

Yen, B. E. Williams, m.a., St. Dadd's ( 1900) £z>fg 
Yen. Owen Evans, ai.a., Carmarthen (t^x) £zoo , 
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Vrn, I>. WfHlajns, Cfnv/?V/f^.w(x903) ... £zoo i 

* f.. E, Lath;«ii E“V.in, M.A., Birmn (tg(y;)...£4oo 
360; Curaieii, dr,^ tjo. 
^fariav Samson, M.A. (1909). 
n,p.sU-ay,T. \y. fJarker, ^jJirmarUien. 

£s,ooo. 

IU<hfip, John "Wordsworth, B.n. 1885 

rrix* I’aliU‘0, Sfilishury.) [Hij'ns John Sarimi.] j 
/^vf ;j, Vj-r.vKor. Win. }Vjrelloberts,l).T>.(i907);)S70o 
Cariinu-i Resuleitfuirp (fiiich £^50). I 

Ar<‘hd. Lear, jr.A. 1862 i Archd.Uuohanan.M.A.’gs | 
Ed. E.F>eriifird,M,A.’89 i E. S. Rankes, m. A.. ..1898 ; 

Charle.s K. South (X883). j 

.4reJ'?dwro7i,s' (each ;;^zoo>. 1 

Ven. Th<*s. Rou^hton Buchanan, ai.a., Wilts 1874 I 

Vrn. PYauds Lear, M.A., Samm 1875 i 

Yen. Pharlea f.eslie Dundas, M.A., Dorsd 1902 

Chmpj^ 490 ; Curates, 227. 
ChanerlUn', Alan Cypifian Bourne. Webb (1907). 
Jlepistrar, A. R. Malden, Bishop’s M'alk, 

the Close, Salisf»ury. 

; Bishtip's h’i'c., Carnegy Johnson, P..A. 

5 'Olror tint! jBan. Kot /i,5oo. 

Bishop, lU.ltev.Thoma.s M'ortley Drury, i>. r». 1907 
(Risliop's Court, Isle of Man.) 
ArrhtPanr,), Yen. H. StowellGill, M. A. (1895) £$4.6 
/Jene/ovd Clerpif, 28; Curates, <h\, 34. 
Viear-Ceiieral, i?ee. ami Registrar, 0 . T. W. 
Hushes-Oaines, M,.\. 

Imhton Secretanj, Montague Barlow, Lli.n. 

;i'3,000. 

Bishop J* Dean, Ut. Rev. Edwarrl Stuart Tallmt, 
n.l». (dons. s89s) (Bishop’s House, Kennington 

Park, H. E.) 1905 

Bp.Suf. i[f Woolu'ieh, lit. Rev. J.C. rA'eke,i», i*. 1905 
Bp. siffraijan 0/ Kimiston-nmThauu'K, Kt. Rev. 

Cedi’ Hook, !\P 1905 

i ’anons Residaufiarp. 

Ari lni. Daniel! (CVeia.) Archd. Taylor, M.A. 

K. Rh.«l,.s Bri«t,„v, M.A. 

Allen Eduards, m.A, 'P\ B. Maeiiutt. 
Orpaiiiht, Edgar T. Cook, MUS.KAO. 

A tThdeuiuuis (each ;((Jaoo). 

Yen. Snuil. M. Taylor, M.A., Smith (dark 1904 

C'en, C. W. Daniell, M.A., Kingston 1904 

Yen. C. K, Esmet, M.A., Levusham ... 1906 

5 'OiUJilBfn. /‘3,5oo. 
ih’shnp, liighi ilfv. Edwyu Bosky ns, (eons. 

1901) {Bi.shops M.anor, Sonthwedl) 1904 

Bimop Sujft'dfhui 0/ Pf’rbp, Kt. Rev. (diaries 


Thomas Abraham, h.D. (The Vicarage, Bake- j 

well) 1909 

Archdeacons (each ;£^3oo). | 

Yen. John Oray Richardson, M.A., Notts 1894 

Yen, Edward Spence Koakes, d.d., Derby ...1909 
Beneficed Clergy, 498 ; Cwrates, <&r., 2x9. 
Chaneellor, Alfred Bray Kempe, M.A., f.r.s. 

Joint Registrars, J. Borough ; D’Oyley S. Ransom. 

Cniro. ^3,000. 

Bishop and Demh Rt. Rev. Charles William 
Stubbs, 1906 (Lis. Escop, Truro.) [Signs 
(j. N. Tniron :] 

Bishop Commissary, Rt. Rev. J. Ruiidle Cornish, 
B.l). (Kenwyn Vicarage, Truro), 1903. 

Camns Residentiary. 

A.J.\Yorlledge,M.A.s887 j G.AL Sampson, M.A. 1902 
E. C. Corfe, M.A. ...1904 R.S. Hassard, m.a. 1907 
(Each of above ;£^4oo.) | (;^^3oo) 

Archdeacons (each £zoo). 

Bishop (Airnish, Cornwall x888 

Yen, HeniT H. I>u Boulay, M.A., Bodmin ...1892 
Orgamst, M. J. Monk, mtjs.p, 

Beneficed Clergy, 234 ; Curates, 71 ; other Clergy, 36. 
Chaneellor, Robert Alacleane Paul, m. a, (x888). 
Registrar and Sec., Chr. L. Cowlard, Principal 
Registry, Launceston, Cornwall. 

London Sec., H. ^Y. Lee, x The Sanctuary, S. W. 

(FlSaafeeficItr. £:^,ooo. 

Bishop, Rt. Rev. George Rodney Eden, P.T>, (cons. 

1890) (Bishopgartli, Wakefield) X897 

^tr<;/i<f<ja(;o««(each j^2oo). 

Yen. William Donne, M.A., HuddersfiiM 1892 

Yen. William Foxley Korris,M,A., Iialifax...z'go6 
Organist, J, N. Hardy, MUS.B. 

Beneficed Clergy, 178 ; Curates, cbc., xi8. 
ChaneeMor, T. H. Tristram, K.C., D.O.L. 

RcyMrar and Sec.,'\Y. F.L.Horne, B, A. .Wakefield. 

iilorrcster. /4,2oo. 

Bishop, Right Rev. Huyshe Yeatni an -Biggs, n.P. 
(cons. 1891) (Hartlebury Castle, Kidder- 
minster.) xgog [Signs Huyshe YWreester.] 
Dean, Very Rev. William Moore Ede, (1908) 
Canons (each £Boo). [j£ 1,450 

A\' Knox-Little, M.A. ’8x i T.TeigninouthShorei89i 
T.L.daughton, M.A. ’86 j J. M. Wilson, D.P. 1903 
,<)rga/m8«, Ivor Atkins, MU 
Arehdea,co'ti^ (eadi j£2oo). 

A’en. Y’illiam Walters, M.A., lI’ortvAvfcr ...1889 

Viin, G. Arbnthnot, M.A., CVavidri/ 1908 

Yen. J. IL Pdlo, m.a., Warwick 1909 

Beneficed Clergg, 381; Curates, dw.., 433. 
Chaneellor, John Stratford luigdale, M.A., k.c. 
See. and Rcyisfrar, 11 . Hooper, M.A., Y'orciester, 


BISHOPS WHO HAVE RESIGHEB. 

William Dalvymjde Aladagan, Archbishop of York X89X 1908, 

nin< 


N:Mtn». Cons, Itt^s. 

Arthur n. Baynes Satal ......1893 1900 

Alfred Barry Sydney, S.S.W. X884 x88g 

H. RoiUilouer finrking 1905 1908 

Eduard T, chuHon ...Smsmi .........1886 xgoo 

('harp's ,1. Corfe Korea 1889 X904 i 

Nathaniel T»a«es Rockham ptomZgz 1908 j 

Alfred Earle Marlborough *888 X904 

Piiilip K. Fyt'on IJoJcknido isyfi xgoS i 

Win. Tho.s. Gaui 1895 1907 j 

A. <L v^uTsmer Gibson Cape Town ,..i8^ 1906 | 

Kiehl Flowers ({m*. Melbourne x8^ *902) 

tVllliam T. iiaiTison...G(UK»;me x888 T903 1 

Ernest Noel Hodges., .IVumumrc ...1890 1904 j 

(Jeorge K, Hose ..Singapore x88i 1909 j 

Ernest G. Ingham Surra Beone X883 tSgd f 

Eduanl it. jVtfiiis<n3i...C/?ho(ff«,.. 1876 1898 * 

AidhurM, Kjugiitt ...Hmhtoon. ......xgoat X909 ! 

Hawttei B. Mamden ... tBBs • 


Siunc. 

Herbert Mather Antigua 

John Mitehinsoii Barbados .. 

li. H. Montgomery Tasmania... 

J ames Moorht mse M a nchester 

G. Evans Moiile Mid-China.. 

Louis Georgt My hie Bombay 

G, Albert Onnsliy Honduras .. 

J anies L. Randal 1 ...... Read iny 

Wni.Aloort'Kidiardson Zanzibar .. 

Peters. Royston Mauritius 

.'L'dni Sheepshanks Xonvick 

Chas. Maurice Stuck ...Cloghcr 
Waite Tloekeii Stirling Falklands .. 

Edmund Craig Stuart Wainpu 

Eras. Hy. Thicknesse...Lcu*<*,vfcr 

Samuel Thornton Ballarat 

.Ta.s. Edwd. Cowell Wdldon Calcutta 
M. J. Stone- M'igg New Guinea 


Cons. Res. 
1S97 1904 
t873 x88i 
1889 X902 

1876 X903 
i 38 o 1907 

1876 X897 

1893 T907 
1889 1908 

xSgs 1900 
1872 X890 

X893 1909 

x886 X902 
1869 190X 

1877 1893 

1888 1902 
X875 X900 

x8^ X90X 
1898 X908 
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The Church of E^ftglanii, 


MEMBBES OB 

In the<,>ry tlie Giiiirchf)f England is governed by 
nic-aus of its C!ou vocations of Bishops and Clergy : 
; tiiifo is a ffoiisuof Convocation foreacli province, 
I Canter] niry and York. Each Convoeation con- 
I .vists of tuo O'onses, the upper confined to the 
I ai'chbisiiops and bishops, the lower composed of 
' the dean of every cathedral, the archdeacons, 
j with pi-uetoi's elected from every cathedral chap- 
! ter, and twt) more elected by the clergy of every 
<h(>ccse in the* province of Canterbury, and by 
i every archdeaconry in the province of i^'ork. A 
fresh election ismade withevei’y new Parliament. 

PEG VINCE OP CANTEEBUEY". 

■ Upper House. 

Pres-Mfent.—The Most Eev. the Lord Archbishop. 
The Eight Eev. the Lords Bishops of London ; 
Winchester; Bangor ; Bath and MTdls ; Bir- 
mingham ; Chichester ; Ely ; Exeter ; Glouces- 
ter; Bristol; Hereford; Lichfield; Lincoln; 
Llandaff ; Noiavich ; Oxford ; Peterborough ; 
Rochester ; Salisbury ; Southwark ; Sou tli well ; 
St. Albans ; St. Asaph ; St. Davids ; Truro ; 
Worcester, 

Bower House. 

Prolocutor, The Very Eev. tlie Dean of YVindsor. 
Tlie Yovy Eev. the Deans. 

The Yeneiable the Arciideacons. 

the folloH'ino Proctors : 
BAmon,— Chapter, Canon T'lcvor. 

CVerf///, T. Edwanls ; 1) E Lewis, 

Bath A Wells - Chapter, Canon (Jlnirch. 

Clergy, Pivh. S. A. F,(jyd ; P. Hancock. 
BrBMINOH A.M.— CAr/pho* (n< me). 

Clergy, 11 Sutton ; (t W. Barnard. 

Bristol. — Chapter, Canon Tetley. 

Clergy, Camm R. G. Ln ing.slone ; C. Griflitlis. 
CANTERBCR V. - Chapter ( va«*ant). 

Clergy, H. Bartrum ; PiP. <»! Croydon. 
CHIClIEfSTEH — Chapter, (^amm Sanderson, l).l>. 

Clergy, R. .J. Salnion ; A. Y! Deane. 

Mly. —C hapter, Canon V. H. Stanton, l>.l). 

Clergy, J 11. \lacu\ilav ; II. H. B. Ayles. 
Eton.— J. lloi’iiby, Proeoht, 

-Chapter, Canon Edincajds. 

Clergy, E, Ylartin ; W. E. E. Pryke. [p.p. 
Gloucester.— CA tfpfcr, Et. Eev. ,T. Ylitchiuson, 
Clergy, H, Proctor ; J. S. Sinclair, 
EEKEKORi>.---CA«pfcr, Canon Palmer. [Ingram. 

Clergy, E. P. Clayton; E. A. Winnington- 
Li(mvmhi).— Chapter, A. II. Talbot. 

Clergy, C. N. Bolton ; E. Philips. 

Lincoln,— CV o'ipfcr, Canon E. Bullock, 

Clergy, G. W. Jeudwine ; A. E. Moore. 
LLANPAEP.—CAu^vfer, Prebendary J. T. Harding. 

Clergy, Edwarcl Lloyd ; J. E. Buckley. 
London.— C anon W. E. C. Newbolt; 
Canon H. H. Henson. (Westminster.) Clergy, 
Freb. A. J. Ingram ; Preb. Peimefather. 
Ntiinvicil.— CAapfer, C.'inon F. A. J. Hervey. 

I Clergy, Canon F. B. de Chair ; E. V. Barker, 
i OxFtpip.— CAapfer, Canon 0. Bigg. 

I Clergy, J. 0. Johnston ; A. 0. Druramond. 

: PETERBoRoucai.— CArtpho', Bishop of Leicester. 

I Clergy, Canons C. E. Ball and H. B. Gedge. 

I Eochilstek. — Chapter (vacant). 

Clergy, Canon H. Arnott ; (racaut). 

St. AhUAiiS.— Chapter (none). 

Clergy, F. H. Fisher; P. Fox Lambert. 

St. A^AYU.— -Chapter, Canon W. IL Fletcher. 
David Jones ; D. Davis. 

St. David’s. — Chapiter, The Bi.shop of Swansea. 
Clergy, T. E. Walters ; \1. J. P()wcll. 


OONYOGATIOH. 

, Salisbury.— CAapter, Canon E. S. Bankes. 

Clergy, Canon Af. Hankey ; I). Ylacleane. 
SOITTHWARK.— OAopfer (none). 

Cl&rgy, Canons Bristowe and Edwards. , . 
Southwell. — CAupfer (none). 

Clergy, Canon KeynieV ; 0. J. Hamilton. 
Truro. — CAnpfer, A. J. \VT>rlledge. 

Clergy, A. C. Tliynne ; Cb E, Hammond. 
WiNOMESTEii.—CAuphir, Canon A. S. Valpy. 

Clergy, E. F. Bowring ; W. Durst. 

Yfmmon.— Chapter, Et. Eev, Bishop Barry. 
WoiiCESTEE, — Chapter, Canon Knox Little. 
Cferf/i/, Canon E. A. Waller ; G. Arbutlmot. 

Registrar, Harry Wilmot Lee, 3 Creed Lane, 
Ludgate Hill, E.C. 

A cDam/, Hugh Childers. 

PEOYHNCE OF YEIEK— Upper House, 
President. — The Alost Pk,ev. the Lord Archbishop. 
The Eight Eev. the Lords Bishops of Durham ; 
Eipon ; Chester; Newcastle; Wakefleld ; 
Liverpool ; Manchester ; Caiiigie ; Sodor and 
Man. 

Lower House. 

Prolocutor, Et. Eev, the Bishop of Beverley, p.p. 
The Very Eeverend the Deans of the Province, 
The Venerable the Archdeacons. 

Also the folleming Proctors: 
YoiiK.-~Chapter, The Bishop of Hull ; Canon J. 
Watson. Clergy, Canoms Argles and EobiiLson. 
Clergy of Ciemland, C. N. Gray ; Ven. Chancellor 
Hutchings. 0/ E. ItuHmj, Canon L.'imbert ; W. 
J. F. V. Baker. Of Sheffield, Canons Gilmore 
and Wilson, 

Carlisle.— CAapf^r, Canon Bower. Clerqu, 
Canon Hall ; F. L, 11. Ylillard. Clergy of IPcAf** 
morland. Canons 'I'rench and Eawiisley. 
Clergy of Furness, J. U. N. Bardsley ; C. Whit- 
aker. 

Chester.— CA apfer, Canon Bleiicowe. Clergy, 
W. E. Torr ; Canon Binney. Clergy \ of 

Macclesfield, Canon Gore ; A. Symonds. 
DopaiAM.— CA^pfer, Canon Body.* Clergy, Canons 
Baily and Hopldnson, Clergy of Auckland, 
Chancellor T. E. Espin ; Canoii 11* Martin. 
lAi'ERROOL. — Clergy, Canons Smitliwick and 
Hodgins. Clergy of Warrmjton, Canon 
Penrliyn ; J. B. Cox. 

ALynciiesthii.— CAopfe.r, Canon Kelly. Clergy, 
C’aiions Eus,sell ainl Eountree. Lancaster, 
A. E. To!nlina<.)n ; .1. Pimblett. niaekbura, 
Bishop Thornton ; A. YY. M. Weatherly. 
Newmlistle. — Cleryy of Xorthamherla nd '. Canons 
Li.ster and Lowe. Clergy of Lindisfarna, Canons 
Wilsdeii and Walker. 

Bavim.— -Chapter, <Janon Gari'od, Clergy of 
Ihchinond, H. (L Beal ; H. Pollexfen. CrnreSi, 
Canon Nash ; W. A. SUufi’rey. Itipon, Canon 
Wood ; G. Shai'p. 

Sopor anp Chapter, Canon F. J. Yloore 

Clergy, Canon E. B. Savage. 

Wakefield.' — Clergy of Halifax, Canon Ivens 
and a vacancy. Clergy of llmklersneld. Canon 
How ; T. H. Bywater. 

Hegistmr. —Bm. A. Hudson, Minster Yhird,Ji’'ork. 

... "thehoeWs^fiaymenT 

Tlie House of Laymen for the Provliiee of 
Ointerbury, as also for that oi York, consists of 
members elected by the various Dioecisan Con- 
ferences, who are themselviis eleetetl bv the 
Laity of their respective Parislies or *Eiiral 
Deaneries, 'flie members are elected with every 
fresh Parliament. 
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........ <leorgi*Thoriieioe,D.'P.... 1897 

Fn'tii'ridm ... . 1 . A. Richardson, *907 

Hr, iron pJ. Williams, D.D. 1905 

Joim Farthing, D.D i<^ 

AVcf./f^j't? Juim P. Du Moulin, D.D. 1896 
Xom Seof.ia ... U. Lamb 'Worrell, d.c.l. 1904 

()n.fi0rii> W. L, .Mills, I>.D. 19011 

(Jftiiwa C, Haniilton,D.D., Arc’M.i896; 

( i* M r t r< )p.,x gog(mm. ’8$) ) 

A. Hunter Dunn, D.D. ... 1892 81 

•'^u't'eney, D.u 1909^ q 

/ ., / 1 2)^ i).,Asst.Bj). 1907) 

J 410 VI.NCR OF RUPEIITSLAND. 
Athabusra ,..(L Holmes, 1>.I>. ’05) 1909 9 

CaliMfy^ W. Cyprian Pinkham,i>.i>. 1887 57 

Krimitiii bsseph ,r^»ft!iouse, D.D. 190X — 

Mavke n Xe Hi vrr (vaca nt). 5907 8 

Miinutturr. 1 . (R Anderson, D.D 1909 n 

(^(I’Appdle ...John Grisdale, *897 


Sees. PROVINCE OP QUEENSLAND. Apptd. Clgy 
Wangaratta. . ; Thos. H._^Armstrong, 3. x>. 1902 27 


Bmba-m 


fSt Clair Donaldson, d.d.,\ 
Arekbiskop J* M strop, j’'* 


Rupertsland and Prmmte}^ 
gf Canada (com, 1903) } 


52 


•X905 86 


Sacbitelu’imii F’, A i).D.|, 

{ (ctmn, 1893) 

Vitkon Isaac .Stringer, D.i>. .. 

Extra I*rovinciaL 
Caf(>donia.....,V. II, Duvernet, 

ColnmMa W. W. Perrin, D.D. ... 

Xrw WsduiinMer^j , vt o o t 
and AN*oh.‘mti/r Dait, D.e.L..,. 

PRoVl.NOR OP INDIA AND (CEYLON. 
Bomlxtij Edwin Jas. Palmer, d.d. 1908 

i ow. 187SX r®®* 

VhhdaXatipnrY. Westcott, M.A *905 

Vohmho Ernest A. Oopiestoii, d.ih. 1903 

Lahore (yet>rg<! A. Lefroy, p.p.... 1899 

Lue.knuiv Alired Clifford, i>.n 1893 

Madrai! Henry Whitehea*!, P.n... x8^ 

Nagpvr Kyiv ChatterDm, l>.i>. ... *902 

RaHin»>n R. S. Fyife, D.i) 1909 



Tmvancore A tWhhiAX H. Gill, D.D. ... x9os 

PKOVIM'K OF NEW ZEALAND. 
AuekUind ...... ^tooYc It. Neligan, P.P. 1902 

Chrktehnrdi,. Chiuchili Julius, P.P. ... 1890 
Dunedin ...... S,'!'. Nevill, P.P., Primate 1871 

Melannki * ■ " - 

NeUon 
Waiapu 
WeMimtna 

nu 1 VI N( ■ M < f P N HW St >UT t f WA I.K.S. 

Hnthurd Chas. K, Caniidge, 

iyoidhtpn ......C.G. barlow, l».p.(fon.Y. ’91) 1902 

irntfton and ilL'ury Edwd. Cooper,) 

{ n.P. {conn. X895) 

.1 . F. Stretch, P. p.ieom. ’95)x9o6 
Eriu'st A, Anderson, p.D, 1893 


1904 

X905 


X905 

*893 


. 1895 


45 


94 


82 


X42 


30 
83 
X07 I 
97 I 
*34 ‘ 

32 

40 



Arnifdak 
Neiveadle .... 
Hirenna .... 


;*904 67 

Cuivvafur/u... Gilbert AVMte, D.D. t.....' 1900 10 

New G iii nea . . .(vacant) ....X909 6 

W". <^i/ccnA‘?aniZGeorgeH.Frodsham,».p. X902 ik 
JR oekhampUm George D. Halford......... xooo 11 

INDEPENDENT DIOCESES OP AUSTRAMSIA. 

Adelaide Arthur N. Thomas, D.D, 1906 97 

Bunbury Eredk. Goldsmith, D.». X904 21 

Berth Chas, Owen L. Riley, D.p. 1S94 «o 

Tasmania ...J ohn EdwardAIereer, D.P. zoo2 82 
PROVINCE OP SOUTH AFRICA ^ 
Bloemfontein Arthur Chandler, D. d. , xooi 

i W. M. Carter, d.d. (cons. 1 

xSoi), Arekbp. iqo8> 

^Y. M. Cameron , d. p. , Co-adj. 1906! 
Grahamstown Chas. E. Cornish, d.d. ... 1899 

Lebombo AVm. Edni. Smyth, m.b, 1893 

Aiashonaland E. N. Powvll, P.'i>. 1907 

Eredk. Sami. Baines, D.P. 1901 

Pretoria ACichael B. Furse, D.D.... 1909 

St. Jlelemei ...AV. A. Holbech, d.d. 1903 

St.John*s,Kaffraria J.W.MllIiams.D.D. 1901 

Zulukind AVilmot L. Vvvyan, D.D. X002 

^ PROVINCE OF THE AVEST INDIEa 

Anfigita AVal ter Farrar, d.d. ...... 1903 

Barbados W. P. Swaby, D.D, (1893) 1900 

Guimia E. A. Parry, d.p,. 

Honduras. Herbert Bury, p.d 1908 

Jamaica ... 

lA. E. Joscelyne.D.D. 1905! 

-v«s«u { 

Trinidad ...... John F. WeisKibP^^ v, 

UNDER ARCHBISHOP OP CANTERBI®". 

*Cktna, Ventraf W. Banister, D.p igog — 

HMna, HuL Herbert James Molony 1007 

*(Mna, North (f Perry Scott, D.D x88o 

Chma, West VV'. WhartonCassells.D.D. xSgs 

* Korea Arthur B. Turner, D.D. 1904 

* Equatorial At'rka (Western Niger, Asc.) 

Herbert Tug well, d.d. ... 1894 
AsipstanGBishops, I. Oluwijle (i8g^)* J. 

r» ’ (*904)- 

TalJdand s ... Ed wardFrancisEvery.D. p, 1902 

Jbiih’kien Horace Af. E. Price, d.d. xqos 

Gibraltar Win. Edwd_. Collins, D.D. 1^4 

X909 
1887 
1908 

*909 

- j .M* XQOQ 

Likoma Gerard Trower, D.D. ...... xgox 

Madagascar Geo. Lanchester King, d.d, 1890 
J/un,rfG»,s* ... Eras. A. Gregory, d.p. ... 1904 
....... Mm. George Peel, D.D. 1899 


30 

S8 

38 

17 


96 


23 


31 


SO 


34 


X02 

7 

S* 


Sydney . 


fJidinChas. Wright, P.D.,) 
Abp.; Metrop.N.S.W. f 


X909 


Ballarat 

Bendigo,.. 


PROVINi^E OF VKTPORIA. 

. A.A".Gn*en,Llj.D. {cans. ’94) 1900 
J. D. Langley, P.D. X907 



Gippdami Arth.’WidlesieyPahLP.D. 1902 

f J* Clarke, P.P. , ) 

j_rchbp,andMeinip. 


; Sierra Leone (vacant) 

* south lokyo W. Awdry, r>.p.(coa.s\’9s) xSo? 

mtnda A. R. Tucker, p.d igi 

UeUma, Bong Kong, G. H. lander, d.d. 19^ 

.... Frank Weston, l». D 1908 

“ Missionary Bishops. 


*Za'nzihar... 


SUFFRAOAN AND ASSISTANT BlHHOPS Will be found Under their remeetive 


{XatwRdk); WmlleyiMaimiester) ; W^mkh {Smiih'mrk). 
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Ob. Pop. 

■ In- 


' Income 

Sees. 

AilCI.!JU.SflOPS. ’ 

Apptd. 

(2902.) 

cumbents. 

Curates. 

of' See. 

Arntayh... 

Alost Rev. AV. Alexander, DJ). (com. 2867) 2896 . 

5S,3S9 

.. 90 .. 

29 .. 

£2,500 

JJublin .. 

Mo.st Rev. J. F, Peacockc, D.D. (com, 2894) 2897 . 

98,796 

.. 247 •• 

78 .. 

2,500 


Ibfsnoas. 






Meath 

Alost Rev. .hijn<‘s Bennett Keene, D.D... 

2897 . 

io,zos 

.. 68 .. 

24 .. 

2,500 

Tuaiih .. 

Kt. Rev. James O'Sullivan, D.D..., 

2890 . 

9,723 

.. 60 .. 

20 .. 

*,493 

Cork 

Rt. Rev. AViliiam Edward Aleade, D.D. .. 

2894 . 

3b93S 

.. 200 .. 

3S *• 

■2,703 

Derro 

Rt. Rev. George Alex. Chadwick, D.». .. 

2896 . 

50,74* 

.. 105 .. 

18 .. 

2.240 

Killaloe ... 

Rt. Rev. .Alervyn Archdall, D.D. ........... 

2897 . 

9,2X2 

.. S8 .. 

20 .. 

2,500 

Kilniiire.., 

Rt. .Rev. Alfred Goorge Elliott, D.D 

2897 . 

32,220 

.. 97 

26 .. 

2,S4« 

Down 

Rt. Kev. John Baptist Crozier, D.D. 

2907 . 

204,773 

.. '265":'.. 

56 .. 

*,750 


(com. 2897) 





CaAicl 

■Rt. Rev. .Henry Stewart O’Hara, D.D. ... 

XQOO . 

9,691 

. SS .*• 

18 .. 

2,462 

Chsorii ... 

Tit. Rev. Chas. F.D’Arcy, D.i>, (corns*. 2903) 2907 .. 

22,446 . 

.. 202 .. 

34 ** 

*,535 

Limerick . 

Rt. Rev. Raymond d A. Orpen, D.D 

2907 - 

9,805 

" S3 •• 

22 , 

2,408 

Clogher .. 

PH. Rev. Aiauriee Iniy, d.d 

2908 .. 

37A83 

.. 65 .. 

20 .. 

*,*73 


ST. Patrick’s National Cathedral, Dublin, 

Orde/ictr^, Veiy Kev. John Henry Beniard, D.l>., D.C.L. 

GENERAL SYNOD. 

C(,n)sisting of Honse of Bishops (13) mnl House of Representatives (viz., 208 clerical and 416 lay). 

Honomi'y Scei'etarii n^Ym. Wru. Colquhoun, B.D. pVeir. 1 . K. Latham, D.D. ; Sir J. C. Meredith, 
LL.D. ; Gapt, R. Wade Thompson. 

Secretary to the Repres'Entatite Church BODY (iNCOiil’ORATED 1870), Thomas Creene, H.A., 

52 St. Stephen’s Green E, Dublin. 

By the Act of Lnion, jSoo, the Church of j The ftnancial trnstees of the Church are the ] 
Ireland was united with the Church of England, Representative Body, composed of the Arch- 
and the Sovereign, as one of its menibei-s, sui>reme ^ bishops and Bishops, 13 clergymen and 26 lapneii, 
governor tm eartli. By t he Act of 1869 this union chosen by the Diocesan Representatives in the 
w:is severed, an<l on Jan. 1, X871, the Clmrch of j General vSynod, withs3 c<)-oi>te<l mexnl)erB(eierieRl 
Ireland resnined her independent fiosition. The j or lay). This body holds the property of the 
Act of 1869 not only disestablished the Irish | Cliurch, and administers ite funds, sulqect to the 
Church, hut also took away jier endowments, I General Synod. i 

nothingbeingleftbuttherighttothelife services | The first property it held w'as the (capital .sum 
of the Annuit ant Bislu^psand Clergy (which were ■ ^^7,581, 075, representing the life annuities of th.e | 
eoninnited for a capit.al sum), the right to claim .Bishops and Clergy paid over as commutation 
churches in u.se L>r divine serviee, the right to i money by the Church Coinmis.sioners, .and also 
buy tile See and Glebe Houses (with garden I ;£soo, 000 coin pensatitm for private endowments, 
and curtilage), and ^^500,000 in lieu of imvate J The commutation caintal now amounts only 
endowments. | to ^^5^,324, charged with atmuiiieB to xz6 

annuitonts. The funds, however, in tlie 
custody of the Eepresentati've ik>dy amount in, 
all to ;£8, 878,274, made, up. of. Cotmmtfaimi 

2 ^5^6,324, Pm'ocMal SuMentatmi ;(S'5t484»:004, 
m^mpal SmtentaUmi :£563,944, Glciter purchme. 
352,036, Misedlammm purposer ■£ 2,867, 750,; 


'j'he sn]>n‘ine governing body of the Clmrch | 
of Ireland is the GENERAL SYNOD, which meets i 
aiunially. 

Subject to the <i ENERAL Bynoi) {ire 23 Bioeemn .. 
Synoihs, which are {lasisted by smallm* elected | 
bodies called Diocesan Councils. I 

'rhe Bi.shop of the rjioct;se is chosen by the | 
. clericjil and lay mendiers of the Diocemn Synod, i 
j The Primate is chosen by t.he House of Bishops 
j from amongst their own number. 

The incumbent of the Parish, is appointed by a 
Bnnnl of Nomiaatioii, coiusisting of 7 persons, 
viz. : - The Bishop, 3 dioeesan nornmatoF.s (2 
elerit^al Jind x lay) aT»pointed by the I.doces.'in 
Synod, and 3 pavochitii nomin!i.toi‘s(l{iy)appointod 
by the registered vestrymen of the parish. 


Balames 

Since 2869, members of the Church have paid 
in to the Representative Bxuly a total sum. of 
jjC®, 7x5,557* The, interest of the Parochial Bus- 
tentation Fund is approxinnitely ;;^2o5,65o. The 
total amount of arri'toonent f(.*r stijieiKi pai<i by 
parishes, 2907, was £100,6x6. and the DJjd amount 
paid for stipend:^ under .Uhicesjui bdnnneK w;i.s 
£z6g,g46. 

The iiumlKir of members of the Church of 
Ireland, by the i'ensus of 1902, wns 581,089, or 
x3’o per cent, of the entir-e j'0{»uiution. 


THE EPISCOPAL GHUBOH IH SCOTLAND. 

Sees. Tm: H-o Uia'. Bjsnofs. Cons. Clgy StiiMi. Sees, The Rt. Rev. Cons. 

Aberdeen.,, Rowdand Ellis, D,D.... 29o6...46*j£86o Mdmhtrgh John Ikmdtn.ixiK 1886. 
Argyll ... Kenneth Mackenzie, D.D. 1907.. .27... 578 OUmgow X. E. Campbeil, D.D. 2904. 
Brechin ... Most Kov. \V, J, F. A, J. Afacioan, D.D. 22,04. 

Robburds, D,i>, {Primun 2908) 1904.. .34 *983 St.dndmitfg C, E. Plumb, D.p u >8. 

* With residonce, 

Registrar to PHtmia, "W. Roberton, S,S.C„ 24 Young Rireet, Edinburgh. 
Churches, Alission Stations, iSrc,, 404. Parsonages, 248. Clergy, 335. Communicants, 


(Tgy. Btipd. 
..82 *£887 
-83... ^"939 
,.24... *787 
.49... *►689 


5 x»a 89 , 
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! Thk of Kcotlani? hy law established 

i is IVrsljvtorian in constitution, and is governed 
' by K irk’ j^fssions, Proshyteries, Synods, and the 
i uVouTai Assottibly, which consists of both clerical 
! and i.iy ri'prcsentatives froni each of the Presby- 
i tcric>, and also from the universities and royal 
■ burghs. It is prcsifled over by a Moderator 
I (♦•hoscn annually hy the Assomhly), to whom 
I the King has granted pi'ect‘deiu!e in Scotland, 

• during his term of ollice, next after the Lord 
J rhancflhur <.»f (ireat britaiji. The Sovereign 
; is repi-esented by a Lor«l High Coninu.ssioner 
5 (a[vp«,*inted CMoij year by the Orown), who 
i receives the sum of ;£'2,ooo trnvanls his expenses, 
i 'J’lje country, for t'hurch purposes, is divided 
! into i 6 .synrxls and 84 presbyteries, and there 
I are over 1,800 ministers and licentiates 
! engaged in ministerial work. The Church 
population ex<*ceds the aggregate of all the other 
Presi»yterian hfidies, and is esti mated at abou t 


Cije of ^rotlanti. 


half the whole population of Scotland; the 
number of communicants in 1908 was 706,653. 
The sum of ;£^554, 145 was raised in 1908 for church 
I and mis.si<.)nar.y purposes. Within the last 50 years 
I 453 chapels, at a cost of ;!Ci,68i,33o, have been 
I endowed and erected into parishes quoad sacra. 
i Tlie original parishes were 924, in addition to 
wliicli there are 453 new and 42 Parliainentary 
! parishes, a total of 1,410 ; besides 246 cliurches 
I and mission stations. The Presbyterian form of 
j Church government as first set up in Scotland 
was superseded in 1662 by tlie Episcopal Church 
I under the Stuarts ; but at the Revolution in 1688, 
I Presbyterianism regained tlie legal establishment, 
i which it still presei'ves. Lord High Com- 
MiSvSiONKU, The Lord Kimiaird. 

Moderator, 1909, Right Rev. James Eoliert* 
son, D.i). Agenti A. L. 'Menzies, w.s., 54 Castle 
St., Edinburgh. 


OTHER PRESBYTEBIAlSf OHUBCHES. 

Presbyterianism has several Subdivisions. ! Sabbath -school teachers, and 94,194 scholars. 

(i) The UniteAl Free. Church of Scotland was | During the year 1908-1909 this branch contributed 
formed hy the Cnion on October 31st, 1900, of tbe ! by congregational effort ^^222, 581 for religious, 
Free Chuech of Scotia nd d.w\ the United Preshy- ; charitable, and missionary purposes. The total 
ferian Church. The United Church, by rear- I income for the year for all purposes was ^^285, 089. 
rangement of the h^ynods and Presbyteries, has ■; It possesses two Colleges, with power to confer 
12 Hynods and 64 Presbyteries. The Supreme ; Theological Degrees, fxnn prising a staff of 14 
Court is the General Assembly, which meets 1 professors and 2 lecturers, and has 31 nunisterial 
every year at the same time as that of the | with 5 medical missionaries in foreign parts. 
Estal»lished Churtdn In the year ending 31 Dec., | General Secretary, Rev. W. J. Lowe, D.D., Church 
1908, there were 1,620 congregations and 27 I House, Belfast. 

preaching stations. The total memlxirshi]* ex- ■ (3) The. Presbyterian Church of England has 

ceeded 506,000, and thtsre were 2,362 Sunday ■ 12 presbyteries, 353 congregations, *2 preaching 
Schools, with 240,303 .scholars and 25,361 beacheiu | stations, and 86,421 members. It has a Tbeo- 
In IS Foreign Mission Fields there are 531 ; k>gical College (Westminster College, Cambridge), 
European Missitm Agents and 4,063 native ' and supports 82 missionaries aliroad, including 34 
pa.stors, evangoli.sts, and teadiers, incuiding in ^ women. In 1908 the amount raised for all purposes 
iKith eases those of the Women’s Foreign Mission. ' was j(j289,826. General Secretary, Rev, W. AT. 


The inciHue of the Church at the dose of la.st 
financial year amotmteii to Xi, 089, 101 js. xod. 
O/tecs, t (jastle Terrace, EdiubiirglL 
(2) The Preshjfterhin Church m Ireland. — 
According t.o the Census of 1901, the members of 
the various Presbyterian churdies iu Ireland were 
^43,494. 'fhe largest of these, under the super- 
intendence of the General Assembly, consists of 
36 presbyteries, 649 ministers, s68congregati«»n8, 
with 106,472 communicants, 85,298 families, 8,142 


Mac}»ha.il, M.A. Financial See., John Leggafc, 
7 E. India Avenue, E.C. Publications Ojjice, 21 
Warwick Lane, Paternoster Row, E.C. 

(4) Tlie less numerou.s divisions are : The Free 
Church, of Scotkmdy consisting of those memliers 
wlio did not nnite with the U.P. (^Ihurch ; the 
Reformed Presbyterian Synod, the Eastern 
Reformed Synod, tiie United Original Sece- 
ders, the vSecession Presliytery in Ireland, and 
the Synod of the Church of Scotland in England, 


Under the gnucrul designation of Methodists 
arc included all those religious bodies wiiich owe 
their existence, directly or indirectly, to the 
efforts <if tlu' Ifevds. John and Charlas Wesley. 
The most numerous and iuihiential of them an — 
Wcs/i’iim) ileUindists, tile original body founded 
in 1739 by these two biothors. I’he lirst Ce/o 
fo reave, consisting of sIn elergymen and four 
!a.\mein Mas held in 1744. The conference is now 
composed in its Represrutativc Session of 300 
minister' and 300 l.aymen, with a ministerial 
pre.sident and sem etary at its head, tdected year 
by year. 'I’he Wesky ans are guverned primarily 
i>y the Conference, sec-ondarily by the SyniKls, 
witii’h art? semi-ammal nu*etings of the ministers 
and Hele<'ted laymen in eacli district, over whidi 
a cimirmnu i.s appointed l»y the Conference, and 
thirdly by <{uarterly meetings of themini.sters and 
lay officers of cadi circuit. 'I’he authority of both 
th«8e last meetings is subordinate to the Con- 
ference, whicli has the supreme legislative and 
ludicial power in Methmiism. When Wesley 
died the mimlicr oi members was 76,968, and 


die Jlflcttoliist 


sin<;c then the increase has been .so great that 
aiioiit 18,000,000 people ai’(j now receiving 
Mtd'-hodi.st insi.rmd'ion in vnrious ]»arfs of the 
worki. At Washington, in Getoiuir, 1891, it \vu.s 
reiiorlcd that there were mor<‘ than 30,000,000 
Methodists, Tliis statement has been vectadly 
repeate<I hy lending Weskyans; Imt no <'vi(ience 
is forthcoming to c-Uahlids its aee.nruey, which 
is more ih.an d<,u})t!'ul.--/hxvv., Jtev. W, ik-rkins ; 
Sec., Itev. J. Iloruahrook. 

Various distinct bodies of Metbfxlists have 
been lorined, tlu? most important being — 

I. The Priinitim Methodists, who s})rang up in 
Staffordshire, in x8io, under the kaidership of 
Hugh Bourne and ^ViIlialll Ciowes. Owing to 
the exeeHrfe.s attending certain outdooi’ serrtces 
called “camp meetings” the ^Ve.sleyan Confer- 
ence prohibited tb<j continuance of the practice. 
Bourne and Clowes refused to comply with this 
decision, and xvere in consequence expelled. They 
and their .sympathisers banded together in a new 
Imdy, witli enlarged powers for the laity. Next 
to the Wcsleyans they are the most numerous of 
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all the denominations which have arisen cut of 
the Methodist movement. — JPresfdent, Sir 
W. E Hartley. 

2. The Methodist Neto Conmexion, which was 
fonned in 1797 bj? the Rev. Alexander Kilham, 
one of the early itinerating Wesleyan preachers. 
He demanded that the members of the societies, 
and not the Conference, should be constituted the 
source of all power in Methodism ; and that the 
Conference should consist of lay as well as minis' 
terial members, all of whom should be elected by 
the members of the various societies as their 
delegates. He was expelled by the Conference 
and at once founded a new community. 

5. The Bible Christians^ founded in 1815 by 
William O'Bryan, a Wesleyan lay preacher in 
Cornwall. They Axist principally in the West of 
England. 

4. The IT^iited Methodist Free Churehes, which 
are an amalgamation of three different secessions 
—the Protestant Iklethodist, fonned in 1828 ; the 
Wesleyan-Methodist Association, which sprang 
out of a controversy in 1834, concerning the train- 
ing of ministers ; and the esleyan Reforai Asso* 
ciatn )n foundc d in 1849, during a great agitation, 
A stiong opposition to leading Wesleyan officials 
iinscd which found expression in the Con- 
feiciict (kbitc but more strongly ill anonymous 
pimphlcts on suspicion of being the authors and 
cn .Jilit.-i .. ,.f v> hidi three ministers were expelled. 


They found so many sympathisers that over too, 000 
members seceded to found a ne%v denomination. 

United Methodist Church. — The three latter 
denominations— the Methodist Hew Connexion, 
the Bible Chiistians, and the United Methodist 
Free Chui'ches — seemed an Act of Parliament in 
X907 to authorise their union into one denomi- 
nation, to be called the United Methodist Church, 
and to provide for the government of the Church 
by a Conference consisting of an efiual number 
of ministers and laymen, elected by districts. 
The act of union took place in London on 
September 17, 1007, when the first united Con- 
ference was held. About 700 delegates wei'e 
present. A deed was adopted and signed, 
declaring the terms of union, defining the con- 
stitution and doctrinal tenets, and containing 
provisions for government and diacipline. A 
fund of 100,000 guineas has been i-aised to com- 
memorate the union. — President^ Rev. W. B. 
Lark ; Secretary, Rev. J. Baxter. 

P’rnancea.— The Wesleyans raised in 1907-1908 
j^ao9,io7 to sustain their very extensive mission- 
ary operations. At the same time their Home 
missionary' income was ; and ^^13,493 

w'as expended for the training of candidates for 
the ministry, of whom there are 247 in the four 
theological colleges. The Primitive Methodit<ts 
raised chapels, .and the United 

Methodist Church ^^12,333 for their missions. 


The number of Members is for the TJniteil KiiiRtlom 
of Ch.'iixil and Scholars, Great Britain only. 

M'esh’.van Methodists 

Primitive Alethodtsts 

United Methodist Church 

Independent Methodists (x888) 

MVsleyan Beformers 


Ministers 

La.y 

Pi’eaehrs. 

Members 

On Pro- 
bation. 

Chapels. 

Sundaj* 

.Scholars. 

2,700 

20,447 

520,108 

30,291 

8,606 

987*953 

1,178 

i;6,xs8 

212,168 


4,484 

4 f» 5 *S 3 * 

843 

1 5 >S 4 o 

148,072 1 

9*547 

2 , 3*52 

314.957 


424 

8,686 { 

f 251 

^45 

27,219 

21 

520 

7*904 ; 

' 462 1 

*95 j 

25,754 


®tl)cr Itxfligious ©rnomtnations. 


The INPEPENPKXTS, Or CONGKEG ATION ALISTS, ill 
England come next to the Methodists ; they arc 
the inoat ancient community (iifBissenters. They 
maintain that eachchurcli is its <>\ni ruler, and thus 
dia])ensc with lioth episcopacy and presbyteries, 
'rhey finst appeared in the. time of Elizabeth, 
under whom they were very harshly treated ; in 
eonseijuem'e great numbeis reytaired to Hortb 
Awieric.'i; but their principle.^ triumphed under 
the Commonwealth. In 1831 the majority of their 
clmndies were foi*nu‘<l into the Congregational 
J Tnion of England and Wales, incorporated in 1902. 

{ Tju‘re are 51 county and otlnn- Associations in 
I England and AVales, with 4,652 churches and 
I preaching stations containing 1,696,738 sittings ; 
j the uumberofmnnstersin the British Isles 183,198. 


i 413 by loason of age or ill-health have retired from ' 
i itast/iral duty. Chairman of the Conyreyationai ; 
I r-nion of Enyla.nd and Wales, 1909-10, Rev. .T. I). | 
.Jones. B.n. ' Secretary. Hex. Pvicliard .f, AVells. , 
Ofter, Memorial Hall, Farringdon Street. | 

The Countess (f flanfingdords Connexion, with i 
44 chapels and mis.sion stations, is governed 
by nine trustee.? asisisted by au annual conference 
of ministers and delegates. Sec.,H. Dolby Shelton. 
Offices, 38 Eldon Street House, London, E.C, 

The Baptists are, in all respects but one, simi- 
lar to the Independents ; they have the same 
form of Church government, and differ but in 


one point of practice— viz., the Baptism by im- 
mersion of believers only. Jake tin* Congrega- 
tionalists, they are for fhe ino.st part grouped in 
.Associations of churches, and the majority td 
these belong to the Bapti.st rni«)ii, which "was 
formed in 1813. In the British Isles there 
Avere, in 1908, 4,124 chapels and 2.078 pastors, 
'rite members numbered 424,008, SuMday-sidmol 
leJicliers 58,687, and Hunday si-holars 57S,"344 In 
the U.S. they form one of tln^ most, mimerou..; 
religions bodies, the “members” aluiie iminhei- 
ing over 6,ooo,oco. Their missi(nia,rifs arc em- 
ployed in India, < 'cylon, China, Pale.stine. the A'Ve.st 
Indies, Africa, Brittany, and Italy. Office, Baptist 
Church House, l^oiitharnpton Row, London \V.( 
The AVF,i..sn Calyinistio Mkthodi.st Connkx- 
loN is the only Church of jmrely AVelsli origin . 
and embraces a very large section of the Welsh - 
speaking population. The form of Cimrcii 
government is pre.sbyterian, and the Cliinrh is 
in federation witli the Tbiited Free Church of 
Scotland and with tlie Presbyterian Cbiirid! 
of England, y.r. At the present time fho 
body mimbeis— cburche.?, 1.448; riiuTHd.? .-md 
places of worship, 1,666; ministers junl pieadu'r.s, 
1,304 ; deacons, 6,376 : commnnicauts, 185.224: on 
probation, 2,410 ; Sunday-school teachers, 28.392 ; 
scholars and teachers, 217,645 ; mnnlier belonging 
to the congregations (including communicants), 
340,734. A .sum amounting to £zg 6 ,ioS izs. was 
collected for various religions purpose.s in 1908. 
One.of the feature,? of the AVelsh churche.s i.s the 


Whitaker’s awahack. IPIQ, 




The Roman GafhoHr ( Jkureh , 


1 1908, nmulHTwJ 4*1. Thf3 Friends support 
j llseir own luxe*. Central Ojjke for areat 
I Britn'in, ix .l-»ishopsp:n,te St. Without, E.C. Ire- 
I liiiMl has a soparat.e oriianization, with Office, 

; 6 Phistaee Street, Duhliu. The Churches of 
I Christ have 14.277 tneinhor.s and 186 churches 
i ju the I’iiitisli Isles, with 159 Sunday Schools, 
i 1,719 tearrluo's and s6,8ii scholars. The Moravians 
I {tfffiivrs. 32 Fetter Lane, E.O.'! have about 60 oon- 
j ions and preaehijig stations. I’ho Catholic 

I Apostolic Church have above 80 churches ; the 
j New {.'!nir<'h (Swedenborgians), 75 societies, with 
j J. 714 registered nnnnbcrs; the Latter-Day »Saints 
; f Mormons) have 82 chnrclics. .Vinoiig the inhabi- 
' tants ef the Fnited Kii^gdosu are a!>out 230,000 
Jews, mainly in London arnl other large towns, 
v/ho possess 200 synagogues, with about 200 
ministers and readers Dr. nermann 

.\dler, c.v.o,, Chief Italibi’s Office, Finsbury 
Sq uare, F. C. ), Tlie J e ws .support their own poor, 
and raise jilsout £150,000 annually for religious 
ami 1 >enev< iknt purpe^ses. Their number through- 
out the world is coinputed at eleven millions. 
The Brethren, or Plymouth Brethren, have 23 
places of wtu’ship in London and the subiiihs. 
l'he(.l reeks ha vt; elmrehes in London, Manchester, 
and Liverj^nol. The Armenians have churches 
i in London and Mamihesler; tlie French, Dutch, 

! Swedes, and Swiss in London, Korwich, and 
i Canterlmry ; and a mosipie has been opened for 
i Mo.sleins. 


; • Si ‘fisool, which is ;U tended b> adultsaswidl 

, r OiMh n ; * he UTiiueulav is ihe language gener* 
i .> dv iNf d in t licsc S4‘hools ‘nnu'e are 327 English 
' c- nta u.-> uiih 27,54® eonniiunicanlfi; uU the 
r* ? ,iic U cbU. Mt’ih'rtifui’ tf fkaeml dr.iUUaMif, 

lOiyiqm, lito. Kivuici ; -font’s Abergele. Been., 

U- .. It -L !b‘c-. u. s, Aficrystwyth, and . 1 . 
iiwynojo Davies iUrmouth. Sfatii^ieiyl Been,, 

, lb r, 'I, -L Al'irgtm, ofirn, near Afterysiwith, and 
L \ il. -foiieo ib.m-i, alton, Liverpool 

f b \ lb, ATL o, \ p.u Y is t fitc of the nr est r*-cent 
; !» »i< noaunatioiis, .■f,nd tme of tlie uio.st 

' ,-//ieees.-!'uL In sept., 190S, ilie nnuilserof O/Ziceos, 

, t ‘f ,‘i ‘ aid i'/c, "itas at. j86,of tbrp,vand Ont~ 

8,224, 52.789. The number of 

' > e f‘)i’ - Oi , u;)jt'd'iSH 53 ,;n 5 dori!;;>gn,igi.-.u 5 ed 28 . 

« ' 'Riveted >utu da .‘'alvution Army are numerous 
' pLii.'Uiilropi'* including 118 Kescue 

' llotiio'’ jbr Faileu W-.m»cn, *39 .Slum .Poats, 17 
, 'fri-oo-Hiit* llunie-: 2®^ ^heltcisandflieap Food 
f,.r Die F-j 130 Workshops and 

ibrlMK-s 60 Labj.ir Luieauv, 18 Farni.s, Ac. 

; ID s n AL, Willi, n i j*o -Ji. 

Mi:0=!, Str.IJ'Dor.S DK:-:nMlN.ATlON'S..-‘rhe chief 
,iVf flit- TTuiUriana, with about 350 minist-ers, 345 
piatest'f utn'diip. The Society 
U,“>f Fmmk, ettusids of 19,019 nn.'iubem in 

lii'cat Bs'itaii*. and Australasia, and 2,467 in 
Ifvioid, iur- 399 reconled ministers, including 
I ovet xgo uo’ht’fi ; fheir places of worship, in 

; Eoman WaHjolfclttp^^ 

IN Ewjhivd there are i Archicpiscopal ami 15 Ei^i.-scopal Sees ; in SenfMnd z Archiepiscopal and 
4 Epiiicttp.'d Sees ; in ireland 4 Aivhiepistropal and 23 Epis<*opal Sees. In the British EmjfAre there 
are 30 \rchicpj«eoiiaI and to8 Episcopal Sees, with 34 \ icjiriatcs and 13 Prefectures Apostolic, as 

, folImvH ; 


KNDIAND AND AVAfJvS. 

A I'ch ht^knp. <a).N.s. i.'mokov. 
jFraneis Bourne I 
I itrtxmiated front j 
ireAyihi'Cer } S«,ur!iw;irk 1903) ... s896> 
jifif, rick Fenton, [ 

I Pushup Auxiliary... 1904,* 
Bhsktipsi. 

iVnihunhiiti Edwaid Dsley 1879 

(Hlffiiu ...... Deovge .A. Burtvni ... 1902 



f . . (William dordon 189011 

M. \l Fou.Jl!, road.l xgosf 

LlrnrpoC. Thomas Wliite.ddc ... 3.894 

n>'d,)h Air»N;Ui Bit hard Lae> sgyg 

Sen'piof . -feluH'. Ib'd.le.v 1873 

S‘'.ihUinntvd Fredli. W'ui. }\ eating 3908 
yi'ffitojhani . Bob.>rtBriitdlc,I).«.o. 1889 

I'bunoHfh ... »'haiie«: Draham 1891 

Port.Muvth f'h'hii BajUist CahiU... 19001 

* ' ' * I W m. T. f'otter, Aii.v. 1905/ 

I honis Cha^. Fan.-utelU *903) ^ , 

LfohnH.VaughanoVux. 194} 

shrrn'rhfirn ,, II U'Fi Singlet un 190S 88 

BfOtfhmrk Peter E. Amigt? 1904 507 

WakH, Menerk, I’ram'D Mo.styn 1895 82 

SI ’( tT LAN D . — yi reiibkhopK 
Bt, A ndreu'n w (Janus A.Smith^fiu tin. 
h'dinbnriik J moa DunkcUi 1900) 1890 86 

Cfaxaoto btliu Maguire ......... 1894 389 

Ahr.nkrn Donald Dhisholin.*.... 18^ 72 

A rtfijlid' ide 4 Oeorge h Smith ...... *893 »$ 

Bo/drld Angus AIncFarlane ... *901 47 

tortile William Turner .,..0 1S93 3a 

1 HEL A N D, — i4 rehb^fthujin, 

[Michael Cani. Logue 
I *879 177, 


S 40 


Dublin 

CiUhel ... 
Tuam, ... 


117 

143 


IRELAND. Archhkhopn--~eontd. Oons. CJlkkgv. 
f William . I, Walsh ... 1885) 

\ N . Don n el ly , Bp. Aux. 1883/ 

I Thom as Fen nelly 

I (naeeeeded 1902) 1901 

J. Healy (tr. 1903) ... 1884 
Binhops. 

Aehonrp John Lyster 1888 

Ardaph Josepii Hoare 1895 

Clopher P. AicKeima 1909 

Choffert A'acant 

Chtpne Robert Browne 1894 

Cork Tlioma.s O’Dai laghan, 18^ 

Den'p Dharles AlacHugh ... 1907 

Jhncndcyiiiiior, John Tohill 1908 


Dromon' Henry O’Xeill . 

Elphiii -lohu Dlancy .... 

Fern» fames Browne . 

Thomas O’Dea 1903 78 

Kerry John Alangan 1904 128 

KJldare and Bepddin, Patrick Foley 1896 151 

Killaht lohuDopiny !. 3892 41 

KiUaloe Idichael Fogarty 1904 x6o 

KB more AndrewBoylan 1907 104 

BBrn'/dek Eilward T. O' Dwyer 18S6 169 

AD'Uth Laurence Oaughran.. 1906 164 

Onnurp Abraham Brownrigg. 1884 119 

fiaphtje Patrick O'Donnell ... x8S8 77 

Bonn Denis Kelly 1897 28 

Watrrfurdtl’ Litunore, Jl A. Slieeiian 1892 167 

BRITISH COLONIES AND DEPENDENCIES. 

EritOPE. Bidw2>n : — Cons. 

iPeter Pace, K.C.V.O. (Abp. of) „ 

\ Mbodes) 1*877 

(Paul Furrugia, Bp. Aux 1907 

Jtihji Camilleri 2889 

0 . R. Barhieri, Vicar Apost. 5901 


Malta .... 

Ooxo 

OibmUiVr 


wmmms nmmm, 19J0, 


The Romwn Gutholk GhwcL 


3 0.:; 


AIi{EK.TCA. 

PeUgatS' Apostolic to Canada, Abp, Sbarretti. 

Archhiahop^. Goss. 

fLouia Naxaire B(§Riil i 838 

iituMC EnKune Roy, Bp. Aiix. 1908 

Halifax Edward ^[^lCa^thy 1906 

'Kingston.-:. Charles Gauthier 1898 



Ottmva aoant 

Port of S‘pain .loliu Pius Dowling 1909 

Toronto Fergus Patrick McEvay 1899 

St. Boniface Louis Pliilip A. Lange viii ... 1895 


ASIA. A rcldrishops—cnnttnranh 

Bombay BCernianii Jiirgens 

Calcutta Brice >[eulemaii 

Colombo Antony Coudort 

Cf/prm Peter Zoghbe 

Madras 


: COSS. ] 

• 

. t§oz 1 

. iS^S I 

. 1906 1 

. 2882 I 

. .1902 
. 1896 

Bwhops. I 

dUahahad ... Peter Gramigiia 1904 , 

Arabia (Aden) Benianiiue T, Clarke, V. At*. 1903 j 

Burma, East Vietor Emml. Segraua, A. tgo8 I 


l.Tohn Aelen, Bp. Coadj. 
Vcrapolp Bernard .Arguinxotds .. 


01. tso-mjace ixnas rmap a. aangevai ... ujgs , '“A 

St. Jokn*s, Neufoundkmd, Aliehael Howley 1893 i Eurma, *0°^ 


Vancouver, B.C. (Vacant). 

Bishophs. 

Alexamlrm . William A. AlacDonnell 

Antiijfmish... John Clameron 

ChmioUetouni James AicDonald ........ 

Ckathani, N.B., 'riiomas B’. Barry... 

Chicoiitimi... Michael Labrecciue 

Hamilton ... Thomas Joseph Dowdinj. 

Harbotir-Crrace, John March 

JoUette Joseph Arehambeault .. 

London (Vacant) 

NicoUt Joseph S. Briinauit 

Pembroke ... N. 2 . Lorrain 

Peterhorowjh Richard O’Connor 


1906 

1870 

T890 

1900 

1893 

1887 

1906 

1904 


1899 

x882 

1889 


Burma, South Alexander Oardot, Vicar Ap. 1893 
Chanciamichcrry, M.atthew’ Alakil, Vie. Ap. . 1896 j 

Cochin Jo-se Ribeiro 1909 i 

Coimbatore... Augimine Roy 1904 | 

JDacea B’rancia Liniieboni 1909 1 

JtUrnakulnm . Louis Pareparambil, V.A. ... 18961 

1895! 
1905 ' 


Galle Joseph van Keeth . 

Hong Kong... .Dominic Pozzoni, Vic. Ap,... 
Hyderabad... Denis Vismara 1909 


Jaffna Henry Joulain-. 

Kandy Clement Pagnani 

Krisbnagitr . Santinu Taveggia ........ 

Kumbacmium Hugh M. Botteru 

Lahore B’abianA. Eestermans.. 

Malacca Emile Barilloii 


*893 

1879 
1906 
1899 
ms j 

X904 
X896'" I 
X899 1 
3S90 
1906 

St, fjj/mnni/i Alexis ^ 1906 j /vS Henry Doeriiig'”.y.y.’^ ' 

St, John, A. Pynmmnck, Timothy Casey ... 1900 : (juilon A. M. Bonzi<'^er jqoo 

SauU Ste. Mark, David J. Scollard ’^904 i ^ 7 f*^ohn Alary Barthe 1800 

Sherbrooke... Paul Stanislas La Rocque ... xSg^ ' ^f'^<^huiopoly B’aissandier Coadj xgoo 

Thrit A*um F. A. Cloutier 1899 i Trichur John Menachery, Vic' Ap.'... 1896 

lalli afield Ju.seph Emard.... tBgz Trincnmalee Charles Lavigne 1887 

\utona b t. Ak*\. Macdonald *908; Vizagapatam John Mary Clerc 1891 

jfi } ^ /Emilius Grouard, \ic. Ap.... tSgi ! ^ 

Athahi'.ia iiviostino .lousaa/’d, Cod. ... ! 

Cum^ao 
Demerara 


Prince Albert Albert Pascal 1891 i Mangalore... Abumlius Oavadini 

Bimmiski ... Andrevv Blais 1890 i Meliapur ... T, E. Ribeiro V. de Castro... 

Roseau Philip Schelfhant 1902 j /Eugene Louis Kleiner 

St. Albert ... Emile Joseph Legal 1897 , f’ lAngustine .F. Baslc,Ooadj.... 

St. Georgfs, N.F., Neil AtaeN^^^ 1895 ; B'ranuis S. Copp^d 

St. Hvacinth Alexis Bernard 1906 | Poona Henry Doerlng 


tOelestine Joussard, Coad. 

Vacant 

Compton 'r. Galtun, ATc. Ap. 1902 
Gulf of St. Lrt?rrc/nv,Gnstave Blanche, Vic. Ap. 1905 
Honduras ... Frederick Hopkins, Vic. Ap. 1899 


Jamaica John J. Collins, Vic. Ap. ... 1907 

Mackenzie ... Gabriel Brcynat, Vicar Aj>. . 1902 
Temiskamimj Elias A. Latulii>e, V.A. ...... 1908 

Surimm " V’acant 

ABdUtbV. Bishops:— rrr 

Basutoland. Julius J. Oime/., V.A 1909 1 ^^<tUtnyton 

Oiviw AIntsSberry, V. A. 1896 1 

Cape CoAoi//} 1886 ! 7, 

Gold Coast... Igimtius Hummel, Vic. Ap.... 1906 I 
Philip l>erlo, W A. t 909 i 


ALSTRA LASIA. A rehhkhovs 

jCardiual Patrick Aforan 

Sydney < (tmu.s'L/rma Ossory 1884)... 1872 

(Alicliiiel Kelly, Abp. Coarij. 1901 

Adelaide Jolm O’Reily 1888 

Brisbane Robert Dunne 1882 

Hobart Patrick Delany 1893 

Melbourne ... Thomas Carr 1883 

Andrew Navarre, \ 1 c. A]). 1887 ! 

Acwijuiiua tie Boismenu, Bp. Coad. x8qi ' 


Kenia . . 


Bathurst John Dmine.. 

Christchurch Ji'»hu J. Grimes 


Cooktoicn...... Dominic Alurray, Vic. Ap..., xSgS 


/-n : .SK 

Xatal Henry Delalie, A ic. Ap 1904 

Xyassa Joseph Dupont, Vic. Ap 1897 

Orange It. Colony, Matthew Oauglu*en,V.A. 1902 

Orange Rirer, ). Simon, Vic. Ap 1898 

Pvrtf Louis ... Vacant 

Port Victoria, Seychelles, Alark Hudrisier... 1890 

Shirt' Aiigiistus Prezeau, Vic. Ap. 1908 

Sierra Leone John O’Gorman, Vie. Ap 1903 

Transvaal... William J. Aiiller, Vic. Ap.... 1904 
Uganda, or UpperXilc, Henry Hanlon, VL A. 1894 
Victoria X yanza. North, H. Streicher, V. A. 1897 
Zanzibar ... Emilius Ailgeyer, Vic. Ap,... 1897 

ASIA. 

HeUgate-Apostolio to India, Abp. Zaleski. 
Archbishops. 

Agra Charles Gentili •• 


* 899 '; 

Francis Redivood 1874 ! 

Bishops. 

Patrick J. O’Oonnor 
George AL Lenihan 


1903 

1896 


xgox 

X887 


Dunedhi Anohacl Verdon 

Fiji Julian Addal, Vic. Apost. 

Geraldton ... AVilliam Kelly 

Gilbert Islands, Joseph Leray, Vic. Ap... 

Goulbnrn ... John Gallagher 

Lismore Vacant ....l! 

Maitland ... Patrick Dwyer, C!oa<ij 1897 


38^ 

3887 

1898 

X8B9 

189s 


Perth Alattbew Gibi.ey 

Port Augusta John Norton 

Rockhampton James Duliig 

Sale Janies Corbett 

Sandhurst ... Stephen Revtlle 

Victoria B’. X. Gsell, Ad minisf valor. 

Wilcannia ... Jolm Dunne 


3886 

2906 

1907 

288s 

2885 

2887 


ayhitakbe's almanack, 1910 . 
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THi: UNIVERSITY OF OXFORD. 

^ The i:t, Lioit. L(»r»i rnrzoii of 

‘ kr(ik’-;iUtit^ lKi'',h.n Aii 

//. ,n{r,!, h'unt iloij. theliirh.f Hulrv 

' oiJi.v, hj\i,., M4'rhti 

? ..*■ VO//, ’I . e. ju'i'm, FiViiidojit 

oj, ifotvittefeo, ■ 

•'■- / ./“•• \S iJatjHtirn, d. V., Penib., 1909 ; 

<*. iJ. ‘'jonshriw. m. Qact a\^ 

Avr -, Ut. Hon. J. G. Ta’tiKjt, F.c.L., 
GA. v'/i,, 1878 ; ■Sir W, jfl. Anson, Bail'., 
o."'.!,., Vardt’H of All Svab 


€rfte ®ntbfrs!tifs. 


1907 

1896 

1:906 

1909 


ItiSac/ituf Xatu/'aU, Pn4imiiiai'u,l>. 1{. 

U.A,, Trin. : W. N. tStocken-, ' m.a,, P.N.li , 
B. Jairisht'rb; 1). J,. (Inipsnfin, m.a., Jesu'fi, 
Kfudlo ; <J. IJ. Groavenor, m.a., AVw 
M.A. ; Wulkcr, ai.a., 
W H. Perkin; A. F. Walden, Ji. a.! 

Raiiisden, D.M.i 
/ fmb/olci’ ; ( 7 . u. B<nmie, T),S(“., Kirti‘r • J 
ji^-vnolds Green, f> ho. (Cainb.); B, if. Solt, 
, (. h. (Jl ; Boyd Dawkins, lose. ; .1. E. Maer D ‘^'c 

' lu J un^tmuJenUa, PreUannnr.^, AL W. p’atter- 
1 T'r’ 3GA., Meu/d. ; 


I'o .i.., waruen 01 An , son, m.a., I niL ; A. L. J^*. Smith m k Unm 

!,'.v,v (./ 'd Jxi Thomas ' d. C V. Behan, 3i.A., b.c.l., Hereford * 

iAAr.ae fJ/omiai, JN ^ In Jurlswiakiitid, Fund, It. W. Leo M 

A/, Sir T. Raleigh, K.C.S.I., . Ho/r. : .T. T! Afin^c rXnr Pf l.. !:y.- 


H 0/v. ; J. d IDIes, B.C.C* Ti 



1900 


1907 

S907 


, A;e?v C'/d? 

Fu per u/ the A dtuiulmn Mimohn, D. G 

’ £foi;jarth, ai.a., Ahv^ialen 

■ Feepn' of Art Galleries, G. F. Bell, At. a. 

Mibjdalen [ 

Ku per if die Thdmd /n.v/<’Dffe, ProfesHoi* 

Baedoaeli, C’.C.e. 

Prpi.drar if the (.filrer,dip^ G. Leudesdoi'f, 

.1. A,, {\iuhroke 

Av,'-/. tant ik’\jt\drar, K. S. Grai^, Ai.A.,LVme. 
Itadcb'fe Ghserrer, A. A. itambaut, l).sc. 

tlinbhiB, Queen'ii 

.S to the dandore 0 / the iTnirerdtn 

\ ihr<kt, \\iUiam B. Gumleii, At. A., Fjcetef 
! Je (pr-itrut'tf the t^ho nrelhtr's Courts J<>hu 1> 

; Peel, Miojd ■ 

, Ctmnuri:: of the W. T. Brooks, At, a!’, 

’ s%9;i‘’-E.Waishal],Ar.A.,.s'LJe/oA’,'f xooS 

‘ f./of). Cuiumt, J, A, Simon, k.o., m.a , 

j ■ M.F., Ail3mls 

f <oUeifor, JobnD. Feel, ai.a., Mtopl 

j Beth'h, H. M. B. lod^m, iHrinih^ ; A. S. 

; Hensiuuv, Midieine; E. Parker, U(w ; 

Va. Aiomj, Arte 

; iPyauht, F. .Ilitfe, aius.p., ait John'V xqoo 

I db /i' 4f the Vhkermd, ,E. 11, Bellamy ■ 

llEBPOAfA'DAXi G’OIjNCIL ' 


^ A rr y«^siier; 11 . rj. Bertho 
M.A., a. H. Berford ; F. L. Armitage, 

At, A,, » ’ 

i P U' TJ 7 Sc/wok. 

looo' \ I «•& Stevenson, 

1909 At. A. , L lu i \\ . A, Pickard-Gauibridge, At. a. 


1897 
1873 , 
1908 


p r k' -r' Potte, D.C.I,., t/m. 

I ..r. kakl,>, 5 kA Axe/w; (?. F. Carter, m.a.' 
fi, I'l.;.’. ,','•,,''''‘'“'■‘ 3 . I'-O.l., Line.: U. a. 
!i V v ,!?• ■'J;*-’ ■■ *’• 'IvZuiveta. 


31909 


F t) ^ - St. Johrik 

\ aAI.a., Pemb.: 0. P A' 

Aeworth, AI.A., Idorc. ; Gapt.G. S. Clive- C T 

At-kioaon, M. a., ’ ’ ' 


At S Henderson 

, “' 4 : c^aa’-y^V^SS ’/a 


• ■ C'bajteolJor ; \'ice-Ghaii' I ^ . Ptm Sehool, 

: UtipAy nf^knu. Iiean of ra. Cli.: Warden j ''Xffilertf.flft ^‘s/iKta’ m f 

..f.y',rc,,«..- Prnicmal.of ./r«»,;Prineipaluf R F. Dale, M.A,, V it’RL v' 7 ' 
Inii,; President of C.C'.C tiriel: J. B. Baker At 
/ i lx* Pj»ui>s<5rior of Exegesis ; the Wa.vn* I ai.a., * ” •» ■" -Coll.; K, 

jle.e Irofo'Hor of Plu.dolag}-; the Camden , 3- -\Iastkhs of thf '^ onnoTo 

Professor ot Ancient llistf»ry ; tlie Profes.sor of ' T. W. Allen, At. a., p # to7n\, , 

< ompurafive Phy.siolouy ; the Wavidietc Pro- ' ./m/w .r T»>.ir.n,r' -.r / ' r- ‘ -^la, 

fes.-/»jr of Pure ^ ' 

Human Aiiftlom.v, 

MemJberii of Vo^ 

E. AlathVson. 


1895 


.s'cVfl);/,, .H««. phm., k. a timott, m.a., ■ jmilMlJ,, ih -j 


1887 


WHITAKBE's ALMANAGKri9iO. " 


1893 


The Univm'sitm— Oxford. 


Uvtanp (SheraTd), S. H. Vines, iLA.yMagd. x888 
CV’/fu'j'sir .John Eliys, D.iitt., Principal of 

Jittiiti 1877 

CVunti'istrui Wa^inflete^^W. Odling,M, A . , Wore. 1873 

CiiUh'Si\ T. L. Bullock, M.A., aVeio Coll 18^ 

CirnLaiiilleiUMS),B..Qomly\,lKG.h,,AllSoiils 1893 i 
Colonial History H. E, Egerton, 

M.A., All SouU Coll 1906 

ComparctUde Anatomy (Linacre), G. C. 

Ikmrne, i>.sc., Merton CHI 1906 

Compnmtim Philology , J. Wright, M.A., 

Exeter - iqox 

Dirinity (Pegiiis), W. luce, Ch. Ch.... X878 
Diviih (Margaret), W. Sanclay, h.P., Ch.Ch. 1895 
Eccles. TIM, (Beg.), E. W, Watson, P.D., 

Ch, Ch. X908 

Engineering Ecmiee-,0. F. Jenkiii,M.A.,iVe'<e 

doll X908 

English History — Ford Lecturer, G. E<3- 

mundsoi), M.A., B.N.C. 1909 

English Literature and Anglo - Saxon, 

Arthur* S. Napier, m.a., D.Litt., Merton x88s 
English Literature, W. A, Raleigh, M.A., 

Magdalen 1904 

Exegesis {Ireland), W. Lock, p.p., Warden 

of Kehle 189s 

Exp. Phil, R. B. Clifton, M. A., Merton 1865 

Fine Art (Sladii), C. J, Holmes, Hon. M.A., 

B.N.C. 1905 

Geology, W. J. Sollaa, Ar.A., University 1897 

Ge(mietry(SaviUan),W. Es80ii,M.A.,iY(m^C*oL 1897 ' 
German Language and Literature, H. O. 

Fiedler, m.a 1909 

Greek (Regius), G.G. A. Murray, m.a,, C h.Ch. X908 
Hebrew (Jiegius), S. R. Driver, i>.i),, Ch. Ch. x88z \ 
History, Aneient (Camden), F. Havertlekl, 

M.A., JS.V.C. X907 

Human Amtomy, A. Thomson , M. a. , Exeter x88s 


HiBirpretatimi of Holy Scripture (Orkl), ^ 

G. A. Cooke, Oriel 19081 

Jurisprudence (C.C.C.), P. VinogradotF, { 

Hon. D.C.L., C.C.C. 1903 

Latin Lilerat, (O.C.C.),B. Ellis, M.A., C.C.C. 1893 

Law ( Vhurian) (vacant) 

Logie ( Wykeham), ,1. Cook W ilson, At, A. , JVew 

VoU 1889 

Medicine (Reg.), W. Osier, Hon, d.sc.,f.r.s., 

Ch. Ch. iyo4 

Military History (Chichele), H. S. Wil- 
kinson, M.A., All Souls 1909 

Mineralogy, H. L. Bowman, m.a., Ne’w CoU. 1909 
Modern History (Chichele), C. W. C. Oman, 

M.A., All Soids X90S 

Modern History (Meg.),C.'B..Yivi)i,M,A.,Onel 1904 
Moral Philosophy (W ay njlete), T. Case, AI.A., 

President of Corpus 1889 

Moral Philosophy (Whyte), .T. A. Stewart, 

M.A., C.G.a 1897 

Music, Sir Walter Parratt, M.A., n.jms,, 

Magdalen 1908 

Eatural Philosophy (Sedleian), A. E. H. 

Love, P.sc., X899 

Paptjrology,B.P. Grenfell, D.Litt, Queen’s 1908 
Pastoral Theology (Reg.), R. L. Ottley, 

D.D., Ch. Ch. 1903 

Pathology, G. Dreyer, M.A., Oriel Coll 1907 

Physics (Wykeharn Prof), S. S. E. Town- 
send, Ai. A., xgoo 

Physiology (Waynflett^), F. Gotch, ALA., 

D. Sc. , Magdalen xSgs 

Poetry, J. W. Mackail, M.A., Balliol 1906 

Political Eeon., F. Y. Edgeworth, M.A., All 

Souls Coll : 1891 

Pure Mathematics {Waynflete), E. B, Elliott, 

M.A., Qmen’s 1892 

Romance! Languages, H. Oelsner, M.A igog 


D.C.L 

1., All Sotds,.... 


John’s Coll. 



.i. X906 

j 

! Fnded. 

Colleges, &c. 

HEADS. 

1 

Elect. 

Gross 

Income. 

Cotitribn. 
to TJaiver. 

TJuder- 

grad- 

Members 
of Con- 





purposes, 

uates. 

vocation. 

*437 

A ll Souls 

Si r W. R. Anson , Bt. , D. c. L. , M. p. , Warden 

1881 

£ 

3 *)* 4 o 

£ 

S.S06 

4 

88 

1262 

Balliol 

,T. L, Strachan Davidson, Ai. A., 

X907 

*9.7*9 

3*4 

*57 

438 

1509 

Brasenose ... 

C. B. Heberden, ai.a., Principal 

1889 

22,698 

1,508 

*37 

305 

* 53 * 

Ch. Ch 

T. B. Strong, D.D., Dean 

xgox 

62,626 

3,896 

308 

74 * 

x$x 6 

CorpusChrtsti 

Thomas Case, ala, , President 

1904 

20 ,OXX 

1,542 

87 

248 

* 3*4 

Exeter 

W, W. Jackson, D.D., Rector 

1887 

*6,229 

*39 

196 

500 

X874 

Bert ford 

H, Boyd, D.D., Principal 

X877 

8,549 

x6 

*34 

X 5 * 

i 1571 

Jesus 

Sir John Rhys, ala., n.iAti. , Principal 

*895 

20,559 

977 

! ■ x6o 

191 

; X 4 s »7 

Lincoln 

W. W. Merry, d.d.. Rector 

1884 

! X 0 , 7 O 2 

28S 

! ■ 1x6 

204 

j *456 

Magdalen ... 

T. H. Warren, M.A., Hon. D.C.L.(Piec- 
Chan.),Pre 8 . ... 

i88s 

70,791 

7 . 53 * 

*97 

384 

1270 

Merion 

T. Bowman, M.A., Warden 

i X903 

34.694 

2,987 

*33 

*93 

1386 ; 

•sew Coll. ... 

W. A. Spooner, D.D., Warden 

*903 

45 . 86 s 

3,5*6 ■ 

*93 

477 

1 1326 

Oriel 

C. L. Shadwell, p.ah., Provost 

190S 

x8,9x8 

57 * 

XI4 

258 

' X624, 

Pemlrohc ... 

l ilt Rev. J, MitehinsoiijD.c.L., ilfuafcr 

1899 

i 8,6x6 

70 

X16 

x86 

*340 

Queen’s 

J. R, Magrath, d.d., Provost 

1878 

35 . * 7 * 

1,134 

168 

298 

*555 

St. John's ... 

H. A. James, D.D., President 

1909 

39.*«>9 

*.375 

**5' 

' ■ 3 * 8 , 

*554 

Trinity 

H. E. D. Blakiston, D.D,, President ... 

*907 

* 5 . 4*3 

*59 

X90 

,".4*9 

" , i.a 49 '' 

, University ... 

R. W. Macan, m.a., D.Litt, Master ... 

1906 

18,768 

X93 

X92 

330 

! ■ x 6 x 3 

1 Wadham 

P. A. Wright-Henderson.D.D. Warden 

* 9°3 

11,509 

igo 

*33 

232, 

: *7*4 

1269 

1 Worcester ... 

I Sf.Edm..IIall 

C. H. 0. Daniel, D. D. , Provost 

, B. Moore, D.D., Principal 

*903 

XS64 

9.933 

60 

xiS 

42 

*43 

35 

1869 

I Keble 

j W. Lock, D.D., Warden 

1897 



' 

228 

3*5 

x868 

j Non-Coll.Stit. 
j Marcon'sHall 
' Pope’s Hall... 
i Parker’s 

E. Wm. M. Pope, D.D., Cem&r ......... 

C. Abdy Alarcon, M.A. 

; J. O’F. Pope, ALA 

■ E. S. Parker, M.A. ............ ,......^1...... 

X890 


- 

235 

34 

X 2 

7 

*49 

xo 

14 

3 



! Total... 




3,826 

6,831' "■■■ 



WHITAKER’S ALMANACK 

Tim 







The Umvmitm---0^foTd^ G mihrid ge,^ 


>909 

tm 

*905 

X898 

1893 


> flusmni) dV,. 

■ A. A. .\laefione'l!, sr.A., Vorpm... 

^ ><^-ufihunnf, K* H. C’hjirK's, M.A., Ex-efer , 

Xffifi Ph}iohi>j>h Wills, Hon, 3i.A 

H R' Foniton, M.A.,yJcmts. 

; FK1ZKHK5, d“f., X909.-~TTfE 'CHASCKI.L0.R'S, 

; En-jlis^^ \, Smith, fi.A., St. John''s. 

; Ldfin lVrAT--J. X. !);irk, »St. John's. 

] Latin Ef!,‘<!it]h-So a^viird. 

\ ilAUFoiip. Gnrk Vvr.sv—A. E. F. Spencer, CA, C7t. 
„ Gri‘i‘k Pmse-~-G. 1). Brooks, fEore. 
JCKWnriiATK. Eiiijl, Verse-~F. T. A. Ashton 
I ilvriitlclfi, BctilioL 
CnnOKN'— Tv. Y, Leniianl, b.a,, Ne.w Coll. 

I Prize~~A. B. Thompson, Seui Coll . ; T. 0. 

, Thomp;^on, St. John's. 

; Arnohi—H. 0. Walton, B.y.C. 

\ Lothum—f. 11. Lyon. 3[agd. 
i Stanhopo-~L. V. Danes Owen, Kehk. 

I Coiwyjton'^imi tjandidate). 

I Ederton—Htiv. E. F. Mtirison, B.A., Line, 

\ Rvlkston—C. 0. Doheil, B.A., Trin. Camb. 

I fJreek ToJamoU {Si’n:iar} ~M. H. Segal, B.A., 

Greek Tt stanicHt (pnuWy-L. Owen, St. John's. 
Septmigint (se}Jor)-~X. (ratint, Trm. 

Septiavjint {jiiniory-L. Owen, St. John's. 
Sifrhie-XX. A, Davies, XonJJoU. 

Gladstone Men\»rial-~'A. T. P, WUiiams, Jesus. 
M, Arnold Meinori/xl-~(uo candidate). [ (*908). 
EwgtiJi Poem.—^. .T. W. L. Lucas, M.A., ifniv. 
Herbert Menwrial—S. II. P. Somaraet, Queen's, 


! Iiaiklife~A. F. Hei'A, D.M., Magd. 
i>eit--itio candidate). 

Oldhain~-’S. T, Qollms, Wadhmii. 

SCHOLARS, <feO., 1909. 

Radelijfe TmveUkig FeU{nmMp~-li. W, Flack, 
Keb. 

Craven (FeUoie)~~W. B. Halliday, B.A., iVeuL 
lJ:m’rian-~~G. I). Toliiiston, b.a., Ch. CA. 
Hert/ord—A. P. Waterfleld, Ch. Ck. 

Ireland—li. A. Knox, EallidL 
Cratjen—K. A. Knox, Balliol ; E. A. Barber, 
Ahew ; L. \V. Hunter, Few Coll. 

Ferby-~-F. A. B. Fewmm, Univ. 

Abbott— \\\ W. Sweet-Bscott, 3Tagd. 

John Locke— 3. G. Fliigel, B.A., Balliol. 

G/if«r.9c— Jayaswal Kashi Prasliad, A'on-CoU. 
B{irdett-Coutts—(xgog. Ko election). 

Kennieott (semor)—Q. G. V. J. T, H. Stonehouso, 
M.A., Exeter. 

Kenakott{j\mior)—W. A. Davies, b.a., Fon-ColL 
Pu^sqf ami EUerton~-l>. G. Learoyd, Wadham. 
Boden Sanskrit— E. H. Johnston, B.A., Few. 
Deny er and Johnson— A. E. J. Rawlinson, B.A., 
C'.C.C. ; A. LI. Davies, B.A., Queen’s. 

Eldon, Law—J. N. Daynes, lUtgd. 
ihathsmatics (senior) — J. Hodgkinson,B. A. , Jesus. 
,, (Janior) — A. L. Atkin, St John's. 

,, (exhiMtiony—M. Coates, C.C.C. 

Geography— B. Wallis, B.A., HeHford. 

Passmore Edwards— J. C. Stewart, Oriel. 
Squire— C. B. Bejnaoids, Oriel; B, A. de Sau- 
marez, iTeWe. 


THE BHIVEESITY OF CAMBRIBOE. 


C/iUHcWI'rtr,Kt.Ih»ii.JohnWm. Strutt, Baion Elect. 

Ra.>icigh, o.w.,M.A., Hon. sc.u,, Trin. ... i9c^ 
Viee-'Chaui’ellor, A. .1, Wuson, i>.u., Peinb. xgoS 
High Steward, Rt. Iio?>, Thomas dc Ort >, 

Baron Walsinghani, Lii.R, Trin 1891 

Repre. in Par,, ,S. H. Butclier, M.A., Trin. 

JohnF. Peel Bawiiuson, LL.M.,K.c.,T>*tn. 1906 
Cotnmmary,J, F. P. Rawlinson, K.c., 

Trin. 


j Ihpputy High Steieard, lit. Hon. Alfred 

Lyttelton, m. .a , k.O. , Trin 

1 Publie Orator, .T , E Sandy s, latt. l*. John's 

: Rimstrary, J. Willis (dark, M.A,, Trin. 
'jhrti 


tgoo 

X899 

S876 

xBgi 

X889 

1879 

1077 

1900 


of QmmiH'; Professor Kenny, Down ; Professor 
Seward, Emm. ; Dr, Keynes, Pemh. Br. 
Tartner, s'/. John's; W. L. iViollisoii, M.A., 
Clare; E. B. J. Parry, Trin., till 7 Nov., 
jgi*. 

PliOPESSORS. Elect. 

Agricultural Botany, E. II. Bih'en, sr.A., 

'Emm. 


Lihrarian, F. ,L H. Jenkiusou, Trin. 
Counsel, Ht. Hon, ,V. t’olicn, .M,A.,K.»',,dLfUt 7 . 
Esquire BedCls, A, P, Humphry, >i.A., 7 */</t. 

A. H. Evans, M..A,a(Ov 

Director 0/ the Oknermtory, Sir Eobert 

Stawell Bull, M. ,i., King's 

Sttfwrinfefidt nf of the Museum of Zoology, 

ii, €. Puunott, M.A., Cairn 1909 

Director of the FifzwilHam Museum, S. 0 . 

Cockerell, .^.a X908 

Strickland Curator, H. Gadow, M. A., Krng’.s 
Curator in Zoohmy, H. Scott, B.A., Trem... 
Curator of the Miiseinn of ArchWidogy and 
Efhnohsgy,lVMon A. von Hugel,M. Trin. 

Curatiw of the Botanic Garden, 11 . I. Lynch, M.A. 

Council t>p the Senate. 

The Clianeelior ; the Vice-Giiancellor; the Master , 
of Trimly Mall; the Master of Pembroke; 
Proi f<»rMyth, Tnn. ; Prof. Sir E.. S. Ball, 
King's ; E. F. Scott, M.A., Master of St, John's ; , 
Hiskeli, Trin. Hall ; W, Dumford, Kimfs ; i 
Jf* H, Gray, Querm', till 7 Nov., *9x0, Tlie 
Master of ami Cairn ; the President 


Agriculture (Drapers) T. H. Wood,M.A.,0rt<‘. 
Anatomy, A. Macaliater, St.John’s... 
Antyienf History, J. S. ileid, Litt.iX, Caivs 
Angb^Saxon, W. W. Skoat, Litt.P., Christ's 
A rabkiSir T. Adams), E.G.Browtw,M.A..Pem. xgoz 


xgo8 

X907 

X883 

i«99 

X878 


(Ld. Aim.), A. A. Bevan, M.A., Trin. 1893 
Arch. (Disney), W. Ridgeway, M.A., Cains xgoS 
A St ro.{ Lowndes), Sir 11. S. Bali, M.A., King's x%3 
Astronomy (Plumian), Sir 0. H. Darwin, 

K.C.B., M.A., Trin 1883 

Aiifrvphysks, H. F. Newall, M. A., Trin. ... 1909 

Biology, W. Bateson, M. A., Joft. xgoS 

Biology (QuiekXQ. II.F.NuttalLSo. 'b.,3fagd. 1906 
Botany, A. G. Seward, M.A., Emmamuel ... *906 

Chemmtry, W. J. Pope, M.A., Pet X908 

Chbwse, H. A. Giles, M.A,, Trin 1897 

Civil Law(Reg.), E. C. Clark, LL.t>., BY. Jahn'.s tSgz 
Dimiity (Regim), H. B. Swete, P.P., Cams 18^ 
„ (Mary.), W. K.Jnge, M.A., King’s ... 1907 . 

*901 j 


(Hidsean), W, E. Barnes, Pet.,.. 
(Fomslan),¥. C. Burkitt, M.a., 

,, (Ely), Y". H. Stanton, p.p., Trixi. ...... 

PJcelesiasUeal History (Dixie), Hemy Mel- 
ville Owatkin, m.a., Enimmiml 

.Expl. Physks, Sir J. J.Thomson, M.A.,T'nw. 
FineArt{Sla(le), C, Waldstein, Liit.B. ,Kmg’s 
Geology (WoodwimUan), T. McK. Hughes, 

M.A., Clare. tgy3 


X891 

X884 

1907 


WHITAKBE’b ALMANACK, 1910, 


TJw Vmvmrsiiies--Gamhridge, 


267 


Greek (Ref}.), TI. JacIvSon,O.M., litil)., Triii, 
Hebrew (Reg.), E. ,H. Keiniett, M.A., <2wec7?-s’ 
Lathi, J. E" B. Mayor, M.A., St John’s ... 
I Law (Down.), C. S. Kenny, LL.P., Doimi. ... 

! J ntcrnatimml Law, h. Oppenlieim, M.A 

\ Mathoniatics (lAtcasian), Sir J. Lamor, 

i M.A.,Joh 

j Meehanistn andApplwd M eelianics, 'Bettmm 

1 Ifopkinsoii, M.A., Trin. 

i Med. (Downing), J.B. Bradbury, M.I). ,Down. 
Mental Philo. & Logic, J. \Vard,Sc.D. , Tnn. 
Mincralogii, W. J. Lewi.s, M.A., THnitg ... 
Modern Hist (Reg.), J. B. Biii'y,M.A., Kiwsr’s 
Moral Philos., ^Y. E. Sorley,Litt.I)., Kwm/’s 
Music, Sir Charles V. Stanford, Mus. , TH 71 . 
jS'atvral Idiiloso^thif (Jacksoiiian), Sir 

James Dewar, M. A., Peferkoim ..... 

Pathologg, G. S. "Woodhead, M.A., Tnn. II. 
Physic (Regius), T. C. Allbutt, M.I)., Cams 

Physiologji, .T. K. Laiig’ley, Sc.D., Trin 

PoliticalEcon.,A.. C. Pi;iou, M.A., King’s... 

Sadlerurn, A. E. Forsyth, Sc.D., Trm 

Sanskrit, E, J. Eapson, M.A., Joh 

Surgery, F. H. AJansh, M.A, , Doimi 

Zoology, cbc., J. S. Gardiner, M. A., Cam’ ... 
HiUsean. Lect,Ktv. W. E. Chadwick, D.D., 

Jesus 

Lady Margaret Preacher, Ilev, V. H. 
Stanton, D.D., Trinity 

Readers. 

Botany, F, F, Blackman, M.A., Joh. 

Classical. A rchlgy., A. B. Cook, u. A., Queens’ 
Clmsks (Breretoii), W. Eidgeway, M. A., Cao 
Comparative Philology, B. Giles, M.A, ,Emm. 
Eng. La)e»,H,I>.Hazcitine, Hon. M.A.,Em7n. 

Ethnology, Br. Haddon 

Forestry, A. Henry, M.A., Cai/us 

Tatmudic, Isi’aei Abrahamfs, M.A., Chr. ... 
Sandarsm Bibliography,!;'. .T.II. Jeukinson, 

M.A., Ti’in ...... 

Germanic, K. Breiil, Litt.D., King’s 

Bornanee, E. G. W. Braunlioltz, M. A., King’s 
Chem. Physiology, B'. G. Hopkins , M. A E^nm . 

Zoology, A. E. Miipley, M.A., Christ’s 

Metallurgy (Goldsmiths), C. T. Heycoek, 
M.A., King’s 


zgo6 

1903 

1872 

X907 

1908 

*903 

1903 

*894 

1897 

i88x 

1902 
X900 
1887 

1875 

1899 
1892 
X903 
X908 
1895 

X906 

1903 

1909 

1909 

X909 

1904 
1907 

1907 
2891 
X907 

1909 

X907 

X902 

X907 

X900 

1900 
1902 

1908 

X908 


University Lectdreks. 

Classics (Epigraphy S Diulects), S. G. Campbell, 
M.A., Christ’s. 

A^iemit History, L. Whibiey, M.A., Fern. ; N. 
yiedid,M. A., King’s. 

Mathematics, Br. Hobson, Chr . ; Br. Baker, 
St.. John’s; H. W. Eichmond, M.A., King's; 
11. A. Herman, M.A., IVm.; T. J. I ’A. Brom- 
wich, Jo/t. 

Mathematics (Stokes Lecturer), Dr. Hobson. 

„ (Cayley Lecturer), Br. Baker. 

Expei’miental Physics, Q. C. Searle, M.A., Pet; 
C. T. E. Wilson, M.A., Sid. 

Botany, A. O. Tahsley, 31. A., Trin. 

,, E. P. Gregory, m.a., St.John’s. 
Chernistry, Dr. SeU ; Dr. Kenton. 

Oir/aiiic Chemistry, S. Eixliemann, M.A., Cams. 

Adtanced Morphology of Vertebrates, H. Qadow, 
M.A., King’s. 

Advanced Physiology, Br. Gaskell, Br. Shore. 

Agrkultwal Physiology, K. H. A. Marshall, ALA., 
Christ’s. 

Physiology, Br. Anderson. 

Physiology of the Segues, W. H. E. Rivers, M.A., 
St.John’s, 

Experimental Psychology, Dr. My en. 

Advanced Hmmin Anatomy,' Br, Barclay- 

ii>f Smith. 

Medical JuHsprudmee, Br. Anningson. 

Medimne, Br. Humphry. 

Midunfery, 

Surgery, G. E. Wherry, M.A., Down. 

Geology, Br. Man*. 

History, 0 . Browning, M.A., Kuyfs; B. E. Ham- 
mond, ALA., T^in. 

Moral Science, Br. Keynes. 

Aforal Science (Sidgwick Lecturer), W. E. John- 
son, M. A., 

Hygiene, Dr, Graham-Smith. 

Pathology, Br. Cohbett. 

Pathology (Hudderstlcld Lecturer), T. 
Strangeways, m.a., St. John’s. 

Ewmnmiy a7id Coimterpomt, Dr. Wood. 

Persian, R. A. Nicholson, m.a., Trin. 

PaUeography.K. H. Minn.s, m.a,, Pew &. 

Aratnaic, N. McBean, M.A., Christ’s. 


S. R. 


OOLLEOJIS. 


HEADS. 


*473 

XS05 

1326 

*3S2 

x8oo 

*584 

1348 

1496 

1441 

* 5*9 

*347 

1257 

1448 

XS 95 

X5XX', 

*546 

*350 

X882 

X869 


Catharine 

Christ’s 

Clare. 

Corpus Christi. 

Ikuvniug... 

Emmanuel ... ^ 
Gon.viUe J: Caius\ 

Jesus 

King’s 

Magdalene...... 

Pembroke ...... 

Peferho'im 

Quee7is’ 

Sidiiey-Sussex . 

St. Joh7i’s 

Trmity 

Tiinity Hall ... 

Hostels. 
Selugm College 
K^on-CollStdts. 


Claude HermannWalter Johns, Litt.»,,il/«ailrr 

John Peile, Litt.D., Master 

Edward Atkinson, D.D., Ma,stcr 

Robert Townley Caldwell, M.A., Master 

Frederick Howard Marsh, m.a., Master 

William Chawner, ALA., Master 

Ernest Stewart Roberts, Af.A., Master 

Henry Arthur Morgan, ».D. , Master 

Montague Rhodes James, Litt.D., Provost ... 
Stuart Alexander Donaldson, M.A., Master... 

Arthur .Tames Mason, D.D., Master 

Adolphus William Wai-d, Litt.D., Master ... 
Thomas Cecil Bltzpatrick, M.A., President ... 

Charles Smith, M.A., Master. ...... 

Robert B'ersyth Scott, M.A., J/asiler 

Henry Montagu Butler, 

Edward Anthony Beck, M. A., Master ....... 


John Owen S’arquhar Murray, d.d., Master 

W. B*. Reddaway, u. A., King’s, Cemm- 

Not on College Boards ...........v.o... 

Total (Cambridge Calendar, X909) 
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£ 
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1887 
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15,262 

2x9 

309 

682 

1906 

9 s 38 x 

X06 
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443 

1907 

8,578 

240 

96 
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2903 
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478 

2905 

3 S> 63 o 

275 

4.55 
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1904. 
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89 
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X903 

13,023 

256 

423 

948 

1900 

7,^37 

79 

2x7 

385 

2906 

7,458 

284 

168 

466 

2890 

13,981 

93 

264 

382 

29^ 

42,602 

'253 

947 

*,S 3 * 

x886 

77,458 
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2, *56 

3,7*4 

1902 

8,503 

*45 
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565 

2909 


222 

66 

287 

X907 


97 

22 

248 
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325,360 

3,899 7 , 33 * 

*4,758 


2 hS 


The ■ U nkwsttws---Gamdridge, 


I /:’ri ifX'/i, «»'. €. 5 r;icfmlay, M.A., Tnn. 


I i^kfi'^irni Anfhrupkoifif, Dr. Diit'Icworth. 
■ 'iAtinr (friUtni)’ Maf “ ‘ 


A'fnVyifii IT A. Craigie, C.B. 

! /'-fMf H. Wowl.s, M.A,, ♦/o/i. 
t A a’. Marker, M.A., ,.hlL 
fAMru’ii /'Ahjum’rhtfj, C. O, Lamb, M.A., Clare. 


; }fe,fnt,)N’>->l F.nvnrt rinruC. E. Io,glis,Ar.A.,fi’/7i';’s. 
I l"hAn^uphij of li 'fiiihm. Dr. Tennant. 


hF->iin)iCrs{ChAh'r>t'). if.O.Merefiith,M.A.,/r/w{7>. 
A. P. lioirly. M.A. 


; V. (>}{}h;im, M. A. , fiTm'/’.s' ; P, Lake, 

j M A,, ./m/?. ; A. i:. Hinks, M.A., Trin. 

I Phni'iHih't’l'xfi!, W. E. I>i.\'on, si.A., Downinj. 

I 'Theorif, Hfaforff, <fc Practice, S."S. F, 

( J'’let<^her, M.A., Kinrj'st. 

, o/r fi'hert Itede'ii, A. ijeikie, Kon. Se,l>., p.r,s. 

! Lr.Aiv rftephon, W. P. Ker, M.A. {Oxf.\ 

Suritmn Mamdi, j, Fitzmauriee-Keliy. 


Mateictjlatioss. 


*398-99 ... 
1899-1900 

1900 1901 

1901 >190* 


946 j 1902-1903 906 

93® i 1903-1904 93^ 

878 i 1904- 190s 933 

901 I *903- 1 906 *,067 


X906-1907 1,083 
1907-1908 1,164 
1908*1909 1,163 


IJNryERSITY UeIZBS. . 
Adam Smith, J. M. Keynes, M.A., Kmg’s .. 

A.dmm, O'. H. Schott, Trm ‘ 

Bhmnagar {Medal), E. H. P. Jolly b. A " 
St. John's.. > ■ 


1909 

X909 


Browne (Sir Wm.) Medals, (Greek Epigram) 
mdiLatin Epigram) G. 0. Morris, Trin • 
iif i^r exercise sent in ; (Qredi 

Odd) J, Jt. M. Butler, Trm. 

Barney, J. P. S. R. Gibson, b. A., Sid 

Cams (for Bachelors), F. S. Ararsh, b.*a.’* 


1909 


1909 
1908 j 


Selw.; (for LTndergradimtes) K. H. Wiiiev’ 


Chmicello fg Medals : Classics, (%) p. E.* 
Adcot^c, B.A., King’s; (2) it. Hackford, 
B. An, Tnn. 


1908 


Enghsh I'erse, D. H. Robertson, Prm. 

English Late (not awarded) 

Cabden, "VV. T. Layton, B.A., Gai. ...* 

Kmws (not awarded) 

Gedge, E. Mellanby, B.A., Emrn. 

George Long (not awarded). ...... ........ . 

George WillimnsC. E. Raven, B.A., Cal. ... 
Gladstom Memorial, K. Compton-Biirneti. 

kings 


1909 

1909 

1909 

1907 

1908 

1908 

1909 
1908 


rNITFAlSITY SCHOLAKSHIPS. 

; AhWt, J, K. Best, Qaeend; T. J. E. Sewell, 

, 1038 


Aden, .J. E. S. Green, b.a., Pet. 

; Barnes, 8. ,1. Elwards, Sid 

! Hnttie,.]. c. Wurd.'ivvorth, Ttin 

i IIP, W. 11. Garter, Joh, ; J. At. Greed, 

! Cains ; H. Luce, Emm 

i Browne (Sir H’w?.), P. , 1 . Pearse, Trin 

‘ iViarles Ohihnm Shake.spcnre, IL. «,■. iirooke. 

! IS. A., King's 

I Chnrles Oldham Ckmimt, A, S. F, Gow* 
B. A., Trin 


1908 

1909 

J907 

1907 


I (lordon Wigan, L. A. Le\y, B.A., Cln. ‘ 
i I>. P. Hill, B.A., Kimfs; H. G. 

I ^ Kawlmson, M.A., Emm. (.Eq.)‘. 

I Harmss, J. P. S. li, Gibson, b.a.. Sid 


1909 

1908 


1909 

1905 


_ -- - ., B.A., Sid 

I mbrew, R. H. Willey, B.A., Cat 

j Hebreu' (Mason^P.. H. MMlIey, B.A., Cm.... 

I Hulsean, E. G. Dewick, B.A., Jok 

j Jeremie (not awarded). 

j Kaye, E. A, Edghill, B..4 

I Le (not avvarded) 

Maitliind, L, Alston, b.a., Christ’s . 


j Members, (iMtln Essay), P. J. Pearse, B.A., 
Trin . ; (English Essai/), C. W. Privitfi- 


1908 

1907 

1909 
X909 

1908 

1908 

1907 

1909 
1906 


I Clerk M ar wefi, F. Horton, B.A., Sf '. ' John's 
Craren, J. R. Af, Butler, Trim 


Crosse, not awaried. 

Ihines, R. Haekfortb, Trin .. 

: IJarknes.s, n. Ugiitfoot, Pet 

, Light foot, ,1. W. Keynold.s, b.a., Trin. 

‘ Pitt, D. S. Bohtu’lson. Trin 

j Ponson, .1. Pv. M. Butler, Trin 

j Sgnfrein Law(Ja. Will.), C.Q.Pvnit, Trin. /(. 
' < Reheeea Elower), F. 14. rte«n;o. Joh. 


1909 

1906 

^ 9°9 


i Stewart of Bannoch (Greek and Latin), 
j A. E. F. Wood. 7VG?.. : G. S. Helling.s, 
Jith. : tSaered, da.sie,open),F. P, Haifu?.s, 
Cla.; (Saered Mnsie, rndnefed), fio can- 
didatoM ; ( Hebrew, o/ym), {t)H. Brodetsky, 
Irin. ; (2) J. .b*j>hcutt, Qa. ; (Hebrew, 

rt ..friefed), no rnndiilates 

Tyr whiff {Hebrew), (i> W. A. L. ElrnsUe 
. h'. RA., Cai. 

Undd>ngf<‘n, E, G. Helwyn, King’s 


1908 

1909 
1939 

1907 

1908 

1909 

W09 


Orton, Joh! 

Xonisian, E. A. Edgbili, M. 

•1. K. .Mozley, B.A., Pemb 

Por.snn, F, W. Haskins, 'Trin 

i om's (Medal), J. R. M. Butler, Trin 

, i . Cnm'orf, H. J. W. Tillyard, b.a., Car. ... 
! Raymond Horfon Smith, H. H. Dale, M b , 
_ Trin, 


*909 


1909 

1909 

1909 

1908 


! (not .awarded) 

I Seafonian, G. H. A. Field, m. A., Carp. ...... 

j S»:dffwick (no essay received) 


Whew ft (x) A. L. Brown, n.A.,\Uh. 
h, G. Hcorgie, is. A,, Sid............ 




1909 

1907 


1909 


1906 

1909 


GN J VKILSIT Y ST0J>ENT.SHIPa 
Anthony Wilkin, A. R. Brown, B.A,, Trin. 
Arnold Gersfenherg, G. D. Broad, Trin. ... 

Bai/oitr, 

Barney, J. G. M'alkor, b.a,, Jes 

Ummi>, W. H. Buko, B.A,,JeH. 

Frank Smart, S, Alangham, B.A., Emm.... 
tmae Nmoton, W. J. Hanisou, b.a., Cla.... 

John Walker, W. McD, Scott, M.B„ 

i G. W. Ponder, Emm. 1900 

A. W. Gomme, Ttin.... 


Seeiey (Medal), 11, W. V. 'I’emperley, B.A. 

King's ‘ 

Smith, H. M’. Turiibnil, b.a., Trin. * G. js” 

W.atsou, B. A., Trin 

Thirl wall, Jl. Mattiuglcy, b.a., Cai. 

Tyson (dledo/) (not Jnvarded) 

Wahingham (Medal), n) C, G. Dobell, b. a’,' 
Jr>n.: (a) G. R. Mine.s, b.a., Sid.: D. 

Iboday, 'Trin. (.-Eq.) 

Wfltshire, E. S. Penfol(i,lVt 

njaholt Prhe, L. B. Tui-nor, b.a., K hut's. . 
^mehester, (1) R. W. Pole, King's'; (z) 
E. H. J. X. Dalton, King's; (3) W. ji; 

Hiimphrpy.s, B.A., Chr. (.-E-j.) 

Yorke. (jio es.say sent in) 


1909 

190S 

1908 

1907 


1904 


*909 

1909 

1908 


1908 1 

1909 i 
1908 


Senior Wbaxolbu (iqoq). 

P. J, Danieil, Trin. 


1909 I 

S907 


=^909 

*909 

1908 

1909 


Fniversitv Receipts for 1908, ;£:5s,x83 14 

rNlVEE.SITY ExPENIMTURE FOR jqqS. 

Total pa.vmenb] £so^oBs 10 

; 5,098 . ' 3)' 

",y AC 


Balance slue to Chest 
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THE HHIYEESITY OE LOHDOH, South Kensington, S.W. 1836 and 1900. 


Thb University was reconstituted in 1900, and 
has now an “ Academic ” Department for the 
organisation and control of higher education 
in its various constituent “ Schools ” and other 
Institutions throughout Loudon, as well as an 
“ Externar’ Department for the continuation of 
its old functions of examining and conferring 
degrees upon students throughout the country 
and in all parts of the Empire. 

Niiraher entered by matriculation or otherwise 
in X908-9, 3,886. Internal students at present 
time, 3,987, ' 

Viftitor, H.:m, the King in Council. 

Cfianodlor, Et. Hon. Earl of ilosebeiy, K.G., K.T., 
,n.O.L., LL.D., F.n.s. 

Viw-niamdlor, Prof. M. J. M. Hill, Sc.i>., F.R.S. 
Chttinnaii of Conmcaiion^ Sir Edward Henry 
Busk, LL.B. 

Principal, Henry Alexander Miers, n.sc., f.r.s. 
Ecgidmrft: {Academic Council) P. J. Hartog, 
li.sc. ; (External Council) A. Millies, m.a. ; 
(Unimrsity ExMnsimi) E. D. Iloberts, i).sc. 
Secretary to the Senate, 1 ?. M. Wallace, M.A. 

Sec. to Finance Committee, W. K. Hill, B.A. 

Su}}. of Examinations, W. H. Sampson, b.a. 
Clerk of Committees, C. E. Trenerry, n.sc. 
G(}hUiirith.s' Libranan, E. A. Pv-yo. 

Clerk of Co 7 }no<mtmi, H. E. Allen, LL.B. 

Esquire Bedell (vacant). 

Accountant, E. Brewer. 

Rejyresentatimin ParUament, Sir Philip Magnus, 
B.SC. 

Representatim on General Medical Council, 
Frederick Taylor, M.i). 

The Senate. 

The Chancellor, The Vice-Chancellor, The 
C-hairman of Conv<>(!atiou. By the Croton, 
Sir Francis 'Mowatt, Ifon, P. Eeeve.s, 
Sir Henry Eoscoe, Sir John ATolfe-Barry. 
By Conroeation — (Divinihf), Eev. J. A. 
Dmiglas; (Art!<), E, C. B. Kerin, Prof. S. L. 
Jioney, Dr. 'P. L. Mears, Lord Justice Fletcher 
Moulton, Sir Albert Kollit ; (Laws), The 
Master of the Eolls (Sir Herbert Cozens- 
Hardy); (Music), C. B. Edgar; {Medicine), 
Prof. Sir 'J'homas Barlow, Dr. E, G. G. Little; 
{Science), Dr. C. W. Kiminin.s, Sir Philip 
Magnus, Sir Walter Palmer, Dr. J. AVade, 
Dr. ' ll. ;m. Walmsley, Dr. S. E. Weils. By 
Royal CoUeye of l^hysieian.'i, Sir IVilliam 
AlP.'hin, Dr. F. I’aylor. By Royal CoUeye of 
Suryeons, II, H. Clutton, A. P. Gould. Repre- 
sent iny f'nunr.nty (Jolleye, Dr. T. Gregory 
Foster, Lord Reay. By Kvmfs CoUeye, Dr. T, 
Buzzard, Eev, Dr. A. C. Headlam. By 
Lin coin’. S' Dm, Lord Maciiaghten. By Inner 
Temple, Arthur Cohen. By Middle Temple, 
Dr. R. A. McCall. By Gray's Inn, C. A. 
-Russell. By Law Society, H. J. Johu- 

.son, It. Pennington. By Corporation of 
London, Aid. Sir Thomas li, Crosby. By 
London County Council, Sir Wm, Collins, 
Cyril Jackson. By Citjf and Guilds' of London 
Institute, Lt.-Gen. J. W. Laurie, c.B. By the 
Faculties — (T/?coZo/7,v),Eev.Pn>f.W. H. Bennett ; 
(Arts), Eev. Prof. A. Caldecott, Miss B. Edgell, 
Prof. E. A. Gardner, Prof. M. J, M. Hill ; 
(Laws), C. V. Barrington ; (if m'/r), Prof. Sir 
P’rederick Bridge ; (Medicine), Dr. IL A. Caley, 


L. E. Hill, Prof. E. H. Starling ; (Science), Prof. 
A. W. Crossley, J. L. S. Hatton, Prof. J. M. 
Thomson, Dr. A. D. 'Waller; ^Engineering), 
Prof. J. D. Cormack ; (Economics), Graham 

AVallas. 

ORGANISATIOK OF TEACHING. 
The Teaching of the University is organised 
mider three categories (i) That conducted by 
the University itself ; (z) that conducted by the 
several “ Schools of the University (3) that con- 
ducted at the other Institutions at which there 
are “ Eecogiiised Teachers of the University.” 

The University. 

On January i, X907, University College, 
which was by the Statutes of 1900 made a 
“School of the University” in the Faculties of 
Arts, Laws, ifediciiie, Science, Engineering, and 
Economics, was transfeiTed to the University, 
of which it now forms an integral part. 
Matriculated students working at the College in 
any of these Faculties are “ Internal Students 
of the University.” Other Institutions maintained 
directly by the University are the Physiological 
Laboratory in the Univei'sity buildings at South 
Kensington, and Goldsmiths' College at Hew 
Cross. 

UHIVEESITY COLLEGE, Gower Street, W.C. 
(x8z6). 

Chairman, The Et. Hon. Lord Eeay, G.o.S.l., LL.D. 
Treasurer, Sir Felix Schu-ster, Bart. 

Prmmst, T. Gregory Fo^fter, Ph.D. 

Lady Superintendent of Women Studmits, 

Mori son. 

Librarian, E. W. Cham}>ers, M.A. 

Secretary, Walter W. Seton, M.A. 

GOLDSMITHS’ COLLEGE, Hew Cross, S.E. 
Warden, William Loring, m.a. 

Principal of Day Traminy Dept. , The War<len. 
Vice- Principals, do., T. Eaymont, M.A. ; Miss 
Caroline Graveson, B.A. 

PEOFESSOES AHD OTHEE TBACHEES. 
The Teaching Staff of the xrniversity is organ- 
ised under two categorie.s (x) “Appointed 
Teachers,” La, such as have l)eeii api)ointed hy 
the University with the express designation 
of “Appointed Teachers”; (z) “Eecogniserl 
Teachers,” Le., .such as have been appointed 
either hy the University itself or by one of itr, 
“Schools” or by one of the other In.stitutions 
at wdiich instruction is giveinmder its au,s]>ices, 
and have been recognised by the Senate a.‘; 
conducting work of Uni versity stariclard. 

Appointed Teaghees. 

Professors. 

Anatcmy, C, D. Thane, Ui.D. 

Applied Mathematics (Goldsinid), Karl Pearson, 

M. A., P.E.g. 

Archcfioloyy (Yates), E. A. Gardner, m.a. 
Architecture, F. M. Simpson, F.R,I.B.A. 

Botany (Quain), F. W. Oliver, D.sc., F.n.a. 
Chemistry, General, Sir William Eamsay, k.C.b., 
LL.D., F.E.S. 

Do. , Organic, J. Horman Collie, LL.D. , F. R. s. 
Comparative Law (Quain), Sir John Macdonell, 
O.B., LL.D. 

Cmnparcttive Philology, J. P. Postgate, Litt.D. 
Education, John Adams, m.a. 
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The Unwmiims — London. 


(Etf wards), W. M. Mimlm Pefcrie, 

IXO.L., F.ll.S. ’ 

Ehrfrlml hJitirirwerbiij (Pender), J. A. Fleiiiine, 

, F.lks. ■ ■ ■ ® 

!>. H. iVippor,M.A,; W. E. l>aiby,M.A. 

A. PoIIanl, m.a. 

Imwj. nnd Lit. (Qmm), W. P. Ker, LL.l>. 
erriuii d- Romatwe PhiMofpj (Eieldm), L. M. 
Hnutfiin, PhJ». 

{} nfrs-fbifdsjnidX E. J. Garwotwl, M.A. 
brrwan, K. V. Fib bscJi, i'Ji.D. ; ,1. o. Eohertson, 
Pli.l). ’ 

(irri'^k, J. A. Platt, m.a. 
li!!>w>w.>{Cka(hrkk\ H. R. Kenwood, C.M. 

Lattf}, A, E. Hf)usman, m.a. 

Matlenuitks (AMorh Al. J, Af. Hill, Sc. I)., F.R.S. 

, 1 . D. Curmack, l 5 .Se. 

Jhwte iAut'j Edward), Sir Frederick Bridce, 

M.r.o., .Afxi.y.Doe. 

Phnrmmdwpu A. R. Cnsluiy, M.B.. F.R.S. 

t’arvetirReiuI, m.a. 

/ fi>mcs F. T. Trojiton, T>.sc., F.R.S. 

PniisHjhhpf (Ji/drvU), E. iL Starlintj, ji.d., f.r.S. j 
r jddH'tn Ef'uii’tnif/, Fldwin Oaimfin' i,i..D. 

} E. A. Afineliin, M.A. = 

{Martin White), L. T. Hobhoiise, M.A. : j 
E. A. Westoniiaivk, Ph.D. i 

Zoidotw d' C\mqHira five Anatomy (Jodrdl),.y.R. I 

ilill, r>.sc. i 


SCHOOLS 0.F, THE' IJNB^EMTy, ' 

Favulties of ThvoliHfjf, Arts, Laws, MeMcme 
Science, Lm/ineerhu/, and Jfieotiomics : — 
King’s College, Strand, W.C., 1828. 
Pj'bieqwl aj Colkye, Kev. A. (A Hcadlam, B.D, 
*jp>i nncipal, J. M. Thomson, LL.!)., p.r g. 

1 n.:c-Pr/ , Mi 
.S'wr»7nr//, Walter Smith. 

Librarian, F. W. Walton, M.A. 

Theolopy: — 

St. John’s Ha, Higiibiiry {The London College 0 
. Church of England). 

Princvpal, Kev. A. W^. Greenup, b.b. 

Hackney CoUege, Hampstead (Congregational) 
Prmedpal, Rev. F. T. Forsyth, ii>. 


Hew Ooilege, Hampstead (Congregational). 
PnncipMtt, Kev. A. E. Garrie, M. 


. Regent’s Pittk College, H.W, (Baptist). 
Pnmipal, Eev. G. P. Gould, m.a. 


Arts, Science, and Engineer in a : — 
The East London College. Mile End Hoad, E. 
Pnneipal, John L. S, Hatton, m.a. 

Registrar, T. C. Hedson. 


Physhhgical Lahoratimi, A. B. 
Waller, M.Jx, F.R.S, 


Readers. 

Amdenf IHsfory, .M. (). B. Caspari, M.A. 
hmiiimne Hisfary, Mrs. Knowles, i.itt. D. 
LxjiMinniental PsyehaJaify, 0. .Spearman, idv.D. 
Eoreiijn Trade, A. ,1. Sargmit, M.A. 

(kngraphy, H. J. Mackinder, M.A. 

Gennan, 11, O. Atkins, m.a. ; W. Perrett, Fli.P. : 
_ J. Hteppat, Ph.l». 

Greek, J. M. MacGregor, M.A. 

Mcteomhgy, S\\ N\ Shaw, se.p., F.R.g. 
Paio>wfraphy i{‘ Ecnihnnic nisfaru, H. Hall, f g A 
sites, A. L. Bowley, m.a, 

J uietidi Language, F. \V. Thomas, M.A, 


Arts and Science : — 

r>.. College, Englefield Green, 

i i mcipal, Ainss Ellen C. Higgins, b. A. 

Secretary, Miss.A. Martin Leake. 

Bedford College for Women, T'ork Place, Baker 
« . . Street, W'. 

Prmejpat, Mm M. J. Tuke, M. A. 

Secretary of Council, Miss E. T, McKnight, M.A. 


Arts .• — 

WestaeM College, Hampstead, N. W, 
Resident Mistress, Miss C. L. Maynard. 
6tm>to/7/, Miss .S. M. Smee. 


^ Medicine . - 


11 Ki'oC,NISKP TFAOH ERS. 

'i’hc nnmht-r of “ Recognised Teachers” in the 
isexcial b, acuities is us hdlows : — 

Theohgy,soi Arh, *£0; Laws, x 6 ; 22; 

ffdwuie, 352 ; Eeieiice, zoy ; Eugineerinq , 60 ; 
he>nmmtes, t^ There is also *a numlVr of 
Icminprily Hec< gnisod Teachers,” who deliver 
.special Lecturt ‘8 in Physmfogy, Jiotanu, Zoolmu, 
f/PPi. and S„etotogy, under the direct control 
of the { luveisity. 


Science and Engimermg 
Imperial College of Soience and Technology 
-South Kensington, aw. 

/u^er, Henry T.'iylor Bovey, LL.p., f.r.s. 
tort/, Ale.\auder (low, B.sc. 


I BKAN.S of the FACUhl’rEa x^oS-xo. 

' Theobsty, Rev. Prof, AllM.U‘fc \Tini,am Greenup, 


Arts, Prof. Isrjud Gollancj!, Littl). 

Laws, William Nemhhani Eihlmrt, BL.b. 
Charles William Pearce, .mus, JKhj, 

Sitiney HrtiTlifr Com m.ti* 

fmt John M’flkr T'hoinfi»n, f.h g, 
Mmimmm Pmf. William Imcsst Balby, m.a, 
Mmmmm, Artimr If on Bowley, m.a. 


EMmnmrks and PoUtkal Science • - 

ns°iv Soienc( 

(.laie Market, Knigsway, MLC, 

i n^A;o/ceG L(ud Eothsehild. 

€ha i rma n , Sidney WebI >, ll. b. 

JJirector, Hon. W. P, Beeves. 


Science — In Agriculture only ; — 
South-Eastern Agricultural College, M’ye, Kent 
(llnder the County Councils of Kent and Surrey 
Oiairman, Rt Hon. Lord ABheomhe. 

M. J. li. Dunstaxi, m.a., f.k.s.e 
Jnw-I rmeipat, F. V. Thcohaid, m.a, 

Secretary W Rursar, H. W. Kersey, 
Enpineeving : — 

Central Technical College, Exhibition load, S W 
I^n, Fvol ^Y, E. Baiby, a.Sc. 

Soard cf Smdics, A, L. Sopor, 

Regvttmr, John Jones. 


WHITAHSB’s i&mmos, 1910, ’ 
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THU raXVEItSITY OF BtJEHAM. 1831 . 

. TUBMS *4 to, March xs. 

EuBter, Apr. aasto Juneax. Jf%c/t.,0et.i4fcoDec. 13. 
Gi)mrn,ors, The Bean and Chapter of Bmhani. 
Warden j Very Rev. the Dean of Durham. 

F. B. Jew 

Brofessoks. 

Mmnity tfc Eccles. Hist, Rev. R. J. Knowling, 

1>.D. 

Greek and Clmdcal Lit , llev. 11 . Kynaston, 

R. A. Sampson, i).sc. 

Hebrm, Yen. H. W. Watkins, 

Medidm, Sir B. H. Philipson, b.O.l. 

(S^Krpen/, F. Bage, 'M.l). 

Ph%{dology, Sir Thomas Oliver, m,d. 

Anatomy, R. Howtien, m.b. 

Comparative Pathology, Jl.dMvLteheim,M. A., J}.s.o, 

Midwifery, E. P. E.'Lyle, M.l>. 

Music, J. 0 . Bridge, IXMus. 

Tutors, Rev. H. Gee, D.l). ; F. E. Jevons, D.Litt. ; 

Rev. D. Walker, P.l>. 

Registrar, W. K. Hilton, M.A. 

[Affiliated Collegers — Codrington, Barbados ; 
Fourah Bay, Sierra Leone.] 

LTniversity College. 

Master, Rev. H. Gee, l).T>. 

Censor and Bursar, W. K. Hilton, M.A. 

Hatfield Hall. 

Principal, F. B. Jevons, D.iitt. 

Btirsar, A. Robinson, D.C.L. 

St. Chad’s Hall. 

Principal, Rev. S. R. P. Moulsdale, M.A. 

St. John’s Hall. 

Principal, Rev. S. H. Rostvon, M.A. 

Hall op Residence, for Wo,mbi?. 
Principal, E. IXohinsou. 

Unattached Students. 

Censor, A. RobiiLson, B.C.L. 

Home Students (Women). 

Censor, E. M. Ellershaw, h.a. 

COLLEGE OF MEDICINE, Newcastle, 1832. 
President, Sir G. 11 . Pbilipson, D.C.L. 

Registrar, ¥. Page, M.l>. 

Treasurer, C. A. Cochrane, M.A. 

Secretary, K. Howden, M.B. 


THE VICTORIA tTRIVERSITY OF 
KAHOHESTEE. 

Founded 1830; re*organised x88o and 1903. 

(;^;2,OO0.) 

Terms {1909). — Mich., Oct. s to Bee, ai. 

„ (29x0). — Lcrii, Jan. II to March 24. 

Easter, April 19 to July 2. 
Chancellar, Yhcoxmt Morley of Blackburn, o.m. 
Vice'Chancellor, Alfred Hopkinson, K.C., LL.D. 
Treasurer, E. J. Broadfiekl, LL.D. 

Registrar, Edward Fiddes, M.A, 

Bursar, Sydney Chaffers, M.A, 

Tutor, Women Students, Phoebe Sheavjm, D.Lit. 
Clerk of Convocatmi, l?evcy Rahy, hh.B.. 

Faculty of Arts. 

Grccfc, Ronald M. Burrows, M.A. 

Hellenistic Greek, d. H. Moulton, D.Lit. 

Latin, R. S. Conway, Litt.i). 

English Lit. da Language, C. H, Herford, Litt.P. 
P'rench, L. E. Kastner, M.A. 

German, Arwid Johannson, M.A. 

Semitic Languages, Hope W. Hogg, M.A. 

Chinese, E. H. Parker, M.A. 

Medimval ds Modem History, T. F. Tout, M.A, 
A'neient cJ? Medireml History, J. Tait, M.A. 
Philosophy, S. Alexander, LL.i>., Dean. 

JE’dacaf foRjJ.J. Findlay, Ph.D,; At. E. Sadler, LL.D. 
Political Economy, S. ,L Chapman, m.a. 
ArcMfcctwre, S. 11 . Capper, M.A. 

Faculty of Science. 

JfatAcmaf/cs, Horace Lamb, LL,l>. , p. Ft. S. 

Physics, Eniest Rutherford, D.sc., P.ii.s. ; Arthur 
Schuster, sc, i>., p, R.s, 
i?/i«7inccnnp, J. E. Petavel, D.sc., P,R.S. 
Chemistry, H. B. Dixon, Ph.D., P.R.S. ; W. H, 
Perkin, Ph.D., p.r,s. 

Metallurgy, H. C. 11 , Carpenter, ph.D. 

Zoology,^. .L Hickson, D.Sc., F.R.S. 

Botany, F. E. Weiss, d..sc.. Dean. 

Do,, Cryptogamic, W. H. Lang, D.sc. 

Geology, Sir T. H. Holland, K.o.i.E., F.E.S. ; W. 
Boyd Dawkins, D.Sc., P.R,s. 

Faculty of Law. 

Profes.sors, A. Hopkin.son, K.c., LL.D., W. A. 
Copinger, LL.D., /Mra, and J. S. Seaton, m.a. 

Faculty of Commerce. 

Professor, S. J. Chapman, M.A., Dean. 


ARMSTRONG COLLEGE. N(*wcasUe, 1871 
(formerly Durham Ciollege of Science). 
Terms (X909).— Sept. 27 to Dec, zx. 19x0. —Jan. xo 
to Afarch 19 *, April xq to June 29. 
President, Very Rev. the l>eah of Durham. 
Principal, W. H, Hadow, M.A. 

Secretary, F, H. Prneii, M.A. 

Treasurer, T, Hodgkin, I>.C.L. 

Professors. 

Mathematics, 0 . At. Jessop, M.A. 

Physics, H. Stroud, D.sc. 

Chhnistry, P. Phillips Bedson, D.Sc. 

Geology, G. A. Lebour, D.sc. (Vice- Principal). 
Natural History, G. S. Brady, D,sc-,P.R.s. (Hoa.). 
Zoology, A. Ateek, M.sc. 

Botany, AI. C. Potter, M.A, 

Classics, J. W. Dulf, M.A. 

E^ig. Lang. & Literature, Allen Alawer, M.A, 
Agriculture Rural Econ.,D. A. GilchrLst, M,Sc. 
Engineering, R. L. AVeigliton, D.sc. 

Electncal Engineering, W. AI. Thornton, D.sc. 
Naval Architecture, J. J. ATelch, M.sc. 

Mining tt* Surveying, Henry Louis, D.sc. 
Education, Alark E. Wright, M,A. 


Faculty of Music. 

Dean, J. Kendri(*,k I’yne, Muh.doc. 

Faculty of Theology. 

Dean, Rev. W. F. Adeney, D. I>. ‘ I 

Bihlmtl Critiemn, A. S. Peake, M.A. ; JL W. 
Hogg, M.A. 

Com^mrative Religion, T. W. Rhys Davids, LL.D. 

Faculty of Tech nnlogy. 

Dean, J. H. Reynolds,' m.sc. 

Mechanical Engineering, J. T. Nicolson, D.sc. 
Electrical Engineering^ A. Schwartz, M.sc.Tech. 
Chemistry, E. Knecht, Pli.D. 

Faculty of Medicine. 

Anatomy, Grafton Elliot Smith, m.d., p.r.s. 
Physiology, AV. Stirling, M.D., Dean. 

Materia Medica, R. B. Wild, m.d. 

Co 77 ip, Pathology tt* Bacteriol . , A.S. DeF*pine, M.B. 
Pathology, J. Lorrain Smith, M.D., p.n.s. 

Medicine, Clinical, Graham Steel!, f.r.<\p. 

Do., Systematic, George R. Alurray, m.d. 

Clinical Surgery, F. A. Southam, f,r.c.s. 
Systematic Stirgert^, G. A. AAh’ight, F.R.C.H. 
Obstetnes <!k Gynwcology, Sir W. J. Sinclair, M.D. 
F&reneic Medicrim, J. Dixon Mann, m.d. 


WHITAKER’S ALMANACK, 1910 . 



WHmKlffi’s ALMANACK,' 1910 , 


'/'/«’ Universities — Birmimjham — Liverpool — Leeds. 


* Tiialnisg (for Mt;« and Women). 

[ l.'ln; 1‘rcifeasors uf jBdiioiitiun (siet; above), ' 

, /*,•!/ mhud. fi. T. Mark, M. A. 

< MethmK Barbai’ii 

I THE IJNITOBSITY OF B1RMIH0HAM* 

lUnoiiidiam, 1900. (;^2,ooo.) 

' Tlkms t, 4 to Dec. 38. 

„ D9xo!t - Jau, 10 tu .Mar. 19; Ai>.i8 to .1 uly a. 

, Uh f/i-r, Rt. Hun. Jo'^eph rbamra-rlaiii, M.P. 

! L\ (i. Eeaie, M..I. 

^ Sir lHi\er I»,se., F.K.S. 

I I ’ia -Pi'iim'ual a- /tVow-b’ar,JJ,olK.*rl S. Heath, l>.se. 
&i'ytP}}\iL Deorge il. Worley. 

! ^ _ PilOFESSOES. 

t FtMulf iei^ fif Jb‘cuin&;, Arfjj, and Cnrmne-rce. 

Mathemafir^, Ji. S. Jleath, Ti.sc. 

I H. Fu>nimg, sc*.b., r.E,s, 

V/umsHtrif, P. F. Frankland, Fh.b., Rit.?. 

ZiMbtim, F. W. Gamble, i».sc., F.ii.y. 

Botmm, . 0 . 8. West, M.A,, B.sc. ■ 
bVe/u/71/h* PlitmnifraphjLL'. iajAVurth,LL.l>.,P.Ji.S. 
Mi^hanieal EiiqiucCi'intL F. W. Burstall, M.A. 
i^’ovY Enid luerinp, S. M. Dixun, M.A. 

Ehrtru'ai Erojtitnorinfh tii.sbert Kapp, if. sc. 

, Ih'i it util, Adrian J, Broun, m.sc. 
i MvtalhinjiL T. Turner, M.sc. 

I J//n/n;f, J. Catlruan, p.sc. 

I CoMmhirn, W. J. A.shley, M.Cuui, 

: H. S. DauMin, F.C.A. 

i FiHUhCt\ A. \V, Kirkaldy, M.Cum. 

Ernti' anti Latin., E. A. Soiiuenbeheiu, p.Litt. 

I Fnidb'^h i.titnj, A* Lit., E. de SOlincourt, p.Litt. 

; Mental iiiul .MnealPhitoaophij^i . lI.Muirhea<l,LL.P. 

h'i'eneh, H. lu b'hatelaiii, D.'es-Lett. 

; iittiMVii, Karl Wiehinann, PhJ>. 
i llistnirfLil R. Be'aMey, .M.A., P.Litt. 

‘ Kdwntinn, Alfred Hughes, m. 

Made, Granville i?aijli»ek, M..\. 

Facalty <>/ Medicine, i 

Medicine, R. Haundby, u.\e ; A. 11 . Darter, M.P. 
Sufyu-ti, a. Barling, F.U.C.S. ; .Iordan Lloyd, M.l>. 
Antftuina, P. Thompson. M.i>. 

PhLdobvjy, E._W. Waee Darlier, M.r>. 

Ehincntam Liabxjij, F. \S\ Gainhic, O.sc., F.ii.H. ‘ 
The, lip. nficniviu ant>. 

Fi.ei'iaic Midicint , J. T. .f. iMonison, f. r,<'..s. 
iimiii nt and Puhiic llnfitli,A. Fsesbak IfiH, .m.d. 
Muiivi/ety, Eduard Walins, M.i*. ' 

tinnav.dnajf, J. W. Tailor, F. U.O.S. 

Paf/icbi.jn, R F. F, U.F.I*. 

Lanacy »f MenLd Pb;., E. B. Whitt.’ombe, M.jj. 
thddhahiiuhiaa, Piiehtley .Smitli, F.li.o.s. 

PcHtul M’lnnd, .1 Hynipiiyeys, m.P.s. (IJon. Bee.). \ 

i>;AiY Train iNi; CoLLKdKs. 

Head Midrt^^iwimien), Hiss A. IL .loyee, n.A. 
.f/adee »f Methmi (men), Frank Hoscoe. 

THE TGTKIYEESITY OP LIVERPOOL. 

Liverpool, 3903. (£x,ooo.) 

I KRMS (1909), —net. 5 to Dee. 37. 

5, (19x0). dan. 6 to Afami xg; April 26 

to July 9. 

VkanceUvr, The Earl (»fD<*rhy, <S.O.Y.o., C.B, 
Vieed'hancdlne, A. AV. W. Dale, LL.i). 

Megintrar, F. llehhlethwaitc, M.A. 

Libmiian, John Hanijison, h.jLifct. 

PilOFESSUm 

Faeid^ke 0/ Sdenee, Medicine, Law and 

Engineennif, 

H'mfkt 3 . h, M.A. 

Latin, , 1 . P, Fostgsitc, F.B.A. 

Ciatdml Lkrmtum, A. W, W. Dale, 


I Ftr-neh, €. Bonnier, idi.lx 
j Spauldi, J. Fitonaiirice Kelly, F.B.A. 

I Teufimie Lanynayex, Kuno ^leytu*. I'li.ls. 

1 Celtic, Kuno Meyer, ph.P. 

I F.n>dieh lawj. d* Pldhd., If. C Wyi<l, R.Litt. 

I EtajFidt Leterafiire, Olha r Elton. M.A. 

I Ecinioniic. Science, E, r. K. iluiiner, M.A. 

; Hi.doi’iL . 1 . .M, Maekay, ll.r 
I Mudeni Hisfora, Raiu.'ay .Muir, M.A. 
j Rucdaii Uidntp, Uinyaatje and Literature: 
I Bernard Pai’es, Af.A, 

Phihmipha, .fohn Maerunn, LL. i>. 

Ediicatiun, E. 1 ’. rani[>agiuie, m.a. 

(Hah,dcat Archtf'oJ'iijit, ft. Bosainiuet, Al. A. 
Methnda (hid Practice of A rckiuoloaif, , 1 . Gar.stans 
B.,Litt. 

Eayptiuii ArchtPnluay, Percy E. A’ewherry, M.A. 
Medjircid Archceolixjij, F. P. Barnard, M.A. 

Social Antkro/xdoijif, J. G, Frazer, D.o.L. 

Laiv, a. H. Eniniott, LL.M. (Dean, Laiv), 
Comuwrcial Law, W. ,T. Sparrow, 3.1.. j;. 
Architecture, C. H. Reilly, M.A. 

Phijdoivyu, C. S. .Sherrington, P.E,s. 
Matlnana ties’, F. S. Carey, M.A. 

, Phydes, L. It. Wiiberforee, M.A. 

Chcniktnj, .T.anies Campbell Bruwu, D.se. 

I Phydeal idu mudry, F. G. Donnuu, Ph.ie 
1 Aatu rain idory, Vt'illiam A. H erd man, h. .sc. , P. K. S 
i Botany, R. J. 11 . Gib.son, M.A. (Dean, Science). 

' Enyineeriny, W. H. Watkinson, M.Eng. 

I Civil Enijiineriihi, S. W. Perrott, M.A.i. 
j Electrical Enyimerbuj, E. W. Alarehaiit, D.sc. 

' Anatomy, A. ifelviile PatcRson, M.D. 

; Medicine, T. Robinson Glynn, m.i>. 

I Suryery, Ru.sliton Parker, F.R.C.S. 

I }‘atholnyy. Sir Hubert Boyce, M.n,, F.R.fl. 

M idwi/ery and CyiKPcoloyy, H. Briggs, M.D 
j Therapeutics, . 1 . Hill Abram, M.l>. 

' Hyyienc, E, W. Hoj»e, h.Sc. 

'Tropical Med., .MaJ. Rouald Russ, C.B., P.n.s. 

; Hio-Chcmi.dry, B. Aloore, P.sc. 

ContiHirative Patholoyy, H. E. Annett, M.I). 
bean, drbs*, A. Afair, m.a. 

1 bean. Medicine, Fi. W. Alonsarrat, P.u.c.s, 

Dean, Enyineeriny,,!. Wemyss Ainierson, M.Eng. 

‘ Hall <jf Rekidknce for Woaii5n. 
iiarden, MB.s G. Al. Butler, M.A. 

I JAV Tuainlno Collegk (Alen ami AMomen). 

, Principal, J. H. Geltin.s, b.a. 

, Mistress of Method, .MBs 8. Alelhuish, .m.a. 
Warden, k. T. Sharpe, m.a. 

THE RHIVERSITY OF LEEDS. 

Lee<Ls, 1904. (;^2,ooo.) 

' lEliJfS (X909). —Oct 4 to Dee. 22. 

„ (jgio;. — .Jan. sa to Alarch 23 ; Ax^ril ao to 

July 2. 

Chaneellor (vaciint). 

\ ..ee-Chuncidlor, Sir Jlvathaii Bodinatoii, LL.P. 
Jteywtrar, W. F, Hmshaud, ll.b. 

, Profk.-’surs. 

Pacu,ltic,s' o; Arts (encluding Connacrce A* Lmv) 
Science A* Technology. ^ 

Classics, "W. Rhy.s Roljerts, Litt.D.: B W 
tonnal, M.A. (Dean, /I'rtAf). 

English Lang, and Lit., G. E. Vaughan, m.a. 
drench, Paul Barbicr fils, m.a. 

Ceuimn, A. W. Schiiddekopf, ph.l>. 

Arthur.!. Grant, .m.a. 

Economies, 1>. H. ADu-oregor, m.a. 

Education, J. Welton, ALA. 

Law, \V, R. Phillips^ ll.ai. 

Matluinatics, L. J. i{{>gei’s, ala. 

Phgsm, AV. ,;H. .Bragg, M.A., P.K.S. " ' . 

Chemistry, A. Smilhel Is, jj. sc. ,F. K. ii.( Dean, Science). 


£wrfs, SheffiM, and Bristol Universities. —English Golhges. 
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nhewititru, J. B. Cohen, B.sc., Ph.B. 
zdidiinu, W. Oarstaiiff, M.A., B.sc. 

Uotah 't)^ V. H. Blaekmaii, M.A., sc.l). 
aroloqtf, B. B. Kendall, M.Pc. 

Eivumt’rmq, . 1 . Goodman, M.Sc. _ 

MfmnnS^. li. Thompson, B.Sc.{^emi,TechnoIogy). 
r<\rtih B.ohertE Beaumont, M.Sc. 

jB/rinq, A. G. Green, M.Sc. 
hi'frth'rr hub/, strict, H. B. Procter, M.SC. 

Ft(d d- Mdanv.rgn, W. A. Bone, B.Sc., F.B.S. 
Agncvlfure, it. iS. Seton, B.sc. 

School of 3Te<Ueim. 

A7?f7fo7)r?y,T. Wardrop Griffith, M.B. 

Phmiolony and Histology , Be Burgh Birch, M.D. 
Patholoyib A. S. Qriinhaum.M.P., F.P„.C.P. (Dean, 
3fcdicinc), 

3fedicine, A. G. Barrs, M.B. 

Svrgci'y (vacant). 

0/As/cir?e.s T. B. Hellier, M.r>. ^ 

Thcmpcvtics, Pharmacy, and Materia meaica, 
H. ,T. Campbell, m.d. 

Public Health, S. S. Cameron,_M.P. 

Forensic Afedieinc, F. "W. Enrich, M.P. 

3IentM Diseases, W. Bevan-Lewis, M.Sc., L.R.C.P., 
M.E.O.S. 

SHEFflEBD tririVERSITY. 1905. (£2,000.) 
Terms (1909).— Oct. 6 to Dec. 18, 

„ (19x0). -—.Tan. 2 to Mar. 19; Apr. 13 to 

June 30. 

Chancellor, The Duke of Norfolk, E.M., K.<l.,Litt.l>. 
Vice-Chancellor, Sir Charles Eliot, K.C.M.G., LL.D. 
treasurer, ll. K. Stephenson, J.l*. 

Registrar, W. M. Gibbons, M. A. 

.Li'iirarmn, T. Loveday, M.A. ^ „ , 

Tutor for IFornen. Stude7its, Miss M. J. Sorby. 
Professors. 

Mathematics, A. H. Leahy, M.A. (Dean, Pure 
Scie^ice). 

Physics, W. M. Hicks, sc.l>., F.R.a. 

Chemistry, W. Palmer Wynne, D.sc., f.r.S. 
Zoology and Biology, Alfred Denny, M.Sc. 
(Mogmphy, R. N. Riidmose Brown, B.sc. ^ 
English Lang. & Lit., G. C. Moore Smith, Litt.D. 
History, H. W. Appleton, 51. A. 

LaMn,''W. C. Summers, 5[.A. (Demi, Arts). 

French, A. T. Baker, Ph.l). 

Germmi, Julius Freund, Ph.l>. 

Edueatimi, J. A. Green, M.A. 

Law, W. F. Trotter, LL.M. (Dean, Law). 
Engineering, W. Ripper, B.Eng. (Dean, Applied 
Science). , . . 

Mining Engineering, F. W. Hardwick, 5I.A. 
Applied^ Chemistry, L. T. O’Shea, 51. Sc. 
Metallurgy, J. 0. Arnold, l).5iet. ; A. McM-illiam, 
M. 5iet. * 

Anatomy, C. J. Patten, M.I>. 

Physiology, J, S. Macdonald, B. A. 

Medicine, W. Dyson, 5i.l>. ; D. Burgess, F.R.C.P. 
Materia ^fedica, A’C., W. T. Cocking, 5I.D. 
Surgery, 11. J. Pyc-Smith, F.R.C..S. ^ 

Patholoav, .1. M. Beattie, M.». (Dean, Afedicinc). 
Andwifery, B. Favell, Ch.M. 

Public Health, R. P. Williams, M.B. 

Training Colusge. 

Master of Arethod, C. Birchenough, 5I.A. 

3fisfres.s of Afethod, Katherine L. Johnston, B.A. 

ITNIYERSITY OF BRISTOL. 1909. (£a,ooo.) 
Chancellor. Henry Overton Wills, J.P. 
Vice-Chancellor, Sir Isambard Owen, b.O.l. 
Tremwrer, George A. Wills, J.p. 

Registrar, James Rafter. 


Professors. 

Faculty of Arts. 

Francis Brooks, M.A. 

English Language a nd Lit. , R. P. Cowl, 51. A. 
Modem History, G. 11. Leonard, M.A. 

Public Administration and Economics, H. B, 
Lees Smith, 51. A. 

Psychology, C, Lloyd Morgan, LL.B., F.R.S., Dean. 
Mathematics, F. B,, Barreil, 51. A., B.sc. 

■ Faculty of Science. 

ATathematics, F. R. Barreil, b.sc., Dean. 
Experimental Physics, A. P. Ghattock, 5I.I.E.B. 
Chemistry, Francis Francis, P.sc. 

Geology and Zoology H. Reynolds, 51. A. 

Faculty of AledMne. 

ATedicme, F. H. Edgeworth, M.D. ; J. Michell 
Clarke, m.d. 

Surgery, Charles A. Morton, F.R.C.S. ; James 
Swain, F.R.C.S. 

A naiom?/, Edward Fawcett, 51. i»,, Dmn. 
Physiology, A. F. Stanley Kent, M.A. 

AHd'wifery, Walter C. Swayne, 5l,D. 

Pathology and Alorbid Anatomy, I. Walker 
Hall, 5f.D. 

Day Training Colleges, 

ATaster of Afethod, T. Foster, M.A. 

AHstress of Aletkod, Mm& M. F. Veme. 

Lady Supt. (Women’s Hostel), Miss A. Cook. 

Ttitor to the Woyn&i Students, Miss M. C. 
Staveley, 5I.A. 

MERCHANT VENTURERS’ TECHNICAL 
COLLEGE, Bristol. 

Faculty of Engmeermg. 

Applied Cheinistry, Julius AVerfciieimer, B.sc., 
Deayi. 

ATathematics, Edmund S. Boulton, 51. A. 

Civil EngiyieetHig, "R. All. Fervier, M.Bc. 
Alecha^iical and Mming Ettgine&nng, John 
Munro, a.r,c.s. 

Electrical Engineering, David Robertson, B.sc. 
Alotor-Car Engineering, Williara Morgan, B.so. 

ENGLISH UNIVERSITY COLLEGES, 
EXETER—ROYAL ALBERT MEMORIAL, 
UNIVERSITY COLLEGE. 

Principal, A. W. Clay (Icn, M.A. 

See. and Regutrar, A Woodhiidge. 

Day Training College (Men and AYonien).-— 
Lady Tutor, Miss A J. Walker, 5r.A. 

NEWCASTLE - UPON - TYNE - ARM.SI’RONG 
COLLEGE. (See University of Durluun.) 

nbwcastle-itpon-tyne-~ri:titekfor,d 

COLLEGE. 1878. 

Principal, J. B. Gaunt, B.sc. 

Registrar, R,. Thomson. 

NOTTINGHAM— UNIVERSITY COLL. x88o. 
Principal, Rev. .L E. Syme.s, 51. A. 

Registinr, P. H. Stevenson, F.c.i.s. 

Day Training College. — Normal Master, 
Prof. Henderson, b.a. ; Normal Mistress, Miss 
Bird, L.L.A. 

READING-UNIVERSITY COLLEGE. (£3,400-) 
p7un(dpal, W. M. Childs, M.A. 

Registrar, F. H. Wright, 5i, A. 

SOUTHAAIPTON— HARTLEY Itniv. COLL. 
Principal, S. W. Richardson, d.sc. 

Registrar, D. Kiddle. 


TOITAKBR’S ALMANACK, 1910 , 
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i THE HUXTEESITT OE ■ WAEES. ' 1803 . 

I (£ 4 »«>«>.) 

''FEIF¥S«OIi CYMiiir.” ■ 

ILM. The Kinj?. 

Clmnedhr, H. li H, Tho Prince of Wates, K.G. 
Vh:n'-CfIianceUoi% Principal Griffiths, h.sc,, F.E.S. 
Warfhui, iiuild nf Gmdnafe^^ Prof. C. Moi'gan. 
Treats. ^ Lt.-Geu. Sir .T, Hills-, Toluies, Fifi*, a.c.B. 
Rp*)ktra}\ J. M. An:::us (Pathays Park, Cardiff). 
'Frcaf!.^ GuUd of G mtiurf ten, Edgar 3oms, m.A. 
Clerky Gvild of iimdndtmr J. G. jD,avies, M.A. 

I. T:NivEnsn Y college of wales- 

i Aberystwytlj (1872). {£ 8 , 000 .) 

\ Princi^Htl, Thomas P'rancis Koberts, LL.D. 
j Rfitfidrar, J, H. Davies, M.A. 

! fJbranan, J. D. Williams, liA. 

! Peopessors. 

’ G)vt% Tlie PriiK'ipal ; ,f. W. Harshall, M.A. 

I Latin, E. Bcmiy, M. , 1 . 

; Oriental, Gennun, A* Italian Lftntjuagrs, H. Eth4. 
! Pb.i). ■ 

; Rnglkk Lana, and \V. H. Atkins, M.A. 

j Hktorg, E. Edwards. >i,A. ; T. S. }h>]>erts, M.A. 

1 Math . . Snt. Philoe. , a- Adrun, , JJ. W. Genese, M.A. 
j Applied Mntheina(iei^\ G. A. Seliotfe, D.sc. 

! Littiieand Phild>tfiphp, ,L Brou*j;h, 

* }*olitie.al fSeii-mw Vi'. ,G*nkyu Jones, M.A. 

I Chmuktni, ,T. J. SiidSjoruu^h, O.se. 

[ PA>/.n‘V, I>. ISIor;ran Lewis, M.A. 

I I^iifdogy and Geidogp, G. Fleure, I>.SC. 

Bidmip, Ji. 11. Tiipp, M.A. 

I a- Compaea(irt:J*iiilologff,Ed\id.Xn\vyl,M.A, 
; Freneh, A mire fi irhicr. 

I Fdaeafinn, Foster W'atson, M.A. 

Lan\ T. ArGiur L'-vi, 

Manic, David Jokkiiis, Mus.imc. 

Aijnenlfttre, C. Bryner Jones, M.sc. 

Do. (ChiiidAni), J, Griffith, E.so. 

H.U.L OP Hesipence for Women. 
ff'artfo'W., Miss E. A. Fewings. ■ 
j Men .STid'ENts’ Hostel. ' 

j Warden, Prof. ,L W. Marshall, M.A. 

ir. IMVEnMll COLLEGE OF NOKTH 
WALE,*' JJ.angor (1884). <.1^8,000.) 
PrinripaL Hr Hurry Kcit hel, 

S> erePifp and Lnjihtmr. d, E. Llojd, M. A. 

' Profe.s?;ors. 

. Cinhditnfional iiktorp, The Principal. 

■ Dkhn'tf, ,1. E, Lloyd, M.A. 

i Greek, 7. Hudson Willianw, M.A. 

' Latin, El V. Arnold, i.itt.n. 
j French, 0, H. Fyne.s-Ciinton, M.A, 

I iknmn, E. L. Milner-Barry, M.A. 

, Englkh Lmufmge W Lit., W. Lewis Jone.s, M.A. 
i Aemitir Lanffuffrn.% T. Wifcton Davie.s, Ph.n. 
L<>*w\ Philmnphp and Vnh Mcon.,A. Gibson, M.A. 

■ MatkematieH, G. 11. Bryan, Sc.P,, F.R.S. 

Vhtndcn, E. T. Jones, n.se. 

' fhenihtrp, K. .T. p. Oitun. J'h.P. 

■ Ihtanp, ll W. Piiillips, Khc. 

' Wdeh, J. Morri.s , tones, si. A, 

; Agriculture, T. Winter, M.A. 

P. J. Mliite, M.B., F.E.S.E. 

Ed’imtmn, .E, L. Archer, M.A. 

Frawr Story, f.E.is.E. 

Kail of BiwrpRNC’B for Womih. 
rflw|p«, Miss tt. M. M. Jtoie. 


in. UNIVERSITY COLL. OF SOUTH XYALES 
AND MONMOUTHSHJRE-Cardiff (1883). 
(jl£8,ooo.) 

Principal, Ernest Howard Griffiths, sc.l),, P.R.S.' , 
Megiatnir, J. Austin Jenkins, B. A. 

pRCtPESSORB. 

j Greek, G. Norwood, M.A. 
j Latin, ]>. A. Slater, M..\. 

! fjogh and PhUosnphp, J. s. Yfaekenzie, litt.l). 

I English Lang. J* Literature, M. Lit-tladale, M.A. j 
I French Lang. tC Literature, Paul Earbier, 

I Education, W. Phillips, M.A. ; H. AL Mackeuaie, 
j M.A. 

i AgrpUed Mathematics, 11. H. Pinkerton, m.a. 
i Celtic, Thomas Powel, M.A. 
i Experimental PhiMsophif, The Principal. 

I Phpdcs, A. L. Selby, M. A. 

} CkemMrg, C. AL Thomp.son, B.Sc. 
j Et^nneering, A. C. Elliott, l». Sc. 

I Zoology, W. K. Parker, Ph.l). ^ ^ ^ ^ ^ ^ ^ 

Botany, A. H. Trow, d.sc. 
i Geology, W. S. Boulton, B.Sc. 

, ! History, H. Bruce, M.A. 
i Metallurgy, A. A. Read, M.Met. 

I Faculty 0/ Medicine. 

I Anatomy, David Hepburu, m.d., P.R.S.E, 
i Phymdogy, J. B. Haycraft, M.ix, F. R.S.E. 
i Aberpare Hall, 

Prineipal, Aliss Kate Hurlbatt, 

LAMPETEE-ST, DAVID’S COLLEGE. 

1827. 

Nurnber of Students ,(1908“®), x«s. 
i Principal d> Sen. Bursar, Rev. Ll. J. AI. Bebb, ».P. 

: Professors. 

, T/n.'olugu and Greek, The Prineipal. 

! Math, a- Phys. Science, A. W. Seott, .M.A. 

; Latin, G. W. \^'ade, Librarian. 
i Theology and Uehrew. ,E. T. Green, M.A., Censor^ 

I ff W.'f/f, E. L. I'homas, m.a. 

I English J; Philos., II. M'alker, LL.li.,t/r. Bursar. 

I Theology (fjcct), Rev. C, Cryer, M.A. 

Mathematics (Leet.), Rev. B. Davies, M.A. i 

JlLsiory (LecL), Rev. W. W. Longford, M.A. j 
[Lampeter possesises by Charter the privilege of ' 
conhu'i'ing degrees 11 A. and and is affiliated : 
to Oxfoni , and Cambridge.] j 

; ^rotlantr. i 

HHIYERSITY OP ST. ANDREWS. Mil.' 
(.£‘10,800.) ^ . 

Numlxu' of Students (1908 -1909), 585. 

Winter Session ( x9o9--i9xo), 8 Oct. to 16 March. 
Summer Sesshm (19x0), zo April to z 8 .luiie. 
Chancellor, Et. Hon. LordBalfourof Bnrleigh,K.T. 
Vice-Chancellor, Principal Sir James Donaldson, 
i ■ LL.I>. 

: Hector, Rt. lion. Lord Avebury, LL.ix 
, Prineipal, Sir James Donaldson, LL.P. 

I Bepresentatire in Pnrlimnent, Sir J. B. Tnke, ixsc. 

: Registrar J- Secretary, Andi’ew Bennett. 

1 Librarian, J. M. Anderson. Factor, W. Wilkie, 
j IGNITED COLLFOK OF ST. SALVATOR AND 
, St. Leonard. 

‘ Sir .lames Donaldson, LL.D. £goo 

: Professors. 

i Humanity, AYallace AL Lindsay, M.A £750 

I Logic d' Metaphysics, G. F. Stout, LL.D. 600 

Greek, John Burnet, M.A 750 

MathematicH, P, R. Scott Lang, m.a. (Dean, * 
i ^rfs) 750 
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Scottish tinker ski&s — 8 L AndteM^& UBgoio-^A h rchen, 275 


Moral Philosophy, Alfred 1 . Taylor, KA. *<,^£600 

Sat. P/<? 7 o,^, A* 3 * Butler, M» A. 7S0 

Natural UiMim'y, W. C. McIntosh, 650 

Chemistry, J'ames C. Irvitie, Ph.B. ............ 630 

Bducaiion, John Edgar, M. a. Soo 

Pdnql. Literature-i 600 

A natomy, .lahies Miisgtove, M. I>. (Dcnn, 

SdiencA — s6$ 

Physwlogy, Percy T. Herring, M.d, ............ 425 

CO.LLfiClE OF St. Maky. 

Prin. , Very Rev. A. Stewart, i>. ». (Demi, Theoiy 
Peofessors. 

Primarim Prof, of Divinity, 'J'he Principal £(iS& 
Bibliml Criticism, Rev. Allan Menzies, x>.p. 600 

Ecclesiastical Hist , Rev. John Herkless,l>.i>. 6x6 
Oriental Languages, Rev. B. M. Ray, B.r>.... 600 
University College, Dundee <1880). 

Prinevpal, John Yiile Mackay, LL,I). £ 7^4 

Secretary, W. Arnot Watterston. 

PllOrE.SSORS. 

Mathematics, J. E. A. Steggall, m.A £SH 

Natural Philosophy, William Peddie, D.sc. 520 

Chemistry, Hugh Marshall, D.sc 577 

Natural History, D’Arcy W. Thompson, B. A. 511 
Botany ( UV/iic’s), Patrick Geddes, p. r. s. e. . . . 279 
Anatomy (Cox's), J. Yule Mackay, LL.D... .(swpra) 

Physiology, E.W. Reid, B. A. 

Engin. and Draiving, A. H. Gibson, D.Sc. 537 

Pathology, L. R. Sutherland 486 

Surqei'y, D. AlacEwan, M.D, 173 

Medicine, Alex. M. Stalker xSS 

Midwifery,,! no. A. C. Ky noch (Dean, M edidne) x6i 
Materia MeMca, Chas. R. Marshall 489 

BHIVERSITY OP GLASGOW. 1450 . 
(;C20,88o,) 

Number of Students (xgoS-g), 2,699. 

Terms (1909). —xx Oet. to 17 Mar. 

,, (X9X0). — X2 April to 28 June. 

Chancellor, Lord Rosebeiy, K.Q., K.T., LL.D. 
Vice-Chancellor, The Principal. 

Rector, Rt. Hon. Lord Curzon of Kedleston. 
PHiidpal, Sir Donald MacAlister, k.c.b., 

Representative in Parliament, Sir Henry Craik 
K. 0 .B.,LL.D. 

Professors. 

Humanity, J, S. Philliraore, M.A. ’^£x,ooq 

Gre^ik, Gilbert A. Davies, M.A. ............... *1,000 

Civil Engineering Mechanics, Archibald 

Barr, D.sc 900 

Logic Rhetoric, Robert Latta, D.Ph. ... *800 

Moral Philosophy, Hy . J on es , hh. D *800 

Natural Philosophy, A. Gray, LL.D., P.E.S. *1,000 
Mathematics, George A. Gibson, LL.D. ... *1,000 
English Lang. <£; Lit. , Wm.M. Dixon, Litt.D. 900 
RUtory, Dudley J. Medley, m.a. (Dean, 

Arts) 900 

Airgro/mmi/, Ludwig Becker, Ph.D. 600 

Naval Architecture, J. Harvard Biles,LL. D. 800 

Divinity, Rev. H. M. B. Reid, l>.» *521 

Church HisUtry, Names Cooper, ihl). *437 

BiblicM Onticism,^. Stewart, D.d. (Dean, 

Theology) 558 

HebrewANemiticLang . , W. B. Stevenson , B. D. *700 
Law, William M. Gloag, b.a *800 

Conmyandna^ James Moir, ll.d 

JJfeisfmail/ccwca, R. Stockman, M.D ' 700 

Ckemistnn JohnRerguson, Lii,D. s,soo 

Sir william Maceweh,M.D. , F.r.m, 860 

Practice of Mediciney S. Gemmen, M.D. *800 

Midwifery i Murdoch Cameron , u. d. ...... 700 

A waiomi/, Thomas H. Brj'ce, M.D....... *1,200 

John G. Kerr, M.A. Soo 

Geology, John W. Gregory, d.sc., p.r.s. 

(Dean, Science),,.,*.,..,.... 700 

Mining, Ohas. Latham, M.Inst.m.b, ......... 600 

Botany, Frederick 0 . Bower, d.sc., p.r.s. 830 
Physiology, D. Noel Patou, m.d. ............ x,ioo 

Forensic Medicine, John Glaister, M.D. 

(Dean, Medicine) iSoo 

Clinical Surgery, Sir H. C. Cameron, M.D. 216 

Clinical Mediciine (vvidanty 2''S 

Pa-f/toZo<7?/, Robert Muir, M.D t 

Political Econ. , W. Smart, LL. D; (Dean, Law) *600 

Clerk of Senatus, Professor W. Stewart, D.D. 

Assistant do., W. I. Addison ; A. Morrison. 
LfiEu'anaa, James L. Galbraith. 

Registrar of Gen. Cmincil, W. I. Addison. 

Clerk to Gen. GowacitZ, Archibald Craig LL.B. 

Sec. to Univ. Court, A. E. Clapperton, B.L. 

UNIVERSITY OF ABEEDEEN. 1494 . 
(;;Ci 4 . 4 oo.) 

Number of Matriculated Student.s (1908-9), 970^ 
Winter Session (1909), 14 October to x8 March ; 
Summer Session (1910), xg April to i July, 
Chancellor, Lord Strathcona and Mount Royal, 

a. 0 .M.Q., D.C.L. 1903 

Rector, Rt. Hon. H. H. Asquith, m.p. ...... igoS 

Vice-Chancellor and Pnncipal, Rev. G. A. 

Smith ..........*;^8oo 

Represe^it. in Parlt. , Sir Henry Craik, k.c.b. , ll.d. 
Seereta'iy of the University, Donaldson R. 'i'hom, 
M.A. 

Rc.uisfmr, R. Walker, LL.D. 

Lihrmian ami Clerk of the General Council, P. J. 
Anderson, LL.B. 

Professors. 

Greek, John narrower, M.A., LL.D *£Z<xt 

Humanity, Sir Wm. M. Ramsay, D.c.L ‘►800 

English, Herbert J. G. Grierson, m.a 700 

lUst.A Archoiology, Chas. Sanford Terry, M.A. ^745 

Logic, YVilliam Leslie Davidson, ll.d 700 

Moral Philosoiihy, Jas. Black Bail lie, D.ph. 700 
Mathematics, ViQctox M. Macdonald, m.a. ,p.r,s.*8oo 
Nat.Philosoi)hy, Charles Niven, M. A, , F. R.k 1,000 
Systematic Theology, Rev. William Alex« 

ander Curtis, b.d 

Church History, Rev. Henry Cowan, d.d.... 1503 
Biblical Criticism , Rev. Thomas N icol , d. d. z 

Heb. A Sem. Lang, , Rev. James Gilroy, d.d, 6co 

Lmc, James Mercer Irvine, LL.B 600 

Physiology, John Alex. McWilliam, M.D.... fgoo 

Medicine, David 'Wliite Finlay, 11. D 600 

Chemistry, Eras. R. Japp, ll.d., P.ils t9oo 

A7iatomy, Robert William Reid, p.e.c.s.... ti,3oo 

Surg&ry, John Marnoch, m,b., o.m 600 

Materia Medica,^no. Theod.Cash,M.D.,P.R.s, 700 

Midwifery, William Stephenson, M.D 600 

FVimmcJ/cd'imje, Matthew Hay, m.d. ... 600 

Botany, James W. H. Trail, m.d., f.r.s. ... f75o 

Pathology, George Dean, m.b., o.m fgoo 

Natw^al History, J. Arthur Thomson, M. A 700 

♦The sums appended to the various Chairs are the Normal Salaries received in. the year 1909-xoio with the 
exception of those marked t which are the amounts received in the year 1908-1909. Each of those marked * lias an 
official residence in addition ; the salaries marked t are fixed on the understanding that the Professors do not 
engage in private practice. 
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Sroftish lJmverdUes--E(Mnbw§hr—PriBlh Unimrsitks. 


1582, 


gNIYEESITY OE EBIHBEE^H, 

I ' (i^«S.92o*) 

■ NiiiiihiT c,'i' >r.itricuIatcdStut;I«iits(*9o8-9), 3,286. 

Wi'NTiiR .^ESsiiON, October to March. 

I SG^JMKE Session, May to Juiy. 

nnji'Vi'h,-, Rt. Hon. Arthur J. 

A’-'.’O,,*, Rt.. Hon.<reori»e Wvnslhani, M.P. 

; Vh>.-ChiuuylIor and Principal, Sir Mllliaiii 
1 I’urocr, d.c.l. 

: lopn .'.t ijativc in Parlianicui, Sir .T, B. Tiike, M.D. 

! Sri\ >>/ ('nip. Onirt, Enicr. Piofeiisor Taylor, P.R. 

I See. Prof cs.sor Sir 3 'j. J. Grant, Bt.,l4L.P. 

I ( 'led' ttf S^-natit.s\ ,lani<*s l»\vio. 

; Seerda c<i and lltin'drar v/ Gcmiral Council, John 
I Stiiton. 

Professors, ■ 

' Ha ltd nit if, ^V. R. tlanlie, >r.A ;)Ci,ioo 

Govi;, Aic.vatuicr W. Mair, M.A 1,100 

‘ MatfnunutU%<, Geo. I'hrystal, EL.D. (bean, 

Ai'td 1,270 

Lidic ic Mi’faphifdcH, A. S. Pringle Patti- 

hon, LL.I' 900 

Mural James Seth, M..\ 900 

.S'atnral /itilns. , , Tames (t.MaeGreg()r,I>,Sc., 1,100 


1907 
1888 

1908 
1908 


Ithctoric a: A'a?;. Lit., Goo. Saintshury, m.a. 

A.stronomif, F. W. Bysou, M.A 

Affn\ailfuri\i’RnmlJ'k(inmiif,Uo\ii.\\i\\\iic.e 
Made, Fretlerick Niecks, Mus.D. (Dean, 

Mmic) 

SHnakritd'Cunip. /‘Tol, Julius Eggeliiig, Ph. 0. 

Hnifitm i’iiiij, T. H. Boai*e, ]j.sc 

ficuUujij, .1 aiues Gcikie, LL. i». ( i)-'un. Science) 
Coiiitnercial and l^olitical Pconontifand Mcr- 
cantile Law, .hwephs. Nirlud.sim, l>.Sc.... 

Hdacation, Aievauder Danoch, M.A 

Fine Art, G, Bakhvin Brown, m.a 

..i ncient Hhforif and PahPO'jraphif,P. Ifuine 

Brown, i,k.u. 

Celt ic La ihjuaach'd: Lit., I>. MacKinnon, m.a. 

IHi'iniiif, WiiiiamP. Paterson, n.P 

tWtidadica! //^•!^,.las. itackianon, rh.n. 
Hrhr. <1- Semitic Lang . , R. S. Kennedy,!). ]». 
fUtdical Critieiem, John Patrick, 

iDmn, Idcinitif) 

PuhlicLaw, Sir L. J', Grant, Bt, (Dean, Law) 

Cirii Law, Janies M.'icKinto.sh, l.LP 

CiOid. LawA Coitd, Hi{it.,J. 11. Alillar,!,!,. b. 

Hidnca, Richard Lodge, M.A 

Sentr. Law, John Rankiue, li.e., 

ContVifitneiiin, J. I/. Mouiiscy, M.s 

.Maferta Me iiea, Sir Thonm\ R. Fraser, M.D, 
Fnreneic Med., ll. Harvey Utticjolin, .m.b. 

ilfeuti, Meifieinc) 

(%t mistrg, JnniCH Walker, D.sc., I'li.D 

Sargerg, H, Alcvis Thomson, M.D 

Medii'tne, J, W>llie, M.D 

Anatianif, .irthur Robinson, M.D. 

Pathdo )g. Willi'ini Smith Greentkdd, M.D. 
Midwijerg, Sir John llalliday Groom, ai.d. 
Clinical M edict lie, Profs. Sir Thomas 11. 

Fraser, W, .S, Greentield, J. Wyllie. 
Clinieitl Sargent, Francis .M. Caird, M.D. ... 

Bot^nag, Isaa«‘ Bayley Balfour, M.D. 

Pkgmdogtf, Edwanl A. Schafer, DL.p 

Ziiiilogg, James Gossar Ewart, M.D. 

Public Health, A'c.,C. Hunter SteM’urt,D. Sc. 


Elected. 

liepresmtatiim in ParUmnent, lit. Hon. 

Sir :E. H. CarsoTi , E. c. , ll. d 189^5 

James H. A1 Campbell, K.c. 1903 
Senior .B‘'ellows. 

PYcfJrProrfwf, B. Mllliamson, So.D. 

Senior Dean A CateckUt, Rev. J. P. Maiiaft'y, D.D. 
Senior Lecturer, Rev. T. T. Gray, M.A. 

Senior Proctor, Rev. Thomas K. Abbott, B.D. 
Biir.mr, F. A. Tarleton, LL.D. 

Registrar, Robert Y. Tyrrell, Litt. l>. 

Auditor, G. L. Ca'h -art, M.A. 

Professors. 

DDrinity (Regius), Jlev. N. White (actg.) d.d. 
(Archbg}. Kitufsj, Rev. J. H. Bernard, d.d. 

Pastoral Theology, C. B. Dowse, m.a 

Law,Cieil (Regius), C. F. Bastabte, ll.d. 

„ Feudd I a nd English (Reg! as) 

(vaoant) 

„ Crim. A Constitut, E. L. Julian 

History, Modern, John H. Wardell, m.a.... 

„ Eccles., Rev. Hugh J. Lawdor, d.d. 

„ Ancient, W. G. Goligher, M.A. ... 

Arabic, Lucas White King, LL.D 

German, Robert A. Williams, Pli.D 

Greek (Regius), John Isaac Beare, M.A 

Greek, Biblical, Rev. Xewport White, D.D. 

Hebrew, ilev. G. Wilkins, B.D 

frisk, Rev. J. E. ll. Murphy, M.A 

Latin, J. G. Smyiy, M.A 

Romance Languages (vacant) 

Sanskrit, Alark Collins, Ph.D 

Roi/rt LD'fro R0DH0‘, Ethvd. T. Whittaker , Sc. D. 

.Math. (Erasmus Smith), VI. S. P>urnsi(le,Sc.I). 

Satural IMdlosophy, F. Purser, M.A 

Xatural .P E,rgwrime.ntal Phi lo-tophy (Eras' 

mu.s Smith), V,'. E. Thrift, M.A 

; Oratory and Eng. Lit.,1]. F)<)Wden, iJtt.D. 
Political Economy, ('. K. Basfca]>le, LL.D.... 

.Moral Philosophy, ll. Sliovart .Macraii, M.A. 

Anat. A S ary.. And. F. Dixon, se.D 

< Cnirersity Anatomist, Clnirles B. Ball, M.D. 

; Jdiy.^ics (Regia s), James Little, M.D 

' Surgery (Regius Pro/.), Chtxs. B. Ball, M.Ch. 

' Surgery, Edward fJ. Taylor, M.D 

; Botany, Henry U. Dixon, sc.D 

Chemistry, Sydney Young, D.Se 

, Applied Chemistry, E. A. Werner 

900 I Kngineering,Thos. Alexander, alk. 


800 . 
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1,400 
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600 


irrltiiiDr. 

ITEXYIRSITY OF HMBLIK {AHD TRINITY 
COLLEGE). 1591, 

Elected, 

Ohanmllor , The Yiscount Iveagh, k,p, 1909 

fiU'Cha meUor, Rt. E n. D, H. Madden, LL. ». *885 

Aaiiiony Tmill» LL..P. 1904 


Geology A Mineralogy, .Tohn Joly, so. d. 

I Music, Ebenezer Proiit, Mus. Doc 

I Comp. G nat. <t* EooL,U. W. Mackintosh, M. .A. 

! Education, E. P. Culvcrwell, M.A 

' Agriculture, W. A. Barnes, R. A 

Public Orator, Louiii Claude Purser, Litt.D. 

I Reolstrars. 

i Law School, Robert Russeli, M.A 

' School oj Physic, Hen. W. JMaekIntosh, M.A. 
j School 0/ Eng inoc.ring, W'. E. Tiirift, M.A. 

Indian J? Cirii Sere., L. C. Purser, Litt.D. 

School of Music, H. S. Macran, M.A 

THE NATIONAL UNIVERSITY OF 
LAND. 1909. Dublin. 

Chancellor. His Grace the Most Revd. 

bishop Walsh, D.D. 

Registrar, Joseph McGrath, ll.Il 
Senate. 

The Chancellor ; Alexander Anderson, LL.D. ; 
B. C. A. \Yindle, D.sc., P.R.s. ; D. J. Cotfey, 

L. : TheRccfi^trar* Gruf*** fhn AD-kcf Tfati-a 


1892 

1879 

1901 

1895 

1900 

IRE- 


Arch- 


M.A. ; TheRegi.strar; His Grace the Most Revd. 
Archbishop Healy, d.d. ; Rt. Hon. Christopher 
Palles, JiL.D. ; The Hon. ilr. Justice Barton, 


M.A. ; Sir Christopher Nixon, Bari., m.d. ; Sir 
"W. F. Butler, G.C.B. ; Sir Geoi-ge Roche; Sir 
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Stanley B.A. ; S. H. Butcher, 

BL.l)., M.B. ; W. .F. T. Butler, m.a. ; A. W. 
Cob way, b.Sc. ; M. F. Cox, M.i>. ; Bev. Wm. 
Crawford, M.A. ; Eev. Win. Belany, s.j. , ; 

A. Dempsey, M.P. ; S. Gw'ynii, B.A., M.P. ; Miss 
M. T. II«aydeii, M.A. ; Douglas Hyde, ; 
J. S. M‘Ardle, M.ch. ; J. A. McClelland, d.sc. : 
John AlacKeill, B.A. ; .W. Magennis, M.A. ; 
Thomas Alaguire ; The Bight Bev. Monsignor 
Mannix, D.D. ; H. C. M‘Weeiiey, M.A. ; Rev. 
A. Murphy ; J. F. O’Carroll, M.D. ; Charles A. 
O'Coimor,” M.A., K.O. ; R T. O’Sullivan, M.i>. t 
C. Yelverton Pearson, M'.b.' ; J. P. Pye, P.sc. ;■ 
P. Semple, m. a. ; A. Seiiier, ph.l>. ; 0 . Sigerson, 
M.P. ; D. A, Waldron, M.P. 

CORK-UNI YIRSITY COLLEGE. 1845- 

Pre.-iuh-nt, Bertram C. A. W’iudle, D.sc., RR.S. 

Bv r^id r a- Secretar!/, Harry C. Clifton, B.A. 

\V. R Butler, M.A. 

Librarian, , 1 . Fawcett, M.A. 

} Propessohs. 

j Greek Lanffvage, Charles Haynes Keene, M.A. 

I Latin Language, John P. Alolohan, m.a. 
i Matftenmtto.s', Arthur H. Anglin, M.A. 

! ^Natural FhiloftopJiy, William Bergiu, M.A. 

I P'ligliak Literature, MTlliam P. P.’Stockley, M.A. 

{ Ilikorg, Patrick J. Merriman, M.A. 

1 Philofiophg a; jKn^ipi‘udenee,Geo. J, Stokes, M.A. 
Chemistry, A. E. Di.xon, M.P. 

Zoology, Marcus M. Hartog, D.sc. 

Pamauee Languages, W. F. T. Butler, M.A. 
English La George C. Green, B.A. 

Anaionntf D. P. Fitzgerald, M.B. 

Medicine, W. E. Ashley Cummins, sr.D. 

Surgery, C. Yelverton Pearson, P.R.C.S. 

Materia Medica, John Dundon, M.B. 

Obsfetricfi and Gymmology, Henry Corhy, M.D. 
Physiology, D. J. Barry, p.R.c.s. 

Enginesring, C. OT). L. Alexander, M.Sc. 
Pathology, A. E. Moore, M.B., B.cli. 

Irish Language J; Lit., Rev, K. Henebry, Ph.l). 
Archteology, The President. 

Botany and Agriciilt, Major H. A. Cumin ius,Af.D. 
Economies and Commerce, Thomas Smiddy, M.A. 
Geology and Geography, Isaac Swain, B.A. 

Mental Mseases, J, Fitzgerald, .M.B. 

G ALWA Y— U Nl\ EESrr Y COLLEGE. 184s. 

President, Alexander Audensun, EL. I>. 
liegistrar, E. Townsend, D.sc. 

/ii/mir, .1. 1. Lj Ilham, P.R.U.T. 

Professors. 

History, English Lit, J* Mental NtM>nee,Wilbraham 
FitzJohn Trench, m. A. , M. 11. r. A. 

Gay;/;:, Robert K. McElderry, m.a. 

Latin, Charie.s Exon, M. A. 

William A. Houston, M.A. 

Natural Philosophy, The President. 

Chemistry, Alfred Senier, ph.D. 

Natural LTwf,, drc., R. J. Anderson, M.D. 

Modern Languages, Y. Steinberger, P.E.U.I. 
English Law, James A. Sw’eetman, LL.I>. 
Anatomy a.* Physiology, Joseph P. Pye, p.r.u. 1 . 
3fedicine, John L Lynham, F.R.lJ.r. 

Surgery, W. AYestropp Breretoii, L.E.as. i. 
Materia 3Iedica, Nicholas W''. Colalian, M.D. 
jl/fdwyfery, Richard John Kinkead, M. D. 

Civil Engineering, Edward Townsend, d.sc. 

DUBLIN-UNIYBRSITY COLLEGE.- 1909.' 


Chancellor, 

Viee-Chancellor, 

President, Rev. Thomas Hamilton, d.b. 

RegUtrar, Johnson Symington, M.D., F.E.S. 

Bursar, "William W’ylie. 

Professors. 

Greek Language, Sir Samuel Bill, Litfc.D. 

Latin Language, Robert Mitchell Henry, M. A. 
Mathevnatics, Altr&d Cordew' Dixon, sc.D., P.R.S. 
Natural Philosophy, William Blair Morton, M.A. 
Hist. A- Eng. Literature, G. Gregory Smith, M.A. 
Logie and Metaphysics, .Tohn Park, D.Lit. 
Omnistry, Edmund A. Letts, D.Se., P.R.S.E. 

ATf firm / 7 i?. sf or//, Gregg Wilson, ixsc. 

Modern Lang., Max B'reund, Pli.D. 

Jurisprudence J' Political Econ. , W\ Graham, M.A. 
English Law, Jas. Sinclair Baxter, LL.B. 

A Johnson Symington, M.D., P.R.S. 
Physiology (IhininUe}, T. Hugh Milroy, M.D, 
Medieme, J. A. Lindsay, F.R.C.P. 

Surgery, Thomas Sinclair, F.R.C.S. 

Maieri'a Mediea, Sir William Whitla, M.D. 
Midunfeyry, S>iT 3o\mW, By em, M.lK 
Pathology (Mwgravei) ’W. St. 0 . Symmer.s, M.B. 
Ciml Engineering, Manrice F. Fitzgerald, B. a. 

CATHOLIC UNIVERSITY OF IRELAND. 

Supreme Qovernmg Body, the Catliolie Arch- 
bishops and Bishops ; W’ith a Rectorial Council, 
consisting of the Rector, and Heads of Colleges. 
Rccmr, Mo.st Rev. P. O’Donnell, D.D. 

Constituent Colleges : 

Maynooth.— P re-x, lit. Rev. D, Mannix, IXD, 
University Colleoe (St. Stephen’s Green, 
Dulilin). —President, Very Rev. W. Delany, BJ. , 
LL.D, ; Registrar, P. . 1 . Merriman, M,A. 
Blaokrock — Pres., Yery Rev. T. J. Fogarty. 
Carlow.— Pn!.v., Very Rev. J. Foley, D.ix 
Clonliffe. — Prcs.'Yory Rev. Canon J. J. Dunne. 
Medical School (Cecilia St., Dublin). - Druu, 
I>. J. Coffey, M.B. ; Registrar, E. P. McLoughliu, I 
F.R.U.I. I 


ANNUITIES TO THE ROYAL FAMILY, j 

Tlie Land Revciiue.s of the Crown have been I 
collected on the public account sin<*e 1760, when 
King George HI. .surrendered them in return for 
a fixed annuity. These revenues prf>duce about 1 
;^5So,ocm 3 annually, ami the following list slmws j 


the annuities payable 

Their Majesties’ Privy Purse ...£tio,oo& £ 

Salaries of Household ... 3:25,800 
Expen.se.sof Household... 193.000 
Royal Bounty and Works 33,200 

XTiiappropriated 8,000 470,000 

Prince of Wales 20,000 

Princess of Wales 10,000 

Princess Christian of Schleswig-Holstein... 6,000 

Princess Louise (Duchess of Argyll) 6,000 

Duke of Connaught 25,000 

Duchess of Edinburgh 6,000! 

Duchess of Albany 6,000 

Prittcees Beatrice (Henry of Batten berg)... 6,«oo 

; Duchess of Mecklenburg-Btrelitz JjOoo 

S Trustees for His Majesty’s Daughters x8,ooo 


President, (not yet appointed). 

Whitaker’s ALMANACK, 1910 . 
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AaElCULtTlEE* 

AHr.vrHI i AUlUtJlILT. COLL} near Ciirllslt:. 

Prftuiskfi^S,Amit\i 11 ill, b, sc. 

. AiiiiP, it Enfi. , It. R HUI. 

J p'lOfttiinil ChriiUiitnf, J. Hohinson, it.d.a. 

, il^uikbppiii'j d' f racJiml II B. Bisroe, 

j ■ V.k.SA, ■ ' 

yS.?#v?. /, <??■’, ti- FoiVfitnh the Prim iiwil. 

j V'i'ffiimffi iSekim\ If. thonipHon, M.ii.c.v.s. 

; rrREN«’E^rKR Knv.U. A^IRTCIUX COLL, 

Prineipitli J. R, Ainsworth J>avis, M.A. 

. IhtuyiNtj, and Paultnj Fannhuj^ 

'ih'jMlaie Turner ; O'. 0. Htewart. 

! Ilnfah’’ Mmanje. .1* /Aur.vL , IL Pritchai'd, F.S.I. 
Cb'mbtnh K! KiJteh, r.r.s. ; W. .fames. 

Xnf. Hitst , E.O.Stapledon^M. A. 
Phii,& and Mtrhamcft^ 'SL Kershaw, B. A, ^ 

; Baud /L’f/e. /'Lijp'/ieerVh , W. A, Thaiii. 

’ Veterbuirii ' iiaeft riolutji^, ii*e., A. 0. 

I Iiuneaii, M.iiC.v.s. 


, UAI NTBEV AOrjClT/ririlAL SeifOOT., 
West Lavifi^ton, Wilts. 

, Hfodmanter, F. O'. Soluimui, F.H.A.s. 

] Litemhtre, L’. T. Apps, m.a. 


' Seient^e tir Matke/nat!m, J. Watson, B.sc. 


1 DLTtHAXf (Coll, of Science, see p. 271). 

^ HAKPBlit ADAMS AOUIC'i.lLTLllAL COLLEGE, 
Newptji't, Salop. 

PnnH'lMiU P. H. Funikes, B.Sc. 

! Vicp’Piidncipal A’ .T. C. Brown, p,A.s.r. 

I Clerk, R. F. Lid<i!e. 

: C7o'mw?/v,B.F. Davis, F.r.O. : r>.\V..Scotlaml,N.h.A. 
Bafatiit ii' ilort., 0. T. Malthonse, F.u.n.s. 
Vetimnara, W, Wilson, f.k.«\V.S. 

Iktiriiinif, F, i’emJich«r>. 

AtjrinUfuri', W. Vanj^luin *, .f. WilHanis. 
MIDLAND AUHICCrLTfrRAL AND DATRV 
COLLEGE, Kinj^-il<»ii-on*Suar, Derby. 
Pririeij-ml, J. E. Blaek.shaw, F.o.s. 

READING (Cuiv. Coil., aw p. 273). 

S.E, AORICIT/I’CKAL COfJ.EGE (sec p. 270). 
1 U :K El ELD A 0 R D ’ ULT 1 ' U A f . & UO RTK; 1 ■ L- 
TURAi COLLEGE & TRAINING FARM. 
{East .Sussex County Council.) 

Cki tiUiifrp, S. A. M'oi>*ihea<,L M.Sc., Pi'iutu'piC, 
Aijrkuftnru t- Uai'kinir, A.s*-, 

; Land Sn rreif’f. , ite. , R. C. Andrew, N.UA. 

! Veti‘ntn)f>i Litfwne, K, W. Morris, M.n.<.’'.v.s. 

liurtU'ifltnre, \V. (ioarin^, F.E.H.S. 
i Ponltnj Fantiiinj, S. C. Sharpe. 

Ilekt'epunj, It. Baldwin; Crt/v/Crt//r<L G. AlderDm. 

; W. OF s'«.‘OTLAND AGRIC. COLL., Gkis,i^ow. 

• Chuinmin, Very Rev. John Gillespie, LL.l>. 

■ Seeretnrp, J. (Rthherlaon (6 Blythswot»d .Stp). 
Atjntndtare, Robert/ Patrick Wright, F.R.S.15. 
U'tdany, A. N. .Mc.llpine, B.sc. 

ChemUtry, K, A. Berry, F.l.c. 

Fnrenfry, <1. Niskd, 

AET ANB AECHITECTtlEE. 

The examination of Architects is conducted by 
the Ei>yal Insiittite of British Architects in 
D>ndon and at various Pmvlueinl centres. The 
diplomas Ki-ante*! are A.R.I.B.A, and E.E.I.B.A. 
BiEMisiGHAM, Municipal ScUmd of Art.— //rad 
Mmt»r, E. Catterson-Smith ; .Src., A,H.Leaney. 
Biehiegham, Alunitdpal BchooXof Architecture. 
J. L. Ball 

Beapfoeb (UltY OFX Sch«.>al of Art— Pmicipal, 
0 * AE.C!. A 


BKiailTi'N, i^iunitdpal Sehdol of Ark-^d-lmd 
Master, \V. 11 Bond. 

Brjsfon, University College 

„ ;Merchant Ventdrer.'i’ College 

Derby, Technical Ooilege. — Principadi F. W. 
Shurlock, b.j^c. 

Dublin, .Pietro poiitan School of Art, Kildare St.— 
Beadmmt£r,,ffimasi Ward, a.r.c.a. ; Eegistrar, 
B. I. Tilly. 

GlaS(Kjw, School of Art. — Pres,, Sir .Tames Flem* 
ing, .Professors, E. Bourdon, b. A . ; , A. ; 
AIcCfibbon, A. e.i.b.a. ; W. R. Mhitsoii. 

,, Technical College (g.r.). 

HudpeRSFIELD, Technicai College (g.r.). 

Leeds, University {q. v,). 

„ Institute of Science, Art, and Literature. 
—Sec., Arthur 1 ’ait. 

Liverpool, University (q.v.). 

London.— R oyal Academy Schools of Painting, 
Sculpture and Architecture, JBur- 
lingtm House, "SV. —Keeper, E. 
Crofts, II. A. ; Librarian, W. E. 
Yeanie.s, P.,.A. ; Secretary, JC A. ! 
Ritoii, .M.A. ; E.E. Dixon, i 

„ Architectural As.sdciatiou, 18 Tuflon 
St,, S.W.—Secretary, D. (1. Driver, 

„ University College ((/.K). 

„ King’s College (q.v.). 

Manchester,' iMunieipal School of Art.— LT mcI ; 

Master, R. Glazier, a.R.i.b.a. 

Newcastle, Armstrong .College.-— Master, 
R. G. Hatton. 

Nottingham., University College X<?.'?L)v „ 

DENTAL. 

Royal df.ntal Hospital Ltm'DON School, of 
Dental Surgery, 32 Leicester Square, W.C.— 
Dean, VV. II. Dolamore, L.R.o.?. 


DEAMA. 

Academy op Drajiatio A,rt, 62 Gower St., W.C. 
--Pres., Sir Squire Bancroft; Aiilministrator, 
Kenneth R, Barnes, m.a. 


ENGINEERING. 

Idiere are Faculties of Engineering at 


' Universities of London, Durham, Manchester, 
[ Leeils, Lirerpoal, Birminyham, and Sheffield; 
j irrric,s'; St. Andrews, Gla.^yaw, and Edinfmryh ; 
I Dubiin, Boyal Fnirersity of Irehind, .and the 
' ();ieeii’.s Cedieges at Belfast, Cork, and Galway. 
i Crystal Palace Company’s SoHOor. op Pilyc- 
: td;al Eng n^EEiilsn.—Principial, YV. Wilson, 
i M.IN.ST.C.E, 

i E LECTil D !A L ST AN I) ARDI 7 JNG , TESTING AN I> TRA I N- 


iNG Institution, Faraday Uouso, 62-70 Soutli- 
ainjiton Ron', YV.C. Princ., Alex. RusseH, 


D.sc. 


I Polytechnic School op Engineering (Elec* 

I tri<;al. Civil, Marine, iMotor, ^Mechanical and 
Col(tnial), 307, 309, 311 Regent St., W. — Henry 
Spooner, M.I.M.E. ‘ 


( Seafield Park Engineering College, li’are- 
I ham, Hants.— JIcLs-fcr, YY’. Arthur Rix, m.a. 


i LEGAL. 

I GENERAL COUNCIL OF THE BAR. 

I (2 Hare Court, Temple, E.C.) 

1 [The Coimoil is the accredited representative of j 
; the Bar, and its duty is to deal with all matteiM I 
j affecting the profession, and to take such action j 
thereon as may he deemed expedient.] 

Chairman, YV. English Hanlson, k.O. 
Vice-Chairman, E. L, Levett, K.O. 

Hon, Tmasurer, T. T, Methold. 

Secretary, H. C. A. Biugloy ; Clerk, 0. H. Worthy. 
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INNH OF Court Bar Library. 

(Royal Courts of .lustice.) 

Siierctarji <0 Librarian, B. Bidies. 

THE LAW SOCIETY 
(XO0-XX3 Chancery Lane, W.C.) 

[The Society controls the education and ex- 
aniTiuition of articled clerks, the admission of 
Rolitntors, and the discipline of the profession. 
Number of members, 8,75^.} 

PremUnt, sgog-so, William Howard Winter- 
botlmm. 

Vice-PremU>nf, Henry James Johnson. 

Sec.rektr>i, Banmel Pratt Berens Bucknill. 

Legal Education Oo^ibiittee (containing Be* 
preaentatives of the CouncU, of Provincial Law 
Societies, and of Law Students).— -C/ramaftw (ex 
ofieh), the President of the Society ; Vwe-Chmr- 
mail (ex o tit do), the Vice-President of the Society. 
PrhidjKd and Direetor of Legal Studus, Edward 
•lenks. Readers, A. Andrewes-lTthwatt ; A. M. 
Latter. Tutors, N. H. Baynes ; F. M. Caporn ; 
L. B. Dicksee ; G. Eobertson Dunlop ; M. L. 
Gwyer ; A. B. Langridge; E. A. "Wright. 

The Society’s system provides a complete 
scheme of education for articled clerks in legal 
.subjects ; and the classes* are open to all male 
students on payment of the pre.scribed fees. 

■ ■ ■ INiNS OF COTJET. 

f J Dili t Board of Examiners appoi n ted by the Four 
Inns nf Court for conducting the Examination of 
Students previous to admission at an Inn of Court. ] 
Middle Temple. '-C, C. M. Plimiptre; A. Stewart ; 

E,. Eingwood ; G. H. B. Kenrick. 

Inner Temple. -J. E. Aldous ; H. Qhitty ; H. S. 
Q. Henriques ; Herman Cohen. 

Imh—G. H. J. Hurst ; W' H. Draper ; 
L. Horton Smith ; A. S. Gaye. 

Grmfs Inn.— A. S. May; N. Middleton ; A. M. 

Wilshere ; N. L., Macaskie. • 

Secretary to the Board, Frederick Dapp, 15 Old 
Square, Lincoln’s Inn, W.C. 

COITNCIL OF LEGAi:. EDUCATION. 

(is Old Square, Lincoln’s Inn, W.C.) 
[Established by the four Inns of Court to 
superintend the Education and Examination of 
Studeiit.s for the Bar.] 

Chairman, Eight Hon. Lord Macnaghten. 
Viee-ChainHun, The lion. Mr. Justice Channel!. 
Chairnmn. of the Board of Sf.udks, Et, Hon. 

Lord Justice Cozens Hardy. 

Clerk <f the Coundl, .Frederick Dapp. 

EEADKiiy. 

Jurisprudence, d'c., J. Pawh>y Bate, LL. D. 

Assistant, B. H. Leonai'd, b.c.l. 

Constitutional Lau', A. T. Carter, P.C.L. 
Procedure, Civ, & Crim. , W. B. Odgei's, B,C.h.,K.c. 
Real and Personal Property, A, F. Topham, LL.M. 

Assistant, W. J. Whittaker, LL.B. 

Common Law, Hugh Fraser, ll.i*. 

Assistant, J. Gerald Pea.se, B.A. 

Equity, .T. Andrew Strahan. LL.B. 

d,w/.s 7 u.af, G. M. T. Hildyai*d, B.A. 

Hindu ci; Mahouwdan Law (Lecturer), L de 
Gruyther, K.C. 

Roman-Dutch Law (Lecturer), W. E. Bisschop. 
MEDICAL. 

General AIedical Councii,, 399 Oxford 
—President, Sir Donald MacAlister, K.C.B.^ M.P. 
Registrars: England, H. E. Alien, ll.b. ; Scot- 
land, J. Eobertson, 54 George Sq., Edinburgh; 
Ireland, Eichard J. E. Epe, 35 Daw.son St., 
i Dublin. 


Any uitqualifled per.sou practisiug as ars 
Apothecary is liable to a penalty under the 
Apothecaries Act, 1815- '^'he use by unregistered 
persons of any title imjdyiug registration is 
made an offence by tlie Aledical Act, 1858. 

There is a similar penalty in regard to Dent ist ly. 

MEDICAL 4SCHOOLS OF THE XrNIYEESITY 
OF LONDON. 

f^T. Bartholomew’s Hospital and College, 
—Clinical practice compriseis a .service of ^4 bod.s, 
besides 70 beds for convalescent patients at 
Swanley, in Kent. 34 resident appointment-s, 
and all clinical clerki^ups, drc'tssershiiis, <fcc. , are 
. chosen from the students without fee ; sohohir- 
! ships and prizes of nearly awarded annually; 

j a college attached where students may re.side. 

! In-patieiits, 1908, 8,087 ; out-patients, 131, 9353. — 

! Dean of the Medical SchoofT. W. Shore, M.D. 
i London Hospital and Medical College.— 
The largest general hospital in England ; 
beds; 100 qualified appointments annually, and 
numerous clinical clerkships, dresserships, <fcc. 
llesident appointments caiiy rooms and l)oard. 
30 prizes and scholarships awarded annually.— 
Warden, Alimro Scott, Turner Street, Mile End. 

Guy's Hospital.— Number of beds in constant 
occupation, 620. I’he various appointments an(i 
offices are filled by student.s, selected accoiding 
to merit. Scholarships and Prizes amounting in 
all to nearly £Ti,ooo are awarded annually. — 
Dean, Dr. Eason. 

ST. Thomas’s Hospital. (Founded xazS.)— 65* 
beds ; nimierous prizes and scholarships ; over 30 
house appointments open to qualified students ; 
clinical clerkships and dre.ssership.s may be held 
without extra fees. The School Buildings are 
j among the most complete in London,— i/hdfcai 
1 Secretary, G. Q. Robert.), M.A. j 

! St. George's Hospital A 1 epical Sch,— Beds, ! 

1 436, including too convak=!scent beds at Wimble- 
•don. Numerous scholarships, Ac. , and a registrar- 
.ships value £zoo per annum . — Dcanf E. I. 
Spriggs, M.D. 

Middlesex Hospital.— N umber of beds, 340. 

■ Three entrance scholarship.s, value j^ioo, £^, 

I and £zi, also one of £50 foi- students of Oxford 
' or Cambridge, awarded annually. — Dean, H. 
Campbell Tlioin son. m.d. 

St. Mary's Ho.spi’rAL.~- Number of beds, 30*. 
In-patiente 1908, 4,059. Out-patients 1908, 23.905. 

I Six entmnee sch(.d;iiahips, value to £zs^ 

j awarded annually in Sept. ■ AV, H. Clayton 
' Greene. ' i 

Charing Cross H0.SPITAL .M edical CrtuLKOE.— i 
Numberof beds, 200. F. C. AValii.s, F.itc.s. | 

Westminster Hospital.— Number of beds, ! 
2X2. — Dean, E. Rock Carling, F.B.c.s. 

University College Hospital, Gower St., 
W.C. —Number of beds, 300 ; Dean, H. Batty ! 
Shaw, M.D. . . 1 . 

King’s College Hospital, Portugal St., Lin- j 
coin’s Inn Field.H, W.C.-- Number of })ed.s, 224.— 
Dean, Peyton T. B. Beale, F.R.O.S. 

London (Royat* Free' H«>.srrTATd School of 1 
Medicine for Women, 8 Hunter St., Bruns- 1 
i wick Sq., W.C.— Schohirtsbip,s of ;(;3o an«l £60 ; 
i aAvarded annually. Resident and other appoint - 1 
ments open to qualified students. Fees are i 
inclusive of all necessary elasso.s, and studente 
can hold all clinical clerkships, Ac., without ! 
extra fee. Clinical posts at New Ho-spital for 
Women are also open to tlKm.— Dma-, Miss 
Cock, M.D. jSfjjfi., Miss L. M. Brooks. j 
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SriTOOl, OF TROPICAL MEDKOK, 
Albert i»ck, E.— Three 
nn?)U’in,v, eujiimencin?^^ XS Jann;iry, 
% arel i <)ct.ol><T- Fee, j^t6 x6.s'.— >V’e., 

V ,l SluiP'ili. C.M.a 

Ll<TKU I N'ST.OPPKHVENTIVE ^ilEl>IOINE,ChelSfa 
Bridj:»> IM , S. W.—Dim'tfir, Or.<;..T, Martin, F. R.S. 

l('*Y.u. Ai:3Jv ilpmcAL College, Grosvenor 
iO.ad, Milihank, and IJdrerfnr 

of <>>I. i>. Wardrop, C.Y.O., M.B. 

<iHIEE AfETROPOLITAA' SCHOOLS. 

I AVEST don P. fST-OR ADUATE 0>I.LEGE, West 
‘ Lmdon ilospital, Hammersmith, W. — For<pKiIi- 
hed men only. Three months’ Hospital Practice 
Oiif’Iudinp: Lectures and Demonstrations), 6 
jruineas; onemonth, a^uneas; or ;jj3o perpetual. 
-I)>>an, L A. Bidweii. 

London School of Clinical Medicine, 
Drmd nought Hospital, Greenwich, S.B. (for Post 
GradJiatos only). —*50 beds.™ -S'ee., G. C. Chovccs 

■M.lt 

Matdjnal Dental FTospital and (liaLLEOE, Gt. 
Portiand St,, W.— Dcftrt, .Sidney Spokes, m.r.c.S. 


MEtHCAL .SCHOOLS OUT.SIDE LONDON. 
Hinniir^hatn, General and Queen’s IIosi)itals. 
Birmingham fonversitj'. 

Bristol, Iloyal Jnlinnary aiifl General Hospital. 
Bristol University. 

Cambridge, Addenbrookc'a Hospital. 

Cambridge University. 

Durham thiiversity. 

Irekmd, Dublin, llo,val and Catholic Universities. 
LeedH University, 

Livorp<Md, Royal Infirmary. 

Liverpool, Royal Southern Hospital. 

Liverpool I’niverHity. 

M and it.^ter, 1 ’ n i versi t y . 

Newe,ast!e, Durham College of Medicine, 
Ntuthampton, School of iledicinc*. 

Norfolk and Norwich Hospital, Norwich. 

North Staffortlshire Infirmary, Hartshill. 

Oxford X’^niversity. 

Scotland, Univcrsifies of. 

Shertk'Ul Idiiversity, 

Wales,, li,niversity of, 

Wolverhampton and .Stafford General Hospital. 


■MIXITAEY. 

H'FA FF COLLEG E, CA H BE \l f.E V. 
IXhlR'ers vvhe pass through the college have the 
letters p.i-.e. .after their name.s in .Service Lists, j 
aiUHinuiufant, Brig. -Gen. H. II, Wilson, c.n., 


INDIAN STAFF COLLEGE, Quetta. 
ihmmandftnt^ Brig. -Gen. T. Capjior, D.S.o., p,«.r. 

CAVALRY SCHOOL. Netherfivon. 
iMninmndant, Col. W. IL BirklK'ck, (ML, 

p,.sc 

AdfifJat)\ Lt, Hon. K. Bruce. 


.SCHOOL OF AXILITARY PINGINEERING, 
Chatli.am. 

Commandant, Col. J. A. Ferrior, c.b.,d.s.o., r.e. 
Itngnde Major and oVc,, MaJ. A, T. Moore, li.E. 

MOT’NTEIi INFANTRY .SCHOOL, Loiigraoor. 
Commandant, Col. F. Hacket-Thompson, C.B. 
A.v.s'L d<K, 

Adjutant, <rapt. H. C. .Taokson. 

.SCHOOL OF MUSKETRY, iJythe. 
Commandant, Col. XY. N. Congreve, >"<!!, M.v.o. 
Chu’f rn.structor and Staff Oficvr, Lt.-Col. . 1 . 
Campi>e]l, D.s.o. 


SCHOOL OF (lUNNKRY, .ShoeburyneF^a. 
t*omtnatidtinf. Col, W. L. White, p..s.c. 

Adpjtnnf, Capf. Al. Nuttall, R,A. 

ORDNANCE COLLEGE, 

E(‘d Barracks, Wo4>lwieh, 

'■ fCdllcera who yKuw through the advanoftfl olaa.s 
iff the college have the letters p.a.e., and Hmse 
l>ai« 5 ingthe ordnance course the letter after 
theii' !a Service Lists.} 

OmmawiMi Col G. TOTm8heftd,it.A., p.a,o. 
Adjmtmh C. ’A. H. CaroiitljeHs b,a. 


.SCHOOL OF MT^SKETRY, S. AB’EICA. 
Bloemfontein. 

Commandant, Lt.-Col. A. G. Dallas, p.s.c. 

BALLOON SCHOOL, .South Faruborough. 
Commandant, Col. J. E. Capper, C.B., R.E. 

SCHOOLS OF ELECTRIC LIGKTINXL, 
Plymouth and Portsmouth. 

Chief Tn'ftrncfor.^, Maj. G, F. H. Le Breton 
Simmons, R.K,, PnrtamouJh; Afnj. C. G. 
Bunuiby, R,E., Plymouth. 

AYOO LWrCH-ROAUAL MILITAR-Y 
ACADEAIY (X741). 

Tkrvis (about), Feb. x-'.Tuly 24 and Sept. 13— 
Dec. 33, 

Commandant., CoL A. Graiiam Thomson. 
Adjutant, Capt. J. G. Dooner, R.A. 

A,\ut. Adjt., Capt. D. Smith, R.A. 

Med. Of., Maj. G. A. Moore, M.D., R.A.M.C. 
Chaplain, Rev. S. H. AVingfleld-Digby, m.a. 

SANDin: RST-ROYAL AtILITARY 
COLLEGE (x799). 

TFJt^^S(^fbo 7 ft) Feb, i---.TuIy *5 and Sejr is—Dec.ao. 
Cummandanf, Col. A^^ B. ( (inp-ii-, 

2/ti / >n Comd. ,CoL N. AY, Barnard istou, M.V.O., 2;., v.c. 
Adjutant, Capt, W. G. Braithwaite, -i>.s.o. 
Ouarter^Ma;dcr, Capt. J. C. Duff. 

Riding Ma, 9 ter, AlaJ. A. W. M'aite. 

Surgeon, Lt.-Col. (A C. Reilly, r.a.m.0. 

A.v.'.L Surg., lA.-Col. J. I’idbury, m.d. 

Chaplain (vacant). 

GirMNASIlfM, (Queen's Avenue, Aldershot. 
rnapeetur of GyinnaMa, Col. S. P, R,olt. 
fn,struetor, (,’apt. E. L. W. Henalow. 

A.sst. do., <i!apt. C. Fltzii. ii. Trueman. 

.SIGNALLING SCHOOL, Aldershot. 
Commandant, Afaj. .S. C. Longjp.w.c. 

AR.MA" SEMYIOE CORPS TRAINING ESTAB- 
LISHMENT, Ald(>rshot. 
Commandant, Lt.-Col. W. G. B. Boyen, D.s.o. 

Df'KE OF A'ORK’S ROYAL MILITARY 
S<.‘HOOL, <TU^^on, near Dover. 
Commandant, Crd. A. -H. Alorris, c.M.u. , d.s.o. 
Qr.-.Ur, ti’ Adjt., Maj. .L S. Dyke, .m.v.o. 
fleadmatdrr (vacant ). 

ROYAL MflUHiNIAN AflLITARY SCHOOI, 
PbieutK Park, Duidin. ' ' 

Commandant, Col, R. W. Deane. 

Oe.-Mr. a* Ad}t., Lt. R. W. Smyth. 
lft^(dnutb.k'r, El. I'. W. Ch>ver. 

QUEEN VICtTORIA vSCHOOL, Dunblane, 
Scotland. ‘ ’ 

Commanikird, Col. AL G.AVilkinson. 

Qr.'Mr. A Adit, Capt. D. Alatbers.’ 

Headmaster, Lt. L. B. AVhite. 
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KISOELMKEO'US. ' 

COLLEGE OF PEECEPTOES, Bioomsbury^ . ! 

Square, W.C. 1 

All persons engaged in education who have I 
passed an examination satisfactory to the Council i 
are admittt^d as members. Diplomas granted ■ 
are F.c.i*,, L.o.i'., and AX'. P. 

Sir Philip Magnus, M.P. 

/)rf7/j, H. \VesGm Eve, M.A. 

'PrraKH/Vi', G. Armitage Smith, D.Lit. 

.'ifeerctaru, V. 11. Hodgson, B.A. 

GILCHRIST EDTJCATIOXAL TRUST, 

I Plov.'den^fcuildings, Temple, E.C. 

Founded by the late Dr. Gilchrist (died 2841), 
for the benefit, advancement, and propagation 
r,f education and Learning in eveiy part of the 
v.'orkl, as far as circumstances will permit.’* The 
income is ai'tjfiit'd to the m.aintenanee of Scholar- 
shi]>s, to the ciirrying on of lectures on scientific 
and other subjects for artizans, and to the 
assistance of approved educational objects. 
Ti-mtees, Et. Hon. Lord Shuttle Vforth, €hm>^ 
man ; Et. Hon. Alfd. Lyttelton, ; Et. Hon. 
James Stuart, M.P. , LL.P. ; Et. Hon. Lord i 
Eeaj', G. C. s. I. ; Walter Le.id, litt. i>. 

Secretar 1). Boberts, l>.Sc. 

LOXDOX PAEOOHIAL CHAEITIES 

(Tru.stees of the), 3 1’emple Gardens, E.C. 
fThe income (;^xoo,7oo) is applied mainly in i 
supi>ort of Polytechnics, iu furtherance of Tech- j 
nieal Education, in grants of pensions, and for : 
the maintenance of City Cliurches.] | 

Chairman of Governors, Sir J. Savory, Bart. 
Vieef’hainimn, Sir Owen Eoherts. | 

Clerk, Ernaid E. Warre. | 

MESIO. I 

EOYAI; A€A1>E:M.Y OF 'SIUSIG (182*), < 

'1'entei‘den Street, Hanover Square, W. i 

Terms, X009-10 : — Sept. 23 to Dec. 15 ; Jan. 6 to 
March 23 : April 21 to July 20. 

[The E.A.M. was founded in 1822 by Lord 
Buriiliersh (afterwards E.-ul of M'estmorland) 
for the cultivation of the science of mmsie. The 
average number of .students attending in 1909 
was S30. Tltere are 96 Fellows (P.R.A.M.), 453 
Associates (a.is.a.m.), and 4,067 Licentiates 
i (L.R.A.M.), of whom 4 Fellows, 14 Associates, and 
i 392 licentiates were elected in 1909.] 
i Creaaient, H.E.H. the Duke of Gouuaught, K.G, 

' Chairman of Com in Ittee, Edward E. Coopef. 

PrinriimI, Sir A. C. Mackenzie, Mus.l>., F.R.A.M. 

: Lad)/ S)(periiit(‘iiJtiiif,'},tiss^Uirlon\yhile,A.E. A.H. 

: Sreretar)/, F. \V. Eehaut. 

' EOYAL COLLEGE OF MUSIC (X883), j 
‘ Prince Consort Eoud, South Kensington, S.W. i 
} Terms (xgxo) Jan. 6 to March 23; May s to 
I July 27 ; Sej)t. 26 to Dec. 17. i 

' Patro 7 i, H.M. The King. 

Prrsidmfy H.E.H. the Prince of Wales, K.G. 
Director, Sir Hubert Parry, Bt., c.v.O., »,C.L., 
Mus.i)oe. 

Jlon, Secret anj, Charles Morley. 

Frank Powmall, M.A. 

GUILDHALL, SCHOOL OF .MUSIC. . 

Terms commence 2nd M. in Jan*, 4th M. 
in April, and 4tb M. in Sept. 
principal, \Yilhara H. Cummings, Mua. Doc. £%,Q(xt 
Secretary, W. Saxe-Wyndham. ................ 350 

Lad)/ Superintendent, Mrs. 0. P. Smith ... 200 

Prafeasors, *30 in number. 


BOKDOX COLLEGE OF MT'BIC, ; 

Gt. Marlborough Street, tY. 1 

Terms <19x0) commence J.an, xo, April x8, and ; 

Sept. tg. I 

Pnneipal, Frederick J . Kari! , Hus. B. f 

Director of Emmns., G. Augu.stu.s Holmes. I 
Secretary, T. Wef‘kcs Holmes. ; 

TOXIC SOL-FA COLLEGE, 22 Bloomsbury ! 
Square, ’VV.C. 

President, John Spencer Cuvwen, P.R. A.M. 
Secretary, M' alter Harrison, Mus.Bac. 

TRINITY COLLEGE OF MUSIC 
Mandeville Place, Manchester Square, W. 
Terms (xgio) ccnnmence Jan. 15, April 30, and 
Sept. 25. 

Chairma n of Board, Sir Frederick Bridge, M.V.O., ; 

MllS.l). f 

Secretary, Shelley Fislier. i 

EOYAL COLLEGE OF ORGANISTS, 

Kensington Gore, S.W. [ 

President, Sir George C. l^>laitin, M.V.o., mur.b. 
Hon. See., Dr. H. A. Harding, 

Iteglstrar, Thomas Shindler, ll.b. ^ 

EOYAL MANCHESTER COLLEGE OF MUSIC 
(X893). Ducie St., Oxhii'd Ed., :Manches!ter. 
TBK.M.'3(x909):-“Sept. 28 to Dee. 20, (x9xo).--Jau. ■ 
IX to April zs ; April 26 to J uly 23. ; 

Patromse, H.M. <)ueen Alexambu. i 

P/c.i‘^dcn^ Sir W. H. UouhLsworth, Kart. I 

Prineipal, Dr. Adtiiph Brodsky. i 

Iteyistrar, Stanley Withers. i 

EOYAL MILITARY SCHOOL OF MUSIC, ! 

Knell er Hall, Hounslow. j 

Commandant, Col. A. G. Balfour, late H.L.I. 

A djufa nt *i: Qr. -3/ r . , Alajor .1 . Bett. ! 

Director of Music, Capt. A. J. Stretton, M.v.o. | 

EOYAL XAVAL SCHOOL OF AIUSIC, Eastney. 
Officer in Charge, ^Maj. F. M. B. Hobbs, R.M.L.I, 
Assist, do., Capt. X. F. Trotnmn, ; 

Adjutant, Lt. J. IHcF. Mitchell, R.M.L.I. 

Director of Music, 2Ud Lt. C. Franklin, R.3I.L.I. 

VICTORIA COLLEGE OF MUSIC, 

Berricr.s .Street, W. 

Principal, J. H. Lewi.s, 3ius.l>. ! 

Chairman, .L M. BentU-y, mils.IXkj. * 

Secretary, George X. Stanton. . ; 

NAVAL. 

ROYAL NAVAL COLLEGE, Greenwich. 
President, Vice-Admir;il Sir John Dnnifoni, 
IXC.B., D.S.O. ' ' 

Captain, Edward 11. Moubray, R.N. 

Commander, John I>. Kelly, r.n. 

Director tf Naval Education, Prof. Ewing, C.B. , 
F.R.S. 

0/lfcr>w, Flc<-t-Siirg. John H. Stenhousc, 
M.B. ; Wm. ^Yilles. 

Stoi’c Officer, Cashier, Ax. , Staff -Pay master G eorge 
Wliitcroft, R.K i 

Seeretary,Tl.emy i\ V. Negus. 

Civil Engineer, G. S. Jacob. 

Curator of 3 £u 8 etim, Hon. Lieut. I3ios. Pratt, R.N. 

EOYAL naval college, Dartmouth. 
Captain, T. D. W. N apier, m. v. 0. , K. n. {Esjnigle). 
Com/nander, H. T. Duller, r.n. 

Headmaster, C. E. A.shford, M.A. 

EOYAL NAVAL COLLEGE, Osberne. i 

Captain, A. H. Christian, n.N. (Racer). • 

Commander, E. S. A. "SV. Stapleton-Cotton, ! 

H.V,0., R.N. I 

Headmaster, C. Godfrey, M.A. ■ 
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i WiVXl. >A VAI Ail Portsmouth, 

1 LeT;w Ba,vi5% C.T.O. (TcrpSiChnH), 

f fiiMirgro C. Cayloj", ii.K. 

t Sih'ivOii'ifi iMward B. Parker, 
j HOVAL MATAL KNCrlNEEBINO COLLEGE, 
i Oevorspovfc. i 

! Cfiitlfffn, L fr. Tufiiell, C.M.u., E.2?. = ! 

I'rutkur, A.M.I.C.E. 

■ i;<nML HOOTi'AL SCHOOL, Greenwich. ; 

6'y hK . eVi p( a in E. Al . C Cooper Key, H. N. 

I liemlnimter, J. E. Evans, b.a. I 

Training Ships for Eoyal STavy. | 

; i'Oit Achemi (for stokers), Fh- ! 

• qitnl (4 ship';, for hoy artiiieers), Gannes, Jm- ‘ 

pveftmiblc (z ships), Inda.i (3 ships, for super- • 
mBiita’firy artiiittei's), (fov stokiTS), i 

rew>do.‘?(3£hit»s,forboyaYtilieers) ; and AIariue ■ SHORBPTXt'n Tkchmcal Ixstittjte, 
HoHety’s Ship and National Eeiuges , street, Xio.uon, 'S.^Fridctpal, S 

Ships Arethvm awi &ikJmt(‘r {ste Societies). | L E. Xapley. 

Training Ships for Mercantile Marine. ' IhLiPESoiiCHjL for Giuls 

Thames Ka'ctioal 'riiAiKixti eva-UKjE (Ixf.or.- 
POKATEP).— H.Af.S, oif Greciihithe. 

CfipA Siipt, I). Wilson Barker, r.x.ie, f.r.s.e. 

Capet School, Ship Coior^y, Hock Kerry, Birkon- 
head. Cuptaia, Comm. il.\\'.Broadiieiit, R.x. r. 

Thainino ship VunumlU otf Em fieet (JReforma- 
tory Ship). Sr/jL, Capt, H. W. Hteeie, 11.N. *, 

' ^Vr., AV. Alillachip, 66 Coluiuan Street, E.C. 

, TUAixixa Ship CL'o, Baiv,;’or (Xortii Wales, 

Ghent or, and Border Counties Trainin'^ Ship 
I Society). 

I Training Ship Tudi^fathjnhle, >A‘W Ferry, Bir- 
i kenhead, Pol* bo.is of gootl cluirdcter only, 
j iktpt, A. Wellesley lin innor. 

! Ti'aiiGiKj Ship. 

, .Metropolitan ‘AftYJ.rMis Boai:j>, Keiuifnih (see 

p. 3 x*). 

J TECHNICAL ELXTCATION. 

: LOXBGN corx'i'v curxerL 

, The Education (London) Aet, 1903, nliicli 
applies the provisionsof the Education Ael, 1902, 

, with <'ertaiu nuFliUcatious, to London, came into 
force Alay s. 1904. 

■ The ■jirinchtal technical institutes maintained 
Of aided hy the Council are the folhuvi)!" 

: cidorh/ niaiutauH'tl hp the L.C,(\ 

Bevffoy IN'^titute, Prince’s .Hoad, Vau.vhali 

• Stnat, Ik(tihiinsti'i% A. iGtchie-Scott, 

! use. ... . 

J'AMIJKnWlILL .SCHOOL OF ARTS ANP CRAFTS, 
f Pec.kham Koad, .'>«(, W. B. D.-ilton ; 

\ Sn'refrtrth C. IL .!ohii«on, ii.A. 

5 Campf.n Hchool oF Art, Palmeuy AA’cnue, N. 

: -PHnnpaU Francis Black, it.n.A., A.it.c.A. 

I Central sououl of arts ani» Crafts (with 
! which is iueovpomtcd the Jlt>VAL Female 
j SCHOOL OF Art), Southampton Row, W.C. — 

PnnHpaf, Profcs.sor W. K. Leihaby; Sceve- 
i tarn, C, W. Bc-ckeit. 

Clapham .School of Art, Eclgely Hoad, High 
Street, Claphain, .S.W.-'CrouujwL L. 

NightinfSfala. 

Hacenet Institute— P nue«><L Percy It. Kirk, 

M.A., A,M.I,U,E., A.M.I.H.K. vSm,, A. Ofew. 

(a) Eaehiry ImtituU^ Balstou Lane, N.B. 

(b) Sir John Cms Haekne-it ImtiUitet Cass* 
f laud Koad, N.E» 
i lASutiwaiS School of aets akb Ceaf ts, 

. |«e Gftoye, Shepherd’s Bush, W.-iSTeudl- 
; Francis Hawke®. 


Norwooi) Tecu'NICAL Institute, Knight’s Hill, 
West Norwood, H.E.-- W. Hunting- 
ton, B. Sc. 

Pa DP iNOTON technical Ins:titute, Saltram 
Orescent, IV. — PrineipaJ, A. G. Cooke, 31 . A. ; 
Secirtary, J. E. la^ak. 

Putney .school or Art, Oxford Ptoad, Putney. — 
nettihim,stei\ ,r. Bowy^i*. 

.School or butlmng, Feiaidalc Hoad, Brixton, 
.S.W.— iL W, Riciiards ; Secretary, 
IV. A. Andrews. 

School of Engineering anh XAi*i«ATtoN, 
High Street, Poplar, E.~ Pruaupal, H. A. 
Garrat t, m.I.n.A., assoc. m.inst.c.E. ; Secretanjy 
A. IL For{,>es. 

School of Photo-Engraa'inq anh Litho- 
graphy, Bolt Court, Fleet Slrcet.--/L-02ej>ai, 

A. J, Kewtoii. 

Pitfield 
Hicks ; 

TiLVw; SoiiouT. for Girls, L.C.C. Ilaranu-rsrnith 
School of Arts find Crafts, Lime Grove, Shep- 
I lierd’a Bush, IV . — Lady nni>eriiitcndenti Hiss 
‘ II. A. ,T. i;oon. 

Trahe School fur Girl?, Queen StiUfire, 
Blonmislniry,IV.C.~ Ltoly napcrintrndetif, Af iss 

B. AL Oiuiuington. 

. II'E-^tTminster Technical Institute, Vincent 
Stiuarc, S.IV., with which is incorporated the 
i Westminster School of Xv.r.—Pniiciyal, 

! J, Stuart Ker, B.yc. ; SecreUenj, Hiss K. 0 . 

, Helmore, Umdiatt Jer, School of Art, Alouat 
I I.oudan. 

! Polykeh a akkd by the L. (\ C. 

■ Battersea Polytechnic, Batter.sea Park Road, 
f^.SX.—Pf'htCtpal, S. G. PawKon, I)..nc. ; SW'., 

' ;r. lifirwood. 

r.iRKBr.ric CuLLUOF, Bie:inr.s Building.^, (’lian- 
eery Liiin.\--J‘rXa'ipa\ O’. Ai’natage .Smith, 
H.Lit. ; iSV’?’.. H. IS'elb'Eajne.s. 
r>oKOU(Hi Folvteohnio, B(*rougli .Road, S.E.— 
PnnripaU (X T. Millis, m.i.meoh.e. ; .SVc., IV. 
11 . Jvichardson. 

City of London College, White Street, Aloor- 
, fields, --ih'onaj/U?, Sidney Hmnprie.s, LL.B. ; 

' XVr., D, SfiVfigc. 

, X 0 RTHA 3 IPT 0 N PtlLYTECllNIC INSTITUTE, Cbuk- 
enweil. — Prhhnynl, P, AT. Wfilns.sley, H.Sc., 
r.R.S.E. ; S'fV.5 IV. K. IRivis. 

XoRTHEJiN PoLYTKCllNIC, .liolloway Kd., X.— 
/ r/?2. , R. S. Clay, 3 >. sc. ; , IV. Af, h, 

' ilKGKNT STREET PoI.YTEOHN iC, 309 Regent 
! Street. IV . — Dtirefor qf EilueuHon, Bohert 
Mih'hell ; SV,.., l. Harris. 

, Sir John Cass Technical Institute, AI<1gate. 

I — Ptiiicipul, C. A. Keiine, D.sc. ; Sec., H. 

! Davison, ala. 

.SouTH-IViisTEEN Polytechnic, ILmi’esa Ib>ad, 

I Chehea, .S.IV.— /bveeharC S. Skinner, JLA. ; 

I .Si'c., H. B. Harper. 

; Woolwich Polytechnic, William Street, 

} Wofdwich.—- HrottV/w?, IV. Gannon, Ai.A. ; Seo., 

' A. J. Xaylor. 

0 . j Techiikcd hi^titute.^, ahkd hy the L.C.C. 
Aldenjiam Tnstitt'te, Paueras Ho;id, XMV.— 
JJoii, See . , H. S. Wingard, 

Beraiondsey Settlement, Famcombe Street, 
Jamaica Hoad, S.E.— ITimh'yi, Bev. J. Scott 
Lidgctt. 

Chubch In-STITUTE, Wiseton Ed., I' pper Tooting. 

Bon, Secretary, C. H. Baker. 

Craft school, 37-39 stepney Green, E.— -/Vm- 
etpa^, Gilbert C, (Jooke. 


imkWsAl:MT«'i 9 io: 


j Ttchnknl ColkgesSociol 

BkVak IssTiTiJTP, ‘N'mv Battorrfeaj'S.W.— 

! Ht^ci'etavih V*'. F. Jfol!n+:.s. 

: 0 »>i;i)SMlfi!b’ C’OLLErU'], JS'ew Cross S.E.~~ir«r- 
r/'-?;, Loriiipr, M.A, 

> LEATinmSKLLEllH' i'oMPANV’H TECHNUJAL ■ COL- 
i.KOK, Toua*!* iJritlijffj Jl'Mul, S.E.~ . Pyineipixt, 
Im'. T. Gorf].‘»rt ?;U’k(T. 

‘.MoitLKV COi'-LEf.E, Waterloo H.E.— i^rm- 

ci/ral, C. R. .Buytoii, m.a. ; ^’kn-Pn'/tdptttf'MisB 
i .s]»ei‘i>shartk,'. 

; IloYAL School of Alt Xr.FDLEVcriRK, Exhibition 
Road, 'r^.^W- Secretdri}', Miss fi'eiiiielh 
' Sailous’ IIomh, Dock Street, E. (School of 
^s’uutieal Coukcryl. —S'ccrcb/r//, A. M. Lodei*. 

; St. BiiiOE Founoatiun Isststlte, Bride Lane, 
ih'efc Street, E.C. (bu’ Printin" Tracies). — 
Manft^fcr (vaeahtL 

; S!’Hn.^L np ALT Wooo-c alvjnt;, 39 Thmioe 
; Place. S. W.--- St-’/rSo’)/, (A McEnree. 

\ \VANF>'-\P.!!:TH TKCHxicAL l^iSTriUlT, 31 is;h 
f Street , WiUHlswortli, vS.W. — Pniicipnl. €t. E. 

; Ooodchild, H.A. 

■ V,'oi:n!XG .MtLS'b Ct‘i.i.i:':E, Crowndaie iUl, N.AW 
; — .Supii'inteiHknf, E. V. Duchesne. 

i SchfHiJs fif A (tiih'A hif tht' L.C.C. 

BiArKHK.rnr, Li:e, Lpva^iiAAr a\d Dreexwioh, 

1 l.ee Road, Biackheath.— //cutbii««ov, J. H. 

5 Hale. 

, C'LAFiux am> SrAMl'OFlJ HlLf., 8 x Clapton 
i Conin.on.— 7 /f‘fnbHAbr,sv, MLsF. E<lith < tiles. 

! Lt.MiJETH, St. D.v,va]d'b Place, Ppper Kcnninft'ton 
1 Lauc.--//ca(///?(.'.v/* r, 1 '. McKej^'i-ie. 

J St, .Maltln's. Cattle S{.. Endcil M., Lonb" Acre. 

- ,b E, AilcM!. 

I In addition to the above scbo<ds there .are 
'! Art Sclambi or Classes at laehed to all the Poly- 
‘ toehnies, e.xeept the Northern Ptdyttvhnh*. 

1 Schools of Art are ab>o eonductod by the City and 
; Cuiki.^of Losidon lintituteat Piiislmry Toclniieal 
!■ foilepft: and at the South LfUtdon Technical Art 
jM'htvil, 222-124 Keatuiyuion Park Iload (see 
I bel.'.w). 
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I Trades’ Tratxino Schools, 153 Great Titchfield 
j St., \Y. --Director^ H. Phillips }?’i etcher, 
1 Ril.I.B.A, 

I AaTU.KSDEX PuIATECTTXro, Priory Park Poad., 
! IS'.W.*— ^\’'^iliain Houston, ii.A. 

:1 PROVINCIAL TECHNICAL COLLEGES. 

I ClTA' OP BRABFOBD TKCirXTCAL CoLLEUK.-- 
PnneqHd, Prof. ML IM. Gardner, yf.s'e.-- 
Bceretarif EduMh'on Commitfiv, TIkkb. GarUutt, 
Town Hall, Bradford- 

BTiuriNGiiAM (Vittoria Street™ For Jewell ens and 
; Siiversniiths),— jf/cffd/iuoyb’r, Arthur J. Gaskin; 
i See. , A. H. Leaney. 

I BRrC.HTON AlrKIOTPAL TKCUXICAI. COLT.EaE.— 

j PrumpaJ^ '\V. Beckit Burriie, D.se, 

I Derby TECrixtcAL ixo-lege. 

i Prlncrpnl^ F, W. Shurlock, b.sg. 
j Regwimv, J. I.. Rc-cs. 

I Glasgow axd W'est of senTLANO T’EniMCAT. 
j College, (GeoJve street, ({]a.sp,o>\ s. 

I Seeivtarg (wd l>hvet<h\ li. F. Stoekdaic, r.its.E. 

: lAhrarmn, Peter Bennett. 

Hui>i)Ei;sFrELi> Technical College. 

t Pi'iurfpal^ y. IDidson, x.A. 

; Seeirfanf, T'hoinas Thorp. 

AlANf!H>TEE ■MCNicTp.il. ScflOOL I'E TECHXO- 

I LOGAL — Pr!nrip0{, A. 11. Iloynolds, 3 l.se.; 

I Do., ,J.P.AVrap,'OH, 3 LS<\; P*7/Avj/or,iJ.AVjll.uuns. 
j NOKTHA3IPTON AN!) COUNTY TECHNICAL Al\l> 
! .\L'T SCHOOL, NoiThainpioii.--G/p«?n\u’n«./*SVf.’., 

i Aifia-d i». Eahior. 

1 Salford Royal 1 ’echntcal Institute, Salfordi. 

I - Prineipot, B, Prentice, D.-'-'C. 

, StoivK-on-I’uent, Lt.nji't on Sutherland luptitutc. 
1 —IJe(fi}nia(dri\\V, Harris, Ph.b. ; Sca-efare^ 
j \V. T*. Coi)e. 

i SOCIOLOGY, &c. 

1 PtUSKiN CtHj.EGE, M'orcester Piaee, OxfonL 
I Hcs*. I.Pdvree, Gilberi Slater, I‘.Se, 
j Se^'tyfarp, PK.*rtrain Wilson. 


• If.-OTiilMt LoXDGX INM’iTlTIoNX 

• City and Guilds of Loiidoa Institute, 

) Gj'eslatiti Colie-v, E.U. 

i P(tf,yn, H.M. T1ie Kuilg 
’ Ohuh'tiHia nf CnvnciU Th« Earl of.Halbhury, 

Geor^^^e Baker, 

Phaii'itiait LbVfV/'b’rc CfO/h/o^hT, Sir John Wolfe i 
Harry, K.e.p., .r.l,'.'". j 

' P‘>r>. S»yrt sir.iolin AVatney. i 

SVc/vOo’c, A. L. i'oper. 

St'hotip^ Cobt u’<',s’ a, hi Ikpai’inienf'^', 
(ilfENTUAL 'j'ECHNP'AL CoLLEGE, ExhihUion 

• Road, S. W.— /t'-pr ,'.vc,';n T’, Alather, F.n.S., 
Kii'ete. Eiift/'. ; W. E. LMli>y, 3i. A., Cie, <v Meah. 

, Pnge.' fi' E. Arjiislronjf, L.n.y. Vhemldeg \ , 
O. Ilenvici, A' Mn-h.; ; 

. (s) Xl<ti\io.vl College, Letunird St , Finsbury, ■ 
I E.C. /b e?; .'.‘XV), )■'. P. 'rhoJUDAOU, D.SC., F.U.S., 

: Plcefr, Phiiihxti-lng (tiul Py'.nelpfil; E. G. 

‘ t'ukcr, It. MeeIxoL Png.: il. Mtddohi, E.R.S,, 

■ ; A. U. Bropliy, Head Muater of 

|, Applied Art ; JPghPrar, K. Dove. 

U'3,> 'iT.UHNK AL Art SOHcKtL, XZ2 <fc 124 Keiiiimg* 

I lull Park Road, S.E. 

I (4) Deoart.mem’ of Tp:chnolooy, E.xhibition 
Road, S.W.---,bVpt, .Sir Philip iiagnus ; Aest*, 
0. Tdiiy Yule. ^ 

fCiTY AND Guilds Leather ITv.Am’ SuHdeL, 4a 
Bethnal Green Hoad, E.— T/eceebnurater, F, Y, 
Goldhig. 


THEOLOGICAL, &c. 
dturdt of Enghiid. 

JUP,Kr,XHEAD (St. Ahlan'.s). — PrindpaJ.^ Bev, 
Frederic .Sinupter Coiy Waiinan, iLP. 

Bi’roh (SI. Panl'.s Missionary cvdl.),-* Prf/n:.>cd, 
Uev. Canon Dod.^ou, yi.A. 

C'AP.EtiiDGE (lUtiley Hall). ~ Prundput, Jlov. A. -1. 
Tail. XL A. 

CAxrBJHiiOE fCleivy I’raiuiii'j; School). — Prlnei- 
■paU her. H. -I, C. Knitcht, d.p. 

Ca NT ER ur L.Y (St, A ugu«‘ti no's M i - 'it tj any C« tlloge). 

— HVuvfcp, Ut. .iP-v. Bi,:ho]> Knight, D.D. 
Chichestei!.- A v/ab, Rev. Preb. Rickaol, H.A. 
CUDDJiNi>ON.---iTb)'*., Bcv. d. O. Joluiyton, .M.A. 
BOi;cnE.sTEii, O\on. (Foreign i\lis.sionarj — 
PritidpeU Jlcv. V. T. Kirby, m. a. 

ELY. ~-ib-bi(\, Rev. Canon B. W. Bandobdi, r*.D. 
HiGHBr irA— Sec p, 370 . 

Isle 0 ? AIAN (The Ibshf'p Mdlson Tbeo-l. Schix.i), 
Rev. R. Lakemim I'oHin.si, xj.a. 
I.sLlNGTON (Church .Mi.ssionacy College).™ e., 
Rev. John Alfred Lightfoot, xi. A. 

XjEEds (Clergy School).— /‘rbci/iG/, Rev. JanuA 
Gilliland Simpson, d.d. 

Lichuibld. ^Prin di'Ml ( vaeatit). 

Lincoln.— /V b?cG)«L Pgv. Chanedlor Crowfoot, 
M.A. J Warden-^ Bev, .1. Du Buiatjon. m.a. 
LLANDAFF<at. MichaclVsX^BVrrde/t, Rev. H. R. 
Johnson, jla. 

London (King’s College, '\V.C.),^Prificipa 2 , Rev. 
Arthur C. Htwilaui, d.d. 
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ThfuhKj'ml (Mlefies-— Training Colleges. 


MHiniii) (<'»ilkia:e uf the liesnri’eetion). — 

. ■ W. If. Frere, M.A. ; M a-rrfen, 

K^-v. F.. >f.A. , rr 

' Ecv, ^v. Ji. 

ihiu.itli i*. i>. . , « 

Slephcn'h Home). ~~~rruici pat ^ hcv. 

0 . M.A. 

Kev. Battershy-ilarfortl, M.A. 

' kev. Fanoji Abbott, M.A. 

AV A !! MiNSTKR (St . F.ouifaec Missionary Colloge). — 
Kev. Arthur H. \!K-tey. m. a.. ; 

Wrm.s. .. ]U v. Hfiiry leigltion Oomige, ; 

[ . ,M.A. ■ 

• Epiacnfml C/turrh. 

\ Edinburgh. — C anon A. Mitchell, b.p. ; 

Hni,rA!:T. 1U‘V. J. M'. It. Campbell, 

M. A. '■ 

hibsnrin'. Gumum}\ Hcv. Joins S. Simon. ' 
IIaM'S^aorTH, - Rev. S. WhilelKJJul. ' 
HF.AMNORi;v.-t;ofrr#e»/\ ilev. T. H. Mawson. 

U AN<‘ifi.>r5;R. N ietoria Park (Cnited Methoflist ; 

Fol}. f. PriiK'qhd, llev. Sherwooti, 
M.vNt'nj^TRi:, Abixandru IM., Hartley (Primitive ' 
.Mf^thodist).--/'/’///,*.. Rev. \\ . Jone.s Davies, i 
Ranmoou, siiKrni'.T.n (Fnited ^retiiodist).— 
Pt'lanipa!., Rev. S. Fleiiua'.s., n l>. 
RieiLMoNJKSum‘y).-"bC!? p. 270. 

PuPfjrp.prttkmaL t 

Bakroii (Tudcpendejit Coll, xZ^\).-~P rind pal ^ j 
' Hcv. T. Bee.^, M. A. ‘ 

PdiAbFoitb, VoRKS (t'nited College). --/V<nc/>a?, ' 
Jlev. E. CritHth-.bnic.s;, U.A. 
liliKcoK. Pi‘ui* ipaf, Rev, Th. f-ovis, B.P. 
Huis'iob (Western College).— /*roi<op(d, Rev. C. 
diapiinui. I.I.. b. 

Cam lJ!Ub(<K (< 'hcsliunt College). "“AV.vob’rtt Tutor ^ 
IL v. E. W. .btliU'^on, M.A. 

FiMSiurr.rtn (Coorge Pdcdpol, Rev. J. M. 

Hodg-Jon, b.i». 

Hacknky, HampstcJid. -Scei». 370. 

ManchrsTIIK (l.aii-'nsbire Independent (.’ollcge). 
—PriHi-ijml, Rev. AValier F. ,\dcney, b.n. 

' Nl-AV ( OLl.F.OE, HAMBSTKAP.— See p‘, 370. 
NhrrflNOnA.M. '--/Vottvpn/, Rev. li. b. Uiteliie. 
mvauh MANSFiKt.b CoLM'f.K (1886). ---/Vmc., 

I Rev, W. a Si'jisio, M..A. 

' iitnoan Cathhlir, 

Kr..AIUH. Aberdeen (St,. Mary's t. -/hv'.vMbojf, Rt. 
Rev. Jasiies MH'lregor 


MANCHESTER.— Fm?., Rev. J. T. Alarsliall, I).!). 

AlrPLANl) CoWi. (Nottingham).-— Rev. 


Sidney A?. Bowser, B. A., , 

Bast(>Rs' (?OLLEdE(KeAvi!:]igtonj ^.,'E.).~-~Premlent, 


Rev. 'ntomas Sptirgeon. 

BwlAVTiON, Leeds.— F/m, Ilcv.AVb E. B!omflleld,B.n, 
Presbyterian, 

Aberdeen (ITnited Free Church Coll.).— Pn’nc., 
J.ames Iveracli, D.D. 

Belfast (Bresbyterian Coll). —Pre&'., Rev. 
AlatthCAV Leitch, D.D. 

Cambridge (AVestminstcr Coll).— Pmic., Rev. 
John Skhincr. r>. i>. 

Dkrrv (Jlagee Co].).— Pmv., .1. II. Leebod)', D.sc. 
Edinburgh (Cnitod Free Church Ncav Coll.).— 
Principal. Rev. Alexander Wliyte, d.d. 
CL,\SG 0 W(Fnited Free Church Coll).— P//'/ic/jpfd, 
1'homas AL X.indsay, D.D. 

Ca I vin ls( i e Method I sts, 

^VBEP.YSTWtTH.— Pnnetprt?., Rev, (>. Prys, M.A. 
JiAhA.—PrtJicuial, Rev. E. Ed^vards, D.I>. 
Unifitrian. 

Manchester.— PW/ iC,, Rev. Alex. Gordon, M.A. 

Theology Vn/dtered by Dogma. 

C A tor A RTH EN PRKS B Y TER E AN COLLEG E. — Prill - 
eqfal^ )Valter J. Evans, M.A, 

Oxio'iRD Ofanche.ster Coll).— PrDic/>t?, Rev, J. 
E.stlin Carpenter, D.i.itfc. 

JEATS’ COLLEGE, Queen Square House, W.C. 

P resident i Rev, Dr. Hermatm Adler, O.V.O., Cbiui' 
Rabid. 

Pnncq>al, Ih’of. A. Buehlcr, Ph.I>. 

TRAINIKG COLLEGES, 

Church of England. 

NaHonal Society. 

' R ATTEIJSK A. —Prill. , Rev. H. M'esley Dennis, M. A. 

< A UM A in'HEN. - - Pri/idpal^ Rev. A. AV. Parry, B. A, 
(.‘HELSEA (St. Mark's College).— Pn‘/ic(poZ, Rev. 
i R. Htidson.M.A. 

, CHELSEAjWhitelands ('Women).— PW?ici>£iZ, Miss 
J C. G. Luard. 

Iloine and Colonial School Society. 

\ Hichbukt Hill, N., Secondary (Women).— 
Prineipal, ReA% D. -L Thomas, M.A. 
i tVooD Green, N., Elementary (AYomen).— 
; J'rincqud, Rev. 1), J. Thomas, M.A. 

Diocesan, d-c 


‘’‘‘'■5 !;?Ar,;':;hrV.! ^ Kcv. Omo., Fairdnl.], M.A. 


i*re o'tlntt. Itfv. Tlittma.'^ O’Donnell <!.M. 

Ham Ki<>A‘ Uii>. Rngclcv (M. 'lhnina'.’s Formal 
Coll). - Pegmt, I ery Kw. .S. D. Folgiiora, S.T.B, 
HrRFr*'RD (St. Mifiiaer.s Vvun},),— Cathedral 
' Privr. Right Rev. J. c. Fouler, tv.s.B. 

* iKKD.-'CSt. .bjiscph’s Seiiiiiiary). -Peeb;/*, Rt. Rev. 
! Dr. Gordon. 

Id Enrotq, (St. EdwardV, Kveitonl— 

Vejy Rev. E\un Canon ,Bank.‘^, n.A. 

, Mn.L Mill, N.Vf. (.St, Jo.’iejdi'.'s, for Fcireign 
Mis''ions>. ■ Heetor, Very Rev. C. Aheime. 


BduoHTON (Women).— .Rev. CL'. Corfielcb. M.A, , 
CKELTENHAAt'(St. PauFs, St, .Sfary’s .Hal!,and tlie 
Ihiory Hostel). —Primipal, Rev. II. A. Bren',M. A. 
Chester.— R tev. John D. Best,, AL A.'' 

()Hic HESTER (Women), Bisliop Otter Alemorial 
College. — Prindpal, Rev. E. Hammonds, M.A. 
Cl; LH AM.— .Rev. A. R, Whitham, M.A. 

DERBY (Women).— Rev. A. B. Bater, M.A. ■ 
BCIiham (Bede Coll).— Rev. Donald Jones, B.D. 

. „ St. Hild'sX’Wo.meR). —Rev. Canon Haworth, 

i EXETKr..-R;v. Tt n. Couch, ™n, M.A. 

UL\. W 1 i aj KIUMIII, } . 1 , Tn-Tc;t.nl AVoniPTfA — R av 


St. AHAfURSt.Bue.itCst— LVcl.Hev. 0. Townsend. 
.ST. Pathick's CoLLEoa-i (AIayiirajth),-~PmWdmf, 
I Right Rev. D. Aluniii.x, D.D, 

i Ilaptisf. 

! Principal, Rev. Silas Morris, M,A. 

1 BaiiifaiLCx^SSs). **■ Pm. , Eev.'W. J. Henderson,!. A. 
' tUliMW (S. Wiles BaiRlst . CoII.l— Pr 4 inn|H?l, 
Rbv. W. Idwanls, D.D. V 
j 0 LAi« 0 W,-*Pri!'it., Rev. Jervis Cimis, D.D, 


Fishponds, BiLstol (Women).— Rev, J. R. W. 
T’homas, M.A. 

HocKERiLL, Bishop’s Stortford (Women).- 
Rev. A, E. Murray- Ay nsiey, M.A. 

Lincoln (Women).— Rev. Canon Rowe, M.A. 
NTorwich and Ely, Norwich (Women).— Rev. 
J. A- Hannah, M.A. 

Oxford (Women),— -Pad?/ Prin., Miss Simpson. 
„ (Cliei’U'ell Hall, Secondary: Women).— 
Principal, Miss C. I. Dodd, M.A. 
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Train Ing Colleges— Uni/versity SeitJemn is , 


' Pp;rERBOKot'GH---P/v/»., iltiv. Thomas Ward, M. A. 

1 niPoN (Women).™ I'lcv. Isaac A. Smith, H.A, 

I St. Cnnnoiit Itoad, Camberwell, S.E. 

j (Women). —PW/aa’p/if, JSriss BLshop. 

SALisnuRY, Barnard’s Cross (Women),— Pn*?nj., 
Kev. Caiion Steward, JI.A. 

; Sai.tlev (BiiTtungliam).— Kev. Canon Burbidge, 

! M.A. . 

: Tr.uno (Women).— The Kt. Kev. the Lord Bishop 
of St. Germans. 

! Warria'GTON (Women).— Eev. S, BlofeH, b.a. 

I WrecKESTKFw.— Ilev. Canon Martin, M.A. 

: YoiiK.— Principal, Rev. H. M'alker, M.A. 

i S.P.C.K, 

Stkpnet, 384-393: Commercial Road, E. (for Lay 
: Workers).— Rev. C. J. Beresford. 

, Totten BAmC W omen).— Rev, Preb. E, HobsoUjM. A. 

i Britiffh and. Forcifm School Sacietji, 

; 114 to ii5 Ttnnple Chambers, E.O. 

■ I)Arj,JXGTON’(Worae?i).”- Prin. ,W, A.SpaiTord,M. A. i 

• ISEEWOFTil (Borough Kd. Coil.).— -P>7*nr//>ct/, A. i 
j Burrell, M.A. j 

' Saffron Walben (Womm),~-Prin€i2Ml, IMiss j 
! Dunlop. I 

i Stoc,kw:et.l (Women).- Prmelpal, ])r.iss Afaiiley. i 

; SWAXSIIA (Woinen).— David Salmon, i 

I Wesleyan. I 

I 'BattebS'EA, Soiiti'ilands (Women)- — Prineipal, ! 
i Rev. James Cha'pmtui. 

} Westminsteh.-— R ev. H. B. M^orkrnan, 

I B.Lit. 

I Roiaan Catholic, 

j HAMMERSMITH (Men).— Rcv. A, Moynihan,c.M. 
i Liverpool, S. Alary’s Hall, ATount Pleasant 
I (Women : Secondary). —Alias Partridge. 

! Liverpool, Alt. Pleasant (AV'oinea : Elementary). 
— .Ali.ss Beiiord. 

ITndenomiiiational. 

Loitnou Call tit a ComnHL \ 

lONbON (AI«.‘n and Women), Soiithampton Row, 
AV'.C. G''or three-year students only.}— Pmt- 
cipai, Profe.sst»r .1. "Adams, n.sc. 

■ AVERV Hill (AV omen), Eltham. (Resident and 
, day studentk)- Alias E. At. Julian, 
l ■ ALA. ' ■ ■ 

I Clai'HAM (AVojuen), Cedars Road, Clapham, 
j S.W. (Day students o\\ly.)~~Pnneipal, Ati® 
j L. Brackeniniry, M. A. 

! F{.t.I!AM (Women), Pinkiy Street. Fulhfun, S.AAL 
' (Day stndciAs 01,’},)— Prineipal, Aims A. 

I hlo\)l- Evans, Ai.A. 

■ GciLOSAUTiis’ CcH.LEGE (Ak'U and AVomen), New 

Cross, S. E. Conducted by the University of 
J,ond<»n in asBoeintiun with the London County 
( 'ouneil ami other County and Borough 
Councils, (Day students (>nly.)— ir«rdc/i, \Vk 
Luring, M.A. 

GKAV.SToiiK Place (Women), Bream’s Buildings. 

i-’otter Lane, E,<.t—/h-/rc;/pa(, VV.T. Goode, M.A, 
Islington (Men), <.hYord Road, Barnsbiuy, N.— 
Principal, T. F. G. Dexter, B.sc. 

AfooiiFiELDS (W'oinen), Finsbury Street, Aloor- 
litdds, E.C. (Day afeudents only.)— Pn'ncljaaL 
Airs. S. J. Bannister, L.L.A. 

Bbbforh Coll., Cuiv. of London (Women; 

Secondujy).— Aliss Alorton, ALA. 

BIRMINGITAAI l;NfVER.SITY. 

Bristol (rxivEEsiTY. 


Caaieerwell. Prtchfdor "i'r. (oil. (W'omoii).- - 
Goim.y G othworkcr >' Co. ; Prior ., Tdiss .Ri.gg. 
CAMBEihGE, Hoiuciton (.'oliege (M’oincn). 
Cambridge (Women: Secondary).— Alias AL H. 

Wood, Litt.D. 

Cardiff (Univ. ColL). 

Edgehill, Liverpool (AV'omen).— Aliss Hale. . 
Edinburgh, 5 Alelville Street (Women).— Aliss 
ALB. W'alker. 

Exeter (Roy'al Albert Alemorial IJniv. College). 
Liverpool l^Nivi psiry. 

London (King’s College, AV.C.)— Pram., Rev. A. 

C. Headlam, i> i). 

„ (St. Alary s College, Paddington, Uni V. of 
London— AVomen : Secondary). — Alles- 
ILL. Powell. 

AIanchester Universitt. 

AIai’.ia Grey College, London, K.AY. (Women,.: i 
Secondary).— Aliss. A. 'W'oods. ■ . 

Nottingham (Iiuiv. Coll). I 

i Oxford University (Meu).-~Actmg Principal, I 
i G. R, Scott, M. A. 

I Reading (Univ. Coll). 

I Southampton (Hartley Univ. Coll,).' | 

I For Teachers cf the Deaf. { 

I Ealing, Eaton Rise (Piir«^ Oral System).— ; 
j Principal and ;SV:ert’(«r/G AIis.s llewett, i 

j Training College for Tr.oMiEus of the Deaf | 
j AN.f> Dumb (Pure Oral System), ii, Fitaroy j 
Square, W.~~^ Director, 0. Sisley Haycock. 

HHIVERSITY SETTIEMEHTS, &c. 
Bermondsey sett-lement, Fameombe Street, 
Jamaica Road, S.E.— irurdcn, llev. J. Scott 
r.idgett. 

Caius House, Battersea, S.AV.— IFanfen.,; ■ Rev. T 
J. T. Avent. 

CambPvIDGe House, 131 Carnberwell Boad, S.E. , 
— iit’ud, Rev. W. H. H. Elliott, M.A. 

Chalfont House, 20 Queen’s Square, E.C. j 
(Friends’).— Bff rtf ew, 

Cheltenham (Jollegf. Settlement, Old ATichoii 
St., Shoreditch, E.— irfireicn, j 

BDINBURCai, 21 Bucoa-ugh Place.— BVi oh- n, 
Hector Alunro-Ferguson. ■}, 

Huxton Settlement, 280 Bleyton St., NeUon ; 

St., N.— •irroYfeu, i 

AlANCiiKsTKii (Ancoat-i Hall).— ir«rdcn, J. II. \ 
Whitehouse, i 

AIanaspield Hou:m;, 89 Barking Rojol, Cunning 
Town, E.—hViohm, Rcv. JJ. Cubbon, M.A. 1 
Newman House, ICenningtou Park Road, H.E.— 
irtJfrdcn, i 

Oxford House, Mape Street, Bt Umal Green, E. ' 
—Mine/, Rev. H. R. L. sheppard, B.A. 

Passmore Edwmrds settlement, 'ravi.s'tock , 
Place, W.C.— lUfTct/ca, G. E. Glad^^toiu-. i 

Robert Browning settlement, Viuk street. 

AYahvorth Rd., S. R. — li’ai th n, F, Ih Stead, M. a. i 
ST. AIARGARET’S Hoi.'.se, liethn.al Green, N.— ‘ 
iieafdenf, Aliad Harington. 

Toynbee Hall, Commert.ial St., Whitechapel.— ; 
President , Rcv. Canon Barnett, m.a. ; irarde/i, i 
T. E. Harvey, M.A. ; C. R. Attlee, M.A. . 
AVomen ’ s S ettlement, 457 BavkingRd.. Carming ■ 
Town, Ft.—Reridait, .Miss il. H. (meelhani. 
Women ’s i: ni v. .Skttlem e.nt,44 N elson St p ,'Biack- 
: friars Road, B.E.— B'an/en, Miss AI. 

Sharidcy. 

WOODBROOKE Skttlkaient, .Sellj Oak, Birnting- 
ham (Frienda’),— ir«rden, 
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Veter mar fj ColUffeH^Universifj/ E-vtension, 


VETEBIHABt**, 

Any falsely usgtnmng ilic title of 

A'ott'ri.nary Surgeon is liable to a penalty under 
the Vuterinury Surgeons Aet (i88x). Debts in- 
curvc<\ in trt utiunnt t»f aniJjiala by such persons 
are not n‘<;overjible at l:r*v. 

.KuVAb Coixi-rar. op A’r.TErjNAUT Surokoks, 

lo fled Turin Sf snare, W.t'. 

P,vxlfk»f:, Samuel Lrx-ke, M.rt,r’,T.S. 

.S'-'f-o bo**/ and 7<V;7?>f/**0’, yred Builoek. 

Diplotmi'^ panted, M.E..G.A’’.S. and F.B.O.V.S, 
UOVAL YiTrnniNAKY CuLT.Erip, Camden Town. 
P<ifhun‘vj and Sit* ,T. ^TeFadyean, 

M. B. ('/V/ie and I*< _ 

VtifPi'iiH'ti’a ^'h'.dhPih', IL A. Woodruff. 
i'hchiPdt'fi i\, i>. Landta*. 

A/su0 ..‘/J7, II S. Shave, T. Alaequeen, 

Phl!-d>jhfi^:a auil Hidoloaa^ T1 tb Jlrodie. 

Jjiak>a>i, li. W. Alarett i’ims. 

.Vobr/e M-'d. til'd Hurdme, C{. H. Wofddrldge, 
Jdtthir^, R Rumps. 

Aivr 'bovb Riebard A. X. Re.vys. 

llOVAr. f DICX) VETf.illNAUV CoLLRUEjblinbnrpi. 

MMicia<- ti' Ov'''b‘b*Av, .f. It. V. De\var(/VMea/*o/ ). 

' nod Mat, MtMh'H-, Arthur tfoiton. 

' Pafhal. urjl. Tiaatei'iolo^n,, Herald Leighton. 

! Phijahlfitjti, It A. FiU‘«pihavsoti. 

Aitakaitji aiid 0. Chaniork Bradley. 

and /'/.M/,v<es*,'(L H. Genum*!!. 

Bafaujf and Zndntaj, It. S. l^fac Dongaii. 

and 'itahk Managt'iitetJ^ \V. .L Moody. 
ViiTKlilNAliY CoIXP.oFm BueeleiK'li St., Ghisgow. 
Vrkfhittr*) Mt:diidin\ .sVfV/er;*/, Jh’nnaftdtHyii a:>d 
Otsfet.tiii'i. Janie.s McCall, I'.n.a.y,;^. ii^riactpai). 
Atmitiiiith aa*., dames ^Murphy, M.li.cv.s. 
i^h}MkHajf( ana Jiiswhtijfiy dolm Lindsay, M.P. 
f’hirmistni and /7*y.,A’,v‘ K, A. Berry. i'b.!>. 
Hiiakue^ inuican Mas Leod, M.ite.v.s. 

Miiferm MMh'ii and Vhui'marti mni Ta.ri\xih>tr;t, 
A. S, 31.eQueen, M.?;.r.v,‘s 
Bntahij, A. N. McAlpine, lixe. 

Ihich'nvbjjif, HaUiiUon Browning, M.i>, 
Pm'p'h'aJJit" Paihi'lO’iif^ dolm it. Met'all. 

lloVAb ’Vl-ThUtNAKV CoLLPOP OP Ii:ni,ANT>, 
Rmbroke.'Oid sbtdbo:in;e T*fad«, Inddiu. 
VnUmh»j}h A. I,* Mettani, n.se. , V,’ii'r:ipiiL 

IditjalnhfaiL d, M. C'Counor, M. B. 

I'ht'aikha, H, Fiii-iil, U.A. 


SimjertJ, J. J. O'C'Dr’iior, yr.R.o.r..y. 
Amtmntf, J, F. CiMig, M.E.C.v.fl, 
Medicine, .7. F. Craig, m.a. 

Mat&ria Medu-a, G. Dunne, M.rv.c.r.Sf. 
Botanify .7. Adams. M.A. 

Zoaloay^ J. A. Clarke, M.B. 


\ 


DNIYSBSITY EXTBXSIOX. 

The rniversitiesnf Oxford, rambi-idge, Lonilon, 
Atanc'hester, Liverpool, and Lee<i.s orge.ni-!.* 
courses of Ciiivers.ity Extension Lecture.s, pil- 
lowed by examinations, in all parts of the 
kingdom. Full partictilnrs may be obtained from 
the following - i 

Oxford. ; 

,T. A. It. Alamott, M.A., Fniver.sity Extension i 
Oftice. Examination Scbo.ols, Oxforii. ■ 

CtjhibriJar. 

llcv, I), n. S. Cranage, M.A., Syndicate' 

Buildings, Cambridge. ; 

■ , London. „ ' i 

R. ]>. Kobert*, ixsc., Viiiversity of London, •' 
South Keiisinuton, s,YC. 

ManrJit“skr. 

The Secretary, University Extension Com- 

iniUet*. The Thiiversity, ‘Manchester, 
i Liverpaol. . i 

i 'fhe Secretary, University Exiension Com- 

niitieo, The University, Lherpoo!. | 

Lenls, 

The Secretary, University E.xtension Com-” 

! iniltee, '!’he Universif.v, beedfe. 

EST1.7?.\TFJ> NUMBERS OF RF.LKJTDUS DE- 

NOM I XA L'iONS .UloXOSt’ ENUIJSn-.sPJIAKiNO 

CoMUL-NITi!W Tii'Kol (niC'LT 'rilK M (UtLH, ; 


EpiseojialiahH 

Methodii.sts of nli fi(‘noininat ions 

Jtoiuan Catholics 

Presbyterians oi ail descriptions 

liaptiUs of all liescriptioTis 

( 'ongvegatii ujal i.st-j 

( 'nilarhms, under sesr-ia! names 

.Minor religuais sects 

biitijcran, (Jernuun or Duieli. eYc 

of no ]);irtieuiiir religion 


33 . 000 . 000 

19.000. -000 

25.000. 000 

13.000. 000 , 

10 . 000 . 000 
6,050,000 ; 
3 , 000,000 

6.000. 000 : 

3.000. 000 . 

30 , 000 , 000 : 


Engli^h-xpvaking pojadation 127,350,000 ‘ 


THE DECEEASE OF CHIME, 1840-1808. 


tbi>:luivl uiitl \V:-lra. 
P.ip.a.stit.n. i F'tnvUuwnfi. 


i XA40 

xSL30iSt3 

i 


16,739,136 

X 7 ^ 4 «>« ! 

1850 

* 7 » 773 * 3*4 

a<»,S 37 ' 

*%S 

18,839,000 

* 9 jS> 7 * ' 

i860 

19,903,7x3 

x 3 -o 63 j 

1865 

20,990,946 

X 4 . 74 « 

1870 

32,090, 163 

* 3,958 


» 4 ^<» 4 J $»385 

* 0 , 954 - 

tSlo 

»S, 7 X 4 ta 88 

U, 3 X 4 

*8% 

27,499,041 , 

*0,500 

x%« 

* 8 . 7<53473 ’ 

9,04a 

*%» 

30,394,078 

9,169 

SE9O0 

3 ^,s» 49 ,i 87 

8 dS 7 

: tm 

34 »«S «»977 , 
34 , 547 , 0*6 

*0,483 

xo,8»3 


»,3#f8o 

10,834 

13 , 060 


Scotland. 


1 I*epuDti«.n. 

(‘•mvtetious. 

Pupulat i<>n. 

Coavietio’os. 

1 

2 , 600,693 

3,909 

8 , 255 , 53 * 

**,*94 

1 S 40 , 

3 , 743 , 1 % 

■■ *9679 ,} 

8 , 293506 * 

7,101 

*345 i 

3 , 872 , 83 * 

'■■' 3^363 

6 . 877,549 

17 , 108 . 

*850 

2 , 978,065 

3,869 

6 , 0 * 4.665 

5,220 ■ ■ 

* 8 S 5 

3 »«* 54,738 

■ . 2 , 4*4 ■',■■ 

- 5 , 8 * 0,960 

a , 979 . 

s 86 o 

3 r* 3 A,o 57 

a. 3 S 5 ! 

5 , 641,086 

2 , 66 * 

*865 

. , 3 , 3 * 3, $37 

3,400 

. , 5 , 525 , 3*0 

3,043 

...,*870 .( 

3 , 5 * 4,744 

3,205 

■ 5 , 278,629 

*,484 

1875 

3 » 7 oS »994 ■ 

3,046 

5 , 302 , 648 . 

*..383 

1880 ; 

3 ' 9 o 7 » 73 <S 

^*,956 

4 , 924,342 

*'573 

*885 

4 , 003 , * 3 * 

■ ^ *,, 8*5 

4 , 7 * 7 > 9 S 9 

*,*93 

1890 < 

4 »»S 5 >«S 4 

i *.653 

4 »S 84.434 

■ *, 096 . 

tSgs 

4 , 436,958 

I *,835 

4 , 468,501 

1,087 

i 1900 

■... ■, 4 , 676,603 , 

1 a, 3*4 

4 . 39* >565 


k 1905 

4 » 7 » 6 , 07 ® ^ 

I 2,157 

4 , 388,006 

*»303 

3 *906 

4 , 776,063 

2 , 0 x 2 

4 . 377 >os 6 

*,338 

2907 

4 . 8 * 6,587 

1 3 , 1*5 

4 , 37 *> 43 S 

*>375 

1908 
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5eron'6ar8 lEtmration. 


I'lll! Iiiui> .MASTKits’ CoxrKRENCE (Sr^etf.r^y^ 
\. E%“a«b, 12 Kiag’’?: Walk, 'Ce}nple,E. 4 '.).-~- 

'j‘h,e object of tlie Cr.nfcronce is the discussion Of 
educationiii tiuchUuns \'ihicl! atfect such schools 
as are ill close ooruiect ion with the I'niversities 
oi Oxford and i'aiu bridge. The annual meetings 
are, as a rule, held in Doeemher. altcniately («) 
at some sdioul represented on the Conference, 
(h) at London or some rnivendt-y town. The 
{ulmissiori of schools to the ContVience is decided 
I'v the committee, and in con slid* adiig applica- 
tions the committee has rce:ard to the scheme 
or other instrnment- under \vhi»;h the school is 
adnunifetcred, the inimljcrs in tlie scliool, and 
the number of resident undergraduates of Ox- 
fo'i'd and hVimln'idge edsicatcd at the school. As 
a general rule there should be looboj's at least 
in' any Echo'd, reprosenieci at- tlui h^onierence, 
and about ton resident undergraduates at the 
Universities who have gone direct from the 
seho()I. ii'he ruiversities Joint Committee (con* 
sihting of 5 Headmaster?, s menihers of the 


Hebdomadal Coumul of Cixford, and 5 members 
of the Council of the Senate of Cambridge) 
meets periodically to consider matte it, v>f jfdnt 
interest to the Universities and rubiie Schools. 

The Inookpoeated As.sociati<»n of IlicvD 
Mastees (Asst. Ssc.ii,^ H. Bendall, .^r.A., 37 Xor- 
. folk Street, Strand, W.CM.-llie rpialihcation for 
j membership is the holding* *;? the head masti.T- 
I ship of a day school for boys, the sehuoi being 
I (A) recognised by tlic Board of Education as 
I Secondary •, (h) athninlslercd under a deftnitc 


> por 

school finances and to appoiiit and dismiss tin- 
head master. 

J The ScKootMASTEiis’ AssoctA’rroy, Tkf.lam* 
I (Pres., W. O. Conmdiy, el.T)., Watorfitrd ; .b'fcy., 
i B. B. Afeintosh, M.A,, Kclfast) is similar to the 
’ H.Ar,A. ill aims and oldects. 


A LIST OF THE SECONI)AB,Y SCHOOLS OF GRF.AT BRITAIN' AND I:RE'LANI>, WITH l.-ME i 
KAAI ES OF THE HEAD MASTERS. I 


. 2'he * iP/iofrs /df'iiJjcrsIiijj of t/ic Head Ma.s!terN € 
; of Head 

' Abeeayuok (County Sch.).-~C. J. Hughes, B.A. 
Abeepare (County School). —W. C. Cox', yr.A. 
Aberpeen.—H. B. .Alorland 8imps<.*n, m.a. 

' f\BEEGAVENNy (Henry VHT.).—T. IT. Sifton,M.A. 

' AAbergele (County School).— J. WilUaius, m.a. 

, Abingdon (Roysse’s).-™Rev. T. Layng, At. a. 

I Accrington (Municipal).— -F. Bii^tow, i{.se. [b.a. 

■ Ackworth, PoutefiAct (Friends).— F. Andrews, 

•5 Acton (Coimly School).— O. II. Clarke, M.A. 
Alcester.— F. H. McCroben. 

^'.Aldenham (Hert.s).— Rev. A. U. Ouuke, M.A. 
^VAlford CLim^s.).-- -L A. Staley, M.A. 

Alnwick (Duke's School).— p. W. Shelford, b..\, 

A LKESFOiilKBeriii’.s). — Archbld. M . Stewart, B. sc. 
Alton (Eggar’?).— George Johnston Boole, M.A, 
.tMBLESiDE(KelHi<‘kSch.)— Rev. F. Lewis, M.A. 

, E. Vatos, b.a. 

i Amplefouth (York, R.C'.).— V«gy .Bov. J. E. 

; Matthc-wy, M.A. 

' ‘L\m>ovek.— .R. O. Eisliop, M.A. 

, *}APi>EULEY BuiIHJK(Bradi'(n'd).— A. A'inter, LL.D. 

! Ai'j'LEBV (Westmurland).— H, A. Counsell, 31. A. 
dARDiNGLY (College).— Rev. H. A. RhfKles, 3I.A. 
ArjiagH (Royal Sch.). — H. Birsch, B.A. 

(Cathe<lnil Or. Sch.).-- James Fanning. 

; vUtSHBorriNE ((]n. Eliz.).— M'. J. Butcher, B,si?c. 

AAshburton (.Dtivuii).— J, Alortimer, B.A. 

' JAsHBY'DE-LA-ZoUCII.— C. F. C. P.'ldei, B.A. 

; A Ashford (Kent). —A. S. Lamprey, b.a. 

I v5AsnxoN-iN-AlAKERFiELD.— AV. E. AlcClure, 3i.se. 
Atherstone.— tv, W. Exell, 31. A. 

Athlone (Raiielagh Seliool).— R. Bade, 3r.A. 
^Aylesbury.— T.^O sborne, 31. A. 

OBakewell (D erby: Co-cducational).— AV. H.C. 
Jemmett, M.A. 

B.iL A (County School).— J. C. Evans, JI.A. 
Banbury (Municip. Sch.).— R. Luscombe, b.a. 
Pangor (F riars, i 5 S 7 )-“W. Glynn Williams, M.A 
Barmouth (County School).— E. D. Jones, m.a. 


Umfereme ; the of the Incorporated AbsochUkm I 

Masters. j 

i $Barnaiid Castle (N.E. C'mmty SdL).-Rev. j 
i F. I. Breretoii, 3r..3. i 

i *}BARNET(Qn. Elizaheth).-— W. Lattimer, 3f.A. i 

; ^)BARN.SLEV(Holgate'.s)- Rev. C. .Stoke.s BtiiJer, ’ 
i M.A. t 

i Barnstaple (Gr School) ~c. C. Co.t. I 

fBARROW-iN-Fn:NK.'*s (.<ee Sch.}.—.), Harris,. i 

; ylURRoW-ON-SoAU (Loughboroiigh). - F. R. E. ' 
; Fevnshy, b.a. ' ' | 

; $Bajuiy (County School).— -Eilgar \V. Jones. 3I.A. ! 
. t)BASiNOsToivE (Queen M:arj‘,s).-Rcv, J. H, Chad- j 
j •wick, 31. A. ' 1 

j Bath (King Ivhvard’s Seh,).— E. W. .Symons, 3 i, \ 

I „ ${King.swood,tVesl.). — W. P. tVoVkmans.M.A, * 
I „ ylOity Secondary Sch.).- F, < Ilolme.'^, d a. i 

I „ (l)own.‘-ide, /uC.).— Rev. II.L. Fuiui.sav, 3r.A. i 
i v'Batlev.— K onnan f.. Fiazer. ‘ ' 

: (‘Battersea,— W ill. Henry Bindley, M. V. ; 

I „ 0(Sir WAlter St. .JedmV).— X G. Tnvlor. ■ 
; B.A. ■ , ' . , ,, I 

I „ ('(Polytechnic School).— .8, <’J. Rawson, D.se. ’ 

i BeA3I1N8TER.~R. C. Legue, IJ.,Sc. i 

. BeauSIARIS.— E. Aladoc .loiie.s. B.X. i 

f ^BEAtbMoNT (Old Wind.sor, /,’.e.). --Re^. rhavle? ! 
Galtou, S.J. ' I 

Beckenham (See. Sch.).— C, T. 1-'. Watts, r.hil I 
BFiDALE (Queen Eiiz.). — C. F. Rowetcii. iM.a. 
=^$BedpordGra3I3lui.Sch<,>ul (ISS 2 )--" d. E. Kinv, I 
„ ^AIodern Bohool.— C ecil Wm. Kaye, m.a. I 
Belfast (Royal Academy).—!’. R. Cullicr, 3 r.A, i 


Benthaji,— Rev. T, B. Hardy, B.A. 
*5BEBKHAMPSTED (Herts).— Rev. T. C. FVv, D.D. 
$BEPIWICK-0N-TWEED.— G. Hartley BallarfX 3i.sc. 
Bethesba (C ounty Sch.).— D. J. Williams, m.a. 
Beulah Hill, S.E. (St. Joseph’s, i2.e.).-Rev. 
Brother Julius. 
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B. Williams, M. A. 

iirwuLK’i’ (Br. Seiiooi). — Rev, J. M, Sc1iU!hof,3I. A. 

V !U h {( 'i r. Seh. ). ~J. Stuart Fergusson, b. A. 
vr.isi'ij'.v. tv. f)a/ek*,v, B.se. 
*.)r»niKKNiiKAl>(Sf‘kl— F. (llrifiln, M.A, 

* institute). -'.K Smaiipage, u. A. 

(King Esiward V^i. Sehoo}).— 
R, Care (uLsoii, M.A. 

,, (kA,dM5t).--T:. W. Floyd, ?r.A. 

„ See. Seh.).— L. M. Jones, B.Se. 

,, uf I’ive ’A'ay.s). -liev.E.F.M. AIa<fCarthy,Al.A, 
Hiil). H. Ball, 5r.A. 

5, *s)(Bourn3 Coll). — T. J, S, Iloosun, B.A. 

„ fOratorv Sell., A'.C.).— Rev. J. NoitLs. 

,, (St, Philip’s, -Rev. 11. O. Eaton, 

B.A. 

„ (<?. Oixoii Sec* Sdi.).— A. H. Angus, B.Sc. 
(Wav<>rley See. K. Frew, b.iSc, 

vBisHop AcciiLAXD (.Fumes Bousftcld, 

- M.'A. ' , , ■ 

BiSHon’s STofiTFonix— ,T. Bruce Payne, 5i.A. 

,, ^^(C')!le,ge).--~F. S. Voinig, m.a. 
‘^Bl.ACKiJURX.-Beorge A. Stocks, M.A. 
('BlackfokI), Sexey’s School (Wedmore, Soin.).— 
E. H. Smith. 

Blackheath (M{ssnry.).~AV. B. Hayward, Al. A. 
Blackpool (.Secondary School).—.!. Turral, b.a. 
Blasdforb tHilton Ahban' School). —A. E. 
Kenny Kirk, ala. 

„ ^(County School ),~\V. Gieenhalgli, 
'JBi.oXHAM (Banbury).— Rev. 0. H, Ward, M.A. 
BlyI’H (Sec mdary School).— J. L. Gibbons. 
$Bob.mi.n'.— J. Ji. Wilkinson. 
(^Boltox-le-Moous,— W. ih Lipscomb, m..a. 

„ ^G'h. Inst.). -Rev. J. E. Kent, B 
,, 9f.Mnni(;. See. Sch.-.— J. Thornton, m.a. 
Bootle (S*‘cmi<Iar.\' .School).— F. Gorsc, ala. 
Bonm-RN (Kent).— W. Murdock, m.a. 

*‘)B{t.s,ToN tLiiicfi.). — M". Wiiite, ALA. 

BoTTWS'ofi (Founty ScIl).— .L i.. Roberts, B.A. 

B M:r.N’EMo!.'T}L— E. Fenwick, LL.n. 

^B-iYKX Tuackv.- -T. r. .siianvdt, 3f.A. 
<JBhacklev {Magd. Coll. Sell.). -Rev. "W, \V. 
Hoidgate, AL A, 

Bracknell (County S<'bool>, E. CleaA'c, b.a. 
*iMhiAiJFtELi> C'OLL. (Bcrk:i)--“Rcv. H. B. (iray, 

M. ^ 

*Bilu>EoU1Mj66z).— R ev.M". Hulioii Keeling, M.A. 
,, (Htdk; Vue).— R, Lisliman, 

„ (Carlton Street).— E. Rol»i!U'H)n. 
i ,, (Grange Road),- J. W. Vtmng. 

„ ( Hanson). —J. W. Micol. 

„ V;'I‘isoiut«»n Gr. School: <;'0'edui-*;dA»)n.al).— 
' ,f. Lalliain. LL.n. 

„ (St. Bede's. A'.C.).— Rev. ,!. H. Brennan. 
(MiR VL'FoRb oN-.\ V(LN (Couiitv School).—,!. Comp- 
ton. .M.A. 

{'BhaintuKE (County High School).— F. J. 
Weavi'i', M. A. 

Br. M’NTon B'hahmer'sY -'.T. L, Ralph, B.A. 

* F»kec< fXC hrist ( '«dl. ). —Rev. R. H. ChaujberSjM. A. 

,, iCfUinl y Scliool).— P. Morton, M.A. 
vBuentwooii. Rev. Edwin Bean, m.a. 
•jBitEWoop.- Rev, H. E. OUl, M.A. 

Brukjenp (CVjunty School).—.!. Rankin, B.A. 
$BRn»«NORTH.— Rev, IL V. Hawes, B.A, 
^ABRiixnvATER (Morgan’s).— Rev. Vt. E. CatloAv, 
^BriplinCxTon.— A rthur Thornton, M.A. Im.a. 
jBfaaa— 

9 Brio w >u.se { Rasfcrick). —Rev. E. K. I)anglmm,M. A. 

Ci>LL.— Rev. W. R. Dawson, M.A. : 

„ ^CGmnwnar School).— T. Read, 

,, f»»ndar|' School).— W* J. Stainer, B.A. 
♦piiiwroii Gea«ma» Sen.— Cyril l^oi'wood, h.a. 
„ (Catliedral SchcK)!).— Rev, H, W, Pate, m.a. 


1 Pkistol (Colston’s Sdiool). — A. Finn, ll.p. 

I „ AfFairOdd Sec. Sdi, ).— Augustus Smith, B..S'c. 

„ ^(Mercli. Vent. School).— G. R. Curthoys. 
j „ 9(Arerry wood Sec. Sell.).— “W. T. Crank. 

I v'Brixton (Freemen’s Orphan School).— E.. E. 
j Montague, ala. 

’ Beocklev.— W. J. Addis, m.a. 

! *(diR03L'‘(Ui<A E ftCKOOL (Worcestershire).— F.J.R. 

I Heiidy, M.A. 

; fBR 0 M\Ani> (()n. Eliz.).— Rev. W.Henwowl, m:.a. 
i {'Beciok (King'.-) —David Evans Norton, M. A, 

I „ ^(.*^c\t\vb) —B”. A. Knight, F.c.s. 

I Brynjiaw'R (County Sell. ).—'r. L. Williams, 
i ^Buckingham (Roy. Lat. Sch.).— W. Fuller, A la. 
i BUDE (Comity Sdiooi).— F. J. llittenberg, B.A. 

1 BuiLTH Wells (County Sch.).— R. Thomas, b. a. 

•! pUNGAY.— Rev. A. H. Gardner, M.A. 
i jBuRroRP.— H. F. Piggott, m.a. 

, aBurnlev.— H. L. dosdand, m.a. 

, 6 BUET 0 N-t ‘N -T rent. —R. T, Robinson, 3LA. 

; 9BUEY (Lane.).— Rev. W, H. Howlett, ala. 
i „ (Almiic. Sec. Sch.).— A. Jowett, M.sc. 

' Bury St. EUMUNns,— E. T. England, m.a. 
{tBusHEY, Herts (Royal Alasonic).— Rev. H, A. 
Helm, ALA. 

' ABuxton (Derbyshire).— R. A. little, LL.i>. 

! }CalstoR (Lines. ; Co-cduuational).— A. Brooke, 
i AI. A. , 

i ^Callington (County Sell.). —A. J. Freeman, AL A. 
(Camberwell (Wilson’s).—!. H. Knight, ala. 

' CAMBRn>GE*((TheLeys).— Rev.W.T.A.Barber,l),I>. 
; „ *((Per.se,'Gr.).— W. H. D. Ri*u.se, Litt.li. 

,, ((County).— Rev. C. .T. N. Child, ai.A. 
(CAAHiEN, N.W. (See. Soh.).— A. Kahn, ALA. 


y*- 

('Ca-MELFuRP.— D. B. Hai’te, AI.A. 

. CANTEUBi:itY*{<King’.s,7th century A 154*).— Rev. 
A. J, Gulpifi, AI.A. 

,, *(St. Edmund’s). —Rev. W. F. Burnside, AT. A. 
,, (Kent Coil.).— Frank IM. Fiu-or, B.A. 
i ,, (Sinion Langton Sdiw.). — J. H. Slinrp, B.A. 
i ('Cardiff (County School).—.!. Waugh, ala. 

,, (Muni. .Secondary School).— W. Dydie, B.A. 
„ (Canlin Sec. Sch.).— B". Broekingtoii, B.A. 

' Carbigan (County School). — D. Rees, Ph.i>. 
*ACAiiLlfciLK.— Rev. G. H. Williams, ALA. 
CARAiARTnEN(t),. EUz. Or. Sell.).— E.S. Allen, ALA. 
('Carnarvon (C’o. Sdi.).— J. dc* G, Gandin, al a. 

: (Cartmf.L (Dual Sell.’).— .loseph S. Cooi>er, ALA. 

I ((.’astleforp (Sec. Sch.).— J’. R. Dawes, ai.a. 

' MAteriiaai (Cong regat.).— Rev. H. E. Hall, ALA. 
(CATFi'RD BriJ'OF;, Lewisliam (Bt. Dunstari’s 
C«d!. M. Stuart, ALA. 

Cavan (ihiyid Sdiool).—.!. H, Hampton, B.A. 

' (CENTRAL Fot’^N RATION SCHOOL, Cowper Street, 
City Road, lYC.— W. H. Wagstaft', ai.a. 

' vChaud. — Rev. C. E. Lucette, B.A. 
^(Chartkrhoi .SE School, OtKialniing (i 6 ij).— 
Rev. Ct. H. Reudall, Litt.D. 

Cni-JADLE ilULAiE (Warehousemen’s School).— 
.1. R. Purdy, AI.A. 

(CHEL.M.SFoRn.— Thomas Haj’, ALA. 

I (I'HKLSEA (StAIark’s).— J. YV. Jarvi.s. 

' (Chelsea (S. W. Poly.).— E. H. Pritchard, B.A. 

; ♦CllELTENHA.M COLLEGE (1841).— Pri’/lCipa?, Rev. 

! K. 'Waterfield, ala. 

: ,5 *((Dean Close School). — Rev. WL H, 

Flecker, P,o,L- 

! „ ((Gr. Sch,).— M. Sydney Jones, M.A. 

' ^Chester (King’s Sdi.).— Rev. J. T. Davies, ala. 

! „ (City and Co.).— J. A. McMichael, B.Sc. 

(CHESTEiiFiELD.— Jarae.s Mansell, B.A. 

; Chestee-le-Strsbt (County Sch.).— E. Sander- 

{ : Aon, B.SC. 

I Chichester (Preb. Sch.).— Rev. F. G. Bennett, 

i ILC.L. 
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; *>)CHl<?WKLIi (Es:ie> 9 .— Itev. i^'ilUOlli Swallow, M.A. 

! ^OhippenuAM (Couaty School).— B. Hiack. 

I ^KUhpptns Campben (Cllos.).*-"]*’. B. Ofsbome. 

: OHOiiiLFA'.— G. B. Alcock, B.A. 

! =B}CjniiST’s Hospital, West Horsham (issa).— 
i Rev, A. W. ITpcott, B.D. 

I Chudlei&h (Py risen t’s).—W'. C. Green, At A. 
(-■iKEXCESTEii.— A. C. Kelwav Toms, M.A. 

*{'CtTV OP London School (X442), Embankment, 
E.C. — Rev. Arthur Cliiltoii, b.d, 

: Clapham C03I3ION (R.C.).— Rev. C. ,T. Unwin. 

: Gleckb j:aton (Sec. Sch.).— J. Itolden, M.A. 
i t}CLEE (Grim.shv, xyoS).— T. It I’unihull, B.A. 

: rtCLEOBTJRV AroriTLMER(Sal<»p).— L Davis, M.A. 

; *C’LrFTON Colia:«e, Brist^d (1862).- (Vacant). 

: yOLlTHEilOE.— e. .M. Henderson, M.A. 

(’LON(K>WES Wo«ii) (Sullins, Co. Kildare, R.C .). — 

I Very Rev. T. V. Nokin, s...r. 

! CoALvrij.E (Sec.Seb.).— H. Storr-Best, M.A. 

: y(^OATHA.M (. Redear).— Arthur iTyee, M.A. fM..V 
I i)COLCHESTEn (Royal Gr. Sch.).— P. Shaw-Jetfrey, 

; ,, (Secondary .SoliOo]).~F. 0. Wilson, b.a. 

CuLEUAiNE (Londoiid*erry).~T. G. Houston, M.A. 

; COLEsnrLL(BirmiirRiani).— Rev. S. Bateman, b.a. 

. (JoLNE (Muiliicipal Secondary Sch.).— A. Wilmore. 
C'OLYTON. — L. H. Meimagen, M.A. 

CoNSETT (Tech, lust. Sch.).— E. C. Jone.-?, b,sc. 

' Corby (Lines.).— Rev. 0 . St. J. Wright, b.a. 

: COEK. (Gr. Sch,).— Rev. B, G. vSeale, M.A. 
j ^Coventry (Henry VIII.).— Rev. A. 1>. Perrott, 

' ,, ^XBablake Sch.).— .T. I. Bates, B.sc. [M.A. 

COWBRIIXJE.— Rev. W. E. Evans, m.a. 
(JCIIANBROOK (Kent).— Williams. I.ee, M.A. 
(‘Oranleigh (Surrey).— C. H. Tayhir, M.A. 
^)Crei) 1 T 0 N. — J. E. Burton, m. a. 

(JCeewe (Secoiidaj’y Sch.).— D. H. AIcCurtaiu,M,A. 
yCREWKEiiNE.-— T. B. HacDcrniot, LL.I). 
*(iCR0SBY, Liverpool, (Alcrehant Taylors’ School, 
s6x8).-~H. Cradock- Watson, m.a. 

*yCiioyi>oN( Whitgift G r.Sch. ).- S. 0 . Andrew, M. A. 
„ O'fHiddle),— Kev. G. A. Jones, b.a. 

, , (Bor. Se r. Sch . ). —A . H . IT i i 1 ytr , B. A. 
^VDahlingTun (()uecn ElB..).— Philip Wood, M.A. 
yDARTPORi). -~ 0 haiic.s Jodreli-Mansford, B.A. 
DARTMOUTH (R. ISav. C<( 1 I.).— C. E. Aslitoi'd, M.A. 

; ^MIavkntry.— A. W. Priestley, M.A. 

; Denbigh (County Seh,).—D. U. Davies, B.A. 

I *^)Dknstone (Coll.),- Rev. F. A. Hibbert, M.A. 

' i^DERBY School (ix6o),-Rcv. a. C, Knight, m.a. 
i ,, (.Munic. Sec, Sch.).— W. G. Constable, B. A. 

I JDevxze.s (County Sch.). — E. A. E<Ien, M.A. 

. yDEVON PORT (High Sch.).— A. K Treseder, M.A. 
^}^.>K\\■^^BURY' (Endowed), —A. E. Uolrne, m.a, 
^^DEYTTiEUU (OHwe.stry).— Rev. W. B. Dowell Lee, 
Di,<s (C«>unTy Sell.).— J. A. H;u‘risoii, M.A. fLL.l*. 
D<*lgelly (County School), — . 1 . Grittith, B.Se. 
vDoNCASTElt— J. Arthur Claxton, M.A. 

I Du.MN<Pi'ON.— J. X. Worman, b.a. 

» Dorchester,- JL A. Francis, m.a. 

■ Douai Abbey Son, (Woolhamptou ItS.O., R.C.). 
i —Rev. .r. A. Coughlin, PitP. 

I *{iDoYKn (’OLL.— -Rev. W, C. Compton, M.A. 

I ,, (County School).— F. Whitehouse, M.A. 
i Drax (Selby). — £. A. How, B.sc. 

[ DiioiiHEPA.— Rev. F. S. Aldhou.se, M.A. 

1 DiioNFiELP.— C. Baggaley, B.A. 

; Dublin (The Iligh School).— J. Thompson, M.A. 

,, (St. Andrew ’s).--W. G. Sullivan, m.a. 

,, (^Mountjoy Sch.).— Rev. W. Anderson, M.A. 
,, (Wesley Coll. ).— Rev. W. Crawford, M.A, 

^ Dudley. — 11. Watson, b. a, 

*Du L WICH Co LLEGE,S. E. (x 6 x 9 ). — A. H. Gilkes,M. A, 
,, ^X-Alieyn's).— F. Collins, M.A. 

Dungannon (Co. I'yrone ; Royal School).— R. F. 
Dill, M.A. 


^Dunstable.— L, C. R. Tluing, m.a. 

*v)Dueham School.— R ev. E. 1). Budwortli, m.a. 
fDtiRHAM (Johnston Schools).— S. Whalley, b.sc, 
Ealing (St Benedict’s, itC.).— ■R.ev. L.,S. Cave. 

I ^Earl’s Colne <E.«sex).— -A. J. Appleton, b.a. 

I Eastngwold.— G. Saiidliam, b.a. 
i *6 Eastboukne (Coll.),— Rev. F. S. Williams, m. a. 
i ,, (Mun. Sec. Sch.),— Rev. B. G, Hawldns. , 

I East j0[AM(Tecii. Coil. Sch.).— W. H. Barker, b.sc. 

! Ebbw Vale (County Sch.).— .L R. Morgan, b.sc. 

! ^Edinburgh academy (1824),— Rector, Reginald ,) 

I Carter, M.A. : ' . I 

i EDlNBiriiGH (High School),— IT. .1. Watson, m.a. i 
I ,, (Iiistitution).— G. O. Turner, m.a. i 

I ,, (George Heriot’.s School).— J. E. Clark, M.A. ; 

I Edinburgh Merchant Company SCHot>Ls.— : 
I. Ladies’ College; 2. G. Watson’s Coll, (Ladle.s') j 
—seep. 295). 

3. George Watson’s Coll.— .T. Alison, M.A. [M. A. 

4. Daniel Stewart’s Coll.— AV. Wallace Dunlop, 

5. James G}lle.si»ie's School. — A. Blacklaws, a A . 
()EDytONTON (Latyiner’s).— W. A. Shearer, m.a. 
C'Elland (\'OTks).— j. Stewart Ross, B.se. 

v) „ (Grace Rainfeden Sell.).— J. Tliorpe, B.A. 
Ellesmere.— R ev. H. Woolsey, m.a. 

^Eltham College (1840). —Rev. A. E. Rubie, d.d. 
Ely (King’s School).— E. H. Blakeney, m.a. 
(>Eneield.— E dwin AI. Eagles, m.a. 

Enniskillen (Portoiu).— a. C. AIcDomien, m.a. 
*§EpsomColl. — R ev. T. X. H. Smith-Pearse, m.a. 
Eiuth (County Sell.).— A. Bell, M.A. 

*Eton College (1441). — Pwmt (vacant). 
Headmaster, Rev. Hon. Edward Lyttelton, 
M-A.- 

Evesham (Pr. Henry’s).— J. A. H. F. Blair, B.A. 
*Exeter.— W. Alli.son Cunningham, m.a. 

, , O(Oathedral). —Rev. H. de \\ W elchman , U. A. 

,, (Hole’s).— J. R. L. Penry, m. a. 

()EyI 5 (Suffolk).— W. G. Watkins. 

()Falmouth.— A. Xewlaml Dc^iildii, B. A. 

Faheiiam (Trice’s Seh.).— S. R, K. Bradley, M.A. 
aFarnham (Surrey).— Rev. Samuel Priestley, M.A. 
Farn WORTH (near Bolton).— J. McCarter, b.a, 
Faveksham.— H. Kitto, M.A. 

„ (H'WreightX).— Rev. A. Telfer, B.A. [M.A. 
♦AFelstED school, Essex.— Rev. F, Stcphotisun, 
Feundale (Sec. Don. Seh.).— G. ( hihls, B.h’c. 
Festiniog (County Seh.)— F. P. Dodd, M.A. 
*Fkttes College, Edinburgh (1870). — Rev. 

William Augustus Heard, ll.d. 

Finchley, X.(Cbrist’sC<>ll,>- J.T,PhiUip.soii, m. a. 
Fishguard (County Seii.).— 0 . Glediiill, n.-'^e, 
Folkestone (Hiu vey Gr. Sch.),— JJev. J. Davis- 1 
son, M.A. 

Forest School (Walthamstow).— Rev. Rulidi i 
Courtenay Guy, 31. A. ; 

fFoWEY (CornwaH).— W. Hawkins, B.A. ' 

Fra^ILINIHIAM.— R ev. G. D. Inskip, ll.d. j 

p’ULNECK(nr, Leeds), — Rcw'. W. T. Titteiington, 
$GAiN.SBOUOUGn.— .1. Hewetson, m.a. 

GALWAY.— Alexander Eraut, m.a. 

•^Gateshead (S econdary Seh.).— W.WALTi>N,B. a. I 
*§GlGGl.ESlVlCK.SCHOOL(York.s).—W.W, Vaughan, ’ 
M.A. ■ ■ ' ,, 

^Gillingham (Dor, set). —A. Hill Mumford, ala. 
Glasgow (Aeadeniy),— Edwin Tem])le, h. .1. 

„ (High Sell.).— F. Shirley Goodwin, yi.a. 
Glasgow (Allan Glen’s).— John G. Kt‘rr, ll. r>. 

„ (Kelvinside Acad.)— W. Cecil Liunlng, m.a. 
^GLENALMOND, Perth.sliire (1841).— ICa/dcn, Rev. 

Archibald E. F. Hyslop, m.a. 

^GLOSSOP.— R. H. Dickinson, b.a. [M.A. 

Gloucester (King's Sell.).— Rev. 0. E. Hayden, 
» (CryiitGr. Sch.),— J. E. Barton, m.a. 

,, (Rich’s). — E. F. Priee. 
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Vv'MiiV, i>;n\ J. Fotth, Jf.A. 

t.JAK CFnia’!?).— E. B. CumberJand, B.Ho. 
i i)i;u<i»oKw^B(icoHrIary Soh.).—!. 0 . Keating, M.A. 

. i Comity Bch.).—-!)* E. Williams, m.a. 

'H’JriANTiiAM {■*3391 —Jlev. W. T. Keeling, si. A. 
vn-i’.Nnc ’ornit-ySeli.).—!!. F.A.Wigley, B.A. 

' G. JI. Bilverwood, LL.B. 

, C'GanAT Ayton (Y orks : Frit.mis’),—F.K. Arundel. 

, AT Br-n\Ci>WK(Peiirith).— j’’.B..Saudford,M. A. 
^jiairi-iNHiTiir. ({LAI.B. flV^mterX—Capt. 1>. 

Wilson Barker, ji.n.r. 
vGiiKENWiCh' fHoanX—C. W. Bidger, sr.A, 

, (Guimsby (V/intringliarn).— J}. . 1 . Stream, :>i.A. 

' ^{Man:r.xsKV(Eliz.Coil.).--ilcv.W.C. Penney, m.a, 
,, (States liiterm, Sch.).— W. Biuirp. 

# i i iLnFoiii) (K. d.). -~-J. Honeybonrne.M, A . 

^(sui'^noiio’ (Vorks).-— Kev. T. K H. Bei’Miek, b.a. 
aHacknfa' Bi'AVX.'?.— W. Jenkyn I’hoinas, sr.A. 
*HAnJ:vBrr.Y CnLLME (Herts) (1862).— 

Hov. Bt. d. B. Wynne Willson, M.A. 
‘)HAir.50Wr.y.— B. Diekiusoa, ii.A. 

Hajapax (t(Hcatli). — Edwards, ai.a. 

,, (Cros,Yiey Orphan Sehool).— Wk 0 . Barber. 

' ,, (Council Sec*. Sell.).— -d. E. Greenhalgh, 

I -JHammersahth (Latymer Upper Sch.). — Bev. 

! C. .1. Smith, M.A. 

i Hampsteai> (Haberdashers’ Aske’s, Gricklc* 

' wasid).— A. d. Spilsbury, M.A. 

; ^Bami^CoN’ (^Ifddlesex).— AV, A. Roberts, m.a. 

[ OManpswoiith. Arthur Glendon, M.A. 

: MfASLET(Mun, Scc. Sch.).— W. M. Wilson, m.a. 

' ^llANXF.YCASiTi.B(\Vorccstrdh.).— A. .Turners, M.a. 

I i-lAiiROOA'Erd AshvilleColl.).— Rev..ASoothill,R. a. 

,, (Mun. See. Sch.).— T. Watson. 

I *H AKKOw Smtuoi. “-Rev. Prebendary Wood, 

j. D.IX, M.ACO. 

i ,, ^John Lyon's). -Ernest Voting, n.S(\ 

1 {di A itiLFBC a Y (nr. Kiddennin.stev).~E. W. Kopo- 
j well, B.A. . 

i ()HAUTLF,r(.>oi...-T’. K. IL Aldeison, .M.A, 

1 vHiAiiwn 'll (County Sch.).—.!', Valent ine, m.a. 

! ifASLINttnEN (Mnu. See. ,Seh.).— E .Smirk, n.A. 

I MlASTlSFeC-AV. H. Lu Touche, M.A, 

! iUlA 1 ?CHAM(Aske’s - IlalierdasheTs") - lI.R.Novris, 

, 

liAVEKFORinVKyp.— Rev. .1 IfeiLSOii, M.A. 

I pi AM'AHDPN (County Sehtxd),™ A. L.\on, ai.a. 
cHEANOE (Set!, Seh.),— R, Stoddanl, it.Se, 

! tiKBBKN Biunmi (Htk .Hein).— M, K. Wageu', 

I Hkukmonpwirk (Scc. Seh.).— 11 . S. Calntl. 

, (Count V iStdiooli.— “K. S. tv’. Havdon, 

I ' 

, vUlENf.FV‘HX.TnAMK'H'i< 5 o 4 V - T.H. T. Valpy, M. A. 

^vdlKHF.FOHPSCHotn.. --Kev. W. U. M. Rugg, M.A. 

1 ('Bkhitoku.- G. \V. Kinman, m.a. 

' 9 Ur.vmi'^l!,\M. ~ Rev. F. B. Wenneer. Al.A. 

'HnniUATK smrooi. (1565).— T. A H, ToiuisttMi. 
i M.A. 

^HiycKiEV. G. E. ,S. Coxhead, M..A. 
iHlNBLKY (Wigan).- E. L.w. 
v'HtprEUHoLMH (Vtu’ka, iS3o)."('C L. Breiliorbm, 
(dln'CHlx, -biitci: King, jM, 

, ^lIocBOUN EyJTArP UR. Scii. (St. Clement Banesj, 
|. Houghton Street-, W.C.).— W. P. Fuller, m.a. 

piOLMniitH (Sen. Seh.).— Rev. T. ll. Green. 

: '‘Holt, Norfolk (G’rcs{mm’s).— 0 . W. S. How-sion, 
Howhkad (County).— R. Pugh Tones, ai.a. IM.a, 
Holywelp (County Sch.).— .T. ,M. Edward.**, m.a. 
Honitox (AHhallowsk— F. Middlemist, m.a, 
HoitXCAaTIJi.— A. K. Worman, B.A. 
fHoElilT (StationerB’).— Henry Clietfcle, M.A. 

I „ H. E. Piggotfc, M.A. 

BfOEiBHAK (isp).— Rev. 0 , A, Thompson, ERP. 

F. E. G&tiL M,A. 

aoWMxMXVbtte}.-A. ..C,,X Hatt. ... ........ , 


j t 3 EliM>mni«PiKLi>(Almondbiu*y) (King James’s Gr. 
rfeh.).— Hoi lert.S, Crump, M.A. 

* § „ (College School).— H. E. Atkins, m.a. 

I ,, (Fartown),— ^y. P. Yates. 

; HlJLL.-^XHymcr.s Ct»il.).-C. H. Gore, m.a. 

> „ ((Cr. School).— .T. E. Forty, M.A. 

' „ (Ainu. School),—.). Luxton. 

I ,, (Boiilevjird). — F. AV. do Veiling, B.A, 

I ,, (Craven Street). —il. BliepparrC 

, v}IIcxYin'GT>!)X.— ,T. IT. Howgate, B.A. [M.A. 

; HT'RbTPTKUPOINT(Co]i.),— Rev. A. IT. Coonil)cs. 

' ^SHuTTOX (Lancs). — Rev. T, G. (‘nmimgluim,Ai. A. 
^^Hyde (Che.shire). — C. IL Burden, b.a, 

IPFOUD (Comity High Sch,).— A. E. Idggens, n.A. 

- (tli.KLF.Y (Yorks). — C. W. Atkin.son, m.a. 

v)Ilmtxster.— E. ,T. W. Davison, b.a. 

' ixvnnXEsS (Coil.).— W. D. Alonro, m.a. 

. *vlP.-VtlCH (x477).-~A. K. W.'itson, m.a. 

I „ S'YIunic. Secondary Sch,).“P. Wilkinson, B.A. 

, *IsLE OP Wax (King William's Pvev. E. 

H. IverapHon, M. a. 

' „ (Douglas Gr. Sch.).— .). A. Bartheleniy, b.sc. 

„ (Douglas Ylun. Bee. Bcli.).— F. H. Gnmdv. 
B.SC. 

WSLEWOETH (Co. Sell.)— AT. T. Kcuvvood, B.A. 

, (^MsLiXG'TuXf Owen's (Brewers’ Cp, ).*.*- H. F, 

, Cholmeley. m.a. 

' ,, Polyt. Soh.)— W. E. Sjiragg, m. a. 

' A.r aubow-ox-Tyne (S ec. Seh.>~A, R.steveus.B.sc. 

• Mbusey (Victoria Coll.).— L, Lester-Garlaml, 

Keighley,— T homas P. Watson, ai.a. [m. a. 
6KKXBAL.— S. A. Moor, M.A. 

I „ X^tramongate vSeh.),— ’W, Sessions, B.se. 
OKesnviok (Dual).— C. E, Hudson, m.a. 
KiiTTimiNG. --J{une.s H. Gill, b.a, 

■ A Kirwop.th (Leices.). — C. L. Ilvlev, m. a. [ai. a. 
$K,rDi>EP. 3 n.N.sTER (Charles L),— W. II. Witlicrhy, 
(^K!MBoLTOX.--Kcv. A. G. G. Bihby, M.A. 
oKiXG.siiP.iotJE.- Hev. William Watson, M.A. 

i CoLLEf;i;srHoorMWinihletl.on Coininrm. 

' - -Doughi.s Smith, m.a. 

AKfNG’.'-I.YNX (King Edward TIL) -Rev. Walter 
. Kovoe. M.v 0'., M.A. 

{*Klxg.stox.ox«Tha>ies._r. a. e. Stowell, b.a. 

, „ XTihln’s).— C. T. Grist, M.A. 

vHvinxstox (Lady Hawkins).— E. A. Ylahir, B.A. 
Kinvbk.— R ev. C. H. Colo, b.a. 
vKirkby Lonsdale (Dual). —T. ll. Burnett, Fii.n. 
Kl U KBY R AYKX.SWOllTil. -Hv. W. I IliUgwoith, M. A. 

' K ir.lcrALhY, Fife (High ScU.).— John D. Eose,M. A. 

. Kiukham.— R ev. T. C. Walton, AI.A. 

! KIUXON (Bontuu).~-*H. H. Keall, B.A, 
{dCXAKESBDBopGH (King Tames’s).-CT. W. Hef- 
fonl, B.SC. 

. KN'IJT.sfo!U» (Cheshire).— “W. U. Edwards, M.A. 

L VMPETKP. (coll. Soh.). - -Egv.AV. Ll. Footman. AL a. 
*tJLAX(?ASTi:p. (Royal).— Rev. ll. A. W.it.son, b. u. 
*LA.\ 0 L\G College, Shorcham, Susse.x (XS48).— 

’ Rev. H. T. Bowlhy, ala. 

' LANGPOKT.-S. G. Djty, ,M.A. 

■ LaL'NCESTux (Dunlieved Coll. ).--E.r.. Hardy, m.a. 

1 „ XlJonvellOr.Sch). — Rev. F. G. Witt, B.A. 

LEAilIXdT(*N (Sec. Sell.). — A. T'lmrnton, li.Sc, 
*^GALvrHEUiniAi>(Sl, , 7 ohn\s).— Rev.E.A. Downes, , 
LpaujckY (RiuselLSeb.)— F. W. Wade, ai.a. [m.a. ' 
I *yLEKn.A— Rev., LlLWynne-Ed wards, .M.A. ** | 

; „ XilodeniL— W. H. Barber, b.a. i 

i „ (Aruicy).~-C. Darling, ala. 

; „ (Central High).— D. Forsyth, D.sc, i 

i „ (Co(!kburn High).— F. G. Hariner. 

,, (Thoresby High).— W. Parsons, ! 

’ (iLEEK (High School),— T. C. WaiTington, AI.A. j 
i *<)LETfE.STER (Wyggeston).— Rev. J. Went, si. A. j 
I „ ^(S'mvton'ti Found.)—*!. W. Muston. M.A. i 
t „ (KeYvark Sec. Sch.)—T. R. Ryder. 
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, iU:}ncE^-Ti:ii iiQ., \V.<'. (TeniNjJi's).— 

! ^Leigu" (LiHCh). - Vr. H. Leek, B.s, fM.A. 

! A7jKiriux‘oNPAUK(.Keiiding ; Friends'). 
ll'.KfBiLNiSTKR (Boe.^eh,).— 

v}LF.wr:'iiU 5 r (Colfo Gr. H«'h.). — F. \Y, Lfieiis, M.A. 
v}LKYi.AXr) (Laucs).— F. .Taekson. ' 

{'iFVToX (County School).— H. Hills, B.se. 

,, (Sec. FcluC—'M. B.A. 

■ (iLirffUFiti) (Edward VI.).— H. S. Cooper, M.A. 
{'LixcOLX.—F. 3f. Charnbtirs, >i.A. 

,, (Man. J>ay Boh,). — A. K, Collis. 

, .k!>BUP.>: (Ireland) (Friends IX Brailh- 
waite, B.sc. 

{iLisKKAJiP (County Sell.).— H, Dewdney, b.a. 

I =*-}LiVEKPoOL(Colicge),— .5. 3i. Iancd(?t, ai.a. 
5 j (Collegiate Sch.X—S. E. Biwn, B.S'c. 

^(Inslitiile).— Henry V. Wc-issc, B.A. 

,j (St. Francis Xavier's, iXC.)— Rev. J. 

1 , Bi'osvne, &'. J. 

(St. EdwareVrS /XC.).— Very Rev. CaJi«>ii 
j . Banks, b.a. 

5 ,j (Oulton, Sec. Sell.). — B, Xixon, b,a. 

' ,, y-HoIt Soc. Beh.).— C. \V, B.ajley, ir.A. 

'^Li.AyBKiii.s (County Sch.).— .T. R cos Foster, 

Lt. AXBAFF (Oathed ml Sc. ). —Rev, ?. R. Cleave ,JI. A. 

, iLAyBlLO (County Sch.).— -E, E. Jones, B.A. 
^kLiNi>oyj3RY Coll.— R ev, W, W. Poole Hughes, 
i 31, A. |M.A. 

LLAxnL'DXO (‘County Sdi.)— J. aL A. I’liomson, 
Llaxby.sSUL (County Sell.).— W. Lewis, U.A, 
‘)LLASidaxuoi> Wi:,LLs (Co. Sch.).— MX Saimders, 

! B.A. 

<)LlanELTA* (County Soh.).— W. lewis, B.A. ■ 

I ILAXFAIR (County Sell,).— K. I’homas, b.a. 
:LtAEFYLLlN (Ooirat>\S.eb.)— Sk H,'l)a\ve, B.sc. 

U. AX'GTiJE’XI (County' Sell, ).—,S. J. Evaas, m.a. 

: ILANGOLLEX (County Soh.).— H. K. Oliey, b.a. 

I. lANIBLOES (County Sch.)— E. Ik 11. Turner, b.a. 
Elampavst (County Suh.).— Rev. d. 1. Farr, 3 t,A. 
LoN3>OXI>3mRY (Foyle J. C. Dick, H.A. 

.f.oNOWoOl) (HudderKiield).— J. F.. Bottom. 

' LORETXo School, Alusscdburgh, X.B. (* 830 ).— 
i A. R, Smith, M.A. 

‘ICoifGHBOBorGH.— Bindiam IX Turner, m.a. 
fLoiTH.— A. IL V'orrall, M. A. 

' LOAVESTOFT (Alunic. Sell.).—.], E.B. McAllen, 31. A. 
'3JU7GTOX(Hererordsh.).— Vernon li. Pitt, 3r.A. 

- (SLCBLOW.— liev. IL F. Hustings, 3j.A. 
f.UHGAN Coll. (Co, Armagh).— James Coivan, m. a. 
^iATON ('Modern Seh.).— A. E. S.anderjson, M.A. 
('LL’TTKKWoHTH.—Bev. R. Xoiuvood, M.A. 

Lni3( (CheslureX— Cecil H, H. Mlilrrm, y[.A. 

' '.}Lvtham (King Edward VII.). — H. Bomp;i.s 
: Smith, M.A. 

i^Mawlesiuelp.-- Fov, Darvin AYilnud, M. A. 
vMaibkmheai* (Modern Sell, Fainmin, 31. A. 
Maipstoxe.— R ev. C. G. Huifield. 31 . A. 

; 3MA}J>onx-G. H. AYooUett, H.A.' 

‘ :m ALMESBUKY (Couiity Sell.).— A. Cameron, 
^'Malviuin College, AYorcetterdiiro ( 1863 ).— 
Her. Sydney Rhodes Janiop, 3i.A. 

V. VlA.NCHESTEK(Grainnuir Sch. ).— J.L P.uton, vr. a. 
„ WTheHuInieGr. Sch.).— Joseph Hall, l\ r4tt, 
,, oCAlunie. Sec. Sch.).— II. Crosthwaito, 3i.A. 

,, (St. Bede’s, /i.C.).— VeryJlev. A. Pooek, B.i). 

V' Mansfield (Xotts).— -Arthur Jagger, ai.a, 

; „ {iCBniiit’s).— C. 'E, Stacey, B.se. 

March (Gr, Sch.).— Kev, J. T. Ford, B.A. 

, Market Boswobth.— K ev. L. If. Peanson, b.a» 

' AIARKI-]!’ Hk.AVTOX.— F. C. IVuodfoi’de, B.A. 

' vMarket IIarborough.— F. Hunnnond, m.a. 

' ^ArARKET RASEX.— C. Elliot, ALA. 
'^^AfARLBOROUGH COLLKGE,AViltS ( 1843 ). — 

Frank Fletcher, 31. A. 

„ (Kt^rammar Sch.).— S. Pontefract, B.A» 


3MARL0W(BirAV. Bui‘lasc’.s). — Ihu'. A. J. Skiimcr, 
MASHA3t <A"orkji>-li. VC. Aland la 11. [ 15 . A. 

3AIEI10ERS* (Barnard’s In u, llolborn, E.C.).--Jh‘v. 

IX L. Scott, LL.P. 

*^AlERCHANTTAYI.ORS’SCHoOL,Ol!f»iierhoncc^<(., | 

E.C. (tS6i).'^-Bov. J. Arhuthnot Xairn, Litl.Tt | 
*MERCHlST{>ir Oastle (Ediuburgh).— t'C Sniitli, i 
3MERT0K (Surrey). —A. X. DiL^ncy, H..V. [3i.A. . 

AIexboROVGH (Sec. Sell.).— T. lY. rvelaiul, B.A. I 
^AlmiiLESBROUGrKHigh Sell.).— lY. Edwards, :>r. A. i 
(aiiDHURST(Susijex).— X Crndock -Maples, n.A'. ; 

SliLFORD EAVEX (County Bch.).— F. h. ■howthor, 1 

i B-A. ' ■ ■ ■ i 

Hill School, X.M'.-J. Tx Art'CTure,LL.T). ! 
ftAIiRFiRLD (Yorks), — M" iiiiam Torid, 7<r. A. 1 

(vATolb (Cemnty School).— ’A'. Lloyd Parry, B.A. | 
"AioXiCTON C03rBE(Batli).— Lev. J. VY.Kei-,nis,3i.A. | 
*:>lox?LotrTH.— L. Jiuue.-, 3l.A. 

, AIorlhy (Sec. Sell.).— J. H. Aimy, B.iie. . j 
^Morpeth (E tbvurd"^ I. , 2351 ).— -(X u Bukj n.^ . m. .a, | 

■ 3IOTT.RAJMN-LOyGI>£ADALB (ChcshilV). — E. A. 
Salmons, B.A. ! ■: 

Mol'LTON (Lines.).- A. S. Halt. [.U.A. ‘ 

' ?'i' 0 UNTAlX ;ASH (County Sch.).— \T. X’. Williams, < 

I Hoent St. Maiiv’s (HerbvMure, L'.e.).— Lev. 3\ ; 

I Wolfe, s.J. ■ ■ i 

j AXaktwich & ACTOK (Mived).— A. T. Powdl, B'. A. 

1 ,, 3(W'illa&tdn Sch.).— H. I. Jone.-i, 3I.A. 

! Xaubeeth (Comity Sell.)— J. Ab..rgan, b.a. 
i Natan,— R ev, J. Kennison, b.a. 
i fNEATH (County Sciiuoix— J. G. Davies, m. a. 

1 Needham Market (Theobald'.^. * 632 ). “H. A. 

I \Yebb, B.SC. 1 

I Nelson (Mun. Sec. Sch.).— L Hilton, b.a. | 
i {^Newark.— E. A, Memieer, m.a. ■} 

: {O'! KWBUEY.— E. Sluinvood Smitll, 31. A. iM.A. i 
1 ^^Newcastle High Scii. (Staff. >.-R Hariaaon, 

' „ 3('Mi<lclle Sch. ).-T. F, Mutter, rh.b. 

; 3Njuvcas*tle*on'-Ty.ne (R oyal).- S.C. Logan, m.a. i 
„ ^XAllaiTs Endowed).—!''. tV. Brewer, M..\. ; 

I „ (.St. CuUibert’s, /?.C.).— Ecv. 11. K. IMunii. : 

„ (Poitherforu Coil.),— J. B. Oaimt, B.A. i 
I 3XEWCHURCH(Lane.5).— T. E. (Tnck, son, 3!. A. 1 
i ^NEW Cro,«s (Addey and ,Stanhc»pe, New Cross 1 
Hd., S.E.).- A. E. Suiter, D..«e. ! 

, ^NewAHllS (See. Sell.). — J, A. Nichols. 

I ^Newport (Esseu:).— W. ■VYaterhour.e, m.a. ■ 
j ,, F. E, Battersby, 31 , a. ! 

I iJNeWdout (Salop). - J. W', Shukcr, M. A. 
j ,, (Isle of Wight). ■('. I). A'ihei t, B. A. 

1 New quay (County Sch.).-A. W. Clieimciis. M. A. 

! Newton Abbot.-J; 11 . Wodhnms, ka. 
j „ (.Nc3vtonCoIl).*~.e.t'v, A.M'.C’henncdlK, Li.ii. | 

! ,, (Sec. School).—.!, HembiMiiigh. 

! Newtown (County School).— It. 1, Joiivc b. a. 

' ^^Nor:*IANTon.— C. E. Brittain, jlsc. 

; North WALSH A3l(FastonGr. Seh,).^ -G. H.-ne. 

I Noi’.th allebton (County Sehool).— (A' .neuTii .) 
i $NorthA3ipton (Coimty).-E, Puynolth, 3LA. 
j (iNorthwiCIL— F rank C, Wedon, ii.se. 

I *(iNORWIcn.-Kev. Jjfai&tuce F. Oil bard, M.A. ; 

„ (Ed, VI., Middle),— M'. H. Gurley, 31. A. 

„ (Municipal HehoolX— A. K, Golden, H.A. i 
*.}Nottisgha 3I BmHS(;HuoL.-O.S.'rurpii) 

„ (Mnndella).— J. Jonc.s. i 

„ (High PjiYcntent).— E. Franei.s. i 

V^Nuneaton (Edward A7.).-A. B. Holman, M.A. } 
OAKA3100R (St. AVilfrid's, lLC.).~-\vvy Lev. ! 

Canon E. B. Hyiners. j 

JOakham (Rutland),— ay. L. Sargaiit, M.A. i 

OCKBROOK (Derby, AIoravian).-Itcv. E. W alder, 1 
M.A. i 

$0»mAM (Hants x«S 94 )-““I''i‘ank Pickford, 3LA. 
$OjuDHAM (Hulnie School), -A. G. Pickford, 3LA. 

,, (Waterloo School).— G. il. Handley, b.a. 
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OiwfSiviiiK. ---James 11. Hate, B.S& 

Ossett.—M. FrauklauJ. 

OSWKSTEY.— 

Ottkrt St. Mary.— F. Wyatt, b.a. fM.A. 

School (N’thauts).-“F. W. Sanderson, 
C'OxFORDC.St. Edward’s). —J.Millingtou Sing, 5L A. 
,, *^(High School),— A. W. Cave, M.A. 

a „ *9(3£agdalen Coll. School).— Charles Edward 
Brownrigg, yi.K. 

„ (Cathedral).— Eev, E. Beake, M.A. 

“ ,, $(City Technical).— A. F. Kerry, M.A, 
Paddinoton (Sec. Sch.).— G. E. Parkinson, M.A. 
Barkstoxe (Ssc. Sch.).— Eev. E. S. Moss, b.a. 
Pembroke Bogs.,— T. H. Jones, m.a. 

^Penarth (CJounty School).— G. Jones, M.A. 
^Pexistoxe (Yorks, 1392).— J, W. Fnlford, M.A. 
^Pkngam (hewis' Coiuity).— E. W. Jones, B.A. 
Penketh, Warrington (Friends’).— W. E. Brown, 

^PENP.iTH m. EliA).-W. H. B. Leech, M.A. 
PENYOROKSCC'ntvSch.),— D. E. 0. Pry tlieret,M. A. 
Penzance ((.'uiinty Scb.).— (,). L. Bradley, m.a. 
P»ETEUBOROUQH (King’s School).— W. E. Cross, 
M.A. 

,, $f Deacon’s School).—.!. I. Scott, M..v. 
^PETERSFlELD(Churcher4-~Eev. W. El. Bond. 
PIOKERINU.— E. G. Hiixhfleld, M.A. fM..\. 

v^PiNNER (Comm. Trjxv.).— F, Adsliead, m.a. 
*v'PltM 0CTH (CollegcA—Bev. H. .1. Chuytor, M..\.. 
,, (Corp. Gr. Sch.).— (;. W. Bracken, ’ r.a, 

„ (St. Boniface, /»*. C.).— Very Eev. Ah Buriis,i). i). 
*PociaiNOTON (Yorks),— Rev. C. F. Hutton, M.A. 
^Fontefuact (King’s School),— lie v. '1’. Ilowey 
^PoNTynooL.— J. H. Priestley. i Nichols, m.a. 

: Po.VTYPRiDiJ (County Sch.).— R. Alorgan, 

I Poole (See, Sch.).— A. J. Alockridgc. B.A. 
i ^iPopLAK (Ge.iige Gmm’.s : Inaall -.h 'P. Ashby. 

! Forth (County School).— K. .Sainueh b.a. 

I ‘JPOUTMAPOC (County School.). -.1. Rlij.s EvjOiS, 

I ^(■PORTS-MOl TIL— .h C, Nicwl. M.A. [M.A. 

I „ (Council Sec. SJi.).— (h Parks, n.sc. 
i Port Talb.^t (County School).— W. Briro’. b.a. 

I jJPouLTox-LE-Fvi.PE, Lam^s. (Baines’).—'!’. D, 
Whittington, n.A. 

^)Pre8{»ot.- C, W. If. Rhdiardsou, M.A, 
PRESTEiONf (<’omity .School).— A. H. Smith, .M.A. 
^)PRE.STi>N.-lh (!. Brooks, M.A. 

„ {lie Coll.).- Rev. J. Welshy, s.J. 

„ (Harrir, ln.',t.).-T. Jl. Jolly. 

PritSEY <S4>condary Sch(»..»l>.— S. S-axeycr. 
•)P(’RLEY, Surnw (Warehuiisrnncn’s). — J. IL 
Bniiford. B.A. 

t IhVLLHELKCoumy Sch.).— D. Th William.h m.a. 

; ('<)r:ous (Gr. School).— E. W. Honsman, M. a. 

; ALLEY College, Abingdon (1847). —He v. T. 

i Field, I*. It, 

• (tRALSE’stSt. George du-the-EjtetY—R. S. Taylor, 
i Ramsey (Hunts).— F. T. Allon, m.sc. 

„ (I. of M.).— ErucAt F, Popham-Crosse. 

I ''llAMSdATE (.St. Lawrence Coll.). — Rev. E. C. 
Sherwood, M.A, • 

I „ (St. Augustinus, R.C.).— Right Rev. E. 
Hgatu O.S.B. 

' llATCr.TFEE (Leiec.sU r, II C.).— Rev. J. Cremonini. 

. Rathfabnham (S. Cohiinl>a’s),— Rev. W, Black* 

hnru, M.A. 

liAW7K)N, Leeds (Friends’).—!. A. Barringer. 

Ilcv. W. Charles Eppstein, r>.x>. 

„ O(Keiidnck),— Rev. E, Pi*ie.stley, B.A. 
Rediutch (Secitudary School).— W, Rigby. 
fE»i)||£LL (Ht Anne’s),— Rev. W. J. Perry, ll.». 
! Repryth (County Stihool),— P. Shopland, b.a. 

I went btbeet Polytechnic bokools.— C, 

Mitchell, l>. Wofxihall. 

( Robert S. Ragg, B.A. 


^Rkpton School, Derbyshire (1557).— Eev. Lionel 
G. B. J. Ford, M.A. 
fEETFORB.— Eev. T. Gongh, B.SC. , 

Ehyl (County Sch.).— W. A. Lewis, m.a, , [m.a. 
fEiCHMONB (Surrey County).— A. E. Buckhiirst, 
EiCHMONJ) (Yorks, 1567).— A. 11 . Prestwich, m.a. 
<}RlP0N.— C. C. S. Bland, M,A. 

EigCA (County Sch.).— Rev. T. H. Williams, m.a. 
ARlsmYORTH (Yorks). —E.. H. Elliott, M.A. 
piiSLEY (Derbyshire).— Eev. Cl W. Groves, m.a. 

I JEIVINGTON and BlACKROD (Lancs).— E. j. Bon- 
I nor, M.A. 

j ^Rochdale (Sec. Sch.).— J. II. Brittain, B.A. 
j ^ROCHESTEE (King’s).— 
t „ iXMathematical Sell.).— Charles Bird, B, A. 
i OSS ALL School, Fleetwood (1S44).— Eev. E. J. 

! W. Houghton, D.D. 
i Eothbury (Sharp’s).—!. H.' Stevens, b.a. 

! ^EuTHERHAM— Rev. Hargreaves Heap, B.sc. 

! EUABON.— I. R. Roberts, m.a. 

^ $*'RC6By (1567).— Rev. A. A. David, M.A. 

,, S<:hool).— S. E, Hart, M,A. 

, EtoELEY.— A. Du Pr«* Denning. 

; vEc.NC0HN (County Sch.).— L. Gledliill, B.Sc, 

: Ruthin.— J. J. Lloyd Wiiliams, .m.a. 

. ('Eye (Sussex),— J. Aloiyiioux .lenkins. 

■ (St. Albans.— E. :Moi:tpgue-. 7 (»ucs, m. a; 

ST. Asaph (County).— F. Mainer, xi.a. 

,St. Anstkll (County Sob,).— AY. D, ll.ayntjr, m.a. 
•x(ST. Bees (Ciunb.).— Rev. H. A. P. Sawyer, M.A. 
St. David's (County Sch.).— T. Thoinas; b.a. 

(St. Helen’s (Cowley Sch.).-* E. J. Siniiison, m.a. 
„ ((E.C. Gr. Sch.).— J. Carey, b.a, 

' (ST. AIakylebone (248 Miiryiebone Road, K.W.) 
■C. I. Houseman, B. A. 

*(ST. <)i. AYE’S (’Power Bridge, S.E., 1571).— AV. G. 
Eushbrookc, M.L. 

*(ST. I’Ai' L's School, Ha Jinnersmith Ed. , )Y. (1509). 
—llujh Master, E<:;v. A. E. Hillard, D.D. 

; St. Paul’s Cathedral Choir school (34 Carter 
I Lfine, E,C.). — Eev. K. M. Morgan - Brown, 

i M.A. 

; Saffron AYalden (Edward AM.). — AV. M. 

I 'I’hompson, ala. 

1 „ (Friends*).— J. E. AValker. , 

' (SALFORl>(Mimic.),—H. B. Knowles, Ai. A, 
i SALISBURY.— E. A. Philpots, ALA. 

! „ (Choristers').— Rev. A. G. Eoh(?rtsoii, ALA. 

I „ (Bisliop’s Scliool).— R. Bracher, 
i (BANJ»BAOfL— S. AY. Finn, 3 L A, 

' SANJiOWN (County School).— AY. T. Trcge.ar, M.A. 

: (SANDWICH, Kent(x563).— Eexv G. E. Battle, ala. 
i SCARBOROUGH (See. Sch.).— A. S, Tetley, M.A. 

; (SCniiTnN (A'orksjR— Al. AL Stcggall, M.A. 

, ^SEDBERGH SCHOOL (xSasS).— F. B. Alulim, M.A. 

' (SEDGEBiiooK (Lines.),— F. Vpion, m.a, 
i ENOAKS.— a. H. Hosio]), M.A. 

j SHAFTESBUIIY.— 0 . H. Tovey, LL.D. 

I Shebbear (Dex'on,). — J. RoiuLsefell, B.sc, 

: (.Sheffield (King Edwd. All.).— J. H. Hichen.s, 
i „ ((Central School).— J. AVI II iff e, m.a, [ala. 

' (.shf.pton Mallet (X 627).— AYiliiam Aldridge, b. a. 

; '•'SHERBORNE SCHOOL, Dorset (3350).— Nowell 
; Charle.s Smith, M. A. 

i „ ((Fester’s).—!. L. Hutchins, M.A, 

: (SHIPLEY (Salt .Schools). —F. J. Fuller, M.A. 

I •^Shrewsbury (1351).— Rev. Cl A. Alington, 3 LA, 

! SiBFORD, Banbury (Friends’).—!. T. HaiTod, b.a. 

; (SiDCOT, Somerset (Friends’). — Be van Lean, d.sc. 
(.SiLCuATES (AYakefi’eld).— J. A. Yonge, H.A. 
(SKtPTON. — H. V. Plum, M.A. 

(Sleaford (Carre’s). — E. C. Watson, b.a. 
SNKTTISHAM, Norfolk (Hall’s). —Rev. F. AAL H. 
Palmer, M.A, 

(SoiiAM (Cnmbs.).— AY. H, Mould. 
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' Secomimij Edumtlon—Boys. 



^.Solihull.— K cv. A, J. Cooper, ll.». 
{tr;oi:THALi..--S. Pollitt, B.sc. 

$ Southampton (Edward V I. ).•*-•■. T, Brewings, B.sc. 

„ (Taimt<ai"3i---S. J. Ouhb, B- A. 
()Southbn])-ox~Sp:a (Teels.).— J. H itelicock. 
VSOUTHOATE {Couuty Sell.).— A. T. Warren, M.A. 
Southport (I'niv. Seh.).— W. HeiKlersoii, m.a. 
'•SOUTH ShielB-S (High). -At. 11. Kirwan, M.A. 
vSoT'TinvELL.— Eov. ,1. S. Wright, M.A. 

SOWKKBY BlllDGR (See. .'•^eh.).— 
t;SPASil)iNO(i,iue.s.).~E. C. Chappell, LL.P. 

SPn.SBV (Lil'.es.).— Her. (Seorge i.indley, B.A. 
eSTAKFoRi) (Edward Vl.).--E. O. Powell, B.A. 
STALYBRIISGK (vSec. Scli.).— 1>. AleLarcii, B.Se. 
^sStampohI).— E, \V. Hoeuuuve, M.A. 

STAMFORD Hn.L, N. (St. Igisatius, iJ.C.).— Rev. 
T. Honneliy, s.J. 

AStand (Alasudiester).— 0, Longnum, M.A. 
vSta t'RLEY ( N ether tis or s)e\ — M . Spencer, >f . A. 
aStepnev and RowcCoopurs’Co.).— S. Elford,M.A. 
eSTEVENAOK.— iv. G. AlcKsnlay, B.A. 

AStkvmng. — Rev. E. T. Lea, M. A. 

>;STuCKPORT.— A. E. Ihiiiiels, M.A. 

(Mimic. Sec, Sch.).-~ R. .T. Brown. M.sc. 
§SToCKT0N-0X-TEES<Or. Sell.).— E. ,T. Ale, B.A, 

„ (Jlnnic. Sec. Seh.).— J. .1, Brest. 

StokeSUEY (Pre.stou Gr.).— T. Cozens. 

»}ST 0 KE OX TRJiNT(LoiigionHigliSchool, Alixed).— 
Walter HaiTis, pIi.d. 

aStoxe (Al}eyne'.s ).— ml ,T. Harding, M.A. 
*Stoxyhurst (Blackburn, AtC).— Rev. W. Bod - 1 
kin, s.J. 

CiSTOUllBRlDGECEdwd. Al.). — Joseph E.Boyt, M. A. 
S'DAVMtuKET (Couuty Boh.).— A. H. "Webb, b.a. 
sruAND Soiiooii (London).— -ML Bragintoii, M.A. 
SfRATFoiiD ox-iivox (Edwai’d Al.). — Rev. Corn- 
well Eobeitson, M.A. 

V^NTiioUD (Marling Endowed).— AAL J. Greenstreet, 
^Sudbury —Rev, W, 0. Nonnandaie, b.a. [m.a. 
rt'^uxDERL tXD (BtMie Btdi.).— G. T. Ferguson, B.sc. 
cSlttox (County School)— E. H. Hensley, m.A» 
aBl ttox -Coudf ielp. — H er bel t J crrard , M. A. 
*BLTTOX A'allxce (Kent).- (Vacant). 

Hwafi'iiam — AV. iN'ash. 

AX. EA.— J. Trevor Gwen, M.A. 

ABv.'indox.— G, M. Burkhardt. M.sc. 
y'I'ADCASTER (Oglethorpe’s Bchuol).— AV. G. S, 
'riiornton, b.a^ 

aTamworth.— T. J. Barford, b.sc. 

ATauxtoX (K ing’.s Coll.).— Rev. E. H. \lnccnt,M. A. 

I „ Gr. Sch.).— A. Goodliifo, M.A. 

j J, XGncen'.s Coll.). —Arthur B. ilaslani, M.A. 

I „ v(Vaunton Bch.).— C. I>. Whittaker, LU.I). 
i Tavist(') 0 K (Kelly Col].).--Rev, E .1. A. Phillips, 
j „ XGr. Bfdi.).—J. .1. Alexander, M.A. {M.A. 

! TEXBURY(Bt. Alichaers).-— Rev. W. A. Renwick, 

! .. M.A. 

; Tkxby (County School).—.!. W. B. Adams, B.A. 

! iVl'ETTEX II ALL ‘(Staffs).— R. L. Agcr, AI.A. 
Vi’EWKESBUEY.— !. E. Pilesthiy, B.A. ■ ■ 
XThame (Lord AATllianis’s). —Rev. A. K. Shaw, D. Lit. 
Thetford.— F rederick <T. Cole, M.A. 
Thorxbuky.— a H. Ross, 3f.A. 
vVChorne (Doncaster).— C. F. Constabe, M.A. 
CITdeSW'KLL (Buxton).— AV, G. Bold, LL.D. 
'^d'lVERTox, Blundell’S.— A. L. Francis, jla. 

„ (.Middle School).— A. E. Thomas, B.Sc. 
I’oDMORDEx (Roomffeld Sch.).— R. B. Smith, B.A. 
*$Toxbridoe Sch. ( 1553 ).— C. Lowoy, m.a. 

„ Xdiidd’s Commercial Sch.).— John Evans, 
t 5 T 0 TXES (Edwanl A'l.), — 0. F. Rea, B.SC. {M.A. 
ffOTTENH.AM.— .T. T. Uohen, B.A. 

„ (»Coimty School.— C. H. Peters, B.A, 
VCOWCESTER.— !. Wctherell, M.A. 

Towyk (County School).—!’. Jones, B.Se, ! 


Towyn (County Secondary Sell.).— J. A)'. Henson, ! 
Tredegar (Coniity Sc1io(t)>.--J. Alorgan, b.s<.*. i 
TrEGAROX (County School).— G. 'E l.ewip!, m.a. j 
♦flRENT Coll., Deri ysliire,— Rev. .1, S. '.rnckcr, i 
M.A. * ■ . i 

^Trowbridge (High Sch.).— w. Xtovinon. m.a, ! 
Truro (C ath. Gr. Sell.).- Rev. A. E. Wheeler, M.A. 

„ $(CloIlege).— H. \V. A'inter, m.a, i 

(»TUXBRIDGE AVells ( 8kiiiiier.s’ School).— Rev. 

F. G. Knott, M.A. iB.se. , 

frYNEMOUTH(Mmiie. High Sch.).— E. W. Heaton, ; 
JlJCRPIELD.— J. Aluntgomeiy, }i.A. 
t'FFCULME (Be van).— H. 0. Pridoinix, M.A. i 

irLVEftTOXE (Alctm'ia. Sch.).— G. H. Hauiol. B..Sc. i 
United Services Cox.l. (Windsor).— Rev. I’. | 
AV. Tmcy, M..t. )■ 

=^§UxiVERgiTY CoLt. Sch., Hainpstoad, XW.— ; 

H. J. Spenser, LL.i>. , ) 

AU PH OLLANB (Wigan). --“Charles H. Co?c, B.sc. J 
•^■fUPPIXGHAAI (1584).— Rev. H.AV.McKen7.ie, M.A. ; 
UsKAiv (Burliani, II Rt. Rev. Algr. Cor- i 
bishley, B.A. : 

$Uttoxeter (Alky lie’s).— a, T. Daniel, M.A. | 

^UXBRII)aE(County School). —AALAV. Sawlell.B.A. i 
(Victoria Pk. (Parniiter's).— AV. J. Sharpie?, m.a, ; 
(VWaINI'LEET (Magdalen). — Rev. AV. Gerri.sh. s 

i *15AVakefieli> (x3tii cDrit.).~AL H. Peacock, M.A, \ 
$ Wallasey (Liscard, Che'sh.). “11 E. Vipan, b.sc. ■ 
AVallixgford (Dual),— E.StanU:y Hayward, M.A. | 
AVLvlsall (On. Mary).— E. K. Aiarshail, AI.A. 
AV’'ALSrxGHA?.r.— M. \ aughaii Hayier. : 

^AV'althamstow <>foiioux).~AV. F. Spivey, M.A. i 
„ $(IIoeStreet, Sec. Sch.).— A. J. Dicks, B.sc. j 
„ ^creelrn.).— A. W. Upton, B.sc. : 

AVaxdsworth (Techn. Inst.).— B. Waite, B.$c. 
^Wandsworth Common, s.av. (Emanuel School, 
JS94).— Rev. H. Buchamin Ryky, m.a. 

<5W ANT AGE (King Alfi'ed’.'S),— Hcv(Ar.Peam)n,B.A. 
W.yRE(St. Edmund'.^, Rev. Canon Ward. 

()WaRAIINSTEK.- AV. F. r.laxter, M.A, 

„ (County School).— E. E. Dent, 

^UVARIUNGTON (Bv»teler Gr. Sch.). — Rev. H. 
Gray, m.a. 

„ ^(Sec. Sch.).--E. S, A. Rohison, M.Sc. 
Warwick. (King’s Svh.).— H. S. Pyue, b.sc. 
(GVatford.— W. 11. Carter, b.a. 

„ $(Lond. Orjduin).— Rt V. 0. C. CockTom,LL.D. 
AA'ELLingborough (X’tliunts).- ?. A. Fryer, m.a. 

* Wellington College, Bei-ks (1859).— J/rtAic/', 
Rev. B. Pollock, d.d., o.v.o., k.h.c. 

^AVELLlNGTOX,S(»in.(Conntv'). G. Corner, M, .L 

AVells (Cathedral Ch-. S<*h.). -Rev. H. J. Gi'cen, 
^BlueSch.).— AV. AlatihewCox, M.A. [m.a. 
iiWELSBPOOL (County Sch.).— R. E. Owen, m.a. 
|Wem (Salop).- J. Ohm, m.a. 

West Bromwich (Alunic. Sec. Bch.).— A. 5. 
Alenziea, M.a. 

$We.STBuckland (Ikvou County Sch.).— Rev. E. 
C. Harries, M.A. 

lUA'EST HAM(Miinic.Sec.Seh. ).— G. F. Bunichs, B. A, 
§AV"esT Hartlepool (.Second.). — J. Arcbyll Jones, 
» B.SC. 

^AVest Kirby (Calday Grange Or. Sch.). —Rev. W. 
Hollowcll, M..\. 

West BavingtoN (I>an«t.3cy Agric. School). — 
F. 0. Solonioii. 

♦vHA’estminhteil Soil, S.AAL ( 1560). —Rev, J. Gow, 
», $ClTY.— E. H. Stevtais, Ph.D. [iJtt.D. 

,, (Cathedral Chrdr School, it.G.).— Rev. J. 
Driscoll, D.D. 

AA^EYBlUDGEtSt. Gcorgt s, 7iC.).— Ilcv. J. Oswald 
Turner. [m. a. 

♦AVeymouth College.— H. C. Banms-I.awreucc, 
fiAA^HITCHUKCH (Salop).— J. H. Croft?, M.A. 
^Whitechapel iFoundation]-— h. Carter, b.a. 
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, Jjr. H, Walker, 31. A. 

. r A3T' ((.'onnty SdiooJ).*-E, .kmes, m.a. 

A. Cooper, 

'''AV!0‘A\.--I‘ov. C. V. niainhrvif!. 31. A. 

AH r'iT{t^'(^elsoI^).--Kcv. W, E. Hiiiorjhreys, u.A. 

.T. <?oplin>^. b,a. ■ ^ ■ 

H 5Miir,FP*>x (/yr. Co]!,) — fiev. f>. Coii'ii'dincs ,s..r. 
vH LMIKiUN’n.- Kev. A. .1). ir. AHiU!, ax.a. 

WIM H< OMBH. - llioBia.? < Wthit, 

Coblkgi: ( 1387 ). -- Euv. Hilbert 

• .Murray Bu!’!4c, l)J>. 

vV;i?o::HEMTB (Syi)iOjBls’).-*-Rev. T. A'ariev, H.A. 

H 1\ Platt, 5r.A. 

lUl’iNnsoE (fait-od Sdjooi College). ~Ecv. C 
5. .Nagel, 3r. a. j 

A (C'oaaty School).— G. fi. Wade. Jt.A. j 

^ Wl i; K SAVORTH. -L. Hansen Bo v, B, kc. 

V —a . W. Ti »vscr, 3L a.* i 

• WiTA FA’ ( 0\0n. w: Haines, BA, [B.Se. ' 

W, )i.hTN-r*H \ Parham), --.f * .siath Backliou.se, 
(i5is)-*-"'Vatkon (.'aWceott, ' 
(Socnndnry School).^ J. Vfe.st, B. A. [^r.A. 

') \\ oLTi:i,ij.K Y CW ori'e.-'ler-'' 111 ?’o\ i» . C. Lucas, e. i;e. 

. t)WdBvl:KTON(Biu.‘ks).~~E. J. Ooi-cc, b.sc. 

1 IV^tNEU^j^Onildford./’.C.l— Pt.'ilev. A. Buuluo- , 
, tiav. BA. ■ ' ' 


*i»WyoPB?Ji,MiE.--^}Iev. Mad.elev, XA, 
i ^)yooi>Foni>(B:iiiorott'fc;).— H. V. Idayae, yr.A. 

, WooPnoi.sPi ?^k!coHdar.v School).— ,T. Enekler. 

: Moolwich (Pulyt. Sell.). — ^V. Gamioii, b.a. 

I ^))V(.BCi:sTKB{{;oyalGRSdi.).-F.A.BilIar<i,3i.A 
: ,, ^‘'(Gaiy. , kim-’;.-;).-- Lev. H". If. Chapiic 1, m. a 

! „ (!51nia Coilcu'c),- TlcV. T. Bariiard, ?.[. v. 

s ,, () ictorla inst.).— G. U. AVoolhitt, Bh,T>, 
^\ojiKiX(rroN (ScIeuc,c'Scli.).-ll. Pai'kin.« jj 
<).n oUKSuB(!St.Outli]>ojl.».— ih-y. P. ALGri’c-r M 
WoTTox-u\w-:n-Ei.aK.-lP-v. F. W, MorrifMA 
oM liEXiiAAL— )r. J, ’ 

C‘Wvc*03i,BJ;] (Boyui Gr.).— G. \y. Aridson, m.a ' 
i^rALJiixr, tCleavc‘,s Eudov.'Cfl Seh .. ). — S 
L AlUu.EY (Semidarv Sclioop.—.T. Wj! 

iU'Ak:.! (York-).— A)'. H. Hill, 

(iYAPGJOrTJi, Gt. -AY G. AViliiaia.s, ^T \ 

Yeovil (County School).— r. c. Paidd, ai.a. 
loRK IVier'ss)* — Pov, E. C. Ov.en, ala. 

M H'olpite’ss).— Pev. AV. Jului.son, ai.a. 

n y( Loo dial a 5 ii'riciuis'). — A. Powutrco. b.a. 
\0 RK;?Hi!iB Society’s OVestmiustcr Bridge Pd. 
S.E.)— P. C. B.ji'e. 

Ys:iYU,vrEni (County ScUoui}.— A. B. Sullv. ala. 
\ STEAPGYXLArs (bfti’.Scii.A— J. WalLer.ionc's.B. a! 
\ STL Ai”> M HCIUG.— Pev. J. JoiMS, ALA. 


Clje iiliglier (irliuratiott of 2;2.^onirn. 


Information coucorniiit? the lii-her 
1 iuver;.dtJc.s sectiuu under Lo/hioti ; IkirLtua ; 
Lh'vqK'i,! ; Uniren'iOf of \Vai*^i- ; .Vad-MV.4 /.M/ 

CAMBRIP0E. 


GIRTOX COi.LEd.E. 

Mkti'W, E. E, CoiBt.ance Jones. 

Mim K, dex-Biake. 

liciuknt Laiitro>{i, — ffas^aV-s', IVlis? K. .lev 
Bluke. .Misa Weyer, ilis.s E, .R 

< avc-Br(-U n >Cavo. MvAimml ({nJ MoOvm 
MjmiU i’if, Mi„ A. A. Helit.5eh,MJD,s W. Biyoi’R 
MiJis Btinoiiliy. iHdtxnj, AV. Alurcicn, 

L t f rw/ii A'uPo'a/ .SVaoicc'?, AHsis M. li Tiiomas ; 
j: , JJiwsi B. IL SaiimitU's. , ■ ■ 

: BffjMt' tit I'a'c ^iisirei'S and Ih-ahinu, 

Mshs K, M. Ailfu. 

f JttiiW' Alinh H. Kiinla.ix 

' /JlAurOui, Mki H. S. PhiliiMitts. 

' sVe/Wffra iAtisH AI. Clover, Colehy, Grange Koe.d, 

I Cambridge. 

; XEWsU.tM CoLLEUR. 

I /Vohvprd, ..Mi-v;. Uenrj Sidgwick: 

‘ JJiS'S Kaliiaiine Steidmii ; Afi.s,s 

< B. A, <‘lMii.uii ; Miss A. B. Collier. 

/a'eGoviv..-Mis.s A. B. (Adlier, Aik,.? JL 1\ Hud- 
AfisH J. E. HaiTisoii, AP-s. 
Wedd, L. L. Aruttlmei, Clmm'if. Aliss 1. 
I'remid, AfiBs h. 11. Saunders, Alis.s C. Ah 
Purimm, Ahss Ji. L. Piles, ’Alisa I. B. L Sullas, 
A«C Misa A, Gardner, Mktnm Afisa 


T'.dueation oi oinou is also given in the 
Ltrmi)iuh(i;:} ; Jini'ltJ ; Vicluria (Mdiichesiet') ; 

'V iVf.Cf'.', ami /i'i^h 

[ OXPO’ED. 

j f.AOY A1 aI:o‘ HALL. 

i ^M't'hri"( vbml^r‘’’ 

j PNnt'intif, Aiiss if. Jc.v Bljike. 
i r-e^-/V/.av>7(, Aiks Lt.d-e. 

, Pv.aita/f Aiks Cl‘iy, Afiss* H.aduiv. 

y/on. See.Mvs. A. iL JoimsoiLs South Paries Rd. 
NeHtdent ht'rmrand Ubmnan. Mhn E.darnicaon. 

'SeoiERViLu: Colli. OE. 

I lyirndpal, Aliss Peiito.se, ^r.A. ' 

j I n'(‘‘J*,uoupid, Hon. Alice Bruce, M.A. 

, Ju'wlnit Ltie.s, Mi,s.s At. Pone, AnKs 

I ; TL Pari dsh ire, Afis.s E. OveJ-eiid. 

I Luh,hn/ti, AiiK.-, J<, Kcmn.'ion, .m.a. 

! LbootO', Mi.^hi II AS'ulton. 

; ^ St. iliGiiV Hall. 

I Pt'iiicijKd, Mi,«sC. A. E. Aioht,H>' 

7bde,v Ali.^ PieaiJor'.ToUi'dain (Vire. 

J niu'tpaij ; ,..vhsr.s jJcMt-kt* iLlbrnrlai)) ; Miss 


Ady. 

! St. lilLLA'S if AL.L, 

LioC/ rrtdiupuK Hiv:. Bmrow.s. 

' Afk^ Bunows. 

ASsUClATiOS FoK THE El»ECATIt*X OF W03IBN IX 
Oxford. 

Pivstdenf, Arthur .Sidi(y if k, 3 la 
.^Cfetanen, AI iss Po-jers ; AY 1). Russ, Ji a 
Clarendon Bniidhifr, O.viford. 

Airs, A, H, John.sfui, 5 .South Parka lUL, O.xfurd. 
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Tiir. AssiK'fATioi UP Heap jVJjstresses was] 5BniEToL(CkrgyBaiii?iiter.‘i'.S(;l»ooi,St.Bi'andon’s'> 


^ founded In 1874 Tiscorjiorated in tB 0 , its', 
ohjcurs b'jiiv? to iTiippon niul protect the status I 
atid liiLerc-'is of \uunt!? in editeation ' 

^AC'Uoriilly, and Hocontlary odiication in particular. 
Il^-nd mistresses of Purdie Secondary Schools 
n ith at least 50 pupils are elisfible for inember- 
sliip, and tliOBo of r.|)])n»vu^d Secondary Sdio«>is 
in the ImperiarDoniini-on'i arc cli^jible for elec* j 
ti<)u as ConTspondents. A (.Conference is lield i 
anmially in dune. Premv-at (1905-igiti), Miss ! 
liurstall, M.A., Alancbe.ster High Soliool. &cir.- ; 

Miss jl. Vojsng, 93 Vietoiia Street, M'est* ] 
niiJisier, SAV. },ftnuhvrs of the Association are ; 
marked y in the hdaiuing li.sts. 

: The AssoriATtifN OF AS'Tsta^^t ilifrsTnEssES j 
Wia founded in 1884 ar.d Eiu-mporated in 1897, i 
it.s atins beir.g to improve the statu.s of Assistant I 
Mistres.ses and to provide a medium for the i 
expresskra uf timir view.s upon educational j 
quesiioiis. Two (.'onfereiiees are held annually, 
one in Lorifkm in .hinnary and one in summer 
fit some provincial centre. Preddent, Miss 
, Ik M. Bancroft, liedland Hiirh f^ehool, Bristol. 

^ Seeivf(h\>f. :!kliss K. Thomas, Uordon Square, MMA 

jvAi5ii(>TS 'BnoMiT'.v, Bugelcv (ot. Anne’s).— Miss 
} M. A. Bice, .M'. A. 

*;ALNWirK nui-hos.s’s).-- Miss Silijurn, -U.A. 
vAshbY'PIM.A-ZuUCI!. ..M. Uopkirlv. 

'}AsHFOil!», Middx'. < nigh School for Mmlsh (lirls). 
i * — Aliss .A If. .Jones. 

I ,, Koiit {HXon!ity>.*-Alh,s Alurgan. 

' {dlAXOon (Oourdy).- Aliss Afason, B.A. 
;d;AsryosToRii (High).— Miss Billion, .M.A. 

(floyal School f*>rthe dauglitersof Odieers 
of the Army).— Ali.ss Af. Blake. 

(•Batuev X-lr. Sch.).— Mis.s L. Ellis<)n. 

AKKPFORB (High).- Miss Collie, n.A. 

„ vC’^h.x.leriii. - Miss E. E. Dolby. 
(B.EHKHAHSTElt — Misa Beatrice Harris. 
vMMxOLEV (Orammar School). —Mws .Scott, H.A. 
(BniKENHEAB (Higher 'I’mnmere). -dVIIss Ai. 
.lonea, 

(BirAriNOiTAM (Edgbasion High).— Mias G. 
Taiieton-Voang, 31 . A. 

„ ((Aston, Kg. E<lwd. ’.A — Miss K imuio. B. A. 

„ ({ < ’ii mp Hill. Kg, Edu 1 1 . 'a). — Miss Su !Ii van. 

,, (Summer Hilu.—Aliss Tala. 

„ ((Bath KoAv).--A]i?,srarmiter. 

„ ((High Sch. . Kew St).— M Iss (Teak, b. A. 
(Bk.iOKBrr.N (High).— Miss Gardner, jr.A. 
(ilooxorv (St. AHch.ael'ift).- Miss llamlall. 

(BoLToy (HigTi). -CMi^s D. J\vmond, B.A. 
(BoUiiiuOmUTH (High Sch.).— AFlss AI. A. Broad. 

„ ((Oollegiate Sell.).— IMlss Parker 

Gray. 

|^(Br.APFOliP(Gr.)-— ATi.ss M. E. Koherts. 
(BiiAMLEV (Guil<iford, S. (Ailheriiie’s).~"Mr3. A. 

, Bussell Baker. 

(BuiPGXOBTH {High School). ~:iri 3 s AndeKon. 
(Bribiinotov; (High School)— Miss Drummoud. 
Brightoj^: (Roedc'an).— The Alisses Lawrence. 


Miss A," H. Palmer. 

1} ( (OoKtonV). — Aliss E. M', Hughes, B.A. 

„ ((Bcdhmd High).— Miss Shekloton, 31 . A. i 

,, ((Bed Maids). — jOs.s Webb. | 

(BROJi.LEyj KKxt (County).— ISfiss ATalers, B..\. | 
(BriONPFSBURA' d: KiLBrri>T.— Miss Pv. M. Bee.?. ! 
(BruT(»x (Sunny Hill). —Miss E. L lladford. i 
(BunTON-os-TiniNT (High Sch.). .K. Butty, j 
(Bury (Girls’ Oratn, School).— Misft Kitchener, j 
Eushey (St. .Margaret’s Sch.).— :Mis8 * 1 M, Boys, i 
M.A. 

(Caaiborne (Gounty Seliooi).— Miss Pratt, 3 f. A. s 
CA3fBnrPUE (<v.unty).— L. M. Evan«. iM.A. I 
, , ((Pci-.se H ieli School). ■— An.s.s Kenn ett, j 

(CANTERBURY(Sinioii L.iivgt- aO.— MissProiidf^^ot. | 
(Oarpifp (County),— Mis.s Crdlio, B.A, 

(Carlisle (Lismore . Place).— Mias S. A. Oardmer, I 

■ ALA. ' ' ■■ I 

(CAr.-MARTHEX (Coimty).— Miss Holme, m.a. j 

„ (High iScIl).— M iss Clark, B.A. 
(Castkrtok (Clergy Daughter^ Soh.), Kirkby 
T.onadale.— Mi-i-s M’illiam?, jr, A. 

(Cavershasi (Queen Anne’s),— Miss Holmes. 
(g;MiATiiAM (County).— Mis.? Wakeman. 
(CIIELMSFORP (County High).«-Miss M. F. 
Vernon Hareourt, M.A. 

(CHELTENHAM, 1854 (Ladies’ OoHege).-**MibS L. 
M. Eaithfull, M.A, 

I. ,, (<:Pate’s High Sell.).— Miss Heatley, ai.A. 
j (Chester (Queen’s). —Dli.sa Beatrice Clay, B.A. 
(Chesterfield (Higli),— Miss Wilkes. 

(Christ’s HospiTAL, Hertford (1553).— Miss M, 
E. ilobertson. • 

Cirencester.— 3 ti:iss B. .T, Hay. ■ 

! Cler'Er St. Stephen.— M iss N. Stoker. 

I (Clifto.n (H ighSehooli.-dMis.'jE. Addison Pliillips. 
(COIAVT N B A Y< D* *1 d dg'n shire). — ^Mi.ssll. Hovey, B, A. 
Cork (High),- Miss G. Haynes. 

: C 0 VVBRrj>dE(County).— Mks E. L. Henaut,'B.A. 

I (lURLEV Dale (Matlock).— M ms Kennedy. 

! (DAIiLlN< 5 T 0 K (High).-"-)i[isS Twose. 

I (DAi;'m>RD (County Sch,).— MihS Amy M. Brett. 

I Dautmolth— M iss Davidson, l.l.a. 

! (fiENBICtH (Huvrenb, X858).— Mis.s Beloe, RA. 
i (DEV»«iuruY(\Vheel\vnght).*~ Mrs. A. E. Holme. 
Doi.GELLY(Di'.'Williams'Budt.nvcd), - Afhs Anstey. 
(DoncafTEU (M.unic. High).— Miss Xodcs, B.A. 
(Dudley (M unie. HighSchool). - - aHs.s Burke, b, a. 
(Durham (High).— Miss lleadlain, 

.E.ILING (Prince.Hs Helena Coll.), —Miss Parker. 
(Eastbourne (G iris’ Sec. Seh.), — M iss Adura.s, b. a. 
(Edgbaston (Ch. of Eng.).— Miss Hollings, 31. A. 
Edtn BURGH ( 1 ^adies’). --*11 , Itohi-rison ,3 * . A . ,f. n . «. e, 
tf Watson’s Ladies’ Coll).— )> 3 i,ss C. E. 

Ainslie, B.A. 

((Mt.Gcorge’s Hig 1 i).-Ari,ss M.ll. Walker. 


, JEltham (Comity Scc.).-Jn® Braniwell, b.So. 
Hail.Clt-rsy BaugMers'). i v®XETEB (Hish).-.Mis3 Trencrry, M.A. 

—Afis-s rotter, B. A.' I a ((AUddle Sch.). —Alias Headrfdge, M.A. 

'■ " ' . ' . ' ' ' ' ■ . ■iiiKaaaTffl;i.; .-eB ■ - — 
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iiuis' Secomlm'y Seliools. 


\ i*''iU!ity High !S.>,—Misii TotW, 3r.A. i 

i«i' AJERSHAM (Ww. Hibhs),— *JMiss Ciilvoihotise. j 
, } «‘L’»vK. TONK (koiit CoU. W]iHas Bruiiyate, m.a. ! 
i Seh.).~>f!gs Ewart ' 

';!jLAHaow fGariit'thill High Sch.).—Miss Beid, J 

^ £*;irk !>rhooI). — Miss Young. fu.A. ! 

>i; A\ r^L.vin.MiHun Mount).— Miss\Voodal!,M.A. I 
«uti AT < 'i!( ^iViA! t-rehant Taylors’ Hirls’ School). ! 
"-Alias i. Bolton. ' 

{^vi:ny<nY thadiea’rollege).— AassYIellish, m.a. 1 

‘>.riiiiFoiiiM;(;f,unfy).~Ariss Todhunter, b.a. 

H ALi? AX (Hidi).— AHss E. A. Bnltoii. j 

„ ’^(<'ro&df‘y).— Miss Knight fE A. ' 

IlAVfinnoinwKsT (’la-kpr’s).-Aris,s At E. Jones, , 
a ELKXMiL liGH (St. Bride's).— Aliss Kenton. 

Krabbe. 

AiTroii A\ YtjoAiEE (Hodistowe). — Airs. Scott ‘ 

. H . v: <"<^unty H igh).-AIiss Christie, m. a. 
i-HnoiiiN fCmumui*).— AILss Go.snell, b.a, fM a 
' 1 r «»mdpal),-Af iss B.CIiarulM^rs, 

vjl tVTON (Liverji’l CoH.).-AiissS.G. Anthonv.K i 
dLAiLNSTEP. (Hrautinar).— AlisbS. E. Pollard, b‘a 
ylPSAvini Olmnr, .Sec.).-Ariss Harrison, .ai a = 
VlMFFAVoitTH (Dusdi Comer). -Alias ('roale, l 
f Jersey (Cadies’ Coik-e). -Aliss Kobeits. ' 

yReiohley ((iriimniar). -Aliss Atkins<»n. d a 

---Miss Jordan, L.u ' 

AKiNasTtm-ON-TriAMEs (Tiffm’sY-Miss Fiavell ^ 
kuiEM STKFHKN.- Mm Auiy WhiUey. A . 
i.EAAilNOTtKN* (HifflH.-AIiss Loveday. ^ ' 

1 ?Ql‘V“«H«i^->~~inssE.ehri.stopIier. 

^MA.f.n.s ((,irIs High SciU- Aliss Uiey A. Lowe, 

», |iM<ider!a-.Ii.ssL. [M.a. ' 


yCoxBON (Crowndale Eoad, St.Pancras, N.AY.).- 
Atiss Bertram, if. a. 

„ i^XHalstoii, Colvestone Crescent, County) 
—Aliss Rich, M. A. . 


! Hcotson Clark: — u.;-Anb.s 

■ Hish).-Mi®B. W. Potts. ' 

i ^^plCEHTER {AYygge.stoni -Alifts Heron. 


, ypiCESTER(\Vygge.stoni -Alias Heron. 
MjrtiFiKEb (High SdioolX-Miss e. 8illa 
gANCoLN (High).— Miss Constance E. A.shburner 
jTAVERP00U<'On.,(H^iusSt>.^~\IissF\ 


n {(Aigbnrth Vale).— AlLss Coate.s. 

0 (lnstitute High School, Blackbume 1 
,,, *«:«*)■ -.Miss Cooinbe. i 

„ High).— Alisa Bevan 

Kendall. * ' 

j yLEANBLEY (luiermedniU*).- •Mi.s.sC I>avi«*s m * 
I...VW.X AiKraiwlslIolhui,! ,;ll, of E!itrsH;«;n ^ 
6 Ipj^'r JJffbr St., y,\K, Ari.^s 
Horner: ^<o-ahan» St. Branch, 30' 
' sv/., ,y.ir. Miss 

, A. !i. Morrison. 

; „ ^ffkrmondsej. Cadbury Kou<l). — Mi^s I 

Howard, E. A. , 

„ ‘X<h‘niurlington St, W.),— Mij^s AVi-^g ' 

„ 'XCcIxtrn School, J low — Miss j \V 
Holland, e.a, ' ‘ | 

; „ vdhit<diehjrS(*h..t’ainber\vclI).-AJissKi-''' ! 

i „ va'mnces Alary BnssSelsooIs.-X LmdZ ' 

.sWo, Sinidall /irnd, X. IV 
Mrs. Bryant n.sc.; Scfmd, I 

Lavv'ford'*^ ^ 

,, XCassliind koMd, South Haekney).-Mrs. 
OBnen Hams, n.sc. 

Ic iSr* o"’ ^ ’'l*‘T‘^)--~“MissA.shworth. i 

» Vllcntral lonndatfon Schwii, Spitai 

^ L.).— Aliss Hanbidge, hVa. 

n Ai^ , 

I AV.C.). -Alias Full^e. 

I » §(i.hd.‘iea, Hortenttia Romi).— Miss A B 

I Croaby, b.a. / 

.. ,.J* *afe**^ ^^ch.),— Mi®sBiagrave,B.A. ' 


> „ |(Tames Allen s,DtHwicli).— AHijs Coulter 

. I „ ^.barest Hill, S.B., County Sec.).— Mk 

. I Bangeraeld. 

I ” Road).— Jlks Tucker 

)} RoanSc.).— Mis,sWaiker, B.A 

I „ sHHaberda-shers’, Aske’s, West Acton) >~ 

1 -Miss Maj^aretA.Clillii^^^^^^^ 

I J, y(Haberdashers’, Hatcliami— Aliss Af H 
i Young, B. A. V ' 

I „ ^(Hackney, Lady Holies’).— Aliss A B 

! Clarke. 

, „ ‘)(Hammersmith, Codolphin & Latymer) 

i —Miss Ciement, B.A. 

I ,, (Harley Street, Queen’s College School 

; ,,^.xf4S).-MissAI.:'D.Teaie.. . 

; „ ^Highbury Hill, Home As Colonial ScIl 

i Aiiss'Kyle, B.A. 

” Owen’s). -Aiis.s Armstrong, 

i >» ylkentisli Xown, County School).— Miss 
; Alorant. ■ ' 

j „ §(X Kensington High School, Colville 

..c. E. A. Heppel, b.a. 

» Norwood, Seihurst Road).— Aliss 

i Avohimann, b.a. 

I ,, ^(Qtieensvvood, Claplmm Park, S.AA^).— 
j Aliss Ethel AI. 'Trew. 

n vU*eckham, Korthumlierlaiid Ayenue).— 

I Miss A:L Knight, M.A. ^ 

! >, (Poplar, George Green’s ; Dual).— Pru<e. . 
i J. T. A.shby. ’ 

I ” nni).-Mi8s Fanner, M.A. 

! „ iHbt Clement Danes, Holborn Estate).— 

I M iJ(St, Pauls, Brook Gi*een, AY.).— Aliss 
; F. K. Gray. 

„ Olave’s, New, Ee,ut 

BA M. G, Frodshain, 

n i^(Stan^md^Hm^Skinners’).-AIis^ Emily 

„ ^A(Stoekweil, fcoiiuty Sec.).-AIiss .Bassett, 

„ 'XSydmiham Hill; Ko,id, S.E., County).- 

Miss Pnnhe, M.A. 

ftlnSKmX^S 

vAFaiigTonk (Endowed Gr.). —Aliss Hidlev 

^A1 AXVHE-rEi, 

n ‘A 1 Hid!). -Aliss K. Patterson, 

„ (Wiiai Icy Range Alunic. High Sch.).— i 
ADss i'-. A. Field, m.a. 1 

” feJf'f^<'‘y'^^'‘>”y5d.on).-AXiss E.AI. Clarke. I 


iXFali«>^vdkdd).-AIiss AlT. GimH 
I a ilTH fHidPf 


whitakes’h 


|MoNMouTfi amh^^L H ^les ’ 

|NJ-WARk (High).-.M}srf Sknes: M. A 
'JNkwbuiiy.— A liss E. J. Inker' 
XBWOAS'm>ox.TYXB (Allan’s Endowed). — Alis“ 
Dobson, L.L. A. 

" M Old.). -Aliss F. E. X:uoke 

— — r _ Aliss Gurney, ALA. 
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Newcastle, Stuit-s. {'(Uaiu:- Giiis’Sdi,).— Miss M. 
i Powell. 

^3>’kwi>oiit, (laUtymed.),— lOssViviaB, B. A. 
.XoiiTHwroH 'Mte; A. (>. Pierce^ M.A. 

vOllham (Huline C r. S:^.-h.).-~Miss A.B. Clark, B. A. 

' ‘;'0.sw*ESTUY Midvleburgh. 

CXFOED aiilham Ford .School).— -Miss Catherine 
1 I. Dodd, M.A.; 

i^P.^fiESTONE (.Sandecoto3> — AILss A, Orainger 
yPENALTU (County),— --Miss E. AL Lloyd. {Gray, j 
vPi'LNZASCE OV'.CorinvallCuil.).-— MissE-C.Haniia, : 

I B.A., , I 

„ i (ChuiTh of Eng. Higli Scli.)~Miss A. j 
Kidiardt^on, b.a. | 

yPLYArouTH (High).— Aliss Turnbull. j 

' v.Po.\TYl*o<>L((!oilegc).— Aliss Dobell, B.A. | 

yPuLTSAl(M:Tn (Mii.sir). --.Mi.ss k. M. Hitchcock. | 
CPliKSTON (High). — Htepliensoii/Si.A. I 

,, (‘(PaVk Sclioul). — ^Aliss .Stoneman, M.A, ! 

’ vRAMSO.vri: (County).— Miss yierrymtm. i 

yKEAhl.YO (Keiidrick).— Aiiss ilundeH. i 

,, IMiss Musson., i 

-RElunLL (St.. Anne S'). —Miss ,T. Young. ! 

„ {'(County Scli,)—.\[is.s Anderton, B. A. j 

{Retfohd (High).— Mi.ss Ari'ilaater. I 

c Richmond (Surrey, (hunty).— 3Iiss Foster. - ^ 

v Rocherteh (Gr.).— )di.s.s Sandford, M. A. 
vRuuroiiD (County).— 3fiss Bradley, B.A. : 

{■Rotheeham (Aiunic. High),— AIis.s Strudwick, I 
M,.\. " i 

{.■''T. Albans (High Si.ho.»l).— Miss IL A, Ash- j 

Wurth, B.A. I 

' {St. A:sDtii:w'R (St. Ictnurds),— Aliss Eentmek j 
Sniith, M.A. 

„ {(.St.Kat jiuriiic’fo).— Mis.s H. M. Preston. I 

{St. Helens (Cowley Schools).— Miss Walker, i 
B.A. I 

{St. J^eonabDS (Ladic'.;’ C<»1!,).— Mis.s F. Bishop, j 
,, {(Uplands Sell. J.— Miss H. Walsh, i 
{S ALE (C< mnty H igh ). — .M iss A. S, M’alUs, B. A. ; 

{SALiMjruY (Godolpliin),— Miss M, A. Douglas. ; 

' {Saltblen (High). — "Miss Leaky. ; 

{.SCAiiBCUioUGH (<)«• ^largarct’s).— 'Xfiss Body. 
{Sevex(.oikr (Walthamstow Hail).— Miss S. Hare, i 
' SHIPLEY (S,alt .Rcho(,ls).— Mi.«s Kyles. 
{SlTTINOBOURNE.- Afh.s FlVcniftll. 

{Skiptun (Endowed). —Miss Kroadhont. 

, {Southampton (Cnty. Gr. Sd).}— Miss Ison, b.a. . 

{SoPTHPOBT (Laiic'i.).— Mi-'s Athya. 

. ASoi TllWoLDlSt. FelsYi-Aliss L. Silcox. 
''STAFFORD (High).— Mis'^ M. E. dc 11. Philip. 
{Stamford (HigiO.- Miss Priestley, B.A. ! 

{Stcm'kport (High Sch.).— .Mis.s E. M, Sewell, j 
; B.A. ■ ■ ■! 

{STtK'KTo.v (i)u. A'ict'U’ia High).— ^ii.ss Browne. J 
{Steot'D (KmiowedK— Miss D. M. Beale, 31. A. 
{Sw’'AX.sr.A(Ci>indy Sell.).— Miss L. M.Beiiger.M.A. : 
{Theti’oexl Nnrfolk (Cr.). — AIis.s C. L. Phillips. ■ 
{Tiverton (Girls').— Mi^s A. Phinoek, l.l.a. 
{ToNBPaDGE C ‘ounty {.—Miss Taylor, 
{Tottenham (High).— AH ss FoIvils, b.a. 

{'L’p.UEu (High).— Miss L. Miiroy. 

, ,, {(County),— MihS Flooti, 3f.A. 

' {TuNBRiDur, Wells (Cf.unty).—AIissKeriey, b.a. 

, {T\VfCEEN/rA3£ (Itoyal Sciioid for Daughters of 
; Kaval and Alarine Officers), —Miss H, G. Stone, 

!' B.A. ' 

■ {M'AKEPIELD (High).— Miss McCrohen. 
{M'allasey (High School).— Mis.«,Limebeer, M.A. 
Wallington (County).— Miss K. B. Treen Hunt. 

: {Walsall (Queen ■Clary’s).— AUss M. E, 

I {\yALTHA3ISTOW (High).— Miss ligwett, B.Sc. 

{M'are. — M i.'ss Brouglu yr. A. 

' {)yAR)VfCE(Eing’.s High School).— Miss Lea, H.A 
: {Watford (Or.).— Mis.s Coies. 


{Wellington, Salop (High).— Miss Ko.«s, b.a. 
\Yells (Blue Bdi. ). —At iss Orme. 

,, (High Sch.).— Miss IHirriRon. 

{M’^EST HASt (nigh).— Miss Atkins. 

{"VYhitchurch (Salop).— Afis.s ICeitIcy% 

(YYksan (Staiidish Gate).— IMi.^s Kidd, 31. A. 
{MYgton (Thoinliiisoii Or.). — Miss WiMinan.yr. A, 
{Winchester (High).— Aliss ?ilowhray. 

„ ('(County).— MissCunuinghara, B. A. 

{Wisbech (High'. ~Mi-".s Sparks, 31. A. 

{Worcester (Chureli High School).— Ali-ss Ottley. 

,5 {(Victoria Inbt.).—AIissJ". H. Steel. 
{WycoHBE ABBEY (Bucks).— i^fis-s Dove. 
{Yarmocth (Aibcat Sq.),— Miss Ilaigh, 

{York (M ount Sdi.).— .Miss Stiirgc, B.A. 

THE CHFBCII SCHOOLS CfOlPANY. | , 
Secretary, F. W. Pitlmau. OjJkr,’^\ Ciimndi Home, 
Dean's Yard, 'Westmiri.ster, S.AV. ■ , | 

{Derby (Osiaaston Knad).— Mins Tnke. i 

{G UILDPORD (London R « nul). —Miss .M t irton. 

Hull (Park Street).— Mit'S Cocb I iim,;. 

{Kendal (Kent TerractO.— ISliss M’arreii, b.a. 
{Northampton (Abington Stieet). — iliss ' 
Straker. . ' . j 

{EEIGATE (Soiuer.s EoadV— Miss Nicholson. 
{STREATHA3t (High. Road).— 3 l!S 3 .L G. lefrov. 
{STROUD Green (Albany .Road).— Miss JanK-raoi. 
SUNDERLAND (Mowbrav Road).— IMiss Ironside. 
{Surbiton (Surbiton Pk. Crc.se.).— Mis.s Fr«?cter, 
York (69 Petergate).— Miss Eilett. ' i 

GIRLS’ Pl'KLIC D.\Y SCHOOL TRI ST, ; 
See., A, .McDouall, B.Sc. 0/‘/h.w, zx Queen Anne’s 
' Gate,S.W. 

; {B.ATH (Portland Place).— IMi-ss XicoL 3i.A- 
i {Birke.NBEad (Devonshire Place). -Mhs Baines, 
M.A. '• ' i 

! {Blackheath (M'('in 5 .s.s Road). — Miss F. 

; Gadesden, m.a. , 1 

; {Brighton and Ho ye (Montpelier Road).— MI. s.s 
Limn. i 

' {Bromley, KENT(Elmdeld Fo)ad).--Miss Hodge, ; 

ALA. . ■' i ■ 

i {CLAPriAAi (Clapham C':>mmon).-Mrs. Miiod- 
bouse. , : j, 

{Croydon (MTdlcsley Road}.— 'Mibs Leahy, 3f.A. I 
; DULWU'IJ (Thurlow Park Road).- Miss Funiess. ! 
i {Highbury iCiUHmhnry Place). -Miss Minasi. i 
: {iPSWTOlHM'esiertiold Hd.).- Mjs.s M. Gale. i 
i {Kensington (St, Alimu’s iioady-Mif .s Houhl > 

I {Li VK rA'oOL (?rinec'.s Park Miss Rhy.<, M. A. 

I ,, {East (Xhwsiumi Drive), -- Miss 

I HiUTUtl. 

i {N'EWCASTLE-oNPrYNn (Central).- ^-Mi^.s 'Moberlv. 
i {Norwich (i'heatrr stioct).-- .AH-s Wise. 

; {N0TTINGnA.M(Arborejnm St 1 ect t ■ - .M (iark. 

! { Nutting H ill (Norland Sq. >. M tss .stede, 31. A. 

{OXFORD (Banicary .ffiuid).- Mis.s Haig-Brown, 
i. At.A. 

; {Paddington and Maii'A Vale (Elgin Avenue). 

; —Miss Slater, 31. A. 

; {PoRTsyioUTH (Kent Road, Soiithsea).— Miss 
i ■■ (iossev, 31. A.. 

: {Putney (iS Carlton Road\-Ali.Hs Ma|or, m..l 
, {Sheffield (Kutl'unl Park).- Miss Escott. 
i {Shrpavsbu iiY ( M m-i vance). - ■ Mi^.s D. Gale. ; 

I {S. Haaipstead (CMarestield Gds.)— '.Miss Btmton. ^ 
i {Btreatham Hill and Prixton (Wavertree 
j .Road).— Miss Oldlmm, m.a. i 

! {liCTTON (Choam .ffi >ad i.— Miss 'Bdl, B. A. 1 

; {Sydenham (West Hill). -.Miss Hhddon, M. A. : 

■; {TunBROxie AVelle '(Camden Park). -• Miss 
i Handers, ALA. i 

i {Wimbledon (.MaiLscII Ruail). -MBs Gavin, h.A. ' 
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^Jnnnpal “orifttfs anlj Jnstttutions tn ti&r ©nitfi i^insSotn. 


, \cr.tr:iv. ‘I'hi; Bt.itfh. — H. 

I IM'Ah-v, iiXT.l*.? Oimp.eil—Mt K. 

; lit., ^^AK, Trofezmv B. Bosanquefe, Br. 

V.. ,K r..MrJhu}H\ C.I.M The lit. Hon. Lord 
I ( iir/.oii r*f Brofe;-!?.or C. X£. FivLli, 

' l‘r.'ff-^or r. ifaverik-M, Hr. IX Hoqm'fclu 

> hir i.Bnn* uiiy TIIrtI. K.o.s.i., Hr. Uoiny Jack- 

' l*rofos,«!or \V, P.Ker, SirH.C. Maxnvil- 

' K-.f.r.., The lU. jfhai. Lonl Keay, G.G.S.I., 

O.'"'.!.!:., 'il;o Very R«'*v, Arinita"? ilobinson, 
iT'*h-v''0!* r. \ iisncirruioff, Hr, A. SV. 
Ward. ,seerfcTr?n/"-Profe£sorI, OollaiiC?;. Litt.T. 
r^japrevr?/ P'i.o'af Jtfc^re The limiean 
>o.‘i*.ky, J’.iii'liniiton House, liOudoii, W. 

.ildTiY. Koyal, Hon.^e, W.-~Pm‘?v- 

il\“\ i-'ir EihvaM Jolm Poynter, Bt;.„ *896. 

, E. T,rtJistf,v?, T\ B. Jaeksoii. 

> libiVi‘i*(p^ 1'’. Teaiues. Bt'c., Fred. A. Baixni. 

; iiV;/., B. F. i>i\oiu 

I Fovax acafoucta^cs. It.A. 

' 1898 A liber, Id win A, j sSSx Oules^, Walter AV, 


3 i 3 q 8 a i tel u son. 

1909 I;t‘]-'!e'r,_duhri, 

, 1891 Bvoek, Ti'iO.s. 

i 9 ^FUm-.eu. Beori^e, 

! xigfi Froftii, Ensest. 

; 1877 Bavin, Hen, W. II. 
i 89 £ Bieksee, Frank. 

Fildtr;!, Sir laike. 
sQoa Fi'siiwptoii, Sir Cj!. 
X 891 Ands'cH A, 

I j 88 i (iraliniu, Peter. 

‘ iZga ll<*rkoiiU'r, Sir 
IJuhert Vo a. r.v.o, 
1896 .lueksoi», Tho,-?. <?, 
S909.lol!ii. Wilt. Bori- 
e'oml'iC. 

1898 I.f'fuier, It nj. W. 

1876 T»e«<iks<J. iJuniop, 
*898 Liiean, J. Seynionr. 

; 1893 MueWhirtef, Jilin 
‘ i 9«5 Ahm-isy, Bavid 

1877 <.h‘( ‘hard''* 'U ,SiiA\ . Q, 

jfin;?. n.A. 


1876 Foyntcr, Sir E. J., 

Bt. 

1896 Kicliinoi.d, Sir 

Wm. It. K.n.n. 
1881 Riviere, .Uritoii. 
1869 Sant, Jauie.n. 

1897 Siii'fi:ent, do] 111 S. 
5909 Shannon, J antes J. 

1877 Sliaw,R,ii.’Xoriijaii. 
*906 Solomon. Solomon 
1887 .Stone, Mareus. [.1. 
150S Snan, .lohii M. 
1879 'radema. Sir I/mr- 

enee Aliita-, ",y. 
i388 'j’lun‘n>i J’oh . W, 15, 
1893 Waterhouse, .f, W, 
X9‘>3 \\'ator]on , sir E. A, 
1903 Wehh, Sir Antoii, 
r.B. 

1893 Wood?^, Henry. 
1907 Wyllie, W. L. 

X878 Vettnu s, 'iVin. F. 

■-- JL W. ADieheth. 


Assooiatfs. . A.K.A. 

Baeon, John H, F. Ueiiry, r»eoroe. 


La Muuiijfae, Henry H. 

' Mtiekerinal, Bertram. 
Xurtii, Joiiii W. 
Pti’sonf^, Alfred. 
Poqiani, Henry A. 
Pomeroy, F. AT, 

Siiort, Frank. 

Sims, Charles, 

Sinythe, Lionel P. 
Storey, Heo, Atlolphus. 
Stott, Efhvard. 

Stranpr. William. 

, Tiiktq Henry S. . 


Biomlield, Reginald T, 

BnunJey. Frank, 

Brnnow.ut, i''mnk. 

Brown, J, A. Armsby, 

CoUsnt, VvlHiani IF 
C. »ni’, A altar Sioekdn le. 

CuWiHT. Frank C. 

Crono, Eyre. 
i»rury, 'E. Alfred IL 
East, Alfred. 

Fan iul tarsi in , Josi'id t, 

JotrVtos, .‘^tanhope A, 

Htieker, Arthur. 

Hcmy. Charles X. 

FoiMir.?: PuriiUBKNTS. 

xStrJ. Rej Holds, x7 <53. 6 SivFnincfefHaiit.x866. 
X Benjamin West, X7936. 7 Frederic, Lord Leigh- 

3 Sir 1. Lawrence, xSatct. ton, 1878. 

4 Sir AI A, Shee, 1830. . 8 Sir John Everett 

5 SirCIn EAstlakCMBso. I SHllais, Bt, *896. 
AC<?0TOTAST3 AmiTOhS, SWIBW OF IN- 

OOEWiATUin 50 Hrcshaiiti street, Bank, E.C.~- 
P'm,i II. R Price. ,Sipe.,.Tti,rnes Martin. 
AaJOBSfAWtg, Ii8fmJTi,tiFCHAK!rKR,KB,.in Eng- 
land and Wales, Moorgate Place, E.C.---.P'rtx, 
Algernoii Osmond Mitei H. Colville, 


; ACTOTIS* AFSOCTATIob', 353 Scraiul, WAC—.SVe., 
i IX Young. 

i ACTtrAlUkS. IX.STITFTE OF.SkirdeTnii HalLW.C'.-— 
j ,1 /Vr<?, 5 H. F. Hardy. /Loa. J.E.Faulks.B.A.; 

; F.' Phelps, yi.A. As-iitA. SVr., S, H. Jarvis. 

■ AnniTToNAL i.hTiATKir.'^ocTKTr ; llomi AIlSPIO^s.^ 

or C'lT. ofFpo., 14 Oreni Smith Street, S.W. 

- ,SVe., Rev. <.';inon Petit, l\r.A. 

■ AnvKiiTisiyo, X vt S<)C. for checking ApHses ; 

' or PniLio “SeAT'A.- - //.<n. A'ee., Ri chard kui '■ 

Evrtiis, Tito Keir, Wimitlednii Common. i 

xViinoNArTPCAi, Sor. ofG't. Britain. 53 Victoria ; 
St,, H.W.—lIijii. SV'*., Col. .T. iX Fnllertoii, li.F. . 

1 After-Carti Association, for assisting poor per- 
j sons discharged recovered from Asyinm.s for , 

' I nsiine, C'imreh House, \V'.— ,S'cc- ,H.'T. Hoxity. 

.\.rTK[CUT;ri;R\LBKNEVOLi:NTlN.^TITrTION,RuYAI<, ' 

, 26 Charle.s St., St, James’s.— .SVc. d;Act. Trc(i?i., , 

C. B. Sliaw. " ' I 

Agriccltural Society', PoWal, 16 BedfurdBti.— | 

, 'rhe Euvl of Jersey, &v., T. AIcKow. 

AGurcrLTtRi:. cr.Ntn.iLCnAHBER or, t Orchard 
' .street, S.AV.--.sVc., A. H. H. Matthews. 

At.heut OiiPiiAN Asvj.L3r, Roa'AL. near Bagsliot 
( null-can va>siiig).—.''M*,. W'm. C. Brooks, F.C.A., 
XX Clements Irme, lom'iiavd .'itivet, E.C. ! 
Anaia'sts and Other Anaia'T. 0 he 3 xists, Soc. I 
, or PiHJLP', 8 Duke Street, A1(l.u'arG,E.€. lion, i 
Si'CA-., A. C. (.‘hapTinin, P. A, IL Richards. , 

; AncientP,i-iiJ)IN('?s,8oc. for the Protkctionof, 
20 Bnekiugham St,,W,C.— AVr., T. Turner, P.8.A. 

! ANTllROrOLOGp-At iNSTITlTB, ROYAL, 50 Gt. 
Rusr;eil .street, W.t’.—AVc., T. A. Joyce, M.A. 
ANTiqrAKiKs. SOCIETY' OP, Burlington House.— 
/‘OA’., Clmries H. Read, LI..I). Pliilip 

; Nurinjii;, Lt.P. /Ceodoe, Sir K. Brabrook, o.n. 

, .N rinis. IL Peer.-.. M.A. SV'.*., W. H. 

S!..b.}in irupe.M.A. r'/reAGeo.Cliliell. P.S.A, 
AATi-OAxni.rxG i.EAOiE. "NATIONAL, x3 Victoria 
Slri’ot, S. U'. — She., E. o. Fold. 

: Anti-Slavery ani> Aborigines Protection 
i Soc. {1839), $1 Denison House, 296 A'auxhall 
I Bridge Road, S.W'.-— ,S'ce.,'rrayers Buxton, m.a. 

; A NTI-VACCT .NATION lEAGf’E, XATIONAL, $0 PllV- 
' Jiamolit Street, S.W.~->yec,, Aliss L. Loat. i 
1 Anti-AYvisection Society, The London and ; 
I pROYiNiTAL, 23 Regent Street, S.W.— A'ed., ■ 
; Sidney Trist. 

' Anti-Vivisection .Society, The Xatioxal, 92 
j Victoria Street. S.AY'.- iS'ec., Robert Stewart, 
i AI'Otiiecarikw, S'K'fF.TY'oF, Water Lane, Blaek- 
! fiiar.s.— Ch;rt% A. Al. { 'pton. SW*. h> 

I Fmn k H aydi )i i , L. ii. v. ?. L. S. A. 

I AueHAEOLoGicAL Association, iir.XTrsH.szSaek- ' 
i villa St., W.-"-ibY:.sf., C. E. Keyser, 31. A., F.S.A. i 
I 7Vei!if.s\, R. H. Forster, 3LA. Thu}, SVe-s*., 0. 

; Patrick, a.p.i.b.a, ; J. <L X. Clift. 

: Am ii aeological iNMi’rrrTE op Gt. Britain and 

1 UPLAND. Rt.iY'.-u,. aoifanover.Sq. ,W.--P>v!,s’., Sir 
i IL Hovv'oi-ih. E.r*.!.!:. *SV’C.,G.I>. H. Tj'en, yi.A. 

; Arch rrr.oTs, The Royal Institl'te op British, ! 
i 9 Conduit .street, A\",— SVy.. Ian A1 acAli&ter, B. A. ■ 

Architei’TS, The .Society of. Staple Inn JBuiid- 
! ing-^, Uolborn, W.C. - ,S'cc., C. Ai'cArUnir Butler, 
i AiioniTECTirRAL Associ.ytion, s8 1’lifton Street, 
i Wc'Stmin.ster, S,YV.--S'ee., I>. G. Driver. ) 

j Arjiy and Xavy .Laboi r Cords. For the Civil ' 
Employment of Discharged Sohliera and Sailors ■ 
of H.M. Regular Forces, is Elizabeth Street, i 
Eaton Square, S.W. i 

Aryi Y AND Navy Pensioners and Tihe-Exptred I 
Men’s Emfloyaient Soc., z Southampton St., j 
Strand, W.C.— C/irtfrmnn, Gen. Sir A. G, Mont- ■ 
gmnery-Mnore,K.r.B. SVc.,Capt, C. B. Tugvrell. i 
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AKMV ^‘OFJPTrKE A^D BOLDIERS* 

FiAKND ri<xiETV. xtz rit. Aiaiiiii’s Laac, "W.C, 
— C')], .S, i>. Ck'ove. 

AliT-CdLLKOTloNS l’’U!N*l), TJiP. .NATIO^'AL, Qiieett. 
A-niufS Oha,m]>eii‘.s,Bif>;idwn,v, S.W.— /Ste,, 
>ii’ J. Siucliiiana, ; ll.A'. Witt. 1 

Autilleuy Ass'uciatioA', Natio'n'al, 5* Queen i 

VMoi’hi St . , B.C. /’;vv. , Ficld-.Ai arslial M.B.ir. ^ 

iaike vi k'ouufiuXht. K.G. i^YV. of Coinml, ■ 
Col. the Eaii of StrarVovoke, ; 

A.kC. i/oa, AV<\, jilfiJ, E. 'j'. lea. I 

Ai;Ti::TS’ Benevolk^vT 1 UND, 149 fetrami, 'SC.C.— 
SVt*,, Percy Eilsiiik 

AkTFfTS’ BpyEYOT ENT IXSTSTUTIuX ! 

(A^sl) ORPJIAX FlN'lO, 3 < aa5'lt'3 Street, St, ! 
Jainesi’s, S.^Y.— r#Y;rt.v., Sir A:Cwa W'e.!jb, e.a., 

R. A. iRiUgia.'i II. Cnr<]oji. I 

Aisfkviv, Buyal ^»K'n:Tv ■ Suffolk St., 

S. W’.-^/VCi?., Alfrc'I Ear*!, A. ii.A. 2io,j.*SVe.,1’. i 
'lYutt Cafe. ..SV’C.j Carcw Afartla. E.B.A. I 

Art Masters, NA iTi. iSAi. SoniiiXY of, 73 Warwick ! 

iia„ Earl's (Aatn IM., .S.M’.—.sVc., F. C Forrk 
Apts, Koya l society of, s8 Jehu St. , Atlelx>hi, 
— S'cr.j Sir H. T. ’V\'oe*l, HA, i 

AuT UNfON OF lONkox, 113 Slrarcl— ,SV<?., F. t, 
AlaiTiott. 1 

Asiatic sorim% Boy at., zz AlHeraarle st., w. 
—P/cF., Eieht. Hoa. the Lord Xleay, (v.c.S.r, , 
.Sk*., Miss Hughes.' B.A.S. ? 

Asiatics, steanoeus’ Eccie foe. 'West ludia ' 
Dock lioad, K-Nw, See,, M'aj. K. E. Qhtmev. \ 
ASSISTAJIT MASTEIPS in SteCONDAEY SCHOOLS, i 
lNC<..>EF<)EAXEr> OF.—, Sic., J. O'. Larnlt, : 

!vf.A.j 31 fireat Janies .Street, i 

Assoc'iatkd Boaud, Tm:, of the Boyal ' 
ACADBHY OB' Music AND THF. PeAWL C'OT.LKGE 1 
OP Afl'SiC, for Local Exauauatioas iu Music, 
T5 Bedford S<i., AY.C— s'cc,, James Aliiir. j 

AswioxoAiicAL Association, bettisu. — o^fee, ■ 
136 Bodenlinrsfc Boad, tjapliam Park, aw. 
Meetings at Sion College, E.a--JVc.^\, H. P, I 
Hollis, E.A., I'.E.A.S, TiVite.. Y'. H. Alu\v, LL.D,, i 
F.tLA.S. SW'., ,T. A, liard.asUe, r.E.A.s. ; 

AsTilONCAiiCAL SociETY, BovAL, Burlington , 
House,— /L’t-.;"., sir H.uid Cil!, K.O.JL, LL.D., 
F.ILS. 7Vr<7r., 3faj. E. 3f. Hills, C.M.U. .Seo’,, : 
A. B. Hiuks, .M. A.; s. A. S'.a:iu<ler,:M.A. Foeevni 
See,. Sir AY, llugeins. u.'M’.., K.C.U., F.iu.'S. A^idet. l 
See,, W. li. AVcsler, ' F.E.A.S. ! 

Asylum AVuekkeY A-’sociation'.-~ // liu. See.., i 
0. TL Slinttleuodh, .m.IL, P;u Kholme, Eaal 
sheen, S.W. 

Auction f.ers' TNSTn'i'Tr. of thk Pnited K!N{ 4- 
DOM(Ixco:iroEATED), Founded i386, 34 Bussell ! 
S<|n;ii‘e, W.C.--SVV, , u'uarh s ICarris. | 

Authors, Lncureorated sociuty or, 39 Old ' 
Queen Street, S.3V.— .SVc., G. IT. 'f'hriug. ^ 

Baltic Mehcantile and SHTmNu Exchange, 1 
St. Atary Axe, E.C.—Xtc.. J. A, KIiKilriy. ! 

Band of Hope Union, Fnited Ktnudoai, 59 
60 Old Bailej’.— SVc., Charh's Wnkely. ! 

Banki'.ls, Institute op, 34 Clement's Lane, . 
i.omhard Street.— F/e.s7W'L,0, F. Until J'aekson. , 
Seee.-fneft, Ernest Sykes. ; 

Ba PT,D,T IMissioNARY .SociF.TY (xy^z\ %g Fuiiiivel : 
St., HolbonL-~-GY;P’/Yd.Si’r,. K.ev. C. E. \Yilson, r 
ILA. Uotiie Sec., Rev. J. B. Alyers. 

Baptist Cnion Copj>oiiATD.tN, iamited, Baptfet 
Church Bouse, Southampton Iti.-.u , W'.C.--*S'er., 
Kev, J. H. Shakespeare, Ai. A. 

Barxardo's(Dr.) IhiAiES ; yati.mal Tueorporated 
AsBueiatioii. Chief Oj/iree, i3 to 26 Bte-imey 
CauKCiViiy , E. — P;*< ’,s/ df -a f ,TheDuke of Somerset, 
Jlloi}, 7 Veu.snovp, Howard Willknis, Iloneruey 
Bieeefor, 'Wiiliain Baker, LL.E. 


Bakonbtaue, Btandino Council t»p the, 58 
Coleman St., E.C. — AV^o’., J\ VS. Pi\U‘y, r.s.A, 
Bidle Society, ERiTibir and FoiicrcN ii:3o4X 146 
Queen Victoria St, E.C. — P.re., .TIar,|m.'.'S of ; 
Horthaiupton, 1C.G. Ste., Hev. A. Ta\ loi\ m, A,; 
Bev. J. H. Bitioii, ?f..A. ; 

Bjrlical ARCir.EOLoav, Soch'.ty of, 37 Crcal 1 
Kussell Street, W'.O.— S'rc., W. h. A a sin p.s.a. , 
Bibliographical Society, 20 llanouer s<intu-e, 

W. — iiu/fr. Sec., A. W. Pollard. I 

Bimetallic Leact'e, s 3 Exchange Stivei, Mnn- 

Chester. — Uon. Sec., ir. MeViel, F.t.s. 

Birds, Koyal Society for the Protintion • 
OF, 23 Queen Anne’s Gate, SAY. — iltnuSec., Y, • 
Lk Lemon. ' .! 

Bl.dlop OF LONDON’S UrND, 46 1 Pflll Ahdi, S.W. , 
— XL Kid<,, M.A [ 

Bi.iND, Association for the au^nt/r \l ■\Yi;Lr vrj: ; 
OF THE, 258 Tuttciihuiii Court ild., W.—^sre., = 
Howard E, AlulIiEs. 1 

Blind AssociATmx, .BRUkii ANr> Eorep.n, hu- : 
promoting the Educaiton niid Emidoymcnt of 
the Blind, ao6 Gt. Ikntiairi St., W.— jSc*., ‘ 
Henry Stainsby. 

Blind, HomkTio aching Schhkty for the, 53 Vi<> ; 

toria .Street, S. \Y. — see . , JI h< Bdi tli Bainhrigge. i 
Blind Pension Society, BoYAr.. 237 .Sfuithwurk I 
Bridge Pc )ad, S.E. , AY. Ell !< )t t Teny, 
Blind, School phi the Indioent (7799), 
Leaihcrht-ad. J'l'inci^-tU a- See,, ilev. 

.St. Clare iiiil, M.A. 

lil.TND. SnOiETV FoR GRANTING ANNUmF.S TO | 
THE Adult. O/nce, i Sf. George's Circus. } 

SoutliwaTk,“ S.B.— Lm?. See., Rev, St. ClJire 1 
Hill, M.A. I 

Blind, South London iNsTrrrTE for the, i 
Borough Load, See., lieu. Bi. Chile I 

Hill, M.A. . ■ .1 

Blindto Bead, London Society run Teaphing ! 
THE, xo Uppi*!' Avenue Bond, iLiintHtead, ' 

X. AV.— Xce.,Thom:HlL Martin. i 

B('uksellf.p,s' Provident iM-TiTUTruN, 28 i 

}‘ateruostev Rov,', P.C.— -Pres., C. J. Loirjnnnu. 
Sec., (:i. T.aruer. ' : J 

Botanic society, Hoyat., ,1b*geuUs Turk. —See, 1 
(Uhl Stipf. , J. Hryaiit SoYrerby, r.i.s. d 

Bridewell iTo.‘«piTA liking XHHVAr.i>S)Sri!uo!..N ! 
—fur Girls, St. GciugeVi .Boud, Soutiiwurk, i 
S.M. ; for Boyn, Withyv, Buvrey.— 7 Vrfn.*mTr, I 
bieut.«CoL A. .f. Copeland. | 

British association for the Advancement^ 
OF BcieNOE, Burlluglou Hoiw;e.-~-P/vy. pReef, 
Hr. T. (L Banney, F.11..S. SVe.v., Afaf. V, A. 
Alacilahon, 15 . A., f.r.s. ; PiyJ. AY. A. Herd- 
imin, F.R.s. See., O, J, li. Hounrtli. 

CtVu. Tmiif., Trof, J. Perrv, r.n.s. Cltek atul 
A,%'t Tceas\, If. < \ Stev, urd'-mi. In 19x0 ( Viy. 
31) will meet at .Shehleid, and in 19x1 ut 
Portsmouth. ' . ' 

British Chronological ani> Astronomical 
ASSOC., Observatory House, Wansteud.— AVc., 
J. H. Wingft.>l<l. 

British Constitution Assoc., 7 Pali .Mall, s.w. 

— H mi. Sec,, V. Co».*per. 

Bpjtisii Empire LEAGn:, Norfolk Hou:'e, 
Laurence Puimtucy Hill, M.C.—Seeydnep, U. 
Freeman Afurray. 

British AJ epical AsSitriATioN, 429 Sti’.and, 
W.C.— Pr<i.s*., Sir \Vni. Whitla, m.d., 15<1h‘,si. 
(xcn. Sec,, O. Flliston. 

British Kuaiismatic society, 43 Bedford Sq., 
W.C. —/io/L Sec,,W, J. Andrew, f.s.a. 

British Orvhan asylum, Slough.— 27 Clement’s 
Lane, 'E.C,*- Sec,, C. T. Iloskins. 
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Bpjtmi K’rtfjnATfoj? Association, Tm- 

pii'rJai lii-titiity, tA, Vi'. —lion, At., Aliss-Leftoy. 
Hl'lJCJibT StjciKTA, 4x limit llussell Street, W.<j. 


—/•;vx., Vvol Ttliy.s Oaiiils, LL.lx 

r.I SI IX'-TlTfTK iU-\ 31 iV 3* P.eilfwd Street, 
Stnnid, W'.O. — A'f rrctf? jv/, T. 

ISun-'AV ^ FJ-'iTAx Inicrnsitiosrir Ke'fisti’j" of 
SiiiiiOUia’, InJtir?}! fOniniittee, 155 Kendsinvii 
Street, lii'.—SVrrc/'Oiv.’. F. .L Bresiaiier. 

(;ai.s:I‘onsan A^VLt'M. iOiVAi., iiiLslicy, lierts. 
—iieei'ctariL P. P. t;raha.in. 

CA?.!lSjaA\ ACAOilXV OF Ar.T, PoVAL, F!;iS 
Aiuv. r, roirvvay.- Ihhi. ,<Ci\vtt!r;t. W. J. Slairr. 

CAMimilKliJ ASYLI'M FOU StHAUlins’ WlDoW>, 
llovAL, Kijiyston-ois-ThiimeA. s 

St.,, StJaiBCs’s, SAV.~<St?c’., Lt.'Col. A. C, Fryer. 

Fi:so ron ou> ant" in^AB^<Ko 
SoLitiKKS, IloYAii, War Oilice, Wliitdiall, S.W. 
tnvJaddt W. Siieean. 

(ANFKR RlWrAIM'H FFNO, IMIMIRIAL, ExaiSiUia- 
tiou H;UI, Vicioiia Eini»rink!i»uiit, 

I>r. E. F. jt.'idu'oi d ; S'ee., R G. Balietl. 

Capital Pu xishmkxt. Soc. fou abolition of. 
145 New Kent XM., //a,f. ,Sm, CsirJ Ileatlt. 

CARltlA^iK WANTFAtTUilLns, lNFr.|ii\)i: aTF.K 
Institute of British. ~s> <*., IluroM E.PeiTin, 
* Queen Metoria Htrout, E.<'. 

Canton CoNVAf.EscEXT Htoriu Linipsfiekl, 
Surrey. {F«»r Printers and Kindred Frades — 
maUs only.) (Jfftoc, 33 Cliaueery Lauo. Sec., 

: E. J. Carr. 

Ckntual K.Mror.ATioN B'>ai{i>, ('rumwoll Ifouse, 
Surrey Street, Strand, W.t'. Nfv., E. Carleton. 

CrLAHiTvOiniANis.vrtoN SoeiErv, Denison 

. \'aiUvhaU Bridge Road, s.W.- SVe., C. S. F.oeh. 

Cbemic.\l Tnbustbv, Society of, I’alac* cham- 

iirrs, Wcblniiiisfer.— .sve., y*. (i. Cre.s,-^\v«dl. 

Chemical SoriKiv, Burlington liouse.- / lv.-., 
Jfaiold B. Dixon, M.A., I’.n.S, A. 

Scott, P.SC., F.E.S. linn. .Nees., AX. <>. Koj-.stcr, 
I.».Se., I'Mi.S,, and A. W. Cros'^lcy, Jt.sc., f.e.^, 
Fonu'nn Set'. , H. 1 ’. Brown, ll. Tj. , v. u.s. J '.sn/- C 
Si'i'..k E. CiUT. JJbr . , i'\ W. Clilford. F.G.S. 

CHKMihTKY, Institute of, of (ir. B!!1 tain anh 
iRKLANis 30 BloonisBury Siiuiiro, W.C. -/Lvv., 
lleorge Beilhy, 1 . 1 , . 1 ‘., K.E.S. H-t-, lif'i'fl-ifme 
R. B, Bdcdier. F.I.C, and A.IC. 

CHILDREN’S BuME AND OlIPHAKAOF. , N ATIO.VAL, 
and d’raiiiing School f.tr Cluisiian WorkcTv. 
I 'hnfOfu\'i BoJinerlloudjN.E.— .Sfr.,<;harlu 3 A. 
Barns. ‘ 

CHolaiondeLEY ClIAKrTirf, z Blooinshnry Place, 
W,C,»~Pee^,'^, ami Si'i\, Sir i^aget Bownnin, Bt. 

CaiusTJAN Evidence Society, 34 Craven Street, 
W.r,-~NfV,, Ilev. It Y. F, Davies, M.A. 

ClIKtSTIAN kNOWLF.miE, SoCIKTY FOR PliOMOT- 
iNd, Kortliuinberland Av., W.C.— '/Vm.svoY/sv, 
W. XX. Clay, Ujrd AldenXmin, D. IXoivard, 
Bisliop of Islington. Secs., ilev. Vi. D. B. 
Allen, Xlev. E. McClure, (hymmsin^ Sees.-— 
South, Rev. A. Shiililo, S.P.C.K. lloiise ; JSTorth, 
Rev. C*. S. Efigeome, Tregew Clifton Dale, York ; 
West (vacant). Chief Accountant, H. E. 

, .S0Ott. ' . ; 

Chukch Aumy, 55 Rryanston Street, W.—Hoii. 
Chi<f Sec., Rev. Freheiidary Carlile. 

Church As,sociation, 13 cik x4 Buckingham St., 
W.CV-&’r., Henry Miller. 

Church building society, Incorpoeated, 
Dean’s Yard, S.W. (1818). —iSH*., Josei>h 


f Dean s 


CIHWH COMMITTEl FOR DEPBNCSANDINSWRUC* 
TION, CENTRAL, Churcti House, Westminster. 
— iSewtary, T, Alaitin Tilbj. 


CiiTON'H Emigration s^xteta”, Chiirdi House, 
MVstmiiister. -- HoiL.^ec . , ^liss JMary iC. Grimes. 

C'HUP.CH House, ixcan’s Yard, Westminster, 
S. W.— Sydney A^^ Fiamank. 

CHUUni MissiuNARY Soo,, Salisbury So.~/Vov., 
P„t. ilon. Sir .Tohu Kennaway, Bt., r.i;., yr.ix 
7Vr:'Lv., Col. Robert Williams, m.p. AV'cy., Rov. 
Pi’fb. If. E. Fu-Y, M.a. (Ilo)h)\ Rt. Rev. Bishop 
Jnghain, : Rev. B. Baring-Gouid.M.A. ; Rev. 
i*'. Baylis, M.A. ; Rev. G. Furne.'is Smith, M.A. 
(Kdifot'ia!): i’ev. ii. B. DuiTant, 31. A.; Rev. 
D. f{. D. Wilkinson, m.a. ; R. Alaconadiie, n.A. 
(IJott. Lfio): H. lainkesu-r, 31. D. 

Clil’ROlI OK Eng. SCRIPTLI'.E Readues' AssoO., 
$6 Ilaymarket, S.W.— .SVe., IU‘\. A. Kestin. 

Church op Eng, Soldiers' and sait.orv;’ 

STiTurus, Chui’eh House. W’estiJiiu.-ittT.--~,SV.'f., 

I <W1. E. Hughes, C.B., O.M.G. 

: Church of "England S.S. iNSTiTUTr., 13 Ser- 
jeants’ inn, Fleet St.'-SVe. ,Rev. H. Dawson, m. a. 

Church or England Temperance .society, 

: I NCORPou ATED, 4 The Sanctuary, Weatiniuster. 

; -'Sec,, Gerald A. I'honipson. 

Ciruiu'H OF England AVomen’s TIkli* SoerF/rv, 
llmivii House, l>eaii’.s Yard, H.Vi.—Gcn, Sec., 

' Ali.ss Helena Herr. 

' Ciiruoii uF Eng. Zenana Mi^monarv Soo., 37 
< liaaeory Laue,W”. C. — Seax , Rev. C. Ll.Stiioman : 
11. L. Hel>!>ert ; Miss Mulvany ; iliss Siuitii. 

Ciirncfi Parochial Missdjn society. Church 
flouse, W'e.stininster.— -iStr., Rev. li.Muir, m.a. 

Church Pastoral Aid society, Falom Court, 
32 Fleet Street.— Ptcv. T. C. Chapman, 3I.A. 

' City of London General Pension Society, xz 
\ l'i}isbui7 Cinaux— SV'U, .h Siater-Spenee. 

' City uk Condon 'I'uus.s society <for th.e relief of 
the Ruptureal Poor throughout the Xvingdom, 
1807 ), 35 Finsbury Square, E.C. — .See., W'. K. 

' 'I’aimto!!. 

* !L AN!) Meohan. ENGINEERS’ .'^oo,,25 Victoria 
St.,S, W. — /Do/. *y/r., A. S. E. Ackerinarm, B.sc. 

Civil IIngineers, The Institution of, Great 
George St., S. W'.—Pm.'., Jas. ('has. Inglis. 
See., ,r. Jl. 'J'. Tudsbery, D.sc. BT. Inst. C.E. 

Clergy Friendly Society, Church House, S, W o 
—Sec., Rev, T. T. Koi’gate, ilr.g.s. 

, Clergy diiphan Corporation, 35 Parliament 
I .street, S. W, — Feemdeut, Archhishop of Canter- 
' bury. .S’er., Rev. Win, Charles Chitf, 31. A. 

' Clerical Provident Union, 10 Hanover Square, 

, Vi. Sec.., Rev. H. .T. Swallow. 

, Cj.ergv Pk.nsions Institution, it Norfolk St., 
Strand. W.C.—aSW'. Robert Jjovc. 

Cylal Sai'okk Aijatfment Soc., 25 Victoria St., 
S. W.-- /hr.','., Sir YVilliaiu Richmond, r.c.b., 
: TLA. Sec., L. Vi. Chubb. 

, Colonial and Continental (Miurch Socir/ry, 

: g Serjeauts’ Iiii!, Fleet St.- -^SVc., Rev. ,1. I>. 

I Mullins, 3L.i. 

Colonial Institute, Royal, aS'urthmuberland 
! Avenue.—dcG’/i// Sec. and Lib., J. R. Boose. 

' (4,440 Fellows.) P.E.C.I. 

Coxlmerce, Associated CnAyruEiis of, of the 
United Kisaimi.—Pcesklcitt, Lord Bra.'^.sey, 
G.C.B. JSec., Sir Ed. W, Fithian, Parliament 
Mansions, Victoria Street, S.W*. 

Commerce, London CiiAMUEit of (lucoi'porated), 
Oxford Court, Camion Street.—- ib-mdcuii, Sir A. 
Spicer, Bt., vi.P. See., Charle.s E. Alnsgravc. 

CoM-MissroNAiRES, The C'orp.s OF, M'as foundofl 
by the late Captain Sir Edward W'alter in 1859 
for the employment of pensioned soldiers. 
Ileadquarters, Exchango Court, 419 Strand. 


Outmtarters. Donegal St., Belfast ; Corporation j 
St., Birmingham ; 5 Lower College Green, Bri.s- j 
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I SodeVm and 

\ tni : s]ian(lv k'k' Plants Edinlnirg’h ; W. Begenfc 
'■ St., Olasgow ; Gt. Gff»rgo St., Leeds ; X. J'ohn 
i Hi., Liverpool ; Spring Gardtiiis, Manohester ; 

I Ilighain Place, ^Newcastle -oii -Tyne ; King’s 
Walk, Xottingham. Command! ingOjJicer,Msxj. 

\ V. E. Waiter, vi.v.o. 

I Commons j.ni) XVot{'ath.s Preservation* Soc., 

; 25 Victoria St., S. W.—S'cc., L. Cliubb. 

C<jngr!!;oatioxae Ciiimumi Aid and Hojie Mis- 
sionary Society, Memorial Hali, Faningdon 
St., E.C.— SVc., J. Edwanl Flower, Al. A. 

Corporation of Sons of the Clergy, 2 Blooms- 
bniy PL, W,C,— Sir Paget Eov/man, Bt. 

CoT.'NTY Councils association, Caxton House, 
Tothill Street, Westminster, S.W.—See., G. 
Montagu Harris. 

Cremation Society op England, 334 Eegent 
Si, ML— G. A. Noble.' 

Cruelty to animals, royal Society for 
PREVENTK^N OF, S05 Jenn.VD street, S.W.— 
Pi'&s . , H.xl.n. the Prinee of Wales, K.G. Chah’- 
mnn, CoL Sir E. ML D. >Card, k.c.b. Nct\, E. G. 
Fairholme. 

Cruelty to Children, Natdnal Soc. for the 
Prevention of (IncoriKvrated), Central Office, 
Leicester Sq., 'W.'C.— liobert J. Parr, 

Curates’ Augmentation Fund, z Bean’s Yard, 
S.W.— &c., Hcv. A. G. B. Atkinson. 

CVMMnODURIUN, 'J'HE HONOrilABLE SOCIETY OP, 

I 64 Chancery Lane.— -Ppr-v., Viscount Tredegar. 

Sir E. Vincent- Kvan.^. 

I Dante Society, 38 Conduit Street, WL— J/on,. 
.s'ce., L. Hicci. 

Bay N urseriks, Nat. So*.', of, t Fpper Montague 
St., MLC.“-SVc\, W. A. Lanion. 

Beap Children, Kc»val soikjol for (formerly 
“ Koyai Asylum for Margate. For the Sup- 

port and Education of Ciiikiren of tlm Poor. 

5^3 Cannon St., E.C. — S’ce., F. H. Madden. 

IHLIF AND DUAIB FILMALIc-, BRITISH ASyLUM 
FOR, Lower Chij>ton- Office, 5 Bloomsbury 
Sijuare, Vd.i'.—Sce., if. W, yrumfurd. 

Beaf and Dumb, Koval Aii^ociATiuN in Aid op, 
419 Oxford Street, V/.-^SVe., Thoma-s Cole. 

Dental Associ.vtion, British, xg Ifanover 
Square, AW— lion. Sec., Norman G. Bennett. 

Diocesan Coni’Ekknces, central Council of, 
National Society's House, M\*stmin.^ter,S.ML— 
Hon. See., G. H. V. Nye. 

Directors, Institute of, 4 Corbet Court, Grace- 
i elrurch Street, JiC.— &«?., AW A. Addinseli, 
F.C.A, 


Institutions. 

Egyptian Research AcoorNT.— /Bon DhreOte, | 
Prof. Flinders Petrie, Cniverhily College, | 
Gower Street, W.C. ■ 

ELKOTRICAL EXGLNEETtS, INSTITUTION OP, _ 

? 2, Victoria St., M’e.stinin.ster., S.M .— /bY.v,, ; 
)r. Gisbert Kiipp. Sec., P. F. llov'-’nli. : 

empire Educational League, Parliament } 
Chambers, Westminster, S.W. — lion, Gen. ^ 
fiec., P\ E. Tincmiant-Thoma.son. 

EmployehsL Parliamentary Council, ig Tic- i 
toria St., S.’W.—^'ee., F. Millar. 

Engineers, society op (1854), 17 Victoria Street, j 
S.W.— iSec., A. S. E, Ackerman, B.sci. 

English Church Union, 31 ilmssell Square, S 
W.C.-Scc., H. W.,Hill. ' i 

Entomological Society, ix Chandu.s Street, i 
CavendisliSquare, W.— Hon. 'Sees.,'H. Rowland- j 
Brown, M.A. ; Comm. Mkilker, ii.N. i 

Epileptics, The National .Society, The Colony, ; 
Chalfont St. Peters, Pmeks, Otlice. Denipou 
House, Vaiixhall Bridgo R<1., S.W.— P>v‘.s‘., ; 
the Prince of Wales, k.g. See,, G. Pemi ■ 

Gaskell. 

Ethical societies, The Union op, 29 Bucking- 
ham St., Strand, AV.C. —fyen. See.. H. Snell. 
Ethological Society, 35A AVelbeck Street, ML — 
Ilrm. Sec. , Edgar Gai'dner. | 

Evangelical Alliance, 7 Adam Street, Strand. ; 

—Gen. Sec., H. Vtartyii Gooch. I 

Female Orphan AsYLuyr, Royal, Beddingtou, i 
Surrey. 17 Buckingham Street, Straiul. ! 

—Pre,%, ’llie Duke of Portland, K.G. Sec., i 
! Brough i\Ialt,by. i 

! Female Orphans, Home for, who have Io-st i 
i Both Parents, Gr<n’e Road, St, .John’s Wood, 
i —11 Oil. Sec., .T. H. Gilbert, R.N. Malmn, Misui ; 

i Laver. , ' I 

i Field Lane Ragged Schools and Refuges, 
i Vine Street, fJlerkenweU .Road, E.C.-SVe., , 

j Peregrine Platt. i 

j Fire Bri<jai.»es Union, Kational.— J/ om Sec., \ 
A. Hill, Union Bank Cham}>er.s, Bedford. 

Fire Prp:vention Coaimittee, The British, ' 
7 Waterloo Place, Pall .Mali, S.ML— GV/o Hon. 
Sec . , Elli.s arslaud. 

Folk-Lore Society.— 6t’c., F. A. IMihic, xi OM ; 
Square, Lineoln’.s Inn, W.C* Meets at zz AU>o- | 
marie Street, W. i 

•Football Association, The, 104 High HoDtorn, : 
W.C.— Prt’fc*., Lord Kinmiird, .Vo;., F. ,1. : 
MLall. ' I 

Foundling Hospital, Guilford st-., MLC. 'Jn-j 


; .DRrCHARGKIiPrJ.MVNEES, Tb.»¥AL SOCIETY FOR THE 
Ay;.q.sTANCE of, 32 Charing Cro^^s, S.ML— &e., 
Cul. .T. G. Y. M ilson, 

DoG-s, Home for Lost and Starving, 4 Batter- 
sea I’ark Road, South Lamiteth, S.W. Hours, 
to to 4, Oct. I to MareJi 31 ; xo to 6, April t to 
Sept 3o.-&'w\, IL J. Waol. 

Drawing Society, The Royal (Ineorp. xgo*), 

1 so Queen AnutLs Gale, S.W. —i/ea. &’.c.,T. R,. 

1 Ablett, F.R.<.i.H. 

Early Closing Association, 21 Kew' Bridge 
Street, E.C. — Sec., Jas. A. Stacey; A&st. Sec., 
Albert Larking. 

E.vst End Emigration Fund, 34 Keivark Street, 
Stepney.— .S'ce., .Robert Culver. 

East India Association, 3 Victoria Street, S.WL 
—lion. Sec., J. Pollen, c.i.E., ll.d. 

East London Church Fund, 70 Hamilton House, 
Bisliopsgate Street Without, E.C. Rev, 
H. A. E. Standfast, M.A. 

Egypt Exploration P’und and British Sch. 
op Aucileol. in Egypt, 37 Great jaussell 
Street, W.Cl— .SL’c., Emily Pateraom 


quiries 10 to 4 (.batuolay.^ xo to x) at the Score- j 
taiys Office.— .SVc., WL S. Wlnlle, M.A. 
Freemasons, United Grand Lodge, Frrema'jou'-.’ 1 
Hall, Great Queen Street.— G'rMud See,, Sir i 
Edw, I.*etchw'ortli, F.S.A. ..LwL Grand Sec., AW i 
Lake. . ■. {■ 

Friend op the Clergy evut?., 17 icing William ; 

St.» Strand. — Sec., Rev. A. R. ISlmn-Riv'ers. I 
Froebel Society of Great Britain and Ire- • 
LAND, 4 Bloom.sbury Square, W'.C.— .S'ce., ! 

Temple Orrne, ll.d. i 

Froebel Unio.n, 2 ;ational, Korwicdi House, i 
Southampton St., Bloomsbury, W.U.— .SVc,, 1 
Miss E. H. Maclean. I 

Garden Citiksand town Planning Absocia- 1 
TION, 31 Birkbeck Bank Chambers, W'.C,— Sec,, 
E. G. Culpin. (Garden City is at Lctcliworth, 
near Hitchin, Herts.) 

Gas Engineers, Institution of, 30 Victoria 
St., S.W.-*S'cc., UV. T. Duim. 

Genealogical and Biographical BiiOiETY,' 

t Conduit St, AS\- lion. Sec., Chevalier 
eci. 
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Sockiies anti Tnaiiiaiwns, 


r-V irn\ R«>Yit,i.^avnc‘l?w%W. , UrotESFoinVoJtia:uT<.’niLtfjNLt»jHi)ON,3y'ictom 

,Ph's.,' ’\ hC.I ieonata I»ai^via, ii.E. Mtm, \ FoJiw'f iv inreefor Jnc. tihrimp- 

s*. ( •*?. l>. A. ,joInL 4 an, K.C.H.C. ; ton. 

i i\ {. T, C’sot^e* k.yixL, R.it Nrf., ' IIoiisFS, Homf or lli;sT Fuii, Wu'fcruft Farm. 

*>ir .inliH Khk, K n. Amy, .T. Sreai Kdtie, ; CriekItiWiMa, SAS\-~Su\, J'^r-ibfiKon AlOiTi;^. 

! ’ a. O hCom > v*!p<\ \Z. \. F.H. HoLTurLTl nxh iV'' , jpo/I. J: i />>'>’! 'o,i n<i<} 

L)h/t}r»f», T>hv.ir 4 fKavood, ' a atf O/Zi-w, Vincent S^i., West niiuster. 

Evb'. r.E.G.S. ' Widtiy* Eii^ey, hTiUTey.-~-/bm, .Sir 

ou 1 f on * Y ^'“’0 TY, rMii*!in‘_ Mil (sSoj). — ■[ 'i'rovor La'4\ ivnco, Ijt., K.o.v.m. Rev. W. 

/•jvr . rr^f. W. J, SoPjM,' F.R.y. *V‘v., L. .1. I Wilks, M. A. ynYon, J. {bina-y Fowler. F.E.H.S. 

?i.A. : A. Smith Wuoav.'smi, r.n.ja. SATlTA'AY Fuxi), 54 Cray's- lim Uoiui, 

y.-\. Mr \ri-!!iK;tia neiki'% K.n.ij., i W.C. (1873). — tlie \ear eudiny .l;m. ss, X909, 

r, 5\.s'.s Tii tO*., A. Strahan.MMY.r.t P.G'.S ' ji^zg.Sso \va& coileereU, ami amountintr 

‘rK'Ji'iF "iiA'm yfL'.>MN Ayi> .*^<’1100^.87 H»yl! to j£; 27,332 were made to i£s ho;s|,ital«; 31 dis- 

rt , Whdei-iMnoK 3 k— -iVt-.-'o, Tim Alarqucss uf , pensunes, 23 eunvalcseeut liumc-^. and 29 iiih- 

j 'N'ortlLdaptoJi. ,s,o;f.,Ccd. R. Hayne. 1 eellaiieous institutions. So*.. A. W. jiavis. 

' CruHALTAlI An‘'''[0N’ TO SRAMFAs, sS Tufton St., HorTTALS AftiOCTA’-lON, s8 SniUiU'iipttUi Stxvet. 
e. W, //' h, ,VA, lU V. ranou A. T. Ikirnott. btumd, W.C.—//- ,1. A'tr,, s\dr-,.y b.a. 

o'U!?,'-’ X’uir.MUV Sn(.n:TV, 39 Vietoiia Sfeet, IIowAiin Association, for the Ih’omotk >11 of tla' 

s. \\.->Ve,, Mi-s llrhcl Smith. 3 )vsfc Alotltods ‘>f Treatment and Prevention of 

‘* (Join, ON Bov>’ llojiE, West Ihid, WokimA ' Crime, Pauperism. tVe., 43 l>evonshiie Oham- 

5 \ork St'-eet, St. JaUi. C .Sviiiaro, •s.'W. bers. Bhhop-^nteSr. vVithout.— NV(\,T.iruhues 
7o«'o'., nJeii. .S'rT»!dit n Pn)byn, V'^A lltdM'.NOT SuCTir'Y of lOMrtx.— iioa. Nt,*., Col. 
Si M. L Ah‘lv5Uo. " I>. G. Pitmmr, soi InvenK-s Tti-riice, VC. 

CospiN. i\ roiiEioN Paiits SkK it:ty r.oi \\u: HrMANirAniAN Iua<;uxt, 53 tlianeerv Lane, 
Pbopauation of Tirn. ts 'i'ufton Ktivct, Wo^t- ' W.c.— J/0,0 .*<•.. lioiiry s. teak, 

i miiister.— &*•., L*t, Rev. H. IL ^[unt^olnery. HuNGAFJAN te'"'Cir.TY, 6A tenii'tik teC. Pall Yrall. — 
n.P. NVe'?., Rev. 11. P. Slo tehley, M.i'; ' .Sm*y, C. A. Ch.ever : C, oleUin. 

i Hev, t.auon Roiniksuii, .m.a. {hFiioFath', Lev. ■ HictTFAtiAN teoarrv, '1 hf. Leypox Inmtj’CTION, 
W. E. ,Tacksait, M. c : Kev. ,3. A. Ivohert'.on, J^insbmy Cuviu-j, ll.C. — iLw., T, H. Open Junr, 

' :a,B. {.Uiiliivl i'\ Pa-Toe. Ineume , P.R.C.H, W, L, Brown, M.U. ; A, P. Ci’n- 

1908, j);^jso 4,666. Ordained inWsiunuritN, 878; buns, o£.n. 

women do., aoo; lay do.. 50. | IruPFiu.U; l.xsTiTL'TF op tiic T.K., Cox.onii:s, 

‘ OtiVEKNFs.'F-:’ oLHNT JNsTTiu TioN : Hunit! | ANi> IMUA, te<jnln Kenrdualoii, S. 

. and Reai<'’^rar!(»]3 OPi-.e^ 47 iiaviey St. JJouday I Prof. Wjndham ll. Bunr-t.m, F.u.s. 

Hoks*‘, rainuounr, Sliunklin ; A Alum for the , InpimTAU PuoTKST.iN u Pkpkuatio.n, 36-38 
i Ay t i, Chi'ilc hur. 4 . Of/lee, 32 oa'-kvirte tet., W. j Soxithauipton St., Stre.ud, \V .C. Jaiui Fc<\. 

> -te'er., \. Wesle> Ik'uhis. ‘ .l.W.Wahh. 

i OUOTTO Th'nri! for I^oVs, 5^; 3 »:Hld?;*et<,n St,, W, ISfl'FUiAt. S<'5 TT! Ai'tirotN' ASSOCIATION, 66 Vf<‘. 

' xiy VuturJ.i M., r>. A. ,vv., S. , toria Street, S. u'. - ('Lfn.iuir 0/ CintH/i/fftc, 

' MatUlis'iii. } sir Uiihert Parker, 31 . 1 ’. .S'c., If. Ilandeuek. 

nriLij or CTifRcii Arrsiervxs lYroup., 4?. iNimaiXT !jum> Vimtlno teocniTy, 8 Red Liua 
liernerfs .4t., V.— A. U. Lev\is, Mt s.n. ' S^piara, W.(\~~SW. {savant). 
llAKUAt tSoriFTY.-.tjeoG, a (Uiarittti, xt InKBIJIATFs’ REFoirUATIuN AND AFTER-C.Ar.F 
Ok.aftfm St., W. //on. A, e,,,T. A. . 1 , de \'ilHei*.s, A.ssoe., 1x7 Victoria St., S.VC.-— .SYv,, A. ,f. S. 
AJiupDept., British Museum, \\.r, AhAddison. 

HAEWh.tN SOCiCTV, 140 V.miour St., W.— /io^'. LNimillFrY, .SoriOY I’oR Tin; tiXrPY 0F.‘-Z/oa. 

.Vtff, d; 7 %V'UV,, Bi.jee Barinerman, F.SA. i SW., T. A. 3 r.i>., 133 Earley teh., W. 

ilAKVKiAN SriClKTY, Hbdfuid Rooms, X’lO’hboim’ Lnfa.M’ <> n{ oan AsYi.tCM, WuiFstoad. C>/%N 63 
. St., W.- U,m. ►s«.ew,., V. 11 . Uilleu.Y, .M.P. ; II. laidymloeliili.llAA ---SVx,€uui. Ji.CYAlarUu,Ii.N. ■ 
r.fimin;! Evans, 3 rJe ' fNTFAnNATio;-, u. Law A.Sr.ociATiON, x Alitro Court 

IfFU.TH »Sfr IFAY, IS.vnoNAJ., 53 BeincU’s Street, , Bulldiuos, L.C.--.//oii. ton,. sVec, C. (L Philii- 
\V, ' AfsM Li!oke>t<’i‘. ' more, n.r.B, ; T)r. 'I'. Baly. S'ec,, ,T. R. Porter. 

liijjFAm.srLPns, SocfjivyroiiTPF PiamoTiox Lnvaml CijiT.nnf.N's .ajp AssoruTiONTLoNouNx 
or. 22 Aib'niar!est.,M.— //un. SV{*.,L. A. Mae- 1 iNoouFouAli P, 69 Benisoii Hou.my 296 Viiu\- 
uiRknn. S'ee.jJ. tf. Baker-Pono.vre. ' hall Biidye Road, S.W.--,SW’., Akv. Mmu’o. 

liFNRY ButPMiAW StH WTY, for cditiiijt Rave Iiu.sH CHraeir AIisstons. SumKTV roi:, st fUiek- 
l.ituryical TV.xts. - - /fen. Sve.^ IhA*. J{. A. i iii'dmmi SrvtMd. W.C.-~S< ev Rev. R. B. Water-, 
Wihoa, 3 L.C, Ma'dakn CoPe-^e, Oxford. ' 3 CA. ; K. W. Alhhn. 

Bi.HToiaoAri SociFTY, R oyal, 6 South Sq.. 0 raj\ ! Irjsii lU'-viA>^r,i) Laiui:>’ iTno, 7^ lower 
fun, W.C. — Pm*., Ven. Aivhdeneon Cunnin;^- ' Orosvenoi* Idace, h. "umeial W. Al. 
hanij P.n. /i(on SVa, Ih E. Alaltkn, 3 r.A. 1 Lee.s. 

F.E.HistS. : Iron and Stft.l Institute, 28 Vietoi‘i:iSt.,S.W. 
Home ANi? Colonial Soiioor, Society, Wood : — /Vr^., sir if. Bell. Bt.— Nv.. c. (A Liovd. 

ftreen, N,, and Highbury Hill House, ; Iron X'kale Association. BiiiTisii, An.iberiey 

, SVc., Thomas Robertson. j Tloit-^e, Norfolk SUvik, Strand, AV.C.—ZCw.', 

BomE'ReaI'INU I'NIUN, N.VP., tat Verk Bnjldlug:^', j Rt. Hon. Sir C. Ak-Laren, Bt., M.p, SVe,, 0 . J. 
Adelphi, AV.C.~~* 3 J<‘<?., Mis.s Head, * Fairfax Se.t-dfc, 3I.A. 

' Homes of Hope, 4, s A; 6 ile*<rent Sfjnare, Cray’s t .Iafan Society, 20 Hanover slu., W,--;iyn. AV(.%, 
Inn Road, AV.C.- -AV.y, C. Al. rCoriiibrook. ; Y. Konimr. ; A. P. Reid. eL-vovC See., A.E.Brice. 

, Homes F(su Little Bovs, Farniaghiim atul Bwati* ' Jochnatjsts, Institute of, Tudor Street.— 
ley, Kent (lucurp.). Offieea, too Temple Cham* i Sec,, Heii)ei't. Coini.sh. 

; liere, Temple Avenue, B,C.— S're,, P, Roberts. ! Journalists, Hoc. of \V03rEN, x ClilTord’s Inn, 

1 BbXWfOR W0MiMiRjysiMLoNl>0H,X2Buck - 1 B.Cl— i/wL te., Aliss Al. P'raser; Airs. W. 
[' '' ingham St., Stmnd,---,Sfer., ’Willto 1 ' iIodg.wn. 
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( «)f IIxoikeeks, 39 Victoria 

' SI wot, >S, W’*.— S'w., WuliefT. Ditnn. . .i 

' Kixa SoicufJL SooTETT, H EUetd'ik Ed., i 

llanip.‘t!.ad, A.V”.— ■.SVt;.,:\rii=s Christina Srnifcb. 

; Kinu Hospital Fund foiiXokdon, ■ 

7, WcUa'o'ik, r.C.—V'ap, inau'-inratcd Feb. s, 
1897. 1'i c'OiuiMt-vavfVJUo the 6otU aunivcreat'.v <>C 
tile accc.-.bl» »n ot ( Hiecrt Victoria. Total receipts, 

I X908, '".£345,793 ; expenses, £3,045: grants to 
1* t^pib^is a’>d iirsnic-, £140,500; funds in hand 
(Including gift' to uipitai), £y,6o9,633. ibVA*/. 
ib'nf, Tf.lJ.H. Ennooof tVaics, K.C. i/'j}?. 

Ht. Hon. vSir savile (Tosshy, Bt., K.c.v.O. ; 
Fi’Cileriek M. Fry. oiv., U. It. l*itfiynar«i. 

IvyRLrt.S-XTLTV, a iliUH-liOStcl’ Street, W.— 

S-c., J. E. Hodge. 

LAhoViiixr, CLassr.A Socir/rt (iNPOiipoTiAfED 
sSr.A fon biPcovi.so vhe CoNnixiON" of the, 

4 Blu.;ui«.hury Aiun>iusi, ilait Street, W.U.™ 

' <SV'\, Alfred Mmn]>hi'ey'\ 

, L.V,T> ISaTIoxalisaTION SoniETY, 432 West 
xraiid, V».C.— Si'C,, doseph Oyder. 

L vvv- A.svici \Tio:< fiSiyV 3 Cray rf Ttra Place, W.C. 
— El. Hon. Lord Alverstone, G.C.M.i.t. 
Siw, E. E. Barren. 

T.iBKnATio>: OP EELiorox FROM State Pateon- 
AGE AIsD COXTU!.>L, SuCTKTV FUR, l6 Caxtoa 
tluiise, We>,f niiii.-^ier. S.W. AVe., Oaird. 

. i.iBEP/n* AM» PnoPFRTV BErF.NOR LEAGTE, 23 
' Victorlii Stri*-;., Fredk. Millar. 

Lsr-RARV Assootation’, 24 \Vhitcj)ivii» St, YAC. 
i/oi?. SVr., L. Stanley .last. 

' lArKX.'iEO Vu'TU.VLLERs’ A sylum. A>ylinn Eoa<l, 
<»Id Kent Bond, S, B, — SA;., C. J. Westun. 

1 28 New .Bi‘idK<- Street, EdA 

I LICHXSI'J) VicTUALT.EKb’ SCHOOL, Kenniiigtoii La., 

' S.B.-- *SV«T.,Edward Grin)WOo»J,i27 FIeetSt.,E.( 

; Life-Boat Ixstitutoix, 'Lhe eoval katioxat. 

I (1824).— Heceipts (X908), £75.988 ; evpendituiv, 

i £'9o> 335 *• total number of lives saved, 47,983 ; 
i saved iu 1908, 638 and 42 vessels. 281 liie-boat.s 
nt'e luuiiitained on the eoa.sts of the F.K.. 

, rat^'oh, il.M. the King; /Ve.seA/#f, H.E.H. 
the i.»f NN'ale'-«. 22 Charing Croys 

lluail, SN'.C, ; ArC/ViVov/, 'Charles Dibdiii. 

, lAFE FiKAM FiRR, SOCIRTV PoR THE PUOTF’CTIOX 
' ftp, z 6 New Bridge ,st., L.C. ~-.See., J,. Cooke. 

I Lisxeax SOC,, Burlington iloii.-as W. —Pre,%, .l»r. 
1 >. IL Seott, F. n,.s Prof. A. Bendy, P.sc. , 

F.li.s. ; Hr. O. StapL LVon Stv., Dr. B. 

' Daydon .jack sou. L/6,, A. \V. Ka]»pel. F.L.S. 

L^’TER Ix^-TITUTE OF PRE VJ'.XTIt K MEBICTXE, 

! Chel-;ea Brida<' Euud, S. W.— />/rrcfo/*, Dr. C. •!. 

■ Martin, F.R.s. 

' iJTKRAiiv J’UNO, IloyAL, 296 Vauxli.ali Bridge 
. Road. S.^y.--^Vr^, Llewelyn Rt>berts, u.A, 

' LiTERATCHK, EovAL SofTETY OF, so Haiiover 
! Sip, W.- /’/'C.V., The Earl of Ifrdsbury, F.R.:-. 
Treay,, Sir Fkiward Brahrook, C.B,, F.S.A. See, 
end Lih., Percy W. Ames. LL.I?.. F..s. A. F.B.S.L. 


LoXDfRi DIOCESAN HoMPl WissioN, Chtii’ch Hoiise, ^ 
Eev. Canon Ohildo. 

LONDON Female (tfardiam Society (Industrial 
and Prohationai Hoinei^), sqi Ifigti St., Stoke ; 
Kewington. — See., AV. Edwin Page. 1 

L0.XD0X l'E.nALE Preventive a\d Pie-orma- : 
TORY IXISTITUTIOX, zoo Eustoli lload, NkYC. - : 
»SVr., 'Williani d. '.r.-iylor. 

London IiNSTiTCTrox, Finsbury Circu-m E.C.-- ! 

Pnn. Lih, fUfi See., E. IV. Fi-;*,?;er, LI..E. 

London Lire ary, St. danK‘.s’.< .Square, S.lV.--sSV'«?. ; 

and Lib., P Ifa-Yoorg IVriglit, LL.D, 

London MATaiE.MATrcAL' Society, Albemarle , 
St, IV. — See., Prof. A. E. TL Love, iMt.s. 
London aTendioity .society, 9 Bed Lion Square, 
'\Y,C.— Slv., vV. FitzGerald Arijiithnot. 

I.oxDON AIissioxary Soc., i6 N'ew Bridge St., 

E. C.-~ 7 ';ru,s’, , ,Sii' Albert Spicer, Bt., M.P. Foe. 

S(?(:a,, RevR. R, AV. ThoniihiffU, D.D. ; G. Ciirrie 
LMartin, u.I). IJoeie See., Rev. A. N. .Tobmson, 
M..t ■ :■" 

London OhTHAX ASYLt^r, AVatfoivl. Ojlke^ 3 
Oi'Ohiby Scjuai’e, E.C.--iSt:’r., If. C. Anuiger. 
LoN.don Society for Promoting christtanity ' 

AMONGST THE dF.W.'^ (5809), 16 lillrelu's luu 
Fieidi?. — SecK, Rev. W. T. Gidney, M.A. ; Rev. 

F. L. Deiunau, M.A, 

Lord's Day Observaxce Society, t8 Buekiug- ; 
luira St., Strand, W.i'.—See., Hev. F. Peake, , 
l.L.D. i 

Magdalen Oosrital, Streathani, S.AV.'-Ahome ’ 
Ln'pciiitentfemiilejs.wlsoaremaintainedoiitirely I 
gratis; application may ho scut to the Head ! 
Matron, or to the Wardm, Rev. IV. AVatkhiKS. i 
Manorial Society, t 3 Iilre iVuirt Buildings, : 

EX\—~Pcuiytea}\ C. Greenwood, i 

ALuiixE Bnoineers, Ixstithtb \ 

.Jns. Adamson. 58 .ib)iuford Road, Stratford, E. i 
NiARixE Society ron the Equii»me.xt, NiAix- 1 

TEXAXCE, AND IXSTRl'CTION OF POOR BOVS OF ' 

Good Character for the Royal Navy and i 
rdERCHANT SERVICE, ulark’.s Place. Bishop.sgate i 
Street M’itliin, F,.C, (Training Ship, Wardpiff). : 
— Peey., Earl of itoinney. See., Lt. H. T. A. ’ 
Bo:^;moucfc, E.N. ’ 

Mark Masteh masons. Grand Lodge op, ?»[ark ; 
Masons’ Hall, G'reat Queen St., W.C.— (Vrcfud 
See., C. If. Matier, j 

:Ma.soxk! Benevolent Institctdcb Royal, : 

4 Freemasons’ Hall. W.C, --See., F. C. Smith. : 
:Masonk! Degrees, Grand Council of allied, : 
.Mark Masrms’ Hall, Grc^at Queen Street, M'.lk ■ 
“ <ie(tud. See.,i\ F. .Mafier. 

JlAsoNic Institution for boy.s, poval (IiiHii- 
luted 1798), Bndiey, Herts. -See,, J. .Morristm 
.McLeod, 21 Great Queen Bt., W.C. ! 

Masonmc Institution for Girls, Royal flnatl- ' 
tutc<l 1788), Claphum .junction, S. W. Offieey, 

3x Great Queeu St., Y'. 0 . See., K. Percy! 

Simpson, M. A. 


Li.oYD’sREGIsTEROr riRTTJSH AND FuKEIGN SHIP- , MECHANICAL ENGINEERS, ThE INSTITUTION OF, i 
PING, 71 Fciieliurch Street, E.C.—< 7 A j Storey’.s Gate, Peey., ,Iohn A. J<\ ' 

.lames Dixoii. SVe., Andrew SeoU. Publication' AsirinalL SVr., E. Worthington B.se, i 

-i ClVice oi Llo)HryRe(p:\h’e.Bufik,Ya(‘ht Iie;;fiyfee,iS;:(t, j M.I.Jffech.E. ! 

LlC)YD’s, Royal Exeliiinge.---Bie(;rct«r//, Capt. E. F. ; MEDICAL EDUrOATIoN and BegistraTIuN, Ge.n'E- i 

' Inghdieid, R.N. j UAL COUNCIL OF, 299 Oxford Street. -ibv.s‘., ' 

■ London BiBLF.wc>?rEN ANr> Nurses Mission, i Sir D. MacAUster, k.c.b., ji.d, Jieqktrae, ; 

25 Bussell S(inare, ’W.C. Siq/t.^ Mis.s | Henry E. Allen, Li..n. ' * 

E. AL Andrews. I MEDICAL MEN (WIDOWS AND Or.PllANS OFl, Bo- 1 

■ OIETY FOR Relief of, xx Chandos Btrec-t, ■ 
■Cavendish S.Qiiaf e, W . —See. , B. ' .T. ■ Blackett." ■ 1 
JlEDiCAL Officers of Health, Suctety (In- 
corporated) 01% iT pper 'Montague St., AV.C.— 
Hon. Sece., Herht*ri .]one.s; Jo.seph Priestiey, 
H.D, Exeevtiee See., VVm. A. Lawton. 


London City Ari.ssioN, 3 Bridewell Place, E.C. 
M%,Rev.T. B. Hutchinson, M.A.: P^ev. Martin 
Anstey, B.D. 

London Dmcesan Council for Preventive Rescue 
and Penitentiary Work, Chiireli House, West- 
minster, B. W.~BVe., Rev. H. A. *T. 31 . 'Waklram. i 
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Soeieiies mid ImtituHons. 


, Mnint’AL Hs>i''iCTV OF IS Cliandos Street, 

S»j., S. 'West, H.I>. M&n. 

' L <J. Uiitihrie, 3Li>. ; T. .W'arren low, 

F. r..r. s. AV’^r. .{• /iPA Lsh . , Oeo. Bethell. 
Mrstirivr.. ]tov.\L Sociftv of, zq Hanover Sq., 
W.- Sir Win. Chiireli, Ht., K.C.B., M.D. 

Huii. >V(V,, A. Latham, ; H. S. Pendlebiiry, 
f F.i'i.c.H. <SVw., . 1 . Y, W. AEaeAlister, F.s.A. 
\[]:noi>-f,KOA!, Hof,, zz AILtanarie St., W.— Afon. 

>'r "W. A-. : H. Cotes-Preedy. 

Mktiiham’ .^lYurrN's Hrphanagf, Koyal, 

• Siiaiv,-,fO'ouk. 0»V'ov*, Hixoii HoiLse, Lloyd's 
Aw'uue, K.C. -- iVosoAoit, H.R.H. Prince, 
<A* Wale-. Trf'ift., T). J. Morgan. A'cc., K. W. 
Kawlinsun, F.K.o.s, 

MniiFHANT SERVICE CuTLD, BiPERTAL (Captains 
and Oliicers), The Arcade, Lord Street, Liver- 
jcol.- AiVc., T. W. Moore, F.K.G.S. 
iiKRc'V. The Lkaol'k of, for tlie support of King 
Edward'.-: Hospital Fund, was founded in 1899. 
29 Southampton St., Strand, M'.L'. 
fij the LciUjnti mid Somi'dtjn of the 
ih'dcr. His Alajcsty The liing' Grand Presi- 
df ht and Laihj Grand iVrsid^nf, T.E.H. Prince 
and Princess' of Wales ; Hmi. Sees.:, Lord 
Wolverton, Sir W. .J. Collins, m.s., ai.p., Sir 
; .T. If. Harrison, M.v.o. ; Hon. Treatt.f vSir H. 

i Enrdett, k.c.b. ; SVv., Colonel Kempster, P.s.o. 

I meteorological Society, Koyal, 70 Victoria 
' Street, Westminster.--- If. Mcllish. Sera . , 

1 F. C. Bayard, ll.m. ; t'apt. W. F. v.-dionitL 
; C.Il. Forchjn See,, II. 11 . Sc<itt, F.R..S. Ayst. 
j .sV<?., Win. Alarriott. F.E.Met.Soc. 

' Metropolitan Drinking Foentain and 
j Cattle Trough Association, 70 Victm-ia 
j Street, S.M'.— Svr., tYipt. W'. Simpson. 

I Metropolitan Federation of Evangelical 
Free Cherches, xSa Memorial Hall, E.C. - 
See., Kev, William Thomas. 

Metropolitan Hospiiml Sunday FuND.Mansion 
House, E.C., and xS Queen Victoria Street, 
(x873}.“-^$k>,i8o re<*eived 1908 (;^^4o,238 from 
places of wtU’sldp, and ;^39.942 fn>m donations, 
legacies, and investinentH). Awards were made 
in 1908 to ISO hospitals, 13 institutions, 60 dis- 
pensaries, aiid 29 unrsing as.sociations. i'rc,'-/- 
deut , The Lord Maj (♦!'. See., Sir K. Hay Currie. 

, METROP<)mTAN PHL''ONEi!S’ AID SoCfETV, 44 

i Barton St., W.f’,— .sVr., C. If. Clmdwick. 

' AfETROPOLITAN X lsiTING AND IJELIEF ASSOCTA- 
! TJoN, 46A Pall Mail. W.— NVr,, itranfc Marston. 
j MrcRosi’upicAL Society, Eoval, 20 Hanover Sq., 
\v,.- Pres'., Sir F. Kay f.anke.«t(‘r, K.c.D., M.A., 

> F.R.s. -S/v.v., Kt'V. i/r. J{. C. llebh, F.R.C.P. ; 

' J, W, liovdoiL F.KcSE.S. 

MINING AND metallurgy, INSTITUTION OF, 
Sali.shury House, K.u.— '•Vr., C. AicDcnuid. 
Mining EsGiNEEiis. Institution f»F,39 Victoria 
St., S.W. - //c.l.nVc., L. T. O'Shea, M.Se. 

M, Inst. MX. 

.M*>nAL Education League, 6 York Buildings, 
Adclphi, AN'.i’.— sVc., HaiTold Johnson, 
Moravian .Missions, London Association in 
Ail> uF, 7 New I'unrt, Lincoln's Inn, WLC.— 

' See., Hev. \\\ Vi'etton Cox. 

M<iRDKN Col.LKGK FOR DECAYED MERCHANTS, 

; Bhickheath.— Kev. Heni'y Lansdcli, 
D„D. Trear., V, F. M'onekton. 

AfUNiCiPAL AND CUl'NTY ENGINEERS. 'IHCORPO- 
i RATED AsstxiiATiON OF, tt Victoria St, S,W.— 
ITiumas Cok, A.M.i.c.E. 

; .McsifliAis, Incorporated SociETVOEji^Beraers 
I StWfflt, See,, Hugo iTiadfltdd. 

I MllStCIANSOfHElAT BRITAIN, ROYAtSOCIE’TY OF, 

‘ ' -'"-'U Mile ' Street, W,— , J. F. C. Beanett ' 


MusiciiNsV Society, British and .Foreign 

‘ (x 822), iSG-errard St, Vi.— See., F. Orcherton. 

National Association for the Prevention 
op Consumption, '20 Hanove,r Square, VV.— 
Hon. See., J. J. Perkins, 31., B., P.R.c.p. 

National .Ben'evolent Institution, 65 South- 
ampton Row, W.C.— .Pre.9., Earl of, Halsbury. 
See. , Henry C. Lalreille. 

Kattonal Church Leacjue, 82 Victoria Street, 
S.'W.~(?en. Sec.^ W. Cny .lohnson. 

National Education As-Sooiation, Caxton 
House, Westminster, S. ^X.—Sec. , A. J. JiLundella. 

National Indian As.'-’ocTATroN.— H o/l Sec., Aiks 
Beck, x68 Kensington Park Road, W. 

.National Old Agi-i Pen.^ton 'Lru^t. Ofiee, 
(Mngleton, t.'heshire.-- For the cultivation of 
thrifty and providing Pensions at the age or 
60. Funds c.xceed ^^50,000. .Annual Income, 
jiJ^x5,ooo. Pensions Paid, ^£23,000. Pen.sioners, 
560. Members, 6.000. iif/u.. Controller, Wm. 
Taverner. 

N.\TI0NAL :PnOT.E.‘^.TANT LEAGUE, 13-14 Bu<?ki.ng- 
bam St, Straml, ml C. — Henititrar, H. AHller. 

National REuerGES for Homeless and Desti- 
tute Children (Incorp. 1904) and Arelhnaa- 
AND Chleheater Tkaining Slllp.s, 164 .Sluiftes- 
bnry Avenue, ^Y.C.— B. Wallen ; H. C. 
(.’Opel and. 

National Selvior league, 72 Victoria Street, 
S.iV.— Oeurge F. Shee, >r,A. 

National Society fob Promoting the Educa- 
tion OF THE Poor in the Principles op the 
Established Church, X90reat Peter St .West- 
minster.— Tr*?msY, R,t. Hou. J. H. 'Calbot, M.p. 
See., 1’albot Baines. Organic!. Secs., Rev. F. .L 
Chandler ; Rev. (\ H.‘ SpurrelL See., 

Jl, Holland. Aecovntant, .R Badrick. 

N VTIONAL SOCIETY FoR THE PROTECTION oF 

Young Children vnder xg (Princess 

LoL'J^E Homo. Gfke, 32, Sackville St, VV. — 
See., .Maj. E. C. Tlnhuas. 

National Tiiu.^iT (for Places of Historic Interest 
<»r Natural Beauty), 25 Victoria Street, S. W.— 
See.., Nigel Bond, 31. A. 

National Waifs {see “ Barnardo ”). 

Naval architects, Institution op, s Adelphi 
1.’orrace, WLCt — See., R. W. Dana, m.a. 


NAVALFUND,Rov.iL IxSga), care Of ‘Royal Thiite<l 
Service Institution, YVhitehall, S.VV. For the 


relief of W'idows, Crpiians, d’c., of Seamen 
and Vfarines dying in the service of the 
frown since i Jan., 1893, and who are not 
eligildo fi.r pension or gratuity from the 
Admiralty. ■■See., J. F. Phillips, 

Navy F.MPLnYMKNT AtiENCY, x6 Craven Street. 

StramL VV.C.-- -.SVc., Lieut. J. G. Neb'gaii, iln. 
N.-\vy League, IX Victoria Street, s.w.— 
.Robert A. Yerburgb. Chairntath of Ko’eatfvr 
Connniitee, 'fhe Lord Blcho. Seercturg, 
(’ommaiider W. Cains Crutcliley, R.N.r. 

Nayt Record.^ Society.-- NV'c., Probwsor Sir J. 

Knox Laughton, King'.'’ College, Lofid(»»i. 

N EAV PAL.EOGR.\pHrcAL SOi'iKTY, British Museum, 
W.C.— ifon. Sec., F. 11. Kenyon, d.litt. 
NEW’spaper Pkeiss Fund, xx Garrick Street, VY.C. 
—Pres., Lord Burnbum, K.G.A'.o. Treas., Sir 
Edward Russell. Sec., J. P. 0. Coast, B.A. 
New.svkndors’ Benevolent and Provident 
Institution, iC Farringdou Street, Loudon, 

E. C.— ^SVe., W. Wilkie ;i ones. 

Numismatic Society, Royal, 22 Albemarle St., 

W.—Pres., Sir Henry How'-orth, K.C.I.E. Hon, 
Secs., John Allan, M.A. ; F. A. Walters, 

F. S. A. For. See.,B. V. Head, LITT.IX Librarian, 
0. Codrington, 31. i>. 
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XURSESj EOYAL NATIONAL PENSION FUND FOE, 
x$ Bnckiiighain Street, Strand. —Pm., H.M. 
(^ueen Alexandra, <SVe., Louis H. M. Dick. 

Oil Pa I ntehs, IP>yal Institute of, xgs 
Pi^’eadilly.— /*o3s’., Frank Walton, E.I. F.-P., 
B. K (iiinington, Ttras. , St. George Hare, 11.1. 
SVe.jW. T. Blaekinore. 

Oi'iuN 'J’iiAUE, Society ron Scppeession op 
TUE. i8x Quecii Vietoria Street, E.O.—- /fon, 
,)osej)h (1. Alexander, LL.B. *S'ec., Kev. 
Oeorge A. Wilson. 

OEt.'iiEMr.Ai, As.sociATrf.f.N, a8 fSciTard street, W. 
— 5Vf’.. .F. Ordiertou. 

UEDiNATioN Candidates Exhibition Fund, 
Albaiiv Building-s, 14 Gt. Smith Street, West- 
minster.— Sec., Lev. Canon Petit, 31 . A. 

DeganH'TS, Gl'ILD op (Ilu^orporated).— R'«rcrV», 
T>r. Percy Ei<ie<>ut, 6g CiuitSAVorth Eoad, 
I'i’oudeshuiy, N . W. 

On PHAN II03IE, National, for Girls, Ham Com- 
mon, lliehnK.tnd, Surrey.— .So*.. G, llandall. 

okphan Working school and Alexandra 
< ‘HPH AN AGE (1758), Havcrstock Hill, IS. W. ; ami 
Convalescent Honie, Harold JRoad, Alargate. 
Oficr.s, 73 Cheapside.— Svc., Alex. Grant. 

OXFORD AND CAMBRIDGE SCHOOLS EXA3 IINATION 
Board. Caiu.s College, Cambridge, and 

74 High Street, Oxfor<i.—.S'm‘., E. J. Gross, 31 . A., 
Cambridge; P. E. Alatlieson, 31 . A., Oxford. 

Painteii- Etchers and Engraters, Koyal 
Society of, $.k Pall Hail East, S.AV.— Ste., 
W. P, D. .Stebhing. 

Painters in Water Cor.ocRs,RoT AL Institute 
OF. 19s Pic-eadiJly, -Prov. , Sir . 1 . D. Linton. 
r.-P., Yeend King, i;.i. Treats., G. Sheridan 
Kno\3iea, 11,1. Sec,, W. 'f, Jilaekmore, 

Painters in Water Colours, Boyal society 
OF (1804), sA Pali Mall East.— Pm’., Sir E. A. 
M’aterlow, r.a. Sec. and CumtO)\ F. W. 
Hayward-Eutt, 

Pal*eontographical Society, Buiiington 
House, W'.—Sec., I)r. A. S. A\'ood3Yard, f.k.s. 

Palestine Exploration Fund, 38 Conduit 
street, W.—Aethi;! Sec., George Armstrong. 

P.\RENTs’ National EDUCATroNAL Fnios, 26 
Wetoria St. , S. \X.-~P.(r. , Id iss Ellen A. Parish. 

Pastel Society, Loyal Institute Galleries, 
Piccadilly.— SVc. , Edgar Biaekinore. 

Patent Agents, chautehed Institute of, 
staple Inn Buildings, IV.C.— 5 cc. and Ikgis- 
h'ar, 11. lltovgrave Grahani. 

Patriotic Ffn'd, Boyal Corporation (1904), 17 
\3'ater]0! > Place, S, W. Fnr the adminiatration of 
I'uiids JV.r the benetit of Widows, Children, and 
other dependents of tleeeased Soldiers, Sailors, 
and Marines.— SVe., Maj. E. A. Stanton. 

Pearudy 1 X>nation Fund, is Buckingham 
Street, Strand, See., Viscount. Buriluce. 

IHLiCE Society (iSxS), 47 New Broad Street, E.C. 
—See., ^y, Evans J>arbv, ll.d. 

Pharmaceutical Society, x? Bloomsbury Sq., 
AA'.C. — loirs'. , J. F. Hanington. Sec. and 
llejpHtmr, Ricliard Bremrifige. 

Philharmonic Society, Queen’s Hall, Langliara 
Place, XX.—non. Sec., Francesco Berger. 

PHOTelGRAPHIO SOCIETY, EOYAL, 3$ HusSell Sq., 
J. McIntosh. 

Physical Society, Loyal Coll, of Science, Sontli 
Kensington. Pre-s'., Dr. C. Chree, P.R.S. Emi. 
Secs., W. R. Cooper, 31 . A. ; S. W. J. Smith, D. sc. 

Physicians, Koy'al College of, Pall Mall East. 
— Pr(?s.,Sir E. Douglas Powell, Bart., K.C,V,o. 
Treas. , Sir Dy ce Duckworth , Bart. , M. D. Re^is^ 
tmr, J. A, Ormerod, m.d. See., W. Fleming. 

F.E.0,P., M.E.O.P.,&I..K.O,P, 


PiLGRBis OF Great Britain, The. — -IMr. Sec., 
11 R AL Brittain, 3r.A., Savoy Hotel, MLO. 
PiLGEBIS OP THE XJ.S., THE.— Pon. Sec., Louis C. 
Hay, 60 Broadway, XeAv York, L.S. A. 

Police Pensioners’ Eaiployaiext Association 
(Metropolitan and City), 7 Victoria Sti’cet, | 
S.W.— P£?e., William Baker. | 

Poor C'lergy Beijef Corpoeation, 38 'Tavis- ; 

tock Place, W.C. — .SW.,]^[andevilie B, Phillips. ^ 
Post Office orphan Homes institution, for i 
Children of Deceased Employes of Minor: 
Establishment. C/j/e/ Offices, G.P.Cl, E,C.— • ' 
Bmi. Treas., Yl". Houlsoii. See.., V,'. IL Lovell, i 
Printers’ Pension Ogiporatton, Gray’s Tnn ' 
Chambers, 20 High Holhorn, Almshouses at ; 
AVood Green,— .Tosei»h Mortimer. • 

PllOPOETIONALEEPRESENTATiONSOCIETY. — 7/0??. i 

Sec., .T. H. Humphreys, 107 Algernon Hoad, ; 
Lewisham, S.E. ! 

Psychical Heseahch, Society for, ao Hanover ; 

Sq., XX. — Sec,, Miss I. Kewton. ,1 

Public Health, Hoyal Institute of, 37 Bussell ■ 
Sq., AV.C. —i/on. See, , Jas. Cantlie, F.R.c. s. j ■ 

Public House Trust Association, Central, 
xs Dean’s Yard, S.W.— Pre,j., Earl of Lytton. ; 
See. , Hugh P{^‘t. : 

Quantity SriiVEYOES Association, Caxton 
House, wS.W.— i/'OL .See., A. G. Cross, F.^.v. 
Queen i'lCTORiA i i.Er.GV Fund, Chapter Hou.se, i 
E.C.— Or./, See., Bev, F. A. ilarrieAt. 

(B j:es Vjctchua'h .Tubtlee Institute foi; ^ 
XUR.SES, 58 Vk'tJU'ia St., S.W. ! 

Kagged School Tnion and Shaftesbury' So- ; 
cikty.- Boliday Homes Fund.— Poor Chil- , 
DRiiN's AID Society.— Barefoot Mission.— ^ 
Lund<in P<.)oii Children's Boot Fund.— 
Cripple Children’s Mission, — Bagged 
Church and chapel Fnion, 32 John Street, 
Bedford Kow, W.C.— S'ee., Sir John Kirk, J.P. 
ILulway Benevolent Lsstttution (.supported 
by voluntary eontributionQ, for the Belief 
of Disabled Kaihvay Olth'ers and Servants, 
their Oriihans, M’idow.s, and Children, when 
left in distressed circ.u!n.stauf;C‘,s, 1:33 Stymrmv : 
Street, Euston Square, jSI.W. ; Bailway Orphan- 
age at Derby. Income xgoS-xgog, ;£78,i8o.— , 
6V». Sec., A. E. Alii Is, 31, a. ! 

Kaine’s Schools, Cannon Street Hoad, St. : 

Georgo-in-tbe-East.— B. Strange Taylor. | 
Beoreative Evening Schools Association, 37 ' 
Norfolk St., Strand. — lion. Sees,, ,Uev. In*. ; 
Patou ; Jl. A. Yerhurgh, M.P. ' 

Bed Cross Socir.T3', The British, was founded , 
in 1905 and ineiwpo rated in 1908. ’flu* xirinuiry 
object i.s to furuitfh aid tf> the rick anii 
wounded in time of war supplementary t*) 
that furnished by tbe medical <!epartiuei!U 
of the Navy and Army. OfiUyjs, 9 A'ic- 
toria St., London, S.W.— Pfdrim, H.M. tin; ^ 
King; Peo.'^hlent, H.AL Queen Aie.xandra;' 
(Jhairnntn 0/ the Council, The Bight Ibni. : 
Lord Bothschild, G.C.V.o., c.b. ; Chairman of 
the Execit live Committee, Sir Frederick TrevcH, 
Bart.,G.C.Y.O.,C,B,; Secretary, Frank Hustings. , 
Eeedham Orphanage (lncorj>orated), Parley. '■ 
Surrey. 0^7io?, 99 Cannon St., E.C.— Tren-^., U. : 
C. 0. Bonsor. See., J. liowlami Edward.s, ' 
Reformatory and b.efugk I’nion (Inef)rp.), [ 
XX7 Victoria St, S.AV.— 5ec., A. J. S. Aladdison. ' 
Efahmental Homes and Benefit.s Agency, . 
XX Tothill Street, .-President, the 

Princess Louise. Treas., Col. JHitchell, c.B. 
Hon. Sec., Airs. Papiilon. See., Miss S. I). 
Whitten. 
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SoeMm and InsiMidions, 


: Ti; if'? fJfjfrKfv. 6s Paul's Cimi*cli> 

1 jar.l .'(ill 4 !»<Htvnrk* SI., 11 C--“ 7 Vf W. .F. A. 

} AivhJniltl /if#?. M’v., Pev. F. S. Webster; 

; l?ev. , 1 . \fu!U<> ttibsoii, D.P, AfciV., lt€V. A. 11 . 

I ; lames Buwtleii. A.-si. See., 

Hew ^ , H. Irwh?, M.A. 

Kri’liF' FA r ATU'K < '!i r lU’Hf CNF u,. ^-UvtiMerk, 
W. Flrtutaek, Cjun'eli House, S.W. 
ni'-niM; axf Ui'rrfAiajjrFSoi.itiiass, N'ational 
AsS'K'rvriox ron TUi; Emfloaaiks'j? of, 119 
Vjetoi i!i SI., S.AV. lloiirs 9 104. —To assist men 
ot v (m 1 rharacter iu (fbtainincj eiaployiueriifc 
after learjni., lilt Colour:.— SVe., Capt. H. F. 

■ AA’ilkiiison. ■ 

KmNTOFN Sf.( ifETA’. 20 Hano\er Square, AV.—//fo?. 
A' F. n. 1.0 .V, M.n. 

, It* iA’A L A LFif EI> AOEP .\f ERCnAXY SEA AIFX'S INSTP 
I T? rPA% The Ifoiiip, Be]vL-‘lere, Kent. Q/i/ee, 

! 58 Fen f hureli St. , £. ( ‘.—See, , J. Bailey W alkef . ' 

B* fl AL H fJA» ANK SOi-;iKTY{i974) — liieome.i;i,795 i 
tApeiviiluve, £tM 2 (i?i igoSC lii xgoS, 799 
i«uviiis were uovawivfl i»y the K.H.S, f*u‘ savin, 4 
704 Iha*-', and at teinptin;.- to save tbe i\ k =* vt gz 
othesS, btoTiliope (iohl Meilai, 1908 Cit*> H. 
Smith.— H.AL the Klnsj; i k luit, 
ILK.H. the Frirn'C of Wales. 0/icv 4!! iF.-'i 
Sfjnare, Charing Cr*'*ss ; Sec a ta^n, ’'luj* 1 1 < 

Claughton. 

B<n'AE IS.^TITCTIOK CiV CREAT BiUTAI^'. 2X Albe- 
marie street,— -/hw, Ouke of yToithumberumd, 

' iv.B. , i*.< L. , F. 7 VfY/ A'. , sir James Crichton- 
j Browne, ALl*., r.ii.s. Ifhn, /?»'<>,, Sir William 
Croob s, F.K.S. .Sf'i’. 4e Libr. ^ M. 

. Royal Lifk .Savik-f Sooikty. 8 Barley St, Bed- 
5 tbrd Sq,, W.C.— <■'/?#> FSVe., Win. Henry. 

^ IIOVAL N \TI< A'A!. MlhMfiN TO l>Em» SIM FtSHER- 

1 MEX, B’rht'e Hon.-,e, sSx t/iicen \ iet'jria Street, 

! E.C.-.sVw, F. If. AA*»od. 

ibiYAL NtVAL IbAEVOFAlNT SOerLTY, i8 Aihmi 
Street. .St ran*l.~-.SV«\, Uidiartl H. *‘i;'rk, u.N. 
'.Royal Naval SeniFTt nn Reaomhs’ society, 
I'rafalaur Justituie, l‘(U‘tun{fUth.— iSVe., 

' H', Kesteli'Corniftln 

i Royal SCHOOL For lUrGHTERS of Offtoers <tF 
' THE Au.MV.— 25 sutfolk St., S.W, Sec,, 

! Ctd. Attree, F.s.A., late r,.E. 

, Royal S<#<‘IHTY, BnHiUf^tou Hou.-e. - Ptra,, Sir 
' Ar<*hihal*l <i«*ikte, K.CJL, H.r.L. Treranurer, 

, Alfred B. K»'m}se, ai.a, Sir -loseidi 

iftriiinr, icse, ; Prof. J. Jl. Bradfoid, J>,se. 
Fneebin S^t\, Sir V» m. Cr*)okes, icSe, A,w/,si. 
SVe. bu'J /oif., Robert IfaiTison. r.E,S. 

SAH.fJHS' ORPUAX C 'RES’ Son* )*»L AXO HOAIE, 96 
Avtnme, Hanip,-.teatl, N.W,— Ntv., 

'(■' ..BO'iiverie .Risk, 

.'^An,**KS’ SOCIETY, BUlTrSH AKI> FoREIUX, PASS- 
MoRE EIAAAKHS S.AlI.olLS’ PALACE, 680 Com- 
mclvial R<uid,i K.— 7Vcf/,v#oT?*, Rt. Hon. Sir 
' •Toi?.e]th, <*. Himsdaie, Ran. »Veov,, Rev. .E. W. 

; HaltlU'W'*; .Rev, A, JelTrey. 

St. Axi.'rew’s Watersim; ciiuhoh AIission, a 
AJis.-iSoii for Sidlors iuni Fishermen at home 
juul abiofn'i. 65 Feiiehiireh Btr«rfet, E.G.— »SV?as'., 

' ilev, A. H. Haiffh (H/v/.) and P. J. ffedye (O/hr). 
ST. AxNK’ii Society SCHotFLS, Royal Asylum of, ■ 
Eedhill, Surrey. Qfice, 58 GraeeehureU St.~ 
SSee., Capt. R. H, Evans. 

St, Bribe Foundation Institute, Bride lane, 
Fleet St, EC. (Technical Printing Classes; 

White. 

8f » Rof AL SOCIETY OF (English Fatriotio 

Bhalteabttw Av., W.C.-Fm., H.B.H. 

Warn Mon. Sfee., Howard 


the. 

But, 


of 


Bt. Giles’ CHI;T^T^.\x Wlssion, 4 Ampton St., 
Regent. Squaro, W.C. — .S’apt a/ni Sec., W. 
Wheatley. 

.ST. Pate ic e, 1 o.e\ i; volext Soct kt y 0 i'\ 6 x St,:u 1 1 ford 
St.J’.ladvtriars Rfl,S.F.— .S-r., Lt. b. Weu/.ie:-, 
E.N. 

.SANiTARY Engini’CES. Inst. OP, 120 A'ictoria St., 

S. AV.— //o#?. 3 ’(\, .N. 'W. Hoskin.<3. 

Sanitary IA’.-titute, Royal, with win'eh is in- ! 
corporated the Parke?; Ifioseuni. 90 Buckin.gliam 1 
Iblaee Road, S.W.-Sce. E. Wiiite Walli'w F.s.s. ' 
Schoolmasters, Society of. 296 v'aiixhall Britjgo 
Road, S. AY.— Sew, liowelyn Roberts, li, a. 
School Society, Iphtish and Foreiox, Temple 
Chambers, E.C.—SVw, W. Pryddercii Williains. 
Scottish HoSPiT.iL, PtOYAL (fur the relief ofSeot- 
tishpoor), 7 Crane Court, Fleet Street. —&c., 

T. R. MoueneiL 

ScRiiHUEE Gift Hjssion, ssStriuid, W.C. (with 
whieli Is amalgamated tlie Naval and Ylilitary 
Bible Society, 1780). — Sa\, Frfineia C. Brading. 
Sea Fisheimien, Royal Provident Fund for 
(T ncorp.), Fishmoagers’ Hall, E.V.^OImirmunf . 
Afar*;. 4>f Ormonde. K.p. Sec,, E. Cuiiliffe-Owen. * 
^L.uir.N, TfiE Hinsioxs to, XX Buckingham St., 
Stsanui, AV.C.—Sec,, Stuart C. Knox, .M.A. j 
m:a 3 iex‘s Friendly ;:.ocikty lor S. Paul, Alton 
Abbey, Hants.— S'?/;/ .>r/a’u;*-Gkvier«/, Rev. 0 . P. 
Hopkins, o.s.r. 

Secret Co.mmissioxs and Bribery Prevention 
League, Incorpd., 3 o.xford CJourt, Oaimon 
St,, E.V.—See., .E. Af, Leonard. 

Secretaries, Chartered Institute op, 65 
London Wall, E.C.— Bussell Pav, ll.m. 
.SH I PWRECKEl* FISHE 113 I ES AND AIARINISRV BOYAL 
Benevolent Soe, 26 Suft'olk St., Pall Mali 
East, S.W. -&■(?., G. E. Maude. 

St<iN College, V?*.‘toria Ihubankment, E.C.— 
Lihrac'btii, ilev. C. 0. Becker. 

.SoeraTE Natioxai.e dias Profes^eurs i>e Fran- 
ca r>: r.x AxilLKTERRE, 8A Pvcd Lioii .Sq., W.C. 
— lion. Src.. .S, Ikirlet. And “Maiseu dtis I)i- 
slitntriceH i'’r,‘mi,!aise.-','’ 18 Lancaster Gate, W. 
— Direct rice {vac;mt). 

SocroLOGioAL Society, 21 Buckingham Street, 
Strand, W.O.-^SVu/., S. K. pateliffe. 

Soldiers’ Daughters’ Home, Hoyal (Hamp- 
fitead), s Robert St., Adelphi, W.C.™ A'ce., Col. 
E. L. F. Jennings, IM.Y.O. 

Soldiers’ and Saii.ors’ Families’ Association, 
and The Royal Homes for Ollieer?.’ Widows and 
liatighters at Wimbledon, and “Edgar” and 
“ Orwell ” Funds, 23 Qut/en Ann(''3 Ghite, West- 
minste?*.— G/#«<V#/?un A !r?wr.s‘., Od. Bir James 
Giidea, K.f\v.*x,c.B. See., Capt. Wickham Leg/r. 
SOLDIEILS’ AND BAILORS’ HELP SOIUKTY (Tneor]Vj, 
X22 Brom.pton Rd., B.AV.—- &v., Ylaj. A. 'I'mlor 
Craig. 

Solicitors’ Benevolent As?octatt«lv, 2 stone 
Bldgs., Lincoln's Inn, ^y,^A■~Scc.. .J. T. Sc'olt. 
Sons of the Clergy, Festival *.'F the, 2 
Bh>omsbuiy Place, AY.C.— Sir Paget 
Bowman, Bart. 

South African Colonisation Society, 115 A'ie- 
toria Bt., .S.A\h~-Oiv/. &vl, Alis.s Beatrice Y'ivian. 
St.ate Children’s As.sociation, 53 Victoria St., 

B. yy.—Iion. Sec., Mrs. B. A. Barnett. 
Stationers' Hall, E.(.t, for copju'iglit redsti^y 

— J 7 (y/rs‘L, Claus, R. Riviiigton, F..S.A. 
Statistical Society, Royal, 9 AdelpM Terrace. 
— -Prt'a. , Sir. J. Athelstane Baines, C.S. I. Hon. 
Sees., R. HvjEew ; G. Udny Yule ; W. IT. Clark, 

C. M.Q. Lib., J. A. P. Mackenzie. 

STOCK Exchanoe, Throgmorton Street, 1 . 0 .— 
Sec, , Edward Sattertliwaite. 


*S ABMANAOE, 1910 . 


Societies and Imtihit ions » 


307 


i Si^NFfAi Ci/fSoci AsjioamoN, Central, so] 
■; PfCnco Cliaiii'jejV', Causer, 

rfr s*i>AY Asi‘'r.rrATiON, EssexSt., Strand.— ’ 

i l'>n Prittijnrd. C. Hare. 

S? N'bAY St\' 5 !)nL I'KION, s<J Old 

I C.C.— GV;?. 8 f‘i\, jtev. Cavc*.y Bonner, 

j lion. .V(vv., \V. IT. G'ro.-er, R.sc.; F, Clements; 

: (‘r^jwlher ; T. ('«. AeLlainl, r.i.A. 

Si \L’\Y Suiir/rr (t<i niaint.iin the c»penins of 
I rdu.'M. 'Hiis, iVe. . on Sunuaj,-). 7 Ball MaH, H.'W. 

; -*-//A,f. N-e., AlriVl'i H. .Indite, A.R.t.b.a. ' j 

r-riiOKoN^'. Royal toij.KGn tu-’, 4^0 lir.cola’s Inn | 
J Fields. "~/'roA, Hmiry T. Butiin. T 7 o'-iVf’\\, i 

! A. i'earce (GmUi; B. ( lomont Luca^. .SVe,, ' 

' S. Ko*rre:it (.Vovf'll, B. A. Cvn.sf cf , 

A. Keith. L(h,, V, »r. Plan%M. A. 

I F.E.C.S., M.E.C.S., and L.B.S. : 

: SrLoirAT. Aid Suiif.hury Square, Fleet 

i sliYv.q.~~.sV’(‘,-vG-;’*’, Bii'hard C. Trcsidder. i 

, Si’.«a;'.rA.Ti Ari ltazsCi: Kxnr.Ti' (PRoviDKNTh iz ' 
, i nc/oury rireus, E.C.— SVr., A, Slater Spence, 
t M Lysthttion. 23 Ct. Coor‘;'e St S. W. ' 

i , Alexander Coridard. F.S.I. and P.A.S.I. , 

j TRAerrLp.v' nriLD of Crkat Britain and Irk- 
j LAST). 74 t«(Aver Street, ViW.-^Oygartitiinff 
I lierhcrt B. Carrod, M. A. ' 

! Tr.AenFi;^, Xatkrnal i'nion of, 67 & 72 Pai'-sell 
^ .Square, W.C. — SVe. . Sir .Tames Ik oxjdl, M, \\ 

i TFMl'T'.RASCn iRAGri:, XATIC^NAL, 34?.-ltcnio;itcr 
1 B.nv, E.C.- S'et'iv /«/;/, .loliij Turner Bae. 

I ‘i’HKATKieAJ. Fund, Bo-.al (iKNiniAL, Savo.'> 
i lif*a3e. Strand.— .SVe,, C. -S. DaNics. 

j TriF.oSuiqirrALSiK'IFTV, xoGNc’.vBoinl Street, W. 

* —GVn. ,SYe., Alr.'i. S’nai'iHj. 

' Tovxhek 'k'Ruyr, Tojnhco Hall. R ’~P)rshknf, 
t Rev. Canon Bariieli; .SVo, O, 11 . Attlee. 

; 'i'u AVKLLERS’ A I D St '(li RTY (for Girls and ■\V(mien>, 

' 3 Baker St., Vv’. --.Sre., IMUs TesHie (hudon. 

' Tkivitartan Bible So<qr.T\q 7 Bury Street, 

; W.C.-'-sVe., Ilev. E. W. Fnlliui'-er, D. ie 

, ('Nn’ARIAN ASNOO., BRITiMI AND FOKF.tnN. 

! E.^rtCX Hull, Ewfsex Si., strand, W.C.- SVc., B’. 
Cofaihind Bouie. 

; ('NFfFD KTNODOir Bl-;>KFjenNT As.mKA, 7 
i Aiauidc'. street, W.F. — See., \\ Bui‘tt>n B^hern. 

; 5 \!TFD KINUDO.U B At LTV ay OFFICr.r;-^’ AND 
I SKUt'ANTs' A>'=o.<., Si rius’oury Pavement, Ed'. 

' Alfred Tan;eH. 

t I'NiTlZD SFnViT'i: lN.STTTrTTrsX, RoYAL, BaiUjUet- 

I ins iloU'C, B^luteindf, S. W.—S'cc. A’ 

I Lt."Cnl. A. Leetlsam: /-AGVer, tl. T. 

I O. Carotlt, R.N. Li;u\, C. il. AVylly. 

; .sVt\ aiitf lu 11. Sejt'^’cjiunt. 

I rviVnit-ilTiK.A All.-'ilON To CFNTF.AL AFUICA, 9 
tV 2c B.-irtriiOulli Streei, S.AV. S'o*., Rev. 

I Duncan 'I'l-avern. 

j F'N!VKI'.''iTY EXTilN.^mx (B'rLD, 449 Tljrkheck 
i Bank Chuiiiheiv, Sce^i., A, P. 

i tfriiliths : R li. Short, 

s \ .\CANT f.AND Cl i.TlVATION SOC., 39 V.’ihton St., 

; E.<'.-;/e/o.svv.,.r. FcB, 

■ PvFLiKF Fund, 23.’ Brompton Koail, 

. S.W. — SV(\, AFn]. A. 'I'udor Ci'fiijx. 

1 Vktukta iNsiTiTCTE (Phiio«<>phical Soc. of Ct. 
Britfdn'), x A<lc'}idri Terrace HoiRze, — 
i'/'< Tim Earl of Hal^hury, r.R.s. See., 

B . Chari eovoud Turner, >l. A. 

\ KTouiA LiiAiii-R Tub, 2 STilih.iuk House, 
Y.'ead.nun.ster, S.^V., 13 n non-political Associa- 
tUm of Brisith Tucri and wuimm pledged to use 
evory effort to ju’oiuote a dose uiiderstauding 
bct-weei ! British subjects throughout the Vv'orld. 
By inuans of special sub-committees at the 
central office, by hrmich oommittecs i« the 
tx)wr«s and villages of Great Britain, and in 


the States of tiio Over-seas Dominions, the ! 
League carries out its ivmk of education and j 
of personal iutereoinve. The meniher^hip is 
7,000, not inelmling t'ne many thrusand chil- ; 
uron in the schools atilUated to the League. * 
The Hospitality Cmnnuttee welcomes visitons 
from every part of the Empire ulio bring ]>er- j 
somil introduc'ciou.? to the Al‘‘loria League ; j 
while intending setthri in the Impeual Ifo-: 
minions can obtain from the Settlers Wei- j 
come roiumittoc introductions to the Victoria 1 
l.eagiie bnancli or allied as.5ociation in the 1 
country to which they are "r.ing.— | 
AIis.s Talbot. ' I 

Vivisection^ Hocikty for the Abolition of, 
33 Xorthmnbcrhuid Avenue, tV,C.-—6tT., E. M. : 
t\ light. , I 

Waifs and STnAA's, Chtrch of England Tn- s 
co;;roRATKi) socrLTi for Providing Homxvs 
FOR, (Jkl Towm itall. Ivenniugtoii Hoad, S.E. ' 
— 5Vc., Ilev. E. do :,1. Kndolf. " ; 

Waifs’ Assoc., Ahat, lueor]). (wv ‘hDaruardo"). \ 
Welsh girls’ rSciiooL “of the AIoi-T Honour- I 

ABLE AND hOYAT AoCIETYoFANCIENTBiUTi 'NS,” ; 
Ashford, Afiddlesi'X. — Tivtta.. The Bishop of ; 
Bangor. JImiJ J.^.'.vG't'.ssq T.Iiss A. Hildred 
•fones, AVc., Very Her. Bean Brownrigg. 
'Wesleyan Conference office, and Publish- ; 

ING IlOUr-’E OF THE WESLEYAN AfETHODIST J 
CilUDCH, 23-55 Cify Hoad, and 26 Paternoster ' 
.Ruwl— U t-v. Robert Cnlk-y, •: 

Wk^-leyan Missiunarv Society, Contenarv 
Hall, 17 Bldiop^gate Street Within, E.C.--- ’ 
Treitti., Wiiiiaiuson L:in i plough ; Rev. By. J. ' 
Pope, D.D. SVev., Rev. Vvk Perkins; Rev. AL i 
H.irtley ; Rev. W. H. Findlay, -M.A. ; itev. ,1. i 
Al. Blown, flon. See., Rev, F. AV. Macdonald. I 
Centenary See., Rev. AV, Goudie, Income, | 
^ X908, i;287,i73< , ^ ! 

A^ ID0A>, SOCIETY I’ol; THE IlKLIEF OP DL-TEF.SSED 
(applying witlu'n first month of widowhood), ! 
32Saekvil]e St., AV'.---,SVt., A. AVesley Benins. I 
AVomkn and Children, Asvicr.iTKD* Sociktiks | 
roil THE Photectiozh of, 60 Hay market, S.AAk ; 
—N'rC.. Arthur L Aleilsvaine. * 

Yacht Hfaidter—lloui's recl-tee op ship- i 
PING, 72 I'Vifchureh SI., K.C. James ' 

Dixon. SVe., Amii'esv ScAt. ' j 

\ i >i;ng Men’s' (hi nisTi ax Ass' fOiATioN. .Xat ional ; 
HfiidqmirtiTs, “(Jeorge WRiiains Houjse,” 23 | 
Russ*. !1 Sq., \\\(\ Theio are 7,823 bvaiu-hes in | 
over 40 count rie‘» ; total mernher.diii),S2i,zos(, ' 
- .SVe. JYafinttai Cvundt, W, 11. Mills. Londua 
Ceiiini' Alkane., 346 Strand {(einpy.) ; See,. i\ 
Hooper. Over 60 other A, suei, it sous in huger 
bondifn. rnrttiitujhoui. Dale End; See., Henry 
Whitwell. ManeUeefi-r. Aytoun ^inuUjernyy. ) : 
See., A. K. Vajip, Anierieaa Urndtivurierti, 
*24 Hast aOth Stieol, X ew A'ork. AVeli-eqnipjsed 
A.sstmiatimis exist in sill laiger centres in the 
Imoerhxl Boiuinior’S. 

Young AVomen'sch RT‘'Ti an A 'Soci atd lx. Head 
Olliee.% aSuud 26 George Ht., Hanover Sij., W. j 
—Brit, j\'at. ,SVc6’., Ali.ss Thorokl ; AIIsa Aliu.'^h. 1 
lion. Secs, for London, IMiss E. Bashwo-od ;i 
'Um Ethel Rowan. Sce.-i., Henry Kiduer, ; 
k 'Miss R. Moon, . ... 

, ZENANA Bible and YIed. YIi.vion, Klsig’s' 
i Chambers, Portiigal St., Kingsvay, AV'.D.-— 
i »S\vA*., Rev. A. R. (Axvalim' ; Airs. S’irth. f 

ZOOLOGICAL Society, 3 Hanover SspiaKS AV.-—’ 
iVrs'.jBuke of Bedh.rd, k.g. Treas., (.'buries 
Drummond. See,,'?. Chalmers AJitchell, D.Se., 
P.II.S. Lib.i F. H. Waterhouse, Sapt. of 
Gardens, R. T. Pooock. 
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I ©EHEEAL. 

j Hf. EAKl’ftOLo.'lJ'W’s IIosPiTAt-, W. SmithiielcL 
i (H-fiinfiry ca.-ies adinitted from <> to lo daily; 
i ae.'idoniri at fill limes. 0\it-patieiit3 daily, 

} suryieai 9.30, inedic:d x.30 ; ear, M. and Th., at 
1 1.30. 1'tJ. aiid F.j at 9; throe, t,M. and Th., at 

I S.30, Tu. and at 9.30 ; ^roraen, M. and Sat, 
at 9, Tu. and th. ,at 1.30; children, il. and 
W., at 9.30; dental, daily, at 9 ; orthopeedic, 

' At, .'it J.30: eye, Af., T«., Th. and F,, at 1.30 ; 

I tdeetj'icfii, M., Tu., Th., and F., at 1.30; opera- 
i tions daily; at 1.30. Visitinii'day.s ; Sun., z to 3 ; 

' Wed,, 3 to 4 it.m. CWk, Titos. Hayes. 

; Sbumrd, A. Wafkitts. Matron ^ ^liss Stewart. 

St. 'i'HOMAS’.s Hospital, Albert Emhiinkment, 
S.E. In- arid out-patienty daily at xa o’clock ; 
ncoidenty and urgent ca.ses at all times ; ear, 
M. and Th. ; threat, W. ; skin.Tu., W. ami .F. ; 
■women, M. and \\'. ; children under 12, W. 
atid Hut, xo; eye, daily, except Sac., x.30: 
dental, Tu.,Th.. F. and Sat, 9 ; mental, Tii., xo; 
vaccination, Tu., xo.30 ; X-rays, H, and Th., 
3.30, Tn. and 1'., 2 ; 'vvhooping-eougli, Tu., 9.30 ; 
electrical, M. and Th.,3.30 ; phy.sical exercise, 
yj., W. and F.. x.30. Visiting-day.s: Siimiay.-^, 
i 3 1 ^ 4' 30 P- hi. ; Wednesdays, 3. 30 to 4. 30. Paying 

1 patient.s are a(hnitf.ed to “ St. riiomas’s limne. ” 
SrerHarg. O. Q. Koherts, M.A. Sfrtrard, Sydney 
PiiiUi][)S, B.A. Matron^ Miss Hamilton. Tne 
‘ Xig'htingale Nursing Sehccl is attached. 

CiiARfNh riioss Hospital, Agar street, Strand. 
I'rgent cases at all times ; othera at 1 daily, 
Out-patient.s, daily at t, 

Giiy’.s IluspiTAl-, St. Thomafi Street, Borough, 
S.E. A<‘ci<icnts ami urgent rases at all times. 
A’isiting-ilay.s : Sim., a to 4 ; Wed., 3 to 4. 
Trea.'i., JJ. Cor, mo Ronsor. Supt,, sir E. f. 
Perry, m.p. Vierk^ Henry AVilUams. Matraut 
Miss LemiBe Victoria Haughton. 

King’s Collrgk Ho.spital, Portugal Street, Lin- 
coln's Inn Fields. Urgent ca.ses at all times. 

(exeeiit Fri.) at 
, Th., und_ Sat. ; 
F., at x.30; children, 
nd .Sat., 1.3a. Throat, Tu, 
Mon. anfi Th,,x.3o; ear, 
30 ; dental, 
Tinmard. 

«d, E. irrgent 
; out-paidents 
F.,' 9; throat, AVed. 
ud 'ill., 9 ; ophthalBiic, 
d Sat, 9 ; dental, daily, 9; 
(eveept S.afc.), 2.30; ortho- 
10 ; pliototlierapy, Tu. and 
, a ; diseaae-» of ivometi, W. 
and .Sat., x.30. A' isi ting-day .•? : Heneral w;ird, 
Wed., 4 to s; Sun., 3 10$, Hebrew wards, 
AVed,, 4 to s ; >at, 3 to 5, <'5iuldreri's wards, 
>=un, , 3 to 5. AVc., E.AA'. Morris. J/airou, Miss 
K.i’.ilLdcke.'?. 

fiDDLbJSEX Hos^pital, Stortimcr St,, Berners St. 
Aecideiit and emergency cases at ail hours, 
other cases, with or w ithout a Governor’s or 
suliscriber’s letter, daily at noon. Cancer 
patients without letter in order of applica- 
tion, F. Clare Melhado. 

KOBtK IiOHPON, or UNIVKHSITir COLLSGIS Hos- 
Hf AL, Gower Street, AV.C. In-patients daily ; 
f»nt-patierits, medical and surgical, daily, at 1 ; 
dlsftasis of women, Mo«. *.30, Tli. 9.30 ; dental 


cases, Tu. and F., at 9. 30 a.m. ; skin, Tu. anti F. , 
a ; eye, Mon., AVecl, Tin, and Sat., at 1.30 ; ear, 
no.se and throat, M. and Th., at 9. Electrical 
and radiographic dail}’'. Visiting days, Tu. 
and F.,4 to s> Sun., 3 to 4. No visits to 
children’s •ward. See. , J. Gerald T. Buckle, E. a. 
Hoyal Free Hospital, Gray’s Inn Eoad. For 
relief without letters of recommendation. 
Accidents and urgent cases received at all 
hours. Out-patients daily, at 12.30 p.m. ; 
di.seases of women, AA'ed. and Sat. at 9.30 ; 
diseases of the eye, M. and F. at 9 ; throat, 
nose, and ear, AAk at 9.30 : skin, Th. at 9.30 
a.m. ATsiting-days : Sun., 3 to 4; Thiir., 3.30 
i to 4,30. Scc\, 0. AV. Thies. 

: St. GEORGE’S Hospital, Hyde Park Corner, 

I S.AV. Open at all tirne.s for aoeident.B. Supt., 
G. E. Friend, ALA. iSVe., H. AA'ingrove. JIatro/i, 

[ Miss E, MctCali Anderson, 
s St. 31 art’s Hospital, Praed street, Paddington, 
In-patients at x. Accidents and urgent cases 
; free at all times. Out-p.itients, daily ut i.ts; 
disease.^ of wfunen, 3L and Tie at i.jsp.m. ; 
eye,Tu. aiifl F. at 9.13; ear and nose, 31. and 
( Til. at 9. 15; dental, \V. and .Sat. at9. X5; skin, 

; 3L and Th. at 9.15 ; throat, F. ai 2,15 ; Ortho- 
; pa'-dic, Tn. and F. at 0.30. Vldting-ilays : 

I Sun., 3 104; AVed. ami Sat., 4 to 5. See., 

: Thivinas llyan. 

‘ Seamen’s Hospital SoerETT, Greenwich, for 
! SEA M KN 1 iF all N ations. Formerly maintained 
I <»n hoard the Ho.spital Ship “Dreadnought,’'' 

I h»r seamen suffering from disease or accident, 

; whonreadmirtecl withoutany roconnnemlation. 

) PStabtii^hnirntr : Dreadnought Ihisp., Green- 
I wieh, to which »» attached tlse London Se/inol 
j 0/ Ch'niefti Mt'dieuie, (ijf.r.'s : fJnineh IlonpifaU 
\ !h\v. Adctoj'ia and Albert E., towliicli 

i i.B attached the Linidon Se/nn.i of Trojyieal 
i Mediehie Oj.e.). DispeiiBavies for out-patients, 

! East India Doeir T{oad,E., and Gravesend. Sec., 

: P. J. Michelli, c.M.n. 

- U■K?TA^^^'^TER Hospital, near AVestminstcr 
! Abbey. In-patients, with Govmnor’s lettei*, 

; to apply on Tuesdays, at X3.30 o’clock. T'rgvnt 
i cuiscs admitted wiihout a U-tier ou any day at 
i any hour. A'i.‘>iting-duys : Sundays, between 3 
; and 3 ; 'j'hmvdays, 4 to 5 p.rn. ^'cc., Shine \ 31. 

! tpjcimeli. Miftron, 3iis.s Cave. 

I |d/? the jureediitg Parc Medicul Schools a ftaehetK] 
BiddNomioKE HohiPTTAL (Free Accident and 
j Emergency, witli Home hospital aHaclu.di, 

I AVand.sworth Common, fn-patients, 770 ; ut- 
i temsances, 26,450. Paying patients rt'ceivol. 

Iteskiciit Jfrth Ofeer, E. H. Prior, Al.ii.o.s’, 

; French Ho.^-'pital a.mj Dispen.s'ary t-o ifcil.'--, 
j op<‘n to all French-speaking fojvign'ej-s), xtz 
i Shal'te.«i»ury Av., W.U. Out-patient.s daily at 
! xo, 'I’he Coiivaie.^ccnt Home at DrightorrLa.-, 

; 6x beds. Hon. 7Vf‘o.'?., E. laizarus. Sec.. 

' Arthur Baume. SVc., <{. Fondepeyre. 

' German Hospital, Dalston. lu-paticnts dash/, 

I xo a.m. to 4 p.m., except Sundays, oiit- 
j patients, males, Tu. and Th. ; female, s, Afoii., 

. AA*ed, , and F. , at z p.m. Oculist, M. , Tit, and F. , 

I 2.30. Visiting-days : AA"ed. and Sun., 3 to 4 p.m. 

! »SVc., AT. F. Cochrane. 

j Italian Hospital, Oueen Square, AAkO. Seere- 
'• tarif, F. Konivik, P.c.LS. 

I Great Northern Central Hospital, Holloway 
j Hoad, N. Iii-patiente eveiy day betw'een 12 
> and 4 p.m. ; accidents and urgent cases ad- " 
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rjntte<l at all tinit'S. Out-pat ients, 13.30 daily 



I, 30. Scercfarij, L. 11. Glenton iCeii*. Alatron, 
]Mis.s A. M. Bird. 

IJA3tpsT3-:.ii> Gr.NKiiAL Ho.sPiTAL,IlaverstockHill, 
N.W., with which i.s anialsaraated the Nokth- 
Wr;sT LorcpoN Hospital, * Free to the poor of 
the neighbourhood. rhit,-x>atieuts Dept., 
Kentisli: I'own IhJiul. PayinJ^ wards from izs. 
(for local patients) to 63>,‘. weekly. Provides 
trained nurses to private families. •— See., 
tSeorjre Watts. 

Lonpon Ho:s[<eopathic IfosPiTAii (fomided 
xS4^), Great Ormond .St., W'.G. Accidents and 
urgent cases admitted at all hours. Fres., 
Earl of ^^'uniyss sual !Mar(*h. Tiums., Bari ; 
Cawdor. .SVc,, Bdwanl A. Attwood, F.c'.LS, 

Lospon Ti:MPEiiAX*:F, IJosimtal, Hampstead 
lload, X.AV. (For t.realment of x>atients with- 
out the ordinary administration of alcohol.) 
Casualty dept. o]jrn always. IMcd. Out-Patients, 
31., Tu., W., Th. and F. at i ; surgical, M. and 
I'll., X ; eye, Ai., zz.^o, Th., i ; dental, 31. at 
12; In-Patients, daify* See., A. W. Bodger. 
Hon. See., Dawson Burn.s, p.p. 

; AIetkopulitan Hospital, Kingsland Eoad, X.E. j 
Accidents and urgent cases admitted at all | 
times. Out-Patients, 31. . Tu. , W., Th. , F., x.30 ; i 
Sat. , 9. Dentrd, Tu. , T‘is. , , 9 ; women, 3f. , I 

I 30, throat and ear, Til., a ; eye, W., 1.30. Out- 
Patients’ Piovident Department, 7.30 i).m. (ex- j 
tt‘pt Sit), and Tu., Th. and Bat., it a.in. j 
\ isiting-da\s, Th. , 3 to 4 ; Sun. , 3 to 4. 30. See. , i 
J C. Biulianan. Matroh, 3!i.ss I. C. Bennett. I 

MiLLFh OrvERAL Hospital for South-East I 
London, Greenwich Eoad, S.E. Sec., Han^ A. I 
Bone 

Poplar Hospital for Accidents, Poplar, 1. 1 
Open free at all hours. Visiting-days, Tu. and i 
Fri. 3 to 4, Sun. a to 4. Sec. and Jfoune Gov,, | 
P. J. 31. Kogens, B.A. I 

Prince op aVales's general . Hospital, The 1 
Green, Tottenham, N. las beds, all free, i 
Visiting days Sun. and AV., 2 to 3.30. Jjirector, \ 
F. AS". Drewett. 

ST. John and St. Elizabeth, Hospital op, 40 1 
Grove End Eoa<l, H.W. S’cc., Charles Soggee. j 

Wi’ST London Hospital, Hammersmith Eoad, I 
3V., 160 beds. .Accidents and urgent case.H at i 
ait limes. Gut-patients daily at 8.45 and a ; S 
dental cases, Tu. and F. at 9.30 ; throat, nose, 
and car, Tu, and ,F. at 2 ; electric, Tu. and 
F. at 10; eyes, 31., 3Y., Th, at 2, and Sat. at 
9.30; orthopedic, Tin at 2. 33"omen’s ca.ses, 
3V. at 2. Skin diseases, Tu. and F. at z. 
31ed. dis. of children, 3V. and Sat. at 9.4s. 
Ebntgen ray cases daily at a. Sec, Supt., E. 

J. Gilbert. 

CANCER. ■ ' 

Cancer Hospital (Free), Brompton. Poor per- 
sons admitted free without letter of recommen- 
dation. Out-patients seen daily at 2 p.m., 
except Sundays. Visiting-days, Th. and Sun., 
z to 4. Sec., Fred. ^Y. Howell. Matron, Alisa 
B. Sherratt. 

Cancer Charity of the Aliddlesex Hospital, 
Nassau Street, For inoperable cancer 
patients who are treated “until relieved by 
art, or released, by death.*" Admission without 
subscriber’s letter in order of application. 
Secretary Super., F. Glare Afelhado. 


CHILDREN. 

Alexandra Hospital fur Ciiilisren with Hip 
Disease, Queen Bq., W.C, Sec ., Btanlcy Bmith. 
Belokave JDospital for C'Hir.r.REN, Tuf. 

(f ncoiporated ), Cl fi id m ni Eoad , B. W. Surgical 
and medical, 31,, Tu., Th.,and Fri. at 9.30 a.iu. ; 
dental, AV'ed., 9 a.m.; eye, Th., 3 p.m. Matron, ; 
3Iiss F. E. Barwell. *S'cc., F. Stuart, b. a, 

Creyne Hospital for .Sick and Incurabi.e 
Ghiidren, Cheyne Walk, Chelsea, S.331 For ^ 
cases ineligible at General Hvis^iitals. No out- ; 
patients. B'eokly payment, 4.S'. ; a fe%v free and i 
half-payment cots. See., H. Kemp-Welch. i 
Children’s Hospital for Treatment op Hip j 
Disease, Bardley Eoad, Sevenoaks. raying 
cases received. Lady SapL, 3Iiss E. Jackson. 
East London Hospital for Children and Dis- 
pensary for Women, Sluidwell,E. open daily. 
Lady ^fH|)L,Adelaidellnw. Kenneth ! 

L. C. Prescott Sec., W. 3[. AVilcox. | 

Evelina Hospital for ,sick Ciuldkf.n, South- * 
wark Bridge Eoad, S.E. Free and for the i)Ot)r i 
only. 76 cots, and out-pationts dept. New i 
cases daily, 9.30 to noon, Crgent cases and i 
accidents at all time.s. Gpen to visitors any ! 
day, 2 to 4. Matron, 31iss F. Goode. Sre., > 
H. C. S. Smith. i 

Her 3lAJ?ji!TY’s Hospital, 13 to tg fitepney ; 
Causewaj’, E, Admission free to destitute ’ 
children under the care of Dr. Barnardo’s 
Homes. Cldef Medical Ojficcr, Eobert 
3Jihie, M.D. 

Home ANDlNiTRM ARY FOR Sick Children, Lower i 
Sydenham, .S.E. Matron, 31iss Hay. lion, ! 
Sec,^\, E. 31. .Stone ; C. B. Pollaril j 

Hospital and Home for. Incur able Children, ■ 
North Court, College Crescent, Hampstead, I 
N.3V. Msiting hours, 3 to 5 <}aily. Matron, | 
3fiss tVilke.s. lion. See ., Luldon 33’alters. ! 
Hospital for Stok Children, The, Gt. Onnond ; 
St., Bloomsbury, and Convalescenfe Branch, j 
(Tom well House, Highgate (260 beds). Matron, < 
3Iiss G. Payne. i>o., Uvjhyatc, 3n.ss 3Iamiall ■ 
Bell. See ,., Stewart Johnson. And , dn .. J. * 
3IcKay. 

Kensinoton Dispensary and Children’s Ho.'?- i 
PITAL, 49 Chinch Street. Free on siibsuriber’s 
recommendation, lion. Sec ., Col. G. it. It. : 
Savage, b.e. • ! 

Padmnuton^ Green Children’s Hospital, 
London, W. 46 ecds. .Free to all neiu'ssitmui { 
patients without iettei's. Sec., W. H. .Pearce, i 
Matr<yn, 31isa E, Sheriff Maegregor. C(jn* ! 
valeseeiit Home for 16 children, “ Fair Vieu,” ^ 
Slough. Matron, 3liM.s J. T. Arehibahl. ; 

Qukp4N’s (Late A'orth-Ea.stkrn) Hospital eok 
children, Hackney Ruud, Bethnal Green, E. [ 
In- and out-pali^mts daily at X2.30. Surgirul ; 
cases, W, 12.30, Fri. and sat 9.15; medical, ^ 
W. 9.30 ami 12.30, Sat r9.i5, other week- ■ 
days, *2,30; eye, T'h, x2.3o‘, dental, twice a week. | 
See.,, T. Glenton-Kerr. Lady Savt., 3tiss A. .M. I 
Bushby. i 

Royal Waterloo Ho.spital for Children i 
and Women, Waterloo Road, S.E. See. ! 
(vacant)* 1 

Royal sea-bathing Hospital for Tuber- 
, CU.LOCS Disease, Afargate, Admiasion a 

Governor’s recommendation on paj'ment 8a. 
to 12a., without letter 30#. ifier week. Sec., A. 
Hash, X3 Charing Cross, S.3V. 

Victoria Hospital for Children, Tite Street, 
Chelsea, and Victoria Horae, Broadstairs. Out- 
patients daily (except W.) at sa.30, and oh 
3fon. and Tin at 9.50. Sec. H. G. Bvered. 
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: you i>u?. oy Kynvoi's i^vh^ex, 

fj FaiuUiYSIs anp EriLEPSYj 73 Welbeck Stj W, 
f s- , AU>;rM. AVirn. 

: ‘ G 0 &"SOT]exI 0 H AKD GUEST 
Bli>>>IPToN ’Hn^TITAL TOE CONSUMPTION. TisH- 
iiu;~<lHy.s ; TiU’Sfl{»y and l’’i'i<Iay, a to 3; Stt’Klay. 
z to 4. i«V.s'. Ojiifcr, A, B. MucNalty, M.js. 

‘ l-'ivdi.'r'u'k Wood. SaiiatorUuu, Friniley, 

; Sonvy ; J/(y 7 . Sfq}f,, ~Mn.Yvn:i S. Paterson, M.U. 

' City or Lonuox Hospitat. roii Bist.ases of the 
CF n>T, Victoria Pai'k, K. Cut-jaitients daily 
■ at 2. .sv-cr. ffov/, H. Dudley Pj dor, 

' AlAUiiAUKT STUr.PT HOSPITAL FOE CftN-SUAIPTION 
; AND OisrA^'ES OP THE CHEST, Hastings; Dut- 
])atieht.s, 26 Aiargaret St., W. 6V;(‘., 31 is 3 Alice 
! :■ Ai,Aire". 

: AFof.vT Veun<o; Hospital roii Consumption and 
! Disk C'-ks of Tit k AIiest, Tfampstead and Xorth* 

! %votHi. Dut-paticnts daily at 1.30, at 7 Pitzroy 
Ssj uru 0, W". A' isitiriii'Clayfe : Tin ,and Sun. , 3 to 4. 
aSVc. , VT, ,t. .Morton. 

Hotal Hmspital j'on diseases of the Chest. 

' *'ity It'iad, E.C. Open daily for .adndsfti(»u of 
in- and (uir-pationts ; Alondays to Fridays at i ; 

, Saturdays, 9 a.Tu. ASWvrtif/o/, A. T. Mays. 

POTAL ISTATIONAL hospital FOU CONSUAIPTfON 
A ND D'ISKAsES of THE CHEST, A'cntriiE’, L<mih),l 
0 .v 7 (Y-, x 3 lUickini^diftni Street, Strand, ♦SVe., 
Ernest Morg-an. 

DENTAL. 

t Mvtionai. Dental Hospital, Ot. Portland St. 
j and JievonMiiro St, AV., daily, 9 to xs a.in. 

. j ' M., P. 

’ lioYAL Dental Huspital of London, Leicester 
j Sq., VV.C. Kree, For extraction under or 
1 idoppui',? a sulwei'd«‘r'a or Uovernor's letter 
I required. 3 >;uly. 9lin ti tun., and 1 1 '* span. ; 
1 Hats., 9 to It, CVc., J. Francis Pink. 

i . .. ^ PEYEE. 

. London I'KVEU TTu-PITAT,, Liverpool Load, D.- 
I lington, MovDocf, Maj'»r V\ . Ciirititie. 

1 FISIDLA, PILES, te. 

S COUlHiN Ho^U'PrVD AnuxluiU HiMue. Tloicl (1884';. 

I Special Filvnle Miird-s for pnyiii:^’ patient-^. 

I OuDpiitienU daily at 2; 'j'u. at $ p.in, SD?., 
I Peri-y H. sheliicld. 

I ST, Mahe''-' HtemAS., CisyKoad. Out-Patients, 
I Tn,. *j p.nt. ; TJi. and s.d . ta z pun. Operation,-; 
I Vl. and 'i’u. at z 30., open to lUe Profession and 
! MutLid-. .l/nCon, Mis;? Apjileyard, *Sce., 

I A. W. Soytlen. 

s HEAET DISEASE. 

’ National Uosppjml dmi .Ukaut Diseases, 32 
; Soho H<iniuv (1857). 3<5 beds. Out-patients, AL, 
I 'I'u., and Tin, *.30 to 4 ; W, and F., sa.30 to 4. 
I Free on fuih^enbtr',-' ieitnr, or x,v, 6-L for eaeii 
I fortnighta drugs supplied, .See., TL AVood. 

IBODEABLES. 

BUTTiSH Ho>!E and HOSPITAL POU INCUEzVBLES, 
Streathani, S.W, </y/fce, 73 ClicapKide, E.t:, 
tSV-e., Ed<nir Peiianin. 

Feee Homk foe THE DviNO (“Tho Hoatel of 
( lud *' )t North Side, C'lapiiauiCoininon, Apply 

; to Klfiterdn-Ckai'fi'e. 

,yimwSBEm Iosmtal, upper Avenue Eoad, 
^ Swiiws OollHf#, N*W» Nee,, J. Halsey Moiton, 

; MUh MmmAL FOE IHOUHABLBS, Putney Heath. 

' St Chm’Qhrw^t See,y 

Outtlnf, 


St. Cypeian'h Hoaie foe Incueablk YohnoI 
WOAIEN, 3x The Grove, UamincrsinitlL Lad)i 
SHpf. and Hoih iS'cc., !Miss Thomiau. 

St. Luke’s .House, 14 Fembridge Sqiuire, Hay.s*'' 
Mater, 'VV. Hfu}. .SVr., Misb Ilelcn F. Don, 

LOCK HOSPITAL. ■ ; 

LoH'k l-Iosrrr.VL. Female Hospital and llcseiie 1 
Home, HaiTOVY ItoadjAV'. AdnilBsion daily from l! 
II a.m, to I p.m. ifale Hospital and Out- 
patient department, 91 Dean St., Soiio. Ad- 
mission foiTn-xaitients daily frt mi lo to 4 ; Out- 
patients, IViales, IM., i to a and 6 to 8 ; Tn.,6to 
8; M'.jG to 8: Bat., a to 4; Females, Friday, 

1 to a. Seo., It. Edivin Eddison. 

LUNATICS, &c. 

Bethlem Tan ' al Hospital, Lamheth Hoad, 
S.B. Visiting day.s : AHiIus, 1st and 3rd Af. ; 
females, andYand 4t]i AL PIii/,dciartiT. ^ 
K Hyslop, Ji.D. SPPcard, A. H. Martin. I 
Earlswood a-^ylum foe Feeble AfiNDED, ; 
Bedlnll. Oi^ice. 36 King VVilliain St. , E. C. Sci \ . ^ 
H. Hoivavfi: ' 

St. Luke's, Old Street. Itefi. Mod. AC. 

Jtawes, r.i.D,, F.iL.c.s. Nee., W. H. .Baird. 

The folhnvlhgare for lunatics from the 

Four Law I'liions in t.he .lloine Counties : - ■„ 

County of London. 

Bansteacl. — Med. Suj^., I). Johnston Jones, Al.D. 
Bexley.— -J/ed, Sup.^ T. E. K. Stansfic-id, M.B. 

Cane Hill.— .ILn?. Sap., Sir J. M. Aloody, L.K.C.P. 
Clay) any, — J/c<L Su p . , Robert Jones, m, i >. ,f. r. c. s, 
Colncy Uat(di.~'J/c( 7 . Sv■p.,^^\ J. Sexiard, m.b. 

1 Ejalei>tic Colony, EmcH. — 0 . Spark, 

1 M.u.c.s. 

j Hanwell— Mnl Si/p.,V. .T. Baily, ji.B. 

‘ Horton, Ep.som.—Mt'd. Sap., . 1 . H. Lord, m.b. 

Long(«rove, Epsom. ,SV/;., C.H. f‘.oiui.D..sc. * 
j Manor, Ep«;onL-- J/<'( 7 .N 7 /d, , VV. J. DomshDon, .M.D. i 
} CiTV OF J,nNr>ON. } 

, Iku1fnrd.-~.Vo/. SVp., R. 11. sfeen, M.n. (P,P\ 

j vafe p(itH-nf>-< yfi'ip’ml f/'Oiit £1 X'-. ireeK'li/.) | 

I MiDDiiESEX. 

Wandsworth.-- JML Sup., If. G. Hill. >i.ii.C..n. ■ 

i SURREY. : 

, Bvo<<kwood.- M>hI Sap., J. E. Burton, l.u.c.p. 

> Kent. j 

i Harmin.cf Heath. --Med. Sap,, If. W. Lewis, M.D. ; 
I Chartinun, '-Med. San., G. V. FitzGeryld. 31 . i>, • 

: LYIHCr-IH HOS.PITALS. 

’ British Lyl\g-in Hospital, Endcdl Street, St. , 

' Giles’s. Src/vffii'p. A. C. Wickin.s. 

I City of London Ho.smtal, City Road, E.C. 
j (with training school fur niedictil students, ' 
1 midwive.Sj and monthly nnvse.s). In-pationt.s 
I t>n \V. at so; out -paiientH, W, and F., at xs. 

I Seeeehhaf, R. A. (Hvtliwaile. 

East F.nt> Al others’ Lying-In Home (late 
I iVfolhcrV lying-in Home, Shad well), 394, 396, i 
J and 358 Comm evdal Rd., E. Jiei-. Liidy Si>2d,, ' 
j Mins Aiulemon. Sr'\, A. VV. Lacey, 
i General Lying-in il<^sp. , York Road, Lambeth. • 
i Patients prcseiit .subscribci*’s letter on any day I 
I between ti.30 and rz.30. Training school for \ 
5 midwives and iiur.scs. J/ at run , iViiss B. Leonard, ; 
: Plalstow AIaternity Charity and District > 
I Kurses’ Hume, Howards Road, E. Branches i 
\ at Victoria Docks, East Haiii and Flalstoiv, 
i iMidvvives and Kurscs trained. Lady Supt., 

I Udisa Pritchard. See., F. R. Panter. 

Queen CharlottfJs Lying-in Hospital and 
Midwifery Training Bqhooi; Marylebone; 
EoacL N.W. For married lyorneiL and for the 
reception of tinmurricd women with their fiivst 
ohUd ; married women are also attended at 
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London Hospitals. 3^^ 


j tneir own Ihiii^en. inu’ses, aiHl | 

I jtiidMh’cs aro tvain<'«{. l^btnihly uuiv.eaf^uppliecl 
i fur private Si'erefanu Arthur Watts. , 

I Ihn'Ab ArATJ'.UNITV CHAKITV uF J,C*NI>0S (1757) ; 
i j-nlt l\tuii MAUFJEU AYuAIEN. and TRAININ*]} : 
! Sciiuni. FUJI -MnAViVF.,". AJaj. O. L. i 

; n. IviUirk. 3x i'iiisbut'y Npiare, r..Y. I 

1 NEUYOirS BISEASSS, EPILEPSY, i 
i . PAEALYSIS. &e. .• ! 

I British Hf)spiTAL Furt AIr\T\L DMinuERS and 
fe Brain Dimrvsks, “ lYiin'S Win.-^low Memorial, ’’ , 
P 73 Canuleii KmjuI, X.W. E. S. I,. Lovt-li. 

tifuFPrrAD FOE EPILFP.sT and PARALl'.NfH, AND ; 
I OTHER iHsiRASCS OF THE Yf. 1!A'OU8 rtYM’K 5 ! i 
‘ diicoriioraic-si), Atairla Vale, near th ‘3 t-iul of i 
Jst. John's W^fOtl Build Fite ainJ ]iaying | 
: in* and fiiit-palknt$ are reetivwl. AY. j 

't"''Bfjriel«A'k ' ■ i 

NATIYNAD Hh-FITAL FtUl the Paihla^st.d and 
; JiPILEl'XDJ (flit 4H'|>i>rateu!>, (yut'in Sq., IthiOrus- 
buiT. x6o hedfj. Country ikaiu-h, Ea^t i 'inch- 
ley, 40 iHMis. r.j?< e:al niink fur i!iid{tlt,-ehi.':s 
I Itutienis at zi^. ptr Aieek. (Sut-patieiils. tf., 

,, Tu.jAV.. and F., at x.30. Visi,t!ny,'-da:vs : Tii. 

• and Sun., 2 tu 4. .Vn*. , (J, II. liasnilBu!. 

1 AVi>T End HufAETAL FOR BlMNVSK'^ OF THE 

i. X’RRVol b Sy.NTRM, PARALV^I.-^, AND EPILEE<V, 

» 73 Welbeck Street, Ci.ven<Iijih Stjuare, AV. 

Special Mards for eliildren. Out-patih'nts, M., 
W., and Tin, 1.30; Tu. and I'., 530. Vi.-iiin^- 
day : Smn, a iu 4. SV/nv/ar.e, Alfred Wi.3e. 

OPHTHAIHIO. 

Cbntual T,0 ND<<N O. H., 233 A Brays luu pMad 

• (a6i>edh). Attendance duilv , at t p.ni. .\eei- 
diM'its and tir;4enfc c^l^eH seen at all hours, 
iVci’., Hurry ll. S. Bruce. 

Koval Eve ue Soriu London OpHTifAi.Mio H., 
St, tSeorj^e'B iirciis, Soulliwark, S.E. Hut- 
■ patients daily at g and a. XVe. , Edwin Eantn!!. 
Koval London Oeiithaihdj JIusiutal (?,ro.iu- 
FiELins Eye iiojjPiTAL), <'iiy Kd,, E.<t open 
fret: daily (except Bank liolithi:,'i) to the pixu’, 
from 8.3otoio.‘i.ni. Vi,-itiiij.c-days: Al. and Tin, 
3tu4. SVc.,Robt. J. Bland. .Vn/k, IjIks 
i M. L. ?.divtt. 

' Koval AVESTMH- ''TFR ophthalmia, K in|4- William 
' St., strand, Alrtoabuiee tlaiiy at i n.nn 

, AeeidenUatauyt inu'. Free io the poor on their 
I OW'D applieatioD, sVe., ,lohu llv. .Iuhns<ui, 

; Westphin o. IL, t$s War.vlebone ib.ad. Free tu 
the deserviiiM: pour. ii. A. Dunn. 

OETHOP.ffi»IC; 

i Koval FTATruNAL ORTHoPA.IUO IfosPITAn, 
with wl!!*-!! h ;ii,sa]<z';nmded the tTrv orthu- 
I P.KDiC liuvpn’Ai., 234 B’vat IVuIhuid St., 
Keui'iilV Park, AY., iiodst ver Si,, and Eustun 
I Kuiid. SuiMeous attend M., Tin, Wed., Tin and 
I .Fri. at 1.30 ji.nn 

PAY HOSPITALS. 

, St. S.vv[oi:e'n Ho'-pital ifur l.a«lies td limited 
lueaisir). 10 Bsnaburuh Street, Kec,ent’tj Park, 
X’.W. Fj'uiu zx-!. to 3C2 .s‘. 6>K weekly. Srcrc- 
koo/, F.vril Cobb. 

St. Thomas's Humi-lSI. TinmiaYs Bospital, S.E. 

'Phu Kcs. .\I(*d. Blliecr can be S'ce/n daily at 
j noon. .Fur particulars apply to the Sfetrai-ti^ 

I Sydney Phillips, n. a. 

• St. AlAiiYLEBONE liuAiKfior rnenrabIes),6x.‘Wey- 
I month St., W. Hun. SVr., VlifH E. Fuderwood. 
'Home for Con F naiED I nvalids, Aubort Park 

and Highbniy Terrace, X. Forinvalid ladiesuf 
limited incomes. Ilou. Sec., Miss Hayward, 
9 Aubert Park, K". 

[Many other Institutions also admit paying 
patientB.} 


sKm 

The Hospital for Biskases of the skin, s® 
Stamford Ht., Blaekfriar;-, S.E. 1184x1. out-, 
patient^?, daily at i, Kadiuni, Fin.-en Itdit.- 
and X-K.ay trealmenl daily, i. Eree and pay-' 
in;4 patients received. See. , Frcdk, JTuyUa*. 

London Skin iru>riT ai., 40 i'itzroy Sn. , W. ( mt * , 
patients treated every weekolay at 1.30 aml e.ao 
p.m. Application fur adinir,sioii to be made i-i 
the SecreUiry, .lames E. 

St, .Tohn’s H. for Bii-EAMis iu: Skin (Incoip.Y 
Leicester Square, \Y.t', (1863). Out-patient , 
daily, except Sinn, a to 4, and, except Mit. and 
Sun., 6 to 8 p.nn Fi'«e an<l payliVA inpatients 
are received at 26a Fxbiidye Kdj. (40 bed*^). 
Visitiiric-dfijs : AV'ed. and Sum, a to 4. cseca,' ' 
Oeoi\ge A. Aniaiidin. ■ 

ST. PathAs h. roll Skin and rroNARy ^ 

Ked Lion Sq., AV.C. Out-piuients u’rceX mern 
l^r., 10 a. 111. and 7 p.nn; Sal. ,2p.m. Uhti* vu ck 
dajs 2 and 7 p.ni. "H omen and rhihlom, daily , 
(except .IL) at 2 p.jn., amo Fri. at 6.30 p.ni. ' 
Sec., K. Gadbnry. 

AYestkrn skin llObPiTAi., 179 Great Portland 
Street. Daily 2 p.m. ; and Tu. and Th. at 
A30 p.m. ibVc.j Arthur VY. \dency. 

British Skin HtispiTAL, 29 Eustun Koad, KingN 
Cross, A'. W. Daily 2 to 4 p.m. and 6 to 8 p.m. 
Sec., G'. A. 'Kldiardsua. 

STOHE. 

St. PETK 1 V.S UuSHTAL FOR STONE, ST!UCTr-Ri;, 
AND (‘THER FRINARY BlSEAhR.^. Kciivietta St., | 
Covent Garden, 32 beds, with 6 lietts in Paying’ 
W'ard. Out -patients, II. and Tu, at 2; IL, - 
W., Til., and Sat. at s; women and chihhvii, 

F. at 2. jStv., Irwin il. Beattie. 

THEOAT, NOSE, AND EAE. | 

Central London ’riHioAi and Ear 11 ohi‘., 33 o , 
Gray's Inn Kd., W.C, S>'c., Kiehard Kershaw. ' 

Hospital for Di.^evsk.s of the Throat, Ear, 
AND XosK, Golden Sq., W. 0 }Hn daily, s.30 : 
TucKday and Friday eveiiin,us, 6.30 ; Honday, 9 
a.ni.. for children only. See., W . Holt. 

London I’iikuat Hospital, for Di.-eaf-es of the 
Throat, Noce, and Ear, 204 (It. Portland St . , \V . , 
and 72 Hi dsover St . , \Y, j’ree t< > the nece»,>itou=i. 
Daily, 1,30 to 3; Tu. and Fri., 6 tu 8 p.m, 
Visit in'4-days ; Su. and 'I’h. . 2 to 4. .AVc. ,L. Hellip. 

M ETKoi'oi.iTAN 'Ear, Xuse and Throat Hu-:. 
1‘iTAL 11838), 64 GraU-on st, Fit/.roy So., NY. 
See., J. Maekinua. 

.Koyal Ear Hospital, Bean street, Soho. ouG 
paiients daily (except Sat.), 2 to 3 and 6 to 
7,30 p.m. lu-putienls admitted daily. See,, 
Artlinr Burrenp'r. 

WOMEK. 

CHELSEA Hospital for Women, Fulham Hoad 
(Conviilos:cciailumr!it St. la'onards, imi tim'd ed 
to lImpifalptUicntfO- Inq'aticnii'adiniUedfroe 
’With .subscriber's letter, or h.y weekly payments 
of from iftx. 6d. 1042:*. Vi,-iilin'4-dayh ; AYedues- 
day.s and .Sunday.s, 3 tu 4.30. But-putients 
admitted by subserihcr'.s letter, oi'upon payment 
of xB. per weekly attendance; seen daily fe.xcejft 
Hat.) at 2.15. Jfo/i. T/'cae., 11 . E. Wright. , 
AVie., H. M. Jennings.; , 

Clapham Maternity Hospital, 39-43 Jeffieys 
Itoad,S.W. iVueiwi, Miss Bertha Taylor. 

Geosvenoe Hospital for Women, Vincent ' 
Square, Westminster. Out-patients daily, ( 
a IJi,m. Matron, Miss Phillips. iS'ec., "W. J. 
Davidson. j 
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London Ilosjntals, 


1!« isprTAi. F( ^VuMK^^ 29 Hoho .Siiuarc, W. Open 
daily to out-pa tieiits Sat., 9 toxo; ail other 
days, X to *, Out-patients present a Gover- 
nor's nr pay x-v. at each visit. Paying 

, patienrs rereived. Visiting days Sun. and 
i W,, 2 to 4. Sec., A. Hayward. 3fatmi, Hiss 
' Spuier. 

N'iAV Hu^iutal For Women, 144 Euston Hoad, 

I N.W. 'i'he physieiaus and surgeons are all 
I woTiien. (»ut-patients seen daily .at i o’clock. 

; A ebarge of 6d. nr t-s*. is made bn entrance, 
i find 2(f. each visit afterwards. Treasurer, Mrs. 

: estlake. Serrefara, yfargaret M. Bagster. 

! SA?rARITAN ,Frei: IIosiutar, Marylebone Eoad, 

1 <f(}r diseases peculiar to women only). 

.Free without letter. Out-dept. daily, X2 to 2. 
■\’;siting-day.', : Hun., Thuivs. and Hat, 2 to 4. 

' ,SVt‘., W. G. king. Matron, Alisa Florence Tice. 

PISPEHSAEIES. 

; 1S44. Da^fersea, 185 Hiuli Ht. and 42 Queen’s Pal, 
x8ox. X2 rdoonishury Htreet, AY.C. 

1850. Srixfoii, Water Lam*. 
x88o. P>ro„ijite,iafi>t Kiiltf}itsl)rkt'ji\2Bi' ulham Ptd. 

■ X789. tVL'/, 29 and 30 t'ollege Ht, DowgJite Hill. 

' X849. CA\v Loii.d'.S. Loti. ,4oWils( UiSt , Fiiisl >iiry. 
1849. Chiphiitti, 42 Alanor Street, Cla])liam, 

, X782. Pkt.'tterii, Leman Street, Y» liiteehapei, E. 

; 18*8, FarrLiiuhn GeneraL 17 Bartlett’s Build- 
ings, ‘'llol born Circus, E.C. 

' X780. /'Vu,v/j?o‘//,BrewerHtreet,Goswell Hoad, E.C. 

' 1821. IsGiiifti)]), 303 i pp>er Htieet, M. 

‘ 1779. .'^fetrunolitan, 9 Fore Street, Cripplegate. 

, X838. Pu>idliiijt(hi, X04 Star Street, Edgware Bd. 

; 1850. Ad'diialer, Pollard How, Bethnal 

i (.Ireeii Boa»l. 

1 1770, Jhomt (renerat, 23 and 26 Bartluiloniew 
( ioRC, E.C. 

, X84*. /iOiful Fhnh'eo, 104 Buckingham Palace E< 1 . 

, x82t. Ibofal South St George’s Cross, S.E. 

! x8xo. St. Pnnerus A- Sort her a, 126 Euston JJd., 
'.N.YV. . . 

i 1777, Sariru, $ Great Dover Street, Southwark. 

, 1792. Totmr Hamfete, White H<n’se Ht, Stepney, 
i X789. jhjchester ilo%v, Westminster, S.W. 

; tSso. liVjibo'u. Gnicral, Alarylebone Road, K\Y. 
1774. Westininutrr General, 9 Gerrard St, Soho. 

' METEOPOLITAN ASYLEMS BOAEB. 

OjJke - Yjctoriri Embankment. E.(A Clerk to tie 
I Boanh T. Duneombe Mann. Clerk, , 1 . 

; Mallctt. Treos. and Aeeonntftnt, AI. Heyes. 

Mealeat Othror for General J*vvposes, H. E. Cuff, 
. M.n. Hn'^iuerr-in-Chu:/, W. T. Hatch, M.l.c.K. 
A>Vtl.MS FOi: JMBKC|I,E.S:-- 
heaviNdeit, Kine's Langley, ilerts, Med. Sup., 
' F. A. Elkins, M.P. 

i 'at<'rham, Surnw. Med. Sujk , P. E.Campbtdl.M.B. 
Dareiilh, Oartfoul. Kent. Med. Sup., A. liother- 
ham, M.B. 

Tnotiug Dec, H.AV. (for Iniirui Cases). 3Ied. Sup., 
K. if. Bere.sford, m.r.c.s. 

! Fever Hospitals 

1 Eastern, Homerton Grove, N.E. Sted. Sup., 
' E. W. Goodall, M.i). 

! North-Easteng Ht. .Ann’s Hoad, South Totten- 
ham, X. Med. Sup., F. H. Thomson, M.B. 
Horth-Wcfitern, Ljiwn Koad, Hampstead, jSr.AY. 

Med, Sup., J. MacCoinbie, M.I>. 

Wfstrn), Scagrave Eoad, Fnlhani, B.AY. Jl/ed, 
Aw., it &L Brace, M.R.O.B. 

South -Westeni, Laiidor Road, Stoclnven, S.AY. 
MM, Sm,, F. F. Caiger, M.D. 

Avortky Eoad, New Gross, S,®. 
MM. Sup,, it M.. Turner, m.p. 


Grove, Tooting Grove, S.W. 3[ed. Suj)., J. E. 
Beggs, M.B. 

Fountain, Tooting Grove, S. >Y. Acting Med. Sup. 
(vacant). 

Brook, Shooters Hill, AAkoIwicli. 3[ed. Sup. 
(vacant). 

Park, Hither Green, S.E. 3Led. Sup., H. A. 
BirdWT>od, M.l). 

Noi’thcrn (for Convalescing Patients), AYinchinore 
; Hill, X. JLy/. A'i?., C. k. Alatthews, M.D. 

! Gore Farm (for Convalescing Patients), Dartford, 
j Kent. Med. Sup., J, B. Byles, M.B. 

Smallpox Hospitals 

3[ed. Sup., -I’. F. Ricketts, M.n. 

Joyce Green Hospital, Harttord, Kent. 

Long Eeach Hosp., JDartford, Kent (temporary). 
Orchard Hospital, Hartford, Kent (temporary), j 

Bacteriological Laboratories, Button, Burrey. | 
liacteriologUt, G. E. Cartwiight AY'ood, m.d. 

Eivi??, Ambulax'CE Sektice (under the control 
of the Aled. Sup. of Smallpox Hospitals), 
j Ch. OjJicer. C. E. vSullivan, M.I.N.A. ' ' 

I North Wharf, Arai!ager.s’ Street, Blackvvall, E. 

I Houtli Mliarf, Trinity Street Pa)therhithe, S.E. 
j \Yest ANTiarf, Carnwath Eoad, Fulham, S.W. 

! Lanp Ambclaxce Stations:— 
i Eastern, adjoining Eastern Hospital. 
Xorth-AYestern, adjoiiiing North-Western Hos- 
pital. 

Western, adjoining AVestern Hospital, 
South-Eastern, adjoining H.-E. Hospital. 

South -AYe, stem, adjoining S.-W. Hospital. 

Brook, adjoining Brook Ho,spital. 

Alead, Carnwath Eoad, Fulham, S.AY. 

Training Ship:— 

The “ Exmmirh," jnoored off Gray':!, Essex. 
Capf.-Su2if., Capt. E. B. Colmore, r‘n. 

Children’s Schools and Homes;— 

?’or Sick or l)ehilikited Children : 

The Children’s Infirmary, Carshalton, Surrey. 
3[ed, Sup., W. T. G. Pugh, M.D. 

For Ophthalmia : 

; White Oak School, Swanky, Kent 3tatron, 
AIis.s E. H. Lynch. ! 

i High Woo<l School, Brentwood, Essex, 
i AlLss E. B/xker. 

; For liingworm- : 

i 'riie Howh.s School, Sutton, Surrey, 

I Alias E. Turton. 

I Seaside Homes : 
j S. Anne’.s Home, Herne Bay, Kent i 

1 Jl. 3 *ahner. 3Icdical Officer, C. K. Bowes, M.D, ; 
j East Cliff House, Alargate, Kent 3fatron, Aliss , 
: E. K. Jacob. 3Iedical Officer, W. G. Siitcliftc, ■ 
I F.ILC.S. ' ■ ■ j 

Alillffeld, Eustingion. 3fatron, Aliss E. Firth. { 
Medical Officer, C. E. Last, M.ii.c.s. i I 

For JJefectim Children : i 

Bridge Indiistrialj Home, AVitham, Essex (Boys 
over xo years of age). 

Lloyd House, & 12 Lloyd St , Pentonville (Girls). 

' 26 Elm Grove, Peckham, S.E. (Boys). 

! 81 Earlsfield Eoad, S.YIL (Girls), 
j 66 St Arm’s Hill, AYandsworth, S.AV. (Boys). 

High AA'ood School, Brentwood, Essex, Colony at 
i (Elder Girls), 
j For Remand Children : 

36. 37 j 38 Camberwell Green. Sup., AY. Craig. 

; 70, 72 and 74 Pentonville Eoad, N. Sup., W. H. 

; Hoimldson. 

1 203 and 20S Harrow Eoad, W. Stip. , AY. E. Tull. 
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ACCOTOT FOE THE WEEK ENDING OOTOBEE 6, X909. 


ISSUE depabtment. 

£ , , 

.Notes iss'Ued... sx, 9x7,620 


£sx, 9 X 7 , 62 o 1 


Govt. Debt... xIjOxSjIOo 
jOther Secnri- 

ties.... 7AM, 900 

Gold Com and 
Bullion ...33,467,620 

jC 5 x, 9 * 7 »< 5 ao 


BANKIEO DEPAETMEKT, 

Proprietors’ 

Capital 14,533,000 

Eest 3,098,103 

Public Deposits 6,997,596 
Other Deposits 45,256,393 
Seven-day and 
other Bills ... 20,649 


Chief Accomitant, H. B. Orchard. 

Deputy do., T. A. Stephens. 

Aesn'tant do., C. N. Latter. 

Chief Cashier, John G. Nainie. 

Deputy do., E. M. Harvey. 

A ssistant do. , T. Askwith. 

Seeretary, C. E. Edlmann. 

Deputy do., H. S. Inman. 

Assistafit do., H. Tilden. 

Inspector of Branches and JPrin' 
ci'pal Branch Bmiks OJioe, E. 

Edye. 

Prindpal, Discount Ofice, J. T. 

Child. 

Auditor, F. F. Somers. 

Western Branch, Burlington Gardens. 
Agent, Sir Arthur Nonus Birch, k.c.m.g. 


j^^ 69 , 925 , 74 X; 

Peincipal Opeicebs. 

Controller of Stock <i- Cash OMces, 

A. W. T. Berkley. 

Principal, BuMion Office, N. D. 

Livesay. 

Do. Private Drawing Office, J. H. 

Green. 

Principal, Public Drawing Office, 

C. Duberly. [Hay. 

Do. Bill Office, J. B. M.Dalrymple- 
Do. Issue Office, H. W. Tilly. 

Do. Securities Office, 3 H. Absale. 
Do.jrnfeZ(5m‘’0^ce,E.H.Woollard. 

Do. Divideiid Pay Office, E. E. 

Gaute. 

Cashier's Store, T. Zwinger. 


[Govt. Seemi- ■ , 

, ties.......... 17, 707, 300' 

[Other Securi- 
' ties ......... 28,582,646 

Notes ' 22,190,075 

[Gold and Sil- 
ver Coin... 1,445,720 


£69,925,741 


Bank 


Principal, Accountants’ 

Note Office, A. Goudge. 

Do. Bank Stock, tkc., do., Q. F, 
Allsop. 

Do. ConsolsOfflce,^\\la\'Richmond. 
Do. Colonial Stocks Oftce, P. B. 
Arnold. 

Do. Dividend Office, W. W. Wise. 
Do. India do,, H. D. Harrisson* 
Do. P,.egister do, , W. J. Halsey. 
Do, Power of Attorney do,, E. J. 
Wheeler. 

Do. Dividend Accounts do., H. F. 
Prynne. 

Do. Printing Office, G. A. Gilford. 
Law Courts Branch. 

Agent, Sir G. W. Baynes, Bart. 


Birmingham, H. A. N. Smith, 
Bristol, F. D. C. Strettell. 
HwZ?, J. Dyce Nicol. 


Country Branches and Agents. 
Leeds, J. H. Brand. 

Liverpool, T. F. A. Agnew. 
Manchester, F. W. Peel. , 


Newcastle, H. A. Erskine. 
Plymouth, W. T. Langford. 
Portsm'th, N. E. de B. Fenwicls. 


ISanfes anl3 Banfesrg in 

A LIST of Banks in the United Kingdom, with their Head Offices and Offices in London. Banks 
printed in heavier type are Limited, those with an asterisk * are Clearing Bankers, and those with X 
are Army Agents ; the figures in parentheses denote the London Agents of Banks with no Office in 
London. 


xA African B. Oorp„ 63, London Wall. 

2 Alexander, Fletcher & Co., 2, St. Helen’s PI. 

3 Alexanders & Co., 24, Lombard Street. 

4 Allan (T. H.) & Co., 17, Gracechurch Street. 

5 American Express Co., 84, Queen Street, 

Cheapside, E.O., and 5 and 6, Haymarket, 

7 Anglo- Austrian Bank, 31, Lombard Street. 

9 Anglo-Eg3ri>tian, 27, Clement’s Lane, 
xo Anglo-Foreign Bg, Co., 2, Bishopsgate Street 
Within. 

I X Anglo-Ifcalian. 9, St. M ildred’s Court, Poultry. 
XI A Anglo- Japanese, 70, Cornhill, E.C. 

XI 8 Anglo-South American, Old Broad Street. 
Armstrong <fc Co. , 93, Bishopsgate St. Within, 

13 Australian Joint-Stock, z, King William St. 
X3A Banco Espanol del Bio de la Plata, 3, Lom- 
bard Street, E. C. 

xa Bank of Adelaide, ix, Leadenhall St., B.C. 
x5 Bank of Africa, 113, Cannon Street, E.C. 

17 Bank of Athens, 22, Fenchurch Street, E.C. 
16 Bank of A ustralasia, 4, Threadneedle Street. 
x8 Bank of Brit. N. America, 5, Gracechurch St. 

14 Bank of British West Africa, 14, Castle St., 

Liverpool; 17, 'Leadenhall Street, E.C. 

20 Bank of Egypt, Egypt House, New Broad 

21 Bank of England (see aftore). [St., E.C- 
2 iA Bk. of Ireland, College Green, (21,7s). 
2 x 13 Bank of Liverpool, Liverpool (xoo). 


X9 Bk. of Mauritius, G eorge Yard, Lombard St. 

22 Bank of Montreal, 47, Threadneedle St. 

23 Bank of New South Wales, 64, Old Broad St. 

24 Bank of New Zealand, 1, Queen Victoria St. 

25 Bank of Roumania, 7, Gt. Winchester Street. 

26 Bank of Scotland, Bank St. , Edinburgh ; 19, 

Bishopsgate Street Witliin, E.C. 

27 Bank of Nigeria, 14, Norfolk St., Strand. 

29 Bk, of Victoria (Australia), xo, King William 
Street. 

29 A Bank of Whitehaven, Whitehaven (xoo). 

29B Barnard (T.) & Co., Bedford (209). 

30* Barclay & Company, 54, Lombard St. : i.'Pall 
Mall East ; 27, Cavendish Sq. ; 19, Fleet St. ; 
X71, Brompton Road, S.W. ; 117, Leaden- 
hall St., E.C. ; 24A, Southwark St. ; 120, 
Wood St. ; and 95, Victoria St., West- 
minster.'’ 

31 Baring Brothers & Co., 8, Bishopsgate Street 

3xB Beckett <fe Co,, Leeds (xoo). [Within. 

31O Beckett <fe Co., York (too). 

32 Belfast Banking Co., (209). , : 

33 Benas (L.) <fc Son, 8, Harrington St., Imer- 

poolfiiS). 

*34 Biggerstaff,W. & J., 59, West SmithfLeld ; 6, 
Bank Bldgs., Metropolitan Cattle JMaricet. 
33 ‘Birkbeck, 329, High Holborn. 

Blydenstein (B. W.) & Co., 55 & 36, Thread- 
needle Street. 
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36 low, Murray & Co., 35, College Gfcreeu, ! 09B Gillett Bros. & Co. , 58, Lombard Street, E.C. 

■ Dublin ^93). ' , SCO* Olyn, Mills, Curiie, & Co., 67, Lombard St. 

37 Bradford Banking Co., BMfUford (x3S)* ■ =^01 Oordou, Smith <fe Co., 139, t^aiiiion Street. 

3JA Bradford District Bank, Bradford (aog). ! xosJ Orhidhiy &. Co., 54, Parliament Street, 8.W. 
39 BritishB.of South America, aA,Moorgate St. ■ xos A Guernsey Banking Co., High .St., St. Peter 


40 British Linen Bank, 38, St. Andrew Square, 
Edinhnrijh ; Threadneedle St., B.C. 


Port, irwrnsey (X35). [(rSS). 

, , X05B Guernsey CommercialBankingCo.,CTHmi,'?ei/ 

4x British Mubiai Banking Co., lAK^gate Circus. > X07 Guinness, Mahon & Co. , X7, College Green", 


4S Brown, Shipley Co. , Founders Court, Loth- 
bury, and 123, Pall Mall, S.W. 


Dublin 8x, Lombard Street, E.Ct 
106 Gunner & Co., Binhop’s Waltbatn (30). 


47 Canadian Bk. of Comnierco, 2, Lombard St, lodA Haarbleieher & Schumann, 144, Leadenhuli 
49* Capital & Coxinties, 39,Threadneedle Street ; i St.., E.C. 

2$, Ludgate Hill ; 125, Oxford Street ; 195, i xo8 Halifax Commercial Bkg. Co., JlnUfax (223). 
Edgware Hoad; 35, King Street, W.C. ; xo8A Halifax and Huddersfield TTnion Banking Co., 
SO, Fpper Street, IS. ; 151 and 153, Kewing- ! Halifax (too). 

ton Causeway; 3S,Plcea<lilly,W. ; 145, High xo8B Halifax Joint Stock Bkg. Co,. Halifax (148). 
.Street, Shoreditch; 38A, Victoria Street, 113 Hainbro(0. J.)& Son, 70, OIdBr()ad.St.,E.C. 
Westminster ; xxs, Fore Street, E.C. ; 210, ; 114 Harris, Buiteel & Co., Naval Bank, Ply- 
<loinraercial lload,E. ; 28, Fleet Street ; 347, i mouth (iBg). 


. .. . . 347> 

Gray's Inn E<'>ad,’\V.C. ; 3, Broad St. Place, ; 
E.O. ; *2, Fenchuveh Street, E.C. ; ao, ; 
Green’s End, Woolwich, S.E. ; King.sM'ay i 
House, Kingsway, W.C.; Kensington, W., 
XX*, High St. ; 33s, High Holborn, W’.C. ; 
3S, Queen Victoria St., E.C. 


1x5 HibemianBank, College Green, Dublin (132). 
1X5A Hill & Sons, 66, West Siiiithfteld ; 2, Bank 
Bdgs. jMetrop.C^attle Market ; Bank Bdgs. , 
Foreign Cattle Market, Deptford, 
no Hoare (Charles) & Co., 37, Fleet Street, 
iixj Holt it Co., 3, Whitehall Place. 


SO Carlisle and Cumberland Banking Co,, Car' : xxa Hongkong and Shanghai Banking Corpora- 
lUU (x93). I tion, 31, Lombard Street. 

5* Charing Cross Bank, 28, Bedfoid St., W.C. ; ! Huth (Fred K.) & Co., 12, Tokenhoiise 
and 39, Bishopsgato Si Within, E.C. i Yard, E.G. 

53 Chartered Bank of India, Australia, and i xx6 Imjierial Bank of Persia, 23, Abchurch lame. 

China, 32, Bi^hopsgate St, Within, E.C. i 1x7 Imperial Ottoman Bk., 26, Throgmorton Si 

<7 Child & Co., X, bleot Street, Temple Bar, xx8 International Banking Corporation, 31, 

j I ■RfsihA'nsMmiiP PitwAt Wif.Tnin 


59 Civil Service Bank, xo, Charing Cross Bead. 
Clare (George) & Cb., a, Birchtn I^e, E.G. 


Bishopsgate Street Within, 
txg Ionian B., Palmerston Ho. ,93, Bishopsgate St. 


60 Clydesdale Bank, St. Vincent Place, j xao Ironmonger & Co., 31, Tlirogmorton St., E.C. 

30, Lombard Street, E.C. ^ ! xax Isle of Man Banking Go., Donylm (*35). 


6t CookB, Biddulph & Co., 43, Charing Cross. 
6 $ Colonial Bank, 13, Bishopsgate St. Within. 


xas Keizer <N.) & Co. , 29, Threadneedle St. 
122 Key.=;er (A.) & Co., ai, Conihill. 


Commercial Bank of Scotland, George Street, xasij: King (Henry S.) & Co., 9, Pall Mall, S.W'. ; 


Edhdnmjh ; 6a, X^omlwird Street, E.C. 

69 Comm. B, Co, of Sydney, 18, Birchin Lane. 

70 Commercial B. of Australia, x, Bishopsgate 

Street W'itliini, E.C. IThreadiieedle St. 

71 {’ottiptoir National d’Esc^mipte de Paris, 52, 
73$ CVjok (Thos.) A; Sou, Lndgute Circus. 

Conlon, Berthoin.l & Co., Basildon House, 
Mof>rgate Street. 

75 Coutta 1% Co., 440, Strand. 

Co.t dt x6, Charing Cross, S.W 
Credit Bank, a§, Abdmrch Lane. 

77 Cr4<!it Lyonnais, 40. Lombairi St, ; and 4, 

Cockapur StrotHi, r'hai'iiig Cross. 

78 Crompton & Evana tTnion Bank, Derby (xoo). 
8x Cunlhfe (Koger), vSonii A (M., aS, Clement’s 

T^ne, Lombard Street, E.C. 

8xA Davies, Banks A Co. , Kinffton (189). 

S* Delhi and londoii B . , X23, Bishopsgate St. Whi . 
8*A Dlngley A Co., laiuimton (209)." 

Diugley, Pearsc A Co., Ohekampton (136). 

$0 DlsJbouto Gesellsdmft, 53, Cornhill, E.C. 

83 Dresditer Bank, 65, Did Broad St. 

DeutaoheBank. 4, George Yard, Lombard St. 
87 Dobree. (Samuel) & Sons,6,TokeubouBe Y arrl. 
.88 Dnimmond, Mefisrs., 49, Charing Cross. 

89 Butt (Whi.) A XX3, Cannon Street, E.C. 
m English, Scottish, & Australian, 38, T.rombardSt. 
94 Manger (Emile) & Co., 8, Crosby Sq., B.C. 
Bank, x, Cheapeide, E.C, 

' Porbei, Oamnhcii & Oo,, o, King 

William Street, E.d 

0 fowler & Co., BofmrM (30, 

«!»). 

li fittwim Mk ef Deaden, 34, Old Broad Street. 

m Co. , Bei.tifHmf (xoo). . 

* €0., Oxford (xoo). 


6s, Cornhill, E.C. 

127 Ladenburg CVV.) & Co., xo, Angel Court, 
Throgmorton Street, E.C. 

X29 Lancashire and Yorkshire Bank, Si>ring 
Gardens, Manchester 

131 Lazard Brothers & Co., 40, ihreadneedle St. 
x3xA Lincoln and Lindsey Bkg. Go., Lincoln{r2s). 
132* Lloyds Bank, London and Bmningkain; 
London Head Office, 71, Lombard St. (Regd. 
Office), Gen. Manager^ E. A. Duff; City 
Office, 72, Lombard St, ; 16, St. -Tames’s St., 
S.tV.; Law Courts, 222, Strand, W.C.: Aldor.'S* 
gate St-. ; Belgrave Road, S.^T. ; Chbipside ; 
East City, Fe'nchurch St. ; Finchley Road, 
N.W. ; Hamp.stead, Ros.slyn Hill ; Holborn 
Circus ; Paddington, Cambridge St., AY. ; 
AVest Kensington, Hammersmith Road; 
Enfield ; and Caterham A'alley. 

133 London & Brasalian Bank, 7, Tokenbouse ATd. 
X35* London County & Westminster, 41, Lothbury, 
E.C, ; Joint Managers^ A. M. Hawthorn, 
H. it AAyatt, Head Office ; T. J. Russell 
(Colonies and Agencies) ; F. AY. Howett 
(Country). Joint Secretaries^ A. A. Kempe, 
G. Paget. Lombard St. Office, 21, Lombard 
St., E.C., F. J. Barthorpe, Manager ; West 
End Office, i, St. James’s Square, S.W., A. 
Harding, Manager Foreign Branch, 80, 
Cornhill, E.C., S. S. Kalm, Manager', 
Acton, 139, High St.; x34,.Aldersgate St.; 
xai8<fcx3o, BalliamHighRoad ; x49i Balham 
Hill; Bayswater, 74 76, W’estbounie 

Grove : Berners St, 112 <fe 1x4, Oxford St ; 
Blackheath, Lee Road ; Bloomsbury, 2x4, 
High Holborn ; Borough, 34, Borough High 
St ; 161, Bow Road ; 369 <fc 371, Brixton 
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Hoad ; Brixton Hill, 504, Brixton Road ; i, 
Broi«])toii Square ; Caiiibenvell Green ; 
Canning Town ; .51 A 53, Barking Road ; 
Chelsea, 181, King's Road ; Chiswick, 314, 
High Road; Clapham, 149, High St.; 
(Hapliam .Tiiiictioii, 217, Lavender Hill ; 
Covent Garden, iler.rietta St. ; Crickle- 
wood, 2, Broadway, 59 & 61, Broadway; 
Crouch End, 45, Topsfield Parade; Croy- 
don, High St. ; Beptford, Broadway ; 
Ealing, The Hall, 45, Uxbridge Road ; 
Earl’a Comd, 199 & aoi, Earl’s Court Road ; 
East Greenwich, 185, Trafalgar Road ; 
Eastern, X30, High St., Wliitechapel ; Eus- I 
ton Road, z, Hampstead Rd. ; Finchley i 
Itoad, Heath Drive ; ss, Fore St., Forest j 
( late ; 298 it 300, Romford Road ; Good- | 
mayes, Ilford, 548, Romford Road; Gray’s j 
inn, I, John Street, Bedford Row ; Green- i 
witdi, 2, Ciiiireh St. ; Hackney, Amhurst I 
Road ; Haininersinith, iz, King St. West ; ■ 
Hampstead, 106, Finchley Road ; 21, Han- j 
over Square ; 332 & 334, Harrow Road ; 140, j 
Herne Hill ; Highbury, 269 & 270, Upper 1 
St. ; 324 & 325, High lioiborn ; 8, Holbom | 
Circus ; Holland Park, 14, Slieplierd’s Bush ; 
Green; 490 tt 492, Holloway Road; Hornsey, ! 
The Broadway, Crouch End ; Ilford, The ' 
Broadway ; Islington, 4 tt 5, Upper St. ; : 
Kensington High’ St., 94 A 96, High St. ; i 
Kilburh, xo6A, High Roail ; King’s Cross, ! 
266 & 268, Pcntonviile Rd. ; Kingsland, 74 
A 76, High St. ; 64, Kiilglitsbridgc ; Lai\i- : 
l)eth, 91, Westminster Bi-idge Road, ids, ^ 
Westminster Bridge Rd. ; La n* Courts, 263, ^ 
Strand : Leyton, 340, High Road ; Lime- j 
house, 52, East India Dock Road ; Maryle- ! 
bone, I, StratfordPl., Oxfonl St. ; Milhvall, ‘ 
122, East Ferry Road ; 4, ^.lincing Lane ; ! 
Kewington Butts ; Norwood, WestowHlIi ; ! 
Old St., 98 A xoo, City Roaci ; Oxford St., I 
109 A III, Kew Oxford St. : Paddington, x, i 
Connaught St., Edgware Road ; Putney, 2, i 
Putney Hill ; Regent's Pk., 1, Marylebone : 
Rd. ; St. .Ta5iies's,’'36, St. James’.s St., S.W. ; i 
St. John’s Wood, 102, High St., N.W. ; 27, ! 
St. ISIary Axo, 59, St. Mary Axe ; St. Paul’s, j 
5, St. Paul’s Churebya rd ; Shepherd’s Bush, I 
X9, Ihxbridge Road ; 180, iSx A 182, Shore- i 
ditch ; 34 A 35, Sioane Sq. : South Kensing- i 
ton, 35, Sussex Place, Queen's Gate ; South- ; 
fields, 2, .Replingham Road; Soutlwark, : 
Borough High St. ; Stratford, Broadway ; I 
Streatham. High Rd. ; Streatliam Hill/x, i 
Streathaivi High Roa'l : Temple Bar, 2x7, 
Strand ; Ttvwe'r Bridge;, Toole, v St. ; I'pper 
Clapton, 98 A xco, U^r-per Clapton Road ; 
Victoria, 173, Victoria St. ; Victoria St., 
62, Victoria St. ; Wandsworth, 98 A xot>, 
High St. ; Wandsworth Common, 75, St. 
James Road ; West Ealing, 124, Uxi)ridge 
Road ; West Hampstead, West End Lane ; j 
West JMarylebone, 134, IHaryiebone Road ; 1 
West Norwood, 138, Norwood Road ; 133, . 
Westbonrne Grove ; Wimbledon, id Wim- ! 
bledon Hill Road ; Wimblcdmi Common, i 
High St. ; 00, Wood St. ; Woolwich, 71, i 
Powis St. 

137 London and Hanseatic Bank, 38, Lombard St. 
139 Londoaand Pi'ovincialBank. GeifcraJ Manager j 
J. W. Cross, 3, Bank Buildings ; Lothbury, 
E.C. ; 83, Commercial St., E. ;*i27 A 129, 
Edgwai'e Road, W. ; 108, Queen’s Gate, 
Sciuth Kensington; i, Kingsland High St., 
N.E. ; 56 A s8, Old Kent Rd., S.E..^.344 A 


346, Essex Rd., N. ; 84 to 88, Great Easteyfl 
St., E.C. ; Anerley; Ascot; Ashford(Middx.>; 
Banstead ; Barking ; Beckenham ; Belve- 
dere; Bexley Heath ; Blackheath ; Bow 
(Roman Rd.) ; Bowes Pk, ; Bush Hill Park ; 
Canning Tn. ,* Carslmlton ; Catford ; Chad- 
well Heath ; Chingford ; Claygate ; East 
Greenwich ; East Ham ; Edmonton (Upper 
and Lower) ; Egham ; Elfehara ; Enfield ; 
Erith; Ewell; Finchley, Church End; 
Finchley, North ; Finsbury Pk. ; Good- 
mayes ; Green Lanes ; Hackney ; Hamp- 
stead ; Hampton Hill •, Harringay ; Hendon ; 
Highanr.s Park ; Highbury ; Hither Green ; 
Honor (kik Park; Hornsey; Hounslovr; 
Ilford; Kentish Town; Kew; Kew Gar- 
dens ; Kingston-on-Thame.s ; Ladywell ; 
Lea Bridge Rd. ; Lee Green; Lewisham; Ley- 
tonstone ; Lordship Lane, N. ; Maida Tale ; 
;Manor Park ; Merton ; Mitcham ; Mortlake ; 
Munster Pk,; Muswell Hill ; New' Cross 
Gate ; Newington Green ; New' )South^’ate 
and Friern Barnet ; Palmer’s Green ; 
Peuge ; Piaisto w ; Plumstead ; Ponder’s End ; 
Richniond ; Romford ; St. Margaret’s (East 
Twickenham) ; Sidcup ; 8. Tottenham ; 
Southgate ; Staines ; Stamfoid Hill ; Stoke 1 
Newington ; Stratford ; Stmningdale ; Sur- | 
biton ; Surbiton Hill ; Sutton ; Sutton | 
(Nortlv) ; Sydenham ; Teddi ngton ; Thorn- 
ton Heath; Tottenham; Tufnell Park; 
'Cwiekenham ; Wallvam Cn. and Fulham ; 
Walthamstow (Hoe St., St. James St., and 
Wood St.) ; Westeombe Pk. ; West Green ; 
West Hampstead ; White Hart Lane ; Wim- 
V)ledon ; Wiuchmore Hill ; Wood Green ; 
Woolwich. 

140 London and River PlateB . jV. Princes St-, , E. C. 
^142* London & South-Western B., 170, Fenchutch . 
St,, General Manager, John Liscombe; 
Aiimtant Gejh Manager, H. H. Hambling ; 
Acton; Addiseombe; Anerleyi; Baiham; 
Barking ; Barnes; Battersea ; Batterse«i Pk, ; 
Bay sweater ; Beacousfieid ; Beniioiidsey ; 
Bishojrsgate ; Bloomsbury ; Borough ; Bow; 
256, Brixton Hill ; 275 A 465, Brixton Rd. ; 
Brompton Rd. ; 318, High Rd., Brondes- 
bury ; Bushey ; Cam he rw' ell Green ; Park 
St. , Camden Town ; Cannon St. ; Catford ; 

< ’haiing Cross ; Charlton ; Cheapside ; Chel- * 
sea ; ChKwi<-k ; Clapham ; Clapham June. ; j 
(iaptou ; Clerkenwell ; Coleman St ; ' 
Cri<^klcw-ood ; { Orofton Park, Erockley ; I 
Croydon ; Croydon, South ; Dtdwiclj ; Dul- 
wich, East ; Ealing ; Ealing,- West ; 191. 
Earl’s Court Rd. ; EarisfieUr; East Ham * 
East Mojesoy ; Edgw'are ; Edgware Road ; 
Eltham ; Finchley, Chiireh End ; Finchley, 
East ; Finchley, North ; 83, Finsbury Pave- j 
ment ; Finsbury Parli ; 78, Fleet St. ; i 
Forest Gate: Forest Hill; Fulham ; 56,1 
(Jt. Portland St; Hackney ; Hammei-smith ; ! 
Hampstead ; Hampstead, South ; Hamp- i 
stead, West; Han well ; Harlesdeu; Harrow; | 
475, Harrow' Rd. ; Hendon ; Hendon, West ; : 
Ilighgate ; 148, Holborn ; Holland P.ark ; ; 
403, Hollo w'ay Rd. ; Holloway, Upper ; ; 
Hornsey ; Ilford ; Islington ; Kenningtou ; i 
Keiisal Rise ; 230, Kentish Town Rd. ; Kew | 
Bridge ; Kilburn ; King’s Cross ; Kingston I 
Hill ; Kingston-on-Thames; Lavender Hill ; ; 
Lee Green ;'Lewisham High Road ; Leyton ; | 
178, High Road, Leytonstone ; Manor Park ; f 
Merton ; Mile End (236, Mliitechapel ■ 
Rd.); .Minories; Mortlake; New' Baniet? 
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Cross Gate ; Kew 3Halden ; Korbury ; 
NorwiKxb Boiitb, Ux)per, and West ^ Not* 
ting' Hili ; Oxford St ; High 8t> Pecldtam; 
Poplar (187, East India Pock Kd.) ; Putney ; 
Rnynes Park ; 27, Eegent St., Richmond ; 
Koehainpton; Ht John’s Wood ; Shepherd’s 
Bush ; Shoreditch; Southall ; Southwark ; 
Stanniore : Stepney ; Stoekwell (256, Clap- 
ham ltd.) ; Sti-and ; Streatham *, Streatham 
Common ;^Strcatham West ; Stroud Orecn; 
Sudtuiry and Wembley ; Surbiton ; Sutton ; 
Sydenhain; Tootiug; Tottenham; Tulse 
Hill ; Twickenham ; t;i)ton Park ; Vaux- 
h.'ill ; \^'alham Green ; Wallington ; Wal- 
Lon-on ■ Thames ; Walthamstow (Hoe St., 
St. James St); 260, Walworth Road; 
'Wandsw. trth ; Wanstead ; Watford ; Weahl- 
stoue; W.Brompton; W, Kensington; West- 
minster (78, Vi<-tnria St.); WestSmithiield; !■ 
Whetstone; Willesden Grn,; Wimhledon; j 
>\'imbU‘d<»n Common ; Woking ; Wood- > 
fort! ; Wood Green. I 

London Bank of Mexico and South America, 
94, C.rat'echui’ch Street. 

London Bank of Australia, 71, Old Broad St. 

' London City ami Midland, Joint Gk>u. Mana- 
J. H- bladders, S. B. Jdurray, P. 
'Hyde ; Sfcrrtan/^ H, J. Morris ; IJeaO Ofnee, 
5, Threadncoille St. ; 52, IVunhiil ; 199, High 
St., Aetoii ; 172 AldersgateSt; Aldgate, 94, 
PeiK'.-hnrch St.; Balham and Tooting, 293, 
Balhiun High ltd.; Bedford Row, 44, Theo- 
bald'-s Ptd. ; Belgravia, 89 A' 91:, Bucking- 
ham Pahiee Ud, ; lienuondsey, 98, Jamaica 
Rd.; 46s A: 467, Bethnal Green Rd. ; 140 
X41, Bi.shopfsgate St. Without; Bluck- 
friiiis Kd- : P»lo(.»mshnry, xay. High Holbonr, 
i 'iindu idge Uircu.s, x38,Shaite.sbUry Avenue; 
a8, Catthrd Hill, S.E. ; Charing Cross, 449, 
SG'uud ; 30 A 32, King's Rd., Chelsea; zBs, 
High Rd., Chiswick ; Clapham Juncti<.tn, 
240, ^ivender Hill ; Clerkeiiwell, 74, Gos- ! 
Well Rd. ; $9, eVdomau .St. ; Covent Garden, ( 
20, Bow Si. ; 139, North End, Croydon, j 
and 53. Royal Parade, West Croydon ; 41 ' 
tie 43, High St,, Deptford ; 46, The Broad- ! 
way, Ealing ; 3, ’I'lie Brid'^e, JSaliug Com- , 
mi>n ; 2Q, ivivtchcap ; 305, Fiiurhley Rd. ; 
xoatV sot, Fore St, : 29, Woodgrango Rd., 
Forest Gale; 30, Dartmouth Rd., Forest 
Hill; aa, The Parade, Holder’s Green; 
,\lau‘ Hiiekuey ; 157, Haeimey Rd. ; ' 
zz, JCiiig St,, Ifaniniersmitii ; 33, Grand i 
Parade, J I. m ri iigay ; 33 dc- 34, ilolhorii ' 
VJ.ohifi ; Tslingtoii, Jletropolitan Cattle 
Aliirket ; iti, Leonard Place, Xvcnsiiigton ; ' 
x6s, Hiali Ud., Kilhiirn ; 6, SJo.ane St.,' 
K.nigiilst»rulge ; Law Courts, 189, Fleet St.; 
83 A. $7, High St., Lewisham; 324, Iligii 
R'i., i,eyton ; 646, High IhL, Leyton- i 
«lone; *26, i 'tddharhour Lane, Lough-’ 
hu ough -hinctum; 45 dr. 47, Ludgate 
Hill; T9, High St., MarylclKUie ; 70, South , 
Audiey St., Majfair ; 91, Mile End Hoad ; > 
129, NAwv Bond St ; 6$ 66, New Broad ; 

St.; 33it, New Cross Ed., S.E. ; 89, 90. & ! 
9*, ^ovgate St, ; dotting Hill, *52' dr ; 

PortolH,-l!o ltd., 9a, High St., Netting 
lull Gate ; 5>3, Gt. Easteni St., Old 
Sl; 36, Old UotKl St. ; 380, Old Kent Rd ; 
*96, Oxford St ; 43* <fc Oxford St. ; 
sijf aai, Edgware 3 M,, Paddington; 49, 
-Rye Law, FeeWmm; *55, Upper Richmond 
toh Putney; nA, Qu^n Victoria St ; 
«7. Gftprp St, Riohmand ; Rochester Bow, 


x66, Vauxliall Bridge Road ; 196, Lower 
Road, and 93, Imion Road,*JKotlierhithe; 
so, Shaftesbury Avenue; s, Shepherd’s 
Bush Green, W. ; 30 & 31, High St, 
Shoreditch ; Southticlds, i. King’s Parade, 
Wimbledon Park Rd. ; 603, Commercial 
.Road, Stepney; 150, High St, Stoke 
Newington ; 384, High St, Stratford ; 
X03, Streatham llill ; go, Tooley St. ; 139 & 
x6o, Tottenham Court Rd. ; 237, Tottenham 
Court Rd.; 567 & 369, Fulham Road, 
Walham Green ; i, Malvern Road, ^yest 
Kilburn ; 60, West Sinifchfield ; 6z, 'West- 
bourne Grove ; no, High St., Vvhitechapei ; 
93, High Road, YvTllesden Green, Willesden 
Junction ; 62, High Street, HaiTesden ; 
I A: 3, Powi.s St, MTx)lwich. 

' London Joint-Stock Bank {Gemml Manager, 
Gbarle.s Gow), $, Princes Street ; 6, Lotli- 
bury; 52, Barbican; Buckhiirst Hill; 
X23,' Chaneery Lane ; 89, Charterhouse 
St. ; Cheshuiit ; Chigwell ; Chig'well Row ; 
Covent Garden, xio, Long Lane ; Croy- 
don, 3_s, High St. ; East Dulwich, 66, 
Lordship Lane; Enfield Highway; 44; 
Fenchuri'h St. ; Finsbury Pavement ; 94, 
Gt. Tower .St,; x2o, High Ilolhoni ; King- 
.ston-on -Thames ; Kingsway ; 144, Leadeu- 
imli St ; Limehouse, 660, Comniereial Rd. 
East ; Loiighton ; Lower Edmonton ; Mary- 
lebone, is", Wigmore St; Muswell Hill; 
so, Old Broad St. ; 672, Old Kent Road ; 
Ouslow Scpiare, x, Sydney Place ; 52, 
Oxford St. ; Paddington, 2, Craven Rd. ; 
69, Pall Mall ; Palmer’s Green ; Peckharn, 
69, High Bt. ; 133, Regent St, ; Russell 
Biiuare, x, Woburn Place; 61, St Mary 
.Axe ; South Kensington, 3, Bank Buiid- 
ing.s, Gloucester Road ; Southwark, 28, 
B.U'ougli High St ; Streatham, 71, Mitciuim , 
Lane; Tootiug, Tlie Broadway; Victoria, 
24, Buckingham Palace Rd. ; Waltliani 
Abbey; Waltham Cross ; We.stmiaster, 
22, Victoria St; Winchmore Hill; 113, 
Wood .St ; Woodford ; AVoodford Station. 
London Trading Bank, 12, Coleman St, E.C. 

: McGrigor (Sir C. R.) A Co., 25, Charles St., 
St. James’s Square. 

L Manchester and County Bank, 33, King St., 
Manchester (209). 

Manchester and Liverpool District Bk^. Co., 
.Spring Gardens, Manchester ; 75, Cornhill. 

' Martin’s Bank, 68, Lombard Street, E.C., 
and X82, Eu-ston Ro.ad, N.W. 

Mercantile Bank of Scotland, 44, 'Bath St., 
Glasgow (60}. 

Mercantile B. of India, 40, Tbreadncedle St. 
Mercantile Bank of London, 10, Muorgate St. 

■ Metropolitan Bank (of England and Wales), 
60, Graeeclnireh Sti’eet. 

MiddlesexBkg. Co.,89A'9o,Leadenha]lSt ,E.C. 
i. Alorgaii (J, S.) A Co., 22, Old Broad St, E.C. 
Munster and Leinster Bank, 65 , South Mall, 
Cork (zog). 

Natal Bank, x8, St Switlun’s Lane. - 
' National Bank, 13, Old Broiid Street; z-i. 
Baker St. ; Bay.s water, 68, Gloucester Gar- 
dens ; Belgravia, 2x, Grosvenor Gardens ; 
Camden ’Town, 189, High St , ; g, Charing 
Cross; Harrow Road, 2, Elgin Avenue'’; 
Islington, 361 A' 363, Goswell Road ; King’s 
Cross, 286, Peiitonville Road ; Hotting 
Hill, 238, High St. ; 276, 0 .xford Street'; 
xSo, Strand ; Willesden, St. Alary’s Road, 
Harlesden. 
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169 National Bank of Australasia, 123, Bishops- 
gate Street Within, E.C. 

X70 National Bank Of China, 61, Old Broad St. 

170A National Bank of Egypt, 4 &5 King William St. 

171 National Bank of India, 17, Bishopsgate St. 
Within. 

tjz National B. of New Zealand, 17, Moorgate St. 

173 National Bank of Scotland, 4s, St. Andrew 
Square, Edinburgh; 37, Nicholas Lane,E.C. 

173A National Bank of Soutii Africa, Circus Place, 
London Wall, E.C. 

X74 National Discount Company, 33, Cornhill, E. C. 

17S* National Provincial Bank of England, iiz, 
Bishopsgate St. ; Brixton, 494, Bristou 
Koad ; 123, Eenchurch St. ; 50, Finsbury 
Pavement ; Gray’s Inn, Holborn Hall, 
Gray’s Inn Ed,, W.C. ; Hackney, 155, Mare 
St. ; Hampstead, xzS, Finchley Eoad ; X14, 
High Holborn ; Holloway, 43, Seven Sisters 
Road; Islington, 218, Upper St. ; Kensing- 
ton, 33 & 57, High St.; Lancaster Gate, 
Hyde Park ; Lincoln’s Inn, Carej^St. ; May- 
fair, South Audley St. ; 291B, Oxford St. ; 
208 c% 209, Piccadilly; Putney, 153, High 
St. ; St. Martin’s-le-Graiid, 185, Aldersgate 
St. ; St. Marylehone, 33, Baker St. ; xss, 
Sloane St. ; South Kensington, 88, Cromwell 
Road ; 96 <fc 9^ Strand. 

X75B North-Eastern Banking Co., 22, Grey Street, 
Neivcastle-upon-Tgne (100), 

176 North of Scotland and Town and County 
Bank, Aberdeen (30, 209). 

t76A Northamptonshire union Bank, Northamp- 
ton (223). 

178 Northern Banking Co., Bdfaat {xoo, 30). 
i 1 78 A Nottingham and Nottinghamshire Bank, 
Nottingham (133). 

178B Oxon <fe Berks Bank, Oxford, (175). 

X78C Palatine Bank. Mancheder 

Parr's Bank, Bartholomew La. ; 52, Thread- 
needle St.; 77, Lombard St.; 87, Fleet St.; 
1, Cavendish Sq. ; 88, Kensington High vSt.; 
239, Regent St. ; 9 & 10, St. Martin’s Place, 
W.C.; X64 tfe 166, High St., Camden Town ; 
14, Sloane Sq., Clielsea; 300. King’s Rd., 
<.mclsea ; 74, High Rd., Kilburn ; Kingston- 
on-Thames, Kingston Hill, Cobhain, and 
Teddington; 341, Queen’s Rd., Battersea 
Park; 209 & 211, Earl’s Court Rd.; 820, 
Holloway Rd. ; 324, High Rd., Streatham ; 
333, High Rd., Brondesbury ; 74, High St., 
Netting Hill ; 53, High St., Clapham ; 413, 
High St., Stratford, E. ; George Lane, 
WoodfoiTl ; I, Finsbury Square ; X26, High 
Holborn ; 2, Grand Parade, Highgate, N. ; 
23, High Road, Chiswick ; xi. The Pave- 
inent, Seven Kings, Ilford; 8, Station Parade, 
Willesdeu Green ; xx, Belsize Parade, 
Haverstock Hill; 330, High Rd., Tottenham; i 
14 Golder’s Gu. Parade, Golder’s Gn., N.W. i 
1 179 Peacock, Willson & Co., Sleaford 
i 183 Provincial Bank of Ireland, 8, Throgmorton 

1 „ ' Avenue, E.C. 

; 184 Queensland National Bank, 8, Princes St. ,E. 0 . 
i 183 (iuin, Cope, & Co., 29, Royal Exchange, E.C. 

: x86 Reeves, Whitburn , & Co. , 27, Clement’s Lane. 

1 XS7 Reid (Nevile) & Co., Windsor 
i 187A Richards & Co., Llangollen (175). 

1 i88i Richardson & Co., 23, SuRoIk Street, S.W. 

1 X89* Robarts, Lubbock & Co., 15, Lombard St. 

1 X90 Ross (Geo.) & Co. , 35, Bishopsgate St. Within. 

1 X9X Rothschild (N. M.) & Sons, New Court, St. 
SwithiiVsJLane. 

X96 Royal Bank of Lceland, Foster Place, Jhdblin 

1 (^ 35 ). 

192 Royal Bank of Queensland, 31, Budge Row. 
*93 Royal Bank of Scotland, 36, St. Andrew Sq. , 

Edinburgh; 123, Bishopsgate Street 
Within, E.C. 

194 Riiffer (A.) & Sons, 39, Lombard Street. 

193 Russian Bank, 6x & 62, Graeechurch St. 

199 Russo-Chinese Bank, 41, Threadneedle St. 

197 Sale & Co. , 40, Threadneedle Street, E.C. 

196 Samuel Montagu & Co., 60, Old Broad St. 

Seyd & Co., 38, Lombard Street. 

198 Sheffield Banking Company, Sheffield (209). 
i^A Sheffield and HallamsMre Bank, Sheffield 

(xoo). 

1980 Stiiisoii, Coode & Co., St. Amtell (189). 

200 Silver (S. W. & Co.) and Benjamin Edgington, 

Sun Court, 67, Cornhill, E.C. 

20X Simonds (J. & C.) <& Co., Heading (zzf), 

202 Society General e, 53, Old Broad Street, E.C. 
202A Stamford, Spalding, and Boston Banking Co., 

Stamford (30). 

203 Standard Bk. of S. Africa, 10, Gleinent’s Lane. 

204 Stilwell & Sons, 42, Pall Mall, S.W. 

204A Stuart (John) & Co., Manchester (209). 

204B Stuckey’s Banking Co., Taunton (i8g). 

204C Tubb & Co., (135). 

205 Swiss Bankverein, 43, Lothbury, E.C. 

206 Ulster Bank, R£!?/«.s’A (135). 

208 Union Bank of Australia, 7X, Comliill. 

209* Union of London & Smiths Bank {Manager, | 
J. E. W. Houlding ; Seeretary, H. R. Hoaie ; 
Assi8t.Sec7'etary,li./[.0ovniBli),z, Princes St. , 1 
E.C.; I, Lombard St.; 50, Cornhill ; 14, Argyll j 
Place, Regent St. ; 66, Charing Cross ; 95, j 
Chancery Lane; Holborn Circus; 67, Bishop’s j 
Rd., Bayswater; 116, Fencbureli St. ; 97, i 
’J.'ottenham Court Rd. ; 74, Sloane St. ; High ! 
St., Croydon ; 13, Southwark St.; 12, Mount ' 
St., Mayfair ; 18, Cromwell Place, S.W. ; 76, | 
High St., South Norwood; 33, High St., | 
Bromley (Kent) ; 8, High St., dotting Hill : 
Gate, W. ; xix, South End, Croydon; x, 
College Crescent, South Hampstead ; 116, 
Fore St. ; Salisbury Hou.se, London Wall ; 
IX, The Exchange, Muswell Hill ; 4, Market 
Parade, East Finchley ; 23, St. Mary Axe ; 
24, Bedford Row ; X03, High Holborn ; <35, 
Oxford St.; 22, London St., Paddington ; 
33, High St., Hamp.stea<l ; Purley ; 10, 

Charterhouse Buildings, Goswell Ed. ; 13G, 
High St., Kensington; 34 &, 33, Bishop.s- 
gate Street Without ; and iry, Victoria St. , 
Westminster. 

2XX Union Bank of Manchester, York Street, 
Manchester (xoo). 

210 Union Bank of Scotland, xgi, Ingram Street, 
Glasgow ; 64, George Street, 'Edinburgh ; 
62, Cornhill, E.C. 

2X2 Union Deposit Bk., 17, KingWilliam St. ,W.C. 

213 UnionDiscount Co, of London, 39, Cornhill, E.C. 
2X3A United Counties Bank, Emninghamfyt, xoo, 

148, 223). 

214 United States Exchange, 32, Charing Cross, 
220 Western Australian Bk, , n, Leadenhall St. , 

1 22xA White <fc Shaxson, 33, Nicholas Lane. 

222 Whiteley, William, 39,Westbourne Gi‘ove,W. 
223* Williams Deacon’s Bank, Mosley Street, 
Manchester ; 20, Birchin Lane, E.C. ; Cole- 
herne Court, Old Brompton Rd. ; 2, Coek- 
spur St., S.W. ; Marylebone Rd. ; 22, St 
Mary Axe ; and zi & 23, Victoria St,, S.W. 
224 Wilts & Dorset Banking Go., Salisbury (135). 
22$ Yokohama Specie Bank, 120, Bishopsgate fct. 
Within. 

227 Yorkshire Penny Bank, Infirmary Street, 
Leeds (zt). 
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Kf)e ? 3 anSers' (ttlfai'tn 8 =f^ousp. 


thn, Ci.EABtxo-noosE, ui Post Offico Court, Lombard Street, is the medium 

throush ^luca Bankers obtom the amount of Cheques and Bills in their hands for collection 
troni o.her Bankers, riic amount passing through this channel is enormons. The total 
a 7 eonmtrL™f.qJk' 3 «t, 1908, Was ^i2;r=o,36a,ooo, a decrease of /610, 031,000 

/r (1-5. ,n<! in" ^ 1 IQO?- On btock jixcUange days the payments -n-erc 

^ o£ /f49,775,ooo. The paymrats on Consols 

arcount dajs tor the same period amoimtert to /64q,o46,ooo, an increa.se of /15 ira 000 as 
compared with 1907, and on the, 4ths of the mlths the pavnuuite for lil’ ?o 

r «t ^85.846,000 as compared with 1907. The'establislimcnt is 

- - Ii2nker,s— Waimoii, The Et. Him. Lord Avcbiirv, f.k.s.- 

.Uaaageu^, 1 . 15 . llattaews ^ Chief Inspector ) ; A. E. Salt (Depidg Inspeator). 
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Joint-Stock Banks — continued. 


Namk of Eaxk. 


Halifax Coimnl. Bk^. Co.^ . .Tj. 


Hongkong and Sliangiiai . 
Imperial Bank of Persia . 
Imperial Ottoman Bank . 
Ionian Bank 


Lloyds Bank . 


Mercantile Bnk. of Scotland. ,L 
Met. Bk. (IJf Eng. & Wales), L, 
Munster and Leinster Bank, L. 

Hatal Bank L. 

National Bjank L, 

National Bk. of Amstmlasia, L. 
Natlonai Bank of China . . . . L. 
Natipnai Bank of :Sgypt . . . -L. 
NationalBank of India . . . .L. 
National Bk.of New Zealand, L. 
National Bank of Scotland . .L. 
National B. of S. Africa . . . .L. 
National Prov.B. of England, L. 
Northamptonshire Union . .!>. 
North-Eastern Banking Co., L, 
North of Scotland & Town & ) 

County Bank L. i 

Northern Banking Co L. 

Nottingham & Notts Bkg.Co.,L. 

Palatine Bank L. 

’''Parr’s Bank .L. 


Provincial Bank of Ireland - .L. 
Queensland National Bank, L.: 

Royal Bank of Ireland L.l 

Royal Bank of Queenslai 
Royal Bfink of Scotland 
Sheffield Banking Co. , . 
Sheffield and Hallamshii 

SociSt^ Gdnirale 

Stamford, Spal.& Bost.B. Co.,Ij. ! 
Standard Bank of S. Africa, L.! 

"^Stuckey’s Banking Co L.i 

Ulster Bank L. 

Union Bank of Au.stralia . .L. : 
Union of London & Smiths L.j 
Union Bank of Manchester . .L. i 
Union, Bank of Scotland , . . .L.j 
United Counties Bank ....L.i 
Western Australian Bank ..L.' 
W.illiams Deacon’s Bank. . . .L.j 
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Sub- 
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Of;^ 
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scribed. 
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£ 

£ 

£ 

£ 
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250,000 

50,00c 

S9,ooc 

56 

xo 

2534—24 

.! 183s 

80,000 

28,00c 


100 . 

35 

120 

x8io 

400,000 

200,00c 

, 100,00c 

20 

10 

*6—15.1^ 

. 1836 

1,200,000 

300, ooe 

85,00c 

40 

xo 

13%~*2 

26^-253^ 

. 1829 

750,000 

300,000 

305,000 

35 

zo 

. i8ss 

2,000,000 

500,000 

157,50c 

20 

S 


. 1865 

$15000000 

$15000000 

$30250000 

$12$ 

$X2S 

- { 
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650,000 

650,000 

185,000 

6 xo/- 

6 lo/- 
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10,000,000 

5,000,000 
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20 

xo 
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50,000 




. 186s 

150,000 

30,000 

37,000 

10 

2 

. 1872 

1,725,320 

862,660 
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625,000 

20 

zo 

. 1833 

464,650 

250,000 

200, 50 

70,17/^ 

256-250; 65-63 

. 1865 

26,072,560 

4,171.600 

3,000,000 

SO 

8 

. 1864 

800,000 

480,000 

320,000 

10 

6 

« IT 

. 1862 

2,000,000 

1,000,000 

1,000,000 

20 

xo 


. 1S62 

2,000,000 

1,276,747 

1,200,000 

548,037 

1,300,000 

25 

*5 

6oK-SSjf 

23^ 

. 1893 

56,567 

22 10/- 

7 *0/- 

r 1836 

14,000,000 

3,500,000 

4,250,000 

20 

5 

• 1873 

1,000,000 

500,000 

200,000 

20 

10 

xsJ^— 'laj-' . 

• 1836 

18,235,680 

3,799,100 

3,4*9, *9« 

60 

13 

so34'— 48^^ 

. 1836 

XO, 800,000 

2,970,000 

1,165,000 

100 

*s 


. 1864 

1,600,000 

800,000 

1,455,000 

10 

5 


. 1862 

2,500,000 

1,000,000 

928,234 

1,000,000 

56 

20 

74/2— 72 

. 1862 

5,460,200 

1,040,000 

100 

17 

59—56 

.1 1829 

9,480,000 

1,896,600 

*,7*5,000 

60 

Z2 

4854—46 

.{ 1891 

1,000,000 

500,000 

170,000 

20 

xo 

. i 63'2— IS 

1892 

1,125,000 

562,500 

250,000 


*2j^ 

xliyK— B i6^ 

1891 

150,000 

75,000 

nil. 

5, 2 10/- 
1 s/- 

} .. 

1889 

28,140 

*4,070 

6 , 7 So 

X 

10/- 


z866 

5,500,000 
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450,000 

50 

s 

*SM— *4?^ 

1885 
. 1854 

500,000 

1,741,160 

200,000 
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300,000 
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5 

10 

2 

S&2 xo/- 

70/1 sxVn. 

**J'4— io3f; 3 

t P. S^— 4 . J 

, *833 

7,500,000 

1,500,000 

$20,000 


10 
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3,407,904 

1,498,220 

200,000 

8 ii xo 

5 & 10 

*891 

283,171 
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$48,1x8 

7 

6 

• t ' ' 

1898 

3,000,000 

3,000,000 

1,565,198 

10 

xo 


1863 

1,600,000 

800,000 

750,000 
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42^—38^ 
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1,125,000 

375,000 

375,000 
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'Stock 

6K-S 

182s 

5,000,000 

1,000,000 

900,000 

Stock 

1891 

1,100,000 

1,100,000 

50,000 

10 

xo 

12— X03^ 

1833 

^Sj90o,ooq 

3,000,000 

2,350,000 

75 & 60 

loJ-Ijia 

1836 

*,080,000 

1,285,560 

396,000 

375,000 

30 

II 

2832 — 2734 i 

1872 

358,885 
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20 

6&3 10/'- 

4 -‘ 4 f 

1836 

3,260,000 

652,000 
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20 

4 

xi%— 11V18 
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2,500,000 
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SO 
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1,420,000 

355,000 

176,000 

20 
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1899 

500,000 
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20 
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20 
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800,000 

4*3, 3s* 

79,000 
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XO 
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*,005,473 

stock 

265—250, , 

1832 

*>154,500 

404,07s 
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20 
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195,000 

30 
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1862 
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1,900,000 

100 

as 

1806 

2,040,000 

408,000 

300,000 

60 

13 
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1836 

3,000,000 

500,000 

700,000 

*5 

aK 

13— 

1837 

4,500,000 

1,500,000 

1,270,000 

75 
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1839 i 
1836 
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1,250,000 
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550,000 
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360,000 

xoo 
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26Vvi-24^ 3 
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5,000,000 
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so 

xo 
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1836 
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925,000 

20 

4 

12*/x«-xolAe 

Z84X 

250,0063 

*7S,®>0 
1,250, 06b 

460,000 

10 

10 

323<-3 o 

1836 

7,812,56b 

775,600 

50 

8 

*6^f-233^ 

1835 

3,500,000 

706,000 

000,606 

SO 

zo 

4SK“4S 
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Dividend 
for last 
complete 
year. 


Per centi 

iVi 

8 

I ^ 

■yoApr.Hh. 

& 20 /-B. 
j 8 /- per .sh. 
9 

is,,' 

17 

*813 

10 

*5 

i ..30 ' 

iO.4P.Sj4 


18 

16 

8 

6 


B 

»S 

8 


4 

. *7 


12/1/8 


i i9&‘B.i% 


9 & 


IS ■ 

tzU 

6 M 


aoVa 

20 , 

10 & B.a%<a 


13 

.15 


* An arrangement has been entered into for the amalgamation of Stuckey’s Banking Co. with Parr’s Bank, Ltd. 
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Cottntrg Banfes tn ©nglattJJ anil ®malts. 


The Numhen repment the Naims of Banks in the Alphabetical List on pages 
{ILO.) sigmjies the Head Office; an asterisk denotes Fair and Market 


Ahhcv Town~i3l& ( IF.), 148 (TF.), 
49. 

. 1 hera>jr()iL—t3Q, 175. 


136 ulf. iF. & F.), 

Abcrcarn~ti9 ull), 136 (ilf., & i?.J, 


, xzgtmhiF.l 
! Ayrn'a>»;~~x6z. 
i J?»L’i*(;,v»)ou— 132 ) 1 F.), 139(3/.). 
i Ahcnlnir—xzs, 139, 162. 
i Ahet-fhvey -239 i Tu,k F. t, 175 ( IF. & S,). 
, Ahergftrciin>{—4g, 132, 175, 2i3.v. 

• Ah'n'gAe—z'A 
i ji-t dCTvnfv//i i'f.-™i 53 ( 7 'h.i. 

■ Ahei\^;n:han~iz^ (?’«•>, *39 {W,)> 

I AbertiUertf—ng, 13a, 1315. 

I Ahertrfdi'-r—xsg AF}. 
A^iOi'lfHhryf.h-~z20, 139, 173. 

. I 30, 99A, 135. 

129, IS5A, XS3, 211, 227, 
AF'iivrth~~3Q {F.k 
A rlnvfMih mqij)' Tffp~z^iF.\. 

.‘t de~-3fi i Th . ), 49 ; th.), 

Acoi^ks Gro.Cit-^-xs^, 162. 

.1 Idiiigham—ziQ \ Tu. & F,), io8b. 

' *l'W?(.’s/(;n 3 ~ 3 o» 135. 

2:^3. 

A-L'i^kdr-Sfretit—x^S iFK 
Ai'it^dal’i—zssiTit. & F,i, 
Ai»simrth~sz3 (M„ W. & F.). 

. 2i«, 136. *75. 

. 1 !briiMon—x32 ( IF. ,1. 

A!KHtcr~4% i6a. 

Atdbnnmgk—^ia ( Th, 1. 

. 1 HeUwijh I StqMk t—so, *39, 

Al'Urky Edge—xS3, sit. 

AHcrnry-^t). 

Al'kt'nhoi~40, *35, 136. 

Alfiml iLf,(/rA~~4g, xsi\, aoxK, 
AGiy.iftii~~'j2, 136. 

Aifndn.i- m 1.1/. & Ft. 

AHfpt'Uth' '1 14S. 

A^b nbuudx—x^x iS.), 148 { IF.). 
AJhiihif-xn^ ( I'n. & Th.U 
A'ovmtliihtt rif--»0Q {Th. & iS.}, 
’:'AlMmuth*-~x7$H," 

Atnwlck—yn, 133, *75n. 


Ask6rnrr<x36 (Tu.), 

Aapatria~- 99 A, x4S. 

AatUy.zxx. 

AistteyBridge—xsnA, 223, 

*36, *6a, ax3a, 
Astvmd Bank— 4^, x^. 
At7ientoii6—x32, x$6. 
AikeHon—xszx, 177, 233, 
A7terclige—x2,6, 1^, sj^a, 223, 227. 
Aiflehorouffh—3fi, 
Audenshaw—x^. 

■ " iTh.), 


,Benh:Hto7i— 142. 

I Ben Rhydding-x^ (Tu., Th. & S.l 
Bentham-zxH ( TF. & F.), 136 { W. & F.). 

XS 3 . ' 

Benwell—xsz, 1753. 

Bemvick—30 (Th.). 

Berkeley— X7$. 

Berhhampstectd, Great— x^S, aoo. 
he^yick-on.-Twecd—3f>, 40. 68, 173, 1753 


.iudhm— 133 (tL), zxx. 


lA icdley—xji (F.i . ' 
\Aughton Tuw 


luxmGreen—tS3 {Tu. & F.). 
\Aoonmouth—4g, ija, ao4B, aog, 224. 

I Axlmdge— 20415, 224. 

U-l^'winsfcr— 13s, 224. 

\Ayleftbur7j—x3ft, 135, 209. 
lAiftsham—:^. 

\Ba%ac07nhe— 224. 
j Bacun—xzg, 152,1. 

\Badniint&n— 209 (Tu., Th. & S.), 
\Bagahot—3o. 

\liaikim~ 2 X 3 A.. 

\B(ikmeU—7S, 223. 

I Ba la— X36, 175. 

I aaleomhe—30 (F.), 49. 

1 Baldock— 40. 

\Balsall Heath — 136, 

iBanxber Bridge-x^ (T., Th. & S.}. 

\Baniford—7S\Th.). 

I BnifigtoH [J)evon.)—x7S (F.*), S04B IF.}. 
\ Buinpt(m iOxou)—99x (F.*), 162, 

1 Buulmry—99, 13a, *35, 162. 

I Ha ngi>r—x32, 136, 162, 175. 
Bnn8teMi—x3g (Tu. & F.t. 


Beihe8da—x32, 162, 275. ’ 
'-*36 (F.*). 


\Bintwcll~97 {Tu .’Th. k‘ S.'h 2043 (Tu. 


. Baedjidd—30 (F.), 

' Bardoti Mill— X4S {F.}, 

Bargoed—132, 139, 175. 

BarmonHt—x3iS, 162. 

Bnrmrd CaHtk-30, 148, 175, i75r5 

! Barms— x^S, *42, 

‘ !iarn(>t~ 3 o, X 3 S. 


AGeshrd-4p2^''/^''[ { BanZtm-s^MA. 

, ?*^'**~*S 3 '•/ «. & F.S *77 { 7 h. As ,!>.). j Burnham Market— X3< (M.) 

. 136. Barauidmmk-zxit, 136, 227. 

/ don f fhmtiii-49, ao 9 Barmley-x36, 148. sm. 2I3a, 227 

Agrimham-t29, *33, 152,1, 153, xay, zxx, | Bnrmtayle-gj, 132. 175, 224. 

I Biirrow-i)i-Funms—2xu, 136, 148, 153 
I Bmrow‘OH-llmnl)cr—X4S (F.). 


. tr.. F, ks.-‘ 


223, 

f; (&). 

Ahvr»t,>}kr~49. 

Aiiibl':,—X7$n. 

1 A ni'iTcc tte—2X3\. 

, Amblrdle'^xm, *36, 153 

Atmr;',hiiiti-^4g, 209 1 7 ‘u., ,,, «, 

Am'' r.dMin ttn thi’-Hf,il...gQ(^ ^ 

' .imediHr if ■~~:s24, 

J 132, t&t :SA, 175. 

A mtfiu.tfnr.i -aq, 13a, 162, 
AmBtAl-'io. 

Ade fUfA—M. 

.\diuye --49 

A.-ui/jA i B’tui- 132, *75h. 

* 29 , 136. 133, 

Add^.u- i !, 

Id ihf ■‘171} \ t,\t, i;7 {>‘,1. 

1 dp!i b s 50 *48. 

A eAud.d^ -i.r, *S»A, an. 

At'iKi’-i — iTp 


F). *s*A(Jf., 


I Barrou'ford—zxu (M. 

1 JF. & F. t. 

' 7 iarr!/—x 39 . 

i "f.'/ BoeJiS-xsi, 136. 139. 16a, i«e 

; Bartoit-on-ffnrmter— 148, smx 


B'ldiigdokc—,^^^, 135, aoi. 




A -49. * JS 

■ W' 

73, 13a, at 3 A, 

•* * 49 1.8a 

' -I fpjfdm.t-amiM.b 

AAdhy 136, 1J7. 

, A ihiurd i MuMlexexi—y), 130, 

* 75 rt, 

, Atkotve-^70 iF K 

A I -49jif , r. H F . !, I 3 S I W. & .S'.), 
i WflrfrW-t77, «*. 

^ xgzJt, *S 3 , *77, 

I (if. & F.l, XS 3 


j Bwdim—!U3 i „ 

iit.th~49, 132, 136, i5jj^ 

! ■224. 

I B'dley—taiq, X35 soo, 227. 
Batfh>-30. 135. 

( 77 , J, J35 4^ 

j 7 Bimt‘mi—x 32 , 213*. 

I 139. 

Beu nnutrifi—x32, 175, 

; f{eeeieH-~3o. 49. 


j * 35 , *35, 139. 


I Hedule—3f>. 
i Ikdford-29xi, 135, 136, * 76 a. 
JicdJtngton-nQ, *7511, 

j fi«S/»K0£r-~j3a 

'/Wtroj‘a~t 36 , 3 i 3 A. 

Fw-jga ^ ^ ^ 

j Becjitoji—x^, 178.1, aisT 
Fw/iio/*-ao9 ( Tu. & F.). 
}&A?orcf-*.*7SB, ^ ■■ 

I Beli 7 ra>'e— 2 o 2 A. 
Bel 7 ing 7 iam—z 32 , 17KB, 

j Be 7 per- 73 , x^, 177. 
lBelm^x3» iF 45 g.). 

I Belimere—^49, ■ 
Bembridge-4^ iTh.). 


whitakbe’s ALMANACE, 1910 . 


Beverley—^, 31c, 136, 148, 227 
. Beudley— 136. 
j Bexhill— 30, 132, 135, *39. 

I Bexley (B Bexley Heath-xm, 

I Bicester — 204c. 

I Bi(ldulp7i—x33 (F.). 

Bideford— 97, 132, *75, 224. 

I Bulford—x32 (if.. IF. & S.) 
Bigglesicade— 30, 40, 135. 
'Bildeston-solF.). 

Billericay—30. 

Bmngborongh-x79iF.], 202.1 iF.*). 
Billinghgy-xsx!. { Th.), 179 ( Th.). 

! BtlUngshnrst—x^ {Tu. & Th.). 
Bilsion—xtz, 313.4,. 

Bingley—zxn, 37 . zxzk. 

, BireJmigto)hoH-Sea—x32 {Tu. k F). 

B ivkdale — 21B, 136, 153, 177, 223. 
Birkenlu’ud—zx'a, 34, 132, 136, 133^ 1^7^ 

Ajmj/w/tfm.~ 3 i, 49 , 53 , 73 ,g 3 ,i 3 a (/i. (j, 

! .,? 3 < 5 . ife, 17s. 177. 2 * 3 A (/J.O,!. 
A>irsMl-i29(M., IV. &F.), 136 (if. IF, 

Birlley—xsz, 1753. 

Bishop Auckland — 39, *48, 175, *7Sb, 

Bishops OastU-xstS, zxsa. 

Bishops Lydeard-xsa (IF.). 

; Bishop Stortford— 30, 40. 135 
Bishops Waltham— 40, 106. 
Bi8hopston—49, 20411. 

Bm)hum-x36 {Th.), 153 (Th.). 
hkickburn—x2% 132, 136, ima, ib* *11 
323. 227. . o- » O.J. . 

I Blac/aiown Camp— 135. 

1 hl(ickhaafh—zi 3 x 
I inaekhill-x:^, 148, 1758. 

Blackley— 2X1. 

Blackpool— izg, 136, X5SA, 153, 223, 
Blac7crod—223(Tu.). 

Bmcktvood— 132,139 (Tu. & F.) 
Blaemu-F'esHniog—xsS, 162. 
Blaemvon—tSz, 

^ *39 iMA, 

maina-49 iM.lTu., & F). 
Iilake))ey-3o (Tu.), 49 (Tu. & F). 

I B land ford— X7S, 224. 
\Bluydmi--on-'rym—x 32 ,x 7 Qn. 
BlelchtngUy— 30 ( Tu. & F, ). 

Bloxvrich~i32, 162, 

Blutidellsands — 2111, xw 
IByth— 30, 132, 148, 

Bodmin — 30, 49, 132. 

Bm>f>r- 30 , X 3 S. 

Bulhngto'ii—x<3. 

Bohiwer— 78 B.t F.h ^3& '(Tu. &, Fl 

Bi^Bon—xzg, 136, 152,4, J53_ ^75, 177, an, 

I Beur/ie—xgl IF \ 

: Foo.'?/>wa,--x.i 3 1.!/.). 174 I jf-’i. 

; Boothstou’/i—zxi tM., If'’. & F.l. 
Bp(}tU{(Jumh.).~2xii, xS3\Tn.,Th.tS.). 
Bmtle (Lancs).— 2XB, 129, 136, 148 [Tu, 

, & .S,), * 33 , t 77 /" ,, 

j Bpotle-cum-Idnacr 0—136. 

\Jiordim Camp—x3$ (S.). 

■ tfiro' Green. (Kent )~209 (F.) 
horoHghhridge—x48, 175. ' 

Bos(‘astk—3o [TuX 
, Boscmnhc— 49, 132, 175, 224. 

BoStpn-49, 13IA, 175, 202A. ■ - 

Imstim Spa (il:.«.)— 136, -148. ' 
Tiotesdalcr-^ (Tu. kS) 

\Botley—49. :■. . ■ :-■■■ ■■:■■■ ' ■ 

Fo?*rjie-;;i3iA (if. & Th. ), 179, 202A 

! FoKmeFnd:-4o (Tu.&S. 132 r«.&F ) 
Boum^uth-49, *32, xsi 136 lii 

* 7 S. 209, 224. ’ “ ’ 


Country Bmika in E^iglani and Wales. 


BournviUe—iz^‘ , , ! 

Bourtm - on , • tlhc • TTaier— 49, 13a { M ,, 
W.kF.). 

Bovey TracBy—m i.F.), {Tu. k F.), 
224 IF.). 

S(m—t3»lW.). 

Botonm—xw, X36, *53. 

Bozstogi (Tu. & S.), stat4 (Tu. & F.U ' 
Brackley—m, *3a. 

Bracknell~-~i^, 201. 

Srad/or<2— 2iB,3iB,37 (fl.0.),37A(H'.0.), 
Sa, 73. X08, *o8a, 3 . 08 b, I 3 Zi * 3 ^. *» 9 . 

S a27. ■ j 

TTd'On-A vo 11—^9. asu^ I 

Bradnineh—^p’. {fh.), 

Bradwell--’!^ ( H^.). 
jSmitetf— i6s, 

Brainimi—so. S3S 
Bramhall—xzg. 

JSframfc//— 49(J?.)*. S381 *4* 

Brampton— 148. 

Brandon— 30 [Tn. k Th.y 
Branksonie—ssim. 

Brmted—xsziF.}. 

Braunsion Gate—soaju 
jBmwnfon— 13a ( W . ). 

Bream— Jig. 

Brecon— X32, 17$, ai3A* 

JEfred&urw— 152A. (if., W. k F.). *53 

(if., T^. &>.) 

Breni—xx^ IF,*). 

Brentford— 30, * 35 - 

Brentwood— 30, 135. 1 

Brewood—x3x {Tu.). 

Bridgend— X3X, 139, *6a, *75. , 

Bridgnorth— *32, x6a, 2134. 
Bridgwater— 97, *32, 2043, 224. j 

Bridlington— 30, 3*c, *48, 309 {S.). \ 

Bridlington Quav—y>. 3sc, *48, 227. j 
Bridport—xsx, 224. 1 

Brierfleld—axB, *534, ax*. j 

Brierley Eill—xzfi, x6*, 2134, 
Brigg—xsxM., aog. 1 

BrigUvau—xo^, *082., zo8b, *36, ao9, 
227. 

Brigktlingaea— 30. 

Brighton— 30, 49. 5a, 73, 95. *3*, *35. *36, 
„*39. * 4 ^ *75. , 

Brimingion—jB (Tu.). 1 

BrinaealHrnmhnell-xSi (W. k F.), 
223. 1 

Brialingtonr-aa^. 

Bristol-ax, 49, 5*, 73, 95. *3a. *36, *39, 
x^, x6a, *75, W4B, *09, 2X3A, 224. 
Bnaton—sp (TT.). 

Briton ffflrn/— 49,139, *62. 
Brixharn—xsx, *75. 

Broadboitom—x53 (W., F. k 3.). 
Broadheath—xsig, *33, 

Broadaiaira—^ig, *33. 
Broadatone—xaniTk.). 

Broadway ( Wo>reJ)—xg, *33. 
Broekenhurat—4g (M., Th. k S.), 224. 
Bromley {Fent)—x3S, *36, *54, 209. 
Bro7nsgrove—x3a, x<Sa. 

Brotnyard—4g, 173, 

Brooklanda—axx. 

Bro3eley—x3X. 

Brotton-i^ (Th.), x7&n(Tu. k'‘F.). 
Brough— axB (F.*), 236 (F.). 

Broughton Bridge— x$3, sax. 
Broughton-in-Purnea$—mxn, 148, 353 
(if.. IT. & F.). 

BrownhiUa—x6a (F.). 1 

Bruah/ord—x7S (and Th. m. Aug., xst 

TW. 

Bruton— aonB. 

Bryr)}ho—x3a (W.). 

Brynanonan—Ag (Tu. "k F.), *32 

iTu.&F.). 

Bi'ynmawr—ng, i6a. 

Brymieacyn—x6a (W). 
Buckfaatleigh—Ji9(Tu.kF.),t3*(Tu.kF.). 
Buckingham— x3a, xag. 

Buckley— 13a. 

Bade— 3a, 834, 97, *32. 

Budleigh SaUerUm—xza, 209, mu. 
BuiUh—x^, 173. 

BWord Oamp-snu (Tu. k 3.1 
xt/Sa^ awi^ 


Brniingford—z/i (F.). 

, Burea— 3a (F.). 

Burford—xsa. 

, Burgeaa Hill— 30, 49. 

Burgh— Jig (Th.**), x 3 *a*, aoxA (Th.*). 
Burley— X7$ iTii. k F,), 224 (Tu.k F.). 
Burley * in * Wiiarfdale—axB (M. k Th.), 

2X3A. 

BurmantoJta—xzH. 

Burnham {Somerset)— aoJin, 234. 

, Burnham (Btteks)—X3a (if., & S.), 

. *35 (m;, W. & F.). 

Bumham- 07 U‘C 7 'ouck— 3 o (Tu.,Th.kS.). 
Burnham Market— 30 (M, k F.). 
Burnley— axu, 129, 136, is3a, 2*1, 227. 
BimwjyflAld—xJiQ (W.). 

Burryport—xsz (M., W. k F.), *62 
(if., W. k F.). 

Burscough Bridge— X36 (if., IF k S.), 
223 ( 3 L. W. k S.). 

Burslem—xsa, *53, a*3A. 

Burton— axH (Tu., Th. k F), *53 
(Tu. k F.). 

Burton Xaimer— X76A (S.), ao2A (S.). 
Jhn'ton-on-Trent—x 3 a, i3<S, *75, ^ 77 . 
Bui'wash— 30. 

Burwell— 30 (Th.). 

Bury (Lane.)— tag, *53, 178c, axx, 223. 
Bui’pSt. Edmunds— 3a, 49, 375. 

} Bushey—x3&, *36, *4a. 

Bxtshey Heath— x/yt. 

Bush Hill Parh—xsg. 

Bute Bocks— 17$. 

Buxton— 78, 129, *524, *53, 233. 
Byfield— gg (Tu.). 

Byjleet Station—gp, 40. 

ByMet Village— 3a (M. k Th.). 
Byker—30, 132, X48, *75, *7S». 
Cadiahead— lag. 

Cadoxton—xzg. 

Caerau—x3z (Tu.), *39 (Tt*.), *6* 
Caerphilly— X3a, 139. 

Oaerwys—x^*, *75*. 

Qaister-on-Sea—so (F.),m. 

, Caistor—xsxx (S.), 209 (|F 45.). 
OalUngton—30, 49. 8aA. 

Caine— Jig, 234. 

, Oalstock—Qax, gg (Th.). 

Calverley-X3» (M., W. k F.), *4! (F.), 
*53 (Tu. k F.). 

, Camberley—x3g, aox. 

C’ambo— *32 ('rt*.). 

Camborne— 30, 49, *3*. 

, Cambridge— 30, 49, *3®, *35, *75. aoS* 
Camelford—so, 49, 8aA. 

Campden—Jig, *6a. 

Canford Cliffa—sm {Tu. k F.). 
Cannock— 13a. 

Canterbury— Jig, *32, *35, 209. 

Canton— x3a, *39, *62. 

Cardiff— A9, Sa, 73. *3®. *3<5. *39. *&». *68. 

Car^ff^ocks — *33, *36, *39, 16a, 
Cardigan— X3X, 16a, *75. 
Cark-tmOartmel—xjiZ (F), *53 (F.). 
Carlisle— $0, 52, 60, X36, *48. 
Oannaiihen—x^, 136, *39, *75. 
Carnaroon—xsa, *36, *6*. *75. 

Car7i fQ7'th—ax\s, *53. 

CarshaUon—x3/g, 342. 

Garthorpe— 30 (F.). 

Cartmel—aaB (Tu.), *53 (Tu.\. 

: Castle Cary— ao^B. 

Castle Bonington— x^ (Tu., Th. & S,). 
Castle Hedingham— 30 (Tu. k F.). 

: Castleford—3i, xoS, 136, 337. 
Caatleion—30 (F.), 78 (if.), *36, *53, 375 
(F.). 

Castletown— xsx, x:^, 377. 

: Caterham Valley— xzfx 
C'a4.'brd~*3S, 1^6, *39, *42. 
Caversham—ng, aox. 

Cawood—xjya (FK 
Cefn Mavrf — *36 (Tu.*). 

Cerr igyds'uidion— X36 (*), 
Chaddarton—xzfi, xsxx. 

Ckadwell Hejm^x$g (M., W. k F.). 
Chugfj)rd~8aB. 332 (m), 224 (M., W. 
kF.*). 


Chapel AUen'ton—xzB. 

Oimpel Bnd—ax3A (Tu. k F.). * 

Chapehen-le-Frith—78, xsza. i 

Cha'peUown—xgSA iS.), 227, 

Chard— atnyB, 224. 

Charlbu7'y—x6a 
CharmmsterRoad—aai. 
Charmouth—zad, (M. & Th.}. 
Chasetown—xz^i'ru.). 

C/iai/iam— 49, 133, 13S. 139. 

Chatteris— 30 , 175 (Tu. & F). 

CheadU (Cheshire)— xss. 

Uheadls (Staff. }—xs3, zxzx (F.). 

CheadU ( flulme)— 153 (M.. TF. k F.), 
Cheddar— aoJiB (M., }F. & F,), zzt^. 
Cheeihmn—xag. 

Chelford—xs3 (Tu. k F.}. 

Chehmfoi'd— 30, Jig, 133. 

Cheltenham— ng, 73, 13a, *36, *75, sisa, 

224, 

Chepstoia—x36, 139, 163. 

Oheriton—x73. 

Chertsey—so, 135. 

Chesha7n—x3z, S09, 

Chester— zxn, 132, *36. iS3, *75. *77- 
Chesterfield— 78, 136, 198, 198A, 223, 327. 
Cheste7'-le-Street—x3z, 1751}. 
Ohestej’ion—xsz ( Tu. k S. ), i7S( Tu. & S. }. 
Chew Magna— zo^a (Tu. k F./. 
Chichester'— 30, 49. 335. 

Chiddingfold—Jig (F.l. 


Bmnbury—mu* 


Qua/ontSt mea-m^iM.. W. k F.). 
ChJsXfont Ss. Patarjtr-sb (M. k F.}. 

SteiSLv (T. * J%.). 


Ching/ord—xzg. 

ChinUy—z$zA (M., IF. k F.). 
Chippenham— 49, zag, zsji. 

Chipping Nordon — 99 .a, i6a. 

Chipping CngaT—zo. 

Chipping Sodbury—X7S. 

Chirk-X36(F). 

Chislehurst—TSJi. 

Chislehurst, West—xss, 

C/u)bham—3o (Tu. & F.). 

Choptoell—xsa (M.), 1758 (if.). 
Chorley—xsd, xsza, 153. 223, 

Charley Wood— zo 9 (M., IV & S 
Choi'lum'Cum-Hardy—xag, 3534, 153, 

Chorltomupon-Medloch—aaz. 
Ch7'istchurch—4g, 224. 

ChudM^—4/g (Tu.), * 3 a (if k Th.), 

Ohi^mUigh—^ (Tu. k F.), xsa, 375 

(F.*) 

Church— X53, zsx. 
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Orton-yzxR (xst k 3rd IF.), 136 (xst & 
3?'a IF.*). 

Osniaston-by-I)erby—7B (Tu. & F,). 
08sett—x36, 148, ZX3A, 237. 
Oswaldtwistlc—x$zA, XS 3 . 

Oswestry— 132. xsS, *75, *77, ai3A 
Otley—zxB, io 3 i}, 136. ai3A, aay. 
Otterhurn—x3z (F.), 1758 (Th.). 

Otter i! St. Mary— 132, 142. 

Oulton Broad— 30 [Tu. k F.). 
Oundle—x76A, 202A. 

Qverstrand— 30 (F.). 

Owston Ferry— X3XA (Th.). 

Oxenhope—zxB ( IF. & 8.), ai3A ( IF. & 6'.). 
i»7- ■ . 

Oxford— 30, 49, 59A, 132, 13s, 162, lyBii, 
209. 

OxshoU— 30. 

0xted—x32, 135. 

Paddock Wood—zog [M., IF. k 8.). 
Padiham—ziB, 152^. 

Padsf.ow—3<i, 49. 

Paignton— xx^, 132, y.75, 224. 
Paiimvkk—iig (Tu. k S.). 

Palmer's Green— x3g. 

Pongbonrnc—zCz. 

Parbold-xs3 (if., IF. & 8 .). 
PffJ^^wi|~x36 (daily ex. S.), 223 (if., 

Pax'kstone—xsz, 224. 

Pateley Bridge— X36, 275, 2X3A, 227. 
Pairicrofi—xs^A, 177, 223. 

Paxtlton—zonii ( Tu. k F,). 

Peel (I. of M.)—izi, 139, 132, 177. 

Pelton Fell—x3s. 

Pemberton— x^zA (if, IF. k F.), 223 
(if,, IF. k F.). 

Pembroke— x3g, 175 (Th. k S.*). 
Pembroke Dock— xzg, 175. 

Penarih—xzz, 230. 

Pencader—xtsz (Th.). 

Pendlebury—zxx, 223 (if, IF'., F, &S.), 
Pendleton— xzg, x$z.a, 177, 223. 
Penge—t3S, 139. 

Penisiowe—x36, 209. 

PeYikridge—x3z (M.kF.), 213A (M.kF.), 


whitakee's -^makaok, 1910» 
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lyi’i Tnlbi 4 ~^^f, *3». 136. tj 

‘^■’ 


»l$A, 


Fitfl/oft-sag, *3(S, 151^, *53^ 
Pm^M Wif«wjrJ-3s>, 133, 

*jt|, ■ 


Gomitnj Banks m Enylwid ami Wahs^ 


nmumpmu-.^^ ,r„. jj zTsEiaford-iri tTu. 1: }.). 

Ptmim&»,‘-x 3 ziT». 4 Kl, .63|7=K,|fcrt«|!:;^,'rT;r;,. & SI. 

1 iJfliWt«&0(!foJ'H'*-X2a. 153. 


Pgnrik-axB, so, j4G, 177, 
P^^^hmdeudi'mh^^xifi f 1J 

Pear //Ji— 30, 49. 

JP«ftfr%efA— * 3 * (i/. 


i. ; X77 ['I'lt., T 

I ,§a9nA&oi(f{}m'*'X39, 153 
^ \JR(i'niJtey {ftunt$)r^ 3 fi, 
3* ' Jtmnttnu it Af \r 1 


*75 


\nunu)r- 

Jmrnscy (I of lQ—ist, xzg, 

Mmnsgaie-^ii^, 13a. 175. 

i Mammor--‘X^. 

^Ittt&tmk—xoS or., W. £c F"' 


! St Agnes~3o >TiL\ aq < Tk.';, 132 (Tu 

' cf’ ^35. *36. 

^.IjUJe's-ou-^Va-— X29, 136, 552^, ij 


■ ■■■!"' an, 

,-. fiir, ir. k f:>. ; As((ph~xs5 tF,»!, 17 s /p.i. 

'ist, 129, i5Zj 177, \ at. Aufitell-~y,Q. 40. zza. xoSc. 


K;;?rrx'32*?,r^-F,. xss ,t„ n Yv- ‘ 

^{M.,w:kFl Af«u^4™x76.ta/., U.&P..ao2A (,lf„ iS'f. r.-O- 

. „ i St iS± 


W.kF.. 

F(ivenfflt:m-~sg.i (Tit.k F.i. 
JtaveMtAoi‘pe-^i 2 g. 

■ F^Viifi^Oiixidarit-zxn {U’’.), 136 
\ liau'dt^e—z^ iF.K ■» t . 

ai3A. 

Jiawtemtalt—xasg, xsat. 

’ a/., iF. & ;:. . 

i£z, 


-- F.). 
*3S, ■ *4^:. 


r.Mwc— jga t,i«. & 13< 

5..V x39,i63{.^f., W.kS., 

P€iilfbo.nt~Ss.\. 

Pefmraig-~x 39 iTit. k S.K ito f IP*. 

P«rt-i^-i;i^/JM~i36, i(S2 ,7Vi. & F.>. 

; remmiee—3Q, 49, 132. 

I P<!/Ta«y)Oj*Wi'~49(7Vj.,. i3a,rjt.!. 

' Ptfr«;w)V!--49, 13*. 

53S. *75. SOSA, ai3A, 

PdHJ 0 rtk—x 3 S. 

Pem/my—sio* 

■Pmsag-^ i TfU k F. K 2^. 

PtePmitg--:^, sif. 148, 

Pill~- 20 An. 

Pimw—^, 136. 

!2>. s: 2^3 V i rti.k F, 

Matt Brtdtj/f-x 7 j iM., W. .t F. • 

Pkmley—atao n'ti. k r'.K 

*>. «. 5 =. «. . 33 , TC 4 y 

P'iC'/'A— 30. 


1 A mtell—sfi, 49, *32, 198c, 

\St B 1 uzcii~a 9 . • 

f/e<rr«;™i39, 175 & x^t In.). 

SL Volmnh—3Q, AQ. 


„ we. JJUVIU 9 — 13Z, X39( 

i St JJeit.uiR~~AQ iS.K 
'^St, (reorge's [ Pristol}- 


Vi' ( Prisio'l}~i2fl, 175, 2048. 

St. irtioFgti B {Salop) — 213A. 


; Pagleigh-^sp (m., 
'/Jsn(iiM{7— 49, J33, 
jff,0.j,st3A. 
fcf:(loo!fr/i‘->3o k S 
, Iteihan'—iAZ, 175. 
i an. 

' ltefMiUh—A% 132, i6a. 

49. *35. 


W 49. *35- 

‘ *32, X75. 204,%, 209. 

,Ta. k F.I 


„J75. a»9, »a4* 

Pwkhngtm—^i, 3x0. 
Poke»dimu-^xuA. 
Palmx'om—tgli' Tu. k F 

Potperr 4 ^ 3 o. 

Poitdei'g Bad- X39, 143. 

*39. 

Pmtai'dHlaiA~A 9 < *39 
Pontefrad.-so, io3, Ij6, aa?. 
PpiiiehM-’-ya, *33> 




..PtMfefawf— »,. *33, . . 

PootUaafraWft'-^x^q. 

Prntmm-xsz At. a F . 139 s .i/.& ir. ‘ 

Ppiitphemii~^x 32 f '/'.?. *. 

At k F>, *39 ‘A/.t 

P0«i7yjiK»o7— 133. X39. 

P&/iiyprm-^ 49. XJ3, *3-s. 139. x(S3, 175. 

,roo«-“X3*, X7s,-.3iia4. 

^«*Jo^~97 ( f/t. ., 3504B, 

Ptirt Mm.ad 


«-L*»io»i-x3a r/'fi. & F.), 309 ( T^;. i' 
/(C^'oJwn~49. 

tidjortf —3XU, 136^ 178^^ 2J3, 22- 
X36. 

HhGS--x 3 z ul/'.i. 
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hh-i&uuiii'—xfa. 

Uhpl—x 2 ^, X39, 177, 

139. 

huviiiioml fSarreif^ 
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tiHVHUOiiif ( IV, /-to 
liurkum « sViw/A— 30, ’i « 

, r. 3; F.) 


X3a, *36 rfa.; 




j,— 70 1 

' /Pt*'.’/'’i><>c/'~*273, 224 

■ X36. 

UipkiJ l>//;VV,/.l-49 '/M, 

A i/XVr- 130, 143. 175. 213.^, 2^7. 

/fx(',/~.x3v I r,!.. n. k s. ■. 239. 

' llltslihilt — 136, 1524. 

K'Mf!h~x 32 , 239. ifc. 27s. 224, 

7i<i'.ifi'lhririil!l<'—3io, 23 s i.ir ) 

: /.Vy/ii Fy^~3o f 7'A j. 248 (7'/,.). I 

/iwWilte~-2a9. 236. XS3. X7S0. ari, Z23,\ Sea^fdlstm 

ihJo -49 {S. \. : ^77. 


M. //e?e;is~-236, 233,.. 177. 233. 

!*/. idV-J tCovniraU) ~30. 40, 13B. 

i>Um )Hitntsj~3o, 49, I3S /jf.. W 

\St. Johii'ii Chapd—3Q. 

'OX ; St. Just— 30, 49. 

: St. 

‘J't* X32, 235, 177, 

kt. MnviKiyds—A^GPh.]. 

Sf. Mni'ij Church~~x3z, zs^- 
St Man/ Crag-j^iTn. k F.I 
->/. M{in'es~A 9 Hr. k S.). 

;';:j-Xf^(^”30,49 (27i.!, 235. 

, >/. Phih)>8—x32. 

' ‘".i- Siaip<toii's {Gtm‘iisey]—xos.K. 

Tluynios — 133. 200. 

Salcof>ihe~x32, 224, ' 

Snle {OheJiirC'~xsg, 232, 252^. 177. 

.!. S-.iifurih—xstg 153, x%. 177 (7V, 

I 321, 333. 

Sambjirij~A% X30, 175, 224 (P.o.l. 

■S>]t(ure—i3s. 

■ Salto sh— 30, 1x4, 232, 
siltlnirn—xA^, XJ3. 

, Siiltia'foHh—siii Is.). 

'■\SiUley—i62. 

; Sa)idhach—X33, 277, 

I Shorae’ijlh iCamph-x^i. 

I .banthvic/’fi— 78, aiSA. 

Saiuioim—A^- 

: .bVf .K|it7V/i~i35, 175 13/., If. & P). 

,SffJK/y~30 \Tit. k P), 49 (■»/„ it: k li 
] 136. 

^;(tnb,-ul(JCi>-0)'th-30. 135 (r». & /’.) 

''naxoiHiiithd Hi — 30, 139, 

7orbijro[~~3o, 3/0, 136, 248, 209, 327, 

, .vv//<.s',V/f;.'-.i53 I If. S.j. 

I Jsl(Olds-^ 20 x 40, 2^ 

' >ViVi,’t7;— 136 1 if. & F.K 
S<\(nthoir’e~~3iQ, 231A, 248, 209. 
z'>eacoinbe~3iK, 136, 277. 


I x-m-it^vsx-’VXS 27s 
j PgrthtevfH - 3<», 49 j ‘/'A . i, 

1 -*75, 3J64. , 

, PtHteij!<f*'49,, »s»4, ' 
i i&s, 174, , 
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Pa7^-3» iJr, W. i& F V 
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---2,56, 2534, 2;j3. 

■■■ 


I : ■ 
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I x 33 iTh.). 
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MV// -248 }}^. t.p-, 

' M//WV/ -tlSA. 13s. *39. 
koiudeg-xs^MTti., 7 k. k S.k six 
//owa«';/--49, 3*4. 
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liOtfibiit'i,' — za8, 233 27«;is 

lM^.'Mbl~3o {Tu., n. k p.. 

WAePmj,/~236, X43, xgHK, 23.3,22; 
hdhu'dl iktftenmj}—x 3 Ei (3/., j}^., / 
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lt*tH'i(mis t^iit—xyg (p \ 
r!o!fisfoH-yy>. 49 ; )r.& s'.), 309 or, k F ■ 

, ItofidOH \Ptti'ns/ejf)— 2 i 3 \ i'/a t F 1 ' 
noiffott-x3l6. 253 A, 212. ^ 

: RHnlm—x36. 


‘M'l.nnin, — 277. 

Seahmn TInrboar—sa, 248, 27141/ 

, Sea Mouses—iycn. 

■ .Smmae—ag.K (Jf. & Th. 1, 177 

.bCff/OH— 233, 334. 

S^atm PetaixJ— 13Z Of. k S.K 148 , 

. ^ t«t-~49 i.!/ & F.j. 

>'iedbe.vgh—2xn, 136, 253, 227 
.Se.dgefi€kl-x'j3n: ' ^ 

' SeiJ<jle!f—zx3\. 

' Scdglej/ PiU'k—x33. 

Sfi/tini Park—sxit, 233, 235 ' 

Sefh'i— 30, t36,xAn, 3 Z 7 

Seli'i/ Oak— 


3E750/ 

#l®^A>'-23S (P. 

X3S,ao9. 

'*;r4« iS. K *3» IS. ), 0*4 {S, I 

miTn.kFJ 


>j,’g iy«A;--233, 263, 313A. 
.V'/s«Vi''-30 f,/!'./, 235 (P). 
-^Oii-aw (7Vf. & Pi, 213.4. 
t^fngkmydd-x3x iJf.), isgln,.) 

Senen. Kinrn~~.xyj. 
Seeeno(iks~Ag. 132. 135. 

P.aP,-s (iV’e«/;i|~49. 

Ski/ltnnbir.'n—tmK nn. 


/? -iafm—X36. , 'p ' c«ofa-s~4g. 13 

,.3^ (j.,, 


ft» 236, 275, 176.^ ai3A. 

mey-ts*, *75. 

• yOim-X 77 , Z 33 . 
lindidoi-Aig, 136. 2764. 


49, 230, X70A, 

; *45. 


: X4«. 

I Pmn-^mTyne—taz. 
|Pr/.^o» J>alEae«—3i>, 


7%. & P). 

49. X 3 S- 


OTITAKK^’S AMAKACK, iaiC 


K-nuLvafawr — 309. 

Sha tfkl i >/— 49, 175, 

Shap-x3fi (znd k 4th Jr.*), 177 /Ji 

ska'pnesslJoeks—Ao. ^ "" 
Mf/J4»-I3<5, 152A, 178c, 322. 
Sheeniess~~J33. 

73. 95. 135. 148. 17 

■ =’3A. ^ 

I slt^phy—xsS iF.). 

j Sfmpe}ion--3P iTH.,Th. & S.). 

Tftf'Tf W 

334. 


. JTu. k F.). 

1 Mallet— zoAia , : 

! Shethorne — 17s, aa^. 
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/‘ihsrhnrn.-iihMmet—jtxii {Tk.), i4S«Tr.). 
S/l(5?V2— 49 {Th.). 

ShieldJkld-~x’:/Snl3:i., W. & S,!. 
Shifnal—is^, «t3\. 

SkU do 11—148. 

SMhCil Rw:—i7SVt Th. & S.),' 
Shyjdh(nti—3o iTn.}. 
lShipie!/~37-^, *36. 213A, 227. 

S'A.ipsiwjj— 13®. i&s- 

Skipton-nnder- ]Vi{chxmi:d~i6z, 
tihirchrooh—yZ (J/., IF. Sc F.;. 148 {Tn. 
& S.), 209. 

Skirehampion.—^^ {daihj esc. .S'.}, aot 
{dailn ex. S.}. 

SUrley-^49. ®3®. S75. »*4. 

ShirUM lWai'ivicl-\—i3?:. 
iShoebUTyneiis—3ii\Tii . , />'. & S.V 
S7torefe«?7 i— 135 
Shotley Bruige~i3Pi, i7Sn- 
Shotton (Flint)— 1S3- 
ShottonUotlie}\ij—i4B iTfi. & Tk.t 
Shrewsbury— 4% 13®. *3^. *75, ais-'- 
Shrewt0)i—ss24 {F.j. 

ShndeMU—iii^. 

Sidcup—iZ9, 1S4. 

SidPiouth—isis, 14®. *75 (Tit. & 
Saehy—136 (Til. Si F.), 177 (Tn. & F.). 
Silecroft—2XH, 153 {Th.}, 

S'Uloth—x^, 148. 

SiMen—aiii. 209 (Tu. & F.), 227. 
Silverdale 153 (Tf’'. SzS.). 

SiUerdule (Staff.)— 153 {Tit. & F.). 
SilmrMU—t^s. 

Simm's CrosH— 177 (daily ex. S.), 
Sittingboiirne—i3S, i54* 

SJceffiiess—iig, ao2A. 
SMmcmihorpe—t2^(M. Sc F.). 
Skehnersdale—i3fi {tu., Th. & S. 
Skelton— 17$ iS.). 

Skmen—49, *39. 

Skipton—aiii, 136. *48. 227- 
Slaithicaite—xoZii, 136 (M., IF. ct F.). 
Sleaford— 131.K, 179, zoaA, 209. 

Slough— 30, Z3S, 162, 

Smallbridgc—izg. 

Sniallheath—iSi, X36, 162, 
SmalUhome—xss nF.), 2134 / TF). 

Smethwick— 13^, 136, 213.V. 

Saaith—3f> (Th.\, 136 (Th.), 148 (Th.). 
Sneinton—13^, i78.\, 209, ai3A. 
Sneitisham—3Q uTf. & F.). 139 (M. kF.' 
Smdland—im (Tu. & F.^, 209 (Tu.&F. 
Soham—3), 49 UT/".)- 
SoKlmll—sssi. 

Somercotes— 78 (M. k F.). 136 
Somerion—nso^n, 224. 

South Bank— 30, *48. 227. 

South Brent— 49 , 154 (/'V. 

South Cave— 138. 

South BhxmLU—sfi (Tu.), 14S ITn.). 
South HeHon-zo (M. k Th,). 

South Kirkbii—i4B i M. i. 

South )Mil/oi'd—i38 {F.). 


Spa/rkhill—x3!>i. X3ff. 

Spmnymoor—xzgt, X73, lysa. 

miUby—49, X$XA, ZOSt.A. 

Spoffhrth—x3b ( F. ). 

Stacksteads—izg. 

Stiff Onl—X^t, XS3. ZX2;.K. 

.Sfaindrop—Sa (Tu. k Th.x.xjSR (Tu. k 
F.). 

Staiim—39, *39- 
Staiiiland—i^ iM. k F.). 

,Stairfoot—X48 (Tu.). 

Siaith€s—x48 (F.). 

Stalhrklge—x7S (Tu. & F.) 224 (Tu. k 
Tk.}. 

Stalkani—3!0 (daily ex. Tn,). 
Stalybrklge—xzg, x$ss.\, 153, 177. 
Stamford—,!^, aoaA iH.O.). 
Si.amfordham—3F (Th.), 132 (Th.). 
Standisk—X77 (*«.. TF 'k S.), aas 
TF & F.). 

Sianfordde-Hope—x^g (Tu k F.). 
Stanhope— 30 (Tu. k F.), 148 (Tu. k F.). 
,Stanky~~x3fs, xysit, 

Stam}iore—x42. 

Stanningley—x36, 213A. 

Stanst.ed—3P. 

StmiWond—x36, 213.4. 

Staplehur»t~x35 (/•',). 

Staple BUl-x3i. 

Starheek—3xc, 213.4. 

Starcross— 49 (.Tf., IF. k F 
Stavetey—zxB (daily ex, S.), 78 {Tu.}, 
148 (if. & F.), 153 (F.). 

Stevenage—:^. 

Steyning—sp, 49. *35 (.T/.). 
Stirchley—xsp. 

Stoekingford—x^ (TTa &; S 

1 .Siocftpo'/’i— 129, 152.4, 153, 2IS, 223. 

223- ' Stocksbridge—x3p [Tn. k S.). 


Swansea,— 49, *3®. *3^. *39. *7S- 

Swqmea Bocks— 49, *62. 

Swindon— 49, 23®. 2®4* 

Sivinton—xzg, 19S, 223, 

Syston—xsS (Tu. k J'.), 202.4 (Tu. k F.). 
z%3x (Tu. k F.). 

Tadcaster—32Ti, i3<S, 248 fiSf, k F.K 223.4. 
Talgarth— x7s(Tu.kF.^'\zx3\i Tu.&F.**}. 
Talysarn— 236 [M. k F.'k 162 1 Tn. k F.n 
TaniwoHh—x3i. 136, 27s* 

7 'anflekl— 30 {.){.). 

Tantobie—isz ( IT'.'. 

Tarporley—xyk (M. k Th.), 

Tar.vin—x3i i 'Sf. k Tk.). 

TuUenhall—xsz (Tn. k F). 

Taunton— 97, 23a, 175 204B {H.f*.}, 224. 
'J'avisiaek—BaA, 97, 232. 

Temt—xss (Tu.). 

Tehay—ziB. (Th.), 136 (Th.). 
Teddvngton—x3S, 139, 177. 

Teignmouik— 49, 233, 275, 234. 
Tenhury—49, 232. 

Tenby— X3fi, 139, 275. 

i Tenterden—x3x, 133. • ’ 

1 Tetlmry—x32, 224. 

Tewkesbury— 4% 232. 

Thame— 132, 235 (Tn. kF.). 

Thames JJiiion— 30 [Tu., Th. k S.). 
Thatcham—49, X3S. 

Thaxted—so \F.). 

Thetford— 30. 49. 

‘]7tirsk—3o, 136, 148, 227. 
Tlm'nahyoti-Tees— 30, 275, 0^7. 
Thmmhury—zog, 

Thorne-3ZK (TF k F.), i36..(IF & F.). 
Tkorner—ssoQ (Jf. & P\). 

Thomejy—so (F.), 202.4 (F .). , 


Stocksfleld—^Su { TF & F.). 
' i-Tees~ 


i Stocktomon-Tees~~3o, 248, 275, 27SB, 227. j 
7/— 30 (.Tf. & F,). 


Stoke Ferry— 


ThornUy—30 [alt. Tu.). 
Thornton (Bradford)— s 


Stoke-sHb.fiamdoti—zo4n (S.), 224 (TT'. j F.}. 
'5 S.). 


, ^ISA, , . ■ 

Thornton (Fltetwood)— 138 (Tu. k F.), 
x$3{M.kF:). 

Thornton Bale— 30 ( TF & F.), 3xfi ( TF& 


(Tu. k F.}. 


Thornton Heath— X39. 
TJm'verton—x3z(W.). 

T7i5*«p8to?i— I 76 A, 202,4. 

Thurlstotie—x36 (Tk. k S.}. 

Thunmoe— 148 (M.(k F.}. 

„ ,Tib8hel.f-7B(fu.kF.). 

F .), ! Tickhm-3tR (Th.), S36 {Tk.}. 

Tideswell—x$2\. : 

Tidworth—asz4 (M., TT^. &F.). 
TidwoHhBa'>'Tadcs—x33. 

Tilbury Bocks— 13s (M., IF k F.), *39; 
Timperley—x<$t.K {Tu., Th.-kS.). 
Timley—^e^i (M., W. k F.). 
TintMgel—49 ' 

Tipton— x6z,zs3.k. 

„ . .Tiptree— 30 (F.). 

i Slratton-39 83a, 07 jzsi '/«.). 1 Tisbury-xyS {.Tf. & Th.). 224 {M. & Tk.). 

; .bfwi’f-— ao4B (Jf., TF & F.), 2*4 (if., TT ■ ; Tiverton— 9?, 132, 275, 20411. 
i c,r f''b ' T : Toddmgion—2p (S.). 

I Strensall Camp—xffi (F. during May , ; Todmorden—xoSn, 129, 133, 227. 


Stoke-upon-Trent—xS3, 173, 2234. 
Stokes Croft— 132, 275, 2041$. 
Stokesley— 148, 273. 

Sto7te (.S'toifs)— 253, 175. 

Stonehouse (Devon)— 49, 124, xps. 
Stonekouse (d06.)—49 (M., W. k 
*75 (IF). 

Stony Stratford— XI 
Siorrington— 49 (M. _ 
Stourbridge— X35, ife. 
Stonrport—x6z. 

Stowmarket— 30, 49, 
Stowori-the-Wold— 49. 
Strndbroke— 30 (F.). 
Stratford-owAvon—x3z, t6z, 2134. 


South Molton— 97, 232, *73, 

" ' " {Tu. & F.). 


•Tune, July a nd A ngiist). 
1 Stretford— 138, 233, 223, 

I Strood— 49, 139. 

I Stroud— 49, 232, 224. 

236, 148, x7S, Studt&y—x&tiTu.k F.). 


Stf dimerjield—xzp. 
Summit— 3XX. 


South Formanton— 78 . 

South Fethertan—204B. 

South Shields— 30, 232, 

„*7SR. ,„ , , \ Stimmnsler—X73, ZZ4. 

South ahore (Blackpool)— xsg, 235, 232.4, Sudbury (^liddiesex) — 243, 

- :®,fcr..Wyrott,-3o,„,.3S. 

l^ouihall— 30, 14a, i6a. 

Southall G%'€en—3o. 

Southam— 132, i^. 

SoutJmmpton—s, 40, 52, 73, 232, 236, 

27S, 209, 224. I 

Southampton Bocka— 49, X3Z, 273,224. ' 

Southbourne-ot>-,9ea—zz4, 

Soxithhorongh—x3z. 

Southeiui—33, 49, 235, 239, 242. 

Southminster—3a. 

Southport— ain, xzg, 136, 152.4, 233, 177, 

221,333.' 

Southsea— 49. 32, 232, 173, 224. 

Southicell—x78\, 209, 

8(nithwu'k—x48, 17SB. 

Soutlmiek (Sussex) —30. 

Southu'old—^, 49. 


E F.), 


Sowerby Bridge— x<q8x, xoSb, 129, 227. 
Smldi)m-49, 231A, 175. *79 (Tu.. TF k 
S.}, 302.4. 

.8'parA-&rcioA*“-i32, 236, 


Surtbury—30. 

Bunbury Common— 30 (M.. TF ™ 
Sunderland— 3i, 73, *33, 236, 248, 273. 
, *7SB. 

\ Sunmngda7e—3o,x3g. 

' SttmunghiU—3a, 

Surbiton— X3$, 139, 14a. 

Surbiton HiU—zzg. 

Sutton (Lancs)— X7.7 (Tu.,Th. & Si),asr7. 
Sutton (Surrey)— X3S, 139, 142. 
Suttondn-Askjield— 78, xyBA, 209. 
Suiton-on-Sea—^. . 

Sutton Bridge {LincQlnh—3o. 

Sutton Coldfield— X3ft, *36. 
Swadlincot&—x3si, *36. 

8waffham—3a. 

Swalwell-xsz (if., F. & S.), 27511 (if., 
F.&S.). 

Swanage—x3», 224, 

Swanley—z^{Tu.kS.). 


Tolleabtcry— 30. 

Tonbridge— x^, 233, 209, 
Tnmy.jjandy—X32 X3/S, xGz (Tn. k S.). 
Toiiyrefuil—X32 (TF.), 239, 

Topskam— 97 (Tu. k F.). 

Torpoini—30, 132, 

Tcrquay— 49, 133, *75, 224. 

Torre— x3!t. 

Torrington— 97, 232, 275. 

Totland Bay— 49. 

Ti}tiim—xx4, 133, 275. 

Totterdown—x:^, 20411. 

Tottington—iag (M., IF & F.). 
Tomn—x32 (Tu., Th. k S.). 224 {Tu., 
Tk. & S,). I I 

Tou'c€8ier—X76A. 

Towlaw—30, X7SB. 

Towyn—xys. 

Trawden—sxa (if., IF k .S'.). 
Trawafynydd—xsO (F.»), 
Trecast‘e—2X3A (**). 

Tredegar— X39, iCa. 

Tregaron— t3z (Tu.^), 239, 173 (Tu.-^), 
Treknrris—xsz (Tu.), 139 (Tu.). i6a (M, 

Treherbert-X39 (if. & F.). ife (if. kF.). 
Treorky-139 (W. k F.\ 162 (Th. k F.i. 
Trmdon—:yi (alt. Tu.t. 

Trimdon Grange— x^[W.). 

Tying— . 
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TroedyrhiU'—X 2 S- 

Tr 6 uibridge~i\f% 024 , 

Tritro-ao, 49 , 133 . 

T?<w 6 ?e-~ 23 a iTu.). 

TmbHdye Welh—sfi, 49 . * 35 , 

Tiinstali~~xs 3 , 175 , 213 , v. 

TurtQn— 2 ai 2 . 

Tutbury—xyz (Tti. & F.), 

Tuzford~-3iTi {}f\ 136 278 A (.¥.). 

Tiv(don~20in Of., }r.'& s!)\ 

Jtviciienh>on—x3,6, zao. 143 . 

7 ’wM/onZ-2oi {fa. Au 
rywostey— 15 SA, X 77 , 221 . 
rvlonUjim—is^ ijf,). 

Tynemouth— X 32 .' 

Tyne Dock—xy$n. 

Tj/wu'y(M-i 62 i r.). 
t'clc field— 30 . 


(Jpholl(tt)'l—xs3 ( 
ir. & F.- 


Weedon—x>f6!i. {S h 
WeRingboro'—ii^, 13 d, 176 AI 
Weimiften {Salop]-x^, 136 , 2134 . 
V^llmcftmi lSonierset]—g'7, 204 B. 
}V^elU (J!!brfotJc)— 3 o, 139 . 

]»• ells (&’otnersci)—ao4B, aai. 
IFelshpool — 13a, 136. 

Welwyn— 30 (F.}. 

*X3A. 

WemMey—x 42 . 
jFendoversog (Tw. & R), 
Wec^ley—x3z. 

Weriieth—xs3. 

West Auckland— xiS {Tu. & S ) 

West Bridffford—^: ^ 

West Brommeh— 132, x&z, ax3A. 
West Cornfortk—x7$B. 

West I)idsmry—X3Q. 

11 aj Braytou-3f> (Tu. & S.). 
i llest JStilmg—3d. 
i n est Hartlemol—’io. i-as fiifl » 


|irer«^Z^ 3 of 

i-i/.. W-. & i>.), 177 (3f., 1 W^t Hartlepool— 3fi, 136, 148, 173, 175R, 


(Cheshire]-ij7. 


Jppepfnill—xssA.. 
Oppragham—xs^, 2024. 
UptOfi-on-jSoivrH—io. 
FpiceU-30 {F. . 
r. nimon—xeg, 223. 

49, 139 , 

f ■«o/'r<<'r--78. 132, 2I3A. 
30, 135. 


I 227. 

I jra< Kirhy—ZIB, 136. 177. 

! 135 r ^ m 

I \\ est Mean— 209 { Tu. & F.}. 

I U est 


cat — a 

Imi Jlfmea— 

U est Soufftborne — 17 s. 

jresf IFortAtHfir— 49 , 135 , 

\\ esthaimiie—x2?i, 173, 224, 
W ( Wilts}— iyg, 324 . 

|Faf*<tani~*saA, 333, ' ^ - 

Wtt/ilrr— 175B. 

WitlkUty-xh 
Wallasey— x^. 

23 s 

Fft^Zwf7iOTi~i3S, t 42 . 

X3a» * 43 , *7SB' 


1 We^rhy—x3/6, 275. 

bridge— 30, 


j H *3S. i6a. 275, 2234.. 

! H aMen—xzg 4 fr. kF) 

{ ( Tu. I. 

I H-jaton iIAvevpoid'—i'pi. 
i ^altoti-om-Thames—ya, xig, 242. 

I ^altonon-the-MiU-^g ( Tu , Th 

■ Th.i 

■ pt ituftead—jjja. 

‘ EF^r^* *3s. 

||flfreii«?a-..i 7 S, 224 . 


lFiiitZsor- 30 , * 3 S, 187. 
rm?«fe-3o (Tu.), 248 (Tu. Sc F). 
mngham—^g {Tu. & F.). 
Wi/un’oae—xysB. 

Winklem~.x3z (M. k P . ). 

\\ ivsjord [Cheshire)— x'jy, 211. 

WinstHr— 2 z 3 \F,). 

Winterton—x^ { If.). 

mmn-x'^i, 324 . 

Wirksworth—i\,g, 78. 

Wisbech — 30, 49, 173. 

TF/ 77 iam“ 3 o. 

Wigierulge-gj ( W. & F.). 275 {*). 
|rei!/ter«i,vff-i48 ( 7 '?<. Sc F.) 
i*^ithin<non—xS3A, zzx. 

Withy Gmve—xzg, 152.1, x<3. 

J^ itnG9/ (Oxon) — 99.V, 163, 
ivehseomhe— 2043 224 
Wobiirn—30 (M. di F.), 235 {F.). 
TFoowm Sands— 3p {M & P.). isg (F ) 
Woking-3P, 49: tss, X4Z. 
WolmigJiam—xss, 201. 

j iFoiZastoi— 176A (^.). 

I TFoZ8jH#ajy4-3o; I7SB, 148 {T.,T.&F 
I F o 78 iantoft~.i 53 iM.&F.), zz3aIM.& F‘ 
I WolverheemptoH — 13a, xis. ifia, 275,223 1 
TFo7t-ertoi~3o (M.), xsATu..k 4 ^ 
Wonibivell—zoQ, 213A. ' 

Wood, bridge— 30, 49, 

Woo(&ur^x 32 (F.), 2758 { 77 *.). 

»+,. ooa/ora— 14a, 148, 277. 

Woodhall sZ^U[ Tii Th. k F.) 

203 a (Tu. Sc F.}. 

TFoodfAowse— 248. 

IFoodsfocfe — 99. 

ifuMF,), 136 {Tu.& F ). 
WoolaxoT)%be Bay— 132 (fhX “ * 

jp)oZer~ 4 o. X 7 SB. ' 

}Foo 8tow-49, *24. 
frooUon—zxB. 


I Weybridge-Sfi, x^, 239 . 

^^yrmuth-p, 132 , ac 4 ij, 224 . 
bridge— XS2X, 

' {Tu.k F). 

I 30(75’.). 

w /i(Z^~30 ialt. Tu.}. , 

; -75, « 3 A. I 

: W{iitehaven-s^A (II.O.), 6c 
I hitewell Bottmn—xzg {M 
'„iS2A {ilf.. IF. 


Wargram—9iat. 

Wtrkuvrtk-t76B- 

j W rf rwj««*>r™.49, •»4. 
j IS3, *75. *77. «*. 

j JF<tm>jtj-i7i3i ( 309 iJ/; k Fi, 

I ll/n'wipril' - 23 *, 136 , 162 , 

i H <('8/i/.frif-304R \F.% 834 (F*I. 

I .M.,Th ScS.K 

j H St.<diim-i 3 i {Tu. Sc F.}. 

! H (7 n. & F. \ ^■ 048 , 3 * 4 . 

^aterfout—x2g, 15 * 1 . 

i f 23 a t fa. Sc ■(. I Wiatoyi ~^'x' 

, is*?-' 

Waitonj YorMk)-3a, 49 {M., 

... * 7 S 1 'W .1.,.' 

» 277. 

ir#a.?cWw/i<f“.-23», *4*. 

IF«r(tea<(-'27SB. < 


ir«»W#--jS048 jl 
k F,)t 


fiu., n . cc jp./. 

j ^oS-tS (Th.). 

Uhittlede- Woods- asss (Tu. Sc F) 
I IHt«j-.i98 (M. &F). 
j Wh^mck—xsfi {daily ex. S.}, 
I Jdmly ex. S). 

f Jf7niworth—is3, sax. 

I IJ lAsey— 37 a. 

I Wif{ord-3o (M.) 

jFtaa»-*5aA, 253. 177, 2*1, *23. 
HWj-a9A, 50, 248. ^ 

p.fastGH-sx3i, (W, k S.}. 
\Hllenhall—x32, 262, 
Fi«irtfi(to/i-275B,:248{Jf. & S.l 
Q^ay-X4B (AT. Sc F). 

|F*toji-a23A. 

, J»ii!>£'r}*e~-X75, 224. 

I |H)iCajrf(Wl---ai04B, 324, 

k F.h ml 

' Windermere— axB, 2 53. 


onmey—xss. 

Workini^on — ^394, 60, 236, 248 
|ro»-to7>--3iB, 248, 278Z, 298, ai3A, s 

VS) ^ ^ ® 

|I^Ori;iW^-~30,*4Q, 133 

JFro«/iam— 135 {i^’.). 

Wyke—xoB. ’ 

^plam-^ (Jf„ w. Sc S.}. 


||afe- 27 S(*). 

i yealmpton—xx4 (»}. 

}eovil—4g. 20411, 224. 

* nysddw—xsQ. 

yn!/sybwl-i3g(w.). 

1 05 ’*— 30, 3 *c, 52, 229 {■») j,g 
*0Q. 3254 . 22.7 ^ 
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Alva—aio. 

AJ}(th~-i 76 , 193. ^ 

. Aii-iUtn—26, 40, 68, 193. 

'■ A nstruther—^, 68, 173. 

{ Arbroath—s^, 40. 52,60, 68, 173, 176, 193- 
j Ardgnu~-z6. 

I Ar(IyiHhaig-~6o, 210. 
j Ardro-^scf )i—z6, 60, 193 axo. 

' Armadale (LinUthgoivshiTe)--^. 

' Ai(ch:mb(ae—i76. 

A vchinlach-—^. 

Anchnag(dt—X7&. 

A%tehterarder-~2&, axo. 
AucMermuehty—s&, 210. 

A voch—26. 

^2/)—a6,40,6o,6a,63,i5S, 173, 176, X93, axo. 
Ayion~6B, 193. 

£aiUieston~^. 

JBalfi'on—iio. 

Sauachulish-- X93. 

B(dlantrae~&. 

Ba.Uater~x76, axo. 

Bancho7'y—i76, axo. 

Banff— 173, X76, 210. 

Bm'rhead~26, 273, aio. 

BarrliiU—axo. 

. Bathgate— 173, X93, 0*0. 
i Beauly-z 6 , 68. 

' Beitft—&(i, 63, 2x0. 

BdlsMll- a5, 60 68, 

Bervie—x76. 

Berwick-on-Tweed—i^, 68, 173. 
Biggar~6&, 173, 193. 

BishorihHggs {Grlaiig(m)—6$. 

Blackjoi'd—aSi. 

Blai)' Athole—^xo. 

Blairgowrie— 26, 68, 176, 193, 210. 
Blanty7'e—6o, 68. 

Bonar Bridge— a6. 

Bo’7ies8—26, 60, 193, 2x0, 

Bo'uMU—^. 

B&tmybridge—€8. 

Bonnyrigg—^. 

Boikwdl— 60. 

Boumoi'e—xgz. 

Braermr-<txa. 

Brechiw—^o, 60, 173, 193, 2x0. 

Bridg&iul—x73. 

Biddle of AUmi—x7b, axo. 

Bridge of lF«r— 60. 

Broadford-~26. 

Brora— 176. 

Broughiy Ferry— -176, X93. 
i?r£»OTjxr)i— 40. 

Buchlyvie—26. 

Buckhaven—xgz. 

Buckie— 26, X76, axo. 

Burghead—26, 

Bi(mbank—6o. 

Bnmtislaad—^, 173. 

(Jallandei'—itC, 68. 

Carnbttalang-^, 153, X73. 

CameZon—^. 

Campbeltown— 26, 60,68, 193, axo. 
Campsie—xgs, * 

Caraemien—igs. 

C'orJ)(jfce~4o, 173. 

Oamoustte—st6, X73, 176, 

Camioaih—GB. 

Castle Do'iiglaB—26, 40, 60, 173, 2X0. 
Castletown — 68, 176, 

Catrine—xgz. 

Cellardyke—x73. 

Chirnaide-Gff. 

Clydebank—^, 173, 210. 

Coatbridge— st6, 40, 60, 68, 155, 173, X93. 
■■■■. -■■axo.'' 

Cockemie—xgs. 

Coldingham—ig3. 

Coldstream— mb, 4c. 

Colinsburgh—G^. 

Comrie—6S. 

Corstorphine—26. 

Co^ipar Angv»—2$t 173, axo, 
Cotvde7tbeath—€o, Z73, xg3. 
(^aiget^hie—xj6, 

Crkff—06, 40, 60, 68, 176, 210. 
(Cromarty— 36, 68. 

CTudenBay—x76, 

CuXlm—t7^, axo. 

Cults— X76. 

Cumber'nauU-—xg3. 


Ctiminestown—x76. 

Vumnoek—x^, 60, 193. 

Cupai’—Ao, 60, 68, 173, X93. 
BalbeaUie—^, aio. 

Dalkeith—^, 68, 173, 193. 
Bahnellington—xgs. 

J)ahnuir—xg3. 

Dairy (Ayrshire)— jp, 60, 173. 

Dairy {Galloway)— 2x0. 

Darvel— 60, 210. 

Denny— 26, 60. 

Dmgioall—^, 68, 173, 176. 

Dollar’— 60. 

Dorn.ie—6&, 

Dornoch— s6, 276. 

Douglas (Lanark)— 6B, 

Doune—zxo. 

Drymen—xqz. 

D7tjfftotm—6Si, 176. 

D^imharton—zt, 40, 60, 68, axo. 
Dumfries— 26, 40, 60. 68, 173, 176, X93, 
2x0. 

Du77bar~26, 40 68 
I DunUmi£— 25 , 2x0. 

I Dundee— zb, 40, s*, 60, 68, 173, 176, X93, 

I 

i)?tTi/emZx7i€— 26, 40, 60, 68, X73, 176, 

Du 7 iieid— 26 , 2X0. 

I Dunlop— 60 (Tu. & Th.). 

Dunni7tg—zx6. 

Dunoon— p, 60, axo. 

Dmts—2&, 40, X93. 

Durno (Pitcaple)—x76. 

I Dysart—ab. 

Eagleshamr-ba (Tu. & Th.). 

' Earlston—bS. 

East Kilbride— 60. 

East Lmton— 273. 

Ecclefechan—xgs. 

Echt— 276, 

Edirdurgh—ab (B.O.), 40 {R.O.), sa, 
60, 68 (H.O.J, 73. XSS. S73 (H-O), 
176.193 [JS.O.h »20{B.O.). 

I Edzell—zxo. 

Elgin— ab, 40, 68, 176, 193, axo. 

' Elie—60, 173. 

Ellon— 276, axo. 

Errol— axo. 

, Eskbank—ab. 

Eyemouth— GB, 193. 

' Fairlie—tgs (F.). 

Falkirk— ab, 40, 60, 68, 173, X76, 193. 
Falkland— Tio. 

I Fauldhmise—xiz. 

Fettercaim—x7b. 

Fi f e-Keith— X76. 

Fochabers— 276, axo. 

I Forfar— sA, p, 68, X73. 193, axo. 
Forres— 26, 40, 173, 176, 193. 

I Fortrose—ab. 

Fort Augustus— a6. 

Fort William— ab, 40, 173. 
Fraserburgh—^ 176, axo. 
Freuchie—p{W.). 

Fi'iockheiin— 276. 

Fyvie— 276. 

Gairloch—zb. 

I Galashiels— sb, 40, 68, X73, X93 
j Galsto7h—p, axo. 

Garde7istoum.—(iS, 176. 

I Garliesixiwn—bo. 

Garmouth—ab.\ 

Gatehouse— ab, axo, 
Miffnock—boiM.fW.&P.), 

I GirvuTi—p, 68, X73, X93, axo. 

6 rZa?m8— X93. 

iSZasyoio— s, 26, 40, sa, 60 (R.O.), 68, 73, 
xss (H.O.). 173. PS. *10 {H.O.). 

, Glencraig— 3X0 (M., W. Sc S.). 

I Glenlivet— 276. 

Glenluce— 273. 

GU 71 - Urquhart—ab. 

Golspie— p, 176. 

1 Gourock— 273, axo. 

(Bivan—ab, sa, 68, 173, 193, aio. 

‘ Grahainstawnr-GB. 

Grangemouth— ab, 40, 68, 293. 
Granton—xgz. 

Grantcnm-oTi-Spey—ab, X73, X93. 


Halkirk— ab. 

,Hamiltmi—a6, 40, 60, 68, xSS, 173, *93. 
‘ axo. . 

Hatton— x7b. 

Hawick— zb, 40, 6S, x73. 193. 
Helensburgh— ib, 60, 173, axo. 

, Helmsdale— p. 

\ Holy town— bo, 

Hopeman—zb, 276. 

Huntly—276, 193, axo. 

Jnnellan—bo. 

I Innerleithen— zb. 

I hiseh—bb, 176. 

Inverai'-y—ab, 173, 210. 

Inveivordon—bS, 276, 


rr S*. 60 , 68, *73, *93, 3*0, 

Haddington— ab, p, 68, *93. 


Inverness— zb, 40, 32, 68, 173, 176, 193, 
axo, 

Inverwi'ie— 276, 2x0. 

D’vine—p, bo, 193, 2x0, 

I Jedb 7 irgh—ab, p, 68, X73, X93. 

I Jb/irt.s<o»ie— xss, 173, X93, axo. 

I Juniper Green— 
iTezZA— 68, 176, 210.1 
Kelso— z6, 40, 68, X73. 

Kelty—xgz. 

. Kemnay— 276. 

I Kilbarehan—bo. 

Kilbirnie—bo. 

Kildrum,7ny— 276 
Killin—zb, 2X0. 

Kilmalcolm— xg3. 

Kilmarnock— ab, p, 52, 60, 68, 173, 276, 
193,210. 

Kilsyth— 273, X93, 

Kilvdnning—bo, 63. 

Kincardine— axo. 
iKinghorn—piTu.&F.). 

Kingussie— zb, 40. 

Kiw'oss—p, 60, X93. 

Kintore—276. 

Kirkcaldy— ab, 40, 52, 60, 68, X73, *76, 
X93, 210, 

I Kirkc'uJbriglit—ab, 68, *73. 
Kirkintilloch— SB, *73, 193. 

Kirkwall— ab, 68, 173, axo. 
Kirriemuir— ab, p, 173, axo. 

I Kyle—bS. 

iKyieofLochalBh—ab, 

' Ladybank— 3.20, 

Lairg— ab. 

Lamlash—zb. 

, Lanai'k—p, 60, 68, 193. 

La7igholmr~40, 273. 

Larbei't—bo. 

Largo— 273. ■" 

I Larys— 40, 193, 2x0. 

Larkkall—xSb, 193, 2x0. 

\Lasswade—3b. 

\ Lauder— zb. 

Laurencekirk— 27b. 

Ixith—ab, 40, 52, 60, 68, *73, *93, 210. 
Leith Walk—ab, 173, 193, 210. 


Lerwick— GB, 176, axo. 
Leslie— 3X0. 
Lesmahagoio—p, 193. 
Leven—p, 63, 173, 193 : 
Linlithgow— p, 68. 
Loanhead—p. 
Lochboisdale—bB. 
Lochcarron—ab. 

, Lochee— 276, 193. 
Lochgelly—bZ, 2x0, 
Lochgilphead— 6 q, axe. 
Loehmaben— 173. 
Lochmaddy—zb. 
Lochwi7vnoch— 273. 

I Lockerbie— zb, 60, 68, 193, 
Longside— 276. 
Lonmay—xeb. 
Lossiemouth— zb. 
Lumphanan—x7b. 

I iximscZen— 176. 
Lybster—GB, 276. 
Macduff— 27b, 210. 
\Mallaig—aA. 
MarMnch—GB, 193. 
Maryhill—tgz. 

I Mauchline—bB, 
Mavd.~27b. 
iMaowelltoim—bo. 
Maybole—GB, 193, axo 
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2[em'ns—2to. 

Metrom-^iio, 68, 103. 

2 hthiI~~6Q, J55, XQ3. 

2fillpan -210. 

Mihinihnj'f.~-6o. 

2 Mnmffk—a6. ' 

2fvtU<ric- -176. 

—a6, 40, 210. 

Jfottta ' rr ~ zio, 

3£ordfifth~xt)3;, 

Mmti'ovjze, 40. 63 . 173, 176, 193. 
JUitfm-wen-a^, 40.60,68, iss,I7'T io<? 

68. ® 

2f<(nlQdt;7- -193. 

Mvm lhwf)h—es, 173, 193 
^ 73 . 17S, 193. 

^y^w AfiHnluKr-aioiHr. & F- 
.iV /•r;^ A hf'M-mt . ~™X76 
(F? 7 <:t- 62 , *76. 

jV( 7 ?p r«/)u«fWi— 26. 

Asi" 176, 

GtiUimi^~6o. 

JStU'hrtiVi} I 
Xfwtnaiuii -60, 
i\VKv/*? 7 i— 176, ,. 

NtismiiM~~6o, 193. 

JXew PU»ligo-~2io 

, , 

. iV«ii'fonfno?‘c~4o s /•’. >. 

60, 68 173, 

«? 7;wlt5is“' 

Oia Kilmin€k~~6o. 

Oil MeMrum-^iji. 


Banks— Irish Banks. 


Fartiek-^26, &, 60, 68 
Pathhead-^M, 173. 
Peeblen^zi, 4.0,69. 
Petiiciiik—6Q. 
\:PeJih~~a6, 40, 52, 60, ( 


i Pderhmd~^6o, 68. *76, aio. 

; PiUocki'ie—z6, 68, 210. 
i Pitt»mv‘imi—6o, 173. 

I Pdllo1cHhmv»~ io, 68, aio. 

1 FoH EUen—i^2‘ 

i Portohellf>~~6o, 68, 173, 103, 

.210. i .P6rtmtiwJc-40 i2L & Th.), 103. 
! P<i-tire.e~z$. 173, 176. 

! Portso!/—xj6, 210, 
\Pi'esttonpaii$~xg3, 

I PreUtHcJc—^. 

I Pev/me~~4o, 60, xss, 193, 2x0. 

1 nen.ton—60 iex. 6 ’.k 
I 176. 

! RoKheartif—zio. 

I Rotlm—zd, X76. 
j Rot}maf/~-a6, 60, 193. 
« 0 f 7 n 6 -iVt>i*?/?rtH~s 76 , 
\*Ilathe}'pleii~~6o, 68, 173 
j St, Am'em~26, 40. 60, 68, 193. 

I 'Xf Poswdh ^-- 40 (• Th. ^F.l 
\ ffope~zxo. 

I i^r. MonHuca — 60, 173. 

I SaHcoata—aS, 193. 

: 40, 193. 

Sfmchen — 176. 

] SectUoway—^, aio. 

' Scofiitouu—26. 

; Sglkivk — 40, 68, 173, 
Shf.meiifon—x93, axo. 

Shottit—6&. 

.SA'c/>/iorZi6-'H5o. 

SUtmanimn—xA. 

South Queem/err}f~6o. 
i, Ateithomeimiii -do. 
{8tem;n8t.oH—‘6o. 


*SS. *73^ *93» 210. 1 Sfetiro’tou~-6o, 193, 2x0. 

j 6itV?jHcr— 26, 40, 60, 68, 173, 176, X93 
Stoiie/ia am— 26, 176, 

153, 210. ' 

* *S 5 t 273,176, 193. Stornovxn/-~26, 40, 15 


176, 


.au, (jy, 173. 

, ^frachur—zxo iTh.]. 

! Sti'(tnmcr~~4Q, 60, 68, 173, 193, axo, 
Stvcitha.veu — 26, 193, 210. 
Sts'atMon--i76. 

' Stnchen~-X76. 

I Stroitiuesa—^^ X73, 210 
Sp-oHe~-6o ( ir.). 

I 'I'ain-—a6, 40, 68, 178. 

I 60, 210. 

i 176, 210. 

j Tai'vcs — 178. 

: Tauim't—xye. 

Thornhill—^, 210. 

I Thornton— zxo 
Thurso— 26, 40, 68, 173, 176. 

I Tiffhnahruaieh—xgs. 

; TilUcoultri/—6Q, zxa 
' Tohfnunori/— 60, Z76. 

ToUcross—xj3, 2X0,’ 
i Torainioul—xjS. 

I Torphijts — 176. 
j Tranent— igs. 

, Troon— 40, 210. 

: ^•^~68, 176, 210. 

. t min gsion—z6, 40, 
rdny—x76. 

, Wlapool—x73. 

I Wemijna p(ilf—6o. 

j {f'esif Cahkr—68. 

- West Kilbride— 60, 68. 

IFe-si Linton— s&. 
l\kUhimi—6&. 

Whiteinch—6a. 

Whithorn— 60, 173. 

a6, 40, 68, X76, 210. 
ir?^«oira-4o. 60, X73. 

\4kS^T' 


in’sj^ iSanfe. 


ivanixn. 

B, X83(3f.*''. ‘ 


Al^pkix—xxs. 

,.'l I Tu . ». 

A idriiiH-~3as, ao6* 

Ay{tiJira—3u>6\Tn*i 
4n&*tf'-~iis,^ao6. 

‘^rMotc *■“ - 


” 5 , *78. 183, 206 


Arkhw—axA." 

Artmpk 31 A, ! 

4 »'fW~;X 7 « 
ArtkHr$t,imn—t6s 
4rM-m6, 

I AtJun.-tmoiU. W.K 
206. 

Athkaym ■xmpK 
' AWnm—ZXK, »SS, l8'i 
* 6 ®. 

Anphvr- ifu.K 

Aui/k^itirlnj/--3gji6. 
PHUnnhlrnrn -ax i, 168 
R(f-tHfhoriHiifh-ijB, ao6 (if.j, 

Smmmin 178, ■ 

j«i, i 63 ’ft It fit 

fhimtjhffdennsis. 

--168. 

w/«i«-- 3 n, laa, 183 ao6 

its t*K.' ' ' ■ 

P^lHminore - xtB. 

-168(11' 

-206 f*i, 

''Jmm%n^-..,ank, 266 " 


!. *}. 




I RaUifhcnion—xSs. 
iBcinmmy-xyQ \M. & fh. 
\BaH!tm^le—x78, 306 (Tn.l 
BnU;icasth (co. Mam)— 206. 

, BaHiiclare—i^. ' ■ 

tiaUlimnieU-»x.K {F.% 206. 

Ballifdehob-taiiTh.}. 

' Baffyfarmn—jjn iznd & 4th W.*). 
, IiitJl!isar~zx.A iM. & 168 

\ IMlyfmi'h}! -- 206 ^ F.K 
,Baltyhminis—sto6. 

; Btdlmmmdiiff-xjQ , 7a.% 206. 
PfdMan^h^rs-^i^ (1*3 
. «rtJW«wi 7 /w 7 -,i-x 68 .a/t 77<.>. 
\BallBmahon—xf&. 
|//« 7 Wiia-ai.v, 32. 178, 283, 206. 
f Ball money- axAri'h.*), 32. ao6. 

! /te 7 /j 7 )nor« ~x68 i«i. 

! waW.vwore JS'wrfiir^v-K^ 

ig^towrfe-iisif/i.). 306.' 

[ Ballyporeen -183 
Balb/8han)H»i-3pt, 183. 

I Bullyvouruey—xCs {»t. 

! Ba)ifu‘idffe-X 7 $, *83, »o6. 

[ 3X3, 16s, 183. 

Bctnyor—S^x. 

i.Ranfj*tf-~i65, 183. 

!.»aim%-ao6{3f.). 


BslleeJc—x$si*l ' ^ 

ao6. 

Blaekr^—aiiA. 


x68, 178 


WHH^AEIE'S' ' ^^ANACKTlSiE" 


! Ble88inffton—2o6 (*), 
'Boardmtlts—^ (S.j. 

BorHs—zxx (F.*l 
Borri8ok(tne—x6k. 

BorrisoMgh—x6& (alt B^.). 

Boyle— ZXA, 168, 

Bray—xxs, 178. 

Bridfietoivn—xas {*}. 

I Brockayh—xgS (*). 

! Brookehorouffh—zo6 ( Th ) 
i Iironna-xm {and. Wed.K 
; Britff~x6s, 168. 

I Brum— 469 (Th.). 

\ Bnncmna-sz (Til. & P.), xtt ITu ) 
Bundoran~3!t ( B''.), 1S3 { Tn.f). ' 
iBushmilU—yg. 

, Buttmint—i6s, *68 ( Jf. & f *) 

I (Jafur—axA (F.*), 168 
I Cuhireiveen—xbK, x68. 
l(Medon-3!»(S.). 

! Oallau—axA, 165, 

■ Ca>idou(/h—2XA 
; V(Wpamure-x6s (Th.V. 

i Capjmchite—x6s 

. CappoQuin-xCs (3f. & Th.^\, 168 (V^ 
Carlow— 2XA, x63, 183 
Varndonaffh—x78, 

I (-V/r««it’~-2XA (2V."} 

(yrnloHgh—32 (F.l 
Oarriek— 206 {*). 

Carrickfirffus-xja. 

Cam ck macrons— xG9, 206 
Cumek-on-Skmt non—xjB, 183 
C<irru‘k-on-Suir—x&, 1S3 
Carriffallen— 206 IM ) 

Carrigart—xjB flF.). 
iCaBkel-z6s, 168. 

I OmtM}ar-~axA, x68 

j CastUMUngham-206 (PI 
OmtUhlayney—axA, 32, 
(mttecomer-2XA (M.*), 168. 

^ Castlederg—xxs (F.), 206. 
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Casth(Uritiot~zQ^ {zn d k ^th I>\ *'). 

CaiiUc : frt >~ w6 { M .}. 

Castle Jatand~x68. 
CnsUepoUurd~xxs[]V.), zoo. 
Castlereu—xm, 206. 

: Cadhimck—x^o i IJ”. !. 
j Casthtoiai Berc—xOs. 

I Cc(stlefoir»roche~i6s, {Tu.'*). 

; Ccistletcani aeo>}Iiegan~sto6 
; Castleu-elhi li—ijB. 

‘ CVa’fiJi— 31 A, 115, 183, ao6. 

! Celbi'id<je--zo6. 

1 Charleston' ti~ixs (ir. or Th.), 

! CharlevUle~zi.\, 165, i 63 . 

j Clara— XS5 { ir. >, zo6 ( ir.*). 

■ Chtrenwrris — x ^. 

i VUmdu—xjB. 

' cit'/dc'u-xes. 

Cloykan—xis ("j. 

CJoghee.il— XB3. 

Clogker—zod {Til. & S.). 
Clonukiltg—zxx, 165, 168. 

Clones— zxA, 178, ao6. 

)(.)/— 178 ('Tv.;. 

Clonniel—sxA, 16$, 168, 183. 
Clournelloii—zoO t Tv:''i. 
Clovghjordaii—xfss ( Tk .~ ) 
Clonghmills—sz i 
Chi/ne—xCs iTh.-^i. 

Coaeh,fo'rd—iC 2 {last 
Coalisland— 183 ('*). 

Coleraine— zx.\, 3a, 173, 183, 206. 
CoUinsfown—soB {*}. 

Collooncji—xB^ 206 t’’). 

Comhei — X78. 

Connor and KtUs—zz (xsl F.). 

(Uioksfov ii—zz. IIS, 206. 

Coohiney—xxs (•'m. 

Cootehill—xBz, 206. 

Vorl'—zx.i, SIS, x6$(11.0.), 168, 183, 206. 
Cveeslongh—3z f*|. 

Croghaa— 183 
Croom—x6s {Tn. tf: F,*], 
Crossdoneg—ZQQ 
Crossgar—sz tTu.). 

Crosskmmi—zo'i t'"l. 

Cross}>iaf/l(!ii—32 , 115 (F. & 8.}. 
Crossmolina—zx\ («*). 

CrHmliii-zo6 

(Jnrruiih Ckihig-xSS (Tv., Th. kS.). 
Cnshendall—x’jB, 

J)alkey—x^, 

Belvin-zoS <F.*l 
J[krrgheg—X78 {*). 

Jhrri / fmmeUg — 3z { W .*). 

Dingle— x68. 

J)oiiaghadee—zo6 
Bonegal—s^, zo6. 

Boneninna—zoi [ ). 

J)oner<iilfi—x68. 

Duo a — 183 

JDinenpatricJc— 178, 306, 

J)uwrn—X78 » Th.^'K 
JJraprrstoivn—zoo ( W. 
J)riinnUague—zx.\. { Tn, 'i. 

Drogheda— zx\, 32, 115, it,$, X83. 
Brornahair—zaf) 

Broniara—x^B 

I) 7 'omurf’—xy 8 , 206. 

D'rnineollogher—x6$. 

J) ni)iikeerati—zo6 1*). 
J}runiUsh—zQ${^}. 
Drvmqvin-x^BiTh,), 
I)nmmatnho—x7B. 

Jjuhlin—ZXA (IJ.O.), 32, 36, S®. 73 . “S 
{B.O.), i6s, 168, 178, i83,li96{//.a;,306. 
Jjideek—xBs (*). 

]hmdalk—zxji, 3z, 115, 168,206. 
Bwidrum-XT/B (Tn.). 

Dnnfanaghg—zfii. 

Dmigannon—S!^, 183. 

J}inig(m}an—x6s, 168, 183. 
Jfnriiiiven—xjB. 

Dungloe—XTB. 

J>unkinee 2 g—zo 6 (Th.*). 

Dvidavin—xi^, zo6(W.D. 
l)unleer—xx$ {Th,}, ao6 (*}. 
Dvnmmtoa>/—2x.\^ 163. 
Dunmor-e—zx.i.iTh,-*), s68, 
JDunshavghlin—zoS, 

Bm'TQW—xxsiF.). 

Fasky—zoSi (IF.). 

Edenderri/—xx$y 206. 


Edenwj—x'fi (Th.) 
rthstotm—'. 


Edgewortu <. w ^ 
Jid $ ihin — X7B . 
Ffnly—xes (Tn.*). 
Ennis— zx A, 168, 183. 


-168 {»), 206 (T'U*). 


! jinms—zxA, xoa, i»3. 
i Enmscorfh.y—zxA,x68, 183,206 (Th.*). 
iBnm’skeiYy—x78 (W.). 
i Ertniskillen—sz, X83, 206. 

I Fnni8tyfm}i~i6s, x68. 

Falcarragh—sz {«). 

! Fa'niaharpu—za6 (Mar., Apr., Sept. 

&Oct*). . ' . ■ 

\ Fe'rlmm—zo& (Th.*). 

I Fermoy—zx.K, 165, 168, 183. 
j Fethard-t6s, 183 (Th.*). 
j Fiutona—xxs, sj«, 206 (F.*). 

• Fiverniletoivu—xTB. 

! Foyiies—x6$ {alt. F.), 183 (R). 

1 Frankford—xxs (»), 2*06 (*). 

1 Frenchpai-k—zaS (alt. Th.*), 

\ Freshtord—zQ6. 

' Galway— zxA, s63, 183. 

(ran<a[/h—2o6. 

I (ril/ord—ss (F.*), 178 (F. ). 

: Glassloiigh—3^ (*). 

I Glenarm—3z CTv.kF.*). 
i Glennainaddy—^ { IF.*). 
Glenties—zoi. 

Glin-x^siTu.*). 

Gorediridge—zx.K (*). 

Gorcy—zxx, 168. 

Aiort—T6&. 

\Gortin—2io&{W.\. 

\ Graigtte-na~M(in{igh—i68. 

; Gj'anard—xxs, 206. 

' Gran[ie-zo6 i**). 

] Greystoyies-xxs (Tn., also F. June, 
j July, Avg., Sept.). 

Gv.rteen—xxS {»), 206 (*), 

, Head ford—x6B. 

, FilWtoromh—ijB. 

IJ oly wood— Z78, 

' HospUal— 165. 

I lrtitiyest.owii—x78. 

'• Johnsioum—x6$ {F.\ x6B iF.*}. 

I JohnstoWiibridge—zoS (♦). 

, Kaiiturk—x6B, 183. 

Keudy—xTB. 

Kelh—tts, ifiS. 

' Kcnmafe—x^i. 

\Kesh— 178 (Tv.'*) , 

\Kilheggan—zt.\. 

! Kilcar—zoB I*). 
i A'?7tw/i’— 206 1*). 

, Kih'ullen—xxs (S,). 

Kildare— Its. 

Kildorrery- x6B('*), 

Xildit8art—x6s. 

, ICiI/enora~^x6BJ*). 
i fCiliinane—x6s. 

'. Kilkee—xBsiTu.*). 

^ Kitkeel—zfs. 

KilkeMy-xtsiM.). 

' Kilkenny— zx.\, 113, 16S, 183, 206. 

, KiUala—zo6 (S.). 

, Kilkiloe—xBs. 

\ Killarney—x6s, x68. 

! KU}cnatd€—x6$ (IF. *). 
Kilhshandra—zo6 iW, *). 
\Killinehy—ss (Th.) 

\KinorgUn—x6B. 

\ KUloifgh—x78 (]C,). 

• Kdluean—xz$ {Tii.). zo6 i Tu.*). 

] KiUybcg8—zo6. 

! Kilhjlea—zzA {*), 183 (*). 
Killyhagh—sxA (P.). 

ICilniucrenan—siz C^). 
i Kilmacthomas—iBz (Th. *}, 206 (Th. *1. 
j fCilmallocJc—xG$, 168, 

KihnihiU—xBz i«V, . 

Kilnaleek-zai (i%). 

Kilrea—x'fi, 

Kil'hish—x&B, 183. 

Kiltimagh—xxs. 

K‘',ltyelogIter—za6{*). 

King8Court—xt$, 178. 

Kingst.mon—^, XGB, 196, ao6. 
Kinloxigh—xBzi*), 

Kinnegad—xxs (’*). 

Kin8ale—x6s, 183. 

RiTkcvhbin—2?i ( Tu.*), 206 { Tu . , ex. sai *) , 

Knockcroghery—x6B(*).. 

K'rtocknagree—x6si% 


Larue— 32, xyB, 206. 

LeUrira—xBz C). 

Lette‘rIxnny—3^, ix$, ao6. 
j Limavady— 3!!!, X78. 

Lmericli—zx.\, 163. s68, 183, 206. 

^ Lishellaio-zo6 iW.). 

Lisburn— X7S, zo6. 

\ Liscarroll—x6s {M:*). 

\ Lisdvonvarna—x6& (Th. Jidy, Aug,, 
Sept). 

1 Lismore—i6s, 168. 

Lisnaskea—zi.'i. (S.*), 206. 

LisiO'U}el—zx.\, x68, xB3, 

Londonderry— zx A, 32, 115, 178, 183,206. 
Longford— zt.K, i^, ao6. 
Longv}ood—zo 5 t*]. 

Loughrea—xss, x6Q. 
Louisburgh—zxx{M.*),zo6. 

Jj0uth—3ps (*). 

Lurgan—zz, 178, 206. 
ifacj'oojn— 163, 168. 
j Maghmi—zQe). 

Magherafelt—2z, 178, 

J!f«?iftMde~i78 (IF.). 

Mallow— zzA, 168, 183. 
Manorhamilton—zo6, 
,M(trkeihiU—zz{F.}. 

\ Maryborough— ziA, 165, 

' Maymoth— 16$ (Tu.fi, 206 ( IF.*) . 
MMleton—zxA, 165, ie8. 

Milford— J78 (F. *■). 

Mmsfreet-rxm. 
iMiltown Malbay—x^. 
\MitckeUtoim—zx.K, 265, 16B. 

Moate—x6B. 

MoMU—xis, 178. 

Monagha7i—3^< nS. 183, 206. 
Monasierevan—xxk. 

Moneymore—zz (F. *). 

Monkst.ou'n—xg6 (M., IF, & S.). 
ilfofiside— 178 (F. *). 

Monntbelleio—zxA. 

Mounteharles—ze^ {*). 
MountmelUck—zix, x68. 

. Mountratk—x6s. 
iMoville—zz. 

Moy—zxA (*), 2o6 {F.}. 

Moylough—zxA (*), 

Mullagh—xgBiF.).: 

MnUingar—zxA, 115, x68, 206. 
MulUnavat—x6B {*). 

Naas—xxs, 165, 206. 
iVti!Wflj}.--2i.i, 32, 115. 

Nenagh—xUs, 168, 183. 
Neivhliss—zziW.'*). 

Xeu'bridge—xxt, 168. 

Newcastle IFesz;— 183. 

Newcastle (co, Limerick )— x6B. 

Newcastle ico, JJovm)—x7B (M., IF, & F. 

x,}ui}t;-x Oct, IF.i^ F. X Oct.~z June). 
Be wma rkef —z6^ 

Newport— zx.\ i zo6 (Tv.*). 

[CO. Tipperary]— x6s (Tn.*). 
New Ros8~~zx.\, 163. 168. 

Neivry—zxA, 178. 183. 

Ntiwtoirnards— 32, 206. 

Neicto wn Ho n 'y- ~x€S. 

Newtownhntler— 178 (J/.i. 

Ne wtownha mil to n—aoS ( S. ). 

Newtown-Stiiu'art~x7B, 

NQblj€r—xx$ ('*,». 

O'Brien's Bridge— xBz (*).; 

Oldcasfle—xxz, 178. 

I Omagh—zx.K, 183, 206. 

Oughttrard—zxA (Th.*) 

Park— 178 f). 

Pettigo—zz (M. tF.*). 

Plumbridge—zo6 ('*), 

Pomeroy— Z06 (Tn.). 

Portudowm.—zi.\, 32, ao6. 

Portafe.rry—sz. 1 

Portarlhigton—x68. 1 

Portglenone—xyB (Tu.). 

Portrush—3z. \ 

Portsteivart—3z{Tu.kF.),iyB (Tu.kF.). . 
I Portumna—xx$. ' j 

Poynfzj)as3—zx.\ (*), 32 if), 1 

' Queenstown— zxA, ' ' > 

fiameZtoH—x78. \ 

Ravdalstow U—X78. ; 

Ran(dagh—zo6. 1 

I Raphoe—x7B. ! 

1 Rathangan—xxs IM.). 206 IM.). ■ 
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Rr(tMou'ne.u—t6^, 

I Ritthfirmn—xtsiThX 
I Uuihfriland—riS, xx$, 

\ liftmkralc~x6s, xm. 
j Rnthmines—i^. 
Rfithmo?}/on~~3)C^ !*), 
R>RhmvUen-~yt {TkX 
Riii))rtih~~so6 (*»>. 

, Rkhkill—2tx (*t. 

1 Rm rafou'u—:^ {*}, 
Ro<'k—xt$ I*!, 
Roonk^-i/^ijS ( 'jr,*!. 
RttH('ommm~-ai.\, i68. 
Rfmroa—zix, i68. 
lioimirat'}tcrff—2iA f ir.'*). 

' Huith-x7B\F.K 
, Hf. JoAusto/i— 178 

] Scarif—xGi. 

I Fi'knU~xBz \Tk.). 
j Skmfugolden—xB^fE), 
Shenork—iTB i H . 4 ; t\). 
1 RhilWngh-im {W»l 
■ Hixmilficnmi—iTB {MX], 


Sken'kB—vjB. 

Skibbe>^e&n~-2iA., x6s, S83. 
iSjfc)*i/ne— 3* {* Oct.). 

Slane—xis (*), 206 (*). 

Sligo-~9tA, 3®. *x 5 . *83, ao< 5 . 
ShwaHstown^xxS { Ir .)i 306 (TT. & P.), 
Strabam— 32, x^Sxy^i Tn-& W.*},xBz, 206. 
165 {S.*j. 

Stranorlar—ixs (*). *73 (*>• 

I litroke9tQi(m~-xG&, 178. 

* Summerhill~2ci6 {last P., exq). April, 
June, Sept, <£* N'ov.*), 
Swanlinbar—206 (S.*), 

Swinford—xxK, 183. 

Sworik~x7B (w.*). 

Tagkimn--xB3 {*), 306 {•). 

Tall(m—x6s. 

Tandraffee—32. 

Tarbert~~x6$. 

Templeniore—tGB, 183. 

Teinpo--<to6 {*). 

Tho7yuiBiown-‘XX^ 

Thurlea—isxx, 165, s 63 . 
Tkmleague—x^. 


Tinahely—x6S { 

Tipperm‘y—2ix, x6$, x68, 183. 
Tomm Bi'idge—xjB {Til), 

Tralee— &XA, j65, 168, 183. 
Tramo're—xBs ( tF.). 

Trillick—so6 (S',*). 

Trim— sax (S.*% 206, 

Tua m—2XA, x63, 206. 
Tuhbereim'u— 32 (M.*), xx$. 
Tullar-xm {Tu. & Tk,*i. 
TvUaimre—2xx, xxs, 206. 
TuUinadaly—20&{*). 

Tydlow—xm. 

Urlingford-x65 iF.*h j68 (P.* 
Virginia— xgS. 

Warrenpmit—ss (F.), 183 (F.). 
Waterford— 2x A, 165, 168, 183, 206. 
Waterville-xm (Tu.*), 

W eatpoi'i— 2XA, 206. 

Wexford— ziA, 16S, 183, ao6, 
WhiteJiead—xjB. 

TPtcfcloMJ—iis, 168. 
Woodford~xx3{M;\. 
Youghal—zxA, 183. 


<!iOlontal antt dForrign ISanfeg, toitf) tfictr Hontion Agents. 

The nutfibcra given in the foUorcing List refir to the London Office or London Agent. 
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Lyon., 77; Anslo-Egn>tian Bk., 9; 
Imp. Ottoman Bk.. 117 ; L. Muller, 
w; Thomas Cook & Son (Egypt), 73. 
National Bank of Egypt, 170A. ; 


! JalestnuL—Anrhnml Kreaitbank.ii8 . 1 AhUnga.—Biink of Adelaide, 12. 

. Monchaux i Biguon, 75 ; 1 A/efO'OH,— Soci(;<ittH>< 5 ntoIe. 202; Crtid. 

) < Lyonnais, 77. Lyonnais, 77. 

! Aldiittsfor l—lik. of X.fi.W., 23; Nat. ■ A !!eppc>. —Imperial Ottoman Bank, 1*7. 
j Bk. of Aufit., 169. Ahxander.—B. of B. N. Amer., 18. 

Aherdeen (CaiJei- St. B. of S. Afr., 203. Ale.mndrfi Bank of N.Z., 24 ; 

i A&w^f>a^^-Bk. of Brit. W. Af.. 14. 1 Nat. Bk. of N.Z., 172. 

i vlmvx.—Bank of Brit, W. Africa, n;' Alexandra ( ric-J.—Un, Bk, of Aust., 
I Bk. of Nigeria, 27. 1 208; Nat. Bank of Aust., 169. 

I A(lff-Zfff2(/r.-«-Inii». Ottoman Bk., *17. Alearondn'or.— Bk. of Egypt, 20; CrMit 
I Adrttiff.— Imp. Ottoman Bank, sty. ' nv «. 

; AdawL—lmp. Ottoman, 1x7. 

' Adelaide (Cajiei.—Ht. Bk, of S. Af., 203. 

j AdefrfiVie A B. of Australasia, , . , 

x6; Eng ,8eot.,and Aust. Bk.93; Bk.of I Ionian Bank, xxg ; Bk. of Athens, 17, 
N.S.M 23: Nat. Bk. of Australasia, ' Alexandria ((>ut.!.--U. Bk. of Canada, 
*t 5 Q ; TFnion Bk. of Aust,, 208 ; Bk, of i 77 ; Bank of Ottawa, X77. 

Adelaide, xa; Conmiereial Bk. of ; A ti/fere.—CrMit Lyonnais, 77. 

Aust., 70. j vlh'crt7iife,~CariM- & Co. 

1 Adelong —Bank of New B. Wales, 23. Alice. —Stand. Bank of S. Africa, 203. 

; Aden.—Natioiuil Bank of India, xyi. ' Alhml Korth (Cape}. —Bank of Africa, 

' Adncnvoude.— liniterial Ottoman Bk., ' 15; Stand. Bk. of South Africa, 203. 

[ 117. I Attahcdmd.—Bk. of Bengal, 75 : Allah- 

‘ AUnm-Kornhissar,— Imperial Otto-i abad Bank, 209. 
i ma.n Bk.. 117, ' Allend«l(?.— Nat, Bank of Aust.. 169. 

Aof?<.— Hocit 4 <!' O^nCTak, aoa; B. de ' A lliaton (Oat.).— Bk. of Montreal, 22. 

I Pianee; Nat.. 71; Credit ' AiloTO.—. 4 .ustralian Joint St. Bk., 13; 

j l.iyoanai», 77, I Queensland Nat. Bank, X84 ; Com. 

' Ap7«,-“Bank of Bengfri,7S. > of Sydney, 69. 

Agms Calmntes.'-Aton. B. of Mei..i45. 1 Almonte lOrtt.),— Bk, of Montreal, 22; 
Aamcdofeid.- Bank <tf Bnmhay, 7S 1 Bk. of Noya Scotia. 193. 

Aidia.— Imp, Ottoman Bank, iij. j Alphiugttm.—Cora. of Au.st., 70. 

A RkriUers. - Sis'iete ( UW'ralc, 202. ! AlstonviUe,— Com. of Sydney, 

Aititab "--Imp. Ott(»inun Bank, xxj. i A?to»id,-~I>readncr Bank. 83. 
Aix-mJ'^ruvrnreiBuin'hf’sdH^lih^tirl— Altona (Man.). —Bk, of Montreal, j 


Angers.— CrM.hyon., 77 ; Soc,G4n.,202 
Aagom.— Imperial Ottoman Bk., 117 
Angouleme.—Sociit6 (kmerale, 202 
Credit Lyon,, 77; Compt. Nat,, 71. 
AjmawMe— Bk. of N.S.W.. 23. 
AmiapoKs.— Union ,Bk.of Halifax, 135 
Bank of Nova Scotia, 193. 

Annecy.— Soc.(lttn.,aoa ; Or«id.LyoD:.,77 
Annonay.— Ci^d, Lyon., 77 } Soc. G6n. 
202. 

Anfihea— Credit Lyonnais, 77. 
A'i}.tigonishe. — Merchants’ Bank. 26 
Roy. Bk. of Canada, 26 ; Oanadiai 
Bk, of Commerce, 47. 

Antigua.— Colonial Bank, 65. 
Antofagasta.— Anglo-S. Amer., iib. 

A ninny, —Yokohama Specie, 225. 
Antwerp.— JL A. tie Bary & Co., 209; 
B. d’Anvers, 135 ; B. Centrale Anver- 
soise, 148; C. de Browne & Co.. 134 ; 
Amtsrican Express Co., 5. 

Aydwerp {Kir,).— Com, of Aust., 70. 
Appila Farroime.— Eng., Sc. &Aus.,93. 
Aiyollo Bay.— Com. Anst., 70. 
Apsleif.—Col. Bk. of Aust., 148. 

Apt.— Soc. Gentetle, 202. 

Ammftc.— Bank N.S. Wales, 23. 
Amrai ( Fie.).-B. of N.S. W., 23 ; Lon. 

B. of Aust., x 47 ; B. of Victoria, 29. 
Aratapu.— mat. Bank N. Zea., 172. 
Armc/wn,— Eng.B.,F, Au(la.p& Co.,7X. 
A j’cAanyel.— Russian Bank, 195. 
Arfimssetn.— Com. of Aust., 70, 
Arequipa.— Banco del Peru, 143. 

A rgentan.— Soc. G^mirale, a 


A?>-fe«-Rn'»n>i,-«'r'dit fjyonuais, 77. 
A}(tcrio. ■ ■ J. Bo2?.o < '( ista. 

Akartnf,' -Bank of New Zealand, 24. 
A* CAeAm—Imp. Ottoman Bank. X17. 

Russian Bk., xgg 
AAe/o.—Bfink of Bombay, 75, 

Akgah . - Bank tif Benga 1 , 75. 

Aluk.- Hoc, <h?n., 202 ; Cnni. Lyon., 77. 
Aihmg ( IP, Ajjsi.h— Bn. Bk. of Aust., 
iSSi Nat, Bk. of Australasia, 169; 
West. Aust. Bk., aao. 

AUtony fiV. r.>.-State Nat. Bk. 45, 
Albemi.— £toy, Bk. of Canada, 26. 
A§eii Park -Em.Scot and. Aust., 93. 
\ Aliwriowk— Can. Bk, Com., 47. 

20s*; Credit 

I^iyonnaia, 77, 

I AmonPark{K,S.W.l-E,,B. A A., 


Arnersfoort.—mat. Bk. S. .Africa, i73v : ' Arum wir—Eusso-CMnese, 199 ; Rub- 
iwiAcrsf.— Bank of Nova Scotia, 193. i sian Bk., 195 
Bk. of Montreal. 22 : Canadian Bk.of ; Aynmniieres.—OrMit Lyonnais, 77 
Commercc,47 iRoy.Bk.of Canada, 26, : Armidule.—Bk. of New South walcf 


A man i’^k {A,S, W. E., 8. & A., m. j sterdamsehe Bk., 
ALlWoa Nat. Bank,; Son, 73 ;J 51 yden 8 i 


Aviluirstburg— Imp. Bk. of Canada 

X 32 . ■ . 

Amiens. —Credit Lyonnais, 77 ; SociAte 
(Sremirale, 20a; Ooraptoir Nat., 7*. 
Amoy.— Hongkong and Siianghai, 1: 

Nat. Bank of China, xyo. 

Amrost*.— Bank of Bombay, 75. 
Amritsar.— mat. Bank India, 171; 

Delhi & London Bk„ 82. 
Am»<erd«m. —Detenneyer Weslingh & 
Sou, X3S ; B. de Paris et Pays Bas, 
xjfii Netaerland Trading Soc., 209; 
Lipmann, Rosenthal k Co., 118 ; Am- 

, TV,. . ^ 


. ' Anctma.— L.C!laa8en,209';R. 

I ' A«dtou»—Eiisfio-Oh{ne 8 e, 


lU, & Co., 38. 

" . Aimagia. 


'< of Australasia, 


23; Australian Joint Stock Bk., 13; 
Com. of Sydney, 69 ; Bk. of Victoria, 
29 •, City Bank, 148. 

Amsirmif/.— Bank of Montreal, 22. 
Arnprior. —Bk. of Ottawa, 177 ; Bk. of 
Nova Seotia, 193. 

Arras.— Soci 4 t 6 G^n^rale, 20a ; Credit 
Lyonnais, 77. 

ArroiaAead— Imp. Bk, of Canada, 132. 
Arroiofoum, .~Bk. of New Zealand, 24. 
Arthur.— Boy. Bk, of Canada, 26. 
Ascoi FaZe.— Eng., Scot. & Aust., 93, 


— IJn. Bahk of Aust,, 


AeMmrton (JV.Z.J.- „ 

3S & ; Bank of N. Zealand, 24 ; Bank of 
Australasia, x6 ; Bk. of N. S. W., 23, 
Aa^oft (B.C.}.—Bk. B.N. Amer., 18. 
AshMd.-Bm& of N.S.W., 23. 
AsAAaAad.— Eusso-Chinese Bk., 199. 
Am^res.— Soc. Gdn^ralc, 202 j Credit 
Lyonnais, 77. ‘ 
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AssinecSk of Brit. W. Af., 24. 

-Nat, Bk, of Egypt, 170A. 
Assonan.—lSk. of Egypt, 20; Nat. Bk. 
of Egypt, X70A, 

j*lstraMau.— Ewssian Bank, xgs. 
Athabasca I,c!n(fmp--Imperiar Bank 
of Canada, 232. 

Jlf/wsns.— Ionian B.,119; Soci<it (5 Otto- 
mane, 206; Thos. Cook & Son, 73; 
Bk. of Athens, 17. 

Athens {OnD.—VLGiX; B. of Canada, 26, 
Athertmi—Wk.. of N.S. Wales, 23 

Atliii (B.C,).~Qan. Bk, of Com., 17. 
Auhervilliers.—^ocitit^ G^ndrale, 202. 
Auburn.— Blit. Bk, of Australasia, X'69; 
Eng., Scot. & Aust., 93; Com. Bk. 
of Aust., 70; City Bank., 148. 

AMcft,— Soci<it(ii C 4 n 6 rale, 202. 
xiucMand.—Bk. of Australasia, 16; Bk. 
of N.S.W., 23: Bank of N.Z.. 24; 
Nat. Bk, of N.Z., 172; Union Bk. of 
Australia, 208 ; Thos. Cook & Son, 73. 
Aiigsbttrg.—Wnedr. Schmid & Co„ 118 ; 

Dresdner Bank, 83 ;dJeutsche Bk,,84. 
A'wra ?/.—Soci(it 4 Cmdrjde, 202. 
Aitrillac.SocU.U G<in6rale, 202. 
Aurora (Oaf.).— -Bk. of Montreal, 22. 

A assip.— Anglo- Austrian, 7. 

AmsO'w {Nevada).— Bank ot Atistin. 
ATfftta.— Soci^td G6n(irale, 202 ; Credit 
Lyonnais, 77. 

Atixey're. — Sooidt 4 Gdndrale, 202 ; 

Credit Lyonnais, 77. 

Awe^Zajtcda.— Brit. B. S. Amer., 39; 

London & B. Plate Bk., 140. 

A venel—Vom. Bank of Australia, 70. 
Aaipnoa. —Soc. G 6 n., 202; Or^d. Ly., 77 - 
Aaocct.— Bank of Victoria, 29, 

ArcMn.— Bfuvk of Bid tish West Africa, 
14 ; Bank of Nigeria, 27. 

Aiiimer (Owfario).— Molson’sBk., 177 ; 

Tradei’S' Bank of Canada, 173. 

Ayr.— Canadian Bk. of Commerce, 47. 
Ayr (Queensland).— Bk. of N. Queens- 
land, isg. 

ifarsA.— Nat.Bk.Australasia, 
160; Com, Bk. of Aust., 70. 
B«afiec^r.“lTniOn Bk. of Ilalifax, 13s. 
Baden (Sutsse).—Bimk of Baden. 
Baden-, Sadfi!w.—Oberrheinische,B.,7S; 

E. S. Meyer, 73 ; Meyer & Biss, 209. 
Bagdad.— Imp. Ott. 117. 

Bagtify'esde Ltichon.—Compi. Nat., 71. 
Bahia.— liond.& Brazil Bk., 133 ; Banco 
Mercantile de Bahia, 135; Brit. 
Bk, of S, America, 39: Bk. do 
Bahia. 135 ; L. & 11. Plate Bk.. 140. 
Bahia Blanca.— liomlon & K. Plate, 
140; Anglo-S. Amer., xxn; Banco 
Kspanol, X3K. 

Bairnsdale.—Bk. of Ticloria, 29 : Bk. 
of Australasia, 16; Bk, of N.!d.W., 
23; Nat. Rk. of Australasia. 169; 
( 'ol. Bk. of Australasia, 148 ; Union 

1 Bank of Australia, 208, 
BaJcu.—llnssitm Bk., 195, 

Balaclava.— Com. of Aust., 70. 
Balakluva.— Com. Bank of Aust., 70 ; 

Rank of Adelaide, X2, 

Bafa/mro.— Russian Ilk., xgs. 
Balrarec.— Bunco Espanol, i3.\. 
Balclutha.—lSat. Bank New Zealand, 
172 ; Bank of New Zealand, 24. 
7 ?«fpow-e.— -Imp. Bk. of Canada, 132. 
Balingup. — West Au.st. Bk., 220, 
Badau.— Com. Eiink of Atistralia, 70. 
Ballarat (Vi€toi'ia).—Bk.of Australas., 
x6; Bk, of New S. Wales, 23'; Union 
Bk. of Australia, 2 o 3 ; Bk. of Victoria, 
29 ; Lon. Bk, of Australia, 147 ; Col, 
Bk. of Australasia. 148 ; Nat. Bk. of 
Australasia, 169 ; Com. Bk. of Aus- 
tralia, 70; Eng., Scot, and Aust., 93; 
Roy. Bk. of Aust., 68 ; Ballarat Bkg. 
Co., x6. 

BalMale—Bk. of N.S.Wales, 23. 
Ballina (N.S. IF.).— Commercial Bkg. 

Co. of Sydney, 6g ; Bk. of Aust., x6. 
BaZ7nafn.— •Bk.of New South Wales,23; 

Eng., Scot, and Aust. Bank, 93. 
Balmoral.— Bsmk of Victoria, 29. 
jRftZranaM.— Australian Jt. Stock, 13. 
Baltimore.— Alex, Brown & Sons, 45 ; 

Hambleton& Go., 173 ; Nat. Exchge. 
Bank, 196. 

Banff.— Imp. Bk. of Canada, 132. 
Bangalore.— Bank of Madras, ax. 
Banmlow.—'Ens., Scot. & Aust., 93; 
Com, Bk. of Sydney, 69 ; Bk. of New 
South Wales, 23. 

Ba ngkok.— Hongkong and Shanghai B. 

Corp., 1X2 • Oh. Bk. of India, &c., 53. 
Batmoefrburn.— Com. Bk. of Aust., 70. 
Bani/ena.—Com. Bank of Aust., 7°- 
Barde-duc. — Soci<it6 G^n^rale, 202 ; 

CrMit Lyonnais. 77, 

Barbados,— Colonial Bank, 65. 
Bar6e7-ton.— Bank of Africa. 15 ; Stand. 
Bank of S. A„ 203 ; Natal Bank, 167 ; 
National Bank, 173 a. 

BarcaZdine.— Queensland Nat,Bk 184; 

Bank of N. S. W., 23. 

BareeZojia.— Credit Lyon., 77; Banco 
Espanol, 13A. 

Bareilly.— Bank of Upper India, 209. 
Barhmn (N.S. TT,).— Nat. Bk. Aust. 169. 
Barhley BasZ.— Stand. Bk. S. Afr., 203. 
Barniah.— Com. Aust., 70. 
Bannedman.—Bk. N. S. Wales, 23. 
Barmen.— Barmer Bank, Verein, 10. 
BarHao7iZ.— Kusso-Chinese Bk., 199 ; 
Russian Bank, 193. 

Ban'aba (Nf.S.W.)—Com. B, Co. of 
Sydney, 69; Bk. of N.S. "Wales, 23. 
Bar/'acas.— London & River Plate, 140; 

Banco Espanol, 13A. 

Barrie.— Bk. of Toronto, 136 ; Oanad. 

Bank of Commerce, 47. 

Bfflrrinfdoii (iV.Z?.).— Canadian Bk. of 
Commerce, 47. 

BarHngton Passage.— XJnion Bk. of 
Halifax, 135. 

Bartvon Bowtis.— Com, of Aust., 70; 
Col. of Aust., 14S. 

BrtsZe,— Banque F^d^ralc, 77; Swiss 
Bankverein, 203. 

Bassorah.—Jmp. Ottoman Bk., X17. 
Batavia.— Ch. Bk. of India, 33 ; Merc. 

hai B., 112 ; ’Netherld3.TraI.Soc.,Eo|. 
Bathurst ixif,).— Bank of British West 
Africa, 14; Bank of Nigeria, 17. 
Bathurst ( JV.B.).— Roy.B.of Canada, 26; 

Bsink of Montreal, 22. 

Bathurst (B.BTF.).— Australian J.S. 
Bk.,13; Bk. of N.S. Wales, 23; Com. 
Bk.of Sydney ,69; City Bk.of Sydney, 
148 ; Bank of Australasia, x6. 
B(do«»n. -Russo-Chinese Bk., 199. 
Battleford.—Bk. of Brit. N. Amer., 18 ; 

Canadian Bank of Commerce, 47. 
Baatecji.— Dresdner Bank, 83. 
Baiol/.—Can, Bk. of Com., 47. 

Bayonne. — SocUt 6 Gdn< 5 rale, 202; 

Credit Lyonnais, 77. 1 

Beaeomjleld.—Stma. Bk, of S.Al, 203. 
Beaconsfietd (ras.).— National Bank 
Tasmania, 68. 

Bmlih<i.—Bmk of Victoria, 29. 

Bear Biver.—XJn. Bk. of Halifax, 133. 
Bca acafre.— Credit Lyonnais, 77. 
Beaudesert.— Queens. Nat, 184;; Com. 

Bk. of Aust., 70 : Bk. of Aust., x6. 
Beaii/ort (Victoria).— B. of Victoria, 29. 
Beaufort West (S. A/rica.)— Stand. Bk. 
of S. Africa, 

Bcattlix.u.—Ctid\t Lyonnais, 77. 
Beaum.—Cxid, Ly., 77; Compt. Nat., 
71? Socidt6 G6n6rale, 202. 

Beauvais. — Soci 4 t 6 G 4 n 4 iale, 202 ; 

Credit Lyonnais, 77. 
Bedford{S.Atr.).-^bd. Bk. S. Afr., 203. 
Beeac.— Inn. Bank of Aust., *47. 

Beech Forest— Com. of Aust., 70. 
Beeckworth ( Ffe.).— Bk.of Australasia, 
x6; Bk. of N.S. W., 23; Bk. of Vic., 
29. ' ' ' ' . 

BeenZefpbi.— Commercial of Aust. , 70. 
Bma.—Bk. of N.S. Wales, 23 ; Coml. 
Bk. of Sydney, 69 ; Aust. J.S. Bk. , 13 ; 
Bank of Aust., 16. 

Beira (East Africal^Bk. of Afr., xs; 

Standard Bank of 8. Africa, 203. 
BeZfasL— National Bank, X73A. 
Belfort— 8 ociit 6 G 6 n 4 me, 292 ; Credit 
Lyonnais, 77. 

Belgrano.— Bunco Espanol, 13A. 
Bellary.— Bank of Madras, 21. 
Belleville.— Bk. of Montreal, 22 ; Mer- 
chants’ Bank of Canada, 60 ; Bk. of 
Commerce, 47; Dominion Bk., 173. 
Belleville-surBadnc.— Credit Lyon. 77. 
Bbllingen.— Com. Banlt of Sydney, 69; 

Bank of New South Wales, 23. 
Belmont.— Bank Brit. N. Amer., 18, 
Belwood.—lxnp. Bank of Canada, X32, 
BeZsy.— Russian Bank, X99, 
Benalla,—Bk. of N.S. Wales, 23 : Nat. 
Bank of Australasia, 169; Colonial 
Bank of Aisstralasia, 248, 
Bemt'iiihra.—Com.Bk, of Australia, 70 ; 

Col. of Aust., X48. 

Be«a?'es.— Bank of Bengal, 7S- 
Bendigo or Sandhurst ( Fic.).— Bk. of 
Viet., 29; Bk. of Austlsia., 16; Union 
Bk. of Aust., 208; Bk of New S. 
Wales, 23 ; Col. Bk. of Aust., 148 ; Nat. 
Bk. of Austlsia., 169; Loud. Bk. Aust,, 
147; Com. Bk. of Aust, 7®; Royal 
Bank Aust., 68. 

B’ea/m.— Nat. Bank of Egjpt, X70A. 
Benin.-Bk. of Brit W. Af., X4; Bk. 

of Nigeria, 27, ,, ■ - 

Beni-Souef.—Bk. of Egypt, 20; Nat. 

Bank of Egypt, i7p.A. 

Benora'.— National Bank, 173A ; Stand. 

Bk. of S. Africa, 203. 

Rerbwe.— British Guiana Bank, £09; 
Colonial Bank, 65. 

ifcrpcij.— Bergens Kredit Bank, 84 ; 
Bergens Privatbank, 213 ; Thos. 
Cook & Son, 73. 

Bergerac. — Soci 4 t 4 G 4 n 4 rale, 202 ; 

Comptoir National, 71. 

Berhampoiv..— Bank of Madras, 21. 
Berlin.— Miiser & Co., 209; Deutsche 
Bk., 84 ; Schickler Frferes, 30 ; Bk.fUr 
Handel and Ind. . 77 ; S. Bleichrhder, 

209 ; Dresdner Bank, 83 ; Diseonto- 
Gesellschaft, 80. 

Berlin (Ontario).— M.Bk.of Canada,6o ; 

Bk. of Hamilton, 175 ; Bk.of Com, 47. 
Berne, -—Bank FM 4 raIe, 77. 
Berrigayi.—Oom. B. Co. of Sydney, 69 ; 

Union Bank of Aust., 308. 
Berringa.—Bng., Scot, and Aust., 93. 
Ben'iivillocJc.—Com. Aust, 70. 
BerrylN'.S. IF.).— Eng., Scot.and Aust. 
Bank, 93 ; Commercial Banking Oo. 
of Sydney,' 69. , ■ 

Berwicki Viet.).— Com. Bk.of Aust, 70, 
Benvkk fiV.,S'.l.— Com. B. of W’indsor, 
209 ; Union Bk. of Halifax, X33. 
Besanvon.— S.G4n.,202; Crcd.Lyon.,77, 
Bethal.—Nat. B. of S. Africa. X73A. 
Bethlehem (S.Afr.).—Bk. of Africa, 15 ; 

Nat. Bk. of Orange 11. Colony, 203. 
Beulah ( Fic.i.— Com, Bk. of Aust, 70. 
Beverley.— V? est. Aust. Bank, 220 ; Un. 

Bank of Australia, 208. 

Bein'out.—lsnn. Ottoman BanJe, 117 ; 
Henry Ileald & Co., 73 ; Thos. Cook 
& Son, 75. 

/A’ciers.— Credit Lyonnais, 77 ; Soci 4 t 4 
G 4 n 4 rale, 202 ; Compt, Nat, 71. 
Bhavnagar.—Bmik of Bomlniy, 75, 
Biarritz.— B. H. W. Bollairs, 148 ; Soc. 

Generale, 202 ; Cied. Lyon., 77. 
Biggcmlen.—Qneens. Nat Bk., 1S4. 
Bits/c-Russo-Chiiiese Bk., 199. 
Bilbao.— Ikmk de liilbao, 77. 

Bf/cdiffc.— Imperial OttnmEUi Bk., 1x7. 
Bimlipatam. — Bank of Madras, 2x. 
Bingarn{N.S. IF. Cra.Bk.Ss’-dney.eg, 
Birchip.— Nat. Bank Australasia, 169; 

Com. Bank Aust., 70. 

Birchy Grove.— Bk. of Montreal, 22. 
Birregiirra.— Col, Bank of Aust., 148 ; 

Com. Bank of Australia, 70. 

Blackall (Queensland).— Q. Nat. Bank, 
X84 ; Bunk of N. S. Wales, 33, 
Blaekbutt—Boyal Bk. Queens., 192. 
Blackheatk.— Com. Bank of Aust, 70, 
Blagovestchensk. — Russo - Chinese, 
Bk., X99. 

Blantyre.— 8 tnd. Bank S. Africa, 203, 
RZewna.— Bk. of Brit. W. Af., 14. 
Blayney (N. S.W.)— Com. B. Oo. Sjd., 

69 ; Barik of Australasia, 16, 
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[K.ZX --Bank of Now ZeaL. I 'I . T*: r~~ 


^1 Natl, Bank of N ew Zealand X7a 

StmilfOliteiu.—Bk, niAfiica, 15. 

^nk of Oranpro Hivor roiouy, 303^ 

ArriHir, B. <;orn..i.i; Stand S ’ 

I j,f® 3 ; National Bank of s. Afii«'-a ^ < ‘onnuerce. 

Bvon., 77 • iti; S'- ’ Standard Bank of t ijmadii 175' 

1 of Now ^eakmd 24 ’ *'| ^ 'a^iada, 132 ’ ’ 

BfM/rtZier^.-Bank of Adilaid > Australia. 148 : 

, Wiplkink of Cow. Bank ’ 

.Sent and A ust.. 93. ’ ‘^t Bnt. W. Af., 14 ■ Bk 

fo -»«k. Brit. W, ffr.. T. I ^ 


trpal, 23. - - • 

Bk., 7; J 

J.110S. Cook & Son, 73. ’ ' ’ i 

Lond.aml River Plate i 
*40 ; Bruico del Corneroio, 177 ; Brit i 
Bank of h. America, 39 ; I^ond ami ' 

Br«rah„„ ,33, A„5lp.t'A“™;,"“ I 

JL • r; "1 Biffi?erstaft, 34; Banco Es- f 


I Bmwim (&l--Xmi?BlUta I ^m'-Bresdner Bank, 83. 

Bk., S BfeSi Brit f ’ I tw {Q2«-i5ee).-Bk. of Mon- 

' aa; Can. likJoi 

?! 2 a ; Bk. of (‘ommerce 

173 


^ ' '■ Aust. Bk. 

A^ofSaiy'^ “O' 
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Bk. of Brit. K. America, x8. ; St.Bk,ofS. AfMso3;iCayjpaii’«.“-Iloy. Bk. Cauatla, a6. i 

minion B.,173; Iloy.Bk.of Oanada.aS, ; Bk. of ^Africa, 15. \ ChiUago-n(i.~~Aiiiit. Bank India, 171. 1 

C7;?Cf//.~iiank'of jiladras, 21. \ CaudTit.—Qv&iX. Lyonnais, 77. |CA3iis)/-Ze-/ioz'.~Soc. G^neralc, 220, j 

C»77/f/o,— Banco del IVvu, 14S. | Canlfielil—'Etag., ricot. and Ausfc., 93- 1 0/iOfe^.—Credit Lyonnais, 77. 1 

(hillinotvi->.~-Qom. Qi A\vst.,^o. I Ctoi\':e777o?n-"Soc. Gcnerale, aoa ; Comp- j{7feriWi?'?rA..-~Bk. of Anstndasia, 16; : 

C'(f«<wVo.— Bank of Adelaide, 12. ■ toir National, 71. 1 Union B. of Anstrab'a, ao8 ; B. 

Cedrinm.— African Bkf?. Corpn., ia : CaroZZi/.— Imp. Ottoman Bank, 117;! of X. Z., 24; B. of New S. Wales, 23; 

Standard Bank of Wouth Africa, 203. , Bank of Athens, 17. j Nfat. Bk, of N. Z., 172. 

('ariiitqiU'Ai.—lXo';. Bk. of Canada, 26. Ctnr/ipoJT.—Bank of Bengal, 75; Nat. I Nat. Bk. S. Af., 173A 

Cahiheni'hll ( ririorio).— Eng., Scut. . Bank of India, 171. ! C/irisfioaf«. — Centralbaukeu for 

an<i Aufet. Bk., 93; Cum. of Aust.. 70. Can. Bank of Commerce. 47, j Norge, 13s: Novske Oedit B., 133; ' 

(:<mhooya.~Bk. <.»f .N. S, Wales, 23. , C'ei>?i.--Ciiar. of India, 53; interl.Bkg. Norske Biskontubauk, 83; T. Couk ; 

0?ni/nan\--SoeietAUenevale,£02; (,’r ' — 


, , -d. I Corp., 118. I & Son, 73. 

Lyonnais. 77. : Cedari^ille.—Stan. Bk. of S. Africa, 203. j Christmnstndt—Clmst .Enskilda Bk., 

Cff/n?//'idr/e. -Bk. of New Zealand, 24: Cep.^iafonfrt.— Ionian Rank, X19. “ 

■ ' " ' ^ " %S. Afr., 


. Bk. of N. S. Wfdes., 23- 


trmiH.AfrUa) -St.B.of 


118 ; Skanes Enskilda Bank, ■ 
203. Cienf uegos.—'Roy Bk. Canada, zt 



Cainpheltou'.., - , 

cVf;n;ici*do?,'Oi.~Col. Bank of Austral-, Credit Lyonnais, 77. 
asia, 148 ; Bank (,>f Victoria, 29 ; (-Vifr/notd*?/.— Credit Lyonnais, 77, 
laiion Bank of Aust., 208, (.Arf»)dJo>i-/e?/flreroZtes.~-Soe. Gen, 202, 

CaMMo.—Com. B. <-'o. of Sydney, 69. Cf/ojpojnn'a:.— Paul Payot ; B. du Com- 
Co.'tdiV.—Bank of Atlicn.s, 17. , meree. 

Cuiicu.—Bank of Athens, 17. { %o//f;-67t?«n.---Yokohama Specie, 223. 

CVf?/3ve,s. — Cognett & Riddctt, i3<5; VhaTenton. ^ G^irimln, 203; 

Credit Lyonnais, 77 ; Soc. Goneralc, Cred. Lyon,, 77. 

202; Thus. Cook & Son, 73. . ; C/n3ries/ort(U.S'.).----B.of Charlc,stTt,,i36. 

Ciinnington iCavada'i . — Stand. Bk,, 173. VhctrUsion (A'.B'.j.— Bk. of New South 
tVoioro.— Can. Bk. Com., 47. Wales, 23. 

(Janov'ihdra iAl S'. IP.).— -Com. Bkg. CAorA-sfcum.—Natal Bank, 

C/3-7r?eriffe(A'mnce).-~Cr<idit Lyori..,77. 


Co. of Sydney, 63; Bk. of X.S.W., 23. 
Canm (A’'..V.i. —People’s Bank, 209; 

Bank of Montreal, 32 . 
(Janterbiini,~~YA\S; Scot., k Aui?t., 93- 
t'O'td'n).— Intend. Banking Corp., 118; 

Hong Kong and Shangliai Bk.. ns, 
Ckipe, CoaM of Nigeria, 27 ; 

Bank of Briti.sli West Africa, 14, 
Cape Fahnan.—Bk. of Brit. W. Af. 14- 


Vlaremmit (TFesi Atts#.).— Nat, Bk. i 
Aust., 169, ! 

C^amidoiJ.—Bk. of Adelaide, 3E2. j 
C 2 aresholm.— 0 iiP. Bk, of Com., 47. ! 

Clarke’s Jlarhour.-^JJ. of llalifaK, 13s. i 
ClfPinont ((QtteensIfOid).— Bank of N. S. i 
Wales, 23. ' V'/': ■..,■ ■■ i 

C7emo/j,FFe>T«wd.---Crdd. Lyon., 77, ! 

Cleveland {Ohict}, —Comm. Nat. B., ^ ; I 
Nat. B. of Comm,, 45. i 
Clewland {S. A/.).~Nat. Bk. S. Af., I 

*73A. ■ ■ ! 

, - Clifton (S. A/r.1.~Nar.Bk. S. Af., 173A. 

(:nird{mUe{<^imnsld.).~~<^. Nat. Bank, i Cfffifon.— Qucen&ld. Nat. B., 184 ; Au.st, : 


184 ; Com. Bkg. Co, of Sydney, 69. 
Chariot tefown i P.B./.).— Merchants’ 


Joint Stock Banik, 13 ; Union Bank i 

of Australia, 208: Bk. N.S. Wales, 33. j 

Bk, of P.E.I., 136; Bk.of Nova Scotia. Cfi/fou /iz7?.— Lond. Bk. of Australia, ■ 
193; 31erchants’ Bk. of Halifax, 26 ;i 147: Nat. B. of Australa.sia, li^. ! 

Roy. Bk. of Canada, 26; Can. Bank : CTfntou LV.xf.).— Bank of N.Z., 24. I 

Com.. 47 ; Bk. of Montreal, 22. 1 Clinton (Oaforfo'.— Molson’sBank, X77; I 

Charleton ( rfr.,'.- -Bk. of Vic., 29 ; Com. Roy. Bk. Canada, 26. ^ | 

‘ ^ ^ - - - - - , „ , . j 


C'up'.'toMoo— Stand. Bk. of 8. Afr., 203 ; Bk. of A., 70 ; Bank of Austlsia., s6, Cfoncw/O’v.— Queensland Nat. 
Bk.^of Afr., 15; AJriean Bkg. Corp., CMrlton.-^hk. of AUctoria, 29. i Bank of N. S. Wales, 33. 


Crf'dit Lyonnais. 77. , 36 ; Loud. Bk'. of Aust.. 

Cavcoar.—City^ Bk. Sydney, 148 ; Com. ; Bk. of Aust., 208 ; Bk. of N 


Bkg. Co. of 'Sydney, 69. ' 135 ; Royal Bk. of Queensland, 19s. 

Cardenas.- -VCiy. Bk. of Canada, 26. ! CViorL’e.?.— Soci^‘tc G<Sn6ral, aoa ; Crtkl. 
C«r(7xi{o}?.—Bk. of Montreal, 22. Lyonnais, 77. 

f.V/rw?o*ooi-.— London Bk. of Aust., 147. : ChaUtmdun.—Soexm. Gdmirale, 203. 
Carleton P7afe.--Bimk of Ottawa, 177 ; Chittenu 77ife?Ty.— Soc. G«in4rale, 202. 

Uniou Bunk of Canada, 177. dutVeanroiix.—^oeiC''"' 

CVn.*/si)od.— B<medikt Bros. 209. 

C'ari»/ia3iia.--SkanesEnskildaBk,,L__. , 

(Mrlsrtihe.—G. Mdller k Co., 132. ; Bank of Nova Scotia,, iji 

Carlton { Victoria h-lAondan Bank of, C/w/Zit/ndOjiLh— Mrelmts Bk.ofCan., 
Aust., 147 ; Bk. of Victoria, 29 ; Com. ' 60 ; Bk. of Com., 47 i Standard Bk., 
Bk.of Aust.,7o;Col..Bk. of Aust.,148. 175 ; Bk. of Montreal, 22. 

Car 


X47 ; "Unioi; ! Bkof W k Wales, 23. 
U. Queensl., j Clyde (xY.Z.).— B. of N.Z. 


: (!h(\fe(nti'onx.—^oei&t& Giin^rale, 2,- 
■ VhaUUeranlt—Ckid, Lvonnais, 77. 

: Chatham oi Montreal, a 


Carmangay—Cim. Bank of Com., 47. ; C/juuk//.— C redit Lyonnaig, 77. 

Stand. Bk. S. Africa, 203. (-'Ac/oo.—Russo-Cdiinese Bank, *99. 
Carnarvua ni'est A/JsL.i.—U'nion Bk. rfn.i— Eng.Scot.&Aust.ss; 

of Aust., 208. c,/<(;minfr.--l)resdner Bank, 83, 

Crtj'oZixo.— Nat. Bank, S73.A. Clierhonrg.—Qoci^td Geiierale, 202; 

Carpentras.—i5ocio.t(i Gen<irale, 202;' < 'r,;HIit Lyonnais, 77. 

( fred. Lyonnais, 77. . ’ ; Chihiii El Kom.—'Fit Bk. EgjTt . 170A ; 

Ca rrieton.—Bimk of. Adelaide, 12. ! Bk. of Egypt, 20. 

f 'x)'ferio3f.~'Bank of New Zeahuul, 24 ; ’ Chicago.— First Nat. Bk., *36 ; CMcago 
Bk. of New South Wales, 33. Nat. Bk., 136; Bk. of Montreal, 23; 

Cktrtkageim.—Ii^iik of Spain. 191. ■! Met. Nat. Bk., 209 ; Continental Nat. 

CVfft'UiO.— Corn, Bkg. (Jo. of Sydney, 69; ' Bk., 209 ; Merchants’ Loauand Trast. 
Bk. of Nciv South Wales, 23; Pnioii , Co, Bk., 209 ; Cook & Son, 73 ; Bk. of I 
of Aust., ao8; Loud, Bk. Aust., 147, i Nova Seotia, 193; American J3xi). 
Cassel ( Goldschmidt Bros.;' Co., 5. 

•Dresdner Bank, 83. 1 Chiela yo.—liimco del Peru, 145, 

Cassilis.— Com. of Aust., 70; Col. of ! C7ifZd#rA?.— Com. Bank of Sydney, 69; 

Aust.. 148. I Queenshind Nat., 184; Bank ofj 

Gastamhol.—Tmp. Ottoman, 117. I N, Queonfiiland, 135. 
CVosterioiJ.—Nat.'Bk.of Australasia, 269; : ChiUago.—Bvaik. of Aust., *6. 

Bk. of Victoria, 29; Colonial Bk. of ■ CVio'/ajL— Bankof Chile, *36; Anglo-S. 
Australasia, 248; Union of Aust., 2 o 8. ' Amer., iin. 

Castlernaim I Viet.).— Bk. of Austral- j CAi?L‘u>aeZ;.~Bk. of Montreal, 22; Roy. 


asia, 16 ; Bk. of New S.iiVales, 23 ; Bk. 
of ■Victoria, 29 ; Col. Bk. of Austral- 
asia, 148 ; Nat. B, of Australasia, i6g. 
CaMre 8 .—Sooi 6 U<i&n 6 Ta\e,zoz ;Comi)t. 
Nat. d’Escompto, 71. 


Bk. Canada, , 

Chiltern.—lSk. of Australasia, *6; Bk, 
of N. S. Wales, 23. 

Chinchilla— Bk. of N, S. Waleg, 23. 
Chinon.—Sac. G^n^raJe, 202. 


Coaticodke (Co xada),— Eastern Town- * 

, ships, 173. . I 

CiAcut.—Cxn. Bnk, of Commerce, 47; ‘ 
Imperial Bk. of Canada, 132. i 

(7<wr.— -Com. Bkg. (Jo. of Sydney, 69 ; ■ 
Australia Joint Stock, 13. 

C'o5ffrpo.— Bk. of New South AYales, 23. ■ 
C'o&(fen.~Nat. Bk. of Austlsia., 269; : 
Col. of Aust,, 148. 

Cdilcntz.—Jj. Seliginan. i 

Coboiirg {OnL).~B. of Toronto, 136. i 
Goh^’am t rd’e.).— Nat. B. of Australasia, I 
169; Bk. of Australasia, 16. 
C'o&tt!‘p.~Schraidt & lioffmarm. , 
CtAnrg i rfe.K—Com. Bk. of Aust., 70, ^ 
Coefo'ane,— Imp, Bk. of Canada, 132. 
^'Jd/l>or. —Bk. of N. S. "Wales, 23 ; ' 
City Bk. of Sydney, 148. 
Caanrte.—Creklit Lyonnais, 77 ; Compt. ' 
Nat. dEscompte, 71; Soe. G(in., 202. : 
Co^wacf.— Uu. of Aust., 208; Bk, of 
Viet., 29. 

Cofra.— Bunque des Grisons, 209. | 

Cofcic. — Nat. B. of Austlsia., 169; T>. of ! 
Vic., 29; Col. B. of Australasia, 248; . 
Coml, B, of Australia, 70 ; Union JB. 
of Aust., 208. 

Colboio/e (Canada).— StandArd B., 273, : 
CttfejYddjrte.— Nat. Bank of Australasia, , 
269; Bank of Victoria, 29. ; 

Oolesberg.— Stand. B, of S. Africa, 203. ■ 
ColIarend)ri.—BAnk of N.S.W., 23. 
Collie. — Com. B. of Aust., 70. ! 

Collmgivood (Canada).— B. Commerce. * 
47 ; Bk. of Toronto, 136 ; Bk. of 
Monti-csil, 22. 

CoUingu'ood ( FicL).— Nat. B. of Aust., 
269 ; Cora. B. of Aust., 70 ; Union Bk. 
of Aust., 2 o 8 ; Bk. of Australasia, 16 ; 
English, Scottish and Aust. Bk., 93; i 
Col. of Aust., 148. ! 

Cologne.— S. Oppenheim, .inn., & Co., | 
10 ; Thos. Cook & Son, 73. 


Whitaker’s almanack, 1910. 


33 ^ Golomal and Foreign BanM^ with their London Agents, 


C?l(;?()MSo.~IIongkon;? & Sli., iia ; Mere. I 
Bk. of India, 160 ; Xat. Bk. of Tadia, I 
171 ; Bk. of Madras, i ; Chartoml 
Bank of India, &e., 53; T. Cook 
& SfHi, 73 ; Jlus.jO-('hinese Bk., 199, 
(loiflif.—Intl. Bkg. Cnri>., it3, 

Bk. of Africa, 173A. 
Ctmipikliie.—GrijCiih Lyonnais. 77. 
Conakry.— Bank of Brit. W. Africa, X4. 
Concepcion,— Bk. of Chile, 136 ; Anglo- ' 
S. Amor., xib. 

Concordia.— London & River Plate, 140, 
Condoinih'n.— Australian Jt. Stk. 13 
Cora. Bankg. Co, of fcsyducy, 69. 
Gondijm.—S<n‘. (Idneralo, soa, 
Constance.— Uiiccdi'ii & Co. 


Cmn&mifc {If. M'esi Aust. (Onf.).— B. of Hamilton, 175. 

SS20. 


Cr^itm.—Cm. Bk. of Commerce, 47. 
CreMif — Ixm, Bk. Aust., X47 ; Nat. Bk. 
Aust., 169. 

Crestoa.— Gan. Bk. of Com., 47. 
Creswick i VictoHa\.—Ti. of N.S.W., 23; 

Bk, of Australasia 16. 

Creu»ot fjLe}.~CrMit Lyonnais, 77. 
CreH^aaeA.— Beckhard & Soirs, 209. 
Gromwell.—Tii, of N.Z., 24; Nat. B. 
N.21„ 172. 

Crookweli (N.S. W.).-K of N.S.M"., 23 ; 

! Bng., Scot, & Anstralian Bank, 93; 

Bank of Aust, 16, 

Crossfield.~~Ctm. Bk, of Coin., 47- 
Croro‘.<i Aesf. —Queensland Nat, Bank, 
X84 ; Bank of N. S. M' ales, 23 : Bank 
of Aust., 16 ; Com. Sydney, 69, 

’on.— Queensland Nat. Ek., 184; 
of N S. W , 23 ; Royal Bk. of 
Queensland, 192. 

Crystal Brook.— B. of Adelaide, 12, 
Crystal City.— J]n. Bk, of Canada, *77. 
CitbaUiug Foot— West. Aust. Bk., 

Nat. Bk. of Aust., 1% 

Cudal. — CommercialB. Co. of &'diiey,69, 
Ckc.— 'W est. Aust. R, 220; uu. Bk. of 
Aust., 2 o8. 

, — ,,, , Culeairn.—Bk. of N. S, Wales, 23, 

CooliHirdic.—Bk. of xAustralasia, 16 ;; C«?aerden.~Bk. of New Zejiland, 24. 
Western Australian Bank, aoo : Bk. 1 Cumberland.— Roy. Bank Canad.a, sd, 
N. S. Wales, *3; Bnion Bank of ! Cu}nmni8.—Bank_of Adelaide, 


Coiistantine.— Credit Lj’onnais, 77. 
CopMantino/)le.—Jmi). ofteraanB, 1: 
.Soc, OttomaiiP, 206 ; Credit Lyon.,' 


Thos. Cook & Sou, 73 : Bk. of Athens, I Cmj 
. *7 ; Deutsche Bk,. 84. 1 Bi 

CooWio.'cw.—ytand. B. of B. Africa, 203. 
Vookshire (Qacia).— Peoxile’s B., 209 ; 

Bank of Montreal, 22. 

CoojWoK'a,— Queensland Nat. Banlt, 

X84 ; Bk. of N. B. Wales, 23; B. of N. 
Queensland, 37. 

Cooluk.-Bk. N. S. Wales, 23, 
Cooktinan.—Bk. of New South Wales, 

23; ('om. Sydney, 69, 


DtfitsZe.— Canadian Bank Com.. 47. 

Beloraine (T'etsmaaia).— Com. Bk., 
Bank of Australasia, 16. 

Beloraine (Man.it.).~~U. B. of Can., 
177; Dominion B., 173. 

Belunfira.—Bk. New South Wales, 23. 

Dcmemm.— Colonial Bk., 65 ; Biitish 
Guiana Bank, 209, 

DeniUquin {N.S. U'Cdes).— Australian 
Joint Stock, 13 ; Bk. of New South 
Wales, 23; Loud. B. of Australia, 
147 ; Union Bk. of Australia, 208. 

Denwer.— Nat. Bk. of S. Africa, i73\. 

Derhy.—tUnt. B. of Tasmania, 68. 

Deseronto.— Bank of Montreal, 22. 

7>efrnoI<i.— Dresdner Bk., 83. 

Dc/i'o#.— Preston Nat. Bank, 177. 

Beimiport (Tm.).—Ji. of Australas., 16 ; 
Nat. B. of Tasmania, 63 ; Cum. Bk. 

. of Tasmania, 23. 

IjDuimoaii Creek ( Fief. l.—Comm. Bk. of 
■ Aust., 70. 

Dieppe.— Soc. G^n., 202; L. Delanie, 
2og: Duval, Blamville & Co., 75; 


Aust., 308. 

Coonui.—B. of N. S, W„ 23 ; Coin. B. of 
I .Sydney, 69; AustHn. Jt. St. B., *3. 

Coominyo.— Hoy. Bk. of Queens., 19a. 

! Coottoiamhran.— Austrihin Jt. St., 13; 
i Bk. of N. S, Wales, 23. 

Cmnmnbte (aV. 8 . IF.),— Aust, Jt. St. 
B. 13 ; Com. Bkg. Co. of Sydney, 69 ; 
B. of N. S. Wales, 23. 

Cooparnoofc.— Bk. of N, S. Wales, 23. 
Cooran,— Com. Bk. of Australia, 70; 

Bk. of N. S. Wales. 23. 
Oooranhonij.—Com. Bk. of Aust., 70. 
Cooroy.— Bk, of N. S. Wales, 23; Com. 

of Aust.. 70; Bug., Bcot.& Aust., 93, 
Cocfiamundra (.Y, iS. IF.t— Bankof N- 


Cttmjtoefc.— Com. Bank of Sydney, 69. 
Ourtderdin.— West Aust. Bk., 220. 
Cunnamnlla.— Commercial Bkg. Co. of 
Sydney, 69 ; Queensland Nat. B., X84. 
Cmninghame.—Col. Bk. of Aust., 148 
Cwrletoi#.— City Bk. of Sydney, 14)8; 

Bk. of N. S. Wales. 23. 
Currabubitla.—Bk. of N. S. Wales, 23. 
Ourramulka.—Bk. of Adelaide, 12. 
Cwyo.— Com. Bank of Australia, 70. 
Dacca.— Bank of Bengal, 7s 
Dakar,— Bk. Brit. W. Africa, X4. 
Da%.— Com. Bkg. Co. of Sydney, 69 ; 
Queensland Nat. Bonk, 184; Bn. of 
Aust., 208. 

Dafftoim'e.— Punjab Bk.. 


Sydney. 69 ; Union Bk. of Aust.. 208 ; ! Dalny.— Yokohama Specie, 225. 

B. of AuBtlsia., aS; City Bk. Sydney, IDaman/iar.—Nt. Bnk of Egyiit, 170.4 ; 
*48. i Bank of Egypt, 20, 

C<me»/ta{5fen.— Private B. 209 ; Danske | Damascus.— Imp. Ottoman B.ank, X77. 
jjaudmandybank. 135 ; T, Cook & ‘ Bmdenong.— Com, B. of Australia, jo ; 
Bon. 731 Amer. Ex. a»., $. i Colonial Bk. of Austmlaaia, 148. 

Copniiiw.— Anglo-S. Ainer., ixn. Da'/ij/fn,— West. Aust. Bank, 220, 

fbpwujsAurst — Eng..Scut,AAust..93- iDamimrite— Bk. of N.Z., 24; Bk. of 
Anglo-S. Amer , ixu. | N.S.W'., 23; Tin. Bk. of Aust, “ 

licmtlon 

OmtmlH. ... 

tWiifjrw!,— Banco Espmiol, 134; L. &! Bank of Slontreal, 

H. X*late Bk., X40- I Dfltplo.— Eng.. Scot, k Aust Bk., 93; 

(*orjy.—\oumi B., xio. j Aust Joint Stock, 13. 

(hrmmU tGu/«ra»(.— P.k, of Montreal, ' DftryaPilIc.—N.'it Bk. of New Zealand, 
s» ; Roy. Bk, Canada, *6, ; *72; Bk. of Noiv Zealand, 24. 

OwAwnmiri.- -Bk. ut New Zealand, 24. Darliwy.— Stand. Bk.of S. Africa, 203, 
ComrtJoT’" —Nat. Bk, of Aust, X69; DariiiH//ord.~Bk. B. N. Amer., 18. 


o.— A,n«iO"W. Atner , ixu. | N.S. W., 23 ; Bn. Bk. of Aust, 208. 
4jom. Bkg. Co, of Sydney, 69 ; ; Bamihatmr.—Bism. Bk, of Africa, 203. 
n Bk. of Aust,, X47. | Dantftfr.— Gibsone & Co, 

t. -Com, Bank of .Sydney, 69. \ Danville (Qneb.i.— People's Bk., 209; 

« T. Jlr) Ttinvili- 


Bi/o)t.—Cr(>dii Lyoimais, 77, __ 
Gdndrale, 202; Comiit. Nat., yx. 
Dimboola.— Nat. Bk. of Australasia, 
X69. 

Diaan.— Soc. G< 5 n<irale, 202. 

IMnard.— Jules Boutin, xsg. 
Dixcove.—Baxik of B. W. Africa, 14. 
Dolores.— Banco Esnanol, X3 a. 
Z)oniiafra,— Colonial Blink, 65. 
Donald.— Bank of Victoria, 29; Col. 
Bank of Australasia, 148; Com. B. of 
Australia, 70. 

Doncaster.— Eng., Scot and Aust, 93- 
Donffara.— West. Aust. Bk., 220. 
Dormybrook.— Com. Aust., 70; West 
Aust Bk., 220. 

Bookie.— Nat. Bk. of Australasia, 
Dorchester’.— March. B. of Halifax, 26 ; 

Roy. Bk. of Canada, 26. 

Dordrecht (5. AyV.).— Stand,Bk,of S.A. , 
203 : Nat. Bk. of S. Africa, 1734. 
Dorrigo.—Bk. of N. S. Wales, 23; 

City Bank of Sydney, 148. 
Domi.—^oe. G<Sn.,203; Cr6d.Lyon., 77, 
Doirm’w.— Com. Australia, 70. 
Draguignnn. — Soe. G^nfrale, 202 , 
Criidit Lyonnais, 77. 

Dresden — DresdnerBk., 83; Deutsche 
Bk , 84 , T. Cook & Son, 73. 

Dresden iDnt ) — B, of Commerce, 47. 
Dnnlu'ater —Can. Bk. Com., 47. 
Drontheini — Trodhjem Privatbank. 
Drouini Victoria}.--B. of Australas., 16; 
Com Aust ,70. 

Dnimmoi/ne.—Eng., Scot., & Aust., 93. 

S ’ate.™ Col. B. of Australasia, 148. 
B. of N. S. Wales, 23 ; Com. 


flul of Aust.. 148. Darawfadi!,— Bank ftir Handel und 

Corm'it iN.8. ii Bank of Austral- Industrie, 77. 
asiii, xi&; Bank of N. S, Wales, 33; Dartmouth Wanudal—TjxAon Bk. of 
(kan. Bkg, < 'o. Sydney, 69, Halifax, 135. 

orryiitg.-m. of Australasia, i<S; Da«|Ai«.— Can. Bk. of Com., 47. 

Batik of N, S. AV’ali's 23. . Dttvidmi.—Bk. of B, N. Araeriea/18. 


, tWryntg. 

Batik of N S. Wall-*--, 23. 
CPrufOia.— Eduardo dt-l Rio. 7*5. 


Dmddson.—Bk. of B, N. America, '18. 

, _ " -i'-- Daitis Plflfr.— B. des Griaons, 209. 

/ utp. Bk. of i 'nnada, 13a. j Iktvyhurst.—tW. Aust.) B, of Anat., x6, 

Coari- Cmlit lymmais. 77, 1 Daa*.-Soc. G<in., 202 : Oompt. Nat. 71. 

ik‘namvdU'iiMn(tda}.—EastcxnTQwa^ Dawson GUy.—Bk. of B. N. America, 
sliiprt Huik, x 73. . , , . , i *8 ; Canadian B. of Commerce, 47. 

f \mciL -- Hank of Adelaide, sz. | Imp Dmim.— Western Aust Bk., 220. 

Aust.JtHtk. Bk.,j3;Cora.B.;D0l8»/ord.-Bk. of Victoriti, 29; Col. 
i iiK of Sydney, 69 ; Bk. of N ew South : Bk. of Australasia, 148 ; Union Pnnir 1 
Wales. 23: in. fck. of Aust, ao8. ' of Australia, ao8. 
fiw^jT.-Col. of Am-st, 148; Bk. of iDe A«r.-Stond. of S. Afr., 203. 

*9 t Gom. of Aust., ?$. ! D«a»’* Marsh.-Gom. Bk. of Aust., 32. 

^<^,.-Gali3!ische B. fur Ha^d. I imeadaieh.-^xan. Ottoraan Bk., XX7. 
A/f Htan, B. S. Afr., 203 ; ■ Deepwder. — Bk. N. Queensland, xss. 
iKak of Afr^, 25, iltolayoa Day.— Bk, of Africa, 15; »t 

Bk. of Aust, 70;; B. of 9 . Mrica, :»3; Natl. Bk., 173^. 

cout. ■ 


«f CMswIi, xp. 


^k,. 82; g. Of B 

7S ! Nat. Bank of India, xyi. 


23: .. 

B. Co. of Sydney, 69; Aust dt St. 
Bk., 13 ; Bk. of Australasia, 16. 
Dublin.— Com. of Amt , go. 

\ Duck Lake.— Bk. of B. N. Amer., 18. 
Mrulwich /fr7Z.~Eng„ Scot, k Aust, 93. 

Bk. of B. N. America, x8. 
Dundas (Otii.}.— Bk. of (‘oiumerco, 47. 
Dundee I A'ataD.—StB.of S.Africa,203 ; 
Natal Bank, 167. 

Dnmdia i Otago). —Vnion Bk. of Aus- 
tralia, 2oS; Bank of Australasia, x6 ; 
Bk. of N..S.W., 23: Bk. of N.Z., 24; 
Nat. Bk. of N. Zealand, 172. 

Dunedin (North).— B. of N, Zeahmd, 
24; Nat Bank of Neiv Zealand. 172, 
DuiHm.—Com. B. Co. of Sydney, 69 ; 

Bank of N.S. Wales, 23, 

Dunkekl— Col. Bk. of Austral., 14B. 
Dunkerque.— Soc.fUn4:rale,zQst Credit 
Lyon., 77 ; A. Petyfc A Co., 209; Compt, 
Nat, 7x. 

Dunnville{Can.).—Bk.of Commerce, 47. I 
Dtinolly.— Bank of Victoria. 29 s Lond. 

Bimk of Australia. 147. 
Duntro(m.—N&t. Ek. N.Z.. 172. 
Dwauyo.— London B. of Mexico, 14^ 
Durban {Gan.}.— Can. Ek. of Com., 47. I 
Durban (Bat.).— B. of Af.,xs ; Natal B., 
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167; SiB. of S.Afr,303; Af.Bkg.Cor., 
lA ; Nat. Bk., 173A ; T. Cook & Son, 73- 
Durban Point . — Bk. of Africa, *S; 

Natal Bank, 167. 

'Durham.—Ht. B. of Canada, X73- 
i>M38eMoi-/: —Eergische Mark. Bank. 148 
Eaglehmvk ( of N.S. 'Wales, 
23 ; Bk. of Viet,, 29; Com. Bk. of 
Aus., 70. 

Eaf.t AileJa 


Em'e^ix.—Soc. < 3 ren 6 rale, aoa; Cr^d. 
Byonnais, 77. 

Exeter {Ontario).— Mohon’s Bank, 177 ; 

Can. Bk. of Commerce, 47. 
Fairlie.—'Bk. N. Zeal., 24. 

Falmouth {Jamaica).— Col. Bank, 65. 
A’amapiesto.— Imp. Ottn. Bk., 117- 
Femresonith (S.AfA.—E'k. of Africa, 15. 
i Nat. Bk. of Egypt, 170A; 

cJ’aWc.— Com. Au8t.,7o;Eng., i Bk. of Eg3^pt, 20. 

Scot, and Anst., 93. ^ Feathenton (A. Zealand).— Bunk of 

Ea>itCoUi)Lgv'ood.—i:i-At.B.Qf Aust.,169 ; : Australasia, 16 ; B. of N. Zealand, 24. 

Bk. N. ,S, Vales, 23. AVcain?),— CrMit Lj'onnais, 77. 

Eofit London iS.^-l/Vica).— Stand. B. S. Feilding {KZ.).—K of Australa.sia, 16; 
Africa, 203; Bk. of Africa, 15 : i B. of N.Z., 24; B. of N.S. Wales, 23, 
African Bkg. Corp., ia ; Nat. Bk. of Un. Bk. of Aust., 208. 

S. Africa, 173A. Fenelon Falls.— B. of Brit. N. Am., 18 , 

EcJucca { Fic.).— B. of N. South Wales, , Bk. of Montreal, 22. 

23 : Bonclon Bk. of Australia, 147 ; : Imperial Bank Canada, 132. 

Com. Bk, of Aus., 70; Col. Bk. of Ferguson [Canada).— lriivonul'Bk..i 33 , 
Australasia, 148. \ Fernando Po. — Bk. of Brit. ViT. Afr.. 

JJdea.—Bk. N.S, Wales, 23. i *4 ; Bank of Nigeria, 27. 

Edendale.—Bk. of N.S.W., 23; Bk. of i AtTHie.— Can. Bk. of Com., 47: Imp. 

N. Zealand, 24. j Bank Canada, 132. 

Edmihope.— Col. Bk. of Aust., 148. Fern Tree (Lully.— Col. of Aust., 148. 

Editlihurg.—Bk. of Adelaide, 12. 1 A'erogepore.— Punjaub Bk., 68. 

.fi’dmonioH.— Imp. B. of Can., 132; Can. | Ficits6?f?*£r.— Bank of Africa, sg; Nat. 
Bk. of Com., 47 ; Bk. of Montreal, 22 ; | Bk. of Orange River Colony, 203. 
Dominion Bank, 173; Roj'. Bk. of , Fingal (Tas.}. — Bk. of Australasia, 16. 
Canada, 26. i Finninj/.—Compt. Nat., 71 ; Cr 4 d. 


Edmundsioii.— Bank of Montreal, 23 
R05’. Bk. of Canada, 26. 
Edtmrdstowii. — Bk. of Adelaide, 12, 
Effej-fon.— London Bk. of Aust., 147. 
Eglinton.—Bk. of IVIontreal, 22. 
E(iu’anga.—Bk. of Brit. W. Af., 14. 
Biserufcit.— S. Ziegler. 
Eikaterinbourg.—liiissian Bk., *95. 
EkaieHnodar.—Tinsshin Bank, 195. 
Eketahuna.—Bk. N. Zca., 24 ; Bank of 
New South Wales, 23. 

Elaine.— Com. Australia. 70. 
Elher/eld.—BeTmolie Dliirk. Bank,i48. 
Ellml/.—Soc. (Jen., 203 ; Cred.Lyon.,77. 
B 7 ?>o«'.--Canadinn Bank Corn., 47. 
Elgin.— Can. Bk. of Com., 47, 
EUsabetkprad.—'Rnssian Bank, agg. | 
ElMiarn.—Qan. Bk. of Commerce, 47- ' 
Elk Xalte.—Canadian Bank Cora., 47 ; 

Imperial Bank Canada, 132. 

B 7 h'of,— Stand. Bk. of S. Africa, 203. 
Elmhurst.— Bk. of Victoria, 29. 

Elmira (Onf. ).—Trad(2rs’ Bk., 173, 
Elmore { T’'i<;il!ori«).— Bk, of New South 
Wales, 23 ; Bank of Victoria, 29. 
EUternxnelc.—Eny^. Scot, & Aust., 93. 


Lyon., 77. 

Fitzroy.~B. of Victoria , 29 ; Lon. Bk, 
of Australia, 147; B. of N.S. Wales, 
23 ; Eng., Scot, and Aust. Bk., 93 ; 
IJn. B. of Au.,2o8; Nat.B. of Aust.,169. 
Fleche, La.— Soc. G 4 ner,ale, 202. 
Mens.— Cr4d'tLj’on.,77; Compt.Nat.71. 
Florence.— Blench & Co., 100 ; Macquay 
& Co., 209 ; Tlios. Cook & Son, 73 ; 
Anglo -1 talian, ii. 

Nethcrlds. Trade Co., 209. 
Foix. —Soc. C 4 n 4 rale, 202. 
Fon/ainebleau.—Soc. G 4 n 4 rale, 202. 
Fonfena y-le-Comte.— Soc. Gen4rale,202, 
Imperial Bank Canada, 132. 
EoocBom— Hongkong & Shanghai B. 

Corp.,112 ; Chartered Bk.of India, gs. 
Abofscra?/,— Nt.B.of Austlasia., 169; Col. 

B.of Austla8ia.,i40; Cora, of Aust., 70. 
Forbes (A'lS'.lF.).— Aust. Jt.-Stk.,i3; B. 
of N,S.W., 23 ; Cora. B. of Sydney, 69 ; 
Un. B. of Aust., 208 ; Bk. of Aust., 16. 
Forcados.—llk. of Brit. W. Af,, 14; 

Bank of Nigeria, 27. 

Fordsburg.— Nat. Bank, 173A ; St. Bk. 

of S. Af., 203. 

EUkam ( ricf.).--Oomm. B. of Aust., 70. ; Stand. B. of Canada, 173 j Can. 

Eltham {X.Z.).—Bk. N. Zea., 24; Bk. 1 Bk. of Commerce, 47, 

N. S. Wales, 23; Bk. of Aust., 16. | Forest HfZh— Queensland Nat., 184. 

Ernden.—Y. & B. Brons, 13s ; Bresdner , Forrest— Com. of Aust., 70. 

Bk.,83. l EorfiJeaw/ari.— Stand. B. S.Afr.,203. 

Emmaville.—Bk. of N.S. Wales, 23. i Fort Francis.— Can. B. of Com., 47. 

■ ' Ahri IF'i/Wam.—Bk, of Montreal, 


Emoire {Panama). — International 
i Bkg. C'orp., 118. 

■ /Cms.—L. J. Kirchherger, 209, 

E)Hlerhy.— Bank of Montreal, 22. 

! Enmore.—Eina. Se<jt. & Aust., 93, 

! Enfehbe.— Nat. Bk. Imlia, 171. 

; Epernay. — Sooicto Gencrale, 202 ; 
i Crticlit Lyonnais, 77. • I 

! Emau?,— CrM. Lyon,77 ; Soc. G4n.,202, 

! Cum. Aust., 70 . 

i BVwe/o (.V.ri/r,).— Natal Bk., 167; Nat. Ew/f/eroZies.— Soc. G 4 n 4 rale, 

! Bk., 173 A. , Four ieslmrg. —Bk. of Africa, 15. 

j Erzeroum.— Imp. Ottn. Bank, 117. : Fourmies.—Crid. Lyon., 77. 

: Eskotvc iZiilakt nd).— Natal Bank, 167. ' Foxion (iV. Zealand).— B. of N.Z., 24. 

: — Ciuconsland Nat., 184 ; Roy. Bk. j Bond. E. of Aust., 147. 

of (Queensland, 192. • J<Va)i^/ori- 07 i-Af.— Schuter Eros., 209; 


Dominion Ek., 173 ; Union Bk., 177 ; 
Merchants’ Bk. 60; Trader's’ Bk., 
*73 ; Northern Bk. ; Ray, Street & 
Co, ; Can. of Com., 47 ; Imp. Bk. of 
Canada, *32, 

Fortitude FaZZe//. —Qucensld. Nat„i84 ; 

Com. B.of Sydney,^ ; B.of N.S. W., 23. 
Foster { T'fc.),— Bjink of Australasia, 16 ; 
Nat. Bank Aust., 169. 


{ Eski Cheir.— Imp. Ottoman Bank, 117. 
EsnFi.—Bk. of Egypt, 20. 
Essendoyi.—Bn^., Scot., and Aust., 93. 
Essex (Chi/.).— Imp. Bk. of Can., 133. 
Estcourt {Natal).— St. B. S. Africa, 203; 
Natal Bank, 167. 

Estevan.—Bk. of Bi'it. N. America, 18. 
Etampes.—Soc. Gen 4 rale, 202, 

Eti.—Soc. G 4 n 4 ralc, 202. 

Eudunda,— Nat. B. of Austi-alasia, 169. 
Eumnndi.— Com. Aust., 70; Eng., 
Scot, and Aust., 93. ; Bk. New South 
Wales, 23, 

Euroa.— Nat. Bk. of Australasia, 1691 
Col. of Aust., 148. I 


S.achs & Hochheimer, 209 ; Deutsche 
B., 84; Deutsche Vereinsbank, 209 ; 
Dresdner Bit., 83; Discohto-Geseli- 
schaft, So. 

Fra nklin.— Com. Bk. of Tasmania, 23. 
Frankston.— Col. of Aust., 148. 
A’ras.jr&wrg.— Stand. Bk. of S. Af., 203. 
M'«.ser riZZe.— People’sB.of Halifax, 209; 

Bk. of Montreal, 22. 

Fredericton {N.E.).—B. of Brit- North 
Amer., 18 ; Merchants’ B. of Hal., 148; 
Bk. of Mont., 22 ; Roy, Bk. of Can.,26. 
Frceling.—Bank of Adelaide, xa. 
Freiburg (Baden),— iJ. A. Ki'ebs, 209; 
Dresdner Bk., 83. 


Fremantle.- -Vn. B. of Aust., 208 : Nat. 
B. of Austin sia., 169 ; V,\Aust.B.,220 ; 
Cora.B.of Aust., 70; B. of Austlsia.,i6; 
Bk. of N. S. Wales, 23. . ■ t 

Fremo (California).— FarmcTs' Bk- ; 

Bank of Central California, 118. 
Fribourg iS>witz.).—¥. Vogel. 
Fryerstown.— Col. Bk. of Aust., 148. 
PYtri/i.— Dresdner Bank, 83. 
ij«? 7 Zac.— Soci 4 t 4 G 4 n 4 rale, 202. 

Guile {Ceylon).— Mere. Bank of India, 
160 ; Nat. Biink of India, 173. 

Galt.— Bk. of Comm.. 47; Merch. B, of 
Canada, 60; Imperial Bank, 132. 
Gaheston (Texas).— Adoue& Lobit, 209. 
iGananvq^ie (Cu^iada).— Merchants’ B. 

ol C in 60 ; B. of Q’oronto, i;6. 
Ganmam — Bk. N. S. V/ales, 23. 

(jai kdd - London Bk. of Aust., 147. 
Garvoc.—Col. of Aust., 148. 

CraZtou.— Royal B. of (Queensland, 192 ; 

Queensland Nat. Bk., 184, 

(rfMt’Zer.— Nat. B. of Australasia, 169 ; 

Union B. of Aust., 2o8. 

Gayndah.— Com. Bk. of Sydney, 69. 
Geelong ( Victoria).— B. of Australasia. 
16; B. of N. S. Wales, 23; Col. B. of 
Australia, 148; London B, of Aust,. 
147; Comm. Bk. of Aust,, 70; Union 
Bk. of Aust., 2 q 8 ; E. of Victoria, 29 ; 
Nat. B. of Australasia, 169. 

Geneva.— B. de Paris ct des Pays Bas, 
148; Ci-sidit Lyonnais. 77; Loiubard 
Odier & Co., i3g ; T. Cook & Sor , 73. 
Genoa,— Banca Geh.,ao9; Russn.B., 393; 
Thos. Cook & Son, 73 ; Am.Ex. Co., 5 ; 
Banco Esixmol, 13.1. 

Gcorgesireet iQl(L).—lloyal Bank of 
Queensland, 192, 

George (Capei— Stand, B. of Afr., 203. 
George Tou'n{Gan.^—B. of Hai.nltn.,s7g. 
(jrcorge TovniQnsUD.—B. of N.S. \V., 23. 
George ToivniE. A ust.l — B. A ciclaide, 12. 
George's Bay.— Com. B. of Tasm., 23. 
Geraldine {K. Zealand).— B. of N. S. 
W.ales, 23; Un. Bk. Aust., 208; Bk. 
of New Zealand, 24. 

Gera Idbm ( Queen .dflad). —Queensland 
Nat.Bk., 184 ; Com. Bk. of Sydney, 69. 
Gcraldton iW. Union Bk, of 

Aust., 208; Nat. Bk. of Australasia. 
169; West. Aust. Bk., 220. 
G'erajifawj.— Bank of Adelaide, 12. 
Germonton.- -Com. B.Co, of Sydney.eg. 
(renufsZoji.— Stand, Bk. of Africa, ‘203; 
African B. Corp., ia; Nat. Bk., x73a; 
Bk. of Africa, ig. 

(rerringong.—En^., Scot. & Aust. B.,03, 
Geune.— Com. Ek. of Sydney, 69. 
(r/icaf.--Bank of Ghent, igg. 

AnglO'Egyptian, 9 ; Tlios, 
Cook & .Son, 73 ; T. Mosley & Co., 135. 
Gilbert Plains.— Can. Bk. of t.'oin., 47. 
Uilgandra.—Com. Bk. of Sydney, 69 ; 

Union Bank of Australia, 208. 

Gin Gf /o— Bank of New S. Wales, 23. 
Girgeh.— Bank of Egypt, 20. 

Gisborne.— Bk. of N. Zealand. 24 : Un. 
Bk. of Australia, 208; Bk. of N. S. 
Wales, 23; Com. Bk. of Aust., 70; 
Bank of Austrjihisia, 16. 

Glace Bay.—Vn. of Halifax, 135 ; Ek. 
of Montreal, 22. 

Gladstone {E.A.'j.—Nat. E. of Aust., 
169. 

Gladstone (ALS'. IF.).— Com. Bank of 
Sydney, 69, 

GladstoneiQ-i 1 slnd . — Aust. .Tt . -Stk. , 33 ; 
Com. Bank of Sjalney, 69 : (Queens- 
land Nat. Bk., 184. 

Gleichen.— Can. Bk. Com., 47. 
Gleni/oro.—X~n. Bank of Canada, 177. 
Glenelg.— Com. Bk, of Aust., 70. 

Glen Innes.— Anst.. Jt.-Stk. B.,13; B. of 
N.S.W., 23 ; Gom.B. C. of Sydney, 69 ; 
Bk, of N. (Queensland, 133. 
Glenmaggie. — Com. Bk. of Aust., 70. 
Glenthompson. — Col. of Aust., 148. 
Gloucester.— Com. Sydney, 69; City 
Bk. of Sydney, 148; Bank of N. S. 
■Wales, 23. 

Goderich lOnt.).— Bank of Montreal, aa; 
Bank of Commerce, 47. 
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Imp. Bk. of <Aan., 133. 
An'U... 70 

[rmmUinih-'Sixi. Bunk Aust., 163. 

-(iueoii's Nat. Bk.. 184. 
(jrrnrnluniim mnmx~\i. of N.S.W 
* 3 ; Queens. Nat. Itk, 184. 

(rordou iVii'f i Vt „ 


*72; in. Bk. of ifhimboro’.—Kav. lli.- nf rx 


frS 

Gore 

of:,- A,, ui iy. i 

^at. Bk, N. Zea., xya 
Aiistv, ao8. ■. . 

tAwA-e.-Nat. 3ik. Aust., 169: Col. of 
^Atist., 148. 

^ror2.-~^l. \’!;iTeffli, 177. 
tTosfon/.^-Coiti. Bk. of Autitnilia, 70, 
hothn. — B. M. Stnijip. 


6'/«i(tom.~Com, B. Oo. of Sydney, 69 : 
-B. of N, S. Wales, 23. 
(??jt;ftwed«A.~-BaTik of N. .S. Wales: srt • 
Commerdul Bk. Co. of Sydney. 6? 

I . Un, Bk, Auat., 208. ^ ^ 

«ajwnr/.-Oom. Bk. Co. of Sydney, 60. 

WmntKBu T>r. B HT a fx'r - 1 _ 




, .<j.ivv irooiairet, Kuianans B;ink’.’i73.' 

Mu.oe 7 ..~ivieUw}g & Keibstein. 

: Gmlbitm tN.S. B.!-.Australian Jnt.- 
; B. of N.S. Wa}t;.s,23 ; Om. 


Stk. B, 


B. of Sydney, 69; Loud. K of Axu^t 
*'*7 * Bk. of Au'itralasia, 16; City 


Bk. 


, of S.ydnoy, X48, 

Goio-Gairln Bk. of fora,. 47; 

Imperial Bank, 133. 
(rWt// 7 ij>uie<.--Stand. B. of S. Africa, 
a® 3 ; Arncan Bki?. <_'ori>., t.\. 


Gumboro .^nm Bk. of Canada, 26. 
6riw7o.~Stand. Bk. of S. Africa, 203; 

Biink of Africa, 15. 

6 ym 6 q«' 0 n.--Nat.. Bk. Aust., 169, 
GuififwiQuemm.l-li. o/N. S. Wales, 
as ; Queensld. Nat. Bk.. 184 ; ITn. B. of 
Aust., Boy. B. of Queensld., 192. 
Haffus (Saab — Imp. Bk. of (Jan., 132, 
H(i^m ( /As).— •Sehenrleer & Sons, 74 ; 

P. J. Landry, *36. ’ 

Baifa.~-T^. Cook & Son, 73. 

,gVit|«r -l{usRa.Ohiaese Bk., 109. 
gaj&nfs.~Ttoy. Bk. of Canada; k 


Uawarden (i’wsfc.).— Can. Bk. Com.. 47 
(.VZ.|.~B. of NL Zealand. 

B. of Australasia, i6; B.ofN.S.W « 
BaM'fer.-Bank of Adelaide, 12 '' ^ 

, of Ottawa,. 177 

/W 40 rn.-Eng Scot. & Aust. B.; 93 
! N *®. 1> of Australasia, 160 ; Com. B 
of Anat., 70 ; B, of Vict-oria, 29. 

B. of Aust,, 203 ; LomL B. of Aust., 
Sydney, 69 ; Bk. 

; of New South Wales, 23. 

Itttumark^ {N,S. Oom.B.of Aust. 

5 Union 

L. of Aust 208 ; Aust. Jut. Stk.. 13: 
London. Bk. oi Aust., 147; Com. 
Sydney, 69; City Bk.. 148. ’ 

Hmmarket (nv.b-lijng., Scot. & 


ite.— ixoy. JBK. or f a,na:_, _.. , -xudl. vd 

Mcrch;uits’B.,26; People’s B.. 209 i 
imon B. of Halifax, 135; Bk. of 
i"''«treai 22 ;BoyalBk. of Canada, 

m-rt, yiI;L z* ■* * ’ ^ » *S * Afruau | IIumbwy.—Berenhcrg, Gossler & Co 

m ; ^ erem,s B. , xx 8 ; L. Ifehrens.nS ■ 

Beutsche B 84 ; H.O. Schmidt, 136 
Hongkong B. C'orp., 112; Dreadner 


Bkg. Coip.. i.v. 

Gramda. ~~Bk. of Spain. 191. 
GmmlB<tmi 7 n.—Bk. of Brit. W \f 


*4 ; Bk. of Nigeria, 27. 

of Jk'it. W. .Africa, 


Gi'ittidtlammf.—ij. tu n 
^*4; Blc of Nigtwia, 27. 

»rond Fw^a -Bk. of Montreal. 22; 

Koy. Bk. of Canada, 26. 

GrauU / VX-^.-Roy. B. of Can.. 26. 
(;mnd Aferc.-Bk. of .Mont real, aa. 
Grand I oac.-Can. Bk. of Com., 47. 
f^r«nf/mm,^Royal Bk. Queens., Iim. 
Grunt(fdle.~~('ol of Aust ,148 
f^Mnum.-Can. Bk. of Commerce, 47 
frmnw^A’.-Siic. Cen.'mle, 202. 


i £r i? ‘ AUSO., 148, 
HeaiAcote.— E. Of Victolia, 29; Com B 
Of Australia, 70. 

(Wto/ -Bank Brit. N. America, 18. 

I f^fe 1 JJaiUt : 

Bk- Nati; 

I ^jsTSrof Africa'?!!’®’’ ®- 

■Belf/isville. — Fn. Bk. Anst., 


....... V.y ’ '»fnor:vie, 202. 

fmoim }r.> - -Com.B.of Svd..6o 

(rm, mde f Vr/7/.-r n. of Halifax, 


B., 83"; ^ I 208. 


. Zca., 24; Nat. Bk. 


f irrratmw F/r/7/.-rn. of Halifax, nc j R-mk’ 74 ’ ' 

' igsHrl ‘^■ 


■ • ' - - ' itfrer.-Viun Bk. of Com., 47, 

/H /prow.-City Bk. of Sydney 148. 
Hmton ur.S. ir. )-Aust.Jt. stk. 1 ,13 
BmdtmrshJS. Aiwf.l.-Nat. Bank of 
Adelaide.x2. 


i 4 i K I it- » 


lasS^ir;* Com- 
mercial Bk., 70 ; in. Bk of Aus., 208 • 
Com Bk. of Tasmania, 23. ’ 

N. S. Males, 23; 
^and, 24; Nat. Bk. 
of IS. Zealand, 172. 



■ ^**1%. >n Montrea!, zx 


Orange Bi,-6r 

i S? 3 ; »•?.? Afnca..i5; Natal Bk.. 167 „ ... 


1“ V V iCtenada).— Stand Rk - 

’ Gnateinila.—B. of fiuatem-uV 84 ?.• 

UK of nufnniKsiw, ii. ' m 


S Uoiumion Bk.;!SriS;<^L or moi 


. 0tea<|».'a6. 


I umemm, am. 

mmmmimM.---3k of N, S. Wales 
i *4; Coxa, Bank of Svdnev & "'**»»» 

fMllNiw.-Bk. of Adelaide, *», 


r victona, 20. 

’ ! Barrow {ant. l.-Impcrial Bardc 1^12 
.. . f art a»d.-Bk. of Montreal 22 ^ 
Barttay.-— Stand B. of S. Africa aoi 


Bopedeid.— stand. Bk. S. Africa 2tw 
Bopetoum-^Com. of Aust 70 ’ 

I Bopet(»pn.~stand. B. of S A fric-i 207 

^»7^nV E^‘-!;rW- P- ?' AuBlr., j 


inMUS 5 .artist;. JJJJ 

0< N. ub. 

Rof s.awrfr 




70, vv/-. VI jauMi-raiasia, 
^^ontreal, 

Hou‘w*.— Natal Bfc:, X67. 



JfKWctKStZorja.— -Stnd. B. S. Africa, 203. | A’ac/f.jjrar.—Kusso-Ohincse Bk., 199. 
Mumbentone..-'TmY>- Bk. of Can., 13a. i AV/rff/f«,~!Nat. Bk. of Australasia, 169 ; 


Ihimboldt. —Can. lik. of 47. 
JJimterixiile.—B. of N, Zealand, 24. 
Himtli/.—Jkink of Hi. Zealand, 24. 

Com. Bk. of Anst., 70. 
Bank of New Zealand, 24. 
//i/derabad.—liank of Bengal, 75. 

English Bk., 175; Soc. Gdii., 
ao3; Cr<id. Lyon., 77. 

Tea.— Banco del Peru, 145. 

Indian He(fd.—Vn. Bk. of Canada, 177; 

Bk, of Montreal, sa. 

Indore.—Bk. of Bombay, 75. 
/n<.i!2t,'e.--Staird. Bk. S. Africa, 203. 
IttijersoU.—lmnd. Bk., 132; Mereh. B. 
of Canada, 60 ; Traders’ B., 173: Roy. 
Bk. of Canada, a6. 

Queeiiisland Nat. Bank, 184 ; 
Com. B. of Sydney, 69. 

XnpUwood (A'.ir.).— B. of N. Zeald,, 24; 

B. of N. S. %Vales, 23. 

Inohwood {Queendd,}.— Com. Sydnej’, 
69. 

o/ea'ood ( r?Vfori«).— Bank of NewS. 
Wales, 23; Bank of Victiiria, 29. 
InnisfaU.— Can. Bk. of Com., 47. 

I nniitf ree.—Can. Bk. Com., 47. 
J/ 17 js 1 )jv;cA'.~M. Lowe, 209; T. Cook & 
Son, 73. 

Literlal'en.—Thos. Cook & Son, 73. 
Invercarcfill (X. Z,}. — Vn. of Ansi, 
208 : B. of N.S.W., 23 ; B, of N.Z., 24 ; 


! Union Bk, of Australia, — 

Kaiapoi {iV.Z.k—B, of N. Zeald,., 24. 
AofAw.— Nat, Bk. of N. Zealand, 172. 
Kaikoiira (A^.£S'.).—Bk. of New Zea- 
land, 24. 

7 v 7 ff)/sA’.— Russian Bank, 195. 
ifmfrwfir«fa.—B. of N.Z., 24; Nat. B. 
of N, Z.. 172. 


/ioMou'fcff.— Russian Bank. 195 
I\'akinff«dho.— Eng:., Scot & Aust., 93. 
ii'Cf7(7a«..--Ruaso-€hjm-8e Bk., 199- 
Knlgowlie.—'W. Austral., Bk., 220 ; Bk. 
N. S. Wales, 23; Bk. of Au.'^tralia, 
16; Nat. Bk. of Aust., 169; Com. Bk. 
of Aust., 70: tJn. Bk. of Aust,, ao8. 
Kmnishloff.—'RnmyAn Bank, 195. 
Kmnloopa.— ('art. Bk. of Com., 47; Imp. 

Bk. of Can., 132. 

Ka'inmch—Van. Bk. Com., 47. 

Kandg (Ceylon).— Mere. Bk. of Ind., 
160 ; Nat. Bank of Indi.a. 171- 
Kangaroo VaUeg.— Eng., Sc.& Aus.,93. 
Kanmi. —Com. Bank of Australia, 70 ; 

Bank of Victoria. 29- 
Kalangadoo.—Eng.. Scot., & Aust., 93 
ifffnon no.— West Australian Bk., 220 ; 

tljiion Bk. of Aust., 208, 

Kansas City (dfo.,‘.— Nat. B. of Com,, 
209. 

Afljoouyo.— Bank of N. Zealand, 24 ; 
Bank of New South IVales, 23. 

’ Nat. 


Nat.Bk. of N. Z., 172; B, of Aust, 16. ! Kapvnda.—B. of Adelaide, 

JiirercU.— Com. B. €0. of Sydney, 69;! Bank of Australasia, 169. 

Aust. dt. St., 23; Bk. of N.S.W., 23; AToa-oc/a.—Bk. of Bombay, 75; Forbes. 
ITn. of Aust., 2 o8, 1 Forbes & Co,, 96 ; Alerc. Bank of 

Jaarea-Zeaffi'a.— Com. Bk. of Aust., 70.^ ' . r>..u,{ in- t nv qo . 

7 avi>mae.ss.~Union of Hjilifax, 135. ' 
fo/aa.— London Bk. of Aust., 147, 

7 poA,— Char. Bank of India, 53. 


India, 160 ; Delhi & London Bk., 82 ; 
( bartered Bk. of Jinlia, etc,, 53 ; 
Punjiib Bank, fS; Cox & Co., 76; 
Rusgo-Chinese Bk., 299. 


Jpsinch ((^fueennltitidh—B. of Austral- ! Karahmar.—Imv. Ottoman, 217. 
asia, 16; Aust. Jt. St. E.. 13: Bk. of ; Karovaakake.—Bk. of N. Zealand, 24; 
N.S.W., 23 ; liuoeiisland Nat. Bk 184; i Nait Bk. of N. /ea' ’ 


Roy. B, of Qaseensland, 292. 
7 ?'wa(/?^c.— Anglo-S. Amer., xsb ; Bank 
f of Ciiiic, 236. 

7 a 7 i*ott/sL— Kusso-Chinese Bk., 199. 
Trvinel)anl\—Qneemln.xul Nat.Bk. ,284 ; 

Bank N. S. Wales, 23. 

Trymple.—Hiat Bk. of Aust., 267, 
/sw/taaa,.— Imp, B. of Persia., 116. 
/ 8 aa^<^^^ 7 .— Rusvsian Bk., 295. 
JsnuiiKa.—T. Cook & Son (Egypt), 73. 
/sso/a'c.— Cred, Lyon., 77. 
Ivanboe.—Com. lik. of Aust., 70. 

’ /A'oaao.—I’ank of Africa, 25. 

' Jaekson "a Cc.— xst Nut. B. of Florida.7,5. 

I . 7 «j?!/.— Thos. Cook& Son, 73 ; Imperial 
Ottoman Bank, 227. 

: Jagerafonteiii.—Bk. of Africa, 25. 

! Jamticroo.—Ena., Scot. & Aust. B.. 53. 

' Jamestomi— Stand. Bk, S. Afrh^a, 203. 
i Jmnes Tomi is. Aust. ).--isat Bank 


Zealand, 172. 

Kaslo (if.C.).— Bk. of B. N, Amer,, 28. 
Katamaiite ( T’'4<?f.).— B.ofAustrl.sia„26. 
70 'f«??wnip.— West Aust. BIc.,22o ;Nut. 
Bank of Australia, 269; Union Bk. 
of Australia, 208. 

KatoGnihii.— Com, Bk. of Aust., 70. 
7 i'fciY/t,— Com. Bk. of Aust., 70. 
A'eZZcr&ernw.— Nat. Bk. of Aust,. 269. 
KeUiher.—Bk. of R. N. Amer., 28. 
Kelmt'nn.—Bk. of Montreal, 22 ; Roy. 
Bk. of Canada, 26. 

KeUo (N.Z.).—'B. of New Zealand, 24. 
Kenipsey.—Com, B. Co. of Sydney, 69 ; 
Australian Joint Stock, 13; Eng. 
Scot, and Austi'idn. Bk., 93 j Bank 
N. S. Wales. 23. 

AVac/i.— Nationrd Bankof Egj’pt, 270.^. 
Iv'eaorff.— Imp. Bk. of Canada, 13s. 
KfMrille.— Bank of Nova Scotia, 193 ; 
Union Bank of Halifax, 235. 



, — s — Imp. Ottn. Bk., 117. 

Jarniie.—tn’d, J^yoa., 77. i 7 CV;r/i'L— Rus.so-Ohine.so Bk., 299. 

j Jeb’jif. —hk. of Brit. W, Af, 14; Bk. i Kf-rnian.— imp. Bk. of Persia, 1x6. 

I ot Nigma, 27. ; 7 w,/*w«';i.s 7 m/i.— Imp. Bk. of Per.si.a, 116. 

i Jedko.-Cpl Bk. of Aust., 248. i Knr lX.S'. ID.-Lom Bk. Aust., 247. 

•; .w/.~Julius Elkan, i Ken' iVM.—Eng. Scot. & Amt B., 

; Jeparif.— Nat. Bk, of Aust., 169 ; Com. ! 93: Nat. B. of A ustrala.'jia, 169. 

! Bk, 01 Aust'. ,^70. i Ruski-Ohine'«o Bk,, IC9. 

JemestoiOii.—Hsatl. Bk., x73x; Natal 7v7{//7'foHm.— Bank of 20; Nat, 

Bk., 167. .i i xJk. of Egypt, 170.1; Bk)of Athens, 17. 

Jenldene iA.S. IT Bk. of Austral- 1 JvWcwuo— Russian Bank, 195. 

asia, 16; Bk. ofN.b. Wales, 23, ■ 7 i7o;/.y,'7oZ.— R usso-Chinese Bk., 299. 

JmosaZem.— Thos. Cook & Sons, 73; ; 7 v 7 f/eZif«.— Russo-Chinese Bk., 299, 

r,r,r,nv.„1 o. 1 - ^ 


Imperial Ottoman Bank, 127 ; ok^dit 
■Lyonnais, 77. ' . - 

Johanneshurg.—Bk. of Afr., 15 ; Stand. 
Bk. of S. Afr,, 203 : Af. Bkg, Coni.,i.v; 
Natal B., 267; Natl. Bk., 173A. 
Jdliette (Con.).— Banfpd'Hoclselaga, 60. 
Jinuiarymt.—Cinccmdd. Nat. Bk., 284. 
JuUunder.—Bmxiah Bk.. 68. 

Jnnec.— Union Bk. of Australia, 208 ; 

Bk. of N.S. Wales, 23. 

Jung Jung.—Kat Bk. of Aust., 169; 
Com. Bank of Australia, 70. 

Banco de la Provincia de 
Buenos 'Aires, 145. 


Kiama.—Fmg., Scot. & Austiul, 

93; Com, B;inkg. Co, of Sydney, 69; 
City Bank, Sjxlney, 248. ! 

A'/ejf,— Russian Bank, 295. j 

IviW.— Vereins B?mk. 98. 

Kikoy.—Vn. Bk. Aust.. « 63 . 
ATfZZoj'nc?/,— Australia , It, Stk. Bk., 23; 
Queensland Nat., 284 ; Coni. Bk. of 
Sydney, 69. 

Ktllarney tlfan.}.—XIn. Bk. Can., w?. 
Kihnore.—B. of Victoria, ag ; CoL B. of 
Australasia. 248. 

jSTfmZierZey.— Stand. B. of B. Af., 203 ; B. 
of Africa, xg ; African Bkg. Corix, ia. 


Kwd>oIfon.—Bk. of New Zealand, 24- 
Kincardine (Caif.).— Merchants’ B., 60. 
King CUv—Bk. of Montreal, 22. 

King TFifZfonzsifou’ii.— Stan. Bk. S. Af., 
203; B. of Afr., 25; African Bfcfr, 
Corp., i.v; Nat. Bk. 3 . Africa, 173A. 
Kingaroy.—Bnion Bk. of Aust., 208,- 
Roy. Bk. of Queensland, 192. 
JT-Lipscofe.— Union Bk. of Aust., 208. 
Kingston (Janiuicg).— Colonial B., 65. 
Kingston (Qnt.). —Bk. of Montreal, 22; 
Merchants' B. of Canada, 60 ; Bank 
of B. N. America, 18 ; Can.of Cora.,47. 
Kingston ( Fie.).— B. of Australasia, 26. 
IlZflwp.— Chartered Bk, of India, ^3. 
KJerksdorp iS. A/r.).— Standard B. of 
South Africa, 203; Natl. Bk., 173A. 
Knights,— mat Bank, 173A. 

Knysna (S. Ayr.').— Std. B. of 3 , A., 203 
KoM (Jopf/n).— Yokohama Specie, 223; 
Chai't. Bk. of India, 53; Nat. Bk. of 
China, 170 ; Hong Itong & Slianghai, 
122 : Sale & Frazar, 297 ; Inter- 
national Bkg. Coniorat ion, ii 3 . 
Koganfh.—Bk. of Australia, x6. 
Kojonvp.—lssLt Bk. of Aust., 169. 

If oZictJid.— Russian Bk., 195. 
Kokstad.—Stand. B, of 3 . Africa, 203; 

African Bkg, CoiTm., ia. 
Kc'mjak.—StarA. B. of S. Africa, 203. 
A'ormdi..— IraTicrial Ottoman Bk., 217. 
Kookt/me.-Ayest Aust. Bk.,220; Un. 
Bk. of Aust., 208, 

Koohmga,— Bank of Adelaide. 22; 
Nat. li. of Aust, 

Koondrook.—Jjon. Bk. of Aust,, 147. 
Kooringa (N. A.'fsl),— Bk. of Austral- 
asia, 26; Nat. Bk. of Anstlsia., 169, 
Kooroonaiha.—Bk, of N, 3 . Wales, 23. 
Koo-v:ee-Rnp.— Bond. Bk.'of Aust,, 227. 
Kigiie.—Stand. Bank S. Africa, 203. 

' Koroit ( T 7 cton’a).— Nat. B, of Austral- 
' asia, 169 ; Col. B. of Australasia, 148, 
Korongvale iVic.).—B. of Anstlsia., 16. 

Bk. of Australasia, 16; 

I Nat, Bk. of Australasia, 169 ; Bk. of 
1 Victoria, 29. 

Ko ua at Chen (Zrc.— Russo-Chinose Ek. , 
199. 

JvciwZdffl.— Russo-Ohincse Bk., 199. 
ifoeZo/.— Russian Bank, 295. 
Krnmbavh.—ljon. Bk. Aust., 247. 
ATracaomrsI'.— Rueso-ChineseBK.,259. 
Arf-jJiOitscZioxf/.— Russian Bank, 295. 
Kroomtml—Bank of Af j ica, is; 3 t{ind. 
Bk. 3 . Af.. 203; Nut. Bk. Orange. 
Riv. Colony, 203. 

Jv 7 *«persdorp ( 3 . A/r.).— Stand. Bk. of 
South Africa, 203; Natl. Bk,. 173A; 
Bank of Africa, 25 ; Natal Bank, 267, 
Knmnm Z.).— Rank of N. Zeal., 24. 

I\wna,rl.—Bk. of British W. Africa, 
24 ; Bk. of Nigeria, 27. 
JCm'ov'.—'Sat. B. of N.Z., 272. 
A 7 n'mf/i^e,— National Bank of India, 
272. 

i City Bk.of Sydney, 248, 

Kuiahia.—lm\x Ottoman Bl^., 127. 

I A 7 wZo Lnrnpor.—Ch. Bk. of India, 53. 
Ulyabrani ( FZcZ.).— Bk. of Victoria, 29; 
j Com.Bk.ofAust., 70 ;tIn.of Austt..2o8. 
iKyncfon ( FfcIorZu).— Bank of New 3 . 

I Wales, 23; Nat. B. of .'\u.stlsia., 169; 
j B. of Victoria, 29 ; Col. B. Aust., 148, 
A>f/?c.-Bk. N. 3 . IVales, 23; Bk. of 
■ Aust., 26; Com. Bk. of Sydney, 69. 

' JMdismithiCape).— Stan, B. 3 . Af.,203. 
Lndnpr.— Royal P>k. of Canada, 26. 
jMdy Grey.Stand. B, of 3 . Afr., 203. 
JLod gbra ltd.— mat Bk. Orange Riv. 
Colony, 203; Bk. of Africa, 15; 
Stand. Bk. of 3 . Africa. 203, 
Ladysmith ( 7 AC'.!.— Can. E. of Com., 47, 
Ladysmith (Katal). — mataX B.. 167; 

SUmd. Bk. of 3 . Afr,, 303. 

Lf'fifos.— Bk. of British W. Africa, 14 ; 

Bank of Nigeria. 27. 

Zoaore.— Bank of Bengal, 75 : Punjab 
Bank, 63 ; Alliance Bank of Simla, 177^ 
Nat, Bk. of India. 171. 

Za/ioi/.—Bk. of Brit. W. Africa. 24. 
LeeZdZey.— Queensland Nat., 284; Roy. 
Bank of QvicenBland, 193. 
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OoUnial ami Foreign Banhs, with their London Affents. 


Iris&on.— Iioud. & Brazil, 13., 133*. B. de 
Portugal, 135; W. P. Custance, eog; 
0r4dlfc Byonuais, 77 } T. Cook & Son, 

Soci<Jt6 G^n^rale, 202 ; Cr6d. 
Lyonnais, 77. 

Limmre lK S. IF.),— B. of N. S. ^Y., ®34 
Com. B. Co. of Syd., 69; Ausfc Jt., 
St., S3; Eng., Scot. & Aust. Bk., 93 ij 
Bank of Aust., 16. 

Lismore {Vic.}.— Bk. Aust., 169. 
LisdauH {Canmlu).—Bk. of Hamilton, 
17S ; Imperial Bank of Canada, 132. 
Lithgow.—Com. B. Co. of Sydney, 69; 


<k‘in;rale, 202. 1 

Bk. S. .-Vfnca, 203. 

L(d-e Nat. I.>;ink of Aust., t6g, 

ItdA /fofaa— Col. Bk. of Aust., 148. 

Lake Megantic.—lik. of Montreal, aa. 

I.fff/7'OTio.— Bank of Adelrude, xa. 

B. of Austr-alla, 70 ; 

Xat. Bank of Australasia, 169. 

Landubufowjh.—Com. Aust., 70- 
f/tn.d.^&ronf£.~Sk.ine8Bnskilda B., 118. 

L(tngham.~C’m. Bk. Coin.. 47- 
LanghoYnioA CVt’eA*.— Com. Aust,, 70. 
lMm?naote.,~'Ssxt Bk. S. Africa, 1731, 

La,'i<? Lrttiff.—Vnl Bk. of Aust., 148. 

Jjtniffan.—Cdn. Bk. Com,, 47. 

Xwnt. -“Credit Lyonnais, 77. 

La Plata.-— Ranco Esjanol, 134. 

X«m.— Com. of Auist., 70. 

Aarisw.—Bank of Athon.s, x?. 

La i'lHica ( C/ypr — I rap. Ottoman, 117. 

Laundlcs.—Ctm. Aust,, 70. 

La .S’ciifcm.— Anglo S. Amei’., xxb. 

La</i?iiu'u.—(\in. Bk. Com., 47. 

Ltilchforti.-A'tm. l>k, of Cora., 47. 

Lufrute f r«smi{j7U(i.— B. of Aastral* 

Jtsia, x6 ; Com. Bk., 23, 

Lnuih'ddoa iTudimnUiK—'Vik. of AugC Loc'<ieZ.---Bank of Adelaide, xa. 
tralasia, 16 ; < ,’oranvnvialBk., 70 ; Cn. 1 Lock ^goH.—Un. Bk. of Halifax, i3S- 
B, of ,\nst,, 20S; X.at, 1». of Ti»,s., GSi ; \ Lockhart.— < 'am. B. of Sydney, 69; Bk. 
C'>ra. Bk. of Ti'.^mauia, 23. i of S. Wales, 23. 

Latuii'.r.—lloy. Bk. of {'.uiacla, 26. 1 l^jo Dre.—Societe Gen^rale, 202. 

ia?7/m.-"Cnion B. of Aust., 208. 1 Aotojtir.—Bank of Nigei’ia, 27; Bk. of 

/MU-in a Ktiderale. 77; Thos. i Brit. IV. Africa. 14, 

Cook <ii Son, 73; (iallund & Co.. 77. ' London (0«f.).--Meri;hants' B. of Can.. 


Eng., Scot. & Aust. B., 93 ; Bk. S. 
Wales, 23. 

Ltdle River.— Com. Bank of Aust., 70. 
Liverpool {MS. Tf.),-B. of N.S.^V., 33 ; 

Commercial Bkg, Co, of Sydney, 69. 
Liverpool (Can,. B.of NovaScotia,i93: 

Un. B. of Halifax, 135. 

X7‘yfrtf7.<#o»e. —Stand. Bk. of S.Af., 203. 
hloydmimte.r.—Cim. Bk, of Com., 47. 
LohethaL—Rk. of Adelaide, 12. 
Losk.—l]i\. Bk. Aust,, 2 o 3; Col. Aust., 
X48. 


Laml.—Soc. lien., 202 : ( 'veil. Lyon.. 77. 
Lacu-jifiiH.—i.'oai. of AusL,. 73; Nat. 
Bk. of •Au.sfc., i5o. 

Ldcrj'fo)!.— West Aust. Bk., 220; Bk.of 
Aust., i5. 


Stock, xs; Union Bank of Aus 
tralia, 208; Comm. B. Co. of Sydney 
69 ; Queensland National Bank, 184, 
Af«cftsw7Z«!.— London Bk. of Aust., 147 
McLaren Fa.le.—B. of Adelaide, 12. 
A/rtcZean (F.xSV 1F.).“”B. of N.S, Wales 
S3; A.ust. J. St„ X3 ; Comm. B. Co. 0 
Sydney, 69. ■ ^ . 

Jfactenr.—Stand. B. of S. Afr., 203. 
Macleod.—TJn. Bk. of Canada, X77 
Can. Bnk. of Com,, 47. ^ 

JlfacoH.— Soc. 64n.. 202 ; CrM. Lyon,,7' 
i^acornct.— Lon. Bk. of Aust., 147. 
i¥ad«fm.~Bk. of Portugal, X35 ; Bnk 
Brit. W. Africa, 14. 

Madras.— Movcimti\o 3. of India; 160 
Commer, & Land Alortgage Bk., X77 
Binny & Co., log ; Nat. Bk. of India 
171 ; B. of Afadras,2x ; Parry &,Co., 178 
Char. Bk. of India, 53. 

Madrid.—A. Bayo, 209 ; Credit Lyon 
nais, 77 ; Un. B. of Spain& Eng., 211 
Thos. Cook & Son, 73 ; Banco Es- 
piinol, 13.U 

Ma.feking (Bechmn.).—St. B. of S.A., 
203 ; Bk. of Africa, ig. 

Maffra.—^nt: .Bk. of Austmlasia, 169 ; 

B. of Vic., 29 ; Com. B, of Australia, 70. 
Magog iCwn-.l—E. Townships B., 173. 
A/ofifmfA.—Bank of Montreal, 22, 
Mahone Bay. — Bk. of M ontreal, 22. 
Maitland (A',.9.i.— Merchants’ Bk., 26,' 
Eoy. .Bk. of Canada, 26. 

Maitla nd (M.S. IF.I.-B. of Australasia. 
16; B. of N.S.W., 23; Com. B. Co. 
of Sydney, 69; Aust, Jat.Stk. Bk., 13. 
Maitland (AM,).— Un. B, of Atist., 208 ; 
Nat, Bk. Aust., 169. 


60 ; Bk. of B. N. America, 18 ; Bk. 
of Commerce, 47 ; Molsuu’s B„ 100 ; 

B, of aiontreal, 22; Toronto B., 136 ; 

, Imp. Bk. of Canada, 132. ; _ . _ , 

i Londonilsrry.—Roy. Bk. Canada, 26. i Ifu/orca.— Bond. Bk. of Aust., 147. 
Xaw’ifira—Cnion Bankof Austra., 2cS; Loaprcocit.— Qnsld. Nat, B., X84; B. of, Majnnga (Madag.). — Cornxjt. Nat 
West Au.'it. Bk.. 220. , N. S, W., 23 ; Com. Bk. of Sydney, 69 ; d’Esc., 71, 

Xrtwrfiiicc (XA IF',— Bank of N.S,. B. of Australia, x6. „ ™. 

Wales, 23. i LongHeuU,~TSk.o{ Brit.N. America, 18. 

Lawrence (X.Zn.—B. of N.Z., 24 ; Bk. j iMugirarry.— Com. Bk. of Aust., 70, 

N.S. Will s, 23. Ao/C'/Mwi.— Col. of Aust., X48. 

LawrenceUt.i io—Ln.B.of HaHfa\’. 135. ‘ /./iCeVaf.— SocMtd C^nemlc, 202 ; Cr,id. 

LAftr month. Sat. 11. of lustlna., x^. ' Lyonnais, 77* 


Jhascdturj I Flo. >. tuiiitv ik State Bk., 
JjexStOit I of New Zeal., 24, 

l^froy x'fastinitiim. '-Com. Bk,, 23. 
Leghoru.-C. Premura, 209; Macbean 


Lome.- -Com. Bk. of Aust., 70. 


Mnkiga.— Clemens & Co., 248; Thornton 
& Co. 

.!/tfZdo)i { Fi'cfm'a).— Bk. of New South 
'Wales, 23; B;mk of Victoriii, 29; 
London Bank of Aust., 147. 
.Vrt.'firt?/.— Eng., Scot, and Aust., 93, 
MaUala.—ihm. Bk. of Au.st,, 70. 


Los Angeles (CaZ.i.— First Nat, B., 30 ; Malnmlnoy iS. M/r.'.—Staud, B. of S. 


Liw Angeles Nat. 15. 209; .S. Cal. 
Nat. Rk. ; Farm. & Morel). Bk., X31. 
Londun.—Soe. (hsKini t 


eichho rat. Sank of Au.strala.sia, x6; LuitM//rg.— Roy. Bk. ( tinada. 26. 
Com. Bank of Sjainey. 69. , Loiiintriehard.Sat. Ilk. S. ,\f.. 173.1, 

-djidpziger Bk., 84; Knauth, 1 Louisville Biinkin.g Co. 
Naciwd & Kuhne, 177; Deutsche Loarenco Marquea.—See Delagoa Jlay. 
Bk., 84. i Lom'irrs.—Soo. (tfmemle, 202. 

JMmgafhn fr?V.'.— B of An«trLsia„ x6; ' /wO?'e/f.~Cora, Bk. Tasmania, 23. 
Bk.of Viet oriii, 29; C.ol, of Aust.,x43. ' Lowood.— Roy, Bk, of Queens.. 192. 
ru,-AVcHt Au.stralia B,,.^ao ; Nat. A'/rieii.—BiUik of Adelaide, 12. 


Liiheck.—Com.Rk., iiS; Bresd. Bk., 83, 
62, , Lahcck ( Fic.i.-^Com. B. of Aust,, 70. 


Africa, 203; Africjin Bk, Corp., i 
Mo.'ml— Skanes Enskilda Bank, n8. 

: Malimijnry.—Bk, N. S. ‘VV.ales, 23, 

: .l/idfu.— .1, Bell & Co,.209; Anglo«.Egypt. 
B. 9 ; C. B. Eynaud & Co.. 72 ; Anglo- 
Maltese, 173 ; Thos. Cook Ss Son, 73 ; 
J, Seicluna & Co,, 113; Turnbull & 
Komcrvilli), 20$. 

L’ulm'n ( I7cf.).-~Eng. S, & Aust,, 93; 

Nat. B. of Australasia, 169. 

Malvern {South},— Rn^,, Scot. & Aus., 
93- 

Miimers.—Soc: C-»)in<irale, 202. 


Xrortoro, , ... 

Bk. Aust., 169; Ci,l. i.f .Ani,(.. X48. 

L’Ep/pA£in'-?tQt(el*.i.- -ilVill’ Marie,: , ..... .... 

Af' Credit Lyuuiiids, 77, A/ovomc.— Falck & Co.; Tho.s. Cook; JXf )),«/« (X.Z,).— Bank of New Zeald., 

Apwoudoc.—Bk. ftf Muntrc.il, aa; Fn. & Sou, 73. i 24; Ikmlc of Australasia, x6. 

B. t*f Canatl'M 177; Cmi. B. uf C,im., Lneknow.- Ti. of Bengal, 75; Delhi &, .¥«;ioA‘oio—Bk. of New Zealand, 24. 
47; Impenal Hank u! <'.i)jadu, 132 , Loa. B., 82; B. of Upper India, 209. ; Munonjary.—i'ompt. d’E.scorar»te, gx. 

lo'iirH. ■ Com. of Av.st., go, i Av/f/oao.— Saiss-Italian Bank. : 

tif-mllois «'r<'d. Lyoa., 77. ' LnipaardtiVki.—iiat. B.of .S. .\f.,x73.v. ! 

Unn.- - ilk. !.f N, Z. 24 ; B. itf .Au.sf.. 16, ^ Aa«'A— Sloines Enskilda J?:»nk, 118. j 
iQ/o'Ai.'-peojdc's l{!<.,.-309; Bk.of Ah/oA— C redit Lyonnais, 77. 

B N. Amf;r.,i5; Bk.oi' .AI ontreal, 22. Lnnmhnrg {CaaA.Sh'VcAuiut^' B, of 
Lrmka of .New Zeal, 24;; Halifax, 26; Koyal Bk. of Canada, 

***’*‘‘ ■^'’ - I 26; Bk.of Montreal, 22. 

l AwwgiJifZe.— Credit Lyoimai.s, 77. 

|.A«re.— Soc. CtSnerale, 202. 

; Lumnil.—Soo. C^ncrale, 202. 

- . J , ... iXaror.— Bk. of Egypt, 20; Nat. Bk. 

AitWffdeo'i/ -Nat B.,i73A;B.of.\fr..xs. ' of Egypt. X70A. , x,,..,, 

UCM.. Do Haiivage. Verepur & C,>, ; tytUnfmra IS. Afr.).-St. B. S. Af.,203 : , ¥o«ifo?£.-Un. Bk. of Canada, xgg ; Bk. 

Aff/c. ~->oc. dm,, 23*; Crt^il, Lyon.. 77. ; New Queenf?., 135. 

Ldydnle.—f o\. of .\u.st., 148, j Xj/adoeft.— Eng. Scot, atid A., 93. I d/onZ.v.— Au,st. .Toint Stock, 13 ; Bk. of 

Uf/t f.- Ban.’o del p.^ru, X4S. 1 Xytms.— ’Hongkong suid Shanghai E, ! N. Queens., 135. 

Ltmaml (t W)rrt‘f),--Imp. B.,] i'-ori>MXxa;ComptoLr d’.Est;on)pte, 71;: Koster's Bk. ; Dresdner 


Bank of New Soul h IVuies, 23. 
Lrzigtum. -I'rcdit Lronnais, 77. 

Linn roiu/.— Vok.ih imt ,Sp-cie, 225. 
LiboHni‘>.- (Unnpt. Nat, d Jlsc,, 71 
CrtHUt Lyonnais. 77- 

B-,X 73 A'-B.of.Vfr..xS. I 


Mnnao.!} (Brazih.—Bk. de Manaos, 75 ; 

London & Brazilian, 133. 
Mandahiy.Sat. Bank of India, 171. 
Matulnrama.—City Bk. of Sydney, 148. 
Mnngau>eka,—Bimk of N. Zealand, 24. 
MoviiVo.— Hongkong and Shanghiii 
B. Corn., X12; ,1. M. Tuaroii 
209; Chartered Bank of India, 53; 
International Banking Oovp., n8. 
Manildra.—City Bk. of Sydney, 148. 
Manilla.— Com. B. of Sydney, 69 ; Bk. 
New South "Wales, 23. 


C.!ot3>„ xxa; Comptoir d’Escompte, 71 ; 
Cr«rait Lyonnais, 77 ; Sod»ite G<in^- 

i V -4 - A , rale, 202; Yokohama Sjhkuc. 225. 

AineoZa.— Banco Espanol, x3a- ' LyUeUon (X.Z.h-Bank of New Zea- 

/ A*/*.. A „* in, A ) land, 24; Union B. of Australia, 208. 


nf, . . 

} Xi>io! 7 * 8 .--rv^i,Lvon.. 77 iSoc,O 4 jn., 202 , i 
j AfneoZa.— Banco Espanol. x3a, 

; Li^mw.Sat. Bk. xfig 

Bk. of Amt, X4a. 


Af rtdfey.— Nat. Bk.Orange Rf y.Ciol.,203. 
(Ow.),— B. of Montreal, 2a; 
Bommimi B,, 1735 Cfea, of ikmi,, 47. 
rjwiow {F«om),--UofN. 8 ,Watef.^. 

Bk. CmaM, . 


1 Jfwtoi.— -Union of Halifax, X35, 

' ifocnrfAwi'.—Nat. Bk. of Australasia, 
269; Col. of Aust., 148. 
MaedesfiehL—Com. Aust., 70. 
Matimdodorp.—lX at,Bk.of S. Af r. , 1734. 
Mttekajf (Qw^jwtond).— -Australian Jt. 


Bank. 83. 

Bank of Adelaide, 12; Com, 
Bk, of Australia, 70, 

A/oaoom.— Eng,, Scot. & A.ust. B., 93. 
Manosqiie.—Qompi. Nat. d'Esc., gx. 
Ma7is, Le.—Boo. Gin., 202; Chid. 
Lyon., 77. 

Mamfield { Ffc.},— Bank of New South 
Wales, 23; Col. B. of Austlaia., xaB. 
Mansoura.—Bk, of Egypt, 20; Nat. 
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} Lk, of Egypt, 170 A ; }ik. of Atheus, 
! 17; Anrfo-Egyptiau Bk., 9. 

; .Vaufeg.—Soc. (tOtPirale, aoz. 

: Manzanillo.~'R(^y. Bk. Canada, a6. 
i Maraishnrg.—^iixaA. Bk. S. Af., SS03; 
i Nat. Bk. of S. Africa,, 173.A, 

! Mnrbla JSar.—Un. Bk. Anst., ao8. 
j —Queensland Nat. Bk., *84. 

' J/fir dcZ PZaJf/.— Banco Eepanol, 13A. 

; d/rtrce6«.— Bank North Queens., 135 ; 
' Queensland Nat. Bk., 184. 

1 il/«r/7ae?ffn.— llusso-Chinesc Bk., 199. 
j lfarA'‘^rtni,(C'n»«cto),— Standard B., 173. 
A/rtrmnnde.— Soci 4 t 4 Cen^rak, aoz. 
Marnoo,—Qoirx. Bk. of Aust., 70. 

1 MarGona.~Vo\, of .iust, 148. 

1 .il/arr« 6 fi 7 .— Eng., Scot, & Auat,, 93. 

! Bank of Australasia. 16, 

: Maresilhs. — Socktii <kn 4 rale, sos 
Comptoir d'Escoim>te, 71; Cr^d. 
LyWi., 77; Thos. Cook & Son, 73; 
i H. S. King & Co., 133 ; Amer. lix. 

\ Co., 5. 

3 fVo-.s/<iu 77 «.— Imp, Bank Canada, 132. 
JIfiriiiibot'OJ(gh,-~Vm(m Bk. of Au.st., 
ao8; Bk. of New Zealand, 24. 

Martou {Xev' Sienland} .—K of Austral- 
asia, 16; Bk. of New Zealand, 24; 
Bk. of New South Wales, 23- 
Mnryhoronph (C?iee» 87 o)K?).— Bank of 
i New South IV ales, 23; Com. Bk. of 
Sydney. 69 ; Un. Bk. of Australia, ao8; 
Qn&ld. Nat. B., 184 ; B. of .\nstlas., 16. 
Mitn/boroiigh i rkt).~London Bk. of 
Aust , 147, E. of V’ictoria, 29; IT. B. 

' 01 ,\ust , aoS 

i Mart/Rinlle — Bk of Montreal, 22. 

1 Masiii'n —St Bk. of South Africa, 203, 

; MunteHou (.VJ?.)— B. of .V.ustralasia, 
i i6; B, of New Zeald., 24; B. of Noav 
1 South W'ales, 23 ; tl, B. of Aust. , 208. 

1 Matadi.~m. of Brit. W. Af..i 4 . 

Bk. of New Zealand, 24. 

1 Matanzm.~~RoY, Bk. Canada, 26. 

; i¥fl iff Stand. Bk. S. .Vfrica, 203. 

! Mataura of N. Zeald., 24. 

j j¥f/?d>e'M<7«.-- Soc. (kinirale, 20a; Cr^d. 
Lyon.. 77. 

5 j/'«»/Mgwf?«'o<o.“-Nat. Bk. New Zea- 
land, 172. 

! -Vo-«ri 7 i?<s.-"See Port Louis. 

! ^famri.—"RQy. Bk. Canada, 26. 
i Maumee (il/n/nk).— 6. L, Kayser, 209 ; 

\ idsconto Gesellschaft, 80, 
j MozaMot.—Vompt. Nat. d’Esc., 71; 
i CrtVl. Lyon., 77. 

1 Mazatlan.— Loud. Bk. of Me.xico, 145. 

! Mhabane.—X\at. Bk. S. A.f., 173A. 

■ Meadotrs.—Vom, Aust., 70. 

! Meaford (Chiforfoi.— Molson's Bk., 77. 
j .l/eofce?’Ljp.--West Aust. Bank, 220; 

! Union Bk. of .\nstralia, 208. 
j I/edun.— -Char. Bk. of India, 33, 
Medicine Hat. — Can. Bk, of Cora., 47; 

Bk. of Montreal, 22. 

AVe^rt//ian-«.— West Au.st. Bk., 220. 
Meeniyan.'—V.al. of Aust,, 148. 

Bank of Upper India, 209. 
Mefjtintic.—Boxik of Montreal, 22. 

Dresdner Bk., 83: Bentsche 

Bk., 84. 

5 /e 77 >owi'ne.— -Bank of Australasia, 16 ; 
Eng., Scot, .-md A. Bk., 93 ; Bk. of N. 
S. W.. 23 ; B. of Victoria, 29; Col. B. 
of Australasia, *48; London Bk. of 
Aust., 147; National Bk. of Austral- 
asia, x 6 g: Union Bk., 208; B. of New 
Zeal,, 24; Coi:nptoi.r d’Escompte, 71; 
Com. Bk. of Australia, 70 ; Land 
Mongage B. of Viet., 130 *, Thos. Cook 
& Son, 73; Bcyyv.l Bk. Aust., 68. 

1 Mel turf. —Can. Bk. of Cora., 47. 

1 Melifa. — Un. Bk. of Canada, 177. 

{ Mf.lrose.—Vnion Bk. of Aust., 208. 

! M(dfon,-~X\at. Bk. of Aust., 169; Com, j 
j Bk. of Aust., 70. 

; Mbhrn.— Soc. Geudrale, 203. 

1 Can. Bk. of Com., 47. 

Memphis (U.6'.A.).--TJn. & Planters 
i Bank, 43. 

! Mendoza. — London & Eiver Plate. 
140; Anglo-S. Amer., ns; Banco 
Espanol, 

- Menfrtyie.— Bank of Adelaide, X2. 

Mentone.—Ci'&d. Lyon., 77 j Thos, Cook 
& Son, 73* 

l/engfes.— Bank of Austlsia., 16; West 
Aust., Bk., 220. 

Ifemd.— Merced Savings Bank, 196. 
ifercedfis.— Banco Espanol, x3a. ; Banco 
de la Provincia de Buenos Aires, 143. 
Meredith.— Com. Bk. of Aust., 70. 
Merino.— Col. Bk. of Aust., S48. 
3 !errickville.—'UiL Bk. of Canada, 177. 

Com, of Aust., 70, 
ilfcrrffL— Bank of Montreal, 2a. 
i/erriim (N.S. Tr.).-Au3t. Jt. St., 13 
j¥ersww«.— Imper. Ottoman Bk., X17. 
Meshed.— Imp. Bk. of Persia, 116, 
i¥e.S8in«.— Oailler, '\V’'alker & Co. 
Methven.—Bk. of New Zealand, 24. 

Banque de Metz. 

Meulan.— Soc. G 6 n 4 rale, 202. 
Meursattet.—Soc. G^n^rale, 202. 
Mexico.— Lond. B. of Hex. & S. Am,, 
145 ; Nat. Bk. of Mexico, 100 ; Bk. of 
Montreal, 22 ; Intcrl. Bkg. Corp..ii 8 . 
i¥e2fe?'es.— Charleville, Cr6d. Lyon., 77. 
iffaa iJIir.— Punjab Bk., 63 , 

Michel.— Imp. Bank of Canada, 132, 
3 IiddellmrgiCape].—St.B,.ot S.Af., 203; 

Bank of Africa, 15. 

Middelbnrg lTrans.}.—St. B. of S. A. 

203; Natl. Bk., X73A. 

Midmeion (ATN.).— Com. B. of Windsor, 
209 ; Canadian Bk. of Commerce, 47; 
Union Bk. of Halifax, 135. 
Middletnarch.—Bk. of N. Zealand, 24. 
Midhirst.— Bk. of Ngav Zealand, 24; 

Btmk of New South Wales, 23. 
Midland Bk. B. N. Amer, 18. 

Midla 7 id Junction.— 'Vi. Aust. Bk., 220 ; 
Com. Aust., 70. 

j¥«?an.— Vonwiller & Co„ 209; Thos. 
Cook & Son, 73. 

3 /t 7 nww.— Nat. Bk. Aust., 169 ; Lond. 
Bk. of Aust., 147. 

Mitdnra. Bk. of Austlsia, 169; 

Bank of Victoria, 29. 

Milestone.— Cm. Bk, of Com., 47, 
Millar's Plat.—Bk. of New Zeald-, 24. 
MUlau.—^o. GiJn^rale, 202. 
Millhroo'k.—Bk. of Montreal, 22. 
Milliccyit.—'En^.. Sco. & Austin, B., 93 ; 

Union B, of Aust., 208. 

Millthorpe.— Bk. of N. S. Wales, 23; 

City Bk. of Sydney, 

Milton {Canada). —B. of Hamilton, 175. 
MilUm IN.S.W.).— Com. B. Co. of Syd-j 
ney, 69. 

Milton (AT.Kl.-Nat. B. of N.Z., 172 
B. of New Zeal., 24. j 

Mnpencjf.— Nat. Bk. Au.st., 169. 
Minieli.—Bk. of Egypt, 20 ; Nat. Bk. of 
Egj'pt, 170A ; Imp, Ottoman Bk., 127. ! 
Minlaion {S.A.).—B. of Adelaide, 12 ; 

Cora. Bank of Australia, 70. 
dffnMcapoh’siiHnn;.— N.W.Nat.Bk.,40. 
Minnedosa.—Un. Bk. of Canada, 177. 
Mintaro.— Eng., Scot.. & Aust., 93. 
Minuip.— Col. B. of Australasia, 148 ; 
Com, Bk. of Australia, 70; Union 
Bank of Australia, 2c8. 

Mirboo A'orWi.— Bk. of Australasra, x6 ; 

Col. Bk. of Aust., 148. 

Mission City.— Cm. Bk. of Com,, 47. 
Mitchell— Qneons. Nat. Bank, 184. 
Mitchell (OwL).— Merchants’ E., 6k). 
Mitiamo.—’Nnt. Bank of Au.st., 169. 
Mittagong.— Com. B. Co. of Sydney, 69, 
Mitylene.— Imp. Ottoman Bk., 117. 
MoaniaiN.S. Tr.).-Bk.of N.S. Wales, 23; 

Lond. Bk, of Aust., 147. 

3 fohile {Alahmna).—EiTst Nat. Bk.. 43. 
Modd ei'fontcin.— 'Na.t. B. of S.A., xas.K. 
Moe.—Col. Bk. of Aust. , x^S. 
Mohammerah.—Im p.Bk. of Persia, 1x6. 
3 Iois 8 ae.—Soc. G<in6rale, 202. 

Jfoiong.— Australian dt. Stock Bank, 
13 ; Commerce B, Co. of Sydney, 69. 
Molteno {Oap€).~Bt. B, of S. Africa, 203 ; 

African Banking Corporation, ja. 
Jfo)n6asa.— Nat. Bk. of India, 171. 
Monarch.— Cm. Bank of Com., 47. 
Monastir. — ^Imp. Ottoman Bazik, 1x7. 
Moncton (Jtf.B.f.—Bk. of Montreal, aa ; 
Bk- of N. S., X93 ; Merchants' B., afi j 
Eoy. Bk. of Canada, 26. 

Monrovia.— Bk. of Brit. W. Africa, 14 
Bk. of Nigeria, 27. 

Mont de Marsa^i.—Compt. Nat. d’Esc., 
71 ; Soc. Gdn^rale, 202. 

Montagu.— Miicm Bkg. Coii)., ia. 
Montague.— Cm. Bk. Com., 47. 
j¥o7ifarpi8.— Soc. G 4 n<irale, 202. 
Montauban.— Soc. G«in., 202 ; Crdt’ 
Lyon., 77. 

Montbeha 7 Ul.—CrM. Lyon., 77. 

Monte Cai'lo.—CxMit Lyonnais, 7 : 

T. Cook & Son, 73. 

Mmxtego jSay. —Colonial Bk., 63. 
j¥ont<U»nan— Soc. Giin^rale, 202 ; C ^d. 
Lyon., 77- 

Mo 7 itereau.—Soc. G^n^rale, 202. 
Monterey.— London B. of Mexico, .45. 
Motite Video.— Lndn. SsBiver Ph oB., 
140 ; London and Brazilian, X33 .• Brit. 
Bk. of S. Am., 39 ; Anglo-S. Amer., 
iin; Iinco Espanol, X3A. 
Mo 7 itlHcoii.—Soci 4 t 6 G^rai'rale, 202; 
CrM. Lyon., 77. 

Mo 7 itpelliGr.— Soc. G 6 n., 202 ; Credit 
Lyon., 77; Compt. Nat. d’Esc., 71. 
Montrecd (Canada).— B. of Brit. N. 
Am., x8; Merc. B. of Can., 60; B, of 
Mont., 22; Bk. of Toronto, 136; 
Unhm B., 177; Molson's B., X77; 
Quebec Ek,, 26; B. of Oim., 47; 
Bauque Nationale, x?.- ; D’Hoche- 
laga, 60 ; Roy. Bk. of tanada, 26 ; 
imp. Bk. of Canada, 132. 

Monireztx. — B, of Mojitreux, 133 ; 

Thos. Cook & Son, 73. 

Mooi Riven.— Sim. Bk. of S. Af., 203. 
Moonee Ponds.— Nat. B. of Aust., 169 ; 

Union Bank of Australia, ao8. 

Moonta (S. National Bk. 

of Australasia, 169; Union Bank of 
Aust., 208. 

-¥oo?’«.— Nat. Bk. of Aust,, 169; West 
Aust, Bk., 220 ; Bk. of Aust., x6. 
Jfoorefo'M'H.— Roy. Bk. Queens., 192. 
Mooi'oopnn {Victo 7 'ia).—B. of Austral- 
asia, x6 ; Com. Bk. of Australia, 70. 
Moon'eesburg.—Aiv. Bkg. Corp., ia. 
J¥oose Ja 7 v.—Vn. Bk. of Canada, 277 ; 
Can. Bk. of Commerce, 47 ; Roy. Bk. 
of Con., 26 ; Imp. Bk. of Can., 133. ^ : 
Moosomi7).—Un, Bk. of Canada, 177 ; ' 
Can. Bk. of Com., 47. j 

Mordm. {Manit.).—Vn. B. of Can,, 177. ; 
Mordiallor,—Eng., Scot. &: Aust., 93. ■ 

Mo 7 'ee (N.S. IB.).— B. of N.S. Wales, 23; 

Com. Bkg. Co. of Sydney, 69. ; 

' Morelia.— London Bk. of Mexico, 145. ; 

J Morgan.— Bk. of Adelaide, 12. ■ 

3 :oriS 8 et.— Com. Bk. of Aust, 70. I 

Moi'laix.— Soc. G^ntirale, 202. 1 

Morninpfoni rfet).— (.’ol.B.ofAust.,X48, : 
Mo 7 'peth.— Com. B. Co, of Sydney, 69. 1 
3 io 7 ' 7 insmlle.—Bk. of New Zealand, 24, 1 
Morn'Rbnrp (Onfarra).— Molson’s, 177. ! 

Jforilafe,— Bank of Vict oria. 29. ! 

Mo 7 'Una (A’., S', TU.).— Bank of New S. 1 
Wales, 23 ; Com. B. Co. of Sydney, 69, j 
Monvell ( IV'-.',— B. of Australasia, x6 : 1 
Col. Bk, ( f Aast., 148. j 

Moscoic.— ,7, W. fJ linker & Co. ; Volga | 
Kama Com. B., 191 ; Russian B. ic>s ; : 
Cred, Ijyon., 77 ; Russo-Oliinese Bk., | 
* 99 - ' ■ [ 

Mosgiel (-V.Z.).— National Bank of N, 1 
Zeald., 172 ; Bank of New Zeald., 24, 1 
Mo-wwin,— Eng., Scot, and Anstr., 93; 1 
Bank of New South Wkiles, 23 ; 
Queensland Nat. Bank, *84. : 

Moss Vale.— Coml. Bkg. ( '0. of Sydney, ■ 
69 ; Eng., Scot, & Aust. Bk., 93. \ 

Mossel Bay.— Stall. B, of S. Africa, 203 ; 1 
African B. Oor];>., ia. 

3 losso 7 d.—lmp. ettn. Bk., 117. 

Motueka (X.Z.l—B. of N. Zeald., 24. 
d/ouh'ns.— Cr<id.Lyon. ,77 ; Soc.Gen. ,202. 
Moiiftneiu.— Bank of Bengal, 21, 75. 
Sfmint Ba 7 'Jcer.—B. of Australasia, 16 ; 

Nat. B. of Aust, 169 ; W. Aust. B.,220. 
Mount Foi'est ( Can. ).—Bk. Montreal ,22. 
3 tount Gamhier.—Eng., Scot & Aus- 
tralian Bk„ 93; Nat. Bk. of Aus- 
tralasia, 169; Com. B. of Aust., 70 ; 
Un. Bk. of Aust, 208 ; Bk. of N. S. 
Wales, 23. 
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i Mmnt Ans. Bk., Imp, Bk. of Persia, xi6. A ewf(Wii{ TFM— E.of Aust„j6;B.ot’ 

' Moivff. Aust. Bk,, aao. of Ausivalaslfi, xd j Ootn. N.S. Wales, *3 ; C'om. B. Sydne3^ 69; 

i jlfnn/«#f. --Qu':'enHl!m'lNat..,xS4, Bk. of Anst., 70; B. ot‘ Victoria, 29. City Bk.. X48. , , 

I .¥/)«)<« Jfnryaa?.— West Au»fc.Bk.,a«o; ATfftiJnMfr.— Col. B. of Attstvalasia, X48; Xmrnomthi(i.—R. of New Xeal., 24. 

5 Xat. Bk, of Anst., x6g, Nat. B. of Aostmlasi.a, 169. Xhill ( PicfonVC-— Bk. of Victoria, 29 ; 

1 Mount Pkftitant.-'-lik. of Ailelaide, xa. X(mpUa,--Jonim Bk., mq. Com. B. of Ans., 70 ; Nat. B. Aus., i.€g. 

i Mount, Torroift.—K of Atlolaule, xa. iV«it»ftem.--Punja>> Bk., 63. Kiagara B. of Can., 133; 

1 Bk. of Victoria, 29. Nmll—lmT}. Bank, 1x7, Hoy. Bk. of CJ.anada, 36. 

‘ 3/<)y«>.-*Tin}), Bk. of Cainwla, X33. Xeepawa.-^n. Bk. of Canada, 177; Xiagam on the Lake.— Imp. Bk. .01' 
a/wd{/cA*-B. of N.H. Wales, aa ; Anst. 1 Can. Bk. of Com,, 47. Can., 132. 

Jt.. St., ti ; (.!o!n. B. Co. of , Sydney, 69. 1 Aet'rii».~-Ci>ra. of AuisC,, 70. iYw,*-Carlono & Co., 209 ; F. Crossn, 

.l/MweHkny.— Still. B. of S. Afrnia, 203. Xeerim, South.— Vom. of Au.st., 70. 61 ; Socidte Ctoieralc, *02 ; Credit 

I .If fd-dcn,— Yokohama Specie, azs- : Xelmi iB.C.i—itnn. Rk. of Com., 47; Ly«n., 77; Thos. Cook & Son, 73. 

i .tfaViouse iAf-soee!.— !1, d' Alsace etj B. of Montreal, 22; Kov. Bk. of ' A'AvjZo.— B ank of Jdontreal, 23. 
i Lorraine, I Canarln, 26; Imp. Bk. of t!au., 132. A7co/afe/d-.~X-lus.so-Chmcse Bk., xgg. 


! Lorraine, j Canailu, 26; Imp. Bk. of Cau. 

X.S, Wales.aj;) .Verson (.V.Zl.— Union Bk m 
Euk., Scot., Sind An»t.. 93. ) trsilia. s!o 3 ; Bk. of X.Z., 34 ; B! 

. ^ulUtn.- Punjal* Bk.. ( 18 . I South \Va.les, 23; Nat. Bk, of N. 

, 'unilooi'ft.—iiank of Adelaitlc, 12. iVerOHy.— Com. Bank of Austro 

A mCfio L'.—Bk. of X. S. Wnlss, 23. j Xeue'uiUiL—VvLvy & Co. ; Bup* 
.i //lic’i. --B, iverisohe Hfindelsbk., 333;! A Co. 

• hoitsc'he B., 84 ; Bni.sdner Bk., 83. ' XettiUtf-mr-SeUe.—S^oc. Gea6rii 
JfJ»oV'n‘.sfii/.-'Rk. of Vio.toria, 29 ; Com. i Credit Lyonnais. 77. 

Bunk of Australia. 70. ; Xentnal Bau.—Oom. Bk, of Syd 

Af/<iVoa.'-!lk. of X. H. Wales. 23. i .Veir/rfo:,— Citimi's Bank. 

Munt-ati Jtridge.—i'oni. of *Aust., 70'; Ak’ivms.— Soe, Ct-n., 203; Cr, Ly 
Bk. of A^leliu^l^ 12. . Xetr L'nincr.—Bk. of Montreal, 

! Murrag-fbiav. - Stand. B. of S, Af., 203. ' AVor Gla^i'jou; l.V.X).— -Xovii 
I .lftfr/w.-"'.AUianr,' Ikmk of Simla, 177. Bank, 193; Can. Rk. of Co 


trsilia. 2 o 3; Bk. of X.Z., 34; Bk. of X. , Xkohl: ^ OimourUk. — Kusso-OUinese 
South Wales, 23; Xat. Bk, of X. Z. , X72. 1 Bk. , 199. 

A’errtHy.— Com. Bank of Australia. 70. ' AVco.sto.— iini>. Ottoman Bk., Z17. 
Xew'iaUL—V\xty k Co.; iJupasquier. AVye/.— Natal Bk., 167. 

A Co. j Xiini Xoogot'od.—K\i<,mxn Bk., 19s ; 

Xetnll!hmr‘SeiiW..—Soc. Gea6rale, 202 ; ' Busscj.Chinese Bit. , 199. 

Credit Lyonnais. 77. : AVmfs,— Societe Genersile, 202 ; Credit 


Bank of Austmlisi. 70. ; Xeutral Bau.—Vnm. Bk, of Sydney, 69. ; Lyonnais, 77 ; Compt, Nat. d’.Ese., 71. 

Ilk. of X. S. Wsiles. 23. i .Veir/rfo:,— Citimi's Bank. j .ViVA— Soc, G^^n., 202; Cr4d. Lyon., 77. 

Munrau Bridge.— i'oni. of *Aust., 70'; Aeivms.— Soe, Gthi., 203; Cr. Lyon,, 77. Xoar^ianfa.—'B. of .Vdeiaide, 12. 
i Bk. of A<lelsud'\ 12. , Xetr Pnincr.—Bk. nf Montreal, 22. , AV/b.>/,— Queens. Nat-. Bk,, J84 ; Bk. of 

! - Staiui. B. of S, Af.,203. ' A'fiif fr/osyoy; i.V.X).— -Xovii Scotia N. S. Wales. 23. 

I .Iftfr/w.-'.AUitinee Ikmk of Simla, 177. Bank, 193; Can. Rk. of Com,, 47; Aopejf^-.svir'.l/ovoi’.— Sooiete GcruSrale, 
I If um‘ rf Ws>.st .\nst. Bk.. 220. Union of Halifax, 135, 1 202 ; Credit Lyonnai.s, 77. 

; ,5f«)’j’/ttHhffi*m‘(.---<'om.H.(Vi«.ofSyd.,69 AVioLisfrecfr./.— Imp. Bk. <sf Cstn.. 132. ' Xokomig.—Can. Bk. of Commerce, 47. 
Miirnn inuU.—Vem. R. of Sydney, 69.- ' AVjf .IfiVa*-!.— Imp. Bk. of Can., xsz. • Aomf/a/io. — Nat, Bk. Aust., 169 ; Col. 
A/Hrfo'f.-'Cnmm. Rk. of .Austrsdua, 70. Xnu XorMk.—L'om. Rk. of .Vest., 70. 1 of .\a.‘'t., 14=1. 
ifnm’d/iO/ds^oV. -Ci>m. R. C*». of Syd- Xeu' Ci'toas.—Citizcns' FLink m?;. A-ormootoa.-— Queens. Nat. B., 184; B 
. nev.ig; IJ. N.S.W.. 23; B. Anst., 16 Canal tc Bsinks?. Vo., 148; .Stsitc Nat. of N.S.W., 23, 

■ ■Rrig., Scot., & \usr.. 93. j Bank, 148; flihemia Nat. Rk., 72; AorW,-f),>n‘«,o.~Scand. Cred. Co., 175. 

' JfHs.soonV.—Bclhi k Lmdon B., 82;' Compt. Nat. d’lSfacompte, 71 ; Amor, Aow«ioo,-~'\rVc.st.AnstralidBank,22o; 
, M«H,s.x-»rie Bank, 209. i Kxpr. C0..5. ; Bk. of Au.st., 16. 

.tfwaiwffftrortjlr.-— Com. B. Co. of Sydnej', AVio Plymnuth f.V./f.i.—B. of N.Z., ! A’jmo<'OixJ!,--Bank of N. 8, Wales. 23. 


J/j/r/iwap.—Com. Rk.of .tu.sf,.,7o; Nat. 1 Un, of Aust., aoS. I Can. Bk. Com., 47; Imp. Bk, 

ilk. of .Vust.. 169. ; Kek Trc«Ln<»sf/?>',-'f’an, Bk. of Com..! Can., 132. 

R. Ausf., 169. l 47; B. of Montreal, 22; Roy. Bk. of XorHi Bag.— Imp. Bk. of Can., 132. 
iVoaMK^ixiorf.- Stand, s, Af.,303. | Canada. 26. , Xorfh (!'ndton.—Biv,:.,Bcot,,k km,, 

Xahiue.—Umdon Rank of Anst., X47. ‘ A>a» i'orl;.— Rrovm nrotlu*rs&Co..4S Xorth Fifzroii.—Vol. of Aust., 148. 

, *Vo{fomhi<i.-~<Vmi. Rk. of Australia, 70;! R. <»f Brit. N. Vmer..x8: Tluw. <’o,(k& Xorth Metbou r of. —Bk. of V*iet oiaa, 29 ; 
‘ Colonial Bk. of A list ralusia, 148. | 800,73; fIon}rkou!t&Sh!Mi2..ji2 ; U. Enpr,. Scot,, & Aust,, 93; Nat. Bk. of 

k’ap i^aki.-'Uom Kong k Sh., xk;, Kelly, 72: Kessler, xoo; Kiuimli. Aus(., 169. 


, Yokohama ie. 225. , 

I Xni}port'.~~Y‘m{k of Rena.al, 2X, 75, 

. Xa iff fid. '-'Sat. Bk. of India, X7X. 
i Xffki/fip.—Cim. Rk, of Com., 47. 

I XiiMf(nga>t,—itn'-y'}'VhUit\->e Uk., 139- ■ 

Xam’Moxr.—i'om. of Aust, 70; Bng..’ 
1 Seot,, k Aiist., 93; Loud, Bk. of; 
1 Anst,, t47. I 

f A'ha'fiimo.- < ‘an. Rk. of Coin., 47 : Roy. 
Bk. of ( 'anadn, 26 

) *V«ao>ipo. -.Itoy.al of Queens., *92. j 
iVofiev,— Soc.Gcn„w2; ( ’r.-dit Ijj'on.,?;. 
i AVittiu’/if. —West Aust. B,22 o. 

: XoitfA. - Soeicte(»eneraIe. 203; Comp. 

! d IRcompte, 71 ; ( 'iv'slit Lyonnais', 77, ' 
i A'fffdoo.-- Can. Bk. ofCom., 47, 1 

; Xmmiff. {Can Rk. of; 

! nmudn. 60; dominion Rk., 173. ' 

i X>'foi»r j.V.Zt.-' -rnion Rk of .\ns- 
tmlia, 203 ; R, ui N.Z., 24; Xat. B. | 


Xachod & Kiihne, 177; Lond.it Rm- .Worth .sv'Ujc/ LY..s'. ir,'.-— Bk. of New 
xilian Rk., 133; VLaitlaiid. coppoll Wales. 23: Curn. R. of Sydney, 69. 
k Co., 201; Meivlionts’ Rank of .Vorff/ .kW.ou/.—B. of Nova Scotia, 193; 
Canada, 60; B,ink of Montreal, 22; Union of JJalifax. 135. 

V’oko)iarn.a S{vcic, J. Almiroe & Xorth Vanrouffi'.—Bk. B.N. .•\mer.,x8. 
Co,. 3; Nat, B. of f’oinmerce, 100; Xortk WiUiamHtoiro.—FAxq., Scot,, k 
B. of N.Y„209; Ninth Nat. Bk.. 30 ; Anst., 93. 

c. R. Riehfird k Co.. 177; Wells, A’orfAoin.—Nat. B. of Aiwiralasia, 169; 
Far^o & Co„ 209; White k Co., x,i6;; West. An.st. Bk., 220; Un. of Aust., 
Winslow k Vo., 100 ; < ‘olonial Bank, 20S ; Bank of N. S. Wales, 23 ; Com. 
65; L. k R. Plate, X40; Lrix.iniBro.s., , Rank of Australia, 70. 
xax: Africnn B. Corp.. x\; Baring, . Aorf/iooipfo/o— Nat. Bk. of Aust., 169; 
Magoun & »'<>., 31; Rlaiv k Co., 40** West Australian Bank. 220, 

Aiuer. K.x, ('o.. 5; Can. Rk. of (.'om.. Aorf/K’ofoi ITc.i.—Nut. B. of Aust. x6o; 
47 ; Char. Rk. of India, 53 ; Staudanl . Lon. R.of Aust.,147; Com.of Aust., 70 
Rank of S. Afriea, 203; Frazar k ' Xomieh [thil.K—Mol^un's Bk„ lyj. 
Snh*. 197 ; Rjink of Afrien, 15; Inter- ; Xnruvwl \Oni.). — Un. r>k. Can., 177. 
naiional Bk-r- Covp.. ix3 ; Kuhso-, AVuvrood iS'. Aio?#.'— (.'010. of A.ust.,70. 
chine.se Rk., 199; Ani?lo-S.Anier.,xx}i; Xom-XifulttioffHk, Bii.s.so.CbIncse Bk.. 
Boy. Bk, of fViii.ada. 26. 199: Russian Rank, 195. 


.VuM/w/era. -Aus| .hunt stock, xa; 
' ( ’--numereiftl It. Co. of Srdnev, 69 ; R. 

of N.8.W,. 23; Uu. of Anst.! S08, 

-Civd. Lvon.,77 ; 8*H,‘.Gdn., 
202; ( 'ompt. Nat, d'K^'., 71. 
A’'(tr-AV<r.Gaort.“-('om, of .Vust,, 70. 


XeirroAtlf (A'i?, ir.i.- B. of AiustraL; Sydney, 148. 
naia. x6: Rk, of N.S.W., 23: Avs^' Xwuurhdi.—B. of Austr.alasia, 16; 
tniUaii dt. St. Bk„ 13 ; C’om. itkir. Vo ! Com. of Au-stralia. 70 ; B. of V'ic., 29! 
of Sydney, fio; Union Bk. of Aub-' A' umnf>e'rG>.-~M.(.Mluner, 100; Dresd- 
tralva, 208; Lm. B. of Australia. 1 iier Bank, 83 ; Deutsche Bank, 

X47; <’om. B, of Australia, 70; City A'lir/oof/M.—Nat. R. of Austlsia., i6g 


Bk. of Sydney, X48. 


Xj/ah.'- -Com. Au.st.. 70. 


Xomthri.—i '*m. R, Co. of «yd..69; B. 1 Xewmdfe i IF. Ams/.*.— W. .\.nst,B.,a2o. A’j/Isfrom/i.— Nntl. Bk. S. Af 173.1. 

of Austrlsia,, 16; B, of N.S.W., 23. i AVircftteowp. --Yokohama Specie, 225; Aymr/f/cc.—Coni. B. of Hvdnev 60 
Aomimise.-t'om, B. of Hvdney. Ag;, Rnsso-CUinehc Biiuk. 199. , Xanaan.—Amd. dt Sik «* Com 

Bk. of AuMraiasia, x6 ; Bk. of N. S. > Xmrem KHjfa.—'Sat R. of India, 171. ' Bkg. Co. of Kydnev, 60 ’ 

WalM.2s. . . , ofMont, 22 . ;Ou^R?mr.--Btmk Brit. N. Ainer.. 18. 

AffWW.-Nat.Bk. Aunt, 169; V\*>Ht., AVM 9 rtarIvfiri<t>..-i:n.of Aust., 2c8; Ortkei/.-Bk. of Australa.sia, i6- Bk 
Anst, Un of ao 8 . ■ m. of Aust, *48. , of New South Wale.s, 23. 
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(jakmllt.—'B'k. of Mmitreal, aa. 

of MonU'ca , ■zz.'% 

Oanumi of 24 


i P(^dain{|tm (^l S. BvJ.-Eug., S, 4s A. 
j „93; Oom^. Bank of ^9' 


l\'at. B. of N.Z., 17a; I'nioii iik, of! 
. Aust, 5 !o 8; Bk. of!S(.S.\y.,a3. 

: Oatlmuh (7V/8.).— Coram.l>.ofTas;in.,23* 

1 Oixnca —London Bk. of Moxico, 143. 

. Obitassi—Lk. of B. W. Afrira, 14. 
i Orfcaso.— EuspiiinB.,195; i''rtj<l.]vijoii.77. 

I Ohakuni.—Vii'k. of Zealand, 24. 

1 Okanpo.—Bk. of Zealand, ai. 

: Oka.to.—"Siiit. Bk. of I>J. Zcalaml, X72. 

Olds.— Canadian Bk, of Commerce, 47- 
' 0/orojJ.— Soc. Genenile, 202. 

. 0?n«o f C'ol B. of Australapia, 

X48; Com. B. of Australia, 70. 

Ofwsfc —Husso-Cliineae Bank, 199 ; 

; Itussian l^ank, X95. 

Once de Seticmbre.-~-BMxcQ Espanol, 

, ,i3.v Brit. Bk. S. Amer,, 39 ; London 

anti River Plate Bank, 140. 

I Onehuvua.—'Sut. Bk. of IS.Z,, 172. 

; Onitkha.—xik. of Brit. W. Af., 14 ; Bk. 

1 of Is’ig»ji’ia, 27. 

: Ooirtm?n.?(ad.— Bank of Madra.s, ; 
Ophir.—Bk. of IS'ev' Zealsincl, 24. 
Op7w’rfo».“— Nat. Bk. of S. Africji. 173A. 
Opdjo.—Bk, of Brit. W. Af., 14 ; Bank 
of Nigeria, 27* 

Oporto.— B. Commercial do Porto 
London and Brazilian Bk., 133 
Merc. Bk., 209; Banco de Ikirlngal 
13s; tT. W. Burmester, 73; Credit 
Lyonnais, 77, 

OpoiiJd LV-J?.).— Bk. of Notv Zeal., : 
Un. of Aust., aoS. 

Opunake (iV.Z,).— Bk. of New Zeal, 
Gma,— Credit Lyonnais, 77. 

Orange iN.S. TP.l.—Bk. of New South 
W.ales, 23 ; Cora. E, Co. of Sydney 69 ; 
Aust. Jt. Stk., 13; B. of Australasia, 
16 ; Un. B. of Aust., 208. 

OrmicjeidMe (CflAiadu).— B.of Ooinm.,47. 
OrhoHt.—Com. Bk, of Aust,, 70 ; Bank 
of Victoria, 29. 

0rep?<Jfc4.— -Nat.B.ofN.Z..i72;E.N.Z.,24. 
Orillia (CanMa).— Traders’ Bk., 173; 
, Dominion Bk,, 173. 

; Orfe«ns.~S. G<in., 202 ; Cr^d. Lyon., 77. 
Ornw7idvil7e.—Bk. of N. Zealand, 24, 
Orroroo.— Nat. Bk. of Australasia, X69. 
OrMro,— Anglo-S. Ainer., zib. 
Oryfefo.— Whitby & Co., 209, 

Osafea.— Yokohama Specie. 225. 
Oahau'a (Ont.!.~Dominion B., 173. 
Oflf€wd!.--Cr(Sdit Ostendais. 

Otaki.— Bank of Austmlasia, 16. 
Ota7it(tn.—B. of New Zeal., 24: Nat. 
Bk. N.Z., 17a. 


, * Banco Espanol, 134 ; 

^ i Banco de hi Provincia de Buenos 

Pocrofl.—Nat. B, of N.Z., 173 ; Bk. of 1 Aires, z^s. . .. 

N. Zea., 24. 1 Pciv(??<ejw.— Soei< 5 t<^ Ct-ndrale, 202 ; 

Pahiatita.—B. of N, Zealand, 24 ; Bk. , Credit Lyonnais, 77 ; Compt. Nat., 71; 

N. S. Wales, 23. , Pew?. —Russian Bk., 195. 

Pakenham.— Com. B, of Aust., 70, , Pcrna mb uco.— London and Brazilian 

Ikilermo.~AV. B. Gardner, 133. i Bank, 133 ; Bk, of Pernambuco, 135 ; 

Palgrave.— Imp. Bank of Canada, 132. ! Lond; & R, Plate, 140. 

Pahner.— Bank of Adelaide, 12. n, . j Perpignaii.—iioc. G^n^rale, 202; Credit 
Potmmfow (Otffffo).— -Bk. of N. Z., 24. ! Lyonnais, 77; Oompt. Nat., 71. 
PalmerHio/i,N.iWeninoto 7 i).— Bnion of Perth (Ok,!).— M erch, Can., 60 j Bk. of 
Austmha, 2 o 8; B. of Australasia, 16;! Montreal, 22, 

B. of N, Z., 24 ; Bk. of N. S. Wales, 23. : Perth ( W.A ztsf.).— Un. B. of Aust., 208 ; 
Famhnia. —Anst. Joint St. Bank, Z3 ; j W^estcrn Aust. Bk., 220 ; Nat. Bk. of 
Coramerdal Bk. of Sydney, 69. j Australasia, 169 ; Bk. of N.S.V 7 ., 23 ; 

Pmni&'s.—Boe. Gendrale, 202. l Com.B of Anst.,7Q; B.of Atistlsia. , 16. 

Pr<w«?wr,— Inteml. Bkg. Co., 118. ' Pert i«s.— Soc. G^n^rale, 202. 

Panderma.— Imp. Ottoman Bank. zz7. Fermiia.—'VfMthj & Co., 209. 
PannMwe.— Col. of Aust., 148. Pcfiftawar.— Punjab Bk., 68. 

* ' Pete-rhoi-o’ (Ont.).—Bk. of Montreal, 


Pantin.— Credit Lyonnais, 77. 
Paparoa.—tiat. Bk. N. Zealand, Z72. 
P<srd (JSmrih.— L. & Brazil. B., 133; 
Comfn. B. of Pam, 209; B. of Para, 177; 
L. 4! R. Plate, 140. 

Part's.— Anglo-Egyptinn B., 9 ; Corapt. 


22; Bk. of Toronto, Z36; Bk. ’of 
Comiueree, 47 ; Roy. Bk. of Canada, 
26. 

J^terfilmrff(S.Ansi.).—B.S. & A. B., 33. 
Peter8hc(m.-r-Biink of Australia, i&; 


Com. Sydney, 69. 

Peioite.—Bank of New Zealand, 24. 
Pesenas.—Soc. Gduinde, 202, 
Philadelphia.— Bromi Bros. & Co., 43 : 
Thos. Cook & Son, 73; Cenn. Nat. 
E., 136;, Johnson & Co., 73; J. M. 
Shoemaker & Co., 159; Dunn Bros., 

P^ippeville.—Cr6d. Lyoji, 77. 
J^dHppopolis.-lmp. (Jttom. Ek.,«7. 
'P/rthpsfott'a.— Stand, Bk, of 8. Af„ 203. 
Pjcola.— Com. of Aust., 70. 

Picton Tr.l^Cora. B. of vSyd., 69. 
Pteton /.V.jgr. Bk. of TVfnir V.otA 0.4 


Mallet ^ros., 7S ; Andre, Neuflize A: 

Co., 148; Soc.Gdr,,202; Soc.Otto»iane, 

206; Cred. Lyon., 77: M unroe &, Co., 

3; Demachy 4 i: P. Seillide, 75 ; Thos. 

Cook & Son, 73; Lond. & R. Plate 
B., 140; Russian B., 195; LaKardBrs. 

& Co., z3z: Nat. Bk. of S.A., Z73A; 

Bk. of Roumania, 25; Jordaan, 

Cohen & W., z8i; Eugene Chartiei', 
z8i ; Amer. Exp. Co., s ; Russo- 
Chinese Bk., Z99; Banco Espanol, 

13 A ; London & Brazilian, Z33. 

Paris (Canada).— Bk. of Commerce, 47; Picton (iV.ir, ).—Bk. of New Zeal .< 

Bk. of Montreal, 22. i Pfcton [Ontario].— B. of Montreal 22 

Parkdale iOnt.).— St. B. of Canada, Z73. ' Pictou.—lsova Scotia Bk , Z93 • Merch 
Parkes.—Comm. B. Co. of Sydney, 69 ; j of Haliftix, 26 ; Roy, Bk. of ban 26* 
Australian Joint Stock Bank, 13 Stan. B. S. Africa' 

U.B. of Au8.,2o 8; Blc.of Austlasia, 16. | 203: Natal B., 167; Bk. of Africa zs • 
^arkhill.-Cinmd. Bk. of Com.. a 7 . I Na^l. Bk. S. Africa, 


, Z73AJ African 


, Bkg. Corporation, za. 

[PietiTshnw (S. A/r.l.-Natal Bk., 267'; 
' i r. wm* ' --'P-B-Of S,Af., 803. 

'• iPtei-Jietie /. — National Bank. i7sa. 


ParMiB.— Canad, Bk. of Com., 47. 

Parkside.— Com. Bk.of Aust., 70. 

Pan'akie.—Bk. of Adelaide, Z2. 

Pu n'amoita. —Bk. of N, S. IVales, 23 , 

Com. B. Co. of Sydney, 69; Aus. Jt. ! in^Fidnai' Ban^k,"i7 

Stk, Ek,. 13. Pifgn>ns Rest. —Nat. Bk,, z73a 

Pgrrshoro (Crtwadct).— Can.B.Com.,47 ; PBsaa — Bdhmisohe Esepte. Bk . 200 
L mon of HaliBix, 13s. , { ^ncher Cr^k.-Can. Bk. of Com., 2 

Parrn i>oimd.~Cm. of C'om,, 47.^ P»igeWy.->Vestei7i Aust. Bk., 220 
Pasadem.— San Gabnel v alley Bk. Ccm. of Aust., 70 ; Union Bk Aust 
PasArm'/Ze.— Nat. Bk. of Aust., Z69. 1 — » . ot.,, 

Potea W.Zealand).-'^^ ''f 
16 ; B. < 

— , , . ; Paterson. .....4.. 4,. s...,. .J. 

Otgrohaiwa.—Bmk of N. Zealand, 24. j PaZ»a,— Bank of Bengal, 2z, 75- African Como t* 

GZZozi'ti of British .Patras. — lomanB.jZigjBk. of Athens, 'Pint as.—Ionian Bk, iiq* Bank of 

America, 18; Bank of 3Iontreal, a2;( 17. I Athens 17 i>ani£ or 

Queticc R 26 ; Merchants* B.. 60 ; j P«7i..-English B.. 209 ; Soc. Gdn., 202 ; Pisa.- Whitby & Co 200 
Molsons Bk., X77; Lmou Bank, 177;! Ciredit Lyonnais, 77. i Pit field.— Cont Bk. of Anst 70 

Bk. of Ottawa, 177; Bk. of Com- 1 PaaZoda.-Russian Bank, iqs. i 

inerce. 47 ; Bmuiue Nationale, 173 ; ; Bk. of Brit. N. Amer., 18, 

Roy. Bk. of Can., 26; Imp. Bk., Z32. j Po?/8andM.~Lond. & B. Plate, 140. 

Oiich(tk.—lmp. Ottoman Bank, iz7. ! Peak Hill LV.N. TV.!.— B of Aust 16 

OudWiooni^. A/nc«).-Stan. Bk. S. jPeafc M (BV A«8Z,),-B. of Amt.,i6. i PZflaea.-Dresddcr Bk",', 

Atrica, OT3; Bk. of Afnca, xSlj Peafcg.— Com. Bank of Aust.. 70. i PZcaeant Point— Bk N Zea "fand 2d 

Bank of S. Africa, ' 


/irmne.— A'at. JJK. os Ausr.., 109. i 208. 

efl (V.^cffZand).-llof Australasia, ' Pinjarrah.—IV. Au£tralj.«m Bk.. 220. 

; L. of N.Z., ; B. of N.S.W 23. j ihjmotroo.— Bk. of Adelaide, la ; Com. 

37-sc)}.— Com. B. Co. of Sydney, 69. ; Bank of Australia, 70 

Yi/t *r><»rkV or wrf 1 A 4. .. L 'Wt 


PitfsugrtiL-Cxicensld. Nat., 184 ; In. : 

Lk.ot Aust. 208; Com, of Sydney cg. 
P^Kra.— Lanco^del Peru, 145. 


G«rpa,— Russo-Chmese Bk., 
OurtmlHih.— Com. Bk, of Aust., 70. 


Yokohama Specie, 


Chmese Hk,, 199; Inter. B. Co., 118. 


■ -Powoncf,.— Com- Bk. of Australia, 




_CUnTO&nl£. ,99- , „ j Queleo'BaikT'S'; Kojra.CaSS 

OMtZooA*.~~CanadianBankCom,, 47, '26. j-. v.*maui 


Zealand, | P^aanp.-Merc. B. of Jndia. z6o • Ch. ; Pmioi^:-Soi:G6n^^ic: 


B. of India, Aust. & China, 53 ; Hong- 
kong & feiianghai, zza ; lutemational 
Banking Corporation, zz8. 


Outram iA'.Z.i.—Bk. of N, 

, 24; Nat Bk. of New Zealand, zva. 

j Gihirim.— Nat. Bk. Aust,, Z69, 

I OuJ/en.— Com. Bank of Aust., 70. 

I GaaZZe.— Anglo-S. Amer., ziu. ' Pendsmba.— BkrdfBrit.'w Af 24 

] Adelaide, 12; Com. of : P^i^aia.— Com. Bk. of Tas.. 23 • ifat 

Oiveoi. Sound..— Molson’s Bk., 177; Mer- 
chants' Bk. of Canada, 60, 

Oxford (N.Z.).-B. of .N. Zealand, 34. 

Oxford (Ont.),—B. of Nova Scot, 193. 

PiHtrl (S. St B. of S. Afr., 203; 

B, of Afr., 15 : African Bkg. Corp., ia. 

Pacas 7 >w.y«.— Banco del Peru, 145. 

Padna.—mnea Vencta, 77. 


uada, ! JPorii A^idemer.—Soc. Oenerale, 
. Lyon., 77- 

- ‘ Poyiozse.— hoc. ( 5 ^n 6 rale, 202. 

PocoM/.— Banlc of Bombay. 74. 
Pooimnp.-Col. of Aust.. j-if 


47- 


BETos., 68 , 

PenftaZoMga.— Stand. S. Africa, 203. 
!;— I^t 1^. of Austialasia, Z69, 


' Sydney 69; 


Penola. . 

Penrith.— Com.- B. Co. 

B. of N S.WL. 23. 

Peas7n«p/.— Bk. of Victoria, 29 ; Nat. 
^Bk. of Australaaia, 169. 

Peniicftm,— Canadian Bk. of Com . v* 
Peru.— Imperial Ottoman Bank, Z17, 


weitakbr’s AEMANACE, ' 1910 » 


^ c ( 5 '. A nst . Union Bk 

" ")f Ai 

, ,B. ofN. S. 

Aust., 70. 

of Com., 47; 

■^S?eoil’ 2 r 

Pori-a u-Prii^g.— Otto Biober & eo„7|. 


- ...,70. 

,„x . -p' --r--.----A-“UmonEk, of 

ist., .08 B._of Austlasia,, z6. : Nat. 

J of Adelaide. 
. 1. 23 ; Com.B.of 
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Pnrt .1 unudit.—^iit B. of Australasia, 
169 ; lik. of Adelaide, lat. 

PoH J3roii^hto)i.-~l>k. of Adelaide, ta. 
FaH Ghdnu^fi {.T. Nat. Bk. of N, 
Zealand, 172; B. of N. Zealand, a*. 
FoHCalbunie \Caii'ida).—lvdji. B., *32. 
PifH Darwin.— Ent^., Scot. & Aust., 93 ; 

Com, Bk. of Aust., 70. 

PoH Douglui.—ilnGemld. Nat. B., 184. 
Part MgmCttn.}.—B. of Hamilton, 175. 
Port FJizabdk.-^t B. S. Africa, 263; 
B.of AfricfMS; Africn.Bkg.Cori>.,i.v ; 
INat.B.. 173A. 


! Port Ei^sington.—’Row Bk. Cansuia, a6. 
I Port Fairg.—B. of " ' 


Victoria, 29; B. of 
Aiistrjilasia, 16; Col. of Aust.. 148. 
Port Gerhiein.—'Sixt. B.A\istlasia.,i69. 
Port Jfnirke.Hhirnf.— Roy, B. Canada, 26. 
port iredirind.—Un. of Aust.. aoS. 

I Port ffood.—Bank of Montreal, 2a. 

I Port //opr.— -Toronto Bk.,136 ; Traders’ 
I Bank, *73 ; Bk. Montreal, 23. 
j Po>-j{ Lincoln.— Ilk. of Australasia, 16 ; 
1 Bairk of Adcdaidc iz. 
i Pori LouU (Unurttinw. — Commercial 
B., 132; B. of Mauritius, to. 

I Port SUtegmrip.—B. of N.S. Wales, 23 ; 

' Com. Bkg. Co. of Sydney, 6g. 

Port Colonial Bk., 65. 

Port Mclbfmrm.—'Sii.t B.of Ausilasia., 
369 ; B. of Australasia, 16. 

Port .Uoodti.—liuy. Bk. Canada, 26. 

Till. - 


Ptte&la.— liOn B. of Mex. & S. Am., 145. 
Pwerfo f/allepos.— AnglO'S, Amer. , iib. 
PidfceifeoAe.— Bk. New Zealand, 24. 
\PmUa Arenas.— Anglo-S. Amer., iib: 
I BankofBunta Arenas* its. 

I Pay (Xre).— Soci^t^ Giinirale, 202. 
i Py ramid mil— ’Sa&i. B. of Aust, 169. 
j PyrrmM.S, r.).-Eng.,S. & Aus.,93. 
^.imrading.—^^ est Aust. Bk., 220. 
?Mam6«toofc.— Nat. B. Aust., 169, 
f«mn6ejaw.— Bk. of N. S. Wales, 23 
Com. Bkg, Co. of Sydney, 60. 
Qaefter.— Bank of Bnti.sh N, America, 
tS ; Bk. of Montreal, 22 ; Quebec Bk., 
D’Hochelaga. 60; Ifnion Bk. of 
Canada, X77; Baiiquo Nat., 173; 
Merchants Bank of Canada. 60 • 
Can. of Com., 47; Imp, Bk, of Can,, 
132. 

}iteenscliff (Vic.). — Bk, of Victoria, 29. 
^ueenstoioniMZ.l—B. of N. Zeald.,24. 
ImenMomi (S. Africu\.—St. B. of S. 
Africa. 203 ; B. of Africa, 15 ; African 
^Bkg. Corp„ lA. 

Qneefistmcii iTas.).— Nat. B. of Tas., '1 
, (■/uujim’ille.—lik. of Montreal, 22, 
Querctaro. — ^London. B. of Mejdeo, lae 
Qwefto.— Ptmjab Bk„ 68. 

Soc. Gdn^mle,4»2. 


adrindi. — Com. B, Co. of Sydnev. 60 : 
Aust. Jt.-Stk. Bk„ 13; B. N.S. W.,^. 


^ •'i'- J014.,, 13; U. VI 

’•' •■D*I *"• \ OuUo.~Com. Bk. of Agriculture. 
PoH Perni.-Caii. Bk ot Cmn , 47. ^ i Caor/i.-Nat. B. of Australasia. 169. 

Pori Pv'ie (.>. Amtraha K—\at. Bk. of, liadinson.-Ciin. Bk. Com.. 47. 
Auatlasja. j *69 ; B of Adelaide, 12 ; B. j Raetihi.-B. of N. Zealand, 24. 

of Austlasm.,i6;lii.Bk.of Aust.,2o3. i^rtm^oH^-Nat.. of Aust,, 1 ^; Com 


oi ; L ii.UK.oi .lust., a 

Port /ioin’asoH— Imp. Bk. of Can,, x; 
Port Said.— Imp. Ottonam B., xs;; 


2.1 E?-HVpt, 20; (.’red. Lyonnais, 77 
T. (’dok & Son (Tlgy|)t'^ 73: Nat. Bk 


i b£ of Au^., go. 

\ Rainy River.— Cnn. Bk. of Com., 47. 
MkataiN.Z.).-B. of N. Zeabmd, 4 
iJoTid/oniem.— Natl, B., X73A; Stod. 
, ^Bk. of S. Africa, 203. 

^rulwiAkilLS. W.).-Aust, ,7t.-Stk..i3. 
Ran/itrly.— Bank of N. Zealand, 24. 
Rangiora lKZ.).—B. of New Zealand, 
I „® 4 ; X nion Bank of Australia, 208. 

I Zcrtapoort.— Thos. C'ook& 8011,73 ; Ch B. 


Of Eurypt. X70.1 ; H. S. King & Co., 123: 

Anglo- Egyptian, 9. 

Pori skemoH'. (.S, J .b~St.B.S.Af.,203. 

Port Si. ,/o/ui. --Stand. B. S. Africa,ao3. 

Pori Nat. Bk.of Egypt, 170A, 

Pori Vo'/or,— Union B, of Aust., 208. 

Port Victoria.—Cimi. Ek. of Aust., 70 ; 

Bk. of Adelaide, x2. 

Port Viuccnf..—'(jk. of Adelaide, 12. 

Pori iroAr.^r/./.— < 'om. B. of Aust., 70. 

Portage la PrarriV.— Imperial Bk., 132 ; 

(.Canadian Bk. of Commerce, 47 ; Bk. 
of Montreal, 22. 

P'lriuWiHpioit.— Col. of Aust., X48. j j.vk. or Australia, 208. 

4 /-' ' Ravemu'ood (Qtmmland). 

Portland uVaiiiw.—Vir^t ISiit B. land Nat., isZ 
ParPnnd iX.S. IC.b-- Bk. of N.S, W., 23. ! RnwalPindi.— Alliance B. of Simli-iT?; 

B. of Com.,47; ; ^ Cox & Co.. 76. " 


of India, Aust, & China, 53 : ’Bk. of 
Bengal, 75 ; Nat. Bk, of India, 171 : 
Hongkong & Shangliai. i." 
Rafishon.—U.tiymtmn & (Jo. 


' Richmond iS.Afr.j.-St.B. ot S. A.. 203 
j Bk. of Afnca, IS. 

Pz>;imond (Fm).-B. of N. S.'Wales,23 
' Eng., Scot. & Aust. B., 93: Nat. E 
of Aust., i6g. 

Riddell— Gam. Bk. of Australia, 70. 
RmgetoivniOntario).~~MolBon's B., 177 
Ridgeway.— lmp.mk. of Can., 132 
Aw. — Jacobs & 0o. j Hill Bros. 
^Russian Bk., 195. 

Pmf/aroowd.— Com, Amst,, 70. 
Ringimod.—Eng., Scot., & Aust., 93. 
mo ae Jawiro.— London k Braziiiai 
B., 133 ; Bnt. Bk. of S. America, 39 
Com, B., 13s; Banco do Commercio 
I ^'Wer Plate, 140. 

Pin Grande do Sid.— Lon. & Brzl. B. 
^33' 

Ripe-de-Gier.—0r6d. Lyon., 77. 
RiPernook.~Niit. Bk. of Aust., x6g. 

, Pirera— Can. Bk. of Commerce. 47. 
iRweredale {-N.Z.'u-Bk. of New Zea 
' land,,"' 


Piyersdaie (S'. A.).— St. B. of S. Afr . 
' Riwrton (KZ.).-"' " ' 


— ou. 13. WI, CS.AHV, 203 , 

of N. Zealand, 24 i 
I Nat. Bk.pf New Zealand, 172. 
P'iwritnj, (S'.A'iisi.),— Nat, B. of Austra- 


lasm, 169 ; Eng., Scot. & Aust.-, 93. 

, P/asAsfc.— Itossian Bk., 195. 

PoetdwaZe. — Rojr. Bk. of Queensld., 192 
Portane.— Soc.(l<5n..202 ; Cr^d.Lyon.,?? 

1 Roherison (& A.).— Standard Bank of 
, South Afnoa, 203. 

I RobArUon (KS. B''.i-Com.B.Co.Syd.69. 
. Rochetort-sur-Mer. — Soc. (Sendrale.aoa, 
Roche-mr-Yon, La.— Soc. Ccin. 


Rochm La..— Sooia^ G(in6rak ®i2: 

IjrAnlT . mm * 


Credit’ Lyonnais, 77. 

' -Powers’ Bank. 177. 


j 2 — Axa^lf CL 

I Rat Portage.— B. of Otta wa. 177. 
Pu?«po.~Nat. Bk. of N. Zealand. 172. 
/iWHsiftor/ie.— W. Aust. Bk. ,22o:Union 
Bk. of Australia, 208. 

* Queens- 


I Roc^ster (A", F.).— rowers' iian 
PtwAesier f Ficiorfo,).— Union Bk of 
' Aust., 203 ; Bk. of N. S. Wales, 4 
I PocfcdaZc.— Com. Bk. of Aust., 70 
imcC'ftampion.--;^ueen8land Nat.’ Bk . 
*84; Union m of Australia, 208 
Australian Jt.-Stk, Bk., 13; Bk. ol 
Australasia. 16 ; Bk. of N. S. Wales. 

Sy^jey, 69; Bk, 
of N. (Queensland, 144; Royal Bk. of 
I (Queensland, 192. 

\Roekley{N.S. B’'.).— Aust. Jt.-Stk. B.,13 
PorLi2.— Soci6t(i Gtinerale, 202. 
iRoe^urm (Ausi.).— Un. B. of Aust., 


Ladd & Tilton. 

Poritand i riciora?).— Un. B, of Aust., 
208; li, of Vi<*t., 29. 

Port I } Alegre.— Um. A Bntzil B„ 133, 
Porto ,Voro,“ Bk. Brit. W, Africa, 14. 
Port 0/ S/ni in.- d'ohmial Bank, 6$; 


iRayinond rerrace.-(Jom.B. of Syd.,69. 
jR-pdp}m.—Coxxx. B. of Sydney, 69; City 


/**ri of is/iafn.- o \}vtntin iKiuK, 05* 
I JSion Kink of Halifax, 135. 
PoieheiM/roftm.—Stun. B. of S. Africa, 
203; Nat. Bk.,:i 73 \, 


Raymmid.-Bank of Montreal, 


I PoZ;ewod.-Cora. Bk. of Aust., 70. 

Nat. B.. 184; b: of N. 
h. M ales, 23 : B. of Australasia, x6. 


I Blink, 148. 

I Red Deer.— Can. Bk. of Commerce, 47 ; 
I Imp Bk. of Can. , 132. 

! Na-t. B. of Australasia, 169. 

' Rf/toPdX.Z.l—Bk. of New Zeal, -• 
Nat. B. of New Zealand, 172. 


' * f f'* ii ^ Jb. oi iSew’ ^ealiind. 172. 

Pidg/rtervo/id.- - Nat B.of K Afr., xgsA. , Regina (X. IF.P.) — B of Nrorifcreal 22 - 
Pragnr-tmoneuh. Credit Anstalt.i U. B. of Can.. 177: (iSaS of CoS’ 
209; Moritz Alckaner, 209; Anglo- 1 47: Rov Bk 26* 

.Austrian K,?; Kdiraischc Escompte! bf Camda ^ 

|{}«nk, 209. V * f, iT 1 X, , J P''mmano«/.--cired. Lyon., 77. 

^ {If-dfrew ( Co »wdot.— Merchants’ B., 60 

169, B.of \u,t„29; bom, I>. of Aust,, Re»mark.—}iat. Bk. Aust . ido ‘ 
Australasia, x6; Ln. of; p/>^,,<ea-Soc. Gc4n.,202:CrM. Lvon.,77 

Bank 


» ,Ar -iiuBeraiasia, xe. 

Poinans^Cr^dit Lyonnais, 77. 
/tom8.— Plowdon & Co., 209 ; Vansittart 
& Co., 77; Thus. Cook & Son, 73: 
Alexander R. Franz, 7$; Sebasti &’ 
Reali, 45; Amer. E.\'p. Co., 5 


I Po.»>iny.— Russian Bank, 195. 

I Roirisey ( Fictoria).~mtB. of Austral- 
I asia, 169 ; Com. B. of Australia, 70. 
Rongotea.-B. of N. Zealand, 24. 
Jmo^oori.-Nat. Banlc, 173A; Stand. 

I Bk. ot S. Africa, 203. 

Rosario (Arg. I.—Lon. & R. Plate, 140 ; 


Lond._^& B'mz. , 133 ; Banco EspamJi,’ 
>. S. Amer., 39. 


( 'ami da, w. 

Prwtt .An:. !.--Kankof .Arizona. 196. 
Pwion.— Nat, of Aust-.. 169, 

Pretoria iS, Afr. '.-St. B. of S. Africa, 
203 ;B,of Afnca, xs ; Natul B„i67 ; Afr. 
]«E%,Corp ,tA ; National Bank, 173*. 
Pwe.— Com. Bk. of Australia, 70. 

Stand. Bk. of S. Africa. 203. 

C, 47; 

Imp. Bk. of Canada, 133. 

.moofli Ruperi.-Ostsn of Com., 47. 

of, Com., ., 47 . 


0 fjN.8.Wal% 4 


1 


I Pef/icf. —Cr6d. Lyon., 77, 

1 Pef/iw»w.-Bk. of Athens, 17 . 
B(welstc^e.-lmp. Bk. of Canada, 132 • 
^Can. Bk. of Com., 47. ^ ’ 

Pea-ion.-Roy.Bk. Canada, 26. 
P^«>w.-Soc. G^n.,202; Ordd.Lyon.,77. 

of Adelaide, 12. 

R^^^j^^OanadaK-JE&stem Town- 
Richmond (Ind^na).— First Nat. Bk., 
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iSAi Brit. E 

Posedfife.— Bk. of Awstralasia, i6 
Po.se»/e?d.— Bk. of Montreal, 22 ' 

^ gose?/^ -Roy. Bk. of Queens.. 192. 

I Poss lA./l). — Bk. of New Zealand, 24 
i RosfandIB. C. ).™B.B.N. AmeS; 1 > 
of Montreal, 22 ; Roy. Bk. of Can. 26 
Rosthern.—Bk. of Brit. N. Am., 18 • 

I Imp. Bk of Canada, 132. 

I Posfoefe-Edward Burchard, 209. 
Poionia.-Bk. of N. Zealand. 24! 
RoDfrdam.-^ of Rotterdam, ^ ; Be 
M^sel en EtFecten Bank, 38 ; Amer! 
j . LTOress Oo., 5. 

Roiibavc . — Soe. O^n. . aoz ; Crdd. Lyon ■ 
77 ; Compt Nat. d’Escompte, 71. ’* 
Co. ; Soc: G^n., 

I 

^Cofony^ M^^^’ Orange River 
>^xbur^hAN:z.).~Bk. of N. Zeal., 24. 


100 : Bank of Nova Scotia, 193; Bk. 
j of Blit. N. America, 18. 
iSt: Impl. B. of Canada, 132 ; 

' Merchants' B. of Can., 60; Molson's 
I Bank, 177. 

\St. Thovmis (Tr.J.).--CoIonial B., 65; 

National Bk. Danish West Indies, . 
LSi. Fracflat—Colonial Bank. 6$. 
Annies.— Credit Lyonnais, 77. 
j Salamanca . — Bjince de Espaua, 191. 
(F/c.).-— Bk. of Australasia, x6; 
B. of Vic., 29 ; Nat. B. of Austral* 
{asia, 169 ; Comm. Bk. of Aust„ 70. 


iiitfec.—Voiu\\t. Nat. d’Escompte, 71 ; 

Soc. 0(in., 202. 

Itupan}/i(p.--Com. B. of Australia, 70 ; 

Union B, of .Amt., 208. 

Runhworth. -■'■Bk. of Victoria, 20 ; Com. 

Bk. of Au.st., 70. 

Rustchuk.~lmp. Ottoman Bk , 117, 

Rustenhto'o.—'Sat. Bk., 173.A.; Stand. 

Bk. of S. Africa, 303. 
iJwt/ifij-fiffeu.— Bk.of \’'.,29 ; Bk.of Aust., 

16. 

B.vftuwfc.— Buesian Bk., log. 

Ri/dc (X.S. W.).— Bk. of N. S. Wales, 23. 

Australian Jt. St. Bk., 13. 

Sabie.-yi&t. Bk. of S. Africa. X73K. 
backvtlIe.—B.Qy. Bk. of Canada, 26. 

Srfrrr/m£7itn.-~Calif. State Bk.. jgfi. 

Saddleirorf/i.—Eng., Scot. & Aust., 93. 

Roy. Bk. of Canada, 26. , 

Aomoa.— Hongkons Bkg. Corp., 112; 

Char. Bk. of India, 53. I *... .. 

A ndmi:n.;--B. of Nova Scotia, 193. I Wells, Fargo & Co., 209. 

..f Biillevue.—'B, of Mont., 22. Salt River. — Bk. of Africa., is. 

k>tArmud ( ri!(’.).-~B. of N.S.W.,23; B. ' No/to.— London & River Plate Bk., 140, 
or \io., 29; (ol. Bk. or Australasia, I Banco Espanol, i3.\; Banco de la 
148; London B. of Aust., 147. i Provincia de Bueno.s Aires, 145. 

'it' ^ 73. jA'o/tpond.— Bk. of Brit. W. Africa, 14. 

bt. Batka.as.~B^. '\ . S. ^\ ales. 23. • Salsbnra.—F. Berger ; C. Spangler, 209. 

St. BrieHr.— Soc. Gemirale, 202; Ore<I. [Samara.— -Russian Bimk, 195. 
c# T, ^ I Narnarcaude. — Russo-Chinese Bk., 199. 

St. Luthai'ine s.—B. of Com., 47 ; Impii. \ Sa 7 >isoun.— Imp. Ottoman Bk , 117 
>« Canada, 132 ; B. of Toronto, s8. j San Antonio (Teaas).— Lockwood Nat, 
C7wrmoud.-Cr<id.Lyon..79;Compt.l Bank, 75. 
fP “ <i<in. 202. ; San Bernardmo.—B.of San Bern., 149 ; 


A'cetr«;r.— Soci<5t(i C<in(irale, 203. 
Schaff/mmn.— ZmxdGl iz Co. 
Schunlbach.—BeinihardBerU <fc Co., 77. 
Scone (N.S. TF.i.-B. of N.S. Wales, 4 ; 
Aust. Joint Stk. B.,i3;Com. Sydney, 
69* 

Scottsdale.—Com. Aust., 70; Nat. Bk. 

' of Tasmania, 68. 

Sea forth (CV/n.).— Dominion Bk., 173: 

Can. B. of Com., 47. 

Sea-Lake . — Com. B, of Aust., 70. 

\ Seattle (Tros/<.,'),— Dexter, Horton & 

I 7w.;ui. 109 ; ^omm. M. 01 nnst,, to. j Cp., 131 ; Boston Nat. Bk. ; Can. Bk. 
5aZi86j«*j/ {-Soaf A A fncft).— St. Bk. of of Com., 47 
' Africa, 203 • Bank of Africa, 15 ; 5ed«u.~Bk. of Adelaide, 12. 

African Bkg Corporarion, ia. Nedan.-Soc. G6n., 20a ; Ored. Lvon., 77. 


-lau. 11 71 ; OUC. UCIl. 202. 

St. Croix t IF. National Bk. Danish 
IVest Indies, . 

St. Bavids.—Imp. Bk. of Can.. 132. 

/:^,<^,>'‘i^Soc.Gen.,ao2; Cred.Lyon,77. 
Abi.i/iJ.-— Soc.G^nA,202 ; Compt.Nat.71: 
Credit Lyonnais, 77. 

Lyonnais, 77. 
Soci^te Gtoeralc, 202 ; 
Lyonnais. 77 : Compt. Nat., 71. 
V?* ■^emaiido.— Colonial Bank, 65. 

St. Galle . — B. Suisse de TUn., 209; 

Swiss Bankveroin, 203. 

St, Oaudem.— Society G^neralc, 202. 

St. Germain-en-jUiye.—Soci6tc Gdne- 



Farmers’ Exch. B. 

I A'«n Fernnndo.—Col. Bk.. 65. 

San Francisco.— B.ot Brit.N. America, 
18; Can. B. of Com., 47; B’ells, 
Fargo & Co,, 200; B. of California, 
Kelly B. Co., 201 ; 

., XZ2; 

Anglo- 
o J i>ievaua iSk,, 209 ; 
Yokohama Specie, 225 ; Thos. Cook 
® Son, 73 ; Interl. Bkg. Corporation, 

I , X18 ; Russo-Chinose Bk.. 199. 

A'an Comm. & Savings Bk., 72: 

Safe Depos. B., 72 ; Bn. Savings B. 
\San Jos6 de i?'tores.— Banco Espanol, 

tk * 1 • i Espanol, i3a; Roy. 
St. Jamie nv' ■ Australasia, Bk. of Canada, 26. 

w n. I ' ^^stralasia, 169. ! San Luis Obispo {Cal}. -Covmty B. 

M dean DA we?y.~Soe.G4n(ip^e, 202. lA’ffu i?«s Po/osi (ifear.), ’ “ 

St.John{NewBrumidck).~B.oiBnt^. \ Jlexico. 145. * 

America, E* !)»• Ei'uuswiekj, | AVm jVicoIas. — Banco Espanol, xsa. 

“ ' -A. Rubino, 144; T. Cook 


AJK. iiukcii-tin-jjaye . — oociece 1 
rale, 202 ; Credit Lyonnais, 77. 
St. Hyacinthc {Qiieb.).—B. Natie. 


Semciphore.— Com. Aust.. 70. 
Seniipolatinsk. — Russo-Chineso Bk., 

,Aeumr.— Soviet <5 G^iuirale, 303, 
Nc'up&al.-Bk of Africa. 15; Nat. Bk. 

I of Orange River Colony, 203. 

Sens . — Society Giinerale, 202 ; Criidit 
. Lyonnais, 77. 

Serajffunge.—Bank of Bengal, ai, 75. 
..Sereua.—Bankof Chile, 136. 
^,<^'Wis.--Bank of Athens, 17. 
&erdte.--B. of Seville ; CrM. Lyon., 77. 

! Sevj’es. —Society G^mirale. 202. 
jNeymowr. -Stand. Bk. of S. Africa, 203. 
Sc//mmfr.-Col. B. of Austral., 148; B. 
of Viet., 29. 

I S/ox . — Compt. d’Escompte, 71. 
iSluinghai.~-hlerc. Bank of India. 160 ; 

' ^ Shanghai B. Corji., xi2 

Chart. B. of India, Aust. & Chma. 53 ; 
Yokohama Specie, 225; Nat. B. of 
China, 170 ; Sale & Co., 197 ; Inter- 
national Banking Corporation, xi8; 

. Russo-Chinese Bank., 199. 

3. wSes, 23. 


823 ; Bk. of Nova Scotia, 193; B. of 
Montreal, 22; Canadian B. of Com., 
47; Boy. Bk. of Canada, 26; Union 
of HnljfH.v 


iS'O/i iiemo.- 
& Son, 73. 

San Sebastian . — Banco de Espaua, igi- 
! , CWdit Lyonnais, 77, 

Sandhurst (Viet.). See Bendigo. 
^Sandringham— Com. of Aust., 70, 
iNoHdsfone.— West Aust, Bk., 220 ; Un. 

169 ; Bk. of I Sanson {B\Z.).-B. of New Zeald,, 24. 
S’f Ifk -Oolonf^i nv I /C'a7.).~Bk. of Santa Cruz. 

I?' iriSJifitv 


of Halifax, 135. 

St.J ohn’sl Neu\f(Ud. j — B.of Montreal, 22 
^ Roy. Bk, of Canada, 26. 

Merchants’ B., 60. 
St. KiIda(Vj.ct.).-—Com.B. of Australia, 


jjA. ui xjiiu. v>. Airica, 14 
St. Louts (l/iesoarti.— Nat. B. of Com 
x 9<5; Third Nat. Bk., 139; State Bk.'! 
2<w; Amer. Expr Co., 5. 

St. ^up-sur-Semoiise. ~&oc. G^n., 20a, 
.W. LKcfa.— Colonial Bk., 65. 

')/• Soci^t^ G^neralc, 202. 

A/a udA— Credit Lyonnais, 77 
St. Mary’s (Ontd.—B. of Montreal, 22; 

Traders Bank. 173. 

St. Mary's (Tas.).— Nat. B. of Tas., 68. 

Bazaire.—Boc. GOndmle, 202. 

St. Omer.— Dencuville & Co., 209; 

Cr<idit Lyonnais, 77. 
^*:Pti 7 diMinn.).—MercK Nat. Bk., 136 ; 

En*stNat,;^i^9 ; B.of Minnesota, 159. 
St. Pefer s.— Union of Halifax, 135. 

St. Petersburg:— St. p, Diset. Bk.,209; 
Russian Bank. 195 ; Criid. Lyon.. 77 ; 
Russo-Chmese Bank, 199. 

Si ^{eniin.—Socim G6n<Srale, 20a; 

Gr^t Lyonnais ^7- 
St. SenmK— A. O’Rorke, 135; Soci«,6 
."..'Gentkale, aos.^.y 

St Step hen iX.B.l-Bf. Stephen Bk., 


V. ,r.„Luj/v.~Bk. of Chile, 136 ; Anglo-S. 

I Amer., xib, 

\ Santiago de Cuba.—Roj. Bk. of 
Canada, 26. 

Santos.— hon. & Bran, 133; Merc. B, 

1 209 ; London and RiverPlate, 140, 
Sao Paulo.— Loti. & Brazil. Bank. 133; 

Bnt. B. of S. Amer., 39 ; Lon. & R. 

, Plate, 140. 

\SapeUL—Bk. of Brit. W.Af., 14 ; Bank 
! of Nigena, 27. 

Saragossa.— Villannva y Castellanos. 
Naratojf.— Russian Bank, xgs, 

Mriai!.— Soc. G4n4rale, 202. 

Sarnia pnt.}.-Bk. of Montreal, 22: 

I B. of Oorainerce, 47 J Traders’ B 173. 
lNastooo}i.-Can. Bank of Com., 47; 

Bank of Montreal, 22. 

Sault SMIarte.—Oun. B. of Com., 47 ; 

Imp. Bk. of Can., 132. 
5a?«nwr.-Soci^t4G6nerale. 202 ; Cxid. i 
Lyonnais, 77. j 

Nayflimcdiieeo.).— Southern Bank, 72. 
uv/yda-jj/an— Colonial Bk.. 6s. 
iNrtu’.ycryilZe.— Bank of Montreal, 22 
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Mannon.-:^mk N. 8. 
l^ied^op.— Bank of Montreal, 22, 

Sheep Bills ( Vic.).— Com. B.of Aus.. 70; 

I Col. of Aust., X48. 

\ Sheffield I Tasd.—ii. of Australasia, x6; 
i Nat. B. of Tas. 68, ’ 

SfteZtMnifi.-Union Bk, of Canatla 177 ; , 
't““^ , L,. ^nadian Bk. of Commerce. 47. . 

-Lond. B. of |N^e7d>rooJt.— Can. Bk, of Com., 47. 

|ASpriZ;iffr&o?/r.-Eng. Scot. & Aust., 93. 
iShepparton ( Vic.}.—B. of Austlsia., x6 ; 

I B. of >10., 29 ; Nat. Bk. Austlsia., 169; ’ 
Comm. BauK of Australia, 70. 
i.S'Iicrtro.-Bk. of Brit. W. Af., 14. 
Sherbrof^'e {Canada).— Eastern Towti- 
slups B. 173 : Banque Nationale.173 : 
Mevdiauts Bk., 60 ; Un. of Halifax. 
i3S; I> Hochelaga, 60 ; Bk. Mont., a». 
iSpi7U2.— Imp. B. of Persia. xx6, 
Shuhena.ca(m.-noy.Bk. of Canada, 26. 
pm/iore.-Punjab Bk., 68. 
Sidi-Bel-Abbea.— Grid. Lyon., 77. 

Stena {IMy).-^Yhithy & Co., mo. 

Sierra Uon^.-Bk. of Brit. W. Africa, 
X4- Bank of Nigeria, 77. 

, Stmbit'sk, Russian Bank, log. 

Simcoe lCanada).-li&miHon B., 175 ; 
i „ 47. 

I Simferopol . — Russi an Bank, xog. 

;0?uda — Alliance Bank of Simla. 177; 

A Delhi & London, 82 ; Punjab Bk,, 68. 
Simons 7aiy>7,.— Stand. B. S. Afr.. 203 
Aiwgaporc.-Merc. Bk. . of India, x6o ; 
Hongkong & Shangiiai B. CJoni.. x*a ; 

& Gbina.53; N. 
Bk. of China, 170;- International 
Bkg. Corporation, 118. 

Sydney,69; Aust. 
Jt..btock B.. 13 J B. of N. B. W., 2i 
6i»as.-Iran Ottoman Bk.. 1x7. ' 
61-aawjay.-Can. Bk, of Com.. 47. 
Smeafoni Fic.).-Nit.B.of Australasia, 

Smith field. —■Bk, ©f Africa, ig. 

I of Canada, 177, 

MniWdow.— Nat. Bk. Tasmania, 68. 
bnniftfoieu.— London Bk. of Aust.. 147 
! Aw?/r?>a.-Tmp.Ottoman B., 117; Credit 


K 
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, m i7^Stimmerton.--Jik. of Ausllsia., t6, 

V . 7* ; Mstf'(tthmore.--em. Bk. of Coic., 47. 

13 s; B:iiJ(iuc da U(iMm,\i<frathro}( (C«nrt(fa).~(<ommcuTe. 47 . 

hVrfjWjZ'M 7 Ji»m —li.Yvilr A 


' Bii,!!:., S. & Aust. Bk., 03 

Jik. r.f Aflolahb, 12 . 

Cfifiif,- -Imp. Bank, J 17 . 

Bk. 170'. 

Hue. BCaK'ialo, aoa; 
lAWinais, 77 . 

I .<ul v'f^.A‘*r/.--Skane'! Ep.*ild:i Bk., iiS. 

: ks'. A/V.}. -Stmidard 

■ o.*- ;*(.Af.,ro3; Niit. B. of S.-AB ,1734. 

; ooi>!‘ AS'/?.? .Si'tYorA—^taniliit’d Bank of 
' t*. Africi, 303.1 

Sfiwriyi’J irfT'si.— Stand. Bk, S. .•lf .,203 
; of AuHt.., idS. 

' Alolson'M B.', xnj, 

' .^ouy,ihn M.-~Vhtn-t. B. of lm{ia, 53 ; 
' lioiicrktiiU'r & Shanghai, iia. 

B, of Can.ivLa, 177 : Can. 
. Bk. Com., 47 . 

' (?■/.■ a J 3 '.—(‘oinpt. Xat. il'Rw.,?!. 

I .iuitth B/'Mfj/A'i/,’.— On«;n.slanJ Aat. ik, 
i * 84 ; Ctk. of X, f\. W'alc.4, 23 . 

; !<>,uth (1 (V7/?ou.—City B. of S.V(in«.v, 148 . 

, -ViifCj of Vktoriii, 39 ; 

: <’om. of AnsC, 70 ; Km-?., Srot,, f: 

‘ A -1 t. 03 ; Cnion of Aut.L, so 3 ; N:A. 
i Bk., of Aiist., xSg. 

Ay(?i7^ ^!J7////f3/'‘('-.'.~r!nr). B, of Can., 133 


T^firMstafL—StaBcI. Bk. S. Africa, 203 , 
rarkim.—Bk, of British West Africa. 
. ,w«.,Mm«j.~v.oijoiiLua-^^^ , m; Bunk of Nipreric, 27 . 

Atlelaulf, 12 . I 7’arh>c(.V. Jjo 3 .).--Eng..Scot.&Aust.,g 3 , 
vl . i Bk. of Austral , 

(y.S. ir.).~Bk. Australasia, j 8 . | 208 , 

i of Blit. At, 14 . 

' V-/ 7 v?>‘/V!< 70JW.— Carey Bros. & Co., 87 . 

i s 4 ^ . ' C^f rrav//to-h-~Com. of Anst., 70 . 

X?^ifeiu..—l!k, of EgyiitjZo; Xat. Bk. 01 , /«.5’8».3.— Impl. Ottomn. Bk., 117 , 

T. 1 i! . . 1 7'«3ri(.A'citf.--llusso-(.'iiinesc Bk.,'iQQ. 

t- a Australia, 70 . nfdarsk^a.^^limso-Chinese, xgg, 

i V T. I ,,, fc^*aha, 70 ; Bank of Victoria, 29 .^ 

I 2 ! N. Zealand, 24 . 

r., r. .... 


, Com., 47 . 

Smi 7 juy>/.~Gol of Aust.. 148 . 

of N.S. Wales, 23 . 
.'SMj’tfh-— Bk. of Bonihav, 75 . 

Xirrm/ //i 7 /. 3 .— T2n.<j., S'., and A.. 03 , 
■SHthnrlfUHi-Stniid Bk. S, Africii, 2 S 3 . 
.turn ~Bk. of New i^calaiKl, 34 ; 
_ Bk. of N.S. Walc.s, 33 . 
sw;tn mu ( rfc.i.— Nat. B. of Aiistlsia., 
* 69 ; London Bank of Australia, 147 : 
(?ornnieri;ial Bitnk of Australia, 70 . 
.■siiVTft /ftririi.—jjk. of Adelaide, 


s. d, , , V- , -f.L -J-'- lou’ca iC‘jri/7t,— ij[c. of Adelaide. 12 . 

!<uuth i 

dt\ : -. ‘03. _ ! Tnicntr.‘.-Bk. of Brit. AV. Africa, 14 . 


* w. 

le Ai'o fA’"..^.),~B. of rSTew Zdalandj 
24 ; Nat. Bank of Neiv Zoalandi 172 ; 
le riroftnf.-^B.ank of New Zcftlaiia, M, 
7y? Bk. of New Zeal., 24 , 

Bk. of Persia, 116 . 


‘[p kqpum. ■:iSat . B, of N. "Zeaid., 17 a, 
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,s;o/C/?.yrnhK f'.V. if.C-’-iik.'N ■zV7d)i,’,''24.r “vfrie:i! :o3 
Ja J?;p..4;-tiuecnsl:uid Nat. Ilk.,i3i |,S,/v;.-rs Crat.- 
(. .y>^. -A\ Cat. Aust. Bk., 220. 1 /> ) 

,N/aLc.i(?i^‘.--Bnsf., .Sent,. & Au.sr., 93 . ' ■ . - ■■'• 

; .'loo^Vioorf.— t oiu. of Anst., 70 . 

Si m . -yi 1 1 ! ary 1 1 .a.vo 1 na 1 . 

Sjiffbiin ;, — Bank of Adelaide, 12 . 

Spnk.fin\-~Bk. of Montrc'il, 22 . 

S' !,•!)!'{ / of ?.lontre!iI, 22 . 

- Bk. of Africa, ig. 

Sff hnjiuU -j;anafii.in Bk. of C.an., 47 ; 

I iipin of Uiilu.Tv, 133 . 

\ Sj.^uihjM \S. .l/r;.— Nat. Bk„ i 7 i\ : 

St, in 1 u'd Bk. of S. ‘Vfrif'i, 303 . 

, cr.'i/«yar.-p!inj;il> Bk., (i3;Cox; jjCo.. 


Te KtUti. — Bk. of N . ^ Zea la ncl 
umon Bank of Australia, 209 . 
remom (Wa’. IF.K— B. of N.S. Ml, ^ 3 : 

Cnion B. Atlst.. i&3; Commercial 
,,,Bankof Sydney. 69 . 
lemnhi [A’.Z.). — Bk, of New Z., 241 


-PdC. of A’ictoria, 29 . 
-Tkinkof .Aronti’eiii, 


/j'ncrt tpi.—Ajis.. UL oi ju >v . .-irrica, 14 . 
niiimtifi {Santa Haraiiton&Co. 
/ <n/ A' r/tef/f.— Australian Joint St., 


Imp, Ottoman Bk., 117 ; 
Atiifiis. 17 


j Ban a Oi, . 1 1 i ,ji. iin, j./, 

Simdrrfonus. J/>.>.-Nat. Bk.. 1734 ; 
M. 1;. S. Ah, 203 : Natal Bk., J 67 , 

: M.i)}7fr,-.-Naf.d Bi^,, 

I IS ■ fV/s. i.~Nat. B. of Tas., 63 ; Bk 

■ of Anst., 16 . 

I Staiinuv’f !f(lh.—Bk. N. S. Wales s3 
IsyndiHij. Bk. ..f Ad'daide. S 3 , 
s “..‘U’liij dAm'fJui.—ilisteru Town- 
1 smiM limk, 173 . 

Shnchtirpc B. of Queens., 

' Sf,^, 


S;/itin^;r \S.A.f. ,).-Bk. of A fricji w. 
,.V//Lm;// IAae,s.-irn. of Halifax', 133 . 
■VpTh— IliUik of Atliens, 17 , 
.S’//,sr(V.'i.—flussian Bank, log. 

7uc/iV;.— Tmi>. B. of Persia. 116 . 
Iwhkeat — Kusso-Clrinese Bk., 199 . 
r'l/ifa,— Biink of Egyjit, 20 , 
lfak(ipe.~B. of Aust., 16 ; B. of N.Z., 

Tuikm Aust., 70 ; Bank 

, of Adel.-ude, 12 . 

Tuw, h.-^l{mg Kong k Shang., iia. 
|e-Japa« .-Bk. of New Zealand, 24 . 
IfUhot i Btchi'iap ~ Lf,ndon Bk. of 
w; Bk. of AustniLisia, s 6 . 

r//rfV/ ^.T!r»tiTr * 


! com., 47; B n. of Jlautax, sag. N. Oiieensliind ssu 

I N'/dwe,?/ {y.S. ir.i.-Au.stridiaif Jt. St. i Pc;yhV#.4.?l4ie-AuSriim 7 
; B.. 13 ; Bk. of Au.stralafiia, x 6 ; B. of j **"''- «V- A -- /• 

' ®3 ; City B. , 148 ; Com. B. Co, 

of Nyilney, 69 ; Eny., Soot. & A us, 

Bank, 93 ; IjoikI. Bank of Aust., 

*57 Bank of Australia, aoO; 

h. of N. Zea., 24 ; Qiieensld. Nat. B. 

1^4 5 Coiupt. d'Mscomjite, 71 ; Com. 

I>./<f Aust., 70 ; Nat. Bk. of Austral- 
1695 B. of N. Queenskl., 135 
Thus. Cook & Son, 73 . 


■iS; 



-Van. Bk. Com., 47 , 

-f ^ 'irtoa., 


yWscAca.— -xinglo-Aust., 7 . 

Tpu«.— Roy, Bk. of Queensland, 192 . 
ThaUnchu.—l\a.i. Bk. of Orange lUv. 
(Jolony, 203 . 

TMipiny.-iJh. Bk. of Tndia, etc., 33 . 
llapnesjy.Z.i^B. of N.Z., 24 ; B, of 
New South Wales, a.% 

Thorimnwlnh (Queenataud).-~iJomm. 
Sydrtey, 69. 

I he Rock.—Com. Bk. of Sydney, 69 . 
Jh(td,tori!.--Ca.n. Bk. Comm., 47 . 
IheodrMn.—Rnssmi Bank, sgg. 


. .. vxtTilCIltiO, zoz ; K 

Ihtsy.—OvkUt Lyonnais, 77 . 

' * ^ Bk. Aush, s^ 9 . ;^ 


Cr,Ly.,77. 


= 3 ; Bk. 


Sfth'khidi.t. — Htoekholm s ' Handris ' 

*'jS j i?«‘andin t^rwiKi r' ' Lscompte, 71 

j 309 ; cWtoir 

i N.S. Wales, 23 . 

-Sarins Bk. 


>a|(’ Ida n. -Can. Bk. cVim.. 47 . 

ahitt* i' 


stiahiA I ?.f» . ' Nat. Bk. of Tas.’. 


I ' i- ofJ'ja'V'n 


d’Eseompte, 71. 

|;ff.ttffotea/i(rts.-;Nat. Bk. N. Zeald., 172. 

Zealand, 



Thooua, — Nat. .lift, .tiuBii,, soQ, . 
I^hornhnni (A:Z).-Nat.B.of N.Z.,173. 
Vionhi {Vanadf^Bk. of Quehec, z 6 . 
rhorpdale.-Col. of Amt., xh. 

^c’«‘S“Bank of Quehec, 26 : 
I) Hochelaga, 60 ; Bk. Montreal, 22 .’ 
Tfnirsidwf /a/and.~Queensld.Nat..i 84 • 
rH. North Queensland, 135 . 

" ■'"'koh.a: 


„ 


WH^KEIi’S almasaok, 1910, 


jiuinej . — iLokohama Sjieeie, zzg 

and Shani.,'ii 2 . 
Uiart. B. of India, he., 53 ; Yoko- 
Bank Kusso-Chincse 

Tdfionlm'p {Canada ).— Traders’ B., 173 
limarn ( A eio ZeuJn)ul).~V nion B. of 
Auatralm, 203; B. of N.Z., 24 ; Nat. 

Bk. 

' ‘^1 r 48 . 

77 . «me«. —Russian Bank, log. 

Bk-. * 84 . 

toriCS''- 

^3 ( om. E. Co. of Sydney, 69 ; Roy. 
B; QueonslaiKl, 292 "; BkT N & 

TbroMfo.-B of B. N. Amer.. 18 ; B, of 
der«’^’ %jnti’eal. 22 ; Tra- 

dens B, 273 ; Can. B. of Commerce, 


Colonial and Foreign BanJcs, ivith tlieir London Agents. 347 

47; Merchants’ B., 6o; Quehee Bk., 
*6; Imperial B., 132; Boniin. B., 
X73; Molson’s B., 177; iSt;ui(la)'d, 
*73; Union B., 177; lioy. Bk. of, 
Canada, 26. 

Tof'reon.—Xiondon Bk. of Mexico, i4S- 
7 'o?Uon.—Soo. G 4 n., 302 ; Crdd.Ij.V()n.,77. 
ToMtoase.— Soc.Geiu,202;Creil,Lyon.,77. 

Compt, Nat. d’Escoinpte, 71. 
Toiircoing. — Cr<!;dit Lyonnais, 77 : 

Compt. Nat. d’Escompte, 71. 

Tours , — (louin Bros., 75 ; Soc. Gdn., 202; 

Cr«idit Lyonnais, 77. 

TomisvilU (Qu^eiisl(ttid).~B.oi N.S. W,. 
23; Australian Jt. St., 13; Un. B. of 
Au8tralia,3o8; Qiieensld.Nat. Bk. ,xa4; 
B. of Australasia, 16 ; Com. of Sydney, 
69; B. of N. Queensland, 135. 

of Victoria, 29 ; Col. 
Bk. of A;ust,,.X48. 

Trail—'Bk. B. N. Amm'.,,i 8 . 
Tramk.-*Bk. of N. S. Wales, 23 ; Com. 
B. Co. Syd., 

Traralgon (Ufc.K— B. of Austlsi;'.., 16 ; 
Nat. Bk. Aust., 169; Un. Bk. Aust., 
208; Col. Bk. of Aust., 148. 

Auglo-Austrian, 7- 
yrcii 203 ifie.--Imp. Ottoman Bk., 117. 
T^'sherna (Ma,n.).'-Can. B. of Com., 47- 
Trentfumi ( Fic.).— Nat. B. of Aust., 169. 
T?Ymio3i.— Bk. of Montreal, 22 
T^'^ass.—Reverchon & Co, 
Anglo-Austrian, 7. 

THpoU (Rarktry).— Imp. Ottn. B.,!*?- 
Tripoli {Syria).~~Jmpl. Ottn. Bk., siy- 
TripoUtza.—lordtxn Bank, xig ; Bank 
of Athens, 

Trovdhj em.—Boe Drontheim. 

Trouviile. —Oomptmr Nat., 71; Creklib 
LsmimaLs, 77. 

TrciycR.— Soe. Gdn.,202; Cnid. T,yon., 77. 
Tj'jyUio. —Banco del Peru, 145. 
yramZte.— Union Bk. of Australia, 208. 
Truro {Xova Scotiu], — Merchants’ Bk. 
of Halifax, 26 ; Can. Bk. of Com., 47 ; 
Union of Halifax, 135; Royal Bk. 
of Canada, 26. 

Truro {S. Awsf.}.— Bk. of Adelaide, 12. 
TseJiMitopoZ.— Rus.'dan Bank, 193. 
TsifsikfO’.— liusso-Chinese Bk.’, xgg. 
Tuannan.—Jisneo Espanol, 13.4 ; Lioi. 
& River Plate Bank, 140 ; Bsrnco de 
la Provincia de Buenos Aires, 143. 
Canfulian Bk. of Coin., 47 - 
Tulbugh iS. A/.).-S. Bk. S. Afr., 203. 
Tulle.— Hoc. Gtindralc, 202. 
Tuiularumha.— City Bk.of Sydney, 148. 
Tumhji Bank of Adelaide, 12. 

Tu}nnt LV.N.ir.i.-B. of N.S.W., 23; 

Commercial Bkg. Co, of Sydney, 69. 
Tunyamuh.—B. of Austmlasia, x6;, 
N. B. Aust., 160. 

Tjtnns.— Compt. Nat. d'K.scompic, 71, 
Turin.— ,1. de Peniex & Cu., 209 j T. 
Cook & Son. 73. 

Tuticorin . — Bank of Madras, 21; Nat. 

Bank of India, 171 . 

Tweed.— lik. of Montreal, 22. 

Tweed Ifeod's.-— Eng., vSeot. & Aus., 93. 
Tiro TFe/Zs. —Com. of Aust., 70 
Tf/aoitp.— London Bk- of Aust., X47. 
Uifoi/irtf/e.—Stand. Bk. of S. Afr., 203. 
VletOjorg.—VmVmA Bank, 191 
UZuun'ra.— Eng., Scot. & A., 93. 
inversion ( 7 Vt,s.).--B. of Australasia, 
16 ; Com. Bank, 23 ; Nat- Bk. of Tas- 
mania, 68. 

Und/oZZu.’— Allianee Bk. of Simlai 177. 
Urn toll. —Stand. B. of S. Africa, 203 ; 
Bk. of Africa, 15. 

Umtata Stan. B. of S. Africa, 

203; Af. Bkg. Cori)., i.v. 

U«i2i/iZo.— Bank of Africa, 15. 
TTtiiondalp.—Skmd. Bk. of S. Af., 203. 
Unley.— Com. B. of Aust,, 70; Bank of 
Adelaide, 12, 

L>nipi!<»ii.— St,d. Bk. of S. Africa, 203. 
UpsttZm—Malare Euskilda Bk., 182. 
Uralla. — B. of N.S.W., 23; Com. Bk. 
of Sydney. 69. 

Urana.~Btmk of N. S. Wales, 23. 
Uranfa.— Bank of Adelaide, x2. 

Tmiierial Ottoman Bk., 117. 

Uli&H.—Bk. of New Zealand, 24. 
IKrecht.—VlsLor & Koi. 

Utrecht (ifefaZ|.— Nat, Bk., 

Uxbridge (CaiK).— Dominion Bk., 173. 
Valdivia.— Bmk of Chile, 136. 
T'ttZencc.— S0c.Gdn.202 ; Orea.Lyon..77. 
TltZenciff.— Bart & Co., 209 ; Cr. Ly„ 77. 
FaZeuacwwes.— Socidte Gendralc, 202 
Crddit Lyonnais, 77. 

FaZZawns,— Crddit Lyonnais, 77. 

Valley field (Q?ie&.).— B’Hochelaga, 60. 
FaZpamfso.— Bank of Chile, 136; A. 
Ettwards^& Co., 100 ; Anglo-S. Amer., 
iiB ; London & R. I*late, 140. 
Vancouver in C.). — Can. Blc, of Com.. 
47; Bk. of Montreal, 22; Bk. of B, 
N. A., 18 ; Oomml. B., 8 ; Jmpl. Bk. 
of Canada, 132 ; Molson's Bk., 177 ; 
Roy. Bk. of Can., 26. 

Fannes.— Socidtd Gdnerale, 202, 
VegreviUe.-~CwBVLdiM\ Bk. of Com., 47. 
FeZiXro-OMsZtorifir.— Russian Bk.. 195. 
l^eniee,— S. & A. Blumenthal & Co., 
209 ; Thos. Cook & Son, 73. 
T^ejifersdorp,— Nat. Bk. of S. At, 173A. 
Fe>rfer.si«d.— Stan. Bk. of S. Af., 203. 
Vera Cruz.— London Bk. of Mexico, 
14S ; Nat. B. of Mex., 100. 
FercZnieottdi'asfc.— Russo-Chin. B., 199. 
Ferdutt.— Crddit Lyonnais, 77. 
Fercenif/ijjgr.—Natl. Bk.S. Af., 173.V. 
Vkrmilion.— Can. Bk. (Jom., 47. 
FmieaiZ.— -Soc. Gendrale, 202. 

Vernon IB. U,).— Bk. of Montreal, 2a ; 

Roj'. Bk. of Canada, 26. 

Versailles. — Socidtd Gdnerale, 202 ; 

Crddit Lyomrais, 77. 

FeraZam.— Natal Bk., 167, 

Fert'f iii?.— Soc. fJenerale, 202. 

Fe.9o?iZ.“- Soc. Gdiierale 20a ; Credit 
Lyonnais, 77. 

Viaregg io.— SVhithy & Co., 209. 
FiVdA-a.— Russian Bank, 195. 

FicZiy.— Soc. Gdm.aoa ; Compt. Nat,, 71; 

Crddit Lyonnais, 77. 
VictorialB.C,).—B.oi Brit.N. America, 
z8 ; Can. Bk. of Com., 47 ; B. of Mon- 
treal, 22 ; Molson’s B., 177 ; Roy. Bk. 
of Ctm,, a6 ; Imp. Bk. of Can., 13a. 
FtcZon'ft IFesZ.— St. B. of S. Afr., 203. ; 
F'/caua.— Anglo - Austrian B.ank, 7; 
Aust. Cred. Austalt, 209; B. of the 
Lower Austrian T 5 scotnpte Co., 135 ; 1 
SocidW Autrichienne de CTddit, 135 ; , 
Thos. Cook & Son, 73. i 

Vienne (/sere),— Crdilit Lyonnais, 77. ■ 
l’'fer2c»i..— Credit Lyonnais, 77. 

I'lpo.— Banco de Espaiia, 191. 
ViUefranche-sur-Saone.—Cr. Lyon., 77. 

, Villeneuve-sur-Lot. -- Comptoir Nat. 
d’Esc,, 71 ; Hoc. Generale, 20a ; Crddit 
Lyonnais, 77. 

Fincejiaes.— 'Soeidte Gdncrale, 202, 
Violet Town,— Ntit. B. of Austlsia.,x69. 

. Virden.—nn. of Canada, 177. 

Virginia ( U.N.K— Nevada Banlc of San 
! Francisco, 209. 
j FiZonVt.— Banco de Espafia. igz. 

1 FiiZr/z-Zc-Frojiccu'.'?.— (kedit Lyon., 77. 
FZrtdZro.sforAr.— R.usso-ChinesjeBk.,x99. 
Foiron.— Crdilit Lyonnais, 77, 

Volksrnst iTiYra.i,).— Natal Bk., 167; 

National B., 173 a. 

FoZo.— Bank of Athens, x?, 

I 'oZoi7fZ«.— Russian JJank, 19s. 

FoJida,— Can. Bk. Com., 47. 
Fo.RimsgeasZ*.— Russian Bank, 19s. 
FraZe.— Nat. B. Orange Riv. Col., 203. 
Vrijheid iN. A/r.),— Bank of Africa, xs; 

Natl. Bk., 173A ; Natal Bk., 167. 

Vi’//b urg.— Stand. Bk. S. AMca, 203 
Bk, of Africa, ig. 

IVade.na.—Can. Bk. Com., 47. 
lV(tgga-JVagg(u~B. of N. S. Wales, 23 : 
Austmlian Jt. Stk., 13; Com. Bk. of 
Sydney, 69; Union B. of Aust., 208 ; 
Bk. of Australasia, 16. 

Il'tfpfn.—Nat. Bk. Aust., I-Fest 

Aust. Bk., 220 ; Bk. of N. S. Wales,23. 
lF02Ai.-Nat. Bk. N. Zea,. 172; Bk. of 
N. Z., 24. 

IFo ikaia.—Nat B. of New Zealand, 172. 
JVuikouuti (N.Z.).—B. of N. Zeal., 24, 

TF<a?n«Z£! IX.Z.).—B. of Now Zealantl, 

24 ; Union Bank of Australia, 208. 
]Vnipawa (X. R’erdmuZ).— Bankof Auk- 
tralasia, 16; B. of New- ZeaUaid, 24, 
IFai'pmZa.— Bank of N. S. Wales, 23. 
Waifiukuraw {N.Z.).—B. of N. Zeal., 

24 ; Bank of New South Wales, 23. 

IFaf rort.— Bk. of N. Zealand. 24. 
Waiiahuna (X.Z.).—Bk. of N.Z., 24. 
IVaitara (N.Z.).—B. of. N.Z., 24. 
IFuMcrsZroowilS'.A.R.).— Nat. B., 173A. 
IValeha (iV.N. lF.).-Com, Sydney, 69-: 
Bk, of N. S. Wales, 23 5 Aust. Joint- 
Stock Bk., 13. 

Walgett {N.8. 1 F.).~Com. B.' Co.of Syd. . 

69; B.of N. S. W.,23. 

'Walhalla (Vict.}.—B. of Austisfa., i6-; 

B. of Victoria, 29. 

Walkerton fC«n«d(/).— Merchants’ XL. 

60 : Can. Bk. of Com. 47. 
'walJcervilte.—Cim. Lie. of Com., 47 - 
iValla Walla {N.S. K'.).~Com. Bk. of 
Sydney, 69. 

TFatZa Walla ( XF«s/i.).— Buker-Boyer 
Nat. Bk. 

iVallacehurg ( 0 «i. h--Bk. of jMVmtr., 23. ■ 
IFrtZZtfJ’oo,— Nat. B, of Australasia, 169. 
Wallermmng.— Com. Bk. of Sydney, 69. 
WallH&nd {A’.S.IF.).— B.of Australaria, 
16; Australian Jt. Stk. Bank, 13..'.. 
)Vanganui{X.Z.).—B. of Austra.lasia, 

16 ; Bk. of N.S. W., 23; B. of N.Z..24; 
Nat, B. of N.Z., 172 U. of Aust., £o8. 
Wangaratta {Vic.).—B. f>i N.B.W., 23 ; 
London Bk. of Aust., 147 ; Nat. Bunk , 
of xVustiYilasia, 169; Bk. of Wc., 29,; 
Union Bank of Aust., 208. 
lI 7 t«f/<?JYip,— Nat, Bk. of Aust., 169. 
lFrtnd«Zt.— Nat. B. of Tas., 08 . 
IFrti’Z/iirfon.— Col. Bk, of Aust., i.' 8 , 
iVarialda (X.S.)V.).—B. of iN'.S.W., 

23 ; Com. B. Co. of Sydney, 69. 
IFani-er.- Canadian Bk. of Com., 47. 
iraiYioita.— Bank of Adelaide, 12. 
IFanYt.— Bank of K. S. Wales, 23. 
WarrackimbeAd (Fic.).— Com. Bk. of 
Anst., 70 ; Un. Bk. of Aust., 208, 
B’arragul < Vie(o7'ia/.—Bk, of Austral- 
asia, 16; Com. Bk. of Australia, 70 ; 

B. of N. S. W.,23; Lon. B. of Aus.. 

147- ■■ 

IFan-ea (X.S. Xr.),-Oom. B. Co.of Syd,, 

l!?m’.-Bk. ofj Brit, W. Af.,14; Bk. j 
nf Nigeria. 27. 

IFco’i'ioa.— Loud. Bk. of Aust., 147, j 

irtiiTiirr/nZx'.uZ ( Ffc.j.— Bk. o/Austlsiy. 1 
16; Bk. of Vic,, 29; Nat, B. of 
Au.stlsia.,169; (All. B.of Austlsi:;., 148; 1 
B. of N.S.W., 23 ; Cm. B. of Air-t., 70 ; i 
Lou. Bk. Aust,, 147; Un. of Aust., i 
203 . 

B 7 imnr.— UisenntoBk. ; B. of Poland. 
Warsmv ((/)ii.}.—Bk. of Mcmireul, zs. 
iVarwiek iQuo'nslandi.—B. of N.S.W., 
23; Qnsl. Nat. B., 184; A us. Jt. St., 
13; Roy. Bk. of Queensland, 192 ; U. 

B. of Aust., 2oS; C(vm. ol' Sydney, C9, 
iru«Ziii(£i'Zoa.— Lewis J ohnsuti & Ct;. ,45 ; 

International Jf.kg, Cori’.oration, ii 8 . 
)Vri shy 8 .— Ent^., Scot, aud Aust., 53. 

' IFflZc/itm.— Bk. of Vic., 29. 
li'cZcZnipf/o.— Com. of Aust., 70. 
IFaZer/oiY/.— Bk. of Montreal, 22. 
iBrnerho ( X.S. ir.i.—Cora. of Syd., 69. 
lV(fte?-l(io (Out.;.— Molson’s Banlv, 177; 

Can. Bk. of Com,, 47. 

IVcderloo iQueljr.eJ.—E. Towns P-., 173. 
W(ttroii.s.—Cc\n. Bk. of Conxmerce. 47. 
Hk/ZfiOii.— Can. Bk. Com., 47. 

IFoiiZuYt.— Nat. Bk. of Aust., 169. 
li7«i{oZio7te.— Com. of Sydmy', 69. 
IVaver/cu (X.S. IF,'.— Er.g., Scot,, & 
Aust. B., 93; B. of N. S. W., 23. 
iravei’/eyi'X.Z. 1,— Bk.ofAustrarsia,i6 ; 

Bk, of New South IValcs, 23. 
i iVaif<anesat.—Vn. Bk. of y'anada, 177, 1 

1 IVeildc/'bnrn ( Fie.).— B. of Austls., 16. 1 
Wee IVaa.—Voni. B. Co. of .Sydney, 69 •. j 
Bk. of Au-^t., x6. 

IFeiuiar, — Julius Elkan; Imperial | 
Bank of Germany, 148. 1 

TFcZf&i-OKSiZoaj?.— jtussian Bank. 195. 1 


whitakee's 'aj.3^naok, 1910, N 2 



of Austrakijia, x6. 
ferg.-^M. B. Co., xa. 


ai,manack, 1910; 
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Gobiml, mul Foreign Banhs, -with their London Agents. 


(C{j«/i(/fa).---Imr>erial Bk., 13a;; 
> , lioy. Bk. of Canada, afi. 


I jwn.. vaiia-ua, ao, 

B (Gapei.-Ht B. of S,Af., 203. 

(A.N.ir,).— Com. B. Co, of 
1 Sydney, 6a ; Bk. of a, ■ 

7ooki“"-" • 


IfWwrff (5. A/.).-~Bank of Africa, is : 
Or^ge Eiver Colony, 803. 
Bk, of A uftt., 14S. 


01 4'^. n. wiuos, 23; 
Thos. Cook Si Son, 73 ; Union Bk. of I 
j ' A.nst.,'2oS.. . . .. ■ . . , ' 

I IJ'e/'.tJitjia/i CV.Z.?.— Union B.of AasL 
303; B. of X. Zeal., 24; Bk.ot X.J3.W., 
*3 ; Bk. of Australasia, i6 ; Nat. Bk. 

, „of N. Z., 173. 

; TJ rha/iooL—Bk. of Aust., 16; Col. Bk. 

of A.uat., 148. 

I LV.S. TU. ).~Aus. Jt.Stk„t3. 

•j B epmer -^Sttivd. Bk. of S. Af.. 203 ; 

I Cranirc Kiver (’olnuj’, 203, 

I Knsso-Chinese Bk,, 19.3. 

Crjm. Bk. of Anst., 70 ; C<d, 

{ Bk. of Aust.. 148. 

! Sydney, 60. 

t /jTajri/io/Vi,— Eng.. Scot., & Aust., 


lUi/na'iesfer.— TJn. Bk. Canada, 177 

XV.....7..^r xra^.r. ^ - - KS.#', i 


IRjiffeoWAT.E Tr.).--B. of N.o. , 
Bkg. Co.^ of Sydney, 69. 


Com. Bki;. i^u. Of oyaney, 09. 
Windsor (AU Scotia), Gam. B, of 
vyind., 209; Canadian B. of C'oni„47 ; 
^^Umonof Halifax, 133. 

Windsm^ (Ojif,).— Merchants' B., 60 ; 
B. of Com., 47; Traders' B., 173 ; tin 


of Canada, iw. 

—Bng., Sc., & Aust., 93. 


VtWiiUAU., *77. 

}I;tndsor ( Ktc t.-j|ng., ..... ^ y^. 
w.— -Com, B. Co. of Sydney, 69 ; 
Oity Bk. of Sydney, 148. 

\\ ingkam fOnf.c— Can. of Com., 47. 

U wnefruA.— B, of Brit. W. Africa. 14 


[■ 93.' 

; lUfsi Maitlaw\.~'Zn, B. of Aust, zoari 
' *3; Bk. of AusL, i6. 

‘ »• est MePdmirnc.—S.ng., Scot, k Aust.. 

: v.?3; Bk. N.S, Wales, 23. 

B PsriA—Conrj. Aust., 70, i 

; If nt Toronto.-~Goxi, Bk. of Commerce, 




— J mlong.—limik of N. S. ^Vales, 
83; Cora. Bank of Sydney, 69. 

M j/.-Coin. Bk. of . 23. 
lf e»imo«ftf.~Roy. Bk. of (^anada, 26: 
^ Bank of Montreal. 22. ‘ 

ir^afon.— Bk. of Brii. N. Am., x3. 
Ifssipori fA'.Z.!.— Bk. of N.S.W., 33; 
B. ofN.Z, , 24, 

t'an. Bk. Cora., 47 ; Imp. 
Bank of Caiiadi, 132. 
lfV.a-oj.-Skan(‘s Enskilda Bank. iiS. 1 
llndm,^Gm. Bk. Com.. 47; liank! 
^ of Mtttitrual. 32. 

Vr^i/mfuC/ii.—Bityal Bk. <if Canada, aS. 
Un Bk. .\ust., 208. 


ot vau., 177 ; iuerenants Btc., 
Amer.,18 ; Bannue 
BHoehelaga, 6&; MoLsori's Bk.. 177; 
Itomiraon Bank, 173; Canadian B. 
of Commerce, 47: B. of Hamilton, 
*75 ; Adloway & Champion, 30 ; Roy. 
Bk. of Canada, 26; Bk. of Nova 
Scotia, 103; Bk. of Toronto, 136; 
Eastern Townships Bk., 173; Home 
Bk. of Canada, 173; Traders' Bk., 
173 ; Koi'them Bk., 177, 


H'wndMm of N. Zeal., 24. 

Tf //M//«rcZ.-~Nat; B. of Taa., 68; B. of 
Au.stralasia, 16 ; Com, Bk. Tas., 33 
nmyard (XasAj.-Bk. of B. N. Amer., 

B. of Australia, 70. 

A«])fA?c.«~.linperial Ottoman Bk., 117; 


Bk. of Athens, 17. 

1 «r/m.-Bank of Adelaide, 13 ; Eng., 
Scot., an(i Aust., 93. 
y ackf(ndandah.--~B. of Austlsia., i6. 
lmd%na.~Bk. pi N. S. Wales, 23; 

Eng., Scot. & Aust., 93. 

I rtjman -Queanslund Nat. Bk., 184. 
^jmkaUlla.—Bk, of Adelaide, 12. 

1 aimaf/iarn—Lond. Bk. Aust., 147. 
Ijirck. — Nat. Bk. of Aust., 169 
1 armouth {Xova Scotia).— Y^ avvo. Bk 

309 ; -^foraSeotja, B. 193* B. Mont. ,2^-, 
tJmon Bank of Halifal, i^s. 
JjuuY/poa.— Col. Bk. of Aust.. 148 
Urtrrrtmv}7fnYfPi.^Bk.ofAustrala.sia, 
16; Bk, of Victoiia, 39; Un. Bk 
Aust, 2 o8. 

lMmrai7fe.-Nat. B. Aust, 169; Clol 
Bk. of Aust, 148. 

3 (nrcmmiga.—B. of Austlsia., 16; Nat. 

B.ofAu8tIsia.i69 ; Com.B.of Au8t,7o. 
1 f Co.of Sydney, 69 ; Aust. 

Joint Stock B., 13; B. of NAW., 23. 
i Com, Bk. of Australia, 70 ; Lon. 

Bk. of Aust, 147, 
yeIhu'grap,s.—Cm. Bk. Com., 47. 

3 erronderic.—Bk. N. S. Wale£ 23. 

I mt— Imp. Bank of Persia, 116. 

?J«n-rCol. Bk. of Aust. , 148. 

37m£p. —Hongkong & Shanghai, iia 
3 okohama, -Ghart, Bk. pi India, i 


IFmm’te/.. —Russian Bank, 195. 

' 3Vinterthur, 100, 


lUmferi/iur.— Bk of .. *w. 
]l' hiton — 'Bk. of N. Zeal., 24 

IVmton iQucans.i.— qiiGomhxnd Nat. 
Bk, x 34 ; Bk. of New South ifales, 


Wirrahara (S.A.j.—Eng., Scot. & Aus. 
Bk, 93. 

Nat. Bk. of S. Africa, X73A. 
irodonpa,— B,ofVic. ,29; B.of N. S, W. ,23. 
WpUviUe JJY.SA.—BeoplSs Bank. 209 • 
Un. of Halifax, 135; B. of Mont., 22. 
H ollonffont/.—Enf^.,Smt & Aust. B.. 93 ; 
t-oml, B. ( !o. of Sydney, 69 ; B. of .\,S. 


llif ‘'('i (,»ue!)n.s. Nat Bk., 184. 

Bk, t,f Au»,t , 143. I upoitaiuUiug.—Wcst Aust. Bk. 220. 

In, Bu. ( aiKwU, 177; tan. 1 Hoodhnr,i iSouth). — London Bk. of 


I B't'ifiou. v.,,. .... 

Bk. of CiiumuTc 


Hongkong & Shanghai iia: Yog'o. 
hama Specie, 225; Oomptoir Nat. 

7^ ; ^fational Bank of 
^ 3'ramr, 197; 
International Banki^ Corn. «8 
;^,\*^fclapauese, 11.^ : f. Cook & Son 
J3 ; .Kusso-GhmeseBk, X99. 


. -..pa/a.— Nat. B. of Australasia, 169. 
1 ork ( If .A,.). “-Union Bank of Au^. 


; Bk. of 


Canada, 177 ; Can 

I }j>;afEf.-Rusrian'i}S:.:, 193. 

! W w'/jv.-- 1 uiluius B'iuk. if>t. 

! B okituni i.V'. ir. ‘.-An,t. Joint. St E,, 

t ..*3. 


r — IjOIIOOn iiiv. 01 

Aust. . 147 ; Aust Joint Stock I5k. ,13. 
}\ oodiiwl t f'/c,),— (.Vjiu, B. of -\u«,, 70 
i >f//ord.-Eug., Scot & Au.sfc., 93. 

J oodto/id (Crt/. t— B. of Woodland, 8. 

Scot., 

"X,'. "if «■ p.i 

! 132; B. of Com,, 47; Molson’sB ir; 

K«“ :-43; liil- S I 




Wp/V/cro.-jik. u't Victor 
Bk. of AUJ... J40. 

B'iiihitap ' Nat. Bank of Aust., 169; 
, Bk. sjo ■ ■ ’ 

Wil!ij,,od-c, I'ic.'.. -Com. B.of Auk., 
P'-' \ikf.ri. Bk. 03; B. 
of Australasia. 16, '■ 
milpn- .,-f Willow, xgS, 

f i>f Adelaide. 12, 

|f oJowva.oY .'.v A,»,- :st. li. .S. Af., 203. 
If idMrJ/<u.-Bk. of .tlcliidc, X2. 

W t/wuaptp* /tw<?i‘.*.-~-Xat, Alia., 169, 
H jHUa.— Un Bk. of Aust . ans 


lUiomowe.— Bond. Bk. Aust., 147. 

It oomelottg.—Gom. of Aust., 70. 
U;(«uioa«.--En.g., Scot & Aust.Bk.,93. 
]* oy-.’csfcr lit. A/r.i.—St. B.S.Afr.,203' 
Af. Ilg.Corp..t.i. 

11 oems.— I'falxiBcho Bk., 84. 
|.'o>niuss?n.s/L’.— Russian hank, 194 
IJjhU'/A/nt.— Bk. of Australasia, x6, 
h araoHry.—Ochninger’s .Son k Co 
l»;/(Co/ip.—B. of N, S. 3Vales, 23. 


A' i- luuu i: 

-A’ist. Bk. 

N. 0. \Vales, 23. 
jyrketoum.-Bk. of Adelaide, 12. 

<"®nada, 177 jBk, 
ot British North Araenca, 18. 

3 of N.S.W., 23; Com. B. Co. 

of Sydney 69; City B., Sydney xaS- 
Union Bk. of Australia, ao3 ; Bk. ot' 
Australasia, 16. 

I 3/cte (aff.)^-Siskiyou B. Co., ic6 
i sma.— thristian3tad.sEnskildaB. 118. 
Zacatecas.— Banco de Zacatecas, 
Zu{t-Asi0.—hk. of Egypt, 20 ; Nat. Bk. 

Athens, 17 ; 

I ^Anglo-Egyptian, 9. * ’ 

I Ionian Bank, 119, 

■ Ii 


Zuasr&rtr’.— Nat. Bk. of India, 171. 

“of >ir Aust ralasia, 16 ; 

torn. B. ot.Tas., 23 ; Nat. B. of Tas,. 


I73A ; 


Zeermt (S. A/r.l-Nat. Bk 
Stand, Bk. S. A., 203 
I (:htiiaiKi Sc < 'o. 

Zan£/( r £.-Bk. of Biit. W. Af 14. 
^ Rank of Nigeria, 27 > 4 , 

-<i'w;icA-SAriss Credit Co., 100 : Banoue 

liTa’iclaM.—Drefidner Bank, 83, 


JBibfteiiti ant) Cransftt Bags 

Stock, Dividends faj'a’ble.* 

Bank Stock ................. April 5 and October 5 

Govdrnnient Stocks. 

Terminable Anniiities... Jan.s, Apl.s,J‘ulys,Oct.s 
Ammities (1905) ... ,, „ „ «» 

Amniities (2905) ... „ „ o 

Oonsols (1023) ,, „ „ ♦} 

2^4; '^^0 Guaranteed (1:933).. .Tan. i, duly x 

SYo Local Loans (tgxz) ... Jan. s, Ap. S>dy- 5 , Oct.s 

2;i4'Yo War Stock (19x0) ... ,, ,, „ „ 

Land Stock (1921) „ „ ,, „ 

3% Metrop. Police (1920) Jaimai-y i and July r 


m tile *Janfe of ©nslanir. 34$ 

Foreig:ja and Mscellaneoua, 

Chinese Impl. Gold, 

(1896) April X and October x 

Chinese Impl. 454^/6 Gold,- 

(i8g8) March i and Sept, x 

Impl.Japanese5‘Ki9ox**2) „ ,, 

kCetropolitan Water “B” ,, ,, 

Egypt.3^yoPref.(i905)... April 15 and October 15 
Greek Guaranteed 

Gold (1898) April 1 and October 1 


Indian Stocks. 

Eastern Bengal Bail. “A” 

and “ B " (1957) April i and October x 

,, 4®/o (Irreaeemal)le).... January x and July x 
E.I.Eaii.4,^4‘*/“(Irredeem.) April x and October i 
G.LP.Bly.4“>(IiTe(leem.) .Tannary i and July x 
3^4 “,t India Stock (1931)... Jan.5,ApL5,Julys,Oct.5 
3 ')“ „ »» (194S) „ „ M ,» 

xy 2 fo „ „ (X926) ,, „ „ „ 

Scinde, Punjab, & Delhi 
Eail.“ A ” & “ B ” (1958) January 1 and .July x 
S.I.Ry. (Perp. Deb.) ,, „ 

N. S. Wales : Colonial Stocks. 


.January 1 and July i 
April I and October x 
jSJarch 1 and Sept, x 
April I and Oct. i 


4Y» Stock (1933) 

3^1“ »> (^934) 

35-2^0 „ (19x8) 
sVo „ (X93S) 

New Zealand ; — 

4Y0 Consolidated (X929) May x and Nov. x 

M (1940) .January I and July I 
3“/<. Inscribed (1945). ‘ - - - • 

Queensland : 


April X and October i 
January x and July x 


4yo (19x5 and 1924) 

(X924 to 194s) 

3“/o <1922 to X947) ,, „ 

Transvaal sY® (X923-19S3) May i and November x 

,, 3'y« (1958) January x and July i 

Corporation Stocks. 

Birkenheada>(‘’/o(i9i9-59) April x and October x 
Birmingham (*946) January x and July x 
» 3 ^M. 947 ) 

.. 3 /“ (. 93 *) , .. >. 

,, (2926) ,, „ 

Bristol (1920-1960) ... Peb. 1 and August x 

Hampshire 3'’/o (19x4-1934) March 1 and Sept, x 
n 3 % (x9»7“47) »» 

Jfnd.'ler.sfield3Y<i9ao-X94o)April X and October x 

Hull 3f.'S‘)o (1943) .Tanuai'y 1 and July x 

1. sia'-J' Xrrea. (1925-35) Peb. x and August x 

.) 3 > (X92X-1951) March 1 and Sept, x 

Liverpool zY.''h .Tan.i,Apl.x,.Tulyi,Oct.i 

3 '^ (1942) April X and October 1 

.. ss/'i"/® (X933) .lanuary x and July i 

T.oud.Corp. 2^2“/® (1927-57) ,, ,, 

3'J“ Oeb. (x923)Fe]). i and August x 
'! M j» 3')'o (x927-z957)March X and Sept. I. 

■ Lond. County zJ'2°/Hi92o)Mar.x,Jn.x,Sept.i,Dec.x 
5» 3‘1"(igs!o) >5 ,» ». 

! jj 5. 3?^7»(i929)*lan.5,Apl.5, Julys, Oct.5 

Manchester 370 (1941) Feb. i and August x 

^Metropolitan 3i-i;7o (1929) Jan.5,Apl.s,Jiily5,Oet.s 
i 3'l'°(J943c) Feb.i,Mayx,Aug.i,Nov.i 

j j> 2127^(1920-1949) Mar.x,.Tn.i,Sept.x,Dec.x 
'j Middx. Cnty. 3“>(x9iS'35)January 1 and .July x 
,, 3l'27o(i9Z7-47)February X and Aug. 1 
! Nottingham 37® (Irred.) May x and Novemfe* i 
' >» 3”^ (1920-60) ,, 

Ramsgate 2 °h (ig^S-tgSS) Feb. i and August x 

Swansea 3^27° January x and July 1 

37®(x95S) .3 »j 

West Sussex 370 (19x5-35) Feb. x and Aug. x 
Wolverh’ptoii 3l^'7® (193*) Mai'cli x and Sept, x 


Thames Conservancy 37® 

(1954) “A” & “B ” Deb. January x and July x 

Dividends are paid 

On Sterling Stocks transferable in the Bank j 
Books~(a) Warrants will be sent by Post— x. To 
Sole or First Stockholders without applicatum, 
in the absence of any instructions to the contary, 1 
2. To any Stockholder, Executor, or Adminis- 
trator, other than the Sole, or First, Stockholder, 
Executor, or Administrator, or to any Person, 
Firm, or Company, upon the written Request, 
in the prescribed form, of all the StockhoMers, 
Executors, or Administrators, (b) Dividends j 
will be paid to any Stockholder, Executorj or | 
Administrator, personally attending at the Bank, j 
on his written Request, in the case of a Sole i 
Account, or on the written Request of all the | 
Stockholders, Executors, or Administrators, in 
the case of a Joint Account. The Request in 1 
either case must be in the prescribed form. [ 

On Indian Railw^ay and Thames Conservancy | 
Debenture Stocks, Chinese 57® and 4M7® Stocks, { 
Greek 2^470 Stock, Japanese 57® Stock, and f 
Corporation of London 2^7® Debenture Stock— 
by transmis.sion of Warrants ttirough the Post 
to the Stockholders or their Nom-inees. 

On Indian Rupee Promissory Notes and Regis- i 
tered Stock— (a) On personal application at the | 
India Office, Bank of England : — to the owner of 
the Notes or Stock; or, to his Attorney or 
Agent. (6), By Post:— to the owner of tlie 
Notes or Stock ; or, to his Attorney or Agent. 

Dividends on Promissory Notes and Registered 
Stock are paid by Bills of Exchange on India, 
commonly called Intei‘est Bills. (As an Interest 
I Bill is payable in India in Rupees, the Bill is 
usually sold in London, for Sterling, at the 
Exchange of the day, through a Banker or Agent.) 

Hours, &c.— T he Dividend Office is open from 
9 A.M. to 4 p.M. (x P.M. Saturdays). 

The India Office (Bank of England) is open 
from 9.30 A.M. to 4 P.M. (x P.M, Saturdays). 

Investment op Dividends.— Holders of cer- 
tain stocks in amounts of less than £x,ooo may 
instruct the Bank to receive and invest their 
dividends by filling up forms, to be obtained at the 
Head Office, at anyof theBranches,or at anyMoney 
Order Office. A commission is charged of itl 
l>er £, or part of a £, with additional for 
each advice of a purchase, should such advice be 
required. 

Transfer Days, any day but Saturday ; In- 
structions 9.30 to X (to 3, fee zs. 6d.) ; Executions 
II to 3 ; Acceptances 9.30 to 4 (Saturdays to 1). 
Transfers made on Saturdays (between ii and 
X3.30) ai*e charged a fee of zs, 6d. 


* When the due date of the Dividends falls on a Sunday 
or Bank Holiday, the Dividends are payable on the 
businc8S-day next ensuing. 
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Hit? assurance. 


hih list on the folknving two pages contains 
tec names of all the more important British Life 
oiiiees, of Oolonial companies (marked C). 
and of three American ollloes (marked A). 


i in hiiportant, as 

. in youu'^ ( unipauies the normal rate of mortality 
is not oxperjeneed, whilst expenses are neeeS' 
sariiv 


of Which about is expendea on 
commis.sion and 9% on other expenses. This 
^ frequently misleading, 
hecanse, it the proportion of new business is 
large, riie percentage of the total premiums 
aosoroed in ex])enscs may legitimately be higher 
than where the new business is small. 


~ cAiwuses are neees- i ... 

? fS? proportion of ' The rate of interest earned is im- 

; business. ^ portant ror coinparison with the rate assumed 

I ^ Str'r I these rates tlie^gTCaterls ’thelsuS^^^ 

1 speaking generally, the larger the bonus, 
w' ''''hole of the surplus .^’‘^te ot interest earned is obtained by 
01 xunflls are al lotted to participating xiolioy- ' ^^^'’iding 100 times the amount of interest, less 

ladders, or whether the company has proprietors ' by the mean of the funds 

by whom part 01 the surplus is received (P). i ^’•^S’lnnmgandendofyearafterdeductiiK/'half j- 

^^^Y:\<>mcc3 tnmsacting other insurance businefis I ® ,^^^terest from the mean fund. In sonu 


f-e A. K “ atuinus is receiveu (Jf). < 

Lite olhees transacting other insurance businefi,s i 
are mdieatedby j'- *- -- -li-'- 

separacciy, aim are ! 
nil for the claims of otlier departments. ■ 

Ihtvfehare eapitalis iisually liable for the claims ‘ 1 

f. all l.janohes Tl,e «».pLius in the tetlart I t,wf “I'™"® 

of tile lable all transact “ oriinary ” Life busi- ' fi'™" the valuation returns 

ness ; the figures for Industrial business arc i ! vJn? ff companies to the Board of dTade. I 

stated sejiarately where available. A ■valuation indicates liability under existim-- i 

I P'^bcies, after niaking allowance for the amounts ! 

Life ?PNT)S.~The Paid-up Capital of Pronrie- i received. It is assumed that' 

taryoUIces that transact Life business only is in- j accordance with a mortality 1 

chitkid m the Lite Funds. Paid-up capital of interest will he earned at a; 

offices transacting other elas^eq ..f i <^tib‘iin rate. Various mortality tables are em- i 

■ .the I 

first ! 


« im- IS in all tws stated after deduction of the 
amount paid h) other eonipanies for reassuring 
parts of such risks. ^ 


I of a Life office in- 

viUfk, m hH eases wlnu’e jaiid, cummiasioii to 
, agents. I he amount of expenses is le.ss innior- 

I Miut 111 itself tiiaii in relation to premium income 
iwmm.qmwitly the piTcenm of tlie premium 
niftonm absorbed in expenses is shown. The 
average /g a.. 


k'liVk.rr';- o thers. I he position of an office 
n • ^ stringent basis of 

v ahi.ition IS adopted, because the margin between 
tl e cnilculated and experienced liability is larger 
and the surjihis available for bonuses is greater, 
ihe 0 »> and On»( 5 ) tables in conjunction are 
more stringent than the 0 ® table aione, the 

American, and with 
tveij table the lower the rate of interest 
assumed the more stringent is the valuation. 


r.vfifnisfs IS Known. Tile I and^'K^f'csf^^Tio’ 
average rK.,,v„ta,c .d liritish office h about 

Tl,..,,..*- ASSra.VXCl AXD ASSriTIBS. 

,assuraiib'!>f'«u.ui“.HS'sSr^^^^ tlie matter on which 

! nients and likely to pnaluee the best riults Of a fet^'^of by a remittance 

' should be carefully made nmler reliable expert \\hnT4irr ^^^blishers of 

: advice. ^Vhilst we have above indicated some PateritSer i2,/»Varwk-lv Lane. 

I kts ^ to the 

I erf the ^Wi»>us tioiiipaijies transactiilig Life assur- to sidf 1-hi ^f policies best adapted 

i," the ami u> 


;*«<. ;aerraa. =rgoodSSfh.rt tit eircum raueS aril , 

' class ' some are better office wiiich^Rf-n?®^?.' the choice of the Life 

; Mis 'rSi|:is ! 

, luetice :■ to his 'reouirementsr aihi ■■ 


itendtog proMsers during the cofitimiance of : if requirements, and most likely 
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LIFE ASSTJEANCE COIMPANIES. 




Annual Accounts. 

1 Valuation., ' j 







Kate of 




Class. 

Name of Office. 

Life 

Life 

Expenses. 
Vo of 

Interest, 

Mortality 

Interest 

^ 



Pmids. 

Income. 

Premiums 

Income 

Table. 

Assumed, 

I , !-i 






Tax. 



1 



£ 

£ 


^£ s . 

d . 


£ -s*. cl 

I 1883 

P I 

Abstainers & General . 

428,287 

76,054 

22 ’c 

3 13 11 


3 20 0 

! 1824 

ProBF 

Alliance* 

3,825,883 

507,201 

20 0 

3 16 

0 


3 0 0 

1 180S 

P SF 

Atlas 

2,054,326 

277,561 

13 '7 

3 12 

0 

A 0 ”'( 5 ) 

3 10 0 

i 1849 

M 

Australian Mutual (C) 

24,322,725 

2,034,848 

24*0 

4 9 

4 


3, 3iA 4 

1 me 

P I 

Britannic (Ordin ary). . . 

847,602 

203,157 

17 '4 

4 7 

3 


3 10 0 

i 1854 

.P'FS 

British Equitable 

1,650,220 

222,52 z 

268 

3 17 

0 

Qth 

3 " 0 '''' 0 ' 

1 

P F 

Caledonian 

2,646,850 

242,758 

139 

3 17 

6 

Om 

3 0 0 

1 5=847 

P . 

Canada Life (C) 

7,676,020 

751,260 

22 'I 

4 13 

0 


& 3I 

1 1S98* 

P S 

Century 

273,549 

58,232 

237 

4 0 

0 

0*n 

300 

1 1838 

P 

City of Glasgow 

3,210,807 

229,267 

266 

3 17 

2 

Ora 

3 0 0 

xSag 

M 

Clergy Mutual ( c ) 

4,439,825 

264,095 

69 

3 26 

4 

Ora & 0“(S) 


1824 

P 

Clerical, Medical AG en. 

4,792,736 

352,283 

22 '9 

3 16 

0 

On,( 5 )^&' ' 


1873 

M 

Colonial Mutual (C) ... 

3,073,570 

362,054 

26 9 

4 2 

20 



1861 

PF'»S 

Commercial Fnion* ... 

3,569,933 

426,420 

i 3'5 

4 1 

4 

Om 

3 O' b ' 

1871 

P 

Confederation (C) 

2,746,236 

342, (^2 

30 ‘o 

S I 

6 


1 , 31 = 5 ^ 4 ^ 

1S07 

P 

Eagle 

3,469,049 

272,446 

17*2 

3 19 

X 


300 

1823 

M 

Economic 

4,361,065 

239,897 

14*5 

4 1 

20 

& 0«’(s) 

3 0 0 

i8s3 

P 

Edinburgh 

4 , 353,047 

320,724 

157 

4 0 

6 

Ora 


1839 

P 

English A Scottish Law 

2,930,387 

2x4,886 

17*4 

3 19 

7 

Hra & H»’( 5 ) 


1762 

U 

Equitable (c) 

5,053,335 

192,494 

6-8 

3 12 

8 

Qta * 

2 20 0 

j; 8 S 9 

P 

Equitable, 17 . S. A. (A) 

94,634,966 

10,639,583 

13*4 

4 21 

4 

American, &c. 

74 A A 

1844 

P 

Equity A Law 

4,572,924 

338,296 

20 ‘2 

4 2 

8 

Hra Ora A 0 »"( 5 ) 


1832 

M 

Friends’ Provident 

3,335.894 

173,471 

9*3 

3 IS 22 

0”' 


1837 

P 

General 

2,027,984 

193,380 

xg-i 

3 9 

2 

Ora A 


1885* 

^FSI 

General Accident 

22,047 

14,963 

24 ‘8 

3 8 

0 



1848 

P 

Gresham 

9,900,234 

1,007,048 

20*6 

4 2 

z 

H>« 

3 20 0 

282X 

P FS 

Guardian*.. 

3,339,378 

242,542 

14*5 

3 19 

4 

H"‘ A H«>(*) 


1823 

P 

Law Life 

5,453,083 

288,69s 

22*2 

4 0 

Q 

Hra 


1825* 

P FS 

Law Union A Crown 

5,043,975 

371,333 

25*6 

4 6 

22 

Hra 

a 25 0 

1836 

P 

Legal & General 

6,372,225 

649,847 

13*4 

4 4 

0 

0™ 

^ 20 0 

*838 

P 

Life Assoc, of Scotland 

5,869,078 

360,887 

15*3 

3 16 

0 

0«1 

*3 & 3 i 

2836 

P SF 

L’pool & Lond. & Globe 

5,299,888 

248,172 

10*0 

3 17 

6 

Ora ifc 0 t«( 5 ) 


2862 

P 

London A Lancashire ! 

2,377,185 

1 317,587 

29 *6 

4 2 

20 

Hm 

3 20 0 

1720 

P F"’ 

London AGSunmce 1 

2,357,242 

274,646 

20'r 

3 17 

0 

Oin 

3 25 0 

2881 

P 1 ; coiid. , Edh 1. A G lasgo w 

504,042 

93,89s 

26*5 

3 10 

0 

On>( 5 ) 

■ t', . 

1S06 

M jLomlou Life (c) 

4,940,748 

380,065 

1 ■ 4*3 

4 4 

S 

Om(S) 1 

3 3 ^ 

. 3 A 3i: 

2887 : 

P ; 'Maiuifjieturer,-;’ Life (C) 

2,093,835 

435,531 

27*6 

5 2 

JO 


'■ 3 '|A' 4 ' 

2852 ■ 

Afariiie A General 

1,653,4x5 

227,225 

26*9 

4 0 

3 

Ora A 0 ra( 5 ) 1 


1835' 1 


Metro] )ol] tan (c) 

2,232,856 

259,552 

67 

3 16 

0 

Qm . j 

3 0 0 

1886 

Jl b 1 Mutual A Citizens’ ( 0 ). 

3,736,840 

511,542 

24*6 

4 8 

3 



*S 43 

M plutual , jS e w Y ork (A) 

109,415,843 

22,026,855 

24*4 

4 17 

3 

American, Ae. 1 

3, 3 i A 4 

1830* 

M 

National Mutual ...... 

3,874,628 

297,076 

IS *3 

4 2 

8 

Ora 


2869 

M i Natl. l^Iut. of Austral ( G) 

5,345,103 

697,345 

23*0 

4 16 

0 

Hra 

30 0 

2835 

jM 

National Provident ... 

6 , 543,795 

492,9x3 

9*8 

4 1 

8 

Ora 

3 xo ' 0 

284s 

M 

New Y'ork Life (A) 

224 514,881 

26,032,611 

23*0 

4 20 

0 

American, Ac. 


2809 

P« 5 SF 

Nth. Brit. A Mercantile 

14,637,608 

2,042,828 

13'5 

4 1 

3 

Qm 

3 4 

300 

^835 

P SF 

Northern 

4,892,015 

283,596 

10*0 

3 11 

0 

Hra A Hra(S) 


28^ 

M 

Norwich L nion Life*... 

8, 226,002 

1,202,750 

16*9* 

4 4 

■5 

Ojii 

,2 .15 . 0 

2864 

P I 

Pearl (Ordinary) ..... ... 

1,524,668 

266,801 

24’2 

3 14 

'..2 ' 

Era 

3 20 0 

5 = 797 **' 

P 

Pboeni.x 

5,323,435 

400,6x8 

13*9 

3 16 

0 

Ora 


18^0 

M 

Provident Clerks' ...... 

2,481,220 

282,252 

14*5 

3 15 

9 

vOra' 

3 0 0 

3 ''"O' O'' 

2848 

•■P.. I.. 

Prudential (Ordinary) 

38,045,026 

4,616,337 

87 

22 

20 

Hra ’ 


5=864 1 

P I Elemge (Ordinary) 

4,262,088 

764,442 

20*0 ■" ’ 

3 13 10 J 

H». ! 

3 ■ O: , O:," 

.For Notes see next page. 
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tm ' 


AsfNUAIi Aouocnts 


Life 

Tunde. 


Life 

I Premium I 


1 .Rate of 


of I _ 


Income. ;Premiums.i Income 
I Tax. 


Valuatiok, 


1864 : p 

V S 
, 1826 M 
1831 .M 
s88x P S 

1876 P S 
1837 -At 

X883 , P S 
i8*4 1 PJ^F 
1815 , AX 


■ Rock 

Royal 

Royal E.xchange 


Sce]»ti‘e 

Scottish Accident 
Scottish Amicable 
Scottish Equitable 
Scottish Life 


. Scottish Aletropolitan.. . j 
^Scottish Provident .. 
Scottish Temperance ...I 
Scottish Union A Nat. . 
Scottish Widows’ 


^ £ 
2,252,892 

9.920,055 

3,668,556 

1,167,285 

^34.6x3 

5,198,215 

5,626,337 

1 , 347,441 

7 * 3,379 

14,185,796 

1,425,5x6 


£ 



£^. 

iL 

200,156 

20*4 


3 x8 

4 

712,149 

127 


3 *5 

0 

277,240 

14 ‘8 


3 x6 

10 

72,668 

12 '6 

13 x8 

7 

26,891 

16 *0 


4 X 

8 

3*0,423 

13 '4 


3 16 

0 

413, 71* 

12 '9 


3 18 

4 

IS *, 454 j iS‘o 

1 

4 0 

0 

86,731 

1 IS ‘6 


3 *7 

9 

667,807 

12 -8 


3 x6 

5 

162,301 

16-2 


3 18 

0 

305,258 

^ 3'4 

(3 17 

6 

bx8s,762 

! 10 1 

,3 17 

i 

4 

991,086 

xS’S 

1 

1, 

4 5 

8 

512,920 

14*9 

!3 X* 

1 

733^,047 

*5-3 

1' 

4 a 

8 

,042,590 

38 '9 

Sio 

0 

602,225 

12 5 

1 

' 3 X 3 

4 

60 , 539 

X 2'0 

'3 18 

8 1 

140,650 j 

24 0 

3 18 xo , 


Mortality 

Table. 

Interest 

Assumed, 


|£ s. d. 

sAsit 

: 0 >» A (.)>n( 5 ) '3 0 0 

0'» 

300 

, 0 "’ A la 10 0 

0 «>( 5 ) 

3 5 0 

Om <fc 0 '»( 5 ) 

2 10 0* 

Om 

300 

Om A 0 "'( 5 ) 

300 

Om 

3 10 0 

Om 

3* A 3^ 

Hm 

300 

Om 

300 

Om A 0 ^>(-' 5 )*| 

300 


Standard . 

'*^tar 6,476,315 

iSuu Life 7,426,2x7 

ISun Life of Canada (C).. 5,841,205 

United Kingdcmi Temp. 8,705,963 

Uiiiver-sity 9x0,750 i 

,V»n’kshirc 1,745.279 | 


IXDiTSTRIAL COAIPANIES. 

:Hntannic.. I 1,335,477 [ 9x1,352 

LomjoiqEdiiufcGIas^gow 494,544 47^,583 

botidoii & Alanchester . i 600,927 563,473 

! *,669,015 jx, 497, 394 

39,849, 27X 6,925,755 


0««arjd ]\ 
Special j] 

h™ 

Qm A 0n’(*) 
j H‘«and ' 




3 & 3 i 


American 
\ Tropical 

Om 0 »‘( 5 ) 2 


0*«(s) I2 10 
0«« A 0 '»( 5 ) ,3 o 


Refuge j 1,6x9,207 1,702,606 

We.sleyan A General* ...1 1,239,526 ; 822,746 


4 * 7 


45 o 


44 *S 


3 10 


40 'o 


3 10 


- <'«dui 3 iaU>fFu'i\ 

A — Amenciitt 

F -- TrauHsiiet Fim Ousiness al.-io, 

"■ f I’-oif'at't Si('kne.«s or Accident Businesg also. 

0 ... f niiisnct OrrUnaiy Life Business also. 

1 *- rmnsact Industrud Life Business also. 
c — cNw-s not my t'ornmisaion, 

m -■. Transact Marine Busiuess-also. 

« and Provident funds. 

! '^dodonian. Fu*e businm commenc*ed 1805. 

« .Amdentlmsineffs commenced *8ffe 

ilerical, Medical A General. Large ^ditmnal valU' 

* With additioiml reserve of more than 

of clear surplus amounting to neaSy 
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* ,.^dfe business commenced *006 

^"fundf? ' estminster aiul General Lifi 

* Law^ Union pd Crown amalgamated 1801. 

General. Also insures Mariners’, kc. 

* •Amalgamated 189S. 

^ Si:-* 

* business commenced 1782 


LIFE ASSURAKOE COMPANIES— 


Life Assiirance, 


AI^NITAL PREMIUMS .FOR WHOLE LIFE 
ASSURANCE. ' 

Life assurance may be effected either with or 
without i)articipation in profits. If without 
participation, both sum assured and premium 
remain unchanged. If with participation, a 
higher premium is charged, and bonuses are 
declared from time to time, which may usually 
be applied either to increase sum assured or to 
reduce premium, if not discounted for cash. 
It is generally advantageous to select a policy 
participating in profits, but to overcome the 
objection of the higher premium an alternative 

AVERAGE ANNUAL PREMIIJM:.S FOR 


plan may be adopted in some offices whereby 
future bonuses are anticipated and used to reduce 
premiums from the outset. This is called the 
“Discounted Bonus" or “Cost Price" system. 
If the bonuses actually declared exceed those 
anticipated, the difference is credited to the 
policyholder ; if however the anticipated bonuses 
exceed those declared, the balance has to be 
discharged by the policyholder or remains as a 
debt. Policies should only be effected on this 
system in companies which can point to good 
and consistent bonus records, and whose valua- 
tion reserves are particularly strong. We give 
below the average annual premiums charged for 
the three classes of policies. 


WHOLE LIFE ASSURAKCE OF £xoo. 


Age 

Ht 

Entrs', 

With 

Profits. 

Without 

Profits. 

Bi-s- 

couiited 

Bonus. 

Age 

at 

Entry. 

With 

Profits. 

Without 

Profits. 

Dis- 

counted 

Bonus. 

Age 

at 

Entry. 

With 

Profits. 

Bis- 
counted 
Profits, jioims. 




d. 

£ 

s. 

d. 


s. 

d. 


£ 

s. 

d. 

£ 

a 

d. 


s. 

d. 



d. 

£ 

s. 

d. £ 8. d. 

21 

1 

^9 

6 

X 

X 3 

8 

X 

tz 

z 

31 

z 

xo 

0 

2 

2 

9 

2 

0 

2 

41 

3 6 

9 

2 

17 

xo 2 x3 x1 

22 

2 

0 

3 

X 

14 

4 

X 

xz 

9 

33 

z 

XX 

3 

2 

3 

XI 

2 

I 

2 

42 

3 « 

8 

2 

19 

10 2 15 9 

23 

2 

X 

2 

X 

25 

X 

X 

13 

4 

33 

z 

X 2 

8 

2 

5 

z 

2 

2 

4 

43 

3 10 

XX 

3 

X 

XX 2 17 9 

»4 

2 

2 

X 

t 

IS 

IX 

X 

14 

0 

34 

2 

14 

X 

2 

6 

5 

2 

3 

6 

44 

3 13 

3 

3 

4 

2 2 19 9 

25 

2 

3 

X 

X 

16 

7 

I 

14 

9 

35 

2 

IS 

8 

2 

7 

9 

2 

4 

10 

45 

3 IS 

9 

3 

6 

7 3 X XX 

26 

2 

4 

X 

X 

17 

6 

X 

IS 

5 

36 

2 

17 

3 

2 

9 

3 

2 

6 

2 

46 

3 18 

S 

3 

9 

0343 

27 

2 

S 

3 

X 

x 8 

5 

X 

x6 

3 

37 

2 

x 8 

XX 

2 

xo 

10 

2 

7 

6 

48 

4 4 

X 

3 

14 

5 3 9 3 

28 

2 

6 

A 

X 

19 

S 

X 

17 

3 

38 

3 

0 

8 

2 

X2 

si 

2 

9 

0 

so 

4 IX 

6 

4 

0 

7 3 IS 0 

29 

3 

7 

t 

c 

0 

6, 

X 

x8 

2 

39 

3 

2 

7 

2 

14 

2 1 

2 

xo 

7 

55 

S i« 

0 

5 

0 

3 4 13 I 

30 

2 

8 

n 

- 

X 

7 

X 

19 

X 

40 

3 

4 

6 

2 

IS 

Tj 

2 

X2 

3 I 

60 1 

7 0 

8 

6 

6 

8 s x6 3 


The next table shows the annual premiums premium, and on this plan the rates are usually 
payable througliout life for assurance of £xoo at high to commence with, but are greatly reduced 
death with participation in profits. Premhmi after a few years. Some reserve bonuses for 
rates^ alone are not sufficient for judging the the older classes of policyholders, and in these 
relative attractions of life offices. An office cases lower premiums than the average are 
charging a high premium may . give higher usually charged. Most offices grant interim 
bouu.ses than one charging a low premium, and bonuses between valuation periods, and it is 
therefore bonus results and prospects as well as important to ascertain; if this is the case before 
premiums have to be considered. Some ofiices an assurance is effected, especially in cases of 
only allow bonuses to be taken in reduction of endowment assurance. 

il^NUAL PREMIUMS FOR ASSURANCE OF £zoq PAYABLE AT DEATH, 

WITH PROFITS. 


NAME OF OFFICE. 

Age 

2 X. 

Age 

25. 

Age 

30 . 

Age 35- Age 40 . 

Age 45- 

Age so. 1 Age 55 . 

Age 60 , 


.4 

S. 

d. 


8 . 

d. 


8 . 

d. 




8 . 

d. 

£ s. 

d. 

£ 

8 . 

dJ;<C a. 

d. 


a. 

d. 

a Abstainers’ Gen.... 

X 

13 

9 

x 

x 6 

z 

2 

0 

XX 

2 

7 

3 » 

IS’ 

xo 

3 7 

4 

4 

2 

sfs 2 

XX 

6 

XX 

4 

Alliance 

2 

0 

9 

2 

3 

6 

2 

8 

9 

2 

XS 

7 3 

4 

5 

3 16 

0 

4 

XO 

'9 S 10 , 

6 

6 

17 

X 

Atla.s 

2 

2 

S 

2 

4 

8 

2 

9 

3 

2 

15 

S 3 

3 

7 

3 14 

6 

4 

8 

8 !s 8 

0 

6 

14 

3 

Australian Mutual . 

X 

x 8 

S 

2 

2 

8 

2 

8 

2 

2 

IS 

4 3 

4 

5 

3 16 

0 

4 

9 

rojs .X 2 , 

' 2 

7 

X 

4 

Britarmio 

X 

x 8 

9 

2 

2 


2 

8 

6 

2 15 

xo 3 

5 

2 

3 17 

8 

4 

14 

0,5 16 

X 

7 

6 

4 

British Equitable ... 

X 

x 8 

xo 

2 . 

2 

9 

2 

8 

8 

2 

IS 3 

4 

IX 

3 18 

7 

4 

XI 

0 1 S 12 

0 




Caledonian 

2 ^ 

0 

2 

2 

3 

6 

2 

8 

9 

2 

IS 

6 3 

4 

6 

3 14 

6 

4 

3 

6 s 9 

6 

6 

xs: 

9 

Canada Life 

:x 

X 9 

3 

2 

2 

XX 

2 

8 

9 

2 

x6 

3 3 

5 

10 

3 19 

2 

4 

x6 

860 

2 

7 

X 2 

Z' 

Century 

2 

2 

s 

2 

5 

0 

2 

xo 

0 

2 

x6 

8 3 

S 

4 

3 x6 

7 

4 

XX 

0 s XO 

S 

6 

x 5 

6 

City of Glasgow 

X 

19 

6 

'2 

3 

3 

2 

8 

9 

2 XS 

<5 3 

4 

6 

3 14 

xo 

4 

9 

10 1 S' X 2 

9 




Clergy Mutual 

X 

x6 

0 1 

2 

0 

' 2 

2 

6 

4 

2 

13 

0 3 

2 

2 

3 12 

4 

4 

7 

4' 5 XO 

4 

7 

X 

6 

(■Ierica],Med.<fc Gen. 

X 

x8 

7 | 

2 

2 

9 

2 

8 

7 

2 

x6 

4 ^ 

6 

9 

3 19 

2 

4 

16 

3,6 0 

X 

7 

XX 

3 

Colonial MiituaL..,.. 

i 

18 

4 i 

2 

2 

X 

2 

7 

4 

2 

14 

10 3 

3 

2 

3 IS 

2, 

4 

9 

9 ‘ 5 12 

■/O 1 

7 

3 

3 

Commercial Union.. 

X 

x8 

xoj 

2 

2 

2 

2 

7 

xo 

2 

IS 

4 3 

5 

2 

3 16 

10^ 

|4 

X 2 

4 5 14 

0 

1 7. 

2 

0 

Confederation 

X 

x8 

lO 

1 ® 

2 

7 ' 


8 

6 

2 

*S 

IX 3 

S 

2 

3 17 

8 

4 

14 

I ^ 5 16 

2" 

7 

6 

S 

Eagle 

2 

2 

4 

|2 

S 

7 

2 

xo 

8 

2 

17 

I 3 

5 

s 

3 16 

6 

4 

XX 

4 S 10 

11' 

16 

X7 

4 

Economic 

I 

xs 

5 

’ I 

19 

0 

|2. 

4 

4 

'2 

XX 

X 2 

19 

6 

3 10 

9 

4 

s 

5 !S 5 

3 

6 

XZ 

3 

Edinburgh 

X 

17 

8 

1 2 

X' 

8 

1 2 

7 

XX 

2 

XS 

S 3 

4 

2 

3 IS 

3 

4 

10 

z: S' xo 

xo 

16 

tj 

XX 

English & Scot. Law 

X 

x8 

I 

!*' 

X 

8 

1 2 

7 

X 

2 

13 

IX 3 

2 

8 

3 13 

7 

4 

7 

9 5 6 

2 

U 

xz 

4 

Equitable 

2'.' 

4 

S 

1 

: 2 

8 

'1 

I2, 

*3 

5 

2 

19 

xo 3 

7 

IX 

3 17 

10 

i 4 

XO 

7 S 8 

0 

*6 

12 

3 

Equitable, U.S. ...... 

i I 

! 

19 

'3 

! 2 

i 

3 

O' 

!* 

8 

9 

2 

x6 

3 3 

6 

0 

3 19 

1 

1 ^ 

17 

061 

1 

S' 

i' 

IS 

5 


WHITAKER’S ALMANACK, 1910. 




NAME OF OFFICE. 


Marine & < 3 eneral 


rtSeot. 'renj|K‘raiu*t* ... 
Hcn-ttisfi i; niuu d; Nat 
Heottish WMuWrf’ 


incrjjase ther«!after. « A 
w pfir y wk-»B(ftte« aw* for neiareBt age. Si 


E<iiiity and Law .. 
Friends’ Provident 

(J-eneral 

Oenoral Accident.. 

Gresham 

G iiardian 


Eaw Life 

Law Tj nioii & Crown.. 

Le;^al and Genei'al .. 

Life Assoc, of Scot... 

L’x»ool it Lond. & GL. 

London & Laueaslure' i i 6 
London Assurance ...,2 o 
JiOnd. , Ldiii. j ite Gias. 1 x xo 

t Londi m Life 2 8 

iVfanufacfeurer.i ' 1 18 


.Age 21. . " 

Ageag, 

Age 3fi, 

Age 35. 

£ s . 

d . 

£ 

A 

d . 


d. 

£ 

fZ. 

2 

0 

7 

2 

3 

2 

2 

8 

xo 

■2 X 5 

xo 

t 

17 

xx 

2 

2 

0 

z 

8 

0 

2 IS 

2 

2 

0 

0 

2 

4 

0 

2 

9 

xo 

2 16 

6 

2 

0 

2 

2 

3 

8 

2 

9 

2 

2 16 

I 

2 

0 

S 

2 

3 

0 

2 

8 

2 

2 IS 

0 

X 

18 

2 

2 

2 

4 

2 

8 

10 

3 16 

7 

2 

0 

X 

2 

3 

8 

2 

9 

4 i 

2 16 

3 

I 

18 

6 

! 2 

2 

6 

2 

8 

4 

a x3 

2 

2 

X 

2 

1 2 ' 

S 

X 

3 

xo 

9 

2 17 

7 

i I 

19 

3 

I 2 

3 

3 

I 2 

8 

11 , 

2 x6 

X 

2 

0 

4 

j 3 

4 

2 


9 xo 

2 16 

10 


Ag<‘ 45 . i Age 50 . I Agess. i Agt: 5 o. 


3 27 7 : 
I 3 18 II I 
I 3 7 ! 

3 -9 

I 3 14 II ' 


3 17 7 I 
3 16 zi ! 
3 iG 
3 16 
3 18 


4 10 8 s ro 


' 3 16 6 4 II II 

I 3 16 6 I 4 II 9 

I 3 1^5 10 4 10 X 

3 14 6 ' 4 S 


700 
7 3 10 

7 O 10 

7 IS S 
6 x 6 a 


6 x8 10 

6 ix 10 

7 IS 5 
6 16 a 
6 17 


NationalMutof Aust., X x? 
National Provident... a o 

New York ' x 10 

Nth. Brit. & Aleroan.‘ i tl 
Northern >* ; 


j Norvsieh Union 2 3 512 

i I Z9 10 ! 2 

: Jlwm.’c ' 2 o IX i 2 

i Provident Clerks’ ■ 1 x6 10 1 2 

I Pi’<.>vident Five ficmie' i ig 0 2 

Prudential i x8 10 2 

. itefu,u:e..... j i 18 8.2 

Iw>ck 1x8 9 a 

KiOyji! ' 2 o 3 i 2 

■ Itoyal lwvchanj.{e x 19 xo 2 

Sceptre I 18 2 ' 2 

Scottish Accident ... x x8 10. 2 

Scottish Anuwd»le ... 2 3 o' 3 

Scottisii KijnitiUde ...*2 x 71a 
Scottish Life 2002 


SGindaml 

Star 

*Sun Life 


’'oun one I 17 ix 

Bun Life (of CaiiiMia) i x x 8 xo ' 


rnited Kinir. Temp 
(inivmity 

Weslevan ife. Genera 


4 xo 6 
4 II 5 
4 13 10 
4 II 7 


1 x8 


WMITAKEB’s ALMANACK, 191(1 


3 14 6 
4 II 3 IS 5 4 10 

8 ' 4 14 


S IS 4| 
S IS 
5 SI II 
S 10 6 
S 9 II 


5 II, 

S 13 7 
5 19 II 
S i 5 2 


S 10 10 
5 II 2 
S IS II 
5 12 o 


Annual Premiums for Endowment Assurcmce, 
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AXXITAL PE,BMI[TMS BOH BIv^DOWMEN'T ASSUKAlirCE OF ;^soo. WITH PHOFITS. 


i Fader endowjTienfc assurances the sum assured 
i is paid after a given number of years, or on the 
; attainment of a fixed age. Should the assured, 
hovrever, die during tlic endowment period, 
the sum assured is paid at death. The annual 


premiums payable throughout the endowment 
period, or till death if previous, for the assur- 
ance of £xoo at various ages of entry and 
maturity, participating in profits, are given iu 
this table. 


N VME OF Office. 


' 

1 i. 

Abstainers&Genrl.«.P is 19 


Atlas I \ 

j Australian Slutnal I i 

I Britannic 

i British Equi table... B : 

I Caledonian 

I Canada Life 

; Century 

1 City of Glasgow 

i Clergy Mutual B 

I Clerical, Med. & Gen. 

Colonial Mutual I 

! Commercial Union. ..I 
! Confederation I 

i Eagle 

i Economic I 

! Edinburgh I 

■ I English AScot. Law .'B 

j Equitable 

i E(iUitable (U.S.) 

; E({uity and Law 
j Friends’ Provident . I 

’ General 

General Accident ... 

t Gresham B 

Guardian B 1 3 

Law Life ' 

Law Uniomt Crown .1 
Leg.al and General...T 13 
, LifeAssoc.of Reotlnd l 
j L’pool & lond. & Gl.l 

j liondon A Lancashire 
i Limdon As.snrar!ee,..l 3 
1 Lond.,E«lin.,A-G]asg,T I; 

I iLoiidon Life ..I 

j Manufacturers 13 

i .Marine and Genera] I I3 

I Metropolitan Bis 

; -Mutual and Citizens’ I js 
iniut. ofKew York.T ls 
National Mutual ...1 13 
! Nat. ^futual of Anst. I ; 3 
; National Provident B , 3 


Sum Assuued Payabcf. at Age sS ok at 1 
IJeath if Previous. 1 

Sum Assured Payaruk at Age 60 ou at 
Death if Previous, 

Ago 33 . 1 Age 30. 1 Age 35 - 1 Age 40, | Age <5. 

1 Age 35. .| Age 30. , 

1 Age 35. 

1 Age 40. j Age 43 

£ 

s. d .£, s. .1. 

d.L 

J. 

d 

£ 

8. 

d . 


d . 

£ 

8. • 

d . 

£. 

8. d . 

£ 

8. 

fbliS 8. 

d . 

z 

19 S3 H i |4 IS 

66 

xo 

5 

! 9 17 

S !2 IX 

z 

3 

2 

X 

3 

17 0 

4 

19 

0,6 14 

xz 

3 

3 93 18 75 I' 

06 

18 

8 

10 

IS 

0 

j 2 IS 

7 

3 

6 

4 

4 

I 6 

S 

4 

S 7 3 

'2 

3 

5 7 4 0 SIS 2 

I1I7 

0 

8 

10 

17 

2 

i3 17 

5 

3 

8 

3 

4 

3 S 

s 

6 

47 S 

2 

3 

3 4 3 17 9|4 18 

ii;6 

1 

14 

3 

xo 

3 

9 2 15 

xo 

3 

6 

4 

4 

X 2 

s 

3 

1,6 rS 

10 

3 

6 14 I 10 s 5 

7 i 7 

S 

S 


... 




3 

8 

9 

4 

4 10 

s 

9 

27 10 

X 

3 

4 43 19 3 S I 

Si! 

18 

5 

10 

XX 

912 16 

Oi 

3 

7 

0 

4 

2 3 

s 

5 

07 2 

7 

3 

3 13 17 104 19 

86 

IS 

7 

xo 

7 

2 

j2 14 

7 

3 

S 

6 

4 

0 6 

s 

z 

96 19 

xo 

3 

S 34 0 xis 4 

T 

2 

10 


... 




3 

7 

II 4 

3 II 

5 

7 

8,7 7 

4 

3 

S XI 3 19 63 0 

36 

IS 

IXO 

4 

6:2 17 

9 

3 

7 

74 

I 9 

s 

3 

2 6 x8 

9 

3 

6 04 0 63 2 

0:6 

17 

6 


... 


j 3 17 

0 

3 

7 

64 

z 6|S 

4 

67 I 

6 

3 

311318 7|s 0 

SjS 

16 

4 




2 14 

413 

5 

I 4 

0 ^2k 

2 

66 19 

3 

3 

■■ 5 2 4,1 'Ills 7 

7!? 

10 

X 


... 


U IS 

7 i 3 

7 

8 4 

S IS 

10 

11I7 14 

7 

i 3 

I 03 14 6I4 IS 

6,6 

13 

7 


... 


ja 13 

6|3 

3 

33 

17 XI 4 xS 

X06 18 

X 

13 

6 14 2 4.5 7 

2 l 7 

8 

10 

II 

X 2 

8 

.2 16 

8:3 

8 

94 

s sis 10 

87 13 

I 

!3 

4 S 3 19 Ills I 

i|6 

19 

4 

|io 

16 

. ... 

1 

3 

7 

014 

2 xok 

4 

87 3 

8 



I New' York I {3 

: NorthBrit AMercau.1 js 

j Northern 3 

I Norwich Union i 3 

I Pearl 113 

: Phmnix,..„......,........B j 3 

i Provident Clerks ’... 15 ^3 
! Provident Free Home 1 3 

Prudential 1 3 

Hefuge I '3 


n:-i 19 Ills 
: 1- o 6s 3 4i7 

3 SS 6 ii;7 4 

:,i 3i6 S4 18 9|6 xs 

44 I 85 

93 iS 8;s 

ji|4 18 •ajd xs 

4|4 , ,i SjS 3 2 6 19 


4 II 7. 4 
" 1 I 6 x 6 


4j4 o 
2,4 I 
83 19 

■4 3 ' x 7 
A4 I 
44 ® 

6 j 3 19 

3:4 


75 

i!s 

85 

54 19 

95 5 

55 I 
75 3 


3 1017 
3 ! 


4 XI 5 

35 

85, 


4|o 15 

sb 5 
9|6 18 
37 

7|7 10 


7 X07 

5 27 


4 10 16 

2 




3 

7 

04 

2 105 

4 


3 

8 

9[xo 18 

X 

2 

x6 

93' 

7 

84 

3 SS 

7 

®|7 

6 

0 

5! . 



2 

17 

XX 

3 

9 XX 4 

<5 45 

10 

37 

8 

7 

9jXO 

9 II 

2 

13 

8 

3 

4 

43 -19 SiS- 

X 

66 18 

8 

olxx 

I 

XX 




3 

8 

64 

4 6's 

8 

77 

8 XI 

5 

10 

9 

3 

2 

x5 

4 

3 

6 

414 

0 105 

3 

17 

0 

X 

0 

10 

5 

8 

2 

X2 

1 

3 

3 

6|3 18 9S 

X 

46 18 

4 

I 


... 


2 

z8 

8 

3 

9 II 4 

S 4'5 

7 

1017 

4 

3 

X 

ix 

2 

X 

Z 

16 

9 

3 

7 xok 

3 io|s 

8 

X 

7 

9 

0 

10 




2 

17 

6 

3 

8 

8|4 

3 95 

6 

1 

7 

2 

XI 

XI 

xo 

9 

5 

2. 

17 

2 

3 

7 

4,4 

X 11 

5 

4 

X 

7 

0 

8 

6 

xo 

6 

6 

2 

x6 

7 

3 

6 

74 

I 3 

S 

3 

0 

7 

0 

6 

0 


#•:*' 


2 

X7 

4 

Is- 

8 

104 

S I 

5 

9 

S 

7 

9 

9 

X 

10 

X2 

3 

2 

17 

9 

3 

8 

04 

* -.8 

5 

4 

8 

7 

X 

8 

3 

xo X8 

4 

2 

IS 

11 

3 

7 

o|4 

2 4 

5 

S 

6 

7 

4 

7 

O! 

1 

XX 

7 

9 




3 II 

9{,4 

8 9S 

12 

0,7 

13 

10 

S 


... 


2 

x8 

■1 

3 

xo 

5;4 

7 85 

xo 

10I7 

X2 

9 

2j 




2 

14 

xo 

3 

6 

94 

i 

4 o^S 

8 

1^, 

10 

4 


whitakek’s almanack, 1910 . 



!e force m sbowo Itw the Ifttestj 
Eetums toM by the Board of Tmdo 


whitakbb’s almanack, 1910. 


NAMn OF Office. 


Sum Assured Pavabdk at Age ss or at Sum Assured Payaber at Age 6o or at 
Death IF Previous. Death if Previous. 

■Age as. I Age »>. |,Age 35- 1 Age 40. | Age 43. Age as. j Age so. | Age 3S. [ Age 40. [ Age 45. 


£ 8. <?.j£ sr. d.\£ a. d. £ 

Book .....3 3 9319 6ls * 97 

Royal ....B3 s SA o 8:5 a 87 

Royal Exchange 1 3 5 104 o s^s a 47 

Sceptre ..I|3 6x04 3 g\s 7 9 7 

1 fScottish Accident B}3 3 *o!3 iS Sjs x z6 


Scottish Amicable...! 3 
Si^ottish Equitable...! 3 

Scottish Life 3 

Scot. Metropolitan B3 

■ Scottish Provident .,. 3 


Sj 3 . 0:4 18. ^ n 4 jX 0 3CS xo;a 13 XX |3 3 S 3 3:8 s[5 
o; 4 . 3 »is 4 '.516 19 Sj - \z o S 3 xoxi 4 5 S"$ 


Scottish Temp’ance Bjs 4 xxis 19 7 s x xo5 19 410x7 0 216 7 3 


; Scottish Un. & NaiBis 5 64 o o!s 

1 Scottish Widows’ ; ...Ik 6 6;4 x xjs 

! Standard 3 6 44 1 4^5 

Star 1 3 4 84 X a|5 

I *Sun Life ..1 3 4 04 o ojs 

! Sun of Canada I3 4 s'3 xg ix'5 

• I’nited King. Temp, Ija 7 94 4 63 

i Lnivcrsity js 6 64 o 7,5 

j Wesleyan & General |3 5 34 x 43 

I Yorkshire B:3 $ 64 o aJs 


* iSun Life— Reductions granted to total abstainers. Mutual of New York— Rates are for nearest age. 
t With Tont iued or Deferred Bonuses. B Matures on birthday of assured. I Matures on anniTersary of issue, 
t London Life, see note to preceding table. a Abstainers’ Rates. 


LIFE ASSITBANCE PROGRESS. 

Tlio lHisincK.q of foreign and colonial companies doing business in the I'nited Kingdom is not 
iucludecl in the following table 


Oriu xary Life Com fa mks. 
Blue Book issued in 


! ^ ^^’ni STRIAT. Lt rB OoMR AN’IES. 
;i Blue Book issued in 


Frt'ininms (less re-assurance.^) 

< Vmsideration for Annuities 

Interest and Dividends (less Income Tax) 

Increase in value of Investments 

■ Fines, Fees, A’e 

i Miscellaneous... .... 


*:)Cji, 658,3X9 £z6\m,SBz 
j 590 J 9 II i I >988,937 : 

5,369,007 I XX, 86x, 220 

i 338,573 ; *7,805 I 

I 6,157 I xs,S46 1 

! 44,57* I ■ X7S,84» 


2*, 94*, 994 ;!S*3,097,*o9 

... j 3,877 

45 , 7 x 6 X, 2 x 5, 055 


Total Income ...i 27, 907338 ^.j _ 40,922,232" [| x^'^',683' ' j 7'x4T4^',S*:7 ' 


i < ‘laims (including Reversionary Bonuses) ! 

; {/ash Bonuses and Reduction of Premium j 

I Surrenders 

I Annuities • 

> Ginnnilssion and Expenses 

Dividends and Bonuae.s to Shareholders and 

transfers to other accounts ■' 

^ Loss or lX‘preciatiun j 

j Misecllaneous * 

Increase in Funds ‘j 

Total I 

Life and Annuity Funds ^ 


9,850,250 1 

854,397 ; 

734,05* 

5 X 2 , 2 X 4 
X, 572, 8 x 6 

706,658 

xox ,844 

7,63* 

3,567, 777 

__X7.90^538 ! 
128,659,580 ! 


* 9 , *47,9x8 ' 

x, 120,892 I 
X, 991,464 
2,282,377 
3,605,279 

*,*54,873 
933, *90 

10,696,239 

40,922,232*1 


697,778 5, *77,337 

... 2,4x2 


935, x8o ! 5,676,006 


3 , 5^, 777 I 10,6 9 6,239 I 3 50,749 } 2,672,990 

• *7*907, 538 ! 40,922,232 j x, 989,<% _ I 14,409,5x7 

wM59,58o i 3x5,4x6.839 i i 1 ,52 9,965 i 37,167,7 78 


I OBDiSAuy Like A.SSURANCUS. ijlHuiTaTUiAi. Life Assuuasces. 


;N o.ofroli.-ie8. | 

' « 'i ■ ' 

2,670,284 ! 757,048,167 


I V., rvetSums 

I Assu red. 

I *7,8*3,839 *78,444>5 ox 
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The following Table shows the amount of Annuity granted by the undermentioned Companies 
for eveiy j^^xoo paid. The age last birthday is that upon which the payment is based, but many 
offices <iuote intennedlate rates for every half or quarter year of age. By some Companies a 
proportionate amount of Annuity is payable to 0/ A. 

The Annuity is calculated as payable hali-yefiTly ; the annual payment is in nearly ail cases 
higher if paid annually and less when paid quarterly. Some offices grant special terras in case of 
impaired lives. • ' • 


Officb. 


I^IALBS. 


I Aiiiance 

! * Australian Mutual . 

' Caledonian....... 

i Canada Life 

■ Century 

; City of Glasgow 

; Clergy Mutual 

: Clerical, Med, , & Gen. 

Colonial Mutual 

, t-ommercial Union ... 

I Confederation 

I Eagle 

; Economic 

: Edinburgh 

: Eng, and Scottish Law! 

I Equitable 

I Equitable (IJ.S.) 

! Friends’ Provident ... 

I General 

I General Accident 

I Gresham 

i Guardian 

I Law Life . . 

I Law Union and Ciowni 
i Legal and Geneial 
I LifeAssoi of Scotland! 
I L’poolALndn AGlobej 
I London A.ssurance 
j London & Lancashire 
j Slarine and General ... 

I *Mutual and Citizens’ 

; Mutual of New York! 

■ National Mutual 

I Nat. Nlut. of Aiist. ... 

' National Provident... 

New YVu'k 

I Nth.Brit&Mercantile 

' Northern 

; Norwicli irnion Life . 

^ Pearl 

i Pluenix 

j Provident- Clerks’...... 

Prudential 

; Refuge i 

Roek: ! 

Royal ...| 

Royal E.xchange 

Scottish Amicable 
! Scottish Equitable ...' 

■ S<;otti.sh Life ! 

! Scotti.shl\retropolitan , 

' Scottish Provident ...j 
; Scottish Union & Nat. | 

. Scottish Widows’ i 

■ Standard ' 

I Star 

I Sun Life 

j Sun Life of Canada .. 
j Y'orkshire 


Pemales. 


Age 

5 S. 

Age 

60. 

Age 65. 

Age 70. 

Age 

50. 

Age 

S 5 . 

Age 

60. 

Age 65. 

j Age 70. 

£ 


d. 


s. 

d . 


s. 

d . 

£ 

s. 

d . 

£ 


d. 

£ 

A*. 

d. 



d. 

£ 

s. 

d. 

£ 

B. 

d. 

7 

IS 

7 

8 

15 

3 

IXO 

7 

4 

xz 

XX 

2 

b 

4 

7 

6 

17 

II 

1 7 

16 

8 

9 

4 

2 

XX 

,4 

0 

7 

13 

9 

8 

17 

9 

!xo 

xo 

3 

12 

14 

3 

6 

4 

b 

6 

19 

6 

i 8 

0 

4 

9 

9 

8 

IX' 

13 

0 

7 


xo 

8 

x8 

X 

10 

zx 

2 

12 

IS 

20 

6 

4 

4 

6 

28 

9 

7 

18 

xo 

9 

6 

22 

XX 

a 

7 

7 

16 

8 

9 

0 

xo 

ZO 

x 3 

10 

12 

16 

5 

6 

7 

2 

7 

2 

2 

8 

3 

2 

9 

XI 

2 

XX 

XX 

z 

7 

17 

0 

9 

x 

so 

10 

xs 

XO 

X 3 

2 

6 

6 

8 

20 

7 

2 

10 

8 

2 

4 

9 

II 

4 

xx 

'*3 

6 

7 

13 

xo 

3 

18 

0 

20 

zx 

z 

12 

16 

0 

6 

3 

20 

6 

29 

6 

8 

0 

6 

9 

20 

2 

XX 

14 

z 

7 

14 

XI 

8 

xg 

8 

ZO 

X 3 

s 

X 3 

0 

X 

6 

6 

20 

7 

0 

8 

8 

0 

3 

9 

9 

0 

XX 

XI 

x 

y 

tx 

xo 

8 

xt > 

2 

xo 

9 

z 

12 

X 4 

xo 

6 

4 

4 

0 

17 

20 

7 

17 

2 

9 

5 

2 

XX 

6 

6 

7 

z6 

8 

9 

0 

4 

ZO 

xz 

8 

12 

17 

0 

6 

20 

0 

7 

3 

0 

8 

X 

8 

9 

9 

0 

XX 

9 

4 

7 

8 

z 

8 

II 

6 

10 

4 

2 

Z2 

9 

2 

6 

0 

4 

6 

14 

8 

7 

IS 

6 

9 

5 

8 

xx 

8 

2 

8 

I 

5 

9 

3 

ZI 

10 

19 

0 

x 3 

4 

3 

6 

XX 

xo 

7 

6 

20 

a 

7 

XX 

9 

17 

xo 

X 2 

2 

X 

7 

10 

xo 

8 

H 

4 

xo 

6 

2 

X 2 

XO 

0 

6 

3 

20 

b 

17 

2 

7 

15 

20 

9 

3 

2 

XX 

2 

20 

7 

ZI 

xo 

8 

16 

2 

10 

9 

3 

X 2 

15 

x 

6 

4 

4 

6 


XI 

7 

27 

2 

9 

.4 

3 

IX 

6 

7 

7 

Z 2 

6 

8 

x 6 

6 

ZO 

10 

0 

X 2 

15 

6 

6 

4 

6 

6 

x8 

0 

7 

27 

6 

9 

6 

6 

tx 

9 

6 

7 

X 3 

z 

8 

X 7 

8 

10 

xz 

0 

12 

17 

0 

6 

S 

8 

6 

19 

2 

7 

xB 

6 

9 

6 

8 

XI 

8 

4 

7 

9 

10 

8 

X 3 

4 

10 

5 

2 

X 2 

9 

A 

6 

2 

20 

6 

16 

4 

7 

14 

10 

9 

2 

0 

II 

X 

20 

7 

6 

0 

8 

8 

10 

9 

19 

6 

12 

T 

6 

6 

2 

4 

6 

IS 

8 

7 

14 

6 

9 

2 

2 

IX 

I 

0 

7 

S 

2 

8 

XZ 

4 

10 

2 

8 

XZ 

5 

7 

6 

2 

9 

6 

14 

20 

7 

13 

2 

9 

0 

0 

xo 

X 9 

0 

7 

7 

6 

8 

ZI 

I 

20 

3 

4 

X 2 

7 

8 

6 

0 

20 

6 

14 

0 

7 

22 

8 

9 

0 

0 

XX 

0 

0 

7 

xo 

xo 

8 

14 

4 

30 

6 

4 

12 

xo 

0 

6 

4 

0 

6 

17 

2 

7 

25 

20 

9 

3 

z 

xx 

2 

20 

7 

14 

9 

8 

x8 

6 

ZO 

xz 

2 

12 
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0 
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* Austral ian Mutual Rates arc for quartcrl.y payments. Mutual and Citizens’ Rates are for quarierly payments. 
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.'I, (/hartorljomC'Hlreet, E.O. 

I *7, Qiitecn V{(*t<)rta-streetj E.C. 

17, Pall ,Mall East, 8.W. 

, t, Threadiioedlc-Btreet, E.O. 

. uUrtJK'Aefc'ifr; $6, Queen-street, Cheapside, E.O 


Jlecoinstjtut/ed. 


35® Hu’fctorg of Ittgtitance ©ompantes. 

a?!;KvrATH!NS.'--A=:Aeei(.lont or ■EmpIoyers^XiabOifcy ; Bo=Boiler ; Bii =; Burglary ; Ca=B[orse 
and t 'attic; F==:Kirc ; tl=:OuaraTitee ; HssHailstorni ; Ii=:Life ; Xi=Licences ; MasiMacMnei’y ; 
Ms-Marine; yio=:.\}ortf?agO‘, B=:Plate Glass ; T=: Various other classes. 

N'irj'K.— Most cnupauics transacting fire also transact burglary insurance. 


•WBITJSKISB’S AIiMANAOK, 191^ 


Name of Company. 


! 1883 

L 

, 1824 

i'\ 

1909 

A, 

x8o8 

r, 

1849 

L 

1864 


1866 

L 

1863 

-M 

1907 

P, ■ 

, X897 

1904 

ir 

X878 

B, 

! i8S4 

L, 

i 2904 

IM 

L 

X898 

, 1888 

F, 

[ 189S 

L 

! i88x 

1 A 


1 . *903 

' A, V 

! *8991 

’ F A, V 

’^jgodi 


s88s 

A. F, G, L, \ 

! , 1838 

yj/' 

1829 

L 

! x886 

Auutntios 

2824 

L 

t *873 

:L ■■ 

i„.'x86x 

F, L, M, A, 5 

SS7X 

r. 

t * 9^3 

L. A, F, Ahi 

1867 

}<’, L, V 


.Vbstainers’ and General \ Blnninijham. 

Alliance ; Barthoibmew-lane, E.G. 

Anglu-8cottisli ' 1$, King William-street, E.O, 

Atlas I 92, Oheapside, E.C. 

Australian Mutual | i^ydney ; 37, llireadneedle-street, E.O. 

Bankers’ Guar, and Trust | 16, St. Helen’s-place,B.C. 

Britannic ; Jih'mifVjharti ; x, Finsbuiy-square, E.O. 

British, and Foreign j lArerpool ; t, Old Broad-street, E.C, 

British Crown > CAafiyow ; 90, Cannon-street, E.O, 

I -riUsh Dominions 57, Moorgate-street, E.C. 

British Doraiiiions Marine ... 37, Koval Exchange, E.C. 

British Engine, &c. '< JlniichesUr ; 49, Queen Alctoria-streefc, E.O. 

British Equitable.. ' Queen-isfcreet-place, E.C. 

British General........ 65, Oheapside. 

liritish Homes ! 6, Paul-street, Finsbury, E.C. 

British Baw 1 5, lothbury, Bank, E.C. 

British Life j Glasgow. 

Buihlers’ Accident I 31 *‘32, Bedford -street, Strand. 

Caleilnnian i io,George-st., Xt/m. ; 8a,King William-st.,E.C. 

< 'aiiada Life | Toronto ; 14, King William-street, E.C, 

Car and Geuerai ■ i, Queen 

Central | x, Cornhill, E.C. 


Century 

City of Glasg<t\v 

Chagy .Arutual 

Cituxy PcMsk'ns 

Clencjil, Medical, and Gen. 

«'t>I'<>nial yintnal 

Omimercial Cnion 

Confederation 

Conyolidated 

Co-opmtive 

County 


II 

r. 

K. Bn, P, A 

KaHe 

1 Beelesiustioal .'1 

2823 

1 

Keonoinie 

s 8»3 

h 

Edinburgh 

xgoo' 

F, A. G. V 

Enqnre Guarantee 


A, G, v\ V 

Employers’ Liability 

*839 

h 

Baglidi and Seottlsli Law 

X762 

f, 

Eijuitable 

1839 

h 

, Fiiuitable, Cnited States 

1844 

h 

Ktluityand Law 

*Bo 2 

lA 

Essex and Sutt'olk 

1907 

A. Bn 

En.He.x and Suffolk Indemnity 

t$90 

F, A, Bu, V 

Fiim Art and General 

1832 

1 

Frietals’ Provident 


A, b, F, G, V 

ii 

Gtueral Accident 

*837 

Bu, V 

Glasgow 

*848 

b 

Gi-L'Xam 

x8sx 

F. A, f., Ba , 

Guardian 

xS4<a 

G 

G'uumiitee Soeiety 

x60) 

1 

t , 

} 1 ajid • in- 0 and Fire and Life . . . 

tm 

J,,Hu, F, A, V 

Hearts of Oak 

M 

Cft, V 

iliU'se, Carriage, and General 

tm 

' ca, V 

Imp. Ace,, live Stock, & Gen. 


n 

Indemnity Mutual 


A, la, F, r 

, IniernationuL,. 


Hdhihurgh; 27, Queen Victoria-street, E.C, 

! (Glasgow ; 12, King William-street, E.G. 

■ 2 A' 3, Sanctuary, Wstininster, 

. Ti, Xorfolk-strref, Strand, AY.O, 
i IS, St. .bune.s“.s*i-<|Uare, S.IY. 

I .Vciboifi'tw ; 33, Poultry, I'IC. 

I 26, Cornliill, E.C. 

I J'nrohto; 33. Fleet-street, E.C. 

; =3-8, Fleet-street, E.O. 
j Manehester ; 4, Soutuampton-row, M’.C, 

1 50, Ilegent-.street, 'W. 

i 79, P;ill yiall, S.-W. 

' SI, Norfolk-street, Strand, 
j 6, New Bridge-sti'ctet, Biackfriar.?. 

' Kdlnbvi'itk ; is, Kir.g William-street, E.C. 
j Glffftgotv ; Fin.shury-paveinent, E.C. 
i Hamilton llon.se, Vietoria Eniliankment 
J 12, Wtiterlou-pla.ee, H.M’. 
i M.an.sion H uu.^e-, street, E.C. 
i Srw Viirk ; 6. Princes-street, Bank. E.C. 

! 18, Linculii’.s Inn-tlelds, W.C. 

' fligli-sireet, Cofe/n'.v/e;*; s6,N'ew'Br<anl-st., E.O. 
I Ctde/u'.vb’r ; 56, Now Broa(l-.street, E.C. 

' 89, Cbonpsido, E.C. 

I GnidforJ, Yi/rks ; 17, Graceehurch-street, E.C. 
! ; 9, King-.streeb, E.C. 

i 103, Canmjn-aireet, E.C. 

, Gfasgo'ir ; so, (^ueen-street, E.O, 

; St. Mihlrod’s House, E.C. 

' IX, Lomliar>l-strect, E.C. 

' xg, Birchin-laue, E.C. 

26, New’ Bridge-street, E.C. 



Naturo of 


Jiu.sinc:irf. 



X90X ' 

F, A, G, V 

xSgal. 

A, G, Bu, V. 

*X0O7J 

1906 

F, A, T, ■ 

1845] 

F 

*29071 


X823 

L 

x888 

Mo,LI,G,A,Vi 

1825 

F, A, L j 

1908 

A, F ■ ' i 

X907 

A, F, V , t 

2836 

L ■ . ' ^ 

X891 

Li 

1838 

L ' ' 

2836 

F, L, A ' 

2888 

G, M 

xS6o 

M 

X720 

F, M., L, A 

2862 

F, A, M 

2862 

L 

2869 

L 

1861 

P 

x88t 

L, A, V 

2869 

A, G, T 

x8o6 

L 

1854 

Bo 

1887 

L 

1836 

M 

2832 

L 

2864 

M 

2872 

:m. 

1835 

L 

X908 

F, A, Bu, V 

i x886 

L 

1 1843 

L 

1909 

F, A, V 

1 2864 

Bo, Ma 

1 2896 

F ' 

j X9<»7 

Bu, F, A, V 

1 3^897 

F, A, V 

1863 

G' 

2830 

L 

2869 

L 

283s 

L 

2854 

P, G 

2904 

|A, Bo, ^ Bug 
r(Cii,F,H,G,Vj 

184s 

L 

2809 

F, L, M, A. 

2836 

■F, L, A, P 

2906 

A, V 

2797 

F, A 

x8o8 

L, 

2872 

2859 

2864 

2782 

2907 

2892 

: A, Mo, G,T, F 1 

1 IM ' 

1 F, L, A 

A, Bn, F, 'V 
L,A 

2903 

i/A, F, Bu, G,V 
iP,A, V ■/ 

! 

F, V 

284a ! 

L' 

2865 1 

A. G, Y 

2889 , 

L 

2848 , 

L 

2849 i 

A, G, V 

2864 j 

L ' 

2882 i 

AX 

2806 { 

A, L, V 


iJimtonj of Insurance Gonvpmiies. 


35,9 


Name of Company. 


Iviiig ..................... ...... 

Law Accident ............ 

Lav/ Cai’ and General ... 
Law Fire 


Law Life 

Law Guar. Trust and Accidentj 
Law Union and Crown ..... 
Legal.... 


Licences 

Life Assoc, of Scotland 

L’pool & London & Globe ..... 

Liverpool Mortgage.. 

London and Provincial 

London Assxirance 

London and Lancashire Fire. 
London and Lancashire Life... 
London and Manchester . 

London and General - 

London, Edin. and Glasgo^v... 
London Guarantee and Acc...-! 

London Life 

Manchester Steam Users . 

Manufacturers’ 

Marine 

Marine and General 

Mari time 

Merchants’ 

Metropolitan 

Midland 

Mutual and CitizeiLs’ 

Mutual, New York 

National and Co-operative 

National Boiler 

National B. and I. Millers 

National General 

National of Great Britain 

National Guaran. & Suretyship 

National Mutual 

National Mutual of Austral... j 

National Provident 

National Prov. Plate Glass 
National Provincial Insurancel 

New York Life 

Nox'th British and Mercantile 
Northern 


Norv/icli Union Fire 

Ntwwich Union Life 

Ocean A ccident | 

Ocean Marine. ’ 

Pearl 

Phicnix 

Pilot ..." 

Pioneer 


Premier 

Profits ami Income .............. 

Provident Clerks’... 

Prov, Clerlos’ Gnar. and Acc. 

Provident Free Home..... 

Prudential 

Kail way Passengers 

Eefuge ; 

Reliance • 


Address of Head and London 


8, Biicklersbtxry, E.C. 

2x$, Strand, W.C. 

4, St. Paurs-chiircliyard, l.C. 

1X4, Chancery -lane, W.C. 

X87, Fleet-street, E.C. 

49, Chancery-lane, Y/.C. 

126, Chancery-lane, W.C. 

231, Strand, W.C, 

Leeds ; 20, King William -street, E.C. 

10, Fleet-street, E. C. 

24, Moorgate-street, E.C. 

Edinhvjrgh ; 18, Bisliop.sgate-st. Within, E.C. 

; X, Conxliill, E.C. 

Liverpool. 

2, Eoyal Exchange-buildings, E.C, 

7, Ptdyal Exchange, E.C. 

Liverpool ; 76, King William-street, E.C. 

66 & 67, Cornhill, E.C. 

50, Finsbiiry-square, E.C. 

19, Haymarket, S.'W. 

Euston Square, N.W, 

61, Moorgate-street, E.C. 

81, King ^Yiiliam-st^eet, E.C, 

Manchester. 

Toronto ; 19, Ludgate-hill, E.C. 

20, Old Broad-strect, E.C. 

14, Leadenhall-street, E.C. 

Liverpool. 

37, Gornhill, E.C. 

13, Moorgate-.street, E.C. 

Birmingham ; 74 , Cheapside, E.C. 

; 5, Lotlibiiry, E.C. 

Neio York ; 16, 17 & iS, Cornhill, E.C. 

65 A, Cannon-street, E.C. 

Mancliester-; 60, Queen Victoria-st., E.C. 

50, Mark-lane, E.O. 

King’s House, King-street, E.C. 

Glasgoto ; 62, King Wiliiara-.street, E.C. 
Edmburgh; FiiisburyPavementHou.se, E.C, 
39, King-street, Cheapside, E.O. 

Melbourne; s, Cheapside, E.C. 

48, Gracechurch-street, E.C. 

66, Ludgate-hill, E.C. 

33, St. Swithin’s Lane, E.O. 

Wew York; Trafalgar-lddgs. ,TrafaIgar-.sq. ,%V.O. 
Edinburgh ; 6x, Ihreadiieedle-street, E.C. 
Aberdeen ; x, Moorgate-street, E.C. 

Glasgow; 6, M<.)orgate-street, E.C. 

Lforwich ; 50, Fleet-street, E.C. 

Moricich ; 50 , Fleet-street, E.C. 

36-44, Moorgate-street, E.C. 
a & 3, Old Broad-street, E.C. 

London -bridge, E.C. 

19 and (for Life) 70, Lombard -street, E.C. 

f [, Queen Victoria- street, E.C^ 
iverpool. 

Crown-court, Old Broad-street, E.C. 

9, Fleet-street, E. C. 

27 <fc 29, Moorgate-street, E.CJ. 

61, Coleman-street, E.C. 

g :, Bishopsgate-street YvTthout, E.C, 
olborn-bai's, E.C. 

64, Cornhill, E.a 
Manchester ; 133, Strand. 

Liverpool ; 27, Cornluil, E.C. 
xs, New Bridge-street, E.C. 


* Beconetituted. 
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360 Direrfor// of Imtmme Oompames. — Fire Imnrcmm Fades, 


2 i i^tiluveof ; 

j Business. | 

Jlarue of Comp;uiy. 

Address of Head and London Offices. 

xB 4S ! F, I, A i 

Itoyal 

Liverpool; Lombard -street, E.O. 

1720 ' F, L, M, A, V ■ 

Itoyal E-xchange 

Royal Exchange, E.O. 

x86x ' L j 

Koyal London 

70, Finsbury-pavement, E.C- 

1887 Pensions ' 

PAoyal Nat. Pension (Nurses)...; 

28, Finsbury-pavement, E.C. 

*907 ■ A,F, F, V 

Hoyal Scottish i 

Glasgow ; 8, Queen-street, Cheapside, E.C. 

XS67 E 

. Salvation Army. 

Godliman-street, E.C. 

X864 L 

, S(2cptre 

4<5, Finsbui’y-pavement, E.C. 

1877 A,l, F,V 

Scottish Accident 

; 24,Nieholas-lane,E.C. 

X826 L 

i Scottish Amicable 

Glasgow; i, Threadneedl e-street, E.C. 

1881 .Bo 

1 Scottish Boiler 

Glasgow ; xzSA, Queen Victoria-street, E.C. 

X83X L 

1 Scottish Equitable 

Edinburgh ; 19, King Williarn-street, E.C. 

x88x 1 L, A 

, Scottish Life 

Edinburgh ; 13, Clement’s-lane, E.C. 

1899 I Ca 

i Scottish Live Stock 

Perth ; 9, King-street, Cheapside, E.O. 

1876 ' 1, A 

; Scottish Metropolitan 

Edinburgh ; 8, King-street, E.C. 

X837 I- 

' Scottish Provident 

i Edinburgh ; 3, Lombard-street, E. G. 

X883 L, A 

Scottish Temperance 

1 Glasgow ; 3, Clieap.side, E.C. 

1824 F, A,V 

; Scottish Union and National 

lEdinbut'gh; 3, King AViiliam-street, E.C. 

: '18x5'1.L ' 

Scottish Widows’ 

i Edinburgh ; 28, Cornhill, E.C. 

X87S > M 

Sea 

1 Liverpool. 

1 *825 1 1 j , 

Standard 

{Edinburgh; 83, King Williarn-street, E.C. 

.X843 1 E ■ 

Star 

; 32, Moorgate-street, E. C. 

( X89X , F, A 

State 

Liverpool ; 12, Nieholas-lane, E. 0 . 

1 X7X0 F, A 

Sun 

; 63, Threadneedle-street, E.C. 

j x8xo A, L, G 

Sun Life 

1 63, Threadneedle-street, E. C. 

^ t86s 1 ' 

> Sun Life of Canada 

1 Montreal ; 93, Queen Victoria-street, E.C. 

x86o IM 

Thames and Mersey.. 

i I, Old Broad-street, E.C. 


. i*M 

i : A., F, V 
A,U, P.u, V 
' F, A,P, Bu 


|M 

\h\ A, L, V 


■ Tnion Assurance ; x, Eoyal Exchange-lniikUiigs, E.O, 

ITnion iiCarine j TAverpml ; 1, Threadneedle-street, E.C. 

, Uiiited Counties i Uanehester ; 5, Queen Victoria-street, E.C. 

T'nitcd Legal Indemnity i 222, Strand, W.C. 

V Tni ted London and Scottish...; 29, Old Jewry, E.C. 

, Tnited Provident i Craven House, Kingsway. 

, I'nited Kingdom Temp | ig 6 , Strand, W.C. 

rniversity ....i 25, Pall-mall, S.W. 

' VicttU’ia AIntual ! Memorial Hall-buildings, Farringdon-st. , E.C. 

Vulcan I Man&hester ; 20, King williarn-street, E.C. 

Welsh [Cardiff, 

Wesleyan and General i Birmimjham ; loi, Finsbury -pavement, E.C. 

Western i Toronto; 2, Change-alley, Cornhill, E.C, 

, West of Scotland j Glasgow ; 14, Sherborne-lane, E.C. 

, Westminster Fire ! 27, King-street, Co vent-garden, W.C. 

World 1 2x, Finch-lane, E.C. 

yorksiaro 1 York ; 2, Bank-buildings, Princes-street, E.C. 

* Heconstituted. 


jFivf Insuranw iiatfs. 


i M(')ST leading fire offices belong to tlie tariff 
I association, <*hnrging identical rates of premium, 
i There are, however, a number of non-tariff 
! affices which elahu to assess individual risks 
iixiepeiuhmtly oii moviU. Taritf rates of pre- 
mium per ;^ioo insured against lire for the m<me 
common dasses of risk are as follow's - 

Primte Pwdling llovmt built of brick or 
stime and, tiled or slated and in no hazardous 
proximity, ts. 6 d. 

Hmisehohl goods therein, according to class, 

xi, i$d, or xs, 

Shojis aiul Wari-hovses, similarly built and 
eireumstanced, in which no hmrdous goods are 
' deposited nor luLzanipus trades carried on, from2sSf. 

St,ock mtd Cteimls in trade, fixture.s, and 
hotisehold furniture in such siiops and ware- 
from M, 

PrimU Dmlliiig Homes, brick and timber 
built and tilwl or siated, in no hazardous prox- 
imity, fixmi 2S. (Ski 


Household furniture in such dwelling houises, 
in one sum, from a,v. 6 d. 

Shops and Warehouses similarly built and 
circumstanced, in w-hich no hazardous trade is 
caiTied on nor hazardous goods deposited, alst* 
Stock and HtensHs in trade, Fixtures and FaV’ 
niture therein, from 3s. 

Loss of Rent during reinstatement of a build- 
ing de.stroyed or rendered untenantable in con- 
seiiuence of lire, and architects’ and sur\'eyor.s’ 
fees necessarily incurred in tlie reinstate- 
ment of a building damaged by lire, can be 
insured against at same rates as the building 
itself. 

A separate amount is required in every case 
upon each distinct building, and similarly upon 
contents unless insurance be subject to average. 

Ijoiig Period Insurances. — Septennial and 
1 other policies for terms of years are sometimes 
i issued for certain ordinary lire risks at graduated 
t discounts. 
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Parcels. j 

Not exceeding. 

j, s. , d. 

Not exceeding. 

1 8, d. 

1 Ih ^ 

0 3 

0 4 

0 6 

0 6 

0 7 

8 Ih 

0 8 

0 9 

0 10 

0 11 

0 ! 

9 ......... 

3 ” 

10 ,, 

5 '' 

11 

7 „ 
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INIAND POSTAI, KATES. 

To any part of the United Kingdom, including 
the Orkney and Shetland Islands, the Channel 
Isknds, Isle of Man, and the Scilly Islands. 

Letters, 

Not exceeding 4 oz. - Id. 

Uor every additional 2 %d. 


Halfpenny Post. 
Not exceeding 2 oz 


.J4d, 


Neicspapers, 

The charge is for the inland transmission of 
any daily or weekly registered newspaper (not 
including Christmas or other special issues), the 
weight being disregarded. If more than one 
paper be included in a packet, the charge is as by 
an insufficiently paid letter, or transferred to the 
Parcel Post whichever charge is the lower, with 
a fine of id. in addition to any deficient postage. 

GENERAL EEGTJIATIONS. 

Letters. 

Nature and Weight. —Anything may be sent 
by letter i>oat (except explosive, offensive or 
obscene matter). The weight is unlimited. 
Maximum length z ft. ; width x ft. ; depth i ft. 

Blind, literature for the. — Papers, 
periodicals, and books impressed in special type : 
2 oz., \ z lb., xd. ; s lb., x]4.d. ; 6 lb., z%d. 

CONVF.YANOFi OP SINGLE LETTERS BY RAIL,— 
On payment of 2£Z. to a servant of the railway, 
in addition to postage at the ordinary rate, 
Inland letters not exceeding 4 oz. may be for- 
warded by the next available train or steamship 
by those companies in agreement with the Post 
Office, to be called for at the station to wffiich the 
letter is addressed, or to he transferred thence 
to the nearest letter-box for postal deliveiy. The 
letter may be taken to a passenger station of the 
railway company or handed in at any express 
delivery post office (express fee of 3d. per mile). 

Express Delivery Service.— There are three 
systems by which nwy article (except those of a 
dangerous or offensive nature) may be specially 
delivered :—(i) By special messenger all the 
way, on tveek-days only (charge, wMclt must 
he prepaid, 3d. per mile, or part of a mile, 
inclusiw of all charges, but with a special weight 
charge of 3d, on each packet over 1 lb, in weight), 
(at) By special messenger after transmission by- 
post (charge 3c?. as before, exclusive of postage, 
with special charges as before), (3) In advance 
of the ordinary deliveries at the request of 
addressee (3d. per mile for one packet, and Id. 
for every tenor less additional packets). For 
(i), packets must be handed over the counter 
with “ Express Delivery ” clearly marked in left- 
hand top corner. For (»), may be handed in or, if 
not to be registered, may be posted, and must be 
dearly marked as before. For Express Delivery 


on Sundays, Good Friday, and Christnia,s Day, 
seep, 3^, 

Notice op Removal and for the re-direction 
of letters must be given on printed forms, to be 
obtained from the local postmaster or from post- 
men. Separate forms must be filled in for parcels 
and telegi-ams. The notice holds good for 
twelve months, and may be extended by pay- 
ment of Is. for second and third and 6s. for 
subsequent years. 

Re-direction.— Letters may be re-posted free 
-not later than the day after delivery (Sundays and 
public holidays not being counted), and must 
not previous to re-direction and posting be 
opened or tampered with. 

Registration.— Registered letters and parcels 
must he handed to an agent of the Post Office, and a 
receipt taken. By prepayment of a fee of 2d. in 
addition to the postage and registration fee, the 
sender of a registered letter may obtain an 
acknowledgment of its due delivery. The latest 
time for registering for the night mails is usually 
half an hour before the box closes for letters ; in 
the case of parcels, half an hour before the latest 
time for posting ordinary parcels. If an inland 
packet marked “ Registered ” be put in a letter- 
box it will be liable on delivery to a charge of M . , 
less any amount prepaid for registration. The 
fees for registration and the limits of compen- 
sation are as follows:— Fee 2d., compensa- 
tion £6 ; 3d., £20 *, 4d., £i0 ; Bd., £00 ; 6d.,^80; 
Id., £100; 8d., £120; 9d.,£140; lOd., £160; 
lid., £180; U, £200; Is. Id., £220: Is. 2d., 
£240, and so on, to 1 a lOd. £400. These fees 
include the ordinary registration fee of 2d. The 
highest amount of compensation obtainable for 
any one packet is £400. Compensation in respect 
of mmiey of any Idnd {coin, notes, orders, cheques, 
stamps, <frc.) w'ill only be given in those cases in 
which the money is enclosed in one of the 
Registered Letter envelopes sold by the Rost 
Office and the packet is tendered for transmission 
by Registered Letter Post. The compensation 
given in respect of com wdll in no case exceed 
£5. Compensation for damage to a packet sent 
by Registered Letter Post will only be given in 
those cases in which the packet is conspicuously 
marked with the words '■'■Fragile, with Care.** 

DISPOSAL OP Undelivered letters, packets, 
post cards, and parcels.— Inland letters imde- 
livered, bearing full name and address of sender, 
are returned unopened ; others are opened and 
returned if possible to senders, a registration 
fee of 2d. being charged should anything of value 
be inside. If without an address, and containing 
nothing of value, they are at once destroyed. Un- 
delivered foreign letters are returned, unopened, 
after a short detention, to the countries whence 
received. If senders of %d. packets place a request 
for their return, in the upper left-hand corner 
of the outside cover, in case of non-delivery, 
a second postage is charged the sender on their 
return, otherwise they are disposed of at the 
Head Office. If an undelivered parcel bears on 
the cover the name and address of the sender, it 
is returned to him at once. If the name and 
address of the sender are not showm on the 
cover, the parcel is sent to the Returned Letter 
Office of the District, where it is opened and 
examined. If it is found to contain the name 
and address of the sender, it is returned to him. 
No charge is made for the return of an un- 
delivered parcel to the sender. If the name 
and address of the sender cajinot be ascertained 
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from the of the parcel, the name of 

the jifidrcrfsee of the parcel and the Post Office 
at which it was posted are entered on a list, 
whicli is exhiiutod at the Returned Letter Office, 
where personal application can be made. 
Porishahlo parceb will be dealt with as may be 
requisite. 

luiiiiirios for missiiifj; letters, &c,, should be 
made at the Secretary’s office, G.P.O. (Noith), 
St. Marthi’s-le-Oranfl. between 10 am. and 5p.m.; 
Suturilays iy'.tweeii 10 a.m. and 1.30 p.in. The 
Ueturned Letter Office is at Mount PI Cfisaiit, E.O. 

PoSTE ItESTAN'TE (solely for the accommodation 
of stranger.s ami travellers).— Letters and i>arcels 
may be addressed to the Postc E-estante at 
every Head Post Office in the United Kingdom 
and to all Bmiicii Post Offices in London. Letter 
or parcels to be called for .should have the words 
“ Po.ste Ite&tante ” incdiided in tiic address. Ko 
initials, or lictitious names, or Christian name 
only, wi!i be taken in, but are at once sent to 
the llcturned Letter Office fur disposal; and 
aJl persuu.s applying for “Poste llestante ” 
letters niiist In/alCic to .say from wliat place or 
district such letters are exi)cctod, and must 
prove their identity. Foreigner.^ mmst produce 
their passp:)i't3. Posle Re.stante letter.^ from 
abroad arc m )t kept mr>re than two months ; from 
places in the United Kingdom, one month ; from 
one part of London to another, one fortnight. 
After ’these mterv.ala they are sent up to tlie 
Eeturiied Letter Ohico. ’When,’ however, letters 
addressed To be called fur ” bear a re(iiie.st for 
their retmnwithin a less time; if not delivered, 
they are dealt witii in accordance until such 
roipiest. 

Seame.v’.s a>;t> Soi.PiEit‘5’ LhTTKK.^t —Letters to 
or from K.il. sh.ips abioad are hL per oz. ; to or 
front uoiocoumii.ssioncd officers, private soldiers 
and .StMincti serving abroad, and enrolled pen- 
.Hioners i}i. Canada, not e.xceeding oz., are 
forwarded fiir If?. If posted for a place abroad 
unpaid, or insuilicicutly paid, or the description 
of tiie soMier, Ac., he not given, it will be 
detained aiui returned to sender for payment 
of the pfjstuge. 

Unpajp and Cndeupatd Letters.— I f the 
jxwtageitC letters. Ixiuks, or newspaners be not 
paid in advance, davhk pe.';?rtf/c null 1)3 demanded 
on delivery ; and if the postage be insufficient, 
doa/jA’ will be charged. 

Jhi{fpeti nu Pai'kefa. 

Packet-s not exceeding 2 oz. in weight maj^ 
he Stmt f«>3‘ ; it' exceeding 2 vz. tliey pass 

uncomliti' xiaily at the, letter rate. The limits of 
length, witlth, atid tlepth are the same as those ■ 
of lettei'S, 

Any matter wholly printed on paper (paper sent 
as stationery not admissible), books and periodi- 
cals, manir'icript, invoices, deeds and agreements, 
circulars pnxluced in identical tenns by any 
mechanical ]>rtices3 (if type* written they must 
be handed in aa niit'h over the counter, and at 
least ao cople.s must be sent at the same time), 
prints or photr>graphs (when not on glass, or iu 
oases containing glass, or any like substance), 
k^ther with the legitimate binding or mount- 
ing, and anything necessary for safe tranginisskm. 
Tm packet mu-st lie open at the ends, tmt may 
be tied with string, or in an imfasfeened envelope, 
or cover, easily removed, and, puist eontaia no 
ooTOunleation in the nature of a letter. 

&® ** Letfce».’*, . 


kVRKUTT, — Kowspapers registered at the 
G.P.O., not over 5 lb. in weight, 2 ft. in length, 
or 1 ft. in width or depth.' Packing as Lor 
“ halfpenny packet.?.” Ko writing in the nature 
of a letter is permitted, but the wrapper may 
bear the name and address of the sender, and 
a reference to any page of its contents to 
which it is de, sired to draw attention. News- 
papers not registej-od a.s such at G.P.O., and 
Christmas or other .special issue,? of registered 
new.spaper.s not foianing part of the regular scries, 
arc treated as printed maUer. Duly registered 
new.spapers, wamizines, and tj-ade journals, 
published at least monthly, may be sent to the 
Dominion of Canada at the rate of Id. per lb. 
Es-DlilECTlON.— .She ‘ ‘ Letters. " 

Parcels. . ■ 

Kegel ATION'S.— T he limitof weight is 11 lb. The 
parcel must not be more than 3 ft. Sin. in length, 
or greatest length and girth combined, 6 ft. ; 
markedin the left-hand top corner “Parcel Post ” 
and handed across the counter or given to a rural 
po.stnian ; and the postage must be yjrepaid by 
stamps, affixed by the .sender. The hours for 
I*arcel Post business are the same as for 
general postal business. The name and address of 
sender sliould be on the outside of every parcel. 
A greater weight than 11 Ib. must not be accepted 
from one person by a rural postman on foot, or 
21 lb. by a mounted postman, unless he shall 
have received notice on the day previous that a 
greater weight would be sent ; and either of them 
may refuse parcels if already loaded. 

Parcels addressed to, or sent from, the Channel 
Islands are liable to customs duty, and the sender 
must make a declaration of contents at the office 
of posting. 

Parcels on Biindays, etc., see p. 367. 

Cb]^^lu^Ra5ATI:o^^“ CbTnpensati(.>n to the amount 
of £2 can be claimed on unregistered parcels for 
loss or damage. I'o secure compensation where 
no insuranee fee is paid, a certificate of posting 
should be filled up and handed in for the signa- 
ture of the |)o3t-officc official. The insurance fee 
in stamps can l)e paid only at a post office. 

No compensation will be granted for loss or 
damage of panads coiitaiTiing’ watches or 
jewellery, unless registered ; or of money, in any 
case ; or for damage done to a fragile or perish- 
able article. Eegisthation.— N ee “Letters.** 

Ke-PIREGTION,— P arcels may be re-dii-ected free 
of charge if the original address and the corrected 
address are both in a delivery from the same 
otlicc, otherwise they are charged again at the 
ordinary prcv.aid rate. 

STAIMPS, ENVELOPES, POST CARDS, &Q. 

Stamps, 

Postage StaxiI'S (used tilso for receipts, tele- 
grams, and certain Inland Revenue duties up to 
2s. 6d. —/or list of latter see p. 456) are sold of 
the respective value.? of 14 d.. Id., lUd., 2d., 
2S4d., Sd,, 4d., M.. Bd, $d., lOd., Is.^ 2.s, Bd., 
5a*,, lOif. and 20a. .Books 01 18 Id. stamps and 
11 Jsd. are is.siied, price 2s. These may be 
: purchased at most offices between 8 a.ra. and 
8 p.m., and at any office during the hours that 
attendance is given for telegraph busines.?. 
Rural postmen are authorised to sell I4d. and 
Id. stamps and registered letter envelopes. 

Embossed or impressed po.stage stamps cut 
out of envelopes, postcards, letter-cards, news. 
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paper Y»-rapx>ers, or telegram forms may be used 
as adhesive stamps in payment of postage pro- 
vided they are not imperfect, mutilated, or 
defaced in any way. Embossed or impressed 
Inland Ilevenue stamps cannot be used in pay- 
ment of postage, and stamps indicating the 
payment of a registration fee may only be used 
for registered correspondence. 

Spoiled Stamps^ 

Payment of postage cannot be made by means 
of imperfecjt or defaced postage stamps. Stamps 
are considered defaced when marked on the 
face with any written, printed, or stamped 
characters. Stamps may, however, be perforated 
with initials or other identifying mark. 

Applications for the recovery of the value of 
spoiled or unused stamps, whether postage or 
revenue, can be made to the Postmaster at most 
large Post Offices in the provinces. - 

JEnveUpeg. 

ElyiBO'SSEP ENVELOPES.-^Embossed Halfpenny 
En velopes are in two sizes— Commercial, in packets 
of 16 for Bd., and Foolscap, x 3,^3, 10 for 6d.; 

they are also sold singly. Penny Envelopes of the 
following sizes are kept in stock :~A, X 

in packets of 20 for 1.9. lOd. ; “Commercial,” 
S-j^ X 31/g, 16 for l6'. 5d., and 240 for 21^. M, 

EEGisrERED Leti’Ee ENVELOPES, for foreign 
and inland letters, bearing a threepenny stamp 
embossed on the flap for the payment of the 
registration 2d. and postage Id,, are of five sizes, 
and are sold : F, 5}4 in. x in., 3kfd. each, or 
12 for 89 , 3d.; G, 6 In. x 3 in., BUd, each, or 
12 for 3.9. 4d. ; H, 8 in. x 5 in., H*’, 9 in. X 4 in., 
3-Xd. each ; K, 11}^ in. x 6 in., 4d. each. 

Letter Cards, 

Letter Cards are sold thus ifor and 

8 for Od., also in x>ackets of 96 for Bs, 

Post Cards. 

Post Cards iinju'essed with a halfpenny 
stamp are sold at the rate of 10 for or 

10s. per parcel of 220 ; a thicker quality being 11 
for 6d., or 5a. per parcel of 110. Impressed with 
Id. stamp, Id. each. Reply Post Cards are about 
doulde tile rates for single cards. The left-hand 
half of the addre.s.s side may be used for corre- 
spondence, both inland and abroad. 

Private Cards bearing an aflliesive %d. 
stamp, and coiTe.siionding as nearly as possible 
to the size (max. 6?4' X 3^, min. 4 x 23-^ in.) 
and weight of official cards, may be used. They 
are also aclmissilde for ff:)rc‘ig]i and colonial post 
provided they have “Post Card” printed (or 
written) on them and are in conformity with the 
official cards in size and weight. 

Wrappers. \ 

Wrappers bearing a halfpenny stamp may 
be had at A(d. each or 7 for 4d.; 5,9. 8j|d. per 
packet of 120, With a penny stamp the price is, 
singly ll,;fd., or 4 for 4J4d. ; 3s. 65^d. per parcel 
of 40, 

‘ LOKBON POSTAL ARKAIn'GEJIEKTS; 

For the purpose of facilitating the collection 
mid delivery of letters, the Alotropolis is divided 
into eight districts, marked : — 

East Central (E.C.) North Western (N.W.) 

West Central (W.C.) South Eastern (S.E.) 

Easteni (E.) South Western (S.W.) 

Northern (N.) Western (W.) 

FOR THE Country AND Abroad.— L etters and 
cards to go the same ef''eriing should be posted at 
chief district offices, branch ofllces, receiving 
houses, and pillar boxes before 6 ; in suburban 
places, half an hour to an hour and a half earlier. 

Late Fee Letters. — Inland letters and post 
cards hearing an extra %d. stamp are for- 
warded by the night mails if posted at the town 
branch offices and receiving houses before 7 pan., 
and at Mount Pleasant before 7.45, or at St. 
Maitin’s-le-Graiid before 7.30. At ceitain dis- 
trict offices the hour for posting -with the late 
fee is 7.30 and 8, when the letters are to go from 
the railways in their immediate neighbour- 
hoods. Letters having an extra %d. stamp may 
also be posted at the sorting carriage or plat- 
form barrier at the vaiioiis railway termini up to 
the time of the departure of the train bearing 
the mails, varying from 6.16 a.ra. to 10 p.m. 

Foreign letters with an extra Id. stamp may 
be posted in the E. C. District and at Metropolitan 
District Offices at times 'i^arying with the 
despatch of the mails ; with an extra 3d. prepaid 
the time is extended. 

POSTAGE, &o., ABROAD. 

Letters. 

The charge for letters throughout the BHtish 
Em%fire and to Egypt., the United States of 
America, and the British Postal Agencies in 
if/nrocca* is Id. the ounce. 

The charge to all other places is 2}4d. for the 
first ounce and l^^d. per ounce afterwards. 

Post Cards. 

The rate to all places to v/hich Post Cards are 
available is Id, single, 2d. reply. (See under 
Inland Postcards.) 

Pephj Coxipons, 

.Coupons exchangeable for stamps of the value 
' of 25 centimes (2^d.) each in any country par- 
ticipating in the arrangement can be purchased 
i at any Money Order Office in this country at the 
i price of 3d. each for the purpose of prepaying 
repl i es to letters. Th e coupons can be exchanged 
by the addre.sseos at the Post Office of the jilace 
of destination for local postage stamps. 

Poolcs, Fews%m'pers, Samples, t&e. 
Newspaders, Books, Printed Papers, (fee., 
4sd. per 3 oz. 

PATTERNS AND SAJIRLES, }id. per 2 OZ. ; but 
with a minimum charge of Id. 

Commercial Papers, MSS,, tfee„ Yzd. per 2 oz. ; 
but with a minimum charge of 2j.Ad. 

The limits of size tothe Britisll Empire or non- 
union countriesf are— length 3 ft,, width or depth 

1 ft., and must not exceed 5 lb. in weight. To 
countries in the Postal Ihiioii the length is 
limited to 18 in. ; W'eight not to exceed 4 lb. If 
in the form of a roll, the limits of size in either 
case are 30 in. in length and 4 in. in diameter. ■ 

The above-named rates should in all cases be 
prepaid ; no packet can be sent forward wdiolly 
unpaid, but, if by inadvertence the postage is 
insufficiently prepaid, double the deficit will be 
chai^eable on delivery. 

These are Aleazai', Oasahlunca, Eea:. Laraclie, Mar- 
rakesh, Mazagan, Meciuinez, Mogador, Rabat, Saffi, 
Tangier. Tetnan. 

t Afghanistan, Arabia, Biihrcin fPevsion Gulf.i, Banks 
Is., China, Friendly Is.. Guadar (Baluehisfc.i, Gilbert Is., 
Morocco, Muscat, New Hebrides, Nyasaland, Rhodesia 
(N.E. and N-W.), Solomon Is. 
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Canadian Magazine Post. —/S feejp. 362, coZ. 2. i 
Inmrcd Box Post* 

GoW and silver arUclcs (not money), Jewels, 
and similar valuables may be sent in boxes 
by letter mails to Austria, Belgium. Bulgaria, 
Denmark, Egypt, France, Germany, Holland, Italy, 
lAixeraburg, Montenegro, Portugal, Bumania, 
Switzerland, and 57 cbiel places in European 
Turkey. Postage to 3.?. ; maximum weight 
2 lb., .size 12 x 4 X 4 in. Customs declarations 
must be filled in. Insurance limit j^lOO. 

Parcels sent abroad. 

Customs declaration respecting the contents 
must he made on a form obtainable at any Post 
Office. The sender may arrange to prepay all 
charges to certain parts of the Empire and foreign 
countries by paying a fee of 6 cZ., making a deposit 
of lij. for each lOs. value of the parcel, and signing 
an undertaking to pay all Customs and other 
charges on demand ; otherwise they are collected 
on delivery. Certain articles are prohibited *, 
among them letters nearly everywhere. 

Imperial British Parcel Rates. 

The “ triple system ” of 3 Ib. 7 lb. 2s., 11 lb. 
Zs, (or vid Italy or France, saving one week, 3 lb. 
las'., 7 ib, S-s., 11 lb. 4s.), is charged to India and 
Adeii, British East Africa, Ceylon, Cyprus, Hong 
Kong, Labuau, Malta, Mauritius, Straits Settle* 
ments, Uganda, and Zanzibar. Also, but without 
the quicker alternative route, to Ascension, 
Bahamas, Bermuda, Barbados, British Guiana, 
British Houcluras, British North Borneo, British 
Somaliland, Falkland Islands, Gambia, Gibraltar, 
Gfdd Coast, Grenada, .Tamaica, Lagos, Leeward 
! Islands (Antigua, Dominica, Montserrat, Nevis, 

; St. Kitts. Tortola), Malay States, Newfoundland, 

1 New Zealand, Nigeria, St. Helena, St. Lucia, St. 

! Vincent, Sarawak, Sierra Leone, Tobago, and 
I Trinidad. The charges for other parts of the 
I Empire and for Foreign Countries are as 
; follow :~ 


Foreign Parcel R&te8-~contmued. 


Per lb. 
to 

llh. IXlb. 
«. d. s d, 

Australia 1 0 .. 0 6 

Bechuanuland .0 9 . . 0 9 
Berhuanaland 
; Protectomb?. 1 9 .. 1 3 

I < 'anadft 0 8,.0 6 

I rai»e Coiony ... 0 9 .. 0 9 

i Fiji 1 0 .. 0 8 

Nabd 0 9.. 0 9 


Per lb. 
to 

lib. 11 lb. 
a. d. «. d. 
Kyasiilnul. 31b. 2s, ; 71b. 
3«.; 111b. ia. 

Orange R.Col.. 1 0 .. 1 0 
Rhodesia — .. 1 9 .. 1 9 
Seychelles, 3 lb, 28. ; 7 lb. 

3,8. ; 11 11). 4ff. 

Transvaud , 


Foreign Parcel Kates. 




I 3ib. 


1 0. 

1 0 

7Ib. 

Hlb. 

«. d. 

8 . d. 

2 2 

2 7 

3 7 

4 10 

2 0 ! 

1 2 6 

2 3 

2 9 

3 0 ; 

i 2 6 

il 6 

2 0 

is 0 
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Denmark, la'd Harwich (3 days) 

„ viA Belgium or Holland (2) 
Domimean Eepublic (about 3 weeks) 
Dutch East Indies (5 weeks) t 

„ Guiana, vid Brit. Guiana (5 ws. 

„ West Indies (about 6 weeks) . . . 
Ecuador {5-10 weeks) ........... . . ..... 

Egypt ) vi<% P. & 0. (14 days) 

Sudan j rut Italy (9 days) .... 

Finland (rid Sweden) (fr-lO days) . .... 

France (1-3 days) 

French Congo (4-5 weeks) 

„ Guiana (23 days) 

„ Guinea (17 days) 

Indo-Ohina (4-6 weeks) 

German E. Africa, viO Hamburg le-vv,,, 
,, S.W. „ w'd WalfischBay(5j| 

Germany (3-5 days) 

„ viit Belgium or Holland (l-3d.] 

•Greece (8-12 days) 

Guadaloupe, vi(l France (16-17 days) . . 
Guatemala (about 5 weeks) 

Holland (1-2 days) 

Honduras, Republic of (abt. 1 month) 

Iceland (9 days) 

Italy, vid Franco (3-7 days).. 

„ vid Belgium (4-S days) 

.Tapan, vid Canada 

Liberia (about 26 days) 

Lu.vemburg (2 days) 

Madagascar (3-4 weeks) .... 

Jladeira (4 days) 

Martinique (16-17 days) .... 

f Mexico (26-34 diy's) 

Montenegro, vu% Hamburg (10-12 days) 
,. vid Ostend (8-10 days) . . 

Morocco (8-12 days) 

Norway (3-5 days) 

Obo<ik (Fi*. Somali Coast) (parcels ) 
must be claimed at Jibouti (2 w.) / 

Panama, see U.S.A. “Official ” 

Paraguay (6-6 weeks) 

Persia, tdd Bombay (6 weck.sd 

„ r/d Haralmrg ((Badjghiran j 
vid Belgium j la. extra) ( 

Peru (over 54 days) 

Portaigal (3-5 days) 

„ vid France (6 days) 

Portuguese E. Africa (5-6 weeks) .... 

„ India (about 25 days) 

„ W. Africa (5-6 weeks) .... 

R^imion (about 4 weeks) 

•Rumania, vid Ostend (6-8 days) 

„ aid'Hamburg (8-10 days) 
Russia in Europe, rtd Hamburg(7-10d. 

,, w’tl Belgium (5-8 days) .. 

Salvador (about 4 weeks) 

Samoa (U.S.) see U.S.A. '* Official . . . 

„ (German) aid Hamburg (3 m.) 
vid New Zealand (about 3 m.) 

Senegal (about 14 days) 

Senna, vid Ostend (6-8 days) 

„ vid Hamburg (8-10 days) 

Siam, fid Singapore (6 weeks) ........ 

„ fid Italy (5 weeks) 

Spain (Railway Stns. only) (4-6 days). . 
Sweden, fid Hull (4 days) 

„ fid Ostend or Flushing (2-4 d.] 

Switzerland, fid France (1-2 days), . . . 

„ I'id Belgium (2-3 days) ...... . . 

Tahiti (2-3 months) 

Togolancl /4~6> weeks) 

Tripoli (12-14 days). 

Tunis (8-10 days) 

Turkey, Austrian & Frencli Agencies! 

Iliritish Agencies (6-21 davs) ' 
•U.S.A. Official Service.— All places, 

9 ib. 38. 6d. (8-18 days) 

•Iks. A. Semi-Official. — New York., 
Brooklyn, Jersey and Hoboken Cities 
All other places (2-3 weeks) 

Druguay (over 23 days) 

Venezuela (3-5 weeks) 


• Pamels for Greece and Rumania must be packed in 
some sti-onger material than paper or cardboard 
t Must be packed for opening by Customs, j . ail 
$ Orwd Italy, saving a week. l8. extra. 

§ Beyrout, Conr'^'--'"- * ” ' “ “ 


3 lb. 

71b. 

nil 

8. d. 

8. d. 

'Td. 

1 0 

1 6 

2 0 

19 

2 3 

2 9 

3 0 

4 0 

5 0 

3 0 

3 6 

4 0 

2 0 

3 0 

4 0 

3 6 

4 0 

4 6 

4 6 

5 0 

5 6 

1 0 

1 9 

2 6 

2 0 

2 6 

3 0 

2 3 

2 9 

3 3 

1 4 

1 9 

2 2 

3 0 

3 6 

4 0 

3 0 

3 6 

4 0 

2 3 

SO 

3 3 

4 0 

4 6 

5 0 

3 0 

3 6 

4 0 

3 0 

3 6 

4 0 

1 0 

1 6 

2 0 

1 3 

1 9 

2 3 

2 3 

2 9 

3 3 

3 0 

3 6 

4 0 

2 0 

3 0 

4 0 

1 0 

1 8 

2 0 

2 0 

3 0 

4 0 

1 0 

1 8 

2 0 

1 6 

2 0 

2 6 

2 3 

2 9 

3 3 

2 0 

3 0 

4 0 

2 0 

3 0 

4 0 

1 0 

1 6 

2 0 

3 0 

3 6 

4 0 

1 6 

2 0 

2 6 

3 0 

3 6 

4 0 

1 0 

2 6 

3 6 

2 3 

2 9 

3 3 

2 6 

3 0 

3 6 

1 0 

2 0 

3 9 

1 0 

1 6 

2 0 

2 3 

2 9 

3 3 

2 8 

4 0 

— 

2 0 

3 0 

4 0 

2 9 

3 3 

.3 9 

1 3 0 

3 6 

4 0 

2 0 

3 0 

4 0 

1 6 

2 0 

2 6 

2 0 

2 6 

3 0 

2 0 

2 6 

3 0 

2 0 

3 0 

4 0 

2 6 

3 0 

3 6 

3 0 

3 6 

i 4 0 

2 3 

2 9 

3 3 

2 0 

! 2 6 

3 0 

2 0 

1 2 6 

3 0 

2 3 

2 9 

i3 3 

3 0 

4 6 

6 0 

3 0 

3 6 

4 0 

2 0 

3 0 

4 0 

2 3 

2 9 

3 3 

a 0 

2 6 

3 0 

1 9 

2 3 

2 9 

2 0 

3 0 

4 0 

3 0 

4 0 

5 0 

1 6 

2 0 

2 6 

1 6 

2 0 

2 6 

2 6 

3 0 

3 6 

1 6 

2 0 

2 6 

1 9 

2 3 

2 9 

S 6 

6 0 

6 6 

2 3 

2 9 

3 3 

1 9 

2 3 

2 9 

2 3 

2 8 

3 1 

2 0 

2 6 

3 0 

1/0.2/6 

1/6-3/0 

2/0-3/6 

1 6 

2 6 

4 6 

2 6 

3 6 

4 6 

3 6 

4 6 

5 6 

2 0 

3 0 

4 0 

3 8 

4 1 

4 6 


Constantinople, Salonika, Smyrna only. 


Postal Gtdde. 


To India and the BritishEinpiregenerally and to 
Constantinople, Beyrout, Smyrna, and Egypt the 
maximum length is 3 feet 6 inches, or length and 
girth combined 6 feet ; Canada, length, breadth 
or depth, 2 feet 6 inches, length and girth com- 
bined, 6 feet ; to Italy, Spain, Greece, and parts 
of Turkey, length 2 feet, length and girth com- 
bined 4 feet ; other places in Europe, 8 feet in 
any direction. 

Insurance.— I nsurance may be effected for 
parcels to almost all countries up to 
according to destination, at the following 
rates;— 4d. for £1% ; 6d. for ^^24 ; 8(f. for j^36 ; 
lOd. for £4iB ; la. for £B0 ; la. 2d. for £72 ; 
la. Ad, for £8i ; la. 6d. for £96 ; Is. 8d. for 
£108 ; U JOd. for £120; 2s. ,for 132 ; and 
so on to Ss. lOd. for j£400. Tarcels sent 
to the IJ.S. by the semi-official service are in- 
surable up to ;£^120 at about double the above 
rates. 

Cash on Belivery . — A service of “ cash on de- 
livery ” of parcels has been established between 
the ir.K. and the following ; Bahamas (Nassau), 
Bermudas, Barbados, Cayman Is., Cyprus, Egypt, 
Fiji Is., Gambia, Gibraltar, Gold Coast (^10 
max.), Grenada, Hong Kong, Jamaica, Leeward 
Is., Malta, Morocco (Casablanca, Mazagan, 
Mogador, Tangier), Nyasaland, S. Rhodesia, 
St. Lucia, St. Vincent, Brit. Somaliland, S. 
Nigeria (Lagos, Forcados, Bonny, Calabar, 
Warri), Str. Settlements, Trinidad, Tin-key*. 
Maximum collected, 7^20, Charges for collect- 
ing: In (LK.y £B, M . ; £10, 6d. ; £15, 9d. ; 
£20, Is. , exclusive of poundage on P.O. or M.O. 
by which amount is remitted ; in the above 
countries, according to a graduated scale— e.g.. 
£1, 3d. to Is. Id. ; £5, Is. to 2s. Sd. ; £10, 
Is. lid. to As. Bd.; £20, 3s. Sd. to 9s. id., 
mclmive of poundage. 

HONEY AND POSTAL ORDERS. I 

The sender of a money order (Inland or 
Abroad) may apply for an advice of payment to \ 
consignee at the office of issue at the time of | 
issue or subsequently — fee, 2d., if the Order is I 
payable in the United Kingdom, and 2%d. if it I 
is payable abroad. The Chief Money Order Office 
is at 144A Queen Victoria Street, E. C. I 

Inlmid Ordinary Momy Orders. 

! The highest amount’ granted in one order 
I is limited to £40, The commission charged 
is for .sums not exceeding £1, 2d. ; £3, Bd. ; 
i £10, id ; £20, 6d. ; £30, 8d. ; £40, lOd. No 
! order may contain a fractional part of Id, 

I The rules and regulations are on the forms 
; issued. 

, . . 

I * The parcel post with the United States is carried on 
1 hy means, of two distinct services, namely, an official 
; service with the United States Post Office and a semi- 
I official service maintained through the Agency of the 
i American Express Company. The sender of a parcel 
; fonvardcd by the semi-official senice may, without extra 
; charge, direct that a parcel be sent through the New 
; York Custom. House in Bond for CJustoras exainination 
at any one of the "United States Ports of Entry," or 
: Inland Custom Houses. The addressees of such, parcels 
i must, however, make arrangements for the deHvery of 
j parcels so treated after they have been cleared at the 
1 Custom House of the Inland Port of Entry. 

I Parcels intended to be forwarded in bond must he 
plainly marked by the sender, " In bond to ," 

: naming the Inland Port of Entry Chosen : and the same 
: words must also be written by the sender in the same 
; handwriting on the Customs declaration. 
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Inland Telegraph Money Orders. 

Money may be transniitted by Telegraph 
Money Order from any Money Order office in 
the United Kingdom which is also a despatching 
office for telegrams, and may be made payable 
at any Money Order office which is also an office 
for the delivery of telegrams. 

Commission at the same rate as for Ordinary 
Inland Money Orders, plus supplementary^ fee of 
2d., and cost of official Telegram of Advice. If 
the order is to be delivered at payee’s address 
any chaige for porterage must be prepaid. 

Postal Orders. 

British Postal Orders are i>ssued and paid at 
nearly all post offices in the United Kingdom 
during the ordinary hours of business on week 
days. They are also issued and paid in almost 
all parts of the Empire (except Australia and 
Canada), in Egypt, and at the British Agencies at 
Panama, in the Turkish Empire {note p. 364), 
and Morocco (p. 363, note *). They are issued, 
with a counterfoil to be retained by the sender, 
for every 6d. up to 20a. and for 2U‘. ; those 
of 6d., Is., la. 6d., 2a. and 2a, 6d., at a charge 
of %d. ; of 3a., 3a. 6d. &c,, up to 16a., Id.; those 
of 15a. 6d. &c., up to 21a., Ij^d. They must be 
presented for payment within 3 months from 
last day of the month of issue, or a fresh com- 
mission will be charged. Adhesive British Post- 
age Stamps (not perforated and not exceeding 
3 in number) to the .smount of 5d., but not 
fractions of Id., may be affixed to the /ace of an 
order. 

Ordinary Money Ordeo's Abroad. 

For sums not exceeding £1, 8d. ; £2, 6d, ; £4, 
9d. ; £6, la. ; £8, la. 3d. ; £10, la. 6d,, and for 
countries on -roich orders may be issued for 
more than £10, Sd. for every additional £2 or 
portion of £2. 

Telegraph Money Orders Abroad. 

Commission at same rate as for Ordinary Money 
Orders abroad, plus supplementary fee of Gd., 
and cost of official Telegram of Advice. 

TELEGRAMS. 

Inland. 

Inland telegrams may be sent to all parts of 
the British Isles at the rate of 6d. for the 
first twelve words, and one halfpenny for every 
additional word ; stamps in payment to be 
affixed to the form by the sender. Receipt for 
charges Id. The address of the receiver is charged 
for, but not that of the sender when written on 
the back of the telegram form. The charge 
includes delivery within three miles of ■ the 
nearest telegraph oflice, or, if this be a head 
office, within the town postal limits— beyond 
that limit the charge is 3d. per mile, calculated 
from the free delivery limit. Porterage to be 
paid by sender. Telegram forms are of two 
kinds— one issued gratis ; the other (Al), em- 
bossed with a 6d. stamp, may be purchased 
singly, or in books of 20, interleaved, and with 
a sheet of carbonic paper, price lOs. 2d. The 
usual hours are 8 a.m. to 8 p.m. 

Sunday Tei^eorams.— .S fec p. Offices 

always open : London— O.P. 0. , Central ; G. N. R. , 
King’s Cross ; G.C.R., Marylebone (except 

11.30 a.m. to 3.30 p.m. ; G,E.R., Liverpool 
Street and Stratford; S.E. <fe HC.R., London 
Bridge and Battersea Park Road; St. 
Pancras (M.R.), Waterloo and Willesden 
Stations, and West Strand Post Office. 
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Postal Quids. 


Caister-on-Bea (all at Vi^d. perworrl), and Bolt 
Also 1.0 or from certain Mail Backets 
— G.E.E. Harwich Service, vvX Barkeston 
Quay (2l;<cf. per word ; niinininin, 2*'. %d.)\ and 
Dover-Ostend Mails, via Nieuporfc (3«. per word ; 
mlninium, g.s*. Id.). Heplies cannot he prepaid. 
In all radio-telegrams the name of the oJflice of 
destination conhts as one word. 

POST OFPICfE TELEPI-IOHES. 

London- Tclerthone Avex . — The office of 'the 
General Manager of the P.O. London Telephone 
System is at the G.P.O. South, Carter Lane, E.C. 
Annaa-l Suh,wript ion^ including one telephone, 
for connection to an exchange which is within 

2 miles of tlie subscriber’s house, and (a) in the 
county of London, £.6 ; (b) outside the county 

; (c) any wlierc in the L<.Hidon Telephone area, 
for an unlunited number of calls, :ol7. The 
coiTosponcling Message Fees are : («) For each 
call on an exchange within the county of London, 
id. ; outside the county, 2d. ; (h) each callpn the 
saiiie exchange, Id. ; other exchanges, 2d. 
Minimum payable yearly for calls, 30s*. Private 
subscril)ers may use their lines for trunk mes- 
sages, or for sending telegrams, and express 
messages (max. 60 words), on paying £1 deposit 
to cover the credit given. . The Call Offiee Fee^ 
whether for subscribers or others, is. 2d. each 

3 minutes. 

Provincial Telephone System. —Applications for 
terms, <fec., should be made to the Sec., G.P.O. 

Telephone Trunk JJnes.—The^e connect Ex- 
changes in different towns. Hates in day-time 
3d. for 25 miles, 6d. for 60 miles, 9d. for 75 miles, 
Is. iov 100 miles, and an additional 6d. for every 
40 miles over a bundled. Extra fees are levied 
where suhmaune lineb arc used, or between the 
National 'j'elephone Co.’s and the Portsmouth 
Corporation’s sy-tems 3 minutes is allowed, on 
the expiry of which the option of a further 8 
minutes is gcneuillj given , by iirepaying a double 
fee the line may be engaged for the v.uixhmirn of 
6 minutes coiitinuoubly From 7 p.m. to 7 a.m, 
half the day-rate is charged (minimum 6d., but a 
3d. 3 min. day-rate becomes 3d. 6 min. at night). 

Anijlo-Frcnch and A nglo-Belgian Telephone . — 
Telephonic comimniication may be obtained 
through Post Office Exchanges or Cali Offices 
from London and certain provincial .towns in 
England to Paris, Brussels, and certain pro- 
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!■ vinoial towns in France and Belgium. .Kec—B.s*. 

! per conversation of three minutes (10^*. for Bor- 
{ deanx, Jbyoiis, Marseilles and St. Etienne). Twv 
i consemtive conversations are pevinitccd. No'rE. 
-^Paris time is 10 minutes in advance of London 
I time (i.e.i xz noon London = 12 'lo p.m. Paris), 

' but Greeinvich time prevails in Belgium. 

StTNBAY AND HOLIDAY ARRANGEMENTS. 

On Sunday tlirouiihout tlurtl'K. no Pai'oolPosit, Monej’- 
and Postal Order, Saviiih^s Bank, • or .Express Delivery 
(Service No. 1, p, 36s; inisincss is transacted. In Lojidoti 
all but forty of^coa are closed. Tiie.se forty Oiieu in the 
niominj?'.(tliirt.y-foLir of them, including those onp. 154, 
except tlie N.W. District Ofhe.?., also in the eveniuj?) to 
sell stiiuros and send telon'rams. AlKoit niuety suiairban 
stations, 'chiefly S.E, and S. W., send iciegrains at ( rain 
times (sea also p, 365), Tb.ere is no dcliveiy c.f letters 
except express iletters fully la’cpaid, marked v.ith one 
thick vertical line and the words “ .Exiu'O.ss Deliveay on 
Sunday ; nor .any ■ soneral collection till midnight. 
Letters, etc., witli extra pi. stamp, p-.esied in special hoxe.s 
at one of the above-mentioned tbirry-f<nir olriec.s before 
tiiace varying from 5 to Gp.in., or at any .great raihvay 
terminus before G p.m. (later if at the appropriate ter- 
minus), leave by the usual night mails. Letters may be 
registered at these 6fiicc.s ; cr with is. fee at the Sorting 
Carriage on the mail trail! at the appn.priatu icrniinus. 
at- times vuJTing between 3 and 10 p.m. luitic Provinces 
ail Head Offices and most Sub-ofiires open from 8 . 30-10 
a.iQ. for stamps, telegrams 1, Scotland S-10), registering 
letters. There is only one delivery of lottars (In most 
Scottish towns, and the siuiillor English and Irish 
villages, none) any one may prevent even this so far as 
relates to himself, Chkistmas Day and Good Phid.ay, — 
IniLondon there i.s one delivery of letters, express letters, 
and parcels ; if Christmas Dfiy be a- Sunday, of parcels 
and express letters only. The G.P.O.,' Charing Cross, 
and Evensholt Street OiBccs open from 5-7 p.m.- (stamps, 
registered letters) ; also certain Telegraph Offices (stamps, 
telegrfiph (p, 3^5) telephone, registered letters). Express 
letters are not accepted for delivory under Service *, 


letters and parcels*, even if Christmas be a Sunday, 
Othku Public and pANtc Holiday's.— Lojaion ; One morn- 
ing delivery of letters an;i parcels. Collection of letters, 
evening and midnight ; of parcels, morning only. G.P.O. 
and Head District Offices fp. ig^) open for all business 
except Savings Bank ami ncn-tclegraphic money oi’ders. 
The Provinces : in England and Ireljuid the chief town 
and country offices and sub-offiocs, bein.g also tch graph 
delivery oflices, genera lly open as usual, closing at noon 
for Savings Bank, Pc»stal. ami jUanoy Oi*dcr busiucas. The 
smaller offices of all kinds open cither only in the morn- 
ing or not at all In Scotland the .ssirno holds good, but 
on [New Year’s Diiy no 31 oncy Drder, etc., biudness is 
done. Throughout (he U .K. there is only one letter and 
mrcel delivery; in Scotland also on. SACUAiiuKTAL Fast 
Day.s. 


POST OFFICE SAYINGS BANK'S. 

Hours are .specified in a notice exhibited at the 
office. Oil jire.seutation of liook a depositor nuiy 
withdraw ou dernaiid a sum not exceeding £x. 

Beposits can be made from is. to ;;^so iii one 
year (ending 3i.st Bee.). 'WGiea with interest the 


total exceeds ;^2cis, interest is allowed on £zoo 
only. Interest is at zy^ per cent. 

The Central Post Office Saving.? Bcank is at 
Blythe Road, West Ivensington, \V. 


j Acc'ount.s 
*open in P.G-. 

Y'ear. 

Blink at end 
j of Year. • 

Amount 

Deposited 

during 

Year: 

Average 
miiount 
due k) each 
Depositor. 

Accounts 
open in 
Tiustces’ 
S.B. at end 
of Y'ear. 

Amount 

Deposited. 

Average { Dm to D 
amount ‘y'” 

: due to each " msteos 
BevoAtor. 1 

UrOSITOKS. 

Post Office 
Savings 
Bank. 

1899 1 8,046,680 
*900 i 8,439,983 

1901 : 8,787,675 

1902 j ■ 9,X33,^i6i 

1903 1 9,403,852 
2904 1 9,673,717 
X90S i 9>963 ,o 49 

1906 1 10,332,784 

1907 110,692,55s 

1908 11,018,251 

£ 

39,12.2,160 
40,516,434 
41,452,051. 
,42,217,003 
'40r8S75!®o6 
! 40,613,967 
! 42,300,617 
43>98 o:S 79 
44,217,288 
: 44,770,782 

£ s. d. 

16 3 6 

16 X 3 

tB' xg 6 ■' 
IS i'6: 8 j 
IS 10 xo .J 

XS‘ 6 '8 '-I 

[ 5 4 ■' 

15 1 IS 

i ^4 H 7 

1 14 11 7 

1,601,485 
1,625,023 
1,647,202 
X, 670,394 
i,^,6i7 
1,704,766 
1,731,869 
1,760,999 
1,782,352 
x» 7S8,033 

£ 

x 2,737,64S 
12,247,672 
12,4^,513 
12,805,185 
'^12,712,892 
.12,560,322 
13,218,125 
*3, 408, 810 
rx3,xx6,95i 
! 13,294,640 

£ <s*. d. 

30 2 0 ■ ; 
3x X3 4 

31 11 0 

31 8 8 

31 I IS 

30 13 4 

30 8 10 

30 2 0 

39 S 3 

28 iS 6 ' 

£ 

51,404,929 

Sx ,455,9x7 

5x,966,3S6,"" 
52,505,181 
53, 540, 339 ■ 
52,380,861 ■ 

53,733,43^ 

53,009,299 

53,153,595 

5x>7x5,9So 

£ 

.130,118,605 
X3S,S49,«4S 
.140, 392.', 916 
■i44,6oS,:oS8 
146,135,147 
x 48,339,354 
152,111,140' 
xSS, 99®,446 
157,500,077 
160,648,214 


whitakbe’s almanack, 1910. 



WaifAKER^S AtMAMCK,' 1910 ^ 


I 368 Customs ®:act« of «»> ®nrte)j iinstJonT^og-ioior^^ 

Amcr<Es. !Rnf,(»ft 1 ^ , t 

Import Duties. 


Kates 
of Duty, 

guuutjfej* ^ a A 

Beek called Mura, Snritcc, or 
Black Beer, and Berlin 
wlute Beer, and other 

preparations, whether for* 
monted or not fermented, 
of a character similar to 
Mura, Spruce, or Black 
^«r, where the >vort3 
thereof were, before fer- 
mentation, of a specdlie 
gi-anty— Xot exceeding 

3«JTaIS. I 13 0 

Exceeding x«s= ,.36 ^rals. 118 8 

Beci of any other descrip- 
tion where the worts ! 

tnei-cof were, before fer- 
mentation, of a fipecitlc 
gravity of 1055'* ..36 gala. 

And so on m proportion 
for any difference in 
gravity. 

Oakps, Pl . . .doz. packs 
fiHicoKi : Raw or kiln-dried 
ewt 

Koa.sted or ground Ib' 

t-KuotAL Ilyna.ATK .'lb 

mii.orwoksi lb 

Cocoa '' p' 

Husks and Shells cwr 
l,oc«>a <ir Chwolate, ground,* 
prepared, or in any way 

manufactured lb 

fkwoa Butter ‘d,’ 

< oFFira ’ewt* 

Kiln-dried, rfijistcd. or 

ground \ jb 

Ooffeo anil ( 'hicory 1 ( ir otiier 
vegetable su bstances) 

riKi.sted and ground : 

^ nuxiMi II,; 

LinKB Acetic "lb 

" Bf'rvmc 

iSropHcaK’ gal 

Eian. Bromipe '.D,] 

t, CULOUJPE ..gal 

„ loxnpE Igal' 

Fautr, Dried, or otherwise 

Figs and Fig Cake.' pVums'; 
commonly called French 
Hums and f>runel]oc.s, 

Phuns I>ned and Pre- 
wrved not otherwise 
iteriW. Prunes, and 

. Raising 

P«t;ir, liable to tlutv as sneh. 
prtwwod with Sugar— 
awHiigar, 

Ou;cose Solid 

Idduid 

Moj„<.sses and invert ‘ ‘Sugar 
and all other Sugar and 
extraidsfnun Sugar which 
wuKjt be completely 
testeii by the Polarfscoiie, 
and on which Duty ig not 
i^dhcrwiiM? charged ; 

If <‘ontaiiiing 70 iR>r cait. 
op more of sweetening 

luatter 

If containing less'tiian to 
ptr cent, and more than 
80 I^r cent, of sweetening 

Jicontainingnotmore tlnui 
80 l^r cent, of sweetening 


MofOK Spirit . . .the gallon 


Bates 
of Duty. 
£ s. d. 


Wi'iWIT 

^ (Finance Bill. 1909,) 

I Mixtures 0 


|Saccharix and Mixtures con- 
tmmng Saccharin, or 
other substances of like 

nature or use oz 0 < 

Soap, Tr.inspakent, in the 
manufacture of which 
I Spirit has been used ..lb 0 c 
hPinm AXD Strosq Waters- 
For everjr gallon compu- 
ted Jit hydrometer proof 
of Spmta of any descrip- 
tion (except perfumed 
Spirits), including Naph- 
tha or Methylic Alcohol, 
purified 80 as to be pot- 
able ; and mixtures and 
prei^arations containing 
spirits 

Enumerated Spirits 
Brand.y. Bum . .proof gal. *0 xg 
Imitation Rum, Deneva, 

*11... , . proof gal, *0 IS 

Additional m respect of 
bugar used in sweetening 
any of the alxive tested 
fur strength, if sweetened 
to such, an extent that 
the Spirit thereby ceases 
to , be an Enumerated 
Spirit . . . . ...... proof gal, o 0 

Unenumerated Spirits : — 
Sweetened (including 
liqueurs. Cordials, mix- 
tures and other pi-epara- 
tions containing Spirits, 

V f • -.P^’*^of Wd. *0 15 

Aot Sweetened (including 
iRqueurs. Cordials, mix- 
tures and other propjira- 
turns containing Spirits, 
provided .such Spirits can 
be shown to be both un- 
enuincrated and not 
sweetened, if tested) 

tia..eu™, CordiaC nS. 
tures, and other prepara- 
tiop_^ containing Spirits 
in bottle, entered in such 
a manner as to indicate 
that the strength is not to 

iwi ^ i 


j ARTICLES. 

SiraAH— conftRwed:. 

Exedg, 93 & not ex. 94, ewt. 

9 * . . 95 „ 

95 „ 96 , 

» 97 


Bates 
of Duty 
£ s. d> 
o x 6*1 
o x 6-6 
7-1 
7‘7 
8'a 


BtACKiNG, Liquid, containing 
sugar or any other 
®^’;«utoning matter . .cwfc. 
(Together with the duty 

SnWSij** 

Abte,— An additional kl 
a Ib. IS chargeable in re 

nf ntirr ^4! AT _ 


0 X xo 


I *2 m re- 

spect of any of the under- 
mentioned Sugar articles 


wwBireijgcnisnotto 
1» testwl . ..... liquid gal. 

Perfumed Spirits liquid gal. 
Upon payment of -> 


IJiiou paym.„„ 
difference lietween the 
t'UstomsDutyr ” 


*x 4 


X, ecu UUJ 

^ Duty on Foreign 

j Spirits, and the Excise 

I Duty on British Spirits, 

8 j Foreign Spirits may be 

)j delivered under certain 

conditions for Methyla- 
t ion or for use in Alt or 
i Manufacture. 

1 * j«. ner rallon extra if *im- 
! ix^rtedjn bottles. 

Sugar: ^^'‘^^^ding 76 

deg. of polarization, cwt. 0 
! Fxedg. 76* not ex. 77. ewt! 0 


• — ouisitr articles 

m the manufacture of 
which spirit has been 
used. Confectionery in 
the manufacture of which 
S percentage of 

Spirit has been used than 
that covered by the Spirit 
charge of fd. the lb. shall 
chargeable with a 
Spirit duty rate of id. the 
lb., or such Spirit duty 
rate a s analysis may show 
to be necessary. 

Solid, containing sugar or 
other sweetening 

matter ewt 

Oandiei) or Drained Peel ewt. 
C.UIAMEL, Solid . ewt. 

Liquid ewt 

Oherriks, Drained, imjiorted* 

^ in Bulk ewt 

jCmiT.VEv “'ewt 

|(’ocoANUT, Sugared [ewt 
OoNFECTIONERr 
CVmtaining Chocolate, viz. ; 
IV hen the Chocolate e.v- 
eeerls 50 per cent, of the 

total net weight lb. 

TV hen the Chocolate does 
+L oont. of 

the total net weight . .lb. 

: Sugared 

Almonds(except as below), 

Seeds, etc, ewt. 
Sugared Almonds, on the 
entry for which the Im- 
porter has declared that 
the Sugar-coating does 
tn? ^ Fer cent, of 
Snf? net weight, ewt. 
Soft, viz._: A.B. Gums im- 
ported in Bulk, in Barrels. 

Entryfof 
winch the Importer has 
declared that (liity on. the 
combined quantity of 
Sugar and Glucose used 
in themnufactureof the 
goods did not exceed the 
ewt., ewt. 
Other A.B. Ginns, Caramels: 
Chewing Gums, dolly 
Beans, Turkish Delight; 

ContectioneVy,' made "from 
wugtir, and containing no 
Jf ^ ^^S^^edients except 

flavpumog 

Li<Jpric6, if declax'od bv the 
cwitain 
30 per cent, of 
added Sugar or other 
sweetenmg matter, sui). 
ject to occasional sam- 
pling and testing . .ewt. 

4-<i Violets and Bose 

4 Sj Petals, &e., in Crystal- 
s’ J 


0 10 
o xo'9 
0 II •» 
0 11*6 
0 zx'9 
r 0-3 
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Kates 

AUTicLES. of Duty. 

Fhl’it, Canned and Bottled, d. 
other than Fruit liable to 
duty as such, preserved 
in Syrup, if the Im- 
porter has declared on 
the entry that it does not 
contain moi'e than 12 per , 

cent, of added sugar, cwt. 0 031 
In other cases in thin sjTup 

cwt. 00s 

Fruit, Canned and Bottled, 
other than Fruit liable to 
duty as such, preserved 
in Syrup ......cwt. 0 x i 

Fruits: Orystellized, Glace, 
and Metz, except Fruit 
liable to duty as such, cwt. 0 1 10 
Imitation, Crystallized or 
not, on the entry for 
which the Impoiter has 
declared that the Sugar 
constituents do not ex- 
ceed 80 per cent. (Subject 
to sampling for analysis.) 

cwt. 01 6 

Imitation, Ci'j'stallized or 
not. in all other cases, cwt. o 
Fruit, liable to duty as such, 
except Cunants, pre- 
served in Sugar or other- 
wise, whether mixed with 
other Fruit or not cwt. 070 
Fruit Puup, excepting Fruit 
Pulp liable to duty as 
such, preserved in thin 

Sj'rup cwt. 0 0 si 

Excepting Fruit Pulp liable ' 

to autv as such, preserved 
intAwfcSyrup.asJam.cwt. 0 t 4! 
Ginokk, preserved in Syrup 

or Sugar cwt. 014 

Marm AiiAOE. Jams, and Fruit 
Jei.i.ieSj if not made from 
Fruit liable to duty as 

such .cwt. 014 

Marzipan cwt. 0x1 

Miuk:— 

Condensed, sweetened, 

whole ..cwt. 0 0 9 

Condensed, sweetened, sepa- 
rated or skimmed ..cwt. o 0 10 
Condensed, slightly sweet- 
ened, whether whole, se- 
parated, or skimmed, if 
declared hy the Importer 
not to contain more than 
x8 per cent, of added 
Sugar, subject to occa- 
sional sampling and test- 
ing cwt. 004 

Milk Powder;— If declared , 

hy the Importer not to 
contain any added Sugar Free 
If declared by the Importer 
not to contain more than 

f S per cent, of added 

ugar.... cwt. 008 

In all other instances, and 
in cases in which the Im- 
porter wishes to dispen.se 
with sampling and testing 

.cwt. '0 16! 
-.Vote. “Tmporhitions en- 
tered as Free will be de- 
livered on deposit of duty 
at the 8d. rate, pending 
analysis. Importations 
entered at the ad. rate 
are liable to sampling 
and testing 

Nestle's Milk Food ....cwt, 0 0 7I 
Soy, when containingMolasses 
or other sweetening 

matter.. .cwt. o 0 s 

Tamarinds, preserved in 

Syrup. ....cwt. 005 

Other Preparations made 
with added Sugar or 
sweetening matter (oth^r 
than Saccharin). Charged 


0 4 xi 


Rates 

ARTICLES. Of Duty, 

under Sec. 7, Finance Act, s . d . 
xoox. 

Tea. ..lb. 0 0 * 

Tobacco, Manufactured, viz.: 

Oipirs lb. o 7 « 

Cavendish or Newohead lb. 054 
Cavendish or rlegrohead 
Manufactured in Bond lb. 048 
Other Manufactured To- 
bacco, viz.: Cigarettes, lb o s 

Other sorts lb. o 4 

Snuff containing more than 
13 lb. of moisture in 
every 100 lb. iveight 

thereof lb. 0 4 51 

Snuff not containing more 
than 13 lb. of moisture in 
every 100 lb. weight 

thereof .lb. 054 

Tob.vcco, Unmanufactured, 
if Stripped or .Stemmed, 
containing 10 lb. or more 
of moisture in every 
100 lb. weight thereof, lb. 038^ 
Containing less than 10 lb. 
of moisture in every 100 

lb. weight thereof lb. 

Tobacco, Unmanufactured, if 
U nstrippedorU nstemraed , 
containing 10 lb. or more 
of moisture in every xoolb- 

weight thereof lb. 038] 

Containing less than 10 lb. 
of moisture in every xoolli. 

weight thereof lb. 

Wine: Not exceeding 30“ of 

Proof Spirit. gal. 

Exceeding 30° but not ex- 
ceeding 42° of Proof 
Spirit .gal. 

And for every degree or 
part of a degree beyond 
the highest above charged, 
an additional duty ..gal. 
Additional— Oft Still Wine 
im^rted in Bottles . .gaL 
On Sparkling Wine im- 
ported in Bottles.... gal. 

All W'ines must be entered accord- 
ing to their commercial designations, 
those from Spain being also described 
on the entry as “Ked” or "White.” 

Customs Drawbacks. 

Beer, Imported or brought 
Into Great Britain or Ire- 
land and subsequently 
exported as merchandise, 
or shipped for use as ships’ 
stores, or removed to the 
Isle of Man, of an original 
gravity of 1,035° 

for every 36 gallons 0 7 
(And 80 in proportion for 
any difference of gravity.) 

Coffee, Boasted Coffee ex- 
ported, which is not mixed 
with Chicory or any other 

substance... ...xoolb. 0 14 

Molasses. Produced by a Re- 
finer in Great Britain or 
Ireland and delivered by 
him to a Licensed Dis- 
tiller for use in the manu- 
facture of Spirits* .. cwt. o 0 
Produced by a Refiner in 
Great Britain or Ireland 
from Sugar on which Duty 
has been paid on Importa- 
tion, if the Molasses is to 
be used solely for purposes 
of food for stock .... cwt. 0 o 


® Such Drawback is not 
payable in respect of Mo- 
lasses produced fromnon- 
Duty-paid Sugar in Re- 
fineries placed in Bond 
under the Sugar Conven- 
tion Act, 1903. 


Rates 

ARTICLES. Of Duty. 

Sugar which has passed a;^ s. a. 
refinery in Great Britain 
or Ireland, and on which 
the proper Import duties 
have been paid — uim 
being exported, or de- 
j>osited in any bonded 
warehouse for use as ships’ 
stores or removed to the 
Isle of Man, a draw back 
equal to the duty on Sugar 
of the like polarization. 

Goods (other than lieer) ex- 
ported or deposited in any 
Tionded warehouse for use 
as ships’ .stores, or re- 
moved to the Isle of Man, 
in the manufacture or 
preparation of which in 
Great Britain or Ireland 
any duty-paid Sugar, Glu- 
cose, Saccharin, or Mo- 
lasses. has been used, a 
drawback equal to the 
duty in respect of the 
qmmtity of that article 
which appears to the satis- 
faction of the Treasury to 
have been used in tlie 
manufacture or prepara- 
tion of the goods, or, in 
the case of residual pro- 
ducts, to be contained 
therein. 

Tobacco : — 

Tobacco upon which the 
Duties of Customs on inor 
liortation have been paid:— 

(x) Tobacco manufac- 
tured in Great Britain 
or Ireland on being, by 
any licensed manufac- 
turer, exported as mer- 
chandise, or shipped aa 
stores, or deposited in 
any bonded warehouse 
to he used as ships' 
stores, or exported by 
parcel post;— 

Cigars lb. *0 3 5 

Cigarettes lb. *0 3 4 

Cut, Roll, Cake, or 
other man ufactured 

Tobacco ..lb. #0 3 3 

Snuff (not being offal 

Snuff) io 3 2 

(a) Shorts, stalks, or other 
refuse of Tobacco, in- 
cluding offal Snuff, on 
being, by any licensed 
manufacturer, exported 
as merchandise, or 
deposited ;t-- 
In an approved bon- 
ded warehouse for 
exportation as mer- 
chandise; 

In a bonded ware- 
house approved for 
the manufacture of 
sheepwash, &c, ; or 
For abandonment in 
an approved King's 
Warehouse ib. jo 3 i 

The above rates of drawback are 
allowed on Tobacco, Ac., containing 
14 per cent, of moisture, a proixtrtion- 
ate increase or deduction being made 
if the moisture is less or more than 
14 per cent. 

A deduction is made from the draw- 
back for every lb. of inorganic matter 
m exmess of as per cent, (calculated 
on the Tobacco, &c., exclusive of 
water), with certain alloivanc s. 


* The Finance Bill, 1909, proposes to 
increase these allowances by qcu per lb. 
^ t The Finance Bill, 1909, proposes to 
increase these allowances by 8d. per lb. 
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370 ©ictse JSuttes ani( IKanccs. ■ 

(Abministiseed by the Board oi? Customs and Excise.) 
£ s. d. 


3 10 


Appraiseiis and House agents, aim. 

r.K 

ArtJTioNRER’s Ar.iiuol Licence, U.K.... 

(Hny act as A])r)3‘aiser8 or House 
Agents Avithout I'nrthor licence.) 
Blu-;K-~per barrel fse galls.) of specific 

gTiivifcy of ic.e^s of gravity) 

® 3 H:ER»DE.iLr,ns' and ±>u1']avers’ annual 
licences ;~ 

Beor-dealers, Aviiolesaie, not brewers, 

United Kingdom 

Becr-dcalcrs to sell in any fiuantity, 
adilitional. not to be consumed on 
tile premises, England and Ireland 
Brewers brewing beer for sale, ILK.... 

Other brewers, r.K., annual value of 
bouse fixc^nlhi^ £,Z hut not exceed- 



I The annual value exceeding £xo but 

lint exceeding ^^^5 ^ 

Ditto in every other case in addition 

to the duty on the heer made 

f Uctailers of beer, cider, and perry:— 

Ear couHiimptiou on the prmnises 

(rutted Kingdom'll 

Hot to lie consumed on rn‘emise.s 

(I'higland) 

HetaiUgsof Uthlo-bcer (ofD (r.K.) ... 
EetailerH of hour (Scotland) (olf- 

liccnce.-i> rated under £^0 

Do. a,t £xo or upward 

Xtetaiicrs ni lieor and wine : — 

•j'Eor consunipLion on the premises 

n.K.) : 

tMottobccouMum^don the premises 

(E. imd I.) 

fFnr Ent'lii-rlot^infin.mf S!X-<lfi\n Lixnvaf^ 
jtroportionaie reduction, as i’errubii- 
caus(/po). 

Carp (P];i.ving) inaker.^. to sell (U.K.)... 

„ far every pack duty 

CitR'otA, per cAvt., riwur kUn-dded ... 
*ClDKn. .\M) Fi-iunv (England 1, annual 
licence, retiuiersof, ,ycf?u.f.';o.PiJi!ijrANS % a 
CoFFiiR Mi\Tr!u.;sc,rsu))sta.ules,i>cr5<lb. o 0 
Ci»AfPH.vv,-_^,;p-,N Fi NP.— Pnhlieaiis are 
now called up-m to pay an additiaiial 
duly !»ii reticwal of licciicti ; or grant 
of m-sv ]i('enee {Mtoinjudif Vain-/) 

(4 Edw. 7 c. 23), 

^rusTii.M:!:’" Annuui Licence, I'.K xo 10 

(.Jliiyc tSK, .Vob'd, the cwt o i 

Do., Uqnld, ,, o o 

CJLixovR or- Sacci! uriN', Aimiial Licence 

to Humifacture (I'.K.) j o 

Hawker’s Annual Licence, r.K, (see 

3 edlars) 2 ^ 

Hur.tE A*n NT,', Icttii.g furni.shcd haiises 
at a nut a^wivc £zs a year, amuial 

bceucc, i lifted Kingdom 2 o 

ifEPr'TN'E.s( Patent), Great Britain only ; 

M. „.o *14 1 Hot cxc. 20^?. ... a z 

.0 mMM I „ -30#, o 3. 

, ,» 4/. ,.,o .& 1 „ 5o.sg ... ,0 so 

» xojL o I Exceed, so.'f, ..so 
Dealers, Ac. , Ami ual 
; (tfttwt IWtal «), for each set of 

a,...’ 


‘^’Occasional Licences to licensed 
traders, to sell at special places 
and times, jier day : — 

Pulilicans o 3 6 j Wine retailers 

Beer retailers o 2 o { Tobacco dealrs. 

^Passenger ^fESSELs, on ) ^ . 

boaixl whieli excisable a 

Iniuors and tobacco arc i , 

sold 1 2 day... 

Pawnbrokers, Annual Licence, u.k, - 7 *0 
, , trading in plate without 
regard to weight, an additional.. 


Pedlars (Police Licence) 

Plate: Dealers in, animal licence, U.K. 
j Above 3 dwts, and under 20Z, gold, or 
above 5 dwts. and under 30 oz-^silver, 

; in one article 

3 oz. g(dd, or 30 oz. silver, or ii])wards 
i Refiners of gold or silver, annual licence, 
United Kingdom 

I *PUBLrCANS, Annual Licences, U.K., for 
! Spirits, Beer, and Al'inc, to be con- 
sumed on tlio premises. 

Tl* ,,.,1 L 1 


a 6 
S IS 

S IS 



•£6 

0 

0 

Xhifler ;i^2oo .. 30 

0 

0 

20. 

. 3 

0 

0 

„ 300... 3S 

0 

0 

25 ' 

. XI 

0 

0 

,, 400... 40 

0 

0 

3 »- 

• 14 

0 

0 

M 5 oO"‘ 45 

0 

0 

40. 

• 17 

0 

0 

,, 600... so 

0 

0 

50 - 

. 20 

0 

0 

„ 700... ss 

0 

0 

100. 

. 33 

0 

0 

i;7oo& iipwds. 60 

Q 

0 


® value of £^o and upwards and 

! J heatros pay no liigher amount of licence duty 
tnan £20, and 

*iiestaiir.iut Jveepers pay no higher amount than 
£so under cci tain condition^ 

Pubiicans keeping their premises closed the 
whole of Sunda.y, or do, sing one hour sooner 

^ , than otherwi.se required on week-clays, pay only 

^ ] si .x-se venihs of th e aijove amounts ; and keeping 

closed on Sunday, and also closing one hour 
earlier each day through the w’eekj only five- 
sevenths of the above amounts. 

11 AIL\VAY.S, on passenger receipt:^ per 
;^ioo (in GiT:at lhatuin. hut subject to 
an exemption in respect of fares not 
exceeding the rate of id. a mile) £ ,s* d 

I rhau District traffic 2 o A 

Other traffic ^ q ^ 

; IlEi'’RRSHMENT HOUSES, annual licence, 
j Lnglami and Ireland, under ;^3o rent o 20 6 
! ” '> £ 3 <^ 01 above 12 0 

j Saccharin (or like sulistauce), tJie oz. 
j ^Spirits, home-made, per proof gallon 
„ imported from Ohaiinci Islands, 

per_ proof gallon 

,, Rectifiers and Compounders, 

L -total Licences, U.K. 10 10 

: ,, Dealers not retailers, ditto 2010 

1 •„ to sell in bottles, add. (E.) 3 3 

! *> >> oiy to sell foreign liqueurs 

, ^>Rly in bottle.sfr.K.) 2 » 

: (Methylated), makers of (U.K.) jo 20 

isi »» W, -U i'etailer.sof(LkK.) 020 

.Retailers of, annual (U.Ki), aW, 

PnRirr.Ax'c. ' 


Publicans. 

Nftte a$ Pinaace Bill, at end of this Table 


371 


Excise. 


^Spirits, Scotlaxd, Grocers (inelvdinff £ §. i 
sale of beer)y not to be con- 
gumed on premises : — 

Premises under value of jgio 4 4 

Of value of £xo and under £20.. 5 5 

„ 20 „ as 9 9 

„ 25 »> 30 10 

,, 30 „ 40. II II 

„ 40 ,, 50 12 12 

,, SO and upwards 13 13 

^Spirits, Ihrlanu, Grocers, selling 
s]>irits not to be consumed on 
premises r — 

If rated under £25 9 18 

If rated at under £^o. 11 o 

}, 30 ,, 40 12 2 

„ 40 » so— 13 4 

„ 50 and upwards ....14 6 

The sale of metliylated spirits is pro- 
hibited Ijctwcen the hours of 10 
o’clock oil Saturday evening and 
8 o’clock on the following Monday 
mornrag, under penalty of j^ioo 
(32 & S3 c. 42). 

Stills or Pgitorts, annual, IT.K.— 
Chemists and others, keeping or using 
♦Sweets, dealers in, annual licence, G.K. 


o 10 
5 5 
* 5 


3 2 


5 3 


Betailel's of, annual, IT.K. 

♦Tobacco, grown s in Ireland, Excise 
duties from i Jam, 1909:— 

Manufactured (ill bond), the lb. o 

Ilmnamifactirred, if containing 10 per 

cent, moisture, the lb o 

Less than 10 per cent, moisture, the lb. o 
(Finance Act, 1908, s. 3.) 

Tobacco and Snuff, U.K., annual 

Dealers in — 0 

Tobacco manufacturers, not exceeding 

20,000 lbs. .. — 550 

Exc. 20,000 lbs. and not exc, 40,000 ... 10 to o 

40.000 ,, 60,000 ... IS 15 o 

60.000 „ 80,000 ... 21 o o 

80.000 ,, 100,000... 26 5 o 

100,000 31 10 o 

Beginners to pay ;;^5 5^*. and a sur- 
charge on renewal. 

Vinegar-makers, armiml, I’.K 1 o o 

♦Wine, annual licences, U.ii. 

Dealers (wine only) 10 10 o 

Eetailers, selling for consumption 
om (See also Publicans) ............ 3 10 o 

♦Wine retailers (or grocers), England 

and Ireland, selling wine (off) 2 10 o 

♦Do., grocers, Scotland (off) 3 4 j 

♦Wine, British, Stamifacturers for 
sale of (6 IHdiv. VZd, c. 20, s. 7), tf.X, 100 

♦ Xote.—Finance Bill, 1909. 

The following provisions affecting Excise 
Duties and Licences are embodied in the Finance 
Bill, 1909, which at the time of going to press had 
not reached its final stage : — 

Liquor Manufacturers' Licences 
Brewer of Beer for sale : according to quantity. 
bre\ved in precetling year, viz. : not exceeding 
100 barrels, £t ; exceeding 100, for first too, 
and X2S. od. for every further 50. 

Distiller of Spirits : not exceeding so,oeo gallons, 
£xq ; exceeding 50,000, £to for fii'st 50,000, and 
;)£io for every further 25,000. 

. £ s, d, 

Rectifier of Spu'its i< 15 o 

Sweets (including Brit Wine), Maker of 5 s 0 


Liquor Lealers' {Wholesale) Licences : — 

£ s.d. 

Beer... 10 10 o 

Spirits,... IS 15 0 

Sweets s B o 

Wine 10 JO o 

Liquor Retailers' On-Licences : — 

Beer (Beer-house Licence): a Duty equal to a 
thii’d of the annual value of the premises, 
subject to a minimum of from £■> tos. od. 
to ^23 10.9. od., according to population of 
district. There is an option to pay in pro- 
portion to the annual “ compensation value ” 
in certain cases of large beer-houses and 
seasonal” hotels. 

Cider: from £2 ss. cff. where aim. val. is under 
£30, up to £6 where it is £too or over. 

Spirits (Publican's Licence): a Duty equal to 
half the annual value of the premises, subject 
to a minimum of from ;j^'5 to £3$, according, 
to population of district. There is an option 
to pay ill proportion to the annual “compen- 
sation value ” in certain cases of large public- 
houses and “seasonal” hotels. 

(Hotels and Eestii urants) : duty to Tie charged 
according to proportion that receipts from in- 
toxicating iiciuors bear to total receipts, or, 
optionally, zsf. of the ‘ ' annual licence value ” ; 
subject in either case to a minimum charge. 

(Clubs) : an Excise Duty of 6 d. in the £.on 
their purchases of intoxicating liquors, but no 
Licence Duty. 

(Theatres, Aliisic Halls and Refreshment 
Rooms).. The Bill lias special provisions. 

I Sweets : the same scale as for Cider. 

; Wine : from 10s. od. where ann. val. is under 
: ;^3o, up to £x2 where it is j^ioo or over. 

i Liquor Retailers' Off-Licences 

; Beer : from £t tos. od. wdiere ann. val. does not 
exceed ;^io, up to £tQ where it exceeds :£soo. 

Cider .....£2 o o 

■ Spirits : from £zo (ann. val. not exceeding £t 6 ) 
up to- (ann. val, exceeding £300). 

Sweets £z o o 

Wine : from £2 tos. od. (ann. vni. not exceeding 
;^2o) up to £'10 (ami, val. exceeding ^500), 

! other Liquor lAcences 

: Passenger Vessel : ;,Cio (annual) ; £2 (one day). 

: Railway Restaurant Car £% o o j 

' Occasional Licences : icc. per day (5.9. if for beer 
i and wine onl y). j 

j Alotor Spirit, mauufa.ctared in U.K. ! 

; the gallon o 3 | 

i Duty repayable to persons using otherwifse than ! 
j for motive pow'er for motor cars, and half duty ! 
I rejiayable when used for trade cars or hackney ' 
i carriages, or by a medical man for professional 
I purposes. 

I Motor Spirit Manufactm-er, ann. licenccj^i o o 
,, ,, Dealer, do. 050 

(One pint at a time may be sold witliout licence.) 
Spirits, made in IT.K. ; 3.9. ^d. additional, 
making total duty ...per proeff gallon £'o 14 9 
Tobacco, gi*own in Ireland (from April 30. 1909), 
or gimvn in England or Scotland (from Jan. i , 
19*0) : £ s, d. 

Manufactured in bond per lb. o 4 ' 8 

Unmanufactured, if containing 
10 per cent, moisture ....-...."per lb. 036 
Less than 10 i>er cent, moisture ,, o s'li 
Tobacco- Growers, Cultivators or Curers, 

England and Scotland, annual licence 050 
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Hocal Cajation Htcences. 


(ADMINISTERED BT THE RESPECTIVE COUNTY COUNOILS. LICENCES OBTAINABLE AT ANY 
Postal Money ORDER Opfioe.) 


ARMORIAL BearinOS, annual licence, £ s, (?-» 

Oreat Britain i to 

If used on any carriage, do..... a a o 

Carriages and AIoTORS— 

Carriages drawn Tjy Horses or Mules i-“ 

(i.) With four or more •wheels— 

(x) To be (.Irawn by two or more 

horses.... a a o 

(a) To be drawn by one horse only x i o 

(ii.) With less than four wheels o 15 o 

(iii.) Hackney Carriage)!! o xg o 

Motors, or YeMcles drawn by Motors [but see 
Note in next column as to the new Scale of Duties 
which tiie Jhdnance Bill, X909, proposes to bring 
into force on Jan. x, x{>xoi ; — 


■Weight, 'unladen. 


' Exe.a tons'iExc. x ton! Kot exe. 

; but not i bat not lx ton; or, 
exc. s tons. exc. a tons. 'exc. $ tons. 


(i.) With four or £ 

more wheels S 5 

(ii.) With le.ss than 
four wheels (incl.' 
Motor Bicycles, 
and Tricycles) ... 3 x8 
(iii.)Hackn’yMotors 3 x8 


£ $, d. 

440 


a X7 
a tj 


I. 


£ 8. d. 


o x5 
o IS 


Came LiCENCESjtr.H., if taken out after £ d. 
31st July and before xst Nov., to 

expire on jxst July following 3 0 o 

After 31st July, to expire following 

31st October » 0 0 

After 31st Oct., to exiure 31st July ... a o o 
Licence for a continuous period of 
fourteen days x o o 

Gamekeeper’s (Great Britain), to expire 
3xst July a o o 

Gamekeeper’s (Ireland), same as Game 
Licences. ■■ ■ 

Game-Dealer’s Licence, IlK., to expire 

1st July, annually a o o 

Gun Licences (gun or pistol) o to o 

Payment is now rigidly enforced, even 
to the carrying of a revolver or air 
gun. Persons holding game li- 
cences, soldiers and volunteers are 
exempt ; but the licence cannot be 
transferred to a son or to a servant. 

U.K. expire 31st July. 

Male Servants, annual Licence.— 

Great Britain. Every male servant 0 13 o 


* Tncluding Light Tjocomotive Duty. 

Half the Carriaf^e Lit'enee J)%tty mihj 
charged on licences taken out between 
xst October and 31st December. No 
reduction on the Light Locomotive £ s. d. 
Duty. 

N.B.— In calctilating w'fight of a vehicle 
unladM.^ the weight of water, fuel, or 
accumulator shall not be included. 

DOCS of any kiml(aimually), Great Britain 076 
Dogs under <5 months of age, and those 
kept solely for the purpose of tend- 
ing sheep or cattle on a farm, or by 
shepherds, or by blind persons for 
their guidance, exempt from Duty, 


Note, as to Motors. 

The Pinance Bill, 1909, proposes the following 
Scale in respect of Motor Cars which are car- 
1 riages. (The Bill had not reached its final stage 
' at the time of this volume being sent to press) 

! £ ». d. 

j Motor Bicycles or Tricycles x o o 

I Motor Cars 

' Not exceeding 6l4 h.p 3*0 


Exceeding 


x6 

z6 

33 

40 

60 

60 


3 3 
■ 4 4 
6 6 
8 8 
xo xo 
2 x a 
42 o 


Hackney Motors are not affected by the Bill. 
Medical men are to be allowed half the duty If 
the ear is kei)t for professional purposes. 


Stamps, Caies, anti Bratij Butifs. 

t (Administered by the Board of Inland Eevenue.) 

Note,— The instruments for which the use of Postage (TTnified) adhesive stamps is “permitted ” 
under the Stamp Act, xSpx, are 

i^reements lialile to the iluty of 6rf.— s. xs. Bills) of exchange (ineluding cheques) for payment of money 
on ilemand-a. 34 tjK Uertihed copies of or extracts from registers of birtJis, &e'.— s. 64. Charter-parties— ss. 40, so 
Contraet-notos where the value is less than ;S'xoo-s. 52. Lease or taek-s. 78: i. of a (i^yelli^lg-h<H^se, or 




Acts-s. M. Policies of bwurance (not life or marine)~.s. 99. ?'n)ttsts'of'bih.s”of'?x'change’ aiufpronussorv notes 
— go. Proxies Hahle to the duty of x<i.— s. 8». Receiiita-s. 101 is). Transfers of shares in Cost-liook mines— 
s. *xo. Noting iiaiwrs-s. 80. Warrants for goods— 3. xh (a/. 

Admisbion^ the degree of a barrister ^ o o | Affidavit, or statutory declaration... "o 2^6 

Assohcitororproctor, obW.S. *3 © o * Agreement, or memorandum of 

Inn of (hurt or Student of 1 agreement, under hand only, not 

. ^ as o o I otherwise charged ‘ 006 

As ffellow of ( ollege of Physicians... 25 o o ' Agreement for Lease, Leases. 

As Burgm, by birth, apprenticeship, ; Ditto, for less than ayear of a furnished 

or maniage, England or Ireland ... x o o house, the rent exceeding :^2C 026 

3 ® ® Ditto,forSaleof Property— chargeable 
^ England 30 e o : in certain cases as an actual Con- 

D^- IrdMd or S<^tla»d ao o 0 ! veyance (Stamp Act, x^x, s. 59). 

Aa a n 5 o i Alkali Works, Cert, of Registration 5 0.0 
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Allotment, see Letter OF AiiLOTMENT. £ 8 , d. 
At>H»iNTMENT of a new trustee and in 
execution of a power of property, not 

Leing by a will ; also on retirement 
of trustee, although no new trustee 
he appointed (a Eclw. VH. c. 7) ...... d 16 0 

appraisement or Valuation of any 
property, or of dilapidations, or of 
repairs wanted, or of materials and 
labour, where the amount of the 

appraisement shall not exceedXs ••• 0 0 3 

Hot exc. 0 0 6 Not exc, ^50... 0 z 6 

,, zo... 0 X o| ,, xoo... 050 

,, 30... 0161 ,, zoo... 0 10 0 

,, 40... 0 z oi „ 500... 0 IS 0 

, .■Exceeding' j^Soo - x 0 0 

Apprenticeship Indentures 026 

Arms, grant of, stamp duty on xo 0 0 

Articles of Clerkship to solicitor, in 

England or Ireland 80 0 0 

In Superior Courts, in Scotland 60 0 0 

In Sheriff Courts, in Scotland 0 2 6 

Award 0 10 0 

Bank Note for money payable on de- 
mand ; 

Not exceedg.jCx... sd. Notexceedg.j^zo... zs. 

„ £2.,. xod. ,, £20.,. $s. 

» » ASo- S«- 

„ £io.x 8 .gd. ,, £tooBs. 6 d. 

Banker’s Annual Licence, IT.K 30 0 0 

Bankers’ Cheques 0 0 i 

Bills op Exchange, J ntond or Foreign, 
payable on demand, or within 3 days 
after date or sight, 62 & 63 Viet., e. 9, 

s. 10 (2), for any amount 0 a x 

Bills of Exchange, Inland, not payable 
on demand or within 3 days ; also 
BROMlSSORYNOTES:Notexceeding£s 0 0 x 

Exc. £b and not exceeding £xo 0 0 z ‘ 

»i 10 *5 003 

j» 25 >» SO 006 

M 50 ,, 75 009 

tf 75 »» 200 0X0 

Every £100, and also for any fractional 

part of £xoo, of such amount 0x0 

Bills of Exchange, Foreign (i.e,, drawn, 
and expressed to be payable, out of 

IT.K.), not payable on demand or 
within 3 days. —When paid, or en- 
dorsed, or negotiated in L.K. : Not 

exceeding ;^S - 0 0 x 

Exc. and not e.xceediiig ;^xo 0 0 2 

>» 10 ,» 25 0 0 3 

)» ®S jj xoo 0 0 6 

Every £ioo or fractional part 006 

l^jpecial Adhesive Stamps are required 
for Foreign Bills chargeable witli 
these ad val. duties.] 

Bill of Lading 0 0 6 

Bill op Sale, Absolute, see Convey- 
ance OK Sale ; ))y way of Security, 
see Mortgage, «S:c. 

Bond for payment of money, see Mort- 
gage Bond, &c. 

For securing an annuity 

X. Wherethetotalamountisascertain- 
able. Same as Mortgage Bond, Ac. 

2. Where the payments are for the term 
of life, or other indefinite period : — 

For every ^5, and every fractional 
part of £b payable— 

If as primarj" security 0 a 6 

If as collateral security 0 0 6 

For Customs or Excise duties, same £ s. cl, 
as Mortgage Bond, <fec. , but not to 

exceed 050 

On obtaining letters of administration , 

&c. (not exceeding £xoo exempt) ... 0 5 0 
Of any kind whatever, not specifically 
charged (including IFidelity Bonds)j 
same as Mortgage Bond, &c., but 

not to exceed 0 xo 0 

Capital Duty (Share).— Companies and 
Corporations with limited liability, 011 
every j£^xoo of the nominal capital ... 0 5 0 
Statement of amount of any increase 
of registered capital shall be de- 
livered duly stamped within fifteen 
days after the i>assmgof the resolu- 
tion (3 Edw. 7 c. 46 s. s). 

Capital Duty (Loan).— On issues by 

Local Authorities, Companies, and 
Corporations, &c., on every £100 of. 
amount secured (62 & 63 Viet., c. 9, s. 8) 0 a 6 
zs. in the £ is repayable if the Capital 
is applied in conversion of an exist- 
ing loan (s. xo, Fin. Act, X907), 

Certificate— to be taken out yearly 
by every solicitor, law agent or writer 
to the signet, notaxy public, convey- 
ancer, special pleader, and draftsman 
in equity, practising within 10 miles 
of the General Post Office, London ; 
or either in the city or shire of Edin- 
burgh, or in the city of Dublin, or 

within 3 miles thereof 9 0 0 

If practising elsewhere 6 0 0 

(During first three years one half only.) 
Certificate of birth, baptism, mar- 

n'age, death, or burial 0 0 x 

Charter-party 0 0 6 

Cheques, or drafts, payable on demand 

or to order 0 01 

Collateral Security, for every £xoo 006 

maximum duty 0 xo 0 

Commission of Lunacy 050 

Contract, Agreement. 

^Contract Note for the sale or purchase 
of any stock or marketable security of 

the value of £s and under £zoo 0 0 x 

Of the value of 5^^100 or upwards 

(special adhesive stamp) o x 0 

Contract or Grant for payment of a 
Superannuation Annuity ; for every 

or fractional part of ;;^5 0 0 6 

1 Conveyance or Transfer Of Bank 

1 of England Stock 079 

1 Of any Colonial Stock forming part 
of public debt of Colony, if register 
is kept in ILK. and the Stock is 
declared under the Colonial Stock 

Act, 1877 : for every £xoo, or frac- 
tional part of £xoo, of nominal 

amount transferred 0 » 6 

Or may be compounded for. /?ee 

Stamp Act, 1891, s. 1x4. 

^Conveyance or transfer on sale of anv 
property except such Stock as afore- 
said -where the purchase money 

shall not exceed 4s 006 

Exceedingj^sanonotexceeding^io... 0x0 

s» »> IS— 0 1 6 

,»» , . . .. it , 20 ...,, 0 0 

» 20 ,, as*'* 0 2 6 

Foreveryadditional;^z5uptO:^3oo... 026 
If exceeding ;^ 3 oo, then for every 0 S 0 

* See Note as to Finance Bill, at end of this Table. 


WHITAKER’S ALMANACK, 1910. 


Stamps^ Tmes^ and Death Duties, 


Of aiiy kind not otherwise charged o lo o 
Prociso for composition for transfer 
duty : see & 55 Viet. c. 39, and 
S7 and 58 Viet. c. 39. 

Coni oPw Exttiact (atteBted or anthenti- 
cated), the same duty as original, b'ut 

not to exceed o i o 

Copyhold and Clstomaky Estates 
I f on sale, moi’tgage, or demise, the 
ad valorem duties under Conveyance, 

Mortgage, or Lease. Upon any other 
oceasioji— Surrender or grant made 
out of court, or the memorandum 
thereof, and Copy of court-roll of any 
surrender or grant made in coai*t o so o 

ConrOTlATE AND UNINCOBrOUATE BODIES. 

Upon the net annual value, income, or 
profits accrued in respect of all real 
or personal proi>erty vesl^jd In such 

Imdies per cent. 500 

(Subject to certain exceptions laid 
do%vn in the Act 48 <fc 49 Viet. c. 51.) 

Cotenant— -F or repayment of money, 
see MOIITGAOE. 

For original creation and sale of any 
annuity, see Conveyance. 

For aTi annuity (except on original 
creation and sale) or other periodi- 
cal payments, see Bond. 

Separate Deed of, made on occasion 
of sale or mortgage, but not being 
an instrument chargeable with ad 
ml, du-ty as a Conveyance or Mort- 
gage : same duty as a Convey- 
ance on Sale, or a Alortgage, but 

not to exceed 0 ro o 

Declajia'J’ion, see Affidavit. 

Deolaeatk>n of Teust, not being a 

"Will or flettlemeut 0x00 

DBE 1 > of any kind not charged under 

some .special head o 10 o 

Demise, see Lease. 

Deputation or Appointment of a 

Camckeeper 0x0 o 

Duplicate ok Counteupaut : 

Haiue duty as origlnal,butuot to exceed o s o 
Boclesiastical Licences 

To hold the offloe of lecturer, Ac 0 10 o 

For licensing a building for divine 
service, d'c,, and any cliapel for 

st>lemuising marriages o zo o 

Li(!ence not otherwise charged s o o 

Bt^uiTAKUE MuiiTU AGES under hand only. 

For evtay ;£;'5oo or part thereof o z o 

*Kstate Df.’TV ; 

In the case of every x»erson dying after 
xst August, X894 (prior to which date 
Probate, AliUiavit, or Inventory 
Duty is jay able), where the princ ipal 
value of all property, Beal or Fer- 
sona!, Skittle<l, or I?ot Settled, pass- 
ing on the death of such person, per cent, 
exceeds : s. 


£xoo and does not exceed 

£500... t 0 

500 j, 

Z, 000 ‘.. Z 0 

x,ooo „ 

10, 000.. - 3 0 


a 5 , 09 o.>. 4 0 


50,000... 4 xo 

' mooo . 

75,000... $ 0 

, ' ,» 

100,000... 5 xo 

■; 

x«9>,ooo.„ 6 0 

Z . wmm ' n 

*50,000... 7 0 

*! m mrnxm iSik at ^ ©f this TaWb. 


exceeds: £ s. 

500.000 and docs not exceed jj(^75o, 000.., 9 o 

750.000 ,, 1,000,000... 10 o 

’*'1,000,000 „ —10 o 

In calculating duty the net value of 
an estate where the death occurred 
between and August, 1894, and 30th 
June, 1S96, is raised to the next 
complete £10 > on deaths after that 
date until the 8tii April, igoo, any 
fraction of £xoo is ignored, such 
adjusted value determiningboththe 
rate and amount of duty. On deaths 
on and after gth of April, 1900, the 
rate and amount of duty is calcu- 
lated on the exact net value. 

Gifts made by the deceased within a 
tweiveinonth of death are subject 
to aggregation with the rest of the 
estate. 

In addition to the above, "where pro- 
perty liable to Estate Duty is settled 
by the will of the deceased, or 
having been settled by some other 
disposition which took effect since 
X Aug., 1894, passes under that dis- 
on the death of the deceased 
to some person not competent to 
dispose thereof, a further duty 
(Settlement Estate Duty) is pay- 
able at the rate of £x per cent, 
on the Settled property (except 
when the only life interest is taken 
by the husband or wife of the de- 
ceased), Imt from that payment the 
ad valorem .stamp duty charged on 
the settlement may be deducted. 

But wlierc the net value of the pro- 
pei'ty, real and personai, doe,s not 
exceed ;)(js,ooo, Estate Duty only is 
payable, and the property is exempt 
from Settlement Estate Duty, and 
from Legacy or Succession Duties. 

Small estates up to ;^3oo and ;:^soo 
gross are charged, at'the option of 
the accounting parties, either hy 
the preceding scale or with fixed 
duties of 3os‘. and 50.9., and are 
exempt from all other death duties. 
tVhere the net value exceeds ,-^^zoo, 
but docs not exceed £zco, the ad 
valorem duty amounts to £.t only. " 
provided that the death occurred on 
or after xst July, 1896, and before 
gth April, 1900. 

Interest at 3 per cent, per annum is 
also payable on the Estate Duty on 
per-sonalty from the dat-e of the 
death up to that of delivery of the 
affidavit oi' account. 

The E.statc Duty on real iiroxierty 
may be paid, if desired, )>y eight 
yearly or sixteen half-yearly in- 
stalments, and that on certain 
annuities may at option be paid in • 
four yearly instabheiits, and 3 per 
cent, interest is charged on all un- 
paid portions cd duty in these cases 
from twelve months after death. 

* Estates exceeding 000.000 pay to per cent, on first 
mtlUm, whilst the remainder, if not exceeding half a 
million, IS cliarged, ix per cent., if not exceeding a million 
tsi per cent., anti so on to a maximum of 15 per cent. 
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Taxes^ and Death Duties. 


s. d. 


*300 


o 6 


-Faculty 011 I)LsuE3s?A'noN. £ 

|n Enjiiarid, in al] cases 30 

In Bcouland or IreJand, in some cases 

£zo, in others 

Fees are taken in all Piildic Eepart- 
inents hy means of Stamps : siicli pay- 
jpcuts arc aeiutmiied for to the Ex- 
oue<iiier miuer the lieadiiu;* of Aliscel- 
lanuons ilevcime, 

Gajiekeepf.k, J>ep!itiition or Appoint- 

meiit<A 

HiLE-Pf'nciiASE Aceeemexts ; 

toKlorhand 

rndersea} 

(Finance Act, 1Q07, s. 7.) 

House .I>utv.—Oii hihaoitod hop.ses, oc- 
cupied as fa.rm-house, public-house, 
cf<tfoo-shop, sli<‘>p, warelioiise, or 
iohaiiie'dionso (>/ tJto toin/iaL calue 
of £zo, and not cxcC(^diii(i £i\o ...| 2 o c 
IfxcejnUmj £j^o a nd not exc. £60 c 

Exc,:od'ijnj £6q |s q g 

Ofhp* oftha tnhmal value ofi 

£20, (tnd nut r^iurdfnff £40 0 

Axcrcdinrj £^o, (inn not cxe. £60 ( o 

Exceeding £60 ' J- o o 

On Houses let in toneinents or fiats, 
gee 3 Es'hv. 7 e, 45 s. u. 

IXCOME Tax.—.S'cc jh-(.>])crty and Income Tax. 

IXEllUTATEiV -ReTLEATs Licences S o 

(so-v. additional is payuide for every 
patient over sc iti nnosher,) 

Insurance Policies -Ljee t 

For any sum not cxceedijia' £^o o o 

E\c, £xo, and ind exc. £35 o o 

Ex(;. £ss, and not exc. ;i^soo, f(»r every 
;^5© fractional part of £so ...... o o 

£soo, and not exc. ;^;i,ooo, for 
oven'j^soc}orfraclion:ilj)artof j^ioo o i 
Exo, £t.Qso, for every ;^x,ooo or any 

fractional part of £t,aoo.. o 10 

Policies of Inpeainitv acainst loss 
under the EmidoyfU's’ Liiibility Act, 
s88o, and the VHn'knicn’s (.'oinpeiisa- 
tion Act, 1897 : 

AmiualPrej!nnmnotcxcee(lin"j<;2 o o 
Ditto exceeding £z under hand o o 
Ditto Ditto under seal 0 10 
— Accipental Death, or Personal 
Injury, or on periodica.i payments 
during sickness, or Joss or damage 

upon Property o o 

Pi'omnoft}}' Coinpo.'dt ii)it for Ensurance 
Didn, see 52 A'53 V'iet. e. 43, s. so, and 
59 it 60 Viet. c. 28, s. x3, and 7 Ed^v. 

7 C. 13, s. 8 (a). 

In surance Po licies --Sea : 

Where the premhmi does not exceed 

2.9. 6d. per cent © o 

Where the preiniuni exceeds ai-. 6d. 
per cent. ; 

E'or ang Vogage, for every £xoo av 
i‘ractionalpart(s.sFinance Act, 1908) o ' o 

i'hr Time, for evcr.v £100, and any 
fractional part 01 £xoo thereby 
insm’ed, for any time not exc. 6 
^ months, 3r7. ; not exc. xz months ... o o 
Containing Continuation Clause, an 
additional duty of 

(1 Edw-V c. 7, s, is'). 

Penalty for fraud, or evasion of -Sea 
Policy duty 

Inventory Duty, nee Estate Duty. 

LanpTax.— T he (piota payable bv each 
Parish, as fixed in the year 1798 (less 
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006 


Exed. 

Not 

Exed. 

exceeding 
35 years. 


£b .. 

006 

xo .. 

0X0 

xo 

xs .. 

0x6 


20 .. 

0 3 0 

20 

2S •• 

0 2 6 

as 

SO .. 

OS© 

S© 

7 S •• 

076 

75 

xoo .. 

0 10 0 


Between 
35 .years 
and soo. 
o 30 
o 60 
o 9 o 
o 12 o 
0.13 o 


the amount redeemed), is raised by an 
equal pound rate, the rate of Assess- 
ment not to 'exceed i,v. in the £. 

Where the income of the owner of the 
land (when not a body of ptirsons, 
corporate or incorporate) does not 
exceed ;£^3;6o lie is exempt from ])ny- 
ment of land tax, and if the owner’s 
income does not exceed £400 on e-half 
■ of the tax is remitted, but lie must 
claim this relief before payment of 
the tax. 

*Lanp Values Duties. " 

*DEASES;~-Lease or tack of any dwelling-house 
or part thereof for any definite term not 'exceed- 
ing a year at a rent riot exceeding £xo per 
annum, xd. ; for any definite term less than a year 
of any furnished dweliing-hoiise or apartments 
where the rent for such term exeeeds;^2S,29.6d. ; 
of any lands, tenements, &c., at a yearly rent 

IVnL Exceed- 

ing lOO 
'years. 
o 6 o 
■'& 12 "0 

0 18 o 

1 4 o 

X xo o 

3 © 0 

4 so o 
6 0 o 

— , IT'actional 

part of j^5o... o 5 o ... s so o ... 3 0 o 
Lease of any kind not specially charged o so o 
Agreement for lease not exceeding 35 years, same 
as actual lease. 

^Legacy and Succession Duties A see 
“ Estate Eutg.'’ 

if the deceased died on or after the ist June, 
1^1, every jiecuniary Legacy or Eesidue, or 
shai'e of Hesidue, although nett of the amount 
or value of £zo, is chargeable with Duty by 
the 44 Viet. c. 13, s. 42.— Except in the cases 
^of small estates, see note to Estate Duty. 

Ho succession duty is payable wiiere the priii- 
successions on the same 
death does not amount to :^ioo (16 & 17 
Met. c. 51, s. 18). ^ 

Hates of duties payable on legacies, annuities, 
and residues (^x per cent. Legacg Inttg prac- 
tteallg (tbolished since 1881), and of Succession 
Duties Aviiere deceased died before ist July 
1888, or where Estate Duty, Finance A.ct, 1894 
is payable which latter case the x -per cent 
duty is msQ practically abolished). 

To Gliildren of the Deceased, or their De- 
scendants, or to the Father or f^Iother 
orother Lineal Aiicestorof the Deceased 

(see above) £j ^eut 

To Brothers and Sisters of the Deceased" 

rr £3 per cent. 

To Brothers aiid Sisters of the Father or 
Mother of the Deceased, or their De- 

seendmits.....,,. £^ pej. cent. 

lo Brothers and Sisters of the Grand- 
fatlmr pr Grandmother of the Deceased, 

or their Descendants •••£Q per cent. 

To any Person in any other degree of col- 
lateral Consanguinity, or to a Stranger 

m Blood to the Deceased ^10 per cent. 

Where deceased died on or after i July, i888>and 
Probate or Estate Duty is not payable, Siicces- 
Sion Duties for the relationships above are at 
rates of xj 4 t 4^ jtK) rind n jA re.spectively. 


wii'itakee’s almanack, 1916. 
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\ The .Htisband or Wife is chargeable with Estate 
i Duty, but nob Legacy or Succession Duty *, 
and the Husband or Wife of a relation is 
chargeable at the rate at which the relation 
I would be charged. 

Pc Persons paying or receiving any 
Legacy, Kesidue, or Share of Residue liable to 
I Duty, without taking or signing the pro:^er 
! Receipt for the same ; persons not giving notice 
! of a succession, or not delivering an account, 
j are subject to certain Penalties. 

; LETTERS OF ALLOTMENT ANl) OF RENUNCIATION. 

\ Less than jSS) J £s JiecI upwards, 6 d. 

Letters of Marque anp Reprisal j ^5 

Letters Patent, Grant of, to any honour or 
dignity, viz. : Duke, £350 ; Marquis, £300 ; 
Earl, ^250 ; Viscount, £zco ; Baron, £150 ; 
Frecedencii, £xoo; Baronet, ;igxoo ; Conned’ Hire 
to elect an Archbishop or Bishop, £30 ; any 
other honour, dignity , or franchise, j^3o. Change 
of surname or arms, in accordance with will, 
£50; upon voluntai*y application, £xq. 

I Lunacy act, Licence for House xos. 

Lunatic i—Grant of custody of person £ st, d 

or estate a o o 

* 3 Iarketable Securities transferable 
by deliveiy 

(i) (a) Colonial Government Securities; 

(b) Securities dated or signed before 
yth Aug., 1885 (except Foreign or 
{.'olonial Securities dated or signed 
before 4th June, 1862), same duty as 
on Mortgage Bond, d’C. (q.v.). 

(») Of any other description, for every 

£xo or fractional part of ;^io o x o 

I :Marketahle Securities not tranafei-- 
j able by delivery, same duty as ou 
1 Mortgage Bond, <Lv. (q,v.). 

! Marriage Licence, special, England 

I and Ireland 500 

Hot special (mi page 377) o 10 o 

MONEY Lenders’ Registration Fees ...too 
Failure to register involves severe 
penalties, see 63 and 64 Viet. c. 51. 
MoRTOAGEBf>ND,<fec.,notexceediug^io 003 
Hot exc. £sts...c) o 8 I Hot exc. j^oo 050 

„ S0...0 X 3 ,, aso o 6 3 

„ X00...0 a 6 ,, j6^3oo 076 

„ 150...0 3 9 I 

Exceeding £300, for every £xoo and 

fractiohalliJU't of ;^ioo 026 

I’ransfer of Mortgage (except market- 
able securities), for every ;£xoo 006 

Reconveyance, Release, &c., for every 


Application for certificate of payment £ s. d. 
of renewal 

Before the expiration of the 4th year 
from the date of the patent, and in 
respect of the— 


Sth year 5 

6bh „ 6 

7th ,, ...... 7 

Sth 8 

9th ,, ...... 9 


xoth year to 

Xlth ,, XX 

xzth ,, tz 

13th „ 13 

14th „ X4 


Collateral, m* auxiliary, or additional, 
or sulistituted security (other than 
an ecpiitable mortice), when the 
principal security is duly stamped : 
for every £100, or fraction of ^^xoo, 

6 c/., up to a maximum of o 10 

' Notarial act of any kind (except pro- 
tests) O X 

PAfiSroST o o 

Patent (Letters) for inventions : — 

Ou application for provisional 

protwlon % a 

On filing complete specification 3 o 

On notice of desire to have patent 

* o 

1 * Set H&lo as to Wimtm Bill, at etjA of this Table. 


Other small fees are also payable, of such 
amount as may be from time to time 
prescribed by the Board of Trade wdth 
the sanction of the Treasury. 

Power of Attorney, &c., receiving 

prize-money or wages 0x0 

For the receipt of any money, or bill, 
or note, not exceeding £zo, or of 
any periodical payments not exceed- 
ing annually o s 0 

For sale, transfer, or accexitance of 
any of the Government funds not 
exceeding £xoo (nominal amount).. 026 
Ditto, in any other case o xo 0 

> For the receipt of dividends or interest 

of any stock, if for one payment only 0x0 

Ditto in any other case o s o 

Proxy to vote at a meeting 001 

Power of attorney of any other kind... o 10 0 
Procuration, Deed or other Instiai- 

mentof o 10 0 

Promissory Hote, see Bill op Exchange. 
^Property and Income Tax. In the £ 

I Schedule A : Lands, Tenements, (fee. ...0x0 
Owner must allow deduction from 
next payment of rent when tax paid 
by tenant. 

Relief is given in certain cases in 
respect of Income Tax under Sch. A 
to the extent of either part of 

the assessment (57 & 58 Viet. c. 35). 

jo X o 

Schedule B : Nurseries & Markt. Gardens < or 
111 respect of the Occupation of jo o*f9 
' Farms, <fcc., on ^rd of full Annual 
' Value (59 <fe 60 Viet. c. 28, s. z6) ; 

' or (by special request, if made at 

' beginning of year) on profits of 

husbandry, as in case of Trades, 
under Schedule D. 

Schedule G: Dividends or Annuities 
; from public revenue (Government 

Stocks, (fee.) o 1 o 

> Schedule D : Trades, Professions, Re- * ° 

mittances from Abroad, Interest, (fec .1 , 

.. 10 o 

Schedule E : Salaries, pensions, and other ) 

emolimients of Officers of Army, lo 10 
Navy, Civil Service, Ecclesiastical > or 
, Bodies, Corporations, Public Com- jo o fg 

^ * See Note as to Finance Bill, at end of this Table. 

» t Relief for “ Earned " Incomes.— An individual whose 
total income (from all sources) does not exceed ;£!a,ooo 
may claim to be charged at the lower rate of duty upon 
any portion of such income which is immediately de- 

> rived by him from the exercise of a trade or profession, 
V or from an office or employment of profit held by him, 

or from a pension for past services in an office or employ- 
ment of profit, provmed that the claim is made before 
» Septemher 30 in the year (ending the following April 5) 
- for which the tax is charged. {See Finance Act, *907, 
s: *9.) 
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Exemption and Abatements. 

Income not exceeding Exempt. 

Exc 4 , 'KotExcd.' 

£t^ ... £^x>o Abatement of £x^ 

400 ... 500 ,, 150 

500 ... 600 „ X20 

600 ... 700 ,, 70 

When the total Joint income of a husband and 
wife does not exceed j^soo, a wife can separate 
her claim for exemption or abateiuent from 
that of her husband on account of jirolits 
derived from any business cairied on by means 
of her own personal labour (60 & 61 Viet, c. 24, 
s. s), piovided tlie husband is assessable under 
Sch. 1 ), and tliat his income is imconnected 
with the l:»usii)ess of the wife. Allowance of 
duty may l)e claimed on the amount of 
premimns paid for insui’ance of self or wife 
in approved Companies legally carrying on 
business in the United Kingdom, if not exceed- 
ing one-sixth of the net personal income. 

A Clergyman or Minister paying rent for dwelling 
house and using part of the house mainly for 
his duties may obtain an allowance not exceed- 
ing the tax on one-eighth of the rent. (Finance 
Act, X907, s. 28.) 

Pbotesi of any Bill of Exchange— 

Where the duty on the Bill or Note £ s, d. 
does not exceed li?., the same duty 
as the Bill or Note. 

In any other case 010 

BJiOElPTS, £z or upwards 00s 

Penalty for not stamping 10 0 v 

llEVOOATiON of any Trust of Property, 

not being a Will 0 10 o 

ScKip Ceetifioate, or Scrip 001 

Settlement Estate Duty, $ce 
Estate Duty. 

Settlements.— A ny deed whereby any 
definite sum, or stock, or security, is 
settled or agreed to be settled in any 
manner: for every;i^xoo or part of too 050 
SHARE Certwicate, Foreion, to Bearer 
[secs. 4 (2) and 6 of Fin. Act, X899], 
on first negotiation in U.K., for every 

£ii5, or fraction of £zs, o o 3 

Share Warrant and Stock Certificate 
to Bearer : — 

I. Of any Company, Corpoi’atioii, or 
body of persons in the U.K.,071 imie, 

per cent, on nominal value i xo o 

*2. Of any Foreign or Colonial Company 
on first negotiation in U.K., for 
every;^xo or fractional part of 010 

Stock Certificate to Bearer, tsee 
Share Warrant. 

Succession Duties, see Legacy Duties. 
Transfer of Stock, .see Conveyance. 

Transfer of Share in Cost-Book Mines... 006 
Valuation, sea Appraisement. 

Voting Paper or Proxy o o i 

Warrant for Goods o o 3 

Spoiled Stamps, 

All applications for allowance must be made 
within t\vo years from the time of spoilage of 
unexecuted instruments, or within two years of 
the date or of the first execution of others. 

The hours of attendance for the allowance of 
spoiled stamps at Somerset House are from xx to 
3 , Saturday, 10 to x. At Telegraph Street, E.C. 
(sea policy and general spoiled stamps), from 
XI to 3 on Monday, Wednesday, and Friday. 


' See Note as to Finance Rill, at end of this Table. 


Deeds Stamped after Execution, 
Begulations under which the Commissioners 
as a general rule allow deeds and other instru- 
ments to be stamped after execution 
■Without Penalty, on Payment of Duty only : 
Agreements underhand only, liable to the duty 
of 6(1 — Agreements for letting furnished 
house.s for less tlian a year, if in the form of 
letters and eorre.spmicIence only. — Appraise- 
ments. — Attested copies,— within x4 days of 
first execution. 

Foreign sea policies, within 10 days of arrival 
in U.K. 

Deeds and instruments Jiot otherwise excepted, 
within 30 days ot first execution. 

Note. — VvTiere the deed or instrument has been 
wholly executed abroad, the period within 
which it may be stamped begins to reckon 
from the date of its arrival here. 

With Penalty in Addition to Duty:— 
Articles of clerkship. 

Bills of exchange upon stamps of sufficient 
amount but of improper denomination. 
Charter-parties. Keceipts, withiii cei^ain limits 
of time . — Vide Table of Penalties. 

Contract notes. 

Lettei-s of Allotment and Beimnciation. Scrip 
certificates. 

Share waiT.ants. Warrants for goods. 

Policies of insurance, other than Marine 
policies. 

Instruments which cannot Legally be 
Stamped after Execution 
Bills of exchange (except as before mentioned). 
—Bills of lading. 

Marine policies executed in the United King- 
dom. Pi'oxies and Voting Papers (except 
those first executed abroad, which may now 
be stamped within 30 days after fii'st receipt 
in U.K.). 

Penalties Enforceable on Stamping :— 
Agreements under hand only. At- 
tested copies or extracts : after 14 £ 

days from their first execution xo 

Charter-parties, ivithin 7 days from 

their first execution o 

Ohaiter-parties after the expiration of 

7 days, but within one month xo 

Ileceipts, within 14 days after they 

have been given *. 5 

Ileceipts, after 14 days, but within one 

month 10 

Other Instruments presented after 
the proper time (subject to special 
provisions in some cases) xo 


cL 


4 6 


Note.— Finance Bill, 1909. 

The following are the principal provisions, 
affecting Stamps, Taxes, and Death Duties, em- 
bodied in the Finance Bill, 1909, which, however, 
at the time of this volume ’being sent to i)resB 
had not reached its final stage 
Contract Notes, for the sale or purchase of 
stocks and marketable securities. New Scale 
of Stamp Duties, according to value of the stock, 
&c. ; £s to £xoo, 6d . ; exceeding ;((;xoo, up to 
£Soo, zs. od. ; exceeding £soo, up to ^x.ooo, ; 
as. od .. ; exceeding £x,oqo, up to £x,soo, 3s. od . ; ; 

exceeding 500, up to j^z,Soo, 4s. od.; ex- 
ceeding £2,500, up to £5,000, 6s. otZ.,— and so 
on (as. od. extra for each additional £3,500) up ; 
to a maximum of £x os. od. where the value ; 
' exceeds £20,000. i 
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i Co rdinita Uon Noteii to be elmrgeable on one 
only of the two transaotions embi*aced. 
Option Contrmt KoUs to be chargeable 
\ vnth half the above rates only, unless the 
j option is a double one. 

j Confmct Xote following a duly stamped 
\ option contract note to be relieved from 
i half the duty. 

t’oxvBVANCES Of TiUNSEERS on Sale of any 
i property : existing duties {mde scale in Table 
? above) to be doubled, except conveyances or 
I transfers of stocks or marketable securities ; 

1 except also those in which the consideratiou 
•’ docs not exceed £sQ<i- 

Co)ri'i'iicii\c£i> bpzciiy of gift infer to be 
! charged as conveyances on sale. Exceptions 
; for inaniage settlements, and certain gifts of 
; property for xu'cscrvation of open spaces, and 
• t»u' conveyances to appoint new trustees. &c. 
j Estate Err-iY : lncrea>iecl in the case of 
I i>erdaiis dying on or after April 30, 1909 
Principal VD, lac of Kate iPriiieipal value of liata 

Estate e\f eeilini? ptti* lEistate C‘>;oee<liri;;? p! r vent. 

£100 £t j £xoo,ooo £g 

500 3 i 150,000 10 

X,O 0 O 3 i 200,000 II 

5,000 4 1 400,000 12 

10.000 5 i^jooo X3 

30.000 6 i 800,000... 14 

40.000 7 1,000,000 IS 

70.000 8 I 

SettLoiienf Estate Ihitg, to be increased from 
£x to £z per rent, 

Gifts made by deceased during his life to be 
charged, unless made more than th.roe years 
bi’fore death ; gifts made for public or 
charitable purpo.ses, or in con.sideratiou of 
maiTicgc, or as part of decea.sed’s reasonalde 
roi'inal expenditure, cx'ceptcd. Gifts of less 
than £xoo in vniue or amount also excepted. 

PHijuieat of Estate or .Succession Dtuiesmay, 
by agreement with the Commissioners, be 
made, wholly or in part, in the form of real or 
kasehoid property comprised in the estate. 
ISfiOJiE Tax; Rate raised to iff. sd. in the 
£. But a person whose total incouie from 
ail HoureeS; while exceeding ^£2,000 does not 
t'Xiu ed ;jG3,ooo, can «;dalm to be cbarge<l at rate 
i.'f. <ni. upon ranu'd income. Those whose 
t'*tai incinnos <lo not exceed j£'z, 000 can still 
ch iTgmd at ^d. upon earned income, 
these bcrt'cr rates of ts, od, and gd. 
madti annually iiei'ore September 30 
(extended to November 30 in tusc of tho new 
!'■, od. rale, for year jjop only], 

Sffp.:r Tar, 6 d. in the £, imposed on parsons 
whose total incomes exceed £s,<x)0, but the 
hTsI: £zit>oo iiiconje not to bo charged. 

AUoinin&o for ChUdren may bo claimed by 
parsons whose total incomes do not exceed 
£s&o, £ so to. be ■ free of tax in respect of each 
eh thi under 16 years old. 

Adou' ince fo Ownern of Land and Ilonm^ for 
average cost of maintenance, repairs, insurance 
a^id management, may be claimed in addition 
to tho present fi.xod allow^ance, subjeut to a 
limit of oatueighth of the annual value in case 
of land and one-twelfth in the case of houses. 
This special allowance does not apply to houses 
of anmml value exceeding £B, five years' 
awap to be taken. 

Muideids exemption or other 

rehef aependent on total income is to be cjven 


ExcepUom : present or former servants of the 
Crown, missionaries, servants of native States 
under British protection, residents in the 
Channel Islands or the Isle of Man, and 
persons residing abroad for their health. 

Land Values Duties 

(L.) Increment Value Duty: payable on the 
occasion (a) of any transfer or sale of land or 
any iutere.st therein, (h) of any lease for more 
than 14 years, (c) of the land, or interest in it, 
passing on death, (d) In the ca.se of Corpora- 
tions, in addition to (a) and (6 ), and in place 
of (<:), the duty is payable in 2914 and every 
15 years thereafter. 

Rata of iUitu [payable as a stamp duty by 
(g) the .seller, (fv) the lessor, (c) the deceased’s 
estate, or (d) tiie Corporation] ; £x for every 
£s of “increment value,” i.e., tlic increase 
in the value of the site—apart from the 
value of buildings, &c., thereoii'— since April 
30, xgog, or since the last i>ayment of duty. 
Exemptions, (be.-— A^gricuibural land, while 
I it has no higher value than for agricultural 
i purposes oiily.~-Smali residences occupied by 
tile o’.vner. or holder of Iea.se of 50 year-s, where 
annual value <ioes not exceed £^o in Loudon, 
£z 6 in towns of 50,000 population, and ;4''i6 
; elsewliere.— Siiiali agricultural holdings, where 

land and dwelling do not exceed jCso annual 
value, c»ccupied and cultivated by the owner, 
and not exceeding 50 acres (of average value not 
exceeding ^'75 an acre).— Kecreatibn grounds 
owned by corporate and other bodies, without 
vie^vof iR’ofit, not to be liable to the periodical 
charge (d).— Fiats (transfer, lease, &c., of 
separate dwelling).— Ten percent, of increment 
allowed free on first and on any subsequent 
occasion, Imt such allowances not to amount 
to more than 35 per cent, in any period of five 
years. — Allowance is to be made -svhere P^evor- 
sion Duty has been paid for the same benefit or 
increment.— Minerals which w'ere the subject 
of a mining lease or \vere being worked on 
April 30, 1909.— Minerals not so exempt are 
subject to a special basis of charge to Increment 
Value Duty, as an annual duty. 

(JI.) Reversion Duty: payable by the les.sor 
on the <leterminatiou of a lease. j 

Rate- of Dufy: £t for every £tQ of the! 
value of the benefit accruing to the lessor. i 
ExeiU2jtiom, Ar.— Reversions purchased be- j 
fore xVprii 30, 1909, under leases which deter- i 
mine within 40 yeans of purchase.— Leases of j 
agricultural Land.— Leases tho original term of I 
which did not exceed 21 years.— Allowance to | 
be made where fresh lease is granted before j 
6.xpiration of original lease, zyi per cent, of 
duty for each uuexpired year, ' up to 50 per 
cent, of whole duty.— Allowance is to be made 
where Increment Value Duty has been paid 
for the same benefit or increment. — Mining 
leases not to ba charged. 

(III.) Undeveloped Land Duty : payable by , 
the owner (including a lessee for a term of 50 j 
years or more) of any land which has not been 1 
developed by the erection of dw*elling-Iiouses 
or buildings for the pur»Q.se of any trade, &c., \ 
ether than agriculture (but including glass- 1 
houses or greenhouses as trade buildings), or is i 
not otherwise used bond- fide for any trade, Ac,, 
other than agriculture. 

Rate of Duty : One halfpenny annualiv 
for everj^ £t of the ‘‘site value,” i'.c., the 


Whitaker's almanack^. I’OiO, 


Stmt^Sf Tmes, ami Beaffi DiTtiBS. 


Stamps, Taxes, and Death Duties- 


innrliet value oi tlie fee simple of the land if 
divested of Indldings, tiniberj &e., and less the 
value of liny minerals. 

J^xeuvptionf!, drc.— Land the site value of 
which does not exceed ;£;so an acre.— Agricul- 
tural land, except on such part of the site 
value as exceeds its agricultural value.— 
Parks and spaces open to the public as of right, 
or to which the pu id ic are allowed I’easonable 
access.— Eecreation grounds, used as such 
under agreements for not less than s years.— 
Land not exceeding i acre occupied with a 
dwelling-house.— Garden (with a dwelling- 
house) up to s acres, when site value of the 
whole does not ex'ceed 20 times its annual 
value.— Agricultural land held under an exist- 
ing agreement, not chargeable until agTeeraent 
tenninates.— Agricultural land occupied and 
cultivated by the owner, if ail land owned by 
him does not exceed £s°o in value. — Allowance 
is to be made where Increment Value Duty 
has been paid in respect of undeveloped land. 

(IV.) MINEEAL RIGHTS DUTY: payable in re- 
spect of the rental value of all rights to work 
minerals and of all mineral wayleaves. 

Hate of Hut}/ [payable by the proprietor 
where he works the minerals, or, in any other 
case, by the immediate lessor of the working 
lessee] : x.9. od, annually for each £xoi rental 
value. 

jS'Mwptions, Common clay, common 
brick clay, common brick earth, sand, chalk, 
limestone, and gravel not to be charged. — lie- 
version Huty is not to be charged on the 
determination, nor Increment Duty on the 
gi'ant, of a mining lease.— Minerals which I 
were the suljject of a mining lease or were | 
being worked on April 30, 1909, are exempt 
from Increment Faiue Duty, and minerals not I 


I st> exempt are to he charged t/ua Duty 

\ on a special basis in the form of an annual 
duty. 

Leases: the existing Stamp Duties {vicie scale in 
Table) to be doubled, except those which are 
charged with the fixed duty of id. 

Legacy and Sucocssion Duties : the existing 
duties (vide Table) are thus affected 

Tlie X per cent, duty, which was abodshed in 
most cases, is to be reiraposed and extended to 
husbands and wives, as w'ell as descendants 
and ancestors. mu, s*,— Estates not ex- 

ceeding j^iSjOoo.— L egacies and successions of 
less than j^i,ooo (£z,ooo in the case of widow 
or child of deceased), whatever may be value of 
whole estate. 

The 2 per cent, duty (brothers and sisters and 
their descendants) raised to s 2^^r cent. 

The 5 per cent, and 6 per cent, duties (more 
distant relatives) to 10 j9£!r tw#. 

Marketable Securities, transferable by de- 
livery: Stamp Duties to be doubled, except 
as regards Colonial Government and certain 
Colonial Municipal Securities. 

The classes affected are : — (x) Bearer Se- 
curities dated or signed on or before August 6, 
1885, will be charged double the duty on a 
mortgage. — (a) Bearer Securities dated, signed, 
or offered for .subscription after August 6, 1885, 
zs. cd. for every £xo or fraction.— (3) Bearer 
Securities given in mbstitution for like securi- 
ties duly stamped, is. od. for ‘every" or 
fraction. — (4) Foreign or Colonia (e.\'cept 
Colonial Government^) Bearer Securities, on 
negotiation in the U.K:., zs. od. for every ;,^io 
or fraction. 

Share Warrant and Stock Certipioate to 
Bearer of any Foreign or Colonial Company 
to be charged zs. od. tor every £xo or fraction. 


IE.Tcfjequtr IKtuMalfe iit 1909. 

The following table shows the estates exceeding half a million pounds sterling proved ( 
the 12 months ending Oct. 31, 1909. 

j£6,6<S6,666 (as far as can be ascertained) Charles Morrison, owner of consideraldo ^ 
aged gx, May zs. ' ‘ 

9x8,114 gross (£2,9*6,649 net) Sir Frederick 'Wills, Bart. , aged go, Feb. xB. 

£2,500,000 (at least) Henry Isaacs Barnato, aged 53, Fov. 30, 1908, 

£ 2 » 377 »o 5 ® gross (£2,305,853 net) Sir Donald Currie, g.c.m.g., aged 83, April 13. 

£3,153,393 (resivorn) Sir John Blundell Maple, Bart., aged 58, Fov. 34, 1001. 

£1,300,000 Alexander Fleming, aycd 84, Ocj^. 16. 

£1,369,698 Due DE Doudeauville, Ang. 28, 1908. 


4 ® 79 >S 94 d'f'oss (£427,645 Eari of Leicester, k.g., aged B6, J^cm. id. 
£276, zyx Lord Blythswood, aged 70, July 8, 


aged 77, April 1 


£S 33 ><S 99 (£ 527 » 9 *S William Peech, aged 75, Juli/ x. " ’’ ^ 

£so 8 ; 9 S 9 (£508,633 7 }ef) Ellis Abraham Franklin, 86, May 1 
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I 380 itegal JB-otes. 

liiiliTHS, MARRIAGES, DEATHS, WILLS, AND OTHER USEFUL INFORMATION. 

I BlE-THS. paiiied by a certificate of the cause of death, 

signed by a registered medical practitioner, if 

^\ nFiN a birth tabes plate, pmonalinfoiTOatioii attended the deceased. The written 

of it must be given to notice will be useless without a legal medical cer- 

rogister signed in S4. w nf tificatc. If notice is sent, information must never- 

I .?* tlioless be given and the register signed within 

chihL It they fail, *. fourteen days from the death. If relatives present 

I in which tlie birth 1 3; or in attendance fail without reasonable cause to 

'; these provisions, they will become liable 

; nf penalty of forty shillings. In ease of their 

tiou thireot rests hihtl.> on the One failure, one of the other persons above named 

them must, within 42 days of the birth, give to - ,-)„.sonal infnrDvifidD <3Dfl riVi-» tn?. 

needed to death should be registered and a certificate of 

. thl “'Soutrli;— tUy wil\ become 

. liable to a penalty oi forty ahilllns^ I^^^ t“gyman » "eSon 
, then' failure, one of the other iierbOiis abo\e fny,ev-vi or relio'ious service Tbe nenaltv for nof 
‘ thTRanm li'erimf ^ I?ab^tfie this certificate is forty shillings It at 

i iSB iS 

i t fneSiltvof fin-t^^ shillings, ^nieriever the dc 

nntt? tnAHAriUvbA hut tbe^re<Tistr‘i- «ea,sed has been attended by a registered medical 

! K^.ifVbS udU practitioner, a certificate of the cause of death, 

Sin I2 d vs fbi t in iSn7?d fhc tierio^ zx delivered to the Registrar, 

davsl unless rather of the ncrsYius above named receiving such a certificate from the 

sti Ik to t Im Ve Sm- <1 wr S practitioner and not so delivering it will incur a 

S atik w the shillings. The registration of a 

house ^where* the child was horn when the is free of charge when it tabes place within 

Rr-istrar on so atteMilim^ mav ciaim a toe of tbe above-mentioned periods, unless on request it 

L^shuibS’ i 

be registered except in the presence of the boase vhcie the diat.i happened, when a fee of 
supornitendont hegistra!*, ami on jiaynient of Jf VA !i?- a I? ‘1 Kegistrar. 

feis to him and the Registrar. Aftbr twelve aAYuI" ^’^^-^'^stered 

mouths a birth can bo registered only on the « !nVm A^vnAlf ^ expiesb autho- 

flegktrar-Generars express authority, and on rV’Ari)!.>^Tv!ilMAj^ . „ » 

payment of further fees. The only legal proof „nA'i+iVv-f? all cases of 

of age and place of birth is atlordcd by the civil 

registers, whicli the law now requires to be made 5JJ J Al- 

as above described. In districts where the ^ 

Notification of Births Act, 1907, has been demand inquiry, 

adopted by the local authority, notice of every , mail quite 

birth must (subject to a penalty in case of certificate 

dofaiilto be given by the father, or person in cieath^ arose naturally, from heart 

attendance on the mother, to the district medical disease, apoplexy, tvc. , and m such case a coroner’s 
officer of health. The notice must be sent by niqiiest is dispensed with. Coroners do not 
post within 36 hours of the birth, and is to be in <5otnide into the bouses of persons for the pur- j 
midition to, and not in substitution for the P<'>^C' m bolding inquests, but are semt for by the j 
iiH^iF’ioncd p^^o-cc oftiocis, to it is thG duty of tliosB nx 

whose bouses violent or unnatural deaths occur : 
BEATHS nialic inimediate. conmuinication, whilst the ! 

, , , ' body remains in the same situation as vdien the ! 

When a death takes ydace, personal information death occurred. Inquests are not to lie held on ‘ 

! of it must be gS ven to the Registrar, and the regis- Bunday. lYhen the Coroner receives due notice i 
t Un- signed in his presence, by one of tlie following of a violent death, casualty, nr misadventure he ^ 
i persons: x, Thenearest relatlveofthe deceased issueshia warrant or precept to summon a jury to ‘ 
I pivscnt at the jlcath, or in attendance during the appearat a particular time and place for the par-] 
I last liliieHS. If they fail, 2. Borne other relative ; posoof instituting the inquiry, when, how and by ’ 
j oi the deceased in the same (Registrar’s) sub- * what means the deceased (*ame by liis deatli The ' 
<hst net. In default of any redatives, 3. A person : jury must consist of at least twelve lawful and i 
present at the death ; or, the oceimicr of the ; honest men, proM et Uga-h.^ hohihieff:* and the j 
iKiusc m whudi phiv deatlr happm If all the j number is immaterial provided twelve aoree 
above-namialfad, 4. Anmumtoofthehouse, or, i The jury is usually summoned from the house'- 
t he person c iusingtheboflyto be buried. Rehi- i holders residing in the nelghhonrhood in which * 
t ives luesent or in attendance are first required to j the death took place. Any person summoned as ' 
^ i bound to aitencl, or renders himself ! 

♦ t inn tivt.Mla^,s of the death, give to the Registrar j liable to be fined in anysnm not exceeding forty 
bv word uf mouth the information needed, and i shillings, the line for defaulting fwo/iaSi iS ' 
nniHt sign the reg stor ; or mast within the same | ^5. in the case of sudden or susnicious Sth i 
iin.e him written notioeol tUe<leatli.ac«>m. i g",Snotlana, the Lord Advocate a 


I When a death takes >>lace, personal information 
! of it must be given to the Registrar, and the regis- 
i tto' signed in his presence, by one of tlie following 
i persons: x. The nearest relatlveofthe deceased 
I fu-i'scut at the ilcath, or in attendance during the 
i last liliieHS. If they fail, 2. Borne other relative 
I of the deceased in the same (Registrar’s) sub- 
. <Iht net. In default of any relatives, 3. A person 
‘ present at tlie death ; or, the occupier of the 
Ivnmc in which thi‘ death happened. If all the 
above-named fail, 4. An inmate of the house, or, 
the person c lusing the body to be buried. Rela- 
t ires present or in attendance are first required to 
attoiid to the logktration. One of them must, 
% Piun five days of the death, give to the Registrar 
bv worduf mouth the information needed, and 
must sign tlie register ; or mast within the same 
time mn 4 him written notice of the death .acconi- 
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i publics inquiry to l)e iielcl in the manner pre- 
! scribed by the Fatal Accidents Inquiry (Scotland) 
I Act, 1895, as altered by an amending Act passed 
in im 6 , 

VACCINATIOl^^. . 

The patent of every child born in England 
ftitist within six months after the birth of the 
* child, or the person liaving custody of a child 
must within six months after receiving it have 
the child vaccinated by a registered private 
medical practitioner or by the Public Vaccinator 
for the district. If the vaccination is performed 
by a private medical practitioner a certificate in 
the form prescribed by tlie Vaccination Order, 
1898, of successful vaccination must be sent to 
the Registrar of Births within seven days. The 
^ Public Vaccinator is required on the request of 
the parent or guardian of a child to visit the home 
of the child and vaccinate it free of charge with 
glyceriTiated calf lymph or with such other ijinph 
as may be issued by the Local Government Board 
at the option of the i)arent. If a child is not 
vaccinated nithin 4 montlis of its birth, the 
imblic Vaccinator is required to give 24 hours’ 
notice to the parent and to visit the home of the 
j child and offer to vaccinate it. Ko parent or 
other person will be liable to any penalty under 
the Vaecination Acts if within four months from 
the birth he makes a statutory declaration 
I before a commissioner for oaths or one justice 
j of the peace that he conscientiously believes that 
vaccination would be prejudicial to the health 
j of the child, and within seven days thereafter 
I delivers the statutory declaration (which requires 
j no stamp) to the Vaccination Ofiicer for the 
district. A conscientious objector can thus 
escape all penalties, but a person who does not 
obtain a certificate, or make tlie declaration, 
will still be liable to penalties for not having 
I a child vaccinated, and i:>y the Vaccination 
j Order, 31898, issued under the Vaccination Act, 
1898, by the Local Government Board, the due 
jvact illation of every child not exempted is 
secured by a very complete system of registra- 
tion, and in future the Vaccination Officers 
will be able to undertake prosecutions without 
j directions from Boards of Guardians, and the 
i Boai’ds v.ill have no power to prevent such 
; piMscciitions. [See also Vaccination Order, 1907.] 

j IMARIUAGE BY EANHS OB LICENCE. 

Banns op Marriage. — “Banns” formerly 
applied to any public kind of proclamation, and 
now refer only to marriages, so that the word 
signifies the public announcement in the parish 
church, the object being to ensure notoriety, and 
exclude clandestine marriages. Formerly 'banns 
might be i>roclaimed on Church holidays, but the 
I Marriage Act, 26 Geo, II. e. 33, prescribes audible 
I publication according to the rubric, on three Sun- 
I days preceding the ceremony. If there is morn- 
; ing service the right time for banns is after the 
t Niceiie Creed ; and if there be afternoon or even- 
ing, and no morning service, then the light time 
is after the slid lesson. The law is now chiefly 
contained in the Alarriage Act, 4 Geo. IV. c. 76, 
which repealed most of the laws then in force 
(see also 6 & 7 Will. IV. c. 85, and i Viet, c. 22). 

I Where the parties reside in different parishes, the 
banns must be published in both, the minister 
giving his certificate of the same to be handed to 
the minister of the parish where the marriage 
takes place. The law provides specially for the 
case where one of the parties resides in Scotland, 
the publication being then in the Established 


church of the parish. In like manner in Scot- 
land the publication takes place in the jiarisli 
church, even where the parties are married in the 
Anglican or Episcopal church. It may be noted 
that, by Scottish law only, omission to publish 
the banns does not invalidate the marriage. The 
names by which the parties are knowm are suffi- 
cient for publication of banns, so that a variance 
from the strict baptismal name is not important. 
But where wrong names are designedly given, for 
the purpose of concealment or otherwise, the case 
is difl'erent, and the marriage will be null and 
void {Michjeley v. Wood, 4 Sw'. & Tr. 267). WTiere 
a wrong and fraudulent name is given by one 
party only, and the other party is innocent, the 
validity of the marriage is not affected. 

The Bishop may licence a Chapel of Ease for 
the celebration of marriages ; but where a dis- 
trict has been assigned to a chapel, and it be- 
comes a vicarage, or “ ecclesiastical parish,” the 
option ceases, and the banns must be proclaimed 
and marriage celebrated therein, and nob in the 
“ mother church” or that of the civil parish. 

If three months be permitted to elapse, the 
banns become useless, and theparties must either 
obtain a licence, or submit to the repiiblication of 
banns. The minister ought to satisfy himself that 
theparties are of full age, or that the consent of 
parents is obtained, and it is usually on the score 
of insufficiency of age that banns are “forbidden.” 
By the Act 6 & 7 Will. IV. c. 85, a marriage may be 
performed in church on the superintendent 
registrar’s certificate without banns. 

MaiTiage licences are of tw'o kinds— (x) the 
Common or Ordinary Licence granted by the Arch- 
bishops and Bishops for marriage in any church or 
chapel duly licensed for marriages ; (2)the Special 
Licence granted by the Archbishop of Canterbury 
for raarriag’e at any time or in any place on good 
reason being shown (see p. 382). The Act of X823 
is severe on the clergy, making it a felony for any 
clergyman to marry the parties in the absence of 
banns or licence; and every llegist rarer other per- 
son who knowingly unduly solemnizes a marriage 
is also guilty of felony. By a subsequent al teration 
in the law, the hours for marriage were extended, 
and they are now' from 8 a.ni. to 3 p.m. 

The minister should be cai'eful that there are 
tw'o witnesses present, and that these witnesses 
attest the entries in the register books, which are 
kept in duplicate. 

All civil jurisdiction over marriage was taken 
away from the Ecclesiastical Courts by the Divorce 
Act of 1857. An incumbent may under Section 56 
of this Act refuse to marry a divorced person, 
whose marriage has been dissolved for his or her 
adultery, liut must allow another clei-gyman of 
the diocese to perform the service. A person 
w'hose marriage has been dissolved for the adul- 
tery of the other party is entitled to be married 
in church by the incumbent, or Ins curate or 
substitute. 

Although the presumption of law is in favour of 
the validity of a marriage, great care should be 
taken to comply with the directions of the several 
statutes in every particular. Where it is impos- 
sible to comply literally, the parties must do all 
they can to comply with the law*. 

A marriage certificate is nothing more than a 
copy of the entry in the church register ; and the 
customary fee is 2a. 6d., and a stamp duty of id. 
Searches on the register-boolcs may be made on 
payment of small fees, viz., la. for a single year, 
and 6d. additional for every other year. There 
are small fees, regulated by custom, on the certili- 
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cate ,!4'i veil ]sann3 in one parish for marriage in have chveltfor the space of r-even d:iys then nexfc 
aiiotiicr. Marriage fees are nofe uniform, and if immediately preceding ; or if the paitdcs du-eiUn 
excessive there is power with the Diocesan Chan* difierentsuperintendcntregistrars’ districts, alike 
cellor t«j moderate them. With those who are in nt^tice must be given to the superintendent regis- 
a p;?wition to art'ord it, it is usual to pay a guinea trar of each district ; every form of notice contains 
to the clergyman, and ss- to the clerk ; and the solemn dechirations that there is no lawful 
usual fees are paid although a stranger-clergyman hindrance to such marriage, as to the necessary 


lie invited to perform tlie service. 

MiVPJUAGE LICENCES. 


residence, the ages of the parties, and consent of 
parent in case of a minor ; such notice and 


I Ma?.RIA0E Liof.ncrs can be obtained in London declarations mipt be signed bciore a registration 
1 by application at the Faculty Omee, at the Vicar- officer or the dispact, iif-inely, a superintendent 
( Gcneml’s Office, and at the J 31 .shop of London’s registrar or registrar of Invths and deaths or 
1 Registry, all within tlie old area known as Doctors’ riages or the aepiuy o* some such registrar. If the 


i at the Bishop’s Diocesan llegistry only enable the menaonca, mpniose ciistrict lie or sne nas resirled 
’ nartios toiio inanied in the diocese in -whielitliey forthospaeeolfifteeiiauysiminedinl.elyin-eeeding, 

■ are issued ; those procured at the Faculty Office, the other party reside 111 aaiftercut su^ 

■ 23 Knightrider Street, Doctors’ Commons, L.C., tenclent registrar s district, it is noo reuuisite tnat 

! or at the Vicar- 0 enerars Odice, 3 Creed Lane, notice should be ggven to such last-mentioned 
I Ludgate HOI, E.C. (hours in both offices xo to 4 ; superintendent registrar ; but one of the parties 
’ Saturdays to to 2), are available for London and for the space of mtcen days immediately pre- 


! all Entrland and Wales. No instructions, either ceding the givmg 01 the notice, have had his or her 
! verbal or in can be received, except usiial place otpsi ‘micewnthm the distn^ 

; from one of the pa rties. Affidavi cs are prepared Lenclent registrar to whoin such notice is to 

, from the personal instructions of one of the par- ^ nnmscer did not happen to 

I ties about to be niavried, and the licence is attend and the parties wisaed, they might be 
j delivered to the party upon payment of fees marned before tnc registrar without any religious 


! clerical surrogate in the country varies, accord- I superintendent wgistrar is required, provided 
in*^ to the dideeso, from £i tg-v. to £z xzs.6J, i there be im lawful impediment, to issue, upon the 
I l?v the 4th George IV. c. 76. it is enacted, in 1 request or the party giving the notice, a certificate 
* order to avoid fraud an<l I'oUimon in obtaining ' m the loim^prcseribed by thex^ & 20 Viet. c. sxp, 

: licences for nnu riage, that before any such I •schedule L. A.t any time witiiin three cnlendar 
I licence be granted cue of the parties shall iiiake ! months next after the day of the cnti'yof the 
la declaration, on oath, that there is no legal notice of me. rriage tlie intended marriage may be 
impediment to the intended marriage ; and also solemmxed under the authority of the certificate, 
that one of jiur/i /nh/i /fcd his or her usual Licfstce.— I n the case 01 nuUTiiigo by licence 

placoof abode for the space of fifteen days imnie- superintendent registrar is reijuired, after the 
difttely preceding the issuing of tho licence expiration oi one day next after tho day of the 
within tlur iKniticlary of the parish church, or f«try ot the notice of marriage, provided there 
the district parish in the church of which the no law ml impediment, to issue his certificate 
mamage is to he sokmnized. 1 ^ licence to marry. At any time within 

It may be added that in the country tP.cre may , three months next after the day of the entry of 
goncraliy be found a parochial elergjiwan who is i the notice of marriage the intended marriage 1 
filsDasurrogaie.bffurewhomthealiove-mentioncd } t*- solemnized under the licence. | 

affidavit may be taken, and whose office it is to j M'akrtaoe CEREifONY.— After tho expiration of ! 
pwcuro tiif' licence from the Bishop’s registry, I twenty-one days after the entry of the notice if I 
the surnriate <lclivering the same pcrs^inully to | tho marriage is to lie had without licence, or j 
the applicant, I *-5^ one whole day if by licence, the marriage f 

H?EfH\L MABIUAOE LICENCES. I he contracted at the register ofiice and | 


I for nuiniagc at any place with or without pru- | a.wrnoon, witn open 

I vioui^ residence in the district, or at any time, Ac. ; 1 purues must dechire as 

I blit the rcas^ms assigned must he such as to meet I do solemidy declare that I kno\v 

i with his Grace’s approval. Fees for licence 

stiimn, Ac., average £zg s>-‘, 6 rK lomcd m matrimony to C.i>. ; and each 

' ^ the parties shall say to the other, “ I call 

j PIlOCLEDINqa AS TO A MAEETAGE upon these persons here present to witness that 

I BEFulib A 'EEGIS’r.B.AK-, I, A. I)., do take tliee, 0 . i>,, to be iny lawful 

I NofioK Declaration.-— I n case of an i w’cdded wife [or husband]." A wedding-ring is 

I mtended raaiTiago hi/ CirUjlcata ata register office ■ usually required. Tho fact that the surname of 

} the supermtendent registrar's office), or a i one of the parties, and her condition, was un- 
j cent wibnUding {/.(**,, usually a Ilomau Catholic I truly stated, was held not to render such a 
or IS tmconfonnistciiurchoixffiapel), it is necessary 1 niarriage invalid (Dcm/Mmi v. Mutter, xm? 
Joroneof tho parties t<->gh;€ notice under hisor her ■ 24 1 ’.L. JR, xg). In case a minister is not present 
tod (III tlie fomi piwrtMlryth^ tp&> aoVict. ; and the parties wish it. thev mav be marrfM in 
sseheduie A) to the superintendent regis- 


and the parties wish it, they may be married in 
any chapel or building certified"^ for marriages, 


trar of the district within which th^i parties shall 1 the registrar only being present with the two 
^ wilTAKEE'S AL 3 IAHACK, 1910 , 


Lnjal Isutes — Marriages Abroad, &c. 


583 


witliesses. “ Gvetiia Green weddings ” are obso- 
lete. u i^eriod of resideiiee being now required by 
law' Piovision is made in tlie ilarriages and 
kegistvjition Act. 2S37, sect, 23, for the deeiaratioii 
and lorn', of words Gj 1')C used in AYelsh in Wales 
and in idaces w] ir re the Welsh tongue is used. If 
both nailles are Jc\s s, they must give notice to the 
registration otticer in maimer before mentioned, 
and may mai-ry acconiing to their usages in a 
synag'igiie or iirivate dvrelling-house, ami at any 
hour’; the marriage must bc^ registered liy the 
secretary 01 the liusband's synagogue. If both 
parties are members m' the Society of Friends, 
if not being in nicinbership, they have been 
aut horised by the Society of Friends to solemnize 
their marriage in accor;.lance with its usages, 
they nuT^t give notice to the registration otricer, 
an<l may be’rnarried in a Friends’ meeting-house, 
and tlie mavriago must be registered as soon as 
conveniently may be after its solcmni/,a.tioii by 
trie registering oflicer of the S<jeiety appointed 
toaotforthedisti'ict in v.hich the meeting h aise 
is situated. The Xiresence of a regist a ‘ of 
marriages L.s not reipiisite at such marriage.s of 
.Te\/s or members of the Society of Friends. The 
provisions as to iNotices ami Licences given above 
do not axiply to Ireland. [Marriages hejvre a 
in that country are regulated by 7 & 
S Met. c. 8 s, and 36 & 27 Viet. c. 27 ; the Act 
regulating marriages in that country in idticcs 
of IVormlrip is 33 A 34 Viet, c. tio.] 

Vnder the lUaiiiuge Act, sSoiS (which does not 
apply to Scotland or Irclaiui or to marriages 
according to the irsagcs of tiie Society of Friends 
OT of Jews), marriages may be solemnized in 
Nonconformist places of worship. prov'ide<.l they 
arc duly registered for the soienmizatioii of 
marriages witiiout the presence of a Ficgistrar, 
ju'ovided ‘‘the authorisc<l person ” (which means 
a, ponsou cevtiued as liaving been duly authorised 
fur tlie purjiose Ity the trustees or other ‘'.'overii- 
ing body <Ji the. building) is pre.scut and no 
notice has been given to t'uc Superintendent 
Ilegistrar tliat the parties to tlie mai iiage 5 eiiaire 
the presence of a Jlogistvar. 

Where a marriage is ftolcmnizod under this Act. 
each of the contracting parties shall in some 
part of the ceremony luiiko the foliowing 
Declarations :• - 

“ I do HOleiuuly decluiv that 1 kncAV not of any 
lawful impediment why I. A, JJ., may noc b*e 
Joined ill matrim.fuy to dt /b" 

And each, of the ]>arties sliall say to the other : 

“T call u])on these persons here present to 
witnes.s that I, d. //., do take thee, C. i>., to be 
my lawful wedded wife [or husbauid] ; ” 
or, in lieu thereof 

“ I, ^t, /ib, do take thee, C. L\. to bo my wedded 
wife [or husbandl” 

Ti'io Act provides for the registration after 
marriage by “the authoriaed person.’' The Act 
pro^-ides for the i)aymoiit to the Siipcrintenueiit- 
Jlegistrar of the district in which the registered 
building selected for the marriage is sltmated, of 
an additional fee of 6.“?. 6A. if the marriage is by 
licence, and otheiuv-ise a fee of 4 -n*., but this pro- 
^ vision for adilitional i'ec.s is oiily to remain in 
: force for xo years from the pa.s.siug of the Act. 
i CfiETIFICA'IE OF BlIiTH, DEATH, OH MAPailAGE. 

‘ -n-Oa giving the name and date this can be ob- 
. tinned at bomersot House on iiaymsut of 3-^'. yd. 

' made up as follows : zs, 6d. for certiheate, ts. for 
. a'earcli, and id. for stam p. Enq uli ies by post from 
; residents in the Metropolis will not be considered; 
j attezidance in perrionbr by agent U neceseary. Cer- 


tificates are also obtainable at the above rate from 
the superintendent registrar of the district in 
which the birtli, death, or marriage occmTcd. 

FEES FOE. MAERIAGE AT ilEGISTEY 
OFFICE. 

For entering notice of a marriage without s. d. 
licence into the marriage notice-book: 

In London, s-<f. ; elsewhere x o 

For entering notice of a marriage by 
licence into the marriage notice-book, 

xs. ; stamp duty, zs. 6d 3 6 

For every certificate of notice of a mar- 
riage without licence x o 

For every certificate of notice of a mar- 
riage by licence X o 

For every licence for marriage 30 o 

duty on licence for marriage 10 o 

For every mari’iage solemnized in i-ho pre- 
sence of the ilegistrar without iiccnce... 5 o 

Ditto, liy licence 10 o 

For every certificate of marriage 2 6 

Stamp duty on ditto o x 

MAIIEIAGES OF BPJXTSH SUBJECTS 
ABROAD. 

Act passed 27111 June, 1892 ; came into force xst 
Jan., 5893. Order in Coiihcil jiassed zStli Oct., 
S892, laying down Regulation.^ for Marriages 
under tlie Act. 

Briti.sli subjects desirous of being married at an 
embassy, legation, or consulate, mzzst give seven 
days’ notice of the intended marriage, but one of 
tlie parties at least must have resided for that 
time in the district immediately preceding the 
giving of such notice. After tlie suspension of 
such notice for fourteen days the marriage may 
take place, provided one or both jiarties have 
resided for three weeks immediately preceding^ 
vvithin the consular district. In cases w liore. one ’ 
of the xmrties only has dwelt witliin the district ! 
of ttic officer by whom the. mazTiage is to be ’ 
solemnized, the non-resident pazty, if resident 
abroad, must give notice to the Consular Officer 
for the district in which he or she resides : or, if 
resident in a ijlace in the United Kingdom, the 
same notice must be given as if that jiaz-ty wez'o 1 
about to be married at that place, and in England 
or Ireland shall be given to the superintendent 
z’egistrar, or registrar, and in Scotland shall , 
be given by proclamaticm of banns. In either ! 
case it is necessary rhat tize noim*esideiit party 
sliall have had his or hez* ai.todo In the murrluge 
district (whether in the Uniied Kingdom or 
abroad) for three consecutive weeks iniinediatcly 
preceding the date of the declaration re- 
quired before the nuu'iiage can take place, 
and notice of the intended marriage must 
V-e given during those weeks. A Consular 
Officer holding a warrant for a district can only 
Bciemnize a marriage at his own official house. 
He cannot solemnize a marriage at the office of 
any subordinate consular officer, or elsewhere. 
No marriages perfoiincd at any other place are 
valid under the Foreign Marriage Act. Parties 
residing within a coiis'alar district who may wish 
to be married under the Act must go to the 
consular officer provided with a warrant for that , 
district ; two or more witnesses are requii-ed to i 
be present ; and an oath, declaration or affirma- ! 
tioii must be made by both parties with reference 1 
to their age, and parents’ consent, if minors. j 
The foliowing fees for marriages under the j 
Foreign Starriage Act are leviable under the ! 
Consular Fees Order in Couzicll of iSth August, ' 
1892; aiud ai-e payable to His Majesty’s Go’ii. i 
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notice of ail intended 


£ s. d . 
o 10 o 


I For roceivin, 
marriage. 

I For receiving notice of a caveat 

I For every marriage aolemnized by or in 
the presence r){ a Marriage Officer and 

registered by him 

j For certificate by a Marriage Officer of 
notice having been given and posted 
np,iia case of one of the parties residing 
outside the consular district in which 

the marriage is to take place 050 

I For attendance by consular officer at a 
marriage soiemiuzed in accordance 
with Uiu local law and for registration 

of the same i o o 

Marriages may be solemnized 8 a.m. to 3 p.m. 
'rhe ceremony, if a marriage under the Foreign 
I ^tariiage Act, may be performed by, or in the 
presence of, any Ambassador, Minister, Charge 
d’ Affaires, or any of the Secretaries authorised for 
that piu'pose, or by any Consul-general, Consul, 
Vice-consul, Consular agent (or any person duly 
authorised to discharge their duties), or Pro- 
consul, provided that such consular officer is 
fiumished with a warrant signed by the Secretary 
of State for Foreign Affairs. Ko religious cere- 
mony is retpiired, but any form according to 
the creed of the contracting parties may be 
used. Tlie presence of the duly authorised Mar- 
riage Oflicer is, however, necessary to render the 
marriage valid. If the ceremonial he that of the 
Church of England, it can only be performed by 
a clergyman of that Church. If the service i a; 
not that) of the Chur<!h of England, the contract- 
ing parties must make a declaration before the 
:\Iai’riage Otlicer to the effect that they know not 
of any lawful impediment why they may nut be 
joined in matrimony, and that they call niionthe 
persons pre.sent to witness that they take eac*h 
other rcspectivcdy to be lawful weflded husband j 
and uife. In the absence of any religious cere- i 
I rnony, such dedanition is siilficieut. 
i Marriages solemnized under the Foreign ! 
; Marriage Acts are legal by English law when hot! i 
; parties are British siibjec t.s, and also when only one 
' <tf them is a British subject, but such marriages 
1 are n<tt necessarily valid out of His Majesty’s 
; <lommions. In cases where one of the parties is a 
i subject of the country where the marriage is pro- 
. posed to take pla<*e, or of a third country, the 
i party in ipiestion must previously comply with 
i the requirmnents of tlu; marriage law of the 
; country to which he or she belong.4, so far us it 
' may i»e ])ossible to do so, in order to ivnder 
! .such marriugt; also valid by the law of that 
: cuuutjy'. 

An Englishwoman married to a foreigner fol- 
i lov\s the nationality of her husband. 

; In Cermany marriages by any foreign consular 
I officer ar<‘, in the aijseuce of any treaty atipula- 
I tioiirf, strictly prohii)ited. 

; A marriage which would not be valid in 
! England would lie equally invalid if solemuize<l 
; in an embassy, legation, or consulate abroad. 

' For insta.nce, marriages within the prohibited 
' degrees of consanguhiity or affinity would not 
1 bo valid. 

i A marriage between Christians in India may 
be proved iii England by an India Office certifl- 
I oat© {Bmid v. ilroW, 25 646). 

I Maniages may also be solemnized under the 
i ** Foreign Slarriage Act, uSp,” before any 
{ governor, eu%, and also before the commanding 
' officers of any of His Majesty’s ships m a ioveim 
I ititlon. 


MAEUIAGES ABROAD ^Y1T^ FOREIGFiERS 
ACCORDING TO FOREIGN LAW. 

Any British subject desiring to be married in 
a foreign country to a foreigner according to 
the law of the country may, by virtue of the 
Marriage witli Foreigners A.ct, 1906, after giving 
notice of the marriage, obtain a certificate from i 
the registrar that there is no legal impediment 1 
to the marriage. In order to obtain the certiti- I 
cate, the rules set out in the schedule to the Act [ 
must be complied with. Any persons may enter ; 
an objection to a certificate, the validity of , 
which will be decided by tiie Registrar-General j 

A marriage liy repute whicii is valid by the ' 
law of the domicile in a foreign country will be ; 
recognised as valid by the Englisli courts (re 
Green, i JSoyes v. Fitkin, 1909, 25 T.L.R. 222). 

MARRIAGES IN SCOTLAND. 

The marriage laws of Scotland are peculiar 
among those of all nations for the latitude 
allowed the contracting parties, and, beyond 
requiring proof of iwesent consent, the utter 
absence of direction as to celebration. No reli- 
gions ceremony is obligatory, although the inter- 
vention of the Cliurcli is recognised and is 
becoming more usual hi practice. That the 
parties give their free and serious consent is tlie 
only requisite. -Males over fourteen and females ; 
over twelve may contract marriago ivithout ; 
con.seiit of their parents or guardians, 

Marrijigo.s are of two kinds r (s) Those solem- 
iiized by a minister after (a) banns, or (b) publi- 
cation of notice by the Registrar, called Regular 
-Marriages ; and (z) those celebrated without 
the assistance of a clergyman, called Irregular 
Marriages. 

Oil JJannu.—Tho proclamation of banns in 
Scotland has beeu customary authentically 
since 1242, and is pi’obably of greater antiquity. 
It is regulated chiefly by the Acts of alssembly of 
the Church of Scotland. One of the parties (if 
not already domiciled in Scotland) must have 
resided in that country for six weeks previous to 
the proclamation, aiul in the parish where the 
banns are to be proclaimed for the space of 
fifteen clear days immediately preceding. The 
banns are proclaimed in the parish church (le., 
the church in the parish of the Established ! 
Church of Scotland) ou two separate Sundays i 
during service, hut it is customary to complete ' 
the publication by proclamation at two services 
on tlie same Sunday. \Vhere the parties reside 
in different parishes, tlie proclamation is made 
in both. There is no provision for cases where 
one of the parties resides in England, but it is 
usual to accept an English certificate. Episco- 
palians, _ unlike other Dissenters in Scotland, 
have xirivilege of proclamation also in their 
ohapel. Aiipiicatioii for proclamation of banns 
is made to the session clerk of the parish 
church. A certificate of residence signed by 
two householders is usuaJiy required to accom- 
pany the application. The fee for banns is as. 6 d. 

The certificate of publication of banns is 
authority to a clergyman of any denomination 
to celebrate the marriage. After the lapse of 
three months the lianns are useless. The 
marriage must take jfiace in presence of at least 
two witnesses capable of giving evidence. It 
need not bo celebrated in a church, but may bo 
in a divelling- house or elsewhere, and at *any 
- time and place is a matter of absolute 

incuriereuce to the laiv. After the marriage a 
schedule, signed by the parties, the clergyman. 
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and two witnesses, must be transmitted to the 
registrar within three days, under penalties. 
Clergymen do not charge fees. 

After Notice by Registrar, — This procedure is 
regulated by the Marriage Notice (Scotland) Act, 
1878. Both partiesnmst have resided in Scotland 
for at least fifteen days prior to publication of 
the notice. Application is made to the registrar, 
who publicly exhibits the notice of the intended 
marriage for seven days. At the expiry of this 
period, unless written objections liave been filed, 
the registrar issues a certificate of publication, 
which is equivalent in effect to banns. The fee ia 
IS. 6 d. Roman Catholics avail themselves of this 
method exclusively. 

Irregular Marriages. — By declaration or 
acknowledgment. One of the parties must have 
resided in Scotland for twenty-one days imme- 
diately preceding. The parties, being capable 
of marriage and without legal impediment, may 
express either verbally or in writing, in presence 
of two witnesses (to whom the parties are known) 
capable of giving evidence, their mutual consent 
to take each other tlien and there for liiisband 
and wife. This act constitutes marriage. Regis- 
tration is not essential to the validity of the 
marriage. If, however, it is desired to register 
the marriage, application is made to the sheriff 
of the comity wliei’e it has been contracted. It 
is advisable to employ a solicitor to conduct tlie 
matter. The fees are £x 5^\ 

BRITISH NATIONALITY AND NATURALI- 
ZATION. 

NATiONALlTr.--The following are, by the law 
of England, deemed to be British subjects 

X. All per.sons bom in His Majesty's dominions, 
whether of British or of Eoreigri parents. 

*2. Children of natural -bom British subjects, 
wherever born. 

*3, Grandchildren of natural-born British sub- 
jects, wherever born. 

4. Persons naturalized («) By Special Act of 
Parliament, (6) Under the provisions of the 
“Naturalization Act, 1870.” 

Natural-born British subfects can only deprive 
themselves of British nationality, (xj If they 
luipjien to be born in the British dominions of 
foreign parents, in which case they may, if of full 
age and if under no disability, make a declara- 
tion of alienage ; (2) If they voluntarily become 
naturalized in a foreign state. 

Briti.rii subjects born in foreign countries some- 
times become, by the law of tli'e countiy of their 
birth, siiitjects or citizens of that countiy. In 
.sucii case they may, by the law of England, 
when of full age, and if under no disability, 
malm a declaration of , alienage, and they then 
cease to lie British subjects. Should they retain 
their British nationality, and continue to reside 
in the country of their birth, their British nation- 
ality will not avail them if claimed as subjects or 
citizens of the country in question. 

NATirRALTZATroN.—Theordinarywavof becom- 
ing a British subject is by fulfilling the require- 
ments of the “ Naturalization Act, 1870. The 
applicant must either have resided in the United 
Kingdom for a term of not less than five years, or 
have been in the service of the Crown for a 

similar period. He must also furnish evidence 
of his intention, %vhen naturalized, either of 
residing in the United Kingdom, or of serving 
under the Crown. All applications for certifi- 
cates of naturalization should be addressed to the 
Secretary of State for the Some Department. 
Privileges of naturalized British subjects: 

“ An alien to whom a certificate of naturaliza- 
tion is granted shall in the United Kingdom be 
entitled to all political and other rights, powers, 
and privileges, and be subject to all obligations, 
to which a natural-born British subject is entitled 
or subject in the United Kingdom, with this 
qualification, that he .shall not, when wdthin the 
limits of the foreign state of which he wms a sub- 
ject previously to obtaining his certificate of 
naturalization, be deemed to be a British subject 
unless he has ceased to be a subject of that state 
in pursuance of the law's thereof, or in pursuance 
of a treaty to that effect.” 

With reference to the last paragraph of the 
foregoing extract, it may be mentioned that the 
only countiy with w'hich Great Britain has yet 
concluded a treaty on the subject of naturali- 
zation is the United States of America. 

A natural -born British subject, who has become 
naturalized iii a foreign countiy, may obtain a 
certificate of re-admission to British nationality 
on fulfilling the conditions required in the case of 
aliens applying for a certificate of naturalization. 

The children of naturalized British subjects, if 
born in the British dominions, are by the law of 
England deemed to be British subjects. If born 
abroad, they are only deemed to be natiimlized 
British subjects provided that their father was 
naturalized under the Natiualization Act, 1S70, 
and that during infancy they became resident 
with their father, or mother being a widow, in 
any part of the United Kingdom. 

A British colony may legislate on the subject 
of naturalization within its own limits. 

The following fees are leviable under the 
Naturalization Act, 1870 : — £ 8 . 1 . 

On grant of certificate of naturalization 5 0 0 
For registration of declaration, with or 

without oath of allegiance 0 10 0 

For certified copy of any declaration or 

certificate with or without oath 0 jo 0 

Status of ALiENS.—Property may be held by 
an alien in the same manner as by a natural- 
born British subject, but the title to such pro- 
perty does not confer any right on an alien to 
bold real property out of the United Kingdom, 
or qiialify him for any franchise. 

Aliens are not entitled to be tried by a jury 
de rnedietatce Unguee, but are triable in tlie same 
manner as if they were natural-born subjects. 

UkpesiPvAble Aliens. — An undesirable alien 
—e.g., one \vho is without means, or who is a 
lunatic, or an idiot, or who has been guilty in 
another countiy of an extraditable offence—may 
be prevented landing in the United Kingdom. 
An alien may also be expelled from this country 
if he prove to be “undesirable” within the 
meaning of the Aliens Act, 1905. 

NOTIFICATION OF INFECTIOUS 
DISEASES. ^ ' 

By the Infectious Disease (Notification) Ex- 
tension Act, 1899, the provisions of the Infectious 
Disease (Notification) Act of 1889 were extended 
to the whole of England and MTales on the xst 
Janii^, 1809. Every case of infectious disease, 
as defined by the Act, is to be notified to the 

» N.B.—S refers to /(g/icr, anfi sto ijofera of grandfather 
only ; inarned \vomen are deemed to be the subjects of 
the State of which their tmsband.sfor the time being are 
subjects. 


WHITAKER’S ALMANACK, 1910 . 



I 386 Lpgal Notes — Injectmis Diseases — ^YiU$^ Testators and E^ceevtors, 

OIIk;eiM)f lleaUJi of the district ill which i the Local ('lovoniRuait Board hn-: power to 
it occurs. The uotice maybe by letter or even declare that this Act shall he in force in any 
verbal, and must he given by the head of the specified district. Under this Act, a pci'son 
faiully, or by the nearest relatives present in the suffering from an infectious di.sease must, not 
building or 'in attendance on the patient, or any engage iu any trade unless ho can do s<-) without 
'' other por.son in attendance, or by the occu.pier spreading the disease ; nor may he take any 
! of the building. In addition to this, the medical hook from a public or circulating library, or 
1 man iu attendance is required to send a certifi- allows any s\ich book to be returned after it 
! cate to tlie .Medical Officer of Health. Failure has been e:vj)osed to infection. Clothes ex- 
i to send the notice or certificate renders the posed to infection must not 1)0 sent to a public 
! defaulter liable to 40.'?, fine, iso payment is made laundry unless they have been disinfected. A 
1 for the notices required to he given hy persons in child who has bee]i .sufl'oring from an ini'cctioiis 
i the house, hut the medical nian gets 3 ,v. 6 d. for dtsease must not attend school without a medical 
! every ca,si; in his private practice and IS. for every ccvtilicate. Dairymen must notify inl’cctioms 
i case in a public ini:titution of which lie is officer. disea.ses existing among their servants, and the 
i The diseases to which the Act applies are owner or di’ivtu* of a public vehicle wliich has 
1 gnuilbnox, cholera, diphtheria, memlwanous conveyed an infc'ctious person must notify the 
i croup,* ery.sipelas, scarlatina or scarlet fever, and same to the district medical officer. Ko wake 
! the following fevers : typhus, typhoid, enteric, may he held over the body of a pej-son wuo died 
i relapsing, conliiiued, or puerperal.* Blague must of an infectious disease. Where the Infectious 
I also be*" notified, in consefpaence of an Order | Disease (Prevention) Aer, X890, is iu force, where 
• issued in i90'3. The local authority may order 1 any suitable hospital is provided, any person 
I that the .iot shall apply to any iuiections dis- ; who is suft’eriug from any dangerous infectious 
' ease oth.er than tho.se*jiist inentioned, but .such j disorder, and is without proper lodging or 


I an order must be approved ])y the Local Govern* ! accommodation, or is lodged in a room occupied 
I ment Board. In some districts the following | by more tliaii one family, or cannot be effiectually 
j Imve been declared infectious : measles, rdrhelu I isolated, may, {)n a ccrtil'ieate signed by a medical 
! or German measles, wliooping cough, chicken- : practitioner, and witli the consent of the h(>.spira], 

; pox, mumps, mid yellow fever. .In the ease of ; lie remove<i hy order of any justice to such hes- 
London tlie provilious of the Public Heal Lh 1 pita). Similar p.rovisionsaiipiy to the Metropolis. 
(London) Act, xSps, are .similar to those now ! The occupier of a hou.se in which there has been 
extended to the rest of the country. ; infectious disease witiiin six weeks beforo he 

, I lo occujb- it, must have the premises dis- 

IN.ILt.i.IOl s BL'^EAbL.'?. .'infected and infm*m the owner of the disease. 

PKECAtTroKH \i'Xq«SAiiY TO im Oni:;r.Kvnn,-- Where it ai^qvjars to any District Council that 
By the Public health Act, iSysf.'is amended by any house is', in such a condition that the health 
tlie i'uhlic Health Act, 1907), it is provided of any jierson is affeci.ed or endangered thereby, 
that any p(?rsoii who~(s) While .sutfering from or that svhitew'ashiiig, Ac., va'uld tend to tirc- 
imy dangerous infectUvns disorder wilfully ex- vent or check info- lions disease, chey may give 
iwses liiinscH without projier precautions agaimst notice in writing to tlio owner or occupier of such 
spreading the said disorder in any .sireet, public house to wiiitowash, Ac., the same, 
place, shop, inn, or public conveyance, or enters 

any public conveyance without previously notify- M ilUh, T£SIAL 04 .vb A*iD x.XECbTOK&. 
iiig to the owner, conductor, or driver therein’ Bkasons for !M.akin(.t a Will. —E very man 
that he is so suifering ; or, (a) Being in charge 01 having a wife and family should make his will, 
any person so sutt'ering, so exposes such sufferer, ; However small hi.s e, state, it is an imperative diity 
or causes or permits such sufferer to be so i in most eases, and is .safer in every (jase, to pro- 
ex|K)8ed *, or, (31) Gives, lemls, sells, transmits, or tect the interest of the survivors by a will, and 
exiHfSOS, without previous disinfection, any l>y the ai>pointiaent of one or inore triLstworthy 
bedding, duihing, rags, or other things which per.sons to cany his W’isl]e.« into effect. When 
have been cxpuscii to infection from any such persons die intestate, liaving foolishly put off 
disorder, slnull iio liaide to fi pemilty of £s, A making a will nnt.l it is too lute, their neg-ligem*'=t 
p^mson stith*riug frmi} smh disorder who outers a inay deprive tlio.se fur wdiom they were ino.st 
puiilic conveyance is liable to a due *>f 40;^. ; and anxious to provide, 'i’hii.s a widorv may find 
}f he so outers without notifying to the owner or that the estate, a life policy nerhajis, is not all 
driver that he Is .so suffering, shall bo ordered hers, hiit has io be shared witli a distant cou.sin 
by the (.Vau't to pay the owner and driver the of hm* husband’s, is'egligence, or um-easoning 
amount of any loss and expense they may incur dislike to making a will, becomes an iiTeparJible 
in respect of the di.sinfection of the conveyance, crime ag;dnst those who have the first claim 
Every owner or driver of a puldic conveyance to proUction. ’J'he help of a lawyer in making 
must provide for the disimfection of such a will is m.t iu everV ca.so e.ssential, bnt it 
conveyance after it has conveyed any person i i.s alway.s advisalde, particularly whei-o there is a 
snlTcHug from dungoroiis infection; but he j de.sire on a tastator’s part t<) provide for his 
caimut be retpiircd to convey any person so | property being ^‘.settled” us it is oailod-c.r/, the 
suffering until he has been paid a .sum sufflcicjit income being paid to hi.s widow for her life or 
to cover any loss or expense incurred in dis- until remarriage, ami cn her death or reniarriW 
intccting the ('ouveyunco. No person may know- the capital being divided among his children 
higiy let for biro any house, Ac,, in which any equally. The tying-up or po.sfcponing the enjov- 
persem has been mifforlng from any dangerous ment of income or capital re({uires the skill of a 
mfcctlous disoider without having the same practised lawyer. Assuming that a huweri.s not 
dtofected to the satisfaction of a medical 1 employed, a person haviogAresolved to make a 


one moBF senous attention. 

month. B y t he P abUc Health Act, *907, ' It is only alter a, poraon i.s dead, and cannot ex- 
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plain Ids moanin'?, that his ^viii can be open to solicitor be appointed executor, it is lawful to 
disimte. It is tiie more neccssaiy, therefore, to direct that his ordinary fees and oharges snail 
express Vi’liai is ir-eajit in language of the utmost be paid ; but in this epe he (as an interested 
clearness, avoiding the use of any word or expres- party) must not be a witness to the wili. 

I sioiithatseemsU'admitof another meaning than Attesting- Execution.— Opposite to or be- 

the QUO intende-d. ”'iie lawyers have a maxim neath the testator’s signature should be written 
! that fh,e unrorv.-.^oen (?.<?., the event not provided the attestation edanse. The following form of 
I for) always happens, it is better to be prolix attestation wili be found sufficient 
than to leave the smallest room iov doubt or un- Signed by the testator [or tes- 
; ahhougti fne same mime or word be tatrix, as the case may be], in THOMiS SnilTH 

I lepeatcd over and tfVcj- again. Sounding phrases the presence of us, both present [Signature 
I are entirely out tif place. Avoid the use of “ legal at the same time who in his [or of 

' terms,” suds as “ heirs ” au'l “ isriie,” when the her] presence and in the presence Testator.] 

I smne thing may bo expiosscd in plain language, of each other have liereuntO set 
i if in writing the will a mistahe bo made, it is our names as witnesses. 

i bt-icor to rewrite the whole. B-eforo a ivill is William Jones, of Vine Cottage, Sliver Street, 

I executed, that is. sl'pted hti the tcstutorinirreaence Heading, Tailor. Henry Morgan, of li^ortli Street, 

I Uf' fici) -M'/taL’.vs-c.v, an alteration may be made by Heading, Esq. 

i striking iJirough the w-ords with a pen, but oppo- ifc fs'deisirable that the witnesses should be 
j site to .such alt’eraLif'U the testator and witnesses fnlly described, as they may possibly be wanted 
I should wiite tlieir iiames or jdacc their initials, -if some future time. If the testator .should he 
I Xerer scratch out a v.-ord w'ith a knife or other too ill to sign, even by a mark, another person 
I instru!nent,andnoaitoratipn_qft<>.‘>/A:t/n 7 ivkatei'cr may sign the testator’s name to the Will for him, 
j must be made after the will is executed If the i-ji.,5 pre.sence and by his direction, and in this 
testator afterwards y, ishes to chm tge the disposi- case it should be .shown that the testator knew the 
lion of Ins estate, it is better to make a new will, contents of the document. The attestation clause 
revoking the old one, ()r to add a codicil to the should therefore be worded: “Signed by Thomas 
first, wiiicb must i)e duly executed and attested 1 Brown, by the direction and in the iiresei ice of the 
in the same pianner_ ns the original will. A ivill j testator, Thoma.s Smith, in the joint presence of 
H/touMbe v'riffcii in hiK and rcf'i/ Icfiihlif on a sziiole thereupon signed our names in his 
0/ j>ajv-t'. Altliouah, of course, forms of j presence and in the presence of each other, the 
wulLs inuht vary to suit (Udereiit cases, the follow- | ^vill having been first read over to the testator, 
; nig directions may be found mseful to those yho, 1 -^yho appeared fully to understand the same.” 


i ill cases of emergency, are called upon to draw 
I up wills, either for thomselve.s or otliers 


If the testator be blind the will should be read 
aloud to him in the presence of the witnesses, 


1’ESTAToR OH Testatuix.— Tho pers;)ii who j and the fact mentioned in the attestation clause, 
makes the will is the te!--‘tatur, or if the ivill- ; If by inadvertence the testator should have 


maker be a woman, the testatrix. 


.signed his will without the witnes.ses being 


Estate.— B y this WTird is to be understood present, then the attestation should be The 
liropcrty of all kinds, both real and personal, testator acknowledged his signature already 
Heal }>roperty includes tithes and advnw'sons, as made as his signature to his last will ana 
well ah freehold land and house.s ; while i>ersonal testament, in the joint presence,” &c. Any 
propeily iii<;lude.s debt.s due, arre.irs of rents, omission in the observance of these details 
money, Icfisehold property, house furniture, causes delay and expense, and sometimes great 
goods, a 3 .sn ram '0 poiicie.s, .stock in public com- difiiculty is exporienced in procuring an affidavit 


puiiies, the like. 

Hesiduahy Legatees,- -I t is well in all cases 
t(.> leave to i-ome person <)r persons “ the residue 


I by one of the attesting witnesses before the will 
It is well in all cases • be admitted to Probate, 
persons “ the residue I C'onrciL.— AYhen any change is required to be 


of my estate and elfects,” although it may be made in the disposition of property as stated in 
thought that the whole of Ihejrroperty has been the will, the change should be embodied in a 
dispo.sed of in legacies already mentioned in the codicil. A codicil should begin:— “This is a 
will. It .should ];(' remcm)»ert-(l that a will codicil to the will of me, Thonm Smith, of Vine 
operates ou pnqjerty ac<iuired after it has been Cottage, tjilver Street, Heading, in the county 
made. of Berks, the said will bearing date,” &c. A 

To Begin A Mir. ' ' ' 


j To Begin a VTr.L.— A form in ivhich a will t cfKlicil mu.st he dated at the end, and signed and 
i may be commenced is:— -'This is the last will of I w1tue.ssed with exactly the same formalities as 
* me, Thomas Smith, of MneC’ott ago, Silver Street, the will. 

i Heading, in the county of Berk.s.” Executors.— I t is usual to appoint tw-o execu- 

; To End a Will.— A fter disp'osing 01 the jn-o- tors, although one is suliUrient. Tlie name and 
I irjrty, tlie will may be ended ;is follows “ And addres.s of each executor sliould be given in full, 

; revoke all former wills and ctslioils. Hated a.s follows : — “ I appoint John Jones, of number 
j this tenth day of December, 1S90.” twenty-one, London Street, Ipswich, and Edward 

Execution of a Mill.— The testator should Matthew's, of number .se^onteen, iMarket Street, 

' sign his name at the foot 01* end of the will, in Lincoln, executors of this my will,” An exe- 
pmsence of tivo w ituesses, wlio will immediately ciitor may be a legatee. Thus a child or wife to 
sign their nrancs in Ills and in each other's whom the whole or a portion of the estate is left 
presence. A pouson v/ho has been left a legacy or be apixdnted sole executor, or one of two 

.share of residue in the will, or whose wife or executors. The addresses of the executors are 
husband has been left a legacy, .should not be an necessary; but it is derdrable, here as else- 
attesting witness. Their attestation would be where, to avoid ambiguity or vagueness. 

1 good, but they would forfeit the legacy. It is Appointment op TrUvSTEe.^.— The form of ap- 
' better that a person named as executor should pointment of executors will also serve w'hen the 
not be a y> itness, _ Husband aiid wife may both estate is left in care of trustee.^, except that the 
J be witnessc-.s, provided liidther i-i a legatee. If a ' pei’sons should be designated ‘"executors 
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tnisteeis.” The Public Trustee may be appointed | 
executor or trustee of a will. See, Public 
Trustkk, imt. 

Trusts of thk WiLL.--\yhen the estate is 
wholly for tlie children, the will may read, after 
the appointment of the executors and trustees ; 
“I give ami devise all my estate and effects, real | 
and personal, of v/hich I may die possessed or en- 
titled to, imto the said John Jones and Edward i 
Matthews, upon tnist in ecpial shares for all or ' 
any ray cliihiren or child living at my death who 
being sons or a son attain the age of zi years 
or being daughters or a daughter attain that age 
. or marry. And for all or any the children or 
I child living at my death, 'who being male attain 
i the age of as years or being female attain that 
1 age or marry of any child of mine who dies in 
1 my lifetime leaving children or a child living at 
my death, such last-mentioned children or child 
to take the shai'e or shares which their parent 
would have taken if living at my death, and so 
that no grandchild of mine shall take whose 
parent is living and capable of taking.’* Mliere 
the widow is to have a life-interest use the 
following words; “upon trust for ray wife 
during her life [or during her widowhood], 
and after her death [or second marriage, which 
first happens] upon trust in ci'inal shares for all 
or any my children or cjiild” itc. as before. The 
words in sejuare brackets will only be used where 
the widow is to lose her interc.st if she marries 
again. 

M'Ho cannot make a Will.— a minor cannot 
make a will. A woman married before the ist 
of January, 3:883, ca!i make a will with her 
husband’s consent ; but without such consent 
she can only (under tlio AfaiTied Women’s Pro- 
perty Act) ijcnucaih property accniing to her 
after that date except in ceilain circumstances, 

, respecting wliich it is advisable to consult a I 
I solicitor. But a w'onian imirried after that date 
I can dispose by will of .nil property belonging 
to her at the time of h«.‘r marriage, and of all 
property ae(pu red thereafter, in all respects as if 
she were au unnuirried woman. 

llEVo(ATn)N.-~A will is revoked by a snbse- 
(pient w ill {but only so far as such subsequent will 
operates as a virtual revocation, as by making 
other ])rovisions inconsistent %vith the previous 
will ; for this reason a will should always have a 
clause nivoking previous testamentary disposi- 
tions), or by burning, tearing, or otherwise de- 
.stroy ing tlie same. It is m >t safildent to obliterate 
the will with a pen. ^larriage in every case acts 
as the revocation of a will : so that after marriage 
the old will ainmld be ro-acknowledged,or a new 
one made. 

LAFSKn LK'rACiEF.-If a lcg.‘itee die in the life- 
timis of the testator, the legacy or share of resi- 
due lapses and falls into the residue, excepting 
only in cases where the legatee is a child or 
“other ksin^” of the testator and leaves is.siie 
living at the testator’s death, and the will does 
not provide for the class of children nr issue being 
ascertained at s< )me period other than the death of 
the testator. For instance, if a share of residue 
is left to “all my children li\ing at my wifeAs 
death,” the share of a child who died in the wife’s 
lifetime w ould lapse even though the child should 
liftfe ipU0, 

To to PaiaoN ABsoLUTEiAb— When it is the 
intention to leave all the proi>erty toone person, 
m for instance a wife r>r child, the will may 


read “ I devise and bequeath all my estate and 
effects, real and personal, which I may die pos- 
sessed of or entitled to, unto my v/ife Mary Smith, 
absolutely.” 

To Children UNDER AaE.— Wiien estates are 
left wholly or in part to children under the age of 
3x years, trustees should be appointed to hold ohe 
property in trust for those to whom it will ulti- 
mately belong. The trustees will have powder to 
apply the aimual income for their maintenance. 
A wife may be appointed a trustee, or may be sole 
trustee. It is also usual to appoint the executors 
or some near relative, guardians of children under 
age. By the Guardianship of Infants Act, iSg6, 
the mother of a child, if she siunives the father, 
becomes the guardian of such child, either alone, 
if no guardian is appointed, or jointly with any 
guardian appointed by the father. 

All Property to be Invested.— Executors 
and trustees may be empow'ered. to sell and dis- 
pose of an estate, and after the pajunent of all 
just debts and expenses to invest the remainder. 
For this purpose the section headed “Trust 
Investments ” should be consulted. 

The stringency of the law as to the due exe- 
cution of wills is only relaxed in favour of sailors 
and soldiei's while on service. The law of wills 
is mostly contained in the Wills Act, i Viet, c, 37. 

Duties op Executors.— After the death of the 
testatoT’, the duties of the executor may be stated 
: briefly as follows The first duty of the execu- 
tors, or of one of them, is to see that the funeral 
takes j>laco in a suitalfie and becoming way ; 
then to make ILsts or schedules of the debts and 
the assets or property. For purposes of duty it is 
necessary to estimate the value of the real and 
personal property left, or get it valued. Under 
the Finance Act, 1894, duties are charged 
oil all property in wiiich the testator had a 
life interest, even though the property may 
not have been under his personal control. T!he 
executor must take the will to the Probate 
Registry, Somerset House, or to the Probate 
Eegistry of the district in which the testator had 
a fixed place of abode, or to a solicitor, and prove 
the will ; to collect all the property of the 
deceased and pay all ln.s just debts, and before 
distributing the estate, if it be a large one, it is 
necessary in order to relieve the executors from 
personal liability to duly advertise in certain 
London and local newspapers for all claiin.s 
against the estate to be. sent in before a specified 
date. Pay the legacy on succes.sion duty. Dispose 
of the residue of the proj)erty as directed in the 
will. By the Land Transfer Act, 1897, all the 
testator’s real e.stafce becomes vested in the exe- 
cutors, who hold the same as trustees for the per- 
; sons beneficially entitled under the will orotber- 
1 wise, and such persons can only acquire a title 
I to the e.state through the executors, after payment 
' of all charges and liabilities to which the same is 
subject. Executors are not obliged to act, neither 
is it necessary that all the executors should act : 
one alone is competent to prove a will and carry 
out its provisions. In small estates, probate and 
letters of administration may be obtained through 
an Inland Eevenuc Office. 

Administrators,— I f an executor has not been 
appointed in the will, or if the executor be dead, 
or does not wish to act, the residuary legatee 
nearest of kin to the deceased, or a legatee under 
the will, is entitled to act and administer the 
will, and is called admini.strator. 
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WHERE TO FIND A PROVED WILL. 

To find a will proved before ist January, 2858, 
the date on which the Ooiirt of Pi'obate Act, 
1857 (zo & zx Viet. c. 77), came into operation, it 
is best to searcli first—if the testator was a man 
of substance — the index to the wills proved in the 
Prerogative Court of Canterbury, which is kept 
at Somerset House. Failing this, the will is pro- 
bably to be found in the registry of the district 
ill which it was proved. The wdiis proved prior 
to 2858 ^ ere all distributed among the district 
! It pistil s when these institutions came into 
I ( latent fc, This i.s the only broad rule which 
, c I be liid down to guide a searcher. To find 
' a w ill pioved since 2838 is a far simpler task. It 
must have been proved either at the Principal ^ 
Registry at Somerset House, or in the i-egistry of I 
the district in wiiich the testator lived. In the ' 
former ease tlie original will itsedf is carefully 
preserved at Somerset House, the copy of which 
probate has been gTanted is in tbe hands of the 
executors who proved the will, and another copy 
for Parliament is bound ui:> in a folio volume of 
wills made by te.stators of that initial and date ; 
the indices to these volumes fill a room of consider- 
able .size at Somerset House, where the indices may 
be exanfined and any will read on payment of a 
search fee of one shilling. In the latter case, the 
original will, proved in the District Registry, is 
there kept, and may be seen or a copy obtained, 
but a copy is sent to and filed at Somerset House, 
w'here also it may be seen. A general index of 
grants, both probate and administrations, is 
prepared and printed annually in lexicographical 
form, and may be seen at either the Principal or 
a Di.striet Registry. This index is usually ready 
by about June or July of the following year. The 
reader may not copy any part of the will except 
the names and addresses of the exectitors and the 
date and private mimber of the will. If he de- 
sires a copj% he can order one to be made, for 
which he will pay according to the length of the 
w ill, at the rate of sixpence a folio (ninety words) 
for an ordinary copy, and ninepence a folio for a 
certified copy, which, with a shilling stamp im- 
pre.ssed thereon, can be i)roduced and read in any 
court of law. Tbe District Registries established 
by the Act of 1857 are the following : — 

ItegUtry. liegMrar. District 

Bangor G. E. Reid (jiS'3So) Caniarvon and 

Anglesey. 

Binning- W. G\ Middleton Warwickshire, 
ham (£Boo) 

Blandford H. F. C. de Cres- Dorsetshire 
piffuy (£zso) 

Bodmin ... W. H. L. Shadwell Oomwall. 

Bristol Jolm^Henry Clark 

(600) 


Bristol & Bath, 
present County 
Court District^ 
Suffolk, 


Bury St. Ronald Southey 
Edmunds (>^200) 

Canterbury H. Mapleton Chap- Kent, East, and 
man (£sso) Canterbmy. 

Carlisle ... W. 0 . Butler (^£^700) Cumberland and 
Westmoreland. 

Carmarthn V . Moman Grif- Carmarthen.Oardi- 
tlths (;(S4O0) Kan. Pembroke, 

with the Dean- 
eries of East and 
"West Gower (in- 
cluding the towji 
of Swansea) in 
the county of 
Glamorgan. 

Chester ... H. A. JennerCj^Soo) Chester. 


Leicester.. 
Lewes . 


Lincoln 
Liverpool 
Llandaff . 


Jtegistry. Jtegistrar. District. 

Chichester W. B. B, Freeland Sussex, West. 
(£zoo) 

Derby ...... C. T.E. Wilde (;^6oo) Derbyshire. 

Durham ...W.J.Maynard(;^Soo) Durham. 

B.xeter W.H.BaileyCi^^r, 000) Devonshire. 

Gloucester B. Fuller (£600) — Gloucestershire 
(except Bristol County Ct. Dist.). 
Hereford... H. C. M. Kolan Herefordshire, 
(£ioo) Radnor, and 

Brecknock. 

Ipswich ... G. Pritchard, B.A. Suffolk, East, A 
(;^ 4 S'>) Essex, North . 

Lancaster Baldwin Dacres Go.of Lancs., except 
4 d n m « / .TrfQni the Hunoi'eds or 

Adams 700J Salford and West 

Derby, and the. 
City of Man. ■ 
Chester. 

H. Pickering Clarke Leicester and 
(5^^500) Rutland. 

J.W.Helseh(j(;33o) Sussex, East. 
Lichfield... H. G. Faiissett- Staffordshire, 
Osborne (;£^ 8 oo) 

. G.L.Simpson(i^5oo) Lincolnshire. 
J.C.Bromfield(;^7So) W. Derby Hund. 

. Charles H. Wilkin- (ffamorfim (except 
Si Deaneries of E. and 
feOn(; 635 o) w. Gower). Mon- 

mouth. 

Manchest’r R. S. 0 . Mais (£Sao) 

Salford. 

N ewcastle - E.E.Edw'ards( j(Jsoo) N o r t h u m b e r- 
on-Tyne land. 

N’th’mptoii C. C. Becke (:£aso) Korthants, S’tli, 
and Beds. 

Norwich... L. D. Powles (;;^7oo) Norfolk. 
Nottingh’m Dr.F.Oswald (56400) N’tinghamshire. 

Oxford T. M. Davenport Oxon, Berks, and 

(^300) Bucks. 

Peterboro’ C. S. J\Iagee (5^400) Korthants, N’th, 
Hunts, ACambs. 

St. Asaph J. P. Lewis (aCsS®) Flint, Denbigh, 
A Merioneth. 

Salisbury... H. El liottFoxC^g^gso) Wiltshire. 
Shrewsb’ry E. K. A. Green Salop and Mont- 
(£so°) gomery. 

Taunton ... E. T. Alms (5^350) Somerset, W'est. 
Wakefield G. Bridgeman Yorks, West 
(561,200) Riding. 

0 . F. Engleheart Somerset, East, 
(.£300) except Bath 

C. 0 . District. 
^Soo) Hampshire. 

,!soo) Worcestershire, 
ioin Yoi*ks, 'K & E. 
Riding (in- 
cluding Ytork). 
SAFE CHSTODY OF W'lLLS. 

There is a depository for the safe custody of 
the Wills of Uvmg persons at Somerset House. 
Since 1837 depository has been provided by 
the State under sect. 91 of the Act 20 <& zt Vic. 
c. 77 ; but the provision has been almost a dead- 
letter. A will may be deposited through the 
Registrar of a District Registry, who will 
transmit the will to London in a registered 
letter on receiving a fee of los. for the deposit, 
of zs. 6d. for entering a minute thereof, and zs. 
for filing the affidavit which is required. A will 
once deposited will not be given up to anybody, 
but must remain in the registry until the testator 
dies, unless he i^'oes to the registry with the original 
minute of deposit and other proof of his identity, 
and destroys his will in the presence of the 
Registrar. (See also Public Tuumtee, post) 


Wells 


Winchester C.W ooldridge(5( 
Worcester G. F. Adams {£ 

York H. A. Huds 

(£1,000) 
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TilUST 3i'U:sI)?5 A^'D INVESTMENTS. . 1 

By Pa'LB ov the Supreme Court, dated 
November, xSC 8, trustees may invest trust funds 
in the folloviiif? securities 

z}l per Cent. Consols ; tobereduced. sth April, 
X963" to zl 4 . per cent. Consols and Eeduced 3 per 
( Cent. Annuities. a\.' per Cent, and zl 4 per 
1 Cent. Annuities. Exchequer Bills. Bank Stock. 
India 3^! per CJont. and 3 per Cent. Stocks. Indian 
Guaranteed Eaii’.vay Securities. Colonial C4overn- 
rnent Stocks gnnraaiteed by Imperial Govern- 
ment. Mort^yae’e of fi'eeholdor copyhold estates 
in England cv Wales. 3 and 3^4 per Gent. Meti’O- 
politan Consolidated Stock. 

Debenture, preference, guaranteed, or rent- 
cljarge stecks of railv.'ays in Great Britain or 
. Ireland having for ten years next before the date 
\ o£ investmcBt'paid a dividend on ordinary stock 
i or shares. 

: Nominal stocks or nominal debenture stocks 
issued under the Local Loans Act, 1873, provided 
in each case that such stocks shall not be 
liablo to be redeemed within a period of fifteen 
years from the date of hi%’estment. 

Local Loans Stock under the National Debt and 
Local Loans Act, 1SS7- 

ITiE Kuu: OF CouitT OF November, iS 8S, will 
be little referred to no\v tli at all the foregoing items 
in more extfiisive, and in some cases slightly 
different, language, are aulliorized by the Trustee 


. ■ THE PUBLIC TBLTS,TEB. ' 

This Government Office, by •which the State 
acts as Executor and as Trustee under a Will or 
as Trustee under Settlements and in other 
capacities of the like nature, as to which we 
hat'^e given full information in former editions, 
has proved a coinpiete success. The capital 
value of the present and future estates, whith 
have been placed in the care of the BUblic 
Trustee, amoiiuts to a total of some ^$26, 000, 000, 
and the office is still growing daily. 

The public, both rich and poor, in all parts of 
the country, are availing themselves Of the 
protection and advantages afforded by the 
office. The methods of the Department dis- 
pense %vit.h forms as much as possible, and the 
business is conduetsd in a prompt and business- 
like way. The facts of any trust, new or old, in 
which it is desired the Ifiiblic Trustee should 
take office, may be brought to his notice by 
letter or by persona! interview. Upon his giving 
his consent to act, his appointment may be 
effected in the same simple way as that of a 
private trustee. Concurrently with his appoint- 
jiient, the trust estate is transferred by the 
appropriate means of conveyance. | 

In tlie case of a Will about to be made, the 
appointment may be effected with even greater 
simplicity. All that the testator need say is, 
“I appoint the Public Trustee executor and 
trustee of tliis my W114,’’ or the appointment 
may be a joint one with personal friends or 


193, t — — , 

e.spedaliy where the Buie of Court is varied, may 'nia great advantages of the Department are 
bo summarized as ffdiows:--T]iis Act, which con- ! that it supplies a permanent trustee who will 
soli'ates the enactments relating to trustees, j never die, and thereby saves the expense of fresh 
authorizes !Uortgagcvs on freeholds, or property | apnoiiitraents. He will never be ill or unable to 
equivalent to freeliold, not only in England and ' attend to bnsino.s.«. He will never go .abroad nor 
W'aloH, but also (where ]a>t pvohibitc(l) in Ireland , can lie ever abscond with the trust funds, as his 


and Scotland. A very few leaseholds, viz., tcnirs ; integrity is guaranteed by the State, 
of aw years, at a iioininnl rent, are also aiitho- | in addition to these advantages he makes a i 
nzed by the Iru.-itce Act, 1893. j special feature of investments. The large funds 

Thi.s Ac? also ArTiloRiZL’S investments by', 


tni3tee.s upon any .securiticai guaranteed by Parlia- 
ment, ami these include the following :—Cei*taiu 
Colonial Goverinueut stocks, the Turkish Loan 
j of *855, the£gy]itian 3 i>er cent. Guaranteed Loan, 
I ami one or 'two others, in addition to Metro- 
; polifcan Stock, any stocks of the London County 
; CtHinffil aro now aiitlutrized ; also any Corporation 
or Municipal .stocks of the cities oj‘ l»oronghs 
f (about 60 in mimber) having at the last census 
s a iwpuIatioH exceeding 50,000. Also .stocks, &c., 
under certain cf)nditions, of waterworks com- 


him a special advantage in this respect, and he 
conceives it to be his duty, not only to see that 
the trust estate is properly invested, but to 
maintain it in that condition. 

The Public Trustee is not limited in his powers 
of investment to trustee securities, and in practice, 
wherever possible, lica^jpcars to follow the sound 
policy of spreading his inve.stments a.s much as 
possible gcogiapliically, so that the risk of any 
loss of capital < >r income to a tru.st estate is greatly 
diminished and the stability of both capital and 


pauiu.s and of wall r (‘ommi.ssioncrs. Another 1 '.assured. He appears to be vc'ry success- 

very important addition to the list of trust ' 

Bec!iriti<3sistiiis; Breference, debenture, guaran- ! funds in Ins custody, 

tceii, or rcutchurgc stocks of .ffiltish nxilivay ; If . ^ 

companies which have jiaid 3 per cent, on their ; ?■ the pomonal attention of himself and 

ordinary stocks for ten years. This include.s ! sen ioi‘ officials to the human and personal 
all the great lines iu England, Ireland, and ! 

Scotland, except a fewl e./t,, the Great I been nnde for infirm people, 

Kfl.stern, and Chatham and Dover, which have i chosen for children, careers considered 

not, for the whole period of ten years, paid ! holidays arranged, and every 

regular divideiid.s to tlielr ordinary ghare- i 


, onlinary share- 

holders. 

Thb Act further authokixks trust invest- 
ments in c<‘rta]ri Iiidinn Kaihvays guaranteed by 


- prompt 

attention. The permanent success o'f the Office 
is assured, and there is every indication that the 
forecast of its career is likely to be correct, 
that it will probably become one of the largest 


the Indian Goyernmeut, winch can be found on : departments of the State. 

S'Stth 11,*.^'; official lists. A sperial form of trasteesliip-tlmt of C!us- 

I . ^ cut hyi list, a tiniatee j NMian TruBtee—Mais also provided by the Act of 

1 m (directly OF 1 Parliament, it being intended thereby to set up a 

j by Imidicainm) pruhirated by the tenns of his i tnistee who would take care of the capital and 
, ^ ‘ income of a trust only and ensure the integrity of 
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the efitiite, while leaving the personal management 
01 the trust to persona! trustees. The scheme, 
however, has proved a failure and is not adopted 
ill practice. The public evidently prefer that, 
given an efficient and businesslike trustee, such 
as the Pubdc Trustee, he should be a full ordinary 
trustee and thereby give the full benefit of his 
skill and experience especially in the direction of 
investments, ratlier than a mere silent custodian. 

Special provision is also made under the Act 
of Parliament for the clieap and simple ad- 
ministration of est ates having a value of ;£i,oco 
and under, called “Small Estates” by the 
Statute. There is no specially low rate of fee for 
these small estates, as experience showed that 
the ordinary fees were extremely small and a 
further reduction was not warranted. These 
small estates, however, have the advantage of 
an economic administration in that the Public 
Trustee is given direct access to the Court 
without formality and has all the powers of a 
Master of the High Coiii’t acting in the adraiuis- 
tration of an estate. 

Another very valuable pow*er gh’-en to the 
Public Trustee is that of being able to direct the 
audit and investigation of the condition and 
accounts of any trust. This pi’ovision is proving 
a valuable protection to any anxious trustee or 
beneficiary. The expense of the audit is in the 
discretion of the Public Trustee, and may fall 
upon the estate, tiie applicant, or upon the 
trustees, if meriting such an award. 

The fees are conceived upon a very moderate 
scale, but in a great number of cases the 
advantages which the Public Trustee possesses as 
to investment appear to enable liim to obliterate 
his charges wholly or partly by improving the 
investments both as to capital and income. 

A low rate of fee was moreover determined 
upon so as to permit the expense of legal and local 
assistance, by agents in certain cases in the pro- 
vinces, being incurred wifeliout increasing unduly 
the expense of administration. The Depart- 
ment does not disturb any existing practice in 
the trust as to the employment of any brokers, 
bankers, or solicitors. 

The Public Trustee is not allowed to work for 
a profit, but merely to pay expenses. 


The principal fees are of two kinds™ a fee on 
capital and a fee on income. The fee on capital 
is taken in two instalments, liali at the beginning 
and half at the end of a trust, such half ranging 
as follows: — 

On the first 1,000, ss-'?. percent. 

On the excess of £i,oqo to ;^so,ooo, 

On the excess of £zo.ooo to ;^5o,ooo, zs. 6d. per cent. 
On the excess of £$0,000, is. 3d. per cent. 

The fee on income is i per cent., if, as is usual, 
the iiicoiiie he paid direct 10 the person entitled, 
otherwise 2 per cent, up to ;^soo a year, and. 
I per cent, on any excess of £500 a year. The 
fee on investment, if and when incurred, is^^ per 
cent., which includes the cost of brokerage. 
There is po’wer to vary these fees to meet the 
Ijeculiar circumstances of special cases, but, 
owing to the low range of the fees, tlie pcAver of 
reduction is probably but seldom exercised. 

An interview with the Public Trustee or with 
either of his principal clerks can be readily 
aiTanged by letter or telephone, and a pamphlet 
giving full information can he oTitained post free 
on application to 3 & 4, Clement’s Inn, Strand, 
W.C., or at any Post Office. 

The staff, which at the opening of the Office 
on the ist January, 1908, numbered 5 men, now 
numbers too. The principal officers are given 
below : — 

The Public Trustee, Cliarles John Stewart. 
Principal Clerks, E. K. Allen ; L. J. Fulton. 
Principal in Charge of Investment, E. W. 
Thomas. 

General Office, S. A. Poynder ; H. M. Wallace ; 
R. S. Shiicklmrgh ; J. il. Jacob ; H. B. dackson ; 
A. C. Pearce; A. G. Means; R. T. Hughes; 
R. de C. Bower ; E. C. Groves ; J. F. Gore ; 
C. E. Seton ; W. C. McMillan ; 31 . Limb. 

Securities Office, H. Chown ; A. J. H. Hughes ; 
T, E. Alston. 

Accountant, H. J. J. Freeman. 

Assistant Accoinitmit, A. F. Day. 

Cashier, A. H. Cobbett. 

Children's Visitor, Miss Beattie. 

Chief Superintendents of Shorthand Tiipists, 
Miss Rees ; Miss Winder. 

Telephone Nos., 27 Central and 22x8 Central, 
Office Hours, 10 to 4 ; Saturday, 10 to i. 


THE WORLD'S PROBHCTiOH OF GOLD AHD SILVER, i 899 -t 9 o 8 . 


1 Biuti.sh TlMrii.-r:. 

OTin;R CorNTjuES. 

Total, 

■ j ^ ^ 

yilvcr. 

Gold. 

Silver. 

Gold. 

Silver. 

s %9 38 ^ 70^)000 

1900 25,302,000 

X901, i ' a4,98x,ooo 

xgoz 1 31,654,000 

*903 ! 37,803,000' 

1904 40,386,000 

*905 j 45,097,000 ! 

1906 ; 49,694,000 ! 

1907 1 So,63o,oco ! 

, xgoB ] S 3 i 5 S 4 )Ooo j 

£S)S 39)000 

5 . 554)000 

4.785.000 

4.244.000 
4 ,x 39 ,cco 
5 , 540 , coo 

6. 094.000 ' 
6,6x5,000 

9.327.000 
12,055,000 

£z6,^So,ooo 

27.319.000 

29.447.000 

29.606.000 

28.092.000 

29.432.000 

30.830.000 

1 35,648,000 

1 34,319,000 

i 37,946,000 

^46,407,000 

48.687.000 

47.198.000 

44.506.000 

46.533.000 

48.646.000 

1 50,343,000 

48.396.000 ; 

1 45,193,000 

1 47,599,000 

5^63,066,000 

52.621.000 

54.428.000 

61.260.000 

65.895.000 

69.818.000 
75 , 927 ,ooo^ , 

342, 000 

84.949.000 

91.500.000 

£s^^9<^yOOQ 

54 2;.i,ooo 
51,983,000. 

48.750.000 

50.672.000 

54.186.000 
'■ 56 , 437 ,,ooo 
5S,ozijOoo 
.■■54,520,000 

59.654.000 

Totals ...' £307,80^,000 

£6$,dgz,Qoo . 1 

^^308,909, 000 

1^^473,508,000 

;^ 7 o 6 , 8 o 6 ,ooo 

;£S47, 400,009 


The figures given in the above table are based 
mainly on Returns prepared by the Director of 
the United States 3 Iint and bn those contained 
in “The Mineral Industry," published by the 
Engineering and liming Journal. 


Gold hag been valued in the table at the legal 
rate of £$ xgs. to%d. peivtroy ounoo standard, 
and silver at its value in this country, 

namely 5.?. 6d. per troy ounce .standard. 
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J "Widow only.. 


Widow and child or children 


i Widow, brothers or 8i.«jter3 


. Widow, niother-s nephews or nieces 


j 392 intestates’ ©states. 

I PERSONAL PROPERTY, INCLUDING LEASEHOLDS. 

I Tabt.ij of Succession appUraile to England and Scotland, and showing 
persons entitled to administer. 

The persons entitled to administer are shown in bracliets. 

In each instance it is supposed there are no nearer relations than THOSS NA3IEP. 

[* h7H;re this is prefixed the Regulation applies to Scotland only.] 

By the Inteistate-s’ Estates Act, iSgc, a very important change was made in the la\v as regards 
provision for widows of men dying inte.state and without issue. Under this Act the widow in 
I sueli a case is entitled to the W'hole estate both real and personal if under £soo in value ; if over 
I that amount she takes ^£500 out of the real and personal estate rateably i)ofore any division is 
i made, and after that the .share in the remainder to wiiich .she wa.s entitled before the passing of 
1 the Act. 


If the Intestate dic^ leaving Ills representatives take in the proportions j 

j ■ following : — 

"Widow only Half to widow. Half to the Crown. [Widow.] I 

/ One-third to widow, tw’o-thirds to children in 
/ equal shares. In case of deceased children : 
who have left issue, such issue take amongst * 
them their deceased parent’s .share. [Widow. 1 | 
^One-third to widow'. One-third to living children 

Widow and child or children in equal shares (hut the heir must collate the 

lieritable estate, and those children who have ' 
])een advanced by intestate during life must . 
collutetiieadvance.s). One-third amongst living | 
\ children per capita and issue of deceased 
\ children per ptirpes. See MOTE A, next page. 

Widow and fathiT Half to widow’. Half to father. [WidowL] 

{ Half to widow. Half to mother. [Widow.] 

Widow and mother, no father to widow, one-sixth to mother. Two* 

I sixths to Crown. 

i Half to widow\ Half equally amongst brothers 
and sisters, whether of the whole or half 
blood ; if a deceased Iwother or sister has left 
i.ssue, such issue take amongst tliein their 
decea.sed parent’s share. [Widow.] 

I Half to widow. One-fourth to mother. One 
fourth to nephews and nieces per stirpes. 
[Widow.] 

•*Half to w'idow. Onc-sixth to mother, two-sixths 
to nephews and nieces per stirpes, 

i All to husband. [Husband.] 

*Half to husband. Half to wife’s nest-of-kin. 
[Husband.] 

I All to father. [Father.] 

Father, brothers, and sisters <*One-balf to lather. One-half equally amongst 

[ brothers and sisters. 

( All equally. [Motlier.] 

Mother, lirothers, and listers 4*Mother one-third. Brothers and sisters two- 

I ( thirds equally. • 

' / All to luother. [Hothor.] 

.Mother, ImtimoUia km \H)ne-third to mother. IVo-thirds to the Crown. 


I Amongst children in equal shares, the grand- 

; Child, children, or grandchildren by deceased children by deceased children taking amongst 

j child them their deceased parent's share. [Any 

i mimber of children not exceeding three. ] 

j Amongst brothers or .sisters in equal .shares, the 

.,r Hht.r, u,>d ncph«-., or nleoa, 

I [Brother or .sister.] 

; Brother or sister, and grandfather All to brother or .sister. [Brother or sister.] 

, Brother or sistc r, and itnclcH or aunts All to brother or sist<‘.r. [Brother or sister.] 

(Imndfather, no nearer relation All to grandfather. [Grandfather.] 

Father’s father, and mother’s mother Equally to both. [Either or both.] 

Grandraothcr, undos, and aunts Lf!! [Grandmother.] 

^ ^ l*^AU to uncles and aunts it paternal. 

j amt-giumifather, uncles, and aunts { tlireFr number 

i Hncte and aunts f (To either or any number not 

I _ ^ ^ 1 exceeding three .] 
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Cncle, and deceased imcle’s child All to uncle. [Uncle.] 

Ihicle by iiuAlier’s side, and deceased uncle or J4h\M ofdeceased^pat^^ or aunt takes 

auiitscmla ^ in exclusion of maternal uncle. 

. . f All equally. [Either not exceeding three. ] 

Aunts, nephew, and niece '(^sj'Tephew and niece. 

, f Equally per [Any number not exceeding 

iousms - three.] 

j Equally per capita. [Any number not exceeding 
Keidiew by brother, and nephew by half-sister... < three.] 

i*AU to nephew by brother. 

Note A.—Taking per eapita is taking by head individually. Taking per stirpes is taking by 
descent or representation. Tbus, if A. "die leaving three brothers or sisters, and no nearer kin, 
they each take an equal part of his personal estate in his or her own right, i.e., per capita. If there 
are also children of a deceased brother or sister they share in the estate by taking amongst them 
the share which their deceased parent would have taken had he or she survived, i.e., per stirpes. 

Note B.--% English iLaw, brothers and sisters of the half blood share equally with the whole 
blood. By the Scottish Law, brothers and sisters german (that is, by the same father and mother) 
and their issue take in exclusion of brothers and sisters consangiiinean (that is, by the same father 
only) and their issue. And brothers and sisters consanguinean and their issue take in exclusion of 
brothers and sisters uterine (that is, by the same mother only) and their issue. 

Note 0.— Posthumous children take equally with those born in the lifetime of their father. 


Intestates' Instates— IK eal IPtoperfi). 

(N.B. — Leaseholds are Personal Property. ) 

Table of Descent of Peal Property in England on death of an intestate. No illegitimate 
child is capable of inheriting real e^state. Custom of Gavelkind (descent to all sons alike) 
still exists in Kent, and custom of Borough English (descent to youngest son) in divers 
ancient boroughs. The Denver (viz., widow’s thirds) of widows inarried since 1833 is in 
the majority of eases barred. 

In each instance it is supposed that there are no nearer relations than those named. 

If Intestate die, leamryj Real Property leould descend to — 

Wife only, no Wood relations { ^ “Py^olds to lord of 

/One-third to wife for life in any case. 

' Best to eldest son or his issue, such son and his issue, whether male 
or female, being preferred to any other son and his issue, and 
all sons and their issue, whether male or female, being preferred 
to all daughters and their issue, whether male or female. 

If no son, rest to daughters equally. 

If daughters and grandchildren (sons and daughters of deceased 
\ daughter), rest to daughters and eldest son of deceaseddaughter. 
f One-third to wife for life ; rest to father, if deceased purchased 
'\ same, or had it left him by will. 

f One-third to wife for life ; rest to mother, there being no heirs 
’ i on father’s side. 

/ One-third to wife for life in any case, rest to eldest brother or 
his issue. (See above, “ Itest to eldest son or his issue,” under 
I head “ Wife and child,” Ac.) 

V Sister and children of deceased sister, rest equally between 


Wife and child or children, and 
children of a deceased child 


"Wife and father .. 
Wife and mother 


sister and nephew (eldest). 

Sistei’s and nieces, only, children 


Wife, brother, or sister, and 
children of a deceased brother 
or sister 

of deceased sister, rest 

\ equally between sisters and nieces, nieces taking 
Wife, mother, nephews, and \ One-third to wife for life ; rest to nephew (eldest), or nieces, if 
nieces I brother left no son. 

^nieces’ (childmi of^de- I ^kie-third to wife for life in any case ; rest to eldest brother, 
cec'^ed brothers and sister«V 1 Best to nieces, equally, if children of elder brother deceased. 

Lineal ancestor paternal, males of whole blood first. 

Ghildren by one or more wives, i All to eldest son, or his issue. (See above, “Best to eldest son 
and the issue of deceaseds or his issue,” under head “Wife and child,” &c.) 

children. { Baiighters equally. 

_ . I Husband for life ; afterwards to only child or to eldest son or 

Husband and child or children ... < issue of a deceased eldest son. 

[ If all daughters, to them equally. 

Mother, but no wlfe,child, or issue ] 

of a child, father, brother, f All to mother in default of lineal ancestors on the father’s side, 
sister, nephew, or niece, or more ( or issue of such ancestors, 
distant descendants of father... j 
Mother, and brothers and sisters All to eldest brother. 
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! Mothei* 111 it! sifcU'i's All to sisters. 

1 Fiitht'r, ami ])rutht‘rs aiai sistei’s All to father. 

i r’ijild aiiu grandchiiti by deceased \ S<’e above, “Rest to eldest sou or his issue,” under head •' 

1 child ) and child,” &c. 

' livother and grandfather All to brother. 


^Yife 


B.-other's grandson, and l>ruther J All to great-nephew, if oddest bn Aher’s grandson. 


cr sister’s daughter \ All to brother’s daughter, if child of eldest brother. 

Brother and two aunts Brother, all. 

Brother and wife One-third to wife for life ; rest to brother. 

Grandfather (no nearer) All to grandfather. 

Bather’s father & mother’s mother All to fatlier’s father. 

UraiKhnother & iincle, or aunt on \ .n .»»• nntu- 

father’s side (no nearer) j 

I'nele, and deceased uncle’s f I-ncle, unless deceased uncde was elder brother, w'hen his child 
child...... t, takes all. 

Tnele by mother’s side, and cle- f Child of deceased uncle i)n father’s side, or (if none) cliild of 
ceased nnele or aunt’s child ... I deceased aunt on father’s side. 

Two aunts, nephew, jind niece, 


■ WO aunts, nephew, jiiid niece, 1 
children of deceased brother ... 1 

I i Eldest bmther'sEranddon. or il granddaughters between them 

i } ^'^phewby brother. 

Nephew by <leceased brother, i 

and nephews and nieces by > All to eldest ncpheiv, son of deceased brother, 
deceased sister j 

Note A.~By the Land IVansfer Act, 1897, the real estate 01 a deceased person devedves to the 
, personal rei,)re.sentative of the deceased, and lu'obate and lutttu-s of atlminislriition may be granted 
in respect of ival estate only, although there is no personal estate. The ultimate ownership of 
real estate is not aifeeted by these provisions, which are for the convenience of adinhustvation. As 
to the persons entitled to administration of real estate, they are .substantially tiie same a.s in the 
case of pevson.'il r.'^tate ; but the Court shall, in granting letters of administration, have regard to 
tb.e rights and interests of persons interested in the real estate, and tlie heir-at-law, if not one of 
I tin; next-o.f-kin, .shall he ettually entitled to the grant w'itii the next-of-kin. 


I 


IN^TRrCTlOKS FOR OBTAINING PROBATE 
OR AOMINl.STRA’I'JON ’VVrj’HOlT EAI- 
PLOYING A SOidCiTOR. 

The entrarite to the office fur personal applica- 
tions is in the south-east comer of the Quad- 
rangle of Somerset House, Strand, Room 3;^. 
The applicant should bring the registrar’s cfc'.rti- 
iicate of th<i dea.th of the deceased, or an official 
<-ertiftcate oi burial, and the "will, if there be one, ^ 
and full details t>f the ]>roperty and debts of the 
deceased. 

If there hi' lunvillor noe.veeutorbe appointed, 
or Uu' iixeiuitor will not act, two sureties must 
• also aTtcndand enter into a bond for the faithful 
‘ udiainidratam uf the estate, iinicss the w'hole ■ 
! personal efitate docs imt exceed £50, or the hns- 
banu is ilic ap]B‘i‘ant, when one surety only will i 

be iVijiilied. 

i The si'ale of jjndinte duty as at present 


in forec Avill be found in detail on page 
374- 

lu no case can any corre.si)ondeiice be entered 
into ; nor can an interview be given to any 
agent. 'J'be hu.sincs.s of the dei>artment can he 
transiieted only with tlie aT>])licant in person. 

Wliere the decea.sed ro.sided within the di.'Jtrict 
of one of the In.strict Probate Registi’ie.s (see 
Appendix)? api)iieatioii may be nnide at that 
registry in.stead of at Somerset House. 

Where the whole real and personal c.state, with- 
out the deduction of debts or funeral expen.ses, 
does not exceed £500, application may be made 
at one of the Inland .Revenue Offices. 

Where the deceased has left no will, and the 
vdiole ]>eivr?nal e.st.ate does not exceed £xoo, and 
the widow resides at mor<* than three miles from 
any Probate Registry, application may ))o made 
to the .Regi.strar of tlu; Younty (.’ourt. 


COHPAHIRS ACT, 1860. ; BAHK HOLIDAYS. 

TO PK p.up by iHTAMPst | Enulanj> axp Iceland.— B ank.s of Englanil 

ihi registration, Mith a capRal of £z,ooo, £z; and Irelainl, and the Exchequer: Cbood .Friday, 
£3 ..ooo, £3} £4-000^ £4 ■? £s.ooo. £s I Easter Monday, Whit Alonday, First Monday in 

love sinihngs txtra per £1,000 above £3.000 ' August, Christmas Day and Becemher 26 or 37 
to £100.000; jsx extra per £s,ooo above ; (as the case maybe). The Stock Exchange, in 
but no fee higher than £so. ; addition to the Bank holiday.^, is also closed 


be&A .stamp io.s‘. to be put Mi upon Alemo- : on Jan. i, Alay i and November !. And s-pecial 
mndum and Auicles of Association, ! Bank Holiday for Ireland, Afarch t7. 

Fees on Registration of Aioitgage so^. up to ; .Scotland.— N ew A'ear’s Day, Good Friday, 
£^i £* a\H'Vc £300. I First Monday in Alay, First Albuday in August, 

For wi mkrem iitaaiji on mpital m p, 373. ; and Christmas Day. 

Houm at Somerset Hotira i ^ special Quarter Term 

wura at ^merset House. Days (^ee p. 34), and there are special holidays 

wSate TSte® wCk *■ i if ^^^“burgh (« j.p. 30, so), and Glasgow (see 
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SJatKS’ ©ualificattoiis. 


I. PAaiUMENTABY ELEOl'IONa 

; S. ■ FEOraRTY. , 

■ A. Biiglmid, 

I l<’ree}ioki Estate of clear yearly value of 
folly shillings, if owned in fee simple or fee tail, 
or "in occupation, or acquired by marriage, 
inarriagG settlement, devise or pi amotion to a 
lieiieiice ur office. 

ii. Lands of any tenure, of £s clear yearly 
value, held for life, 

iii. Leasehold 

a. of clear yearly value, original term 
being not less than sixty yeai-s. 
of £$o clear yearly value, original tenn 
being not less than twenty 3x*ars. 

B. Scotland, 

I Lands and lieritaues in proprietorship ol £s 
yearly value as appearing in the valuation roll. 

ii. Leasehold. 

a. of £tQ clear yearly value, original term, 
being not less than fifty-seven years or 
for life. 

b. of £$o clear yearly value, original term 
being not less than nineteen years. 

€. Iceland. 

i. Freehold of net annual value. 

ii. Kent charges or leases for life or lives of 
£xo clear yearly value, 

iii. Leasehold, 

a, of ;^xo clear yearly value, original term 
being not less than sixty years. 

b. of £zo clear yearly value, original term 
being not ]e.ss tlian fourteen years. 

¥. B. -- The Property u confined to 

Counties and to Boroughs which are Counties 
Corxjorate. 

Miscellaneous. 

Mortgagee. A mortgagor in possession is en- 
titled to vote, but the mortgagee becomes en- 
titled on taking possession. 

Trusts, The beneficiary, not the trustee, has 
the vote. 

Joint Owimrs. Only one may now vote, unless 
they were all entitleti to vote in 1884, or their 
interests were derived by succession, or they are 
partiiem in business on the laud owned by them. 

Freeholds. Two or more freeholds may he 
joined to make up the requisite value. 

! Property in Boroughs. Property situate in a 
borough, such as would give a vote for the 
borough, will not give one "ior the county unless 
the freeholder be disqualified for the borough 
vote by non-occupation. 

Lea.seholds. A lessee who has sublet does not lose 
his right to vote ; but a lessee who has assigned 
loses the right. Tc be entitled to a vote, a ’sub- 
lessee or assignee of a sublease must be in actual 
occupat;Ion, 

a. Occupation 

for twelve mouths, before registration of lands | 
or tenements within a county or borough, entitled ■ 
the occupier to a vote. This qualification is! 
uniform throughout the rnited Kingdom. j 


*‘Oeeupier” means one who uses the premises 
either as a dwelling house or place of business. 
Continuous occupation is unnecessary, provided 
the occupier has the exclusive right to occupy. 
He or some other person must have been during 
twelve mouths rated to the poor in respect of the 
premises, and all poor rates made and allowed 
during the twelve months preceding January 5th 
paid on or before July 20th. 

I Residence required. In English and Scotch 
' counties, and in Ireland, none, but in English 
; boroughs there must be residence during six 
! months of the qualifying year (four months 
being allowed for absence on duty or employ- 
ment) ; in Scotch Boroughs during the whole year 
in or within seven miles of the borough. 

£$o Rental Franchise. This qualification, rest- 
ing on the occupation of land in counties at a 
yearly rent of not less than £^o, is now virtually 
obsolete, but persons registered in 2884 with this 
qualification are entitled to be re-registered from 
time to time, so long as they retain it. 

Service Franchise. Lodgers, licencees and 
servants do not enjoy the occupation Francliise, 
as they are neither owners nor tenants, but a 
servant if allowed to occupy land (only in countie.s) 
i as a reward for service may be a tenant and 
tlieref ore entitled. - 

K. B. —Oec iqKi tion Qua lijication extends to any 
! part of a house separately occupied. ■ 

3. EESIPENCE. 

I This Household (Jualification is given to the 
' inhabitant ocGiipier throughout the United 
Kingdom (whether he occupies as owner, as 
tenant, or in virtue of any office, cfcc.) of a 
dwelling house (including fiats aud residential 
chambers), or any part of a house occupied as a 
separate dwelling, which has been rated, and for 
which rates have been paid by a certain date. 
There need not be actual inhabitancy, but there 
mu.st be an intention of returning after a 
temporary absence, and a power of doing so 
without a breach of a legal obligation. So an 
undergraduate occupying college 100ms from 
W’liich he is excluded during vacation is not 
entitled to vote, nor a soldier oociii»yiiig rooms 
j from which he is required to be absent from time 
to time on diity^ 

In calculating the twelve months, a period not j 
I exceeding four months may be counted during 
j which the house has iieen occupied and furnished j 
by some one else, or during which the inhabitant | 
occupier has been absent on duty in coimectiou ! 
with any office, employment, etc. i 

Occupation in immediate siiccessi< )n of different 
premises in the same ijarliaincntary county or 
borough is equivalent to continued occupation of 
the^same premises during the qualifying period. 

ls.B.~^This rule applies both to ocoupaiion and 
Residence. 

4. Lodgers. 

This qualification belongs to anyone in the 
United Kingdom wdio has resided in the same 
lodgings for tivelve months next preceding 
July isth, such lodgings being of the clear yearly 
value, unfurnished, of £xo. The Lodger is not 
disqualified because he has occupied dffierent 
lodgings of the requisite value in the same house, 
nor because he occupies them jointly witli 
another lodger, if the aggregate value is siitTi(;!ent . 
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Voters* Qualifications. 


S If’llEEMEN. 

Ryfi/i’m Act, 3S33, left ttie franchise to freemen 
(.>f towns in which, prior to *832, such qualifica- 
tion gave a right to vote, but only to those who 
Inive ac<iuired freedom by birth or servitude, and 
who, during the year 'preceding claim, have 
resided in or within seven miles of the town. 

In the City of London a freeman, to obtain a 
vote, must also be a Liveryman of one of the 
City Companies. He may also acrpiire freedom 
by purchase. He must reside within 25 miles of 
the place of poll. 


6. The T:j;iyEKSiTiES. 


I (rraduate? o!i electm-al roll of Oxford, Cain- 
■j bridge, Tnilddn, and London, the Chancellor, 
j the ■Profes.sors, the members of the C)niver.sity 
C<.>ui't and General Council of Edinburgh, Gias- 
gow% St. Andrews and Aberdeen, are (pialificd 
i to vote for their respeetive rniversities. 


Ec=fistratioa, 


i i. Pro}>erty X'utev must claim in order to get on 
! to the Itegister. but ouoe there he need not make 


a fresh claim. He must have heeuin possession, 
or receipt of rents, in ca.se of freeholds fur six, 
leaseholds for twelve calendar months prior to 
July isth in the year in which they claim to ]>e 
registered. This is not necessary where tlic 
' qualifying property is freehold, and has heen 
! acfiuired hy marriage, man-iage settlement, etc. 

I ii. Occupiers iie<*d not claim at all, unless 
I omitted hy Uu* Over.seer.s, whose duty it i.s to 
I register their name.s. 

} iii. The Lodger Voter has to claim afresh every 

i year*. , 

I b’lHi'uis for the Old Lodgers’ Li.-it must he sent 
; In by July zgiii, all other new claims by Aiispist 
1 2ot]n 'i‘he Ilegister, w'hen made up, comc.s 
1 into force on the ensuing January 1st, unless 
I accelerated by special legislation. 


Disqualifications. 


Aliens, idiots, lunatics (except during lucid 
. interval), infants, ]>oer.t (except Irish actually 
ideeted and serving in the Hou.se of Commons), 
^ convicted felons (until freed by pardon or other- 
' wise), perj^oms conviete«l of corrupt practices, 

' citht'rat Parliamentary or idunicipal Elections 
, (.seven years from date of conviction), and .School 
I Hoard Elections (six years fri»mdate of election), 

; ]H:r.sons con\seted(h' illegal practices at Parlia- 
; iiie!itar> and Hunicipul Elections (five years from 
, date ot ctuividioiu, persons employed at elec- 
1 thnis, or within six months before, for ])ay or 
i rewau'd/oankrupts, persons in receipt of parochial 
I or eitltcr relief, persons with fictitious or col- 
; hHive qualitieation.s (e.fir., fagot voters), cor- 
p<*rations, returnifig officers (unle.ss the votes 
; are equal), eorporatioits, and women. 


11 . HTNUTPAL Ab’H COL'NTY OOTTHCIL 
ELEM’ION.S (ENGLAND AND WALES). 

1 A. CiTvr OP London. 


j 1. Election (d Lord Alayor, Sheriffs, and 
j Chambtiriain. 

! TI1C Ele(.tors are iaveryniien. 

, ». Election of Aldenuen, Cotmuou Councilmen, 

and Waii‘d Otticew. 

The Eiet'tow are («) Freemen occupying 


premises in tlie city, and rated in that re.spect 
at not less than £xo per annum. (6) Male 
persons who have occupied for tw'elve months 
]>reinises in the city, and are similarly rated, (c) 
PersoiLs registered as Parliamentary Electors for 
the city by virtue of the borough occupation 
Franchise, (tf.) Persons otherwise entitled to bo 
registered as Parliamentary Electors for the city, 
but disqualified by non-resideuce. 

B. Other BoRorans and Counties. 

* 1, Election of Maym* or Ciiairman. 

Tlie Electors are the C(uirici]ioi‘s or County 
Councillors. 

2. Election of Aldermen or County Aldermen, 
i The Elect<rrs are the Coiindllor.s or County 
I Councillor.^. 

j 3. Election of Elective Auditors, 
j The Electors are the Burgesses. This, liow- 
I ever, doe.s not apply U) County Councils, whoso 
[ accounts are. audited by disstrict auditors 
: appointed by the Local Government Board, 
j 4. E Icctit >Li of Conn ci Hors or Count y Councillors, 
i The County Electors, together with the bur- 
I gesses of every borough within the county, form 
' the Electorate for the County Council. A qualifi- 
cati.)n which in a Municipal Borough w'ould 
entitle a person to be a Burgess will, if held in 
a county, entitle him to he a County Elector. 

Tlie Municliial Franchise differs from the 
' Farliainentary Borough Franchise in tw'O im- 
portant particulars— 

a. The Franchise is, except in case of laud, 
iiTesjiective of the value of premises occupied. 

h. Women raa,y vote. 

The qualifications are— 

i. Occupation in the borough of a building of 
any value, or of land of the clear yearly value 
of ;^ 30 . 

ii. Itc.sidcnce in or within seven miles of the 
borougli. 

iii. Being I'ated and paying rates. 

There are two additional qualifications for the 
County Franchise— 

i. Being a peer owmiiig property in tlie county. 

ii. Being regi, stored as an ownership voter for 
Parliament in a county. 

These are the same as in 
the case of Parliamentary Electors, except that 
peers, women, bankrupts, and persons with 
fictitious qualifications are not disentitled. 
Women may not vote in the City of London. 

HI. PAIILSH COUNCILS ELECTIONS 
(ENGLAND AND WALES). 

The Electors are the “ Parochial Electors,” 
Lt’., tliose persons registered in such portion, 
eitiier of the Local Government Register II.), 
or the Parliamentary Kegister (nee 1.) of Electors, 
as relates to the parish. 

N.B.— -A woman is not disqualified by marriage 
fi’ovn being on any Local Government Register of 
Electors, but husband and wife cannot both bo 
qualified in respect of the same property. I 

IV. DI.Sq'EICT COUNTY ELECTIONS. ! 

IHIBAN AND EUIIAL (ENGLAND AND 

WALES). 

Tlio Electors are the “Parochial Electors” of 1 
the pari.shes in tiie district. 

V. LONDON BOHOUGH COUNCILS. 

The Mayor is elected by the Council, the I 

Aldennen hy the Councillors, and the Councillors ! 
by the “Parochial Electors.” 
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CANDIDATES* QUALIFICATIONS. 

I. PAKIilAMENTAEY ELECTIONS. 

The following are not eligible : Aliens, 'women, 
minors, lunatics, English and Scotch peers, Irish 
representative p)eers, judges, the holders of 
various oilices, clergj" of the Established Church, 
and of the Eoinan Catholic Church, and ministers 
of the Church of Scotland, Government contrac- 
tors, persons holding j)ensions of the Crown 
Cither than diplomatic and civil service), con- 
victed felons, and bankrupts. 

II. Municipal anp County Council Elections. 

I. Mayor or Chairman muBt be chosen from 
the Aldermen or Counciliors, or persons qualified 
to I e surii. 

s. Aldermen must be Councillors orryersons 
quiilitiecl to be such. 

3. Elective Auditors must be qualified to be 
Councillors, but not members of the Council, 
town clerk, or treasurer. 

3. Councillors niust l>e, and entitled to 1 )e, 
burgesses, resident within seven miles of the 
borough, or within fifteen miles, if they possess 
a property qualification of £1 ,000, or tlm persons 
qualified to elect to the office of Councillor. 

Officers on the active list, 
bankrupts, and persons convicted of crime or cor- 
rupt or illegal practices are disqualified. A person 
is disqualified if and wdiile he is an elective 
auditor, or revising assessor, or holds any office 
of profit other than tViat of Mayor or Sheriff, or 
is interested in any contractor employment with 
or on behalf of tlie Council. A woman is not 
disqualified by sex or marriage from being 
elected a Councillor or Alderman of any County 
or Borough Council. 

N. B.— -Clerks in holy orders, and other ministers 
of religion, are qualified for election as County 
but not Borough (except London Borough) Coun- 
cillors or Aldermen. 


III. Baeish Council Elections. 

Persons eligible are : “Parochial electors,” or 
persons who have resided during the whole 
twelve months preceding the election in or within 
three miles of the parish. Persons may be dis- 
qualified by receipt of parochial relief, bank- 
ruptcy, crime, tenure of a paid office under the 
Council, or pecuniary interest. Women, married 
and unmarried, are eligible. 

lY. Disteict Council Elections. (Ukban 

AND ItURAL.) 

t. Urban.— In urban districts, which are 
boroughs, the Aluiiicipal Council is the District 
Council. Elsew'here, the Urban District Coun- 
cillors must be either “i>arochial electors” of 
some parish within the district, or persons who 
have, during the w'hole twelve months preceding 
the election, resided in the district. 

2. Rural . — The District Councillors must be 
either “ i>arochial elector’s ” of some parish with 
a union, comprising the district, or persons who 
have, during the whole twelve months preceding 
the election, resided in the union, or, if the parish 
be wholly or partly situate wdthin the area of a 
county borough or other borough, is (iiialifted to 
be elected as a Councillor for that borough. 

JUlsqualifications are tlie same as in III. 

Y. London Boeough Council Elections. 

A person is nob (lualified to be elected a 
Borough Councillor unless he— 

1. is a Borough Elector of the borough ; 

2. lias, dui'ingthe whole twelve calendar months 
in’eceding the elections, resided in the borough. 

The qualifications for JMayor and Borough 
Alderman are tlie same as those given in II., s 
and 2. 

W'omen are not disqualified by sex oi' marriage. 
Otherwise the disqualifications are the same as 
in in. 
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Pass^jorts—New Zealand Cross. 


iUplafton^ re^pfrting 


Oa^ce Passports 
muot bo made m the term printed on tire back of 
Jie Iie.!^rlation.s (to be had on application), and 
cover addressed to “Pho Passport 
Lepaitment, loreifyn Ojlice, London, S.W.” 
incy miist reach the roreign Otliee before cp.m. 
on tno day pr,or to tliat on which the Passat 
is to lie issueu. 


I a. The charge for* a Passport, whatever liuinber 
I of persons may be named in it, is zs. Passports 
1 arc _i33ned at the Foreign Ofdce. between the 


I , uAv^vjpt, uit oauuuys ana ru _ 

; when the Pa^ssport OU:co is closed. If thelrpnli- 
I cant does not reside hi London, the Passport 
! may bo sent by p«.>st, and a Postal Order for 
: i V/ awompany the appli- 

! hot he received in 

t J^uy thCM. 


3. Foreign Oiilce Passports are gTanted (1) to 
subjects, m., persons' born 
V and to persons 

born aoioad who derive Britislr nationalitv from 
- .grandfather born within 

Hh -V ajesty s ilomimons, and who, under the 
provisions of the Acts 4 George II., cap. zx, and 
X3 Ireorgo III., cap. 21, are to be adiud'-ed 
and taken to be naturaidiorn Britisli subjects ; 
(z) to the wnos ami widow, s of such per, sons ; 
and (3) to ptn'soas naturalised in the United’ 

I Kingdom, 111 the British Colonies, or in India. 


naturahsed in any of the British Colonies, upon 
nir f recommendation from 

nf r' r i of natives 

of Butibh India, and persons naturalised therein, 

fiSSteSfoffioa 


5. If the applicant for a Passport be a hiata- 
rahsed British Subject, his certificate of natu- 
n^lisation must be forwarded to the ForS 
Office with the Declaration or 1 etter of recoramem 
clatmn. jSaburalised British subjects, if resident 
m ■London or tne suburbs, must apply per-- 
sonall^ for tbeir Passports at the Foreign Office • 
It resident in the country, the Passport will be 
sent, and the Certificate of Naturalisation re- 
tiu-ned, to the person who may have veriSed the 
declaration, for delivery to the applicant. 

subjects will be cicicribed 
in their Passports, which will be issued 
subject to the necessary qualifications. 


vP Passports are. not available 

bey ond nvo yeans from the date of i,ssue. Frcsli 
Passports inu.st then be obtained. 


deemed to lie a subject of 

w 4 S"“ub'eS;" 


a A Passport cannot be i,ssued by the Foreign 
Office, cjr by an Agent at an outport, on behalf 
oj a per, son already abroad ; such person should 
apply for one to the nearest Britisli Mission or 
vonsuiatc. 


to such persons as are 
hfhVm State, or recoiiim ended 

to h ni ..»y some iiersou wlio is known to him, or 
(x) in the case of naturahhoni British subiects 
and perwurs imtnralL^cd in tiio United Kiirnioin 
upon tne production of a inieluratiou liy the 
ffiiphcaut ni the form jiriiitcd at tiie back of these 
'*'.va Declaration made by 


fmv b ’ . oeciaranon made by 

i'lL/i ed-abbshed in tbe United 

/I// ' Bf/rrifinT-at- 


; ni • Jjfirnfiter-ctt 

i lungdom ; the applt 

, i niHs ( ertiheatt- of liirth may also be required 
' I iz) iu tile case of children 

nn b'l' the ug»i ot 14 year.s requiring a .separate 
: iassport, upon production of a 'Beclaration . 
' * 'y the. oinia’s parmit guardian in 'a ! 


T • 0 .to visit the Russian 

n n ti \^oininions, the ICingdoih oi 
Bouniam.i, I en^ia, Colombia, Venezuela, Eayti, 
ot their travels, mirst 
f f • S ^' ^oted Ivingdom ■without having 
rflnw Passports vises either at the B,u,ssian 
Consulate-General, 17 Gi*eat Winchester Street, 
B.C., the Consulate-General of the Sublime 
Porte, 140 Leadenhali Street, E.C. : the Ilou- 
maman Consiilate-General, 49 Parliament Street, 
’Jr® Gonsulate-General, 122 Vicl 

’ the fJolombian Consulate- 
Gcneial, 6 Holborn \iadiict, E.C. : the Vene- 
zuelan Cmrsulate, Finsbury Pavement House 
I insbury Pavement, E.C. ; the Havtian ConsuU 
ate, 32 i’cnclmrch Street, E.C, ; or the Ttaiiaii 
Cousuiate-fieneral (f,-,r Eritre.a), « H .Ibm-y 
bquate I!.r r..sj,ectivBly, oi- at one of tho 
otdiei Cousuiuie.'^ of tliose States in the United 
^'Oilers about to proceed to any 
oi'hu toiniLi-y need not obtain the risn d the 
diplomatic or Consular Agoiits of such country. 


Form SiSlrff i CV-nnWr“lLfe.w ,1 r&rtsn,.rv 

uic um,.c i ,3) u„, oa,,« of peVWs j 


THE NEW ZEALANB CEOSS. N.Z C rW 

h^n, Crimson : Poe Co.^mocora Bkaveey ; lEsinoTEn XO Maroh xSAo ^ 
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HOUSE VEHICLES. 

Fahes by Di.?ta!?ce (Cabs either with or , 
wit-liout a Distance Recorder, but without 
a Taxi met ov): If hired aiui dischai*ged 
initldii the Four-Mile Kaclius, for any dis- s. d. 

tanee not exceedinj^’ two miles i o 

Tiie tlvivev may notify, by means approved by 
tlic Cominissionoi* of Pc-lice, that he is willing to 
accept a fare of 6 d. for any journey not exceeding 
a mile. s. d. 

■For every add it ion al mile or part of a in ile o 6 
If hired otdmle the Four-Mile Circle, 
v.iierever, discharged, for the fir.st {ind each 

succeeding mile or part of a mile x o 

If hh’cd wit In' ti, but discharged ont,sdde 
the Four-Mile Circle, whole distance not 
exceeding one mile, ts. ; exceeding one 
mile, tlmii for each mile ended within the 
circle, 6 d. ; and for each mile or part of a 

mile ended outside x o 

Fares by Time : Tndde the Four-Mile 
Circle. Foiir-wlieeled Cab.s, for one liour 

or less, ze, ; two-wheeled Cabs s 6 

If above one hour, for every cpiarter hour 
or partof a quarter of the whole time, four- 
wheeled Cal.), 6d, ; if a two- wheeled Cab ... o 8 
If hired outmde the C^irele, wherever dis- 
charged, f-Di* one hour or less 2 6 

If above one hour, then for every quarter 
hour or i)art of quarter of the whole time., o 8 
If hired within, but discharged outmle, 
the Four-litile Circle, tlie same. 

Extra PAYMKXTs.“- // bx'i‘« of Calm idiould'pat'- 

ticidarly notice theme regnlationn, amdiftjnitcm (jene- 
rally ariM from their not be 'ng clearly WHlermiood, 
Whether hired by Distance of. by Time. 
Luggage,— For each bicycle, cliild’.s mail s. d. 
cart, or perambulator, 6 d. •, for each 

package carried outside the carriage o 2 

Extra Persons : For each above two 
(two children under xo years of age count 

as one person) o 6 

Waiting -By distance : for. every 15 
minutes completed— if hired within the 
Four- Mile Circle, 4 w'heels, 6d.; z wheels ... o 8 
If hired witiiout Circle, z or 4 wheels ... o 8 

■\IOTOB CABS. 

The fare payalde for the hiring of a Motor 
Cali rifted ivith a Taximeter shail bo according 
to the following scale 
(<i) Not exceeding one mile, or for a 

period of time, or a journey not ex- s. d. 
cceding ten minutes o 8 

(h) Exceeding one mile or ten mimites 
(x) For each fiuarter of a mile, or for 

a period of time, or a journey, not 
exeei.'diiig' t wo and a half minutes ... o 2 

(z) For any less period or distance o 2 

In addition to the above the driver may be 
entitloil to charge the following extra pay- 
ments : — 

(i) Luggage: — ^M'hother hired by di.stance s. d. 

or iy time— for each bicycle, cliikbs 
mail cart, or ].>erambulator, ; for 

each pa.ciiage carried outside o 2 

XOTE. —Luggage carried on the footboard so 
that the doors do not close over it is deemed to 
be outside within the meaning of this clause. ■ 

(2) Extra persons .'—When lieemsed to 
carry more than two persons— for 
each additional person beyond tw'o, s. d, 

the whole journey o 6 

Provided that two children under the age of 
ten years shall count as one person. 


Ctalis in ILonlJon. 
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GEHEKAL PECULATIONS. 


General Regtji.ations.— The fares by Taxi- 
meter Alotor Cabs are bsi.sed upon a combination 
of time and distance. When the cab is kept 
w’-aiting, delayed by traffic, or caused to ti‘avel at 
the rate of les.s than six mile.s .an liour, then the 
charge is by time. When travelling at a speed 
of sixer more miles an hour, then the charge is 
by distance. Fares are according to distance or 
time, at the option of the hirer, exjmesmed at 
the commence/nent of the Mring ; if not other- 
wise expressed, the fai*e to lie paid according 
to distance ; but driver can refuse to be hired 
by time betw^een 8 p.m. and 6 a.m. 

Driver, if hired by distance, is not comx)e]led 
to drive more than six miles, nor more than one 
hour if hired by time ; further, if hired by time, I 
the driver may be required to drive at any rate ‘ 
not exceeding four miles an hour ; if required to 
drive more than four miles within the hour he 
may demand, in addition to the fare regulated by 
tiine, for every mile or any part exceeding four 
miles, the fare regulated by distance. / 

Agreement to pay more than legal fare is not 
I binding. 

If the driver agree beforehand to take any sum 
less than the proper fare, the penalty for demand- 
ing more than the sum agreed upon is 40m. 

Tlie driver of every cab shall have wdth him, 
and when i-equired produce, the Authoriised 
Book of Distances, and every driver of any cab 
shall, if so required, deliver to the hirer a printed 
ticket, showing fares, &c. 

Driver may demand a reasoiuiblo sum as a de- 
posit from persons hiring and requiring him to 
w'ait at any place, over and above the fare to 
which the driver is entitled for driving thither. 
Penalty 40m. ^ if driver, having received such de* 
posit, refuse to wait, or go away before the ex- 
piration of the time for which the deposit shall 
be a sufficient compensation ; or if the driver 
I shall refuse to account for such deposit. 

I The London Cab Act, 1896, enacts that if any 
person hires a cab, knowing, or having reason to 


„ , , gives 

i a false address, is liable, in addition to the fare, 

I to a penalty of 409. 

■ The fares legally demandable by a stage car- 
riage are those painted in a conspicuous manner 
on the inside of every such carriage, ami they are 
recoverable in a summary way’ before a lustiee 
; of tlie Peace, in the same )vay as fares for a 
jhackriey' carriage. 

All property left in any cab shall be deposited 
; by the driver (and in tlie case of a stage 
; carriage, by the conductor, or driver if no 
! conductor) at the nearest Police Station vdthin 
twenty -four hours, if not sooner claimed by the 
owner ; such property to be returned to the 
person who shall prove to the satisfaction of the 
Commissioner of Police that the same belonged 
to him, on payment of all erepenses incurred, and 
of .such sum to the driver as the Secretary of 
State has by order prescribed. Property found in 
a stage carriage by a passenger must" be given 
up to the conductor under a penalty of ;^io. 

All inquiries, relating to pnhlic carriages 
should be addressed to the Public Carri ige Office, 
New Scotland Yard ; but inquirits as to property 
left in a cab or stage carriage snomd be made 
at the Lost Property Office, New Scotland Yard. 
Office houi's, 10 to 4. 
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Hdclmm^ Garrmge StatiMics---^ Gommuiation. 


HACKKEY OAURIAGE STATISTICS. 

During 1908 there were licensed public cur- 
ringes : — Hansoms, 4,826 ; clarences — animal 
power 3,649, mechanical power 2,805 ; omnibuses 
—animal power 2,155, mechanical power 1,133 ; 
tramway cars— mechanical power 2,003, animal 
]iowor 323 ; total, 16,894. Hrivers and conduc- 
tors: — Cab drivers —• animal power 10,357, 
mechanical power 2,049 i stage drivers — animal 
power 3,308, mechanical power 5,3x4; conduc- 
tors, 9,752 ; total, 30,780. 

Hackney and Stage Carriage Drivers before 
obtaining a licence are required to pass an e.va- 
mination as to their alrility to drive, and hackney 


carriage drivers, in addition, have to pas.s an 
examination as to their knowledge of town. It 
extends to a knowledge of the principal squares, 
clubs, hospitals, hotels, theatres, streets, and 
public buildings in I,ondori. During 2908, of 3,143 
men examined, 771 were snccessful.' The annual 
average number of applicants who passed the 
examination during the past five years was 5x3. 
The proportion of drivers to hackney carriages 
is so '99 drivers to so carriages; X46 of the 
drivers are over 70 years of age, ' 

Of lost property, 60,407 articles were deposited, 
of which a6,S7s were claimed by the owners, 
and £3,7xg 49. 9|d. awarded to the drivers 
and conductors. 


Citije ©ommutatton. 


The tithe of produce, tlie ancient provision 
for the mamteminee of the clergy, was, after 
various attempts at modification and composi- 
tion, commuted in 1836 by Act of Parliament to 
a payment in money. The land \va.s valued, 
and a modus fixed, based upon the average 
value of corn for the preceding seven years, 
and payments, collected half-yearly by the 
clergy or lay -owners, have since been made on 
a septennial average. I’he value fixed amounted 
in some cases to as much as ten shillings per 
acre. The bettor the land for corn-growing, the 
larger was the sum to be paid, a.s it was a direct 
charge upon the corn grown, the jirioes upon 
which the Act was based being per quarter— 

; %vheat at 56^*. std ; bailey, 3s.v. Sd . ; and oats, 33.9. 
Consequently much laml, not being worth the 
tithe, is now out of cultivation, or let at a price 
w'hioh just covers the charge. An Act passed in 
*891 makes it compulsory for the owners of the 
land, instead of tlie occupiers, to pay the tithe, 
xvhich amounts in the aggregate to alxiut four 
millions annually, t*f which sum ;:C7Sfi.334 is 
paid to 2,096 lay-owners uv impropriators. Extra- 
ordinary tilh(*s were an nd<litional charge made, 

1 when the Commutation Act was passed, upon 
1 hop, fruit, and market -garden grounds. These 
j syrtciul imiustricii were so alfected hy the tax, 

1 which in some ca.scs amounted to thirty shillings 
I an acre, that serums rc.si.stfince against thopay- 
i ment ensued, and an A<*t was ]>a.ssed in 1886 
. provblin', thai It should not bo levied on land 
: brouglit under sncJi cultivation after the pas.sing 
I of tllo Act, hut land under the.se crops at the 
! time wa.s permaneuf ly hurdeiicd with the impost. 

, The tithe map and apiKuiioamcnt for each parish 
I is depoHib'd with the iucuuibout and eliiirch- 
I warden. Any one intevested therein may have 
I acet‘ss t<i tile Httiue nn<l obtain extracts by pay- 
* iiig 6(1, fur iiiftpectUm, and 3<l for evk'y 72 
words contaiiwni in the extract. I'ithe may, 
upon the Joint application of the land-owner 
and titlui'.ovner to the Ifoard of Agriculture, 
1 h‘ rcdt'Cincd for a smn /mt ]m thaii 25 times 
Its amount, 'rhis is dependent upon the consent 
of the }'V)ard, and sometimes on that of the 
Dishup and panran dVjwn ju-ojK^rty and building 
land is often redeemed, agricultural land rarely, 
the fiwt being too groat. 

The average Tithe Bent Charge for the first 
ftfty yeare from 1836 was £103 git. gl4(l, and for 
the pftit 73 f e»w £g^ 


fears. 

me 

at. 

Baruw. 

Oats. 

Tithe 


s. 

d. 


d. 

.s. 

d. 

Kent-charge. 

iSjd , . 

Jd 

2 

?/ 

S 

22 

0 

100 

0 

0 

i860 .. 

53 

3 

36 

7 

24 

5 

ixo 

17 

iK 

1861 .. 

55 

4 

3 <j 

X 

23 

9 

XX 2 

3 

4 l< 

1862 .. 

55 

5 

35 

I 

22 

7 

XO9 

13 

6 

1863 .. 

44 

9 

33 

9 

2 X 

2 

XO7 

5 

2 

1864 .. 

40 

2 

29 

IX 

20 

X 

XO3 

3 

loK 

1865 .. 

41 

0 

29 

9 

21 

xo 

98 

*5 

loM 

1866 

49 

XX 

37 

5 

24 

7 

97 

7 

sH 

1867 .. 

64 

S 

39 

IX 

26 

0 

98 

13 

3 

1868 .. 

d 3 

9 

43 

0 

28 

X 

100 

*3 

S 

1869 ’• 

48 

2 

39 

S 

26 

0 

X03 

5 


1870 .. 

46 

XX 

.34 

7 

22 

xo 

X04 

z 


1871 .. 

S <5 

8 

36 

2 

25 

3 

X04 

IS 

z 

1872 .. 

57 

0 

37 

3 

23 

2 

X08 

4 


1873 •• 

58 

8 

40 

5 

25 

5 

XIO 

IS 

io}i 

1874 .. 

55 

9 

44 

XX 

28 

10 

XX 2 

7 

3 

187s .. 

45 

X 

38 

5 

28 

8 

XZ 2 

XS 


1876 .. 

46 

2 

35 


26 

3 

xxo 

X 4 

XX 

1877 .. 

56 

9 

39 

8 

25 

xz 

X09 

x6 

XXj^^ 

1878 .. 

46 

5 

40 

2 

24 

4 

XX 2 

7 


2879 .. 

43 

xo 

34 

0 

21 

9 

IIX 

3^5 


38S0 . 

44 

4 

33 

z 

*3 

X 

109 

17 

¥4 

1S81 . 

45 

4 

31 

II 

2Z 

9 

X07 

2 

xo^ 

1882 . 

45 

X 

31 

2 

2 Z 

10 

X 02 

16 

z 

1883 . 

41 

7 

31 

xo 

2 X 

5 

ZOO 

4 

9H 

1884 .. 

35 

8 

30 

8 

20 

3 

98 

6 

^4 

1885 .. 

32 

xo 

30 

I 

20 

7 

93 

X 7 

3 

x886 .. 

31 

0 

26 

7 

19 

0 

90 

xo 

3 ^ 

1887 .. 

32 

6 

25 

4 

x6 

3 

87 

8 

xo 

1888 .. 

3 S 

xo 

27 

xo 

x6 

9 

84 

2 

8 ' 5 < 

1889 .. 

29 

9 

25 

xo 

17 

9 

80 

19 

8 ) 4 : 

1890 .. 

3 * 

XX 

28 

8 

x8 

7 

7S 

I" 

3)4 

1891 .. 

37 

0 

28 

2 

20 

0 

76 , 

3 

3 ')i 

1892 .. 

30 

3 

26 

2 

X 9 

xo 

75 

18 

3)'4 

1893 ., 

26 

4 

25 

7 

18 

9 

74 

XS 

2^4 

1894 • 

22 

xo 

24 

6 

X 7 

X' 

74 

3 


1895 . 

23 

X 

2 X 

XX 

*4 

6 

73 

*3 

0% 

1896 . 

26 

2 

22 

XI 

X 4 

9 

:": 7 X 

9 

6U 

■ 

30 

2 

23 

6 

16 

IX 

69 

X 7 

xiM 

1898 . 

34 

0 

27 

2 

18 

S 

68 

X 4 

II 

1899 . 

25 

8 

25 

7 

3:7 

0 

68 

'' 2 

4'K' 

X900 . 

26 

II 

24 

II 

X 7 

7 

66 

XS 


1901 . 

26 

9 

25 

2 

18 

5 

66 

10 

9)1 

X902 . 

28 

X 

25 

8 

20 

, as' 

67 

3 

8M 

1903 • 

26 

9 

22 

8 

*7 

2 

69 

7 

5 

1904 . 

28 

4 

"22 

4 

16 

4 

69 

X9 

6 

1905 ■ 

29 

8 

24 

4 

37 

4 

69 

X 2 

o 54 

1906 . 

28 

3 

24 

2 

x8 

4 

68 

12 


3907 • 

30 

7 

2S 

X 

x8 

xo 

68 

X9 

6 M 

X908 , 

32 

0 

as 

XO 

17 

xo 

69 

xo 

64 

i 3909 , 







69 

18 

s4 


WHITAKER’S ADMAlSrACK, 1910 . 


^rofeggtonal iFfips. 


401 


ArcMtects’ Fees» 


The custom is to charge S'per cent. 011 the cost 
of new work, if exceeding j^,ooo. Below that 
sum, an increased scale is usual. An increased 
charge is also made for alterations to existing 
building's, and for designs for decorations, fittings, 
and furniture. If plans, &g., are prepared for 
works which are never carried out, the charge is 
one-lialf the above, with a further half per cent, 
if tenders have been invited and receix^ed. These 
charges d‘;» not include negotiations for purchase 
of site, &c., nor settlement of difficulties with 
adjacent owners and public authorities, nor 
taking out quantities. Bor repetitions a modified 
charge is iisuaily arranged. Tlie rainimimn charge 
per day is three guineas. In all cases, travelling 
and other out'Of -pocket expenses are paid by the 
I emxdoyer in addition to the fees. Bor furnishing 
! or cliecking a Scliediile of Dilapidations and Esti- 
I mate the usual charge is 5 per cent, on the esti- 
mate, but in no case less than two guineas. Bor 
valuing and negotiating the settlement of claims 
under the Lands Clauses and similar Acts the 
charge is on Hyde’s Scale. 

Surveyors’ Fees. 

SUNVEV with plain plaii—ioo acres and under 
— Ijy arrangement, according to work required. 
Over *00 acres, zs. per acre and expenses ; if 
with tinished map, according to amount of em- 
bellishment. 

y ALUATION to fix rent — 5 per cent, on first £200, 
and ajo' on remainder (.»f one year’s rental value, 
and expenses. 

Timber valuation — s per cent, on first ;Cxoo, 
and 2^2 on the excess, and out*of -pocket expenses. 

Cropping— s per cent, up to £xoo, and 2 jo on 
the excess, and out-of-i)oeket expenses. 

Valuation for probate— 3 i>er cent, on first 
^£500, and i}{ on the excess, and out-of-i)ocket 
expenses. But it is now usual to make a bar- 
gain for a fixed and moderate sum. 

Valuation of land— 6d. per acre, and out-of- 
Iiocket exiienses. No fee less than 5 guineas. 

Auctioneers’ and Estate Agents’ Fees. 

Bor the Sale of BiiEEHOLP and Copvhold 
‘ Estates and Bouses and Ground Leases, bv 
Auction or by Private Treaty.— per cent. 

! on the first £2% per cent, up to ;^s,ooo; 

• and on the residue above that sum £x% i)er 
cent. ; and the usual commission of ;^5 percent, 
in addition on the amount paid for fixtures, 
furniture, and effects, and in addition for any 
disbursements. 

Bor Letting Unfurnished Houses, or Dis- 
posing OF Leases other than Ground Leases 
BY Assignment or otherwise. — ^\llere the 
term is for three years or less, £^ per cent, on 
one year’s rent ; where for more than three 
years, £>;% per cent, on one year’s rent, and (in 
either case) upon the premium or consideration, 
£s per cent, up to £1,000, and 2^2 per cent, on 
the residue, and the commission of per cent, 
on any sum obtained for fixtures, furniture, or 
effects of any kind. 

Bor Letting Burnished Houses, in Town or 
Country.— Vlien let for a year or less period, 
£b per cent, on the rental. Y\Ticn let for more 
than a year, per cent, on first year’s rent, and 
£2^:^^ per cent, on rent for reinaiuder of tenn. 
Where a property is let, and the tenant after- 
wards purchases, the commission for selling will 
then become chargeable, less the amount pre- 


viously paid for letting furnished or unfur- 
nished. 

Bor Valuations or Sale of Furniture, 
Fixtures, and other Effects.— Bor Sale, £s 
per cent. ; for Valuation, ;i^js P^t cent, up to 
£s,oo, and per cent, on the residue. 

Bor Valuation of Furniture and Effects 
forProbate orAdministration.— ;£’ 2 ^percent, 
on the first ijxoo.and £xy2 perceut.onthe#esidue. 

For Valuation of Properties for sale, 
Purchase or Mortgage.— i:>er cent, up to 
5^1,000, 5-5)‘. per cent, above, on full amount of 
valuation. In valuations for Mortgage, if an 
advance is not made, oiie-thii'd of the above 
scale, the minimum fee to be £3, 3.^. 

Bor Valuations for Probate or Adminis- 
tration (UNDER THE B’lNANCE ACT, 1894) OF 
Furniture AND Effects.— percent, on the 
first £xco, and £iy per cent, on the residue. OF 
Breehold, Copyhold, or Leasehold Proper- 
ties— $-9. per cent, on amount of valuation. Mini- 
mum fee, £3 39. 

Bor Negotiating the Purchase op Estates, 
Houses, and Ground Leases.— percent, up 
to j^5oo, and £x per cent, beyond that amount. 

Bor Negotiating the Taking of Burnished 
OR Unfurnished Houses.— H alf the scale for 
letting. 

Bor Letting Building Land.— Amount of one 
year’s ground rent, or by agreement. 

Bor Making and Examining Inventories, 
and making catalogue for auction sale — From one 
guinea, according to length, exclusive of expenses. 

Making schedule of fix'tures to attach to lease 
—From 1 to 4 guineas, or about 3 guineas per day. 

Bor making schedule of dilapidations, and 
serving notice to repair — From z to 5gs. per day. 

ii'OR settling amount of dilapidations— S per 
cent, on amount, and out-of-pocket expenses. 

Hailway, School Board, Corporation,' Board of 
"Works, and other compensations— SCALE 

If the award be for ^1,000 the fee chargeable 
is 18 gs., and for £x,zoo xg g's., and so on, each 
£200 additional earning a further guinea, but 
no fee less than 7 guineas ; and a fee of 3 
guineas per day for London valuers, and s guineas 
per day for valuers outside the London area, for 
attendance in London before jury or arbitrator. 

Management of estates, iucliiding collection of 
rents — Tithe-rent charges, ground rents, ika. ,from 
3 to s per cent.; cottage property, from s to 10 
I>er cent,, according to special agreement. 

Allowances under Bankruptcy Acts, 1883 and 1890, 

Hie following charges are to be subject to 
reduction by agreement with the Official Eeceiver 
or the trustee, or to increase with the sanction of 
the Committee of Inspection and the Receiver : — 

Brohers.—For inventory not exceeding 5 folios, 
io.s\ 6d. ; additional per folio to so folios, 
each folio after so, xs. For inventory ami valua- 
tion : — On the first ^100, ;;^s lo^v. ; for the next 
£^^i£^ 5s. ; above ^400 np to j^xo,ooo, above 

£xo,ooo, 106*. Travelling expenses in addition, 

A uctioneers. — Bor sales by private contract half 
the above charges for inventory and valuation ; 
f u* sales by auction (in addition to certain out-of- 
pocket expenses) of chattel property, 5 per cent, 
on first j£soo, 4 per cent, on next ;^Soo, above 
£1,000 2V2 per cent. ; and of estates in land, in- 
cluding prior valuations for detemiiiiing amount 
of reserve bids, on first £300 $ per cent,, on next 
£x,6oo 33^, above up to £5,000 and aljove 
£5,000 X per cent. Cost of surveys, dilapidations 
and specifications, £z to £5. 
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40 2 Profess tonal Fees — Streets — lieceiots . 

preparing balance-sheet, in- twice a year, and contain but one anioimt-- 
vustigating accounts, &e., principars time, exclu- “ Attendance and medicine," from date to date, 
sively so employed, per day of seven hours, in- so much. Tlie patient has no means of checking 
eluding necessary IS, to £5 5a. Chief- the correctnchs 01 the charge, altiiough medical 

clcrk’s^^timo, los. 6d. to £i xi.«. 6d. Other clerk’s men, like all others, are liable to ciT ; they, how- 
time, per da of .seven hours, ".st 6(f. to t6s. These ever, are always willing to show their ledgers 
chargtis to include stationery, exceiit fomis used, when requested. 


.MEDICAL FEES. 

ir*d%e those in most other busuicsses or pro- 


SOLICITDKS’ CBATIGES. 

These are now usually regulated in con- 


S fessions, the charges niade by medical nicn are veyancing and non-con tentious business by the 
assessed up{»n a shdiiig scale. .:dl engaged in the iiemimeration Act, 1881, and tlie ; 

pivtfessum aiu &upp‘)rie(l to be equal ni i|omt of thereunder— we say ‘‘usually” because 

skill, and therelore en titled to charge alike, the Act allows an ojition to a solicitor of deelin- 

turiii depending' chiody upiin the residence ot adopt it. In iiraetice, most solicitors 

doctor or patieiu. A medical man living in tlie (altlmugh some old-estahli-slied firms are found ; 
, eastern suburbs of London lyill perhaps charge to prefer the old sy.stem) are willing to a doipt tlio 
I but hall a crown or tliree-and-sixpence if ^yaltcd and especial! v on moitci’age.s and sales. 

! upon by a patient ; lull, when he removes to the booking first at the old svaenpVe find that an 
^ ueigiibuurhood of Cavendish bqiiare, the tee of 1843 made solicitors’ charges on convoy- 
i charged for the first visit will be two guineas, cueing Ikifie to taxation by a public oilicinl ; and 
j and one guinea for the second and every subse- ^ nut’uer Act enabled the taxing officer to 

i quont visit. . 1 have regard to “ skill, labour, and responsibility ” | 

! Patiaits are charged according Do their sup- 1 a.., well as to mere length of documents. The Act 


LrsKa.u. 


i On Unary Tisit a-*. 6', 

! Night Vibit lA>ul 

I Slih'fige Ixn’OU'l Uvf* 

) milcv^ {vuGi ill true 
1 T)oi nation pfr ' huur 6 
} J.ft i t-*rs o? d v' i< -0 . . ' S nru 
Atfi:iKh*«.oiiS5crv:int?- a-' 

' Mi'bviUny 1 £ 

I Atlmhv.Uiug.PuU’nn,' 10 


; Adviiv or Visit .-ilont* 
, Aildno or Vi.sit 
anotiiorPru- liti'.u.;;' 
JliFage b'-Wund two 
; nfiii.'.,; fl’nin fb'Uic 


I relates to .saies. pureaases, and mortgages, and 

I is ’nased upon 'the value of the property 

- i f>r amount of the money involved. Besides 

£2S. iT’sitoi.'so iTtrstoiTioo ! this, it is legal for a client to make a bargain 

: 1 beforehand ‘for a fixed sum. The amount 

2-*. 6'L tog'-'. to 7'.,3otuio.e6L ; coming to the srdicitor, whether under Scale or 
Double tin \ id L 1 agrccineiit. is intended to cover the services of 

I 6/i ' himself and his clerks, while it is, of course, 

2>\ 6 ). to ss.'s-'. 6 '.' b>io/67. * exclusive of actual outlay for stamps, A'c. 
'Sunc>f‘luiVe''asfoi'nnort;t.;n-.v\i-ii.. | Ou or mortgage money exceeding 

. a-'. 61 I 3^. 6 t '3*. 61 1 15*. ^ £200 ami not cxceeuiim' Xi.ooo, the Scale charge 

i I ’’ 3 ''- jy. , p,i> eat b parly .s .solicitor D ib? T>er cemt. ; tlii.s 

■ j ' does not apply to .sales by auction. M'iiore a 

i 1 iiegoliatiou fee is chargeable, in addition, by the 

' st3. ■ ax;\ 21.9. j vendor’s, purcliasers, or mortgagee’s (not mort- 
I j gagoios) .solicitor, tlie Scale charge on sums 

I SI.-?. I to 43 J, 2:.9. to 42s. 1 exceeding £300 and not exceeding ;^3,coo is 1 j»er 

103 62 . 1 20 . 5.61 I X0.9 61L i should be noted that if the solicitor 

“ " ‘ ' ‘ ‘ i the piircliaseormorigage, he is entitled 

■ ' ' to an additional fee of substantial amount under 

of which due uuti(xd\as m d ' the Seale referred to. 


Spc'dal visits—/..',, of which due ivitiiu^has no! 
be *** Tiven before the pvactirioner starts on hi.s 
dtdl.- romid, are charged at tlu. rateof a vi.dtaiid 
' a hilf. Patients cailmg upon Lnc doc.tor are 
. charged at the .s'unc rate as if visi-.cd by him. 


BTfiEETS AN'D FO 0 TPATE 3 . 

Strekts and Foo’fPATHS,- The senveiiging of 


’iVion (he oidlriary medk-al aUendanl is called ! str«-ets and the cleansing of fijotways and pave- 
upou t nm’ct unotlun* in cousuitution, he D eii- ; meiits is generally undertaken by the suiiilary 
tU led to charge doable his ordinary fee. When ; cutiiorities. It is unlawful to placoW leave on any 
he hiin.iclf i;-i cailetl in, in eoie-ultation, he is cn- j footway any furniture, goods, wares or meivhan- 
tith<itoUu mluiuuuu fee of *».v, | dise, or tiny cask, tub, basket, pail, &c.; or to 

[ W iien more members of one family are ill at the 1 place over any footv.My any bl liid.sliade, covcriiig, 

’ same time, half a fee h charged for each beyond I awning, or other projection loss than eight feet in 
I the firr-t, ! height fiom the 'groun'I ; or to place any good-5, 

i In midwifery cases the fee generally covers all j wares, mc-rehandiso, matter, or thing'what'=o- 
i charge' for vj.-Its, Ac. if all goes well, but if the i ever, so that the .same ])rojcct in .such a manner 
I illuos'' 1)0 protrac.ted, or if any special operation | as to oh.'^'truct or incommode the passave of nnv 

• Las to sitt pcriormod, tlierc is an extra charge. 1 person over or along <a footwuiv ; or toVdl anv 
I If attendance on £.'*rvanta i-. paid for by cm- • ca^k. tub, hoop, m- wheel npmi any footway, except 
1 ploj’cr, or k /u? .send Lu* the doctor, the cUargs ia for the purpo.se of crossing the footway ; or to 

the same as to hinihelf. | throw or lay down any materials in any street, or 

i Certificates of health arc to be charged for same ' incut or shake any carpet, rug. or mat in any 
' vifttu, except where special investigation is j street after the hoiu'Of eiglit ?ii the nlornio<^ 
n®«kd, M In certificates for luuHcy, insurance 
' oftlcw, Ac., when the clmrge may bo from hall ' 

• tt tfuinea to two gnineae. BEOEIPTS. 

I Vacoinaaoii b lusually charged for according to , Efc should be kept for six years from the 
1 timpiiato vtBiw reipured. ' datoalpaxiuent, after -.rhich period no actimi can 

ylouieal bfih arc commonly rendered once or It- bivmgiu concornhig the goods, Ac., received, 
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i-JJacfs of intntst m'a Amusement iu Eontion. 


4 C 3 


Exhibitions, Churches, Fuhlio Buildings, TnEATRES, and other Places and 
Objiscts OF Interest in London ' and the Sueurus, 

'*‘ Open Daily "means every Week-da}', and on Sundays, except ivlierc otlierwiso 


Note,' 


stated 

EXHIBITIONS, &e. 

Acabemt, E0YAJ4, Burlington House, Biccadilly, 
—-Exhibition of works by living artists, open from 
xst Monday in May to ist Monday in August, from 
* to 7 ; admission, ts . ; catalogue, is. Evening 


Exhibition, last week, from 7.30 to xo.30 ; admis- 
* \ ; catalogue, 6d. Exhibition of works by 


sion, 6d , - - 

c>\d mastei's and deceased British artists, 10 weeks 
from ist ?.rcmday in January, from 9 till 6 ; ad- 
misaion, xx. ; catalogue, 6d. Gibson and Diploma 
j Galleries, free, daily, from ix to 4. 
i Agricuitup.al Hall, Eoyal, Epper Street, 
j Islington, X.—CattleShowin December; 'World’s 
; Pair in Dec. and Jan. ; Bog Sho’sv in Feb. ; Horse 
Sboxvs in .Feb. and March ; Dairy Show in Oct. ; 
ami the following exhibitions in xgto ; — Laundry 
and Clothing in April ; Printing and Stationery 
in May-June ; Confectioners in’ Sept. ; Grocers, 
Sept. ; Brewers, Oct. ; Shoe and Leather, Nov. ; 
Cycle (Stanley Show) in Nov. ; An?. 

Art Exhibumons.— and Crafts Exhim- 
tion Society (Hon. Sec. , E. S. Prior, 1 Hare 
Court, Temple, KC.).— Moyal Society of Painters 
in Water Colours (1804), sAPall Mall East. E.xhi- 
bitions coiitlned to the works of Members and 
Associates are held in April and Nov. Royal 
InsHtvte of Painters in Water Colours, 105 
Piccadilly ; exhibitions open to all artists ; 
March ax to ISIay 28, xs. Royal Society of British 
Artists, Suffolk Street, Pall Mall East, xs. Ex- 
hibitions limited to meml)ers’ works, April to 
July and Oct, to Feb., 10 to 6. Eew Gallery, xzt 
Regent Street, Mb, Jan. to March, exhibition of 
Arts and Crafts Society ; Ai)ril to ATig., Animal 
summer exhibition of works by living Artists ; 
Sept, to Nov,, Royal Photographic Society ; Nov. 
and Dec., Society of Portrait Painters, xo 'to 6, ts. 
Por4 Gallery, 35 New Bond Street. Daily, xo to 6, 
xs. French Gallery, lao Pall Jilall, open all the 
year except Sund. and Bank Hols.; admission, xs. 
Goupil Gallery, 5 Regent St., Waterloo Place, xs.; 
Those not specially mentioned in the preeeding 
or following lists are open at uncertain seasons. 
The usual period is between the beginning of 
May and tbo end of August. There are also 
some Winter Exhibitions, in addition to the old 
masters at Burlington House. The Royal Insti- 
tute of Oil Painters, xg^ Piccadilly, open from 
Oct. 10 to Dec. XI ; admission, I.'*’. 

National Gallery, Trafalgar Square.- 


EmpireipvohtMy ^fay, .Tune, and July ; Automo- 
bile, Kennel Club, poultry, cage birds, cats, flowers 
and fruit, co-operative, etc. ; oratorio perform- 
ances by Handel Festival Choir ; Saturday classical 
concerts during winter. Ad mission (unless oUier- 
wise advertised), x». Trams now run to the door. 

Earl’s Court, S. W.— Tai i J Reform Exliibition 
will open the first week in May to October, 1910. 

Madame Tussaud’s Exhibition, Marylebone 
Road, N.W. (adjoining Baker Stiect Station).— 
Portrait models of celebrities patt and present. 
Napoleon, Wellington, Nelson, and other relics. 
Open from 10 to 10. Admission, xs. ; children 
half-price ; 6d. to the extra rooms. 

OLY 3 IPIA, Addison Road, Wb— Jan. and Feb., 
Pi.oIler Skating ; March, Motor Boc. Exhibition; 
April, Ideal Home Exhibition ; May, Royal Naval 
and Military Tournament ; June, International 
Horse Show ; July to Sept,, various ; Oct., Busi- 
ness ; Nov., Motor Society ; Dec., Roller Skating. 

Shepherd’s Bush (site of the Franco-British 
Exhibition). — A Japan-British Exhibition will 
open the first weede in May, to October, xgio. 

W^ALLACE Collection.— Hertford House, Man- 
chester Squai-e, Wb Open free on ^ilnndays from 
12 noon (Bank Holidays, xo a, in.), and W^'ed., 
Thiirs., and Sat. from to a.m. ; Sundays, from 
2 p.m. On Tue.=days and Fridays, admission 6cl., 
from 10 a.m. Hours eff closing, 4, 5, or 6 p.m., 
according to season. Closed on Good Friday, 
Ghri.stmas Eve, and Christmas Day. 


GARDENS. 

Botanic, Regent’s Park. — .A.ccessible daily from 
9 a.m. to sunset. On Mondays and Saturdays, 
xs . ; other day-s to sen .son ticket holders, or by 
orders from Fellows. On Sundays from 10. 30 a. m. 

Home Park, Hampton Court.— O pen free, to 
pedestrians only. 

Kensington Gardens.— Free every day. At 
the west of Hyde Park. 

Kew PtoYAL Botanic Gardens.— Accessible 
by railway, omnibus, “ lube ” and electric tram. 
Open daily, free. Week-days, xs to sunset (J uue x 
to Sept. 30, 10 to sunset) ; Sundays x to .sunset ; 
Bank Holidays xo to sunset, (Houses t p.m. to 
6 p.m. or sunset.) Closed on Christmas Day. 
Curator, Wb W^atson, 197 Kew Road. 

Temple, near FieetSt. & Thames Eniliankment. 

Zoological, Regent’s Park.— Admission from 


National collection of i>ikimes.” ' St udents’ days, ! 9 a-Ri- till sunset ; on Monday, 6d . ; the lust of the 
A. 1. t week, xs. ; to children under tweive, all days, 6d. : 


I Thui'sday and Friday, Admission after 11 a.im , 

' on Students’ day.s, 6J. Open free on JSlonday, I 
Tue.sday, W’ednesday, and Saturday, from 10 to 4 , 1 
3, or 6 j Sunday, from 2 to 4, 5 or 6. 

Tate Gallery (National Gallery of British 
Art), Millbank, S.Wb— National collection of 
modern British pictures. Students’ days, Tuesday 
and Wednesday, 6ab ; other days free. For hours 
and Sundays see National Gallery. 

National Portrait Gallery.— St. Martin’s 
Place, Charing Cross. Series of 1,550 historical 
portraits. Open free on yionday, Tuesday, Wed- 
nesday, and Saturday, from 10 to 4, 5, or 6, 
according to tlie season ; on Sundays, free, from 
2.30 to 5.30, or until dusk in wnnter ; on Students' 
days (Thursday and Friday), fi’om 10 to 4 or s, an 
admission fee of 6d. is charged. 

Crystal Palace, Sydenham,S.E.— Open xoa.m. 
to xo p.m. Gardens and park of 200 acres. Ex- 
hibitions and shows during xgxQ'.~-FeMiml of 


on Sunday only to Fenow.s of the Zoological 
Society and their friends. Illustrate i Official 
Guide, at entrance gates only, < 5 (?. (by post, 7;id.) 


MUSEUMS. 

Bethnal Green.— Branch of Tictoria and 
Albert Museum. Collections of pictures, art 
objects, animal pi'oducts, food, entomology, 
boots and shoes. Free daily; on Mondays, 
Thursday.s and Saturday's, from 10 to xo ; Tues- 
day.s, Wednesdays, and Fridays, from xo to 4, 5, 
or < 5 , according to the season ; Sundays, from 2 
till dusk. 

British, Bloomsbury.— Fine collections of 
ancient sculptui'e, Ac. Exhibition of .‘apeciineus 
of early printed books, bindings, manuscripts, 
autbgi'aph: letters, and prints and drawings ; of 
Egyptian, Assyiiau, Etruscan, Greek and Roman, 
Gypiian, British andmediioval and other antiqui- 
ties ; coins, gold ornaments, gems, nielli, &c. 


WHITAKER- s’ ALMANACK, ^ 



Flam of Fntmsty Armismmty &c^ 


! 

Entirely free. Open every week-day throughout ! 
the year, except Good Friday and Christmas, from 
I 10 to 6, but in winter months certain galleries are 
closed at 4 or s ; also open on Sunday afternoons. 
limdhig-rooni open daily to reader, from a.m. 

■ toyp.m. tlirougliimt the year. Lighted after 
I dusk by electric light. Closed for cleaning first 
four week-days in March and Sept. For per- 
mission to see it, apply in the great hall. 
Tickets of admission to the reading-room, print 
room, cjr sculpture gallery, for purposes of 
research, reference, or studj'-, are granted to 
persons not under twenty-one on \vritten appli- 
1 cation to the Director. The applicant must 
! state abode, business or profession and pur- 
I pose, and must send a recommendation from 
: a householder, who must be a person of re- 
cognised position. Print Pooni open daily to 
i persons holding tickets, to to 5. Scvlpiure Gal- 
! lrr}c,s-,ox>en to students holding ticketsfiorcopying 
' statues, &c.), daily from 9 tiil hour of closing. 

Britihk Musefm of Natukal History, 
Cromwell Hoad, Kensington.— Open free daily, 
except Good Friday and Christmas Day, at zo; 
fiiindays, from ^fay to Aug. inclusive, from 2.30 
t0 7‘, other months, 2 p.m. to week-day closing 
time. The hours of closing are:— dan., Xov., 
and Dec., 4; Feb., 4.30 and 5; Mar. and Sept,, 
S.30; April to Aug. (iuelusive), 6; Oct, 5; also 
on ?»r.on. and Sjit. only, from May i to the 
middle of .Inly, 8 ; and onwards to end of Ang.,7. 
The c(dlections cum]H'ise all branches of natural 
history. A moi'idiolugical series in the centre 
hall *, a collection of domesticated animals ; a 
.series of insects illustrating eeomnuic zoology; 
galleries of mammals, including whales; birds 
and their nests ; iishes ; reptiles ; insects ; shells ; 
corals, sponges, Ac. ; galleries of fossils of all 
kinds ; a botanical gallery ; and an extensive 
gallery of minerals and meteorites, with a .serie.s 
of .speeiineiis forming an introduction to the 
study of mineralogy, btudents are admitted 
daily for the special study of tins collections, and 
to draw from specimens, under regulations to be 
obtained {»f the Diredor. 

Library, London 
lill.— Dpen free every day (except 
y). Week days ti a.m. to 8 p.m. 
April t*) Septemltcr, and xx a.in. to 6 p.m. 

, O(?rol>erto ^tiiirch. .Sundays throughout the year 
! from 3 p.m. to 9 p.m. 

iMi'iU'.rAt iNSTi'i'FTR, S. Kensington.— (Under 
the control of tiu; (Adonial (Htiee.) Collections 
inmd.rating the restnirces and industries of India 
and the Imperial Dominions. Open daily (except 
Snn<iayH)from zo to 5 in summer, 10 to 4 in win- 
ter, fivci (y ntraPStand in Exhibition Grdleries 
for answering e.migrants and other enquirers 
J{r/i-)rni‘e Lihrar;/ and Ueadhvj Pooms contain 
ing the i»i‘iucipal newspapers and oliicial pub- 
lieations of India and Imperial Dominions. 
SnvntIJlr and Ti'ehmml Departments with ex- 
ttuisive laboratories uTul .sample rooms. Pritish 
Women'ii Ernhyntiwn AnitadaUonsCahmal Nurs- 
intf AmMuation, and the African /Soefeiy have 
i ohlees. J'he Pnirormtif of London is now housed 
i in paii of the Imperial Institute buildings. 

Parkks Mf.'iSKriiof the Royal Sanitaiy Insti- 
tute, go Euckin-iham I*alaceltoad, S.W., contains 
varhm.H sanitary a]>pUances and exhibits relating 
to health and hygiene ; there is a large library 
<d sanitary literature. 'I’he Museum is open 
free daily frtmi 9.30 to 5. 30, and on ISiIouflaystoS. i 
PRACTIOAL OF.0R0GY, .Jermyn Street, Picca- 
‘ free, Irom, zo to 4, f 


Kov., Dec., Jan., and .Xi’eb,, and xo to g dilrihg 
other months; on Mon. and Sat., from xoto zo"; 
on Sundays, from z till 7 in summer ; rest of 
year from a till dusk. OunUor, '.!. Allen Howe. 

Eoyal Architeotueal, z8 Tufton St., Dean’s 
Yard, S.W., zo to 4. Secretary, 1 ), G. Driver. 

Royal College op Surgeons, Lincoln’s Inn Fds. 
— Admission to the Aluseiim by order of members, 
oron applicatioivto the Secretary, xst four days of 
tlie week, from xo to 5 in summer, and 10 to 4 from 
Kov. I to Feb. aS. Closed during September. 

Royal Society op Arts, Adelphl— Barry’s 
Pictures in the Great Hall. Admission free, daily, 
10 to 3 ; Saturdays, xo to i. 

Royal Tnited SEiinrE Museum, MTiitehali. 
— Rubens' celebrated coiling (recently restored), 
models of I'rafalgar and M'aterloo ; interesting 
naval and military relies ; models of ancient and 
modern wuir vessels ; collections of arms of all 
periods. Admission to the Museum 6d., daily. 
Soldiers and sailors in uniform, free. April to 
Sept., 13 to 6 ; Get. to Mar., xx to 4. 

SCIENCE Museu.w, South kensington, Exhibi- 
tion Road and Imperial Institute Road.— ruder 
tiie control of the Board of Education. The 
collections illustrate the principJe.s of Science 
and also thedr application to industrial purpo.ses. 
There are four liivisions : (n) .Suientifle instru- 
ments and apparatus used in Tiistruction and 
Research ; (h) Machinery, including models and 
examples illustrating the development of various 
branches of Engineering and certain other indus- 
tries ; (e) Naval Models and Marine Engiue.s, 
together with objects illustrating methods of 
ship propulsion ; (cf) Science Library, containing 
books on pure and applied Science, and a set of 
British patent .specifications. Admission free, 
except to the Library. Days, houns and seasons 
same as Victoria and Albert, rpv. 

SiR.loux Soane’s, 13 Lincoln’s Inn Fields.-— 
All interesting liomse, containing picture.4 by 
Hogarth, M'atteau, Canaletto, Turner, et<\, the 
alabaster sarcupliiigu.s of Seti I. u.C. 1370, and 
otljer art and ahtiquarian trea.sures. Open free 
on Tuesday.s,* ^^'e<hlesdays, Thursdays, and Fri- 
days from yrai'ch to August ; and on Thursdays 
and Fridays in October and November. Iloinls, 
10.30 to 5, in November to 4. For permission 
to viewv on otlier day.s apply by letter or per.sou- 
ally. Curator, W. L. Spiers. 

Victoria ani> Albert, South Kensington.— 
IHuseum of ornamental and decorative Art, 
under the Control of the Board of Education. 
Entrances in C’onnvall Road and Exhibition P,,()ad. 
The Museum contains nine departments, viz. 
Architecture and Sculpture ; Metahvork ; AVood- 
work ; Textiles ; Ceramics ; Engraving, Illirntra- 
tion and Design ; Palntiug.s ; a Library, and the 
Department of Circulation. Open daily except 
Good Friday and Christmas Day. Admission free 
on Mondays, Thursday.^, and Satmvlays from 
xo a.m. to xo p.m. to all the dep.artrneiits except 
the Library, for which a tiL'ket is required, which 
may he obtained at the entrance ; admission, 6d. 
or by ticket on Tuesdays, Wedne,sday.s, and 
Fridays (.students’ days) fi'oin zo a.m. till 4 p.m. 
in January, November and December ; till 5 p.m. 
in February and October, and until 6 p.m. from 
March to September inclusive. The Indian 
Section, containing collections from the countries 
fonning the Indian Empire, is situated in the 
Imperial Institute Road, open free every day, 
same hours as above. On Sundays the Indian 
Section and all the Departments of the Museum, 
with the exception of the Library and the Oircu- 
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lation Bepartment are open from 2 p.m. till 
4 p.m. iii January, November and Becemoer ; 
till 5 p.m. in February and October ; till 6 p.m. 
in March, April and September ; and until 7 p.m. j 
in May, June, July and August 

WaI/LACB collection. See IjJicMhitions. 

Wesley’s House Museum, 47 City Road- 
Open daily from xo to 4, sd. 

churches and places of worship. 

St. Paul’s CxITHEpral.— The masterpiece of 
Sir Christopher Wren. Splendid architectiu’e ; 
raonuraents to celebrated men ; magnificent rere- 
dos. Nave and transepts free; Fees to the 
following parts (on week-days only) : Library, 
A's'liispering gallery, and stone gallery, 6ti; golden 
gallery, x.sC; crypt, 6 d. ; ball, ts . ; total, Service 
on Sundays at 8, *10.30, *3.13, and *7. Week 
days at 8, *10, i.ig, *4. (*Services are choral.) 

Wesi'MINSTER Abbey, near the Houses of Par- 
liament. — Open on week-days at 9.30 a.m. 
Admission to Royal Chapels by fee of 6 d., except 
on Mondays and Tuesdays (open free) ; wax 
effigies, 6 d. (on Mondays and Tuesdays, 3d.). 
Services on Sundays: Holy Communion at 8; 
Morning Prayer and Holy Communion at xo. 
Evening Prayer at 3. Daily— Holy Communion 
at 8 a.m. ; School Service at 9.15; choral ser- 
vices at xo and 3. Chapel of Henry Til., 
Chapter House, and Cdoisters ; King Edwuird’s 
shrine, tombs of kings, and many other monn- 
ments and objects of interest, especially Poets’ 
Corner. St. Margaret’s Church, close by, is also 
worth visiting. 

SOUTHWARK Catheeral. — Finest medifcval 
building in London after the Abbey, and mainly 
xsth century. Known as St. Mary Overie pre- 
vious to 1540. Burial place of Gower, Massinger, 
and Bp. Andrewes, &c. Open 7.30 a.m. to dusk, 
free. Sunday services, 8, 10,30, and xx a.m. 
(choral), and 6.30 p.m. (choral). Week-days: 
7.30, 8, and 5 p.m. (choral). 

Temple, south side of Fleet Street.— The two 
halls and church very interesting, as also the 
gardens ; these are generally open to the public 
during the summer months after 6, and are 
thoroughly appreciated by the wives and chil- 
dren of w'orking men. Church open on week- 
days, except Saturdays, from xo to i, and from 

2 to 4, and for service on Sunday afternoons at 

3 without orders ; orders for service on Sundays 

at XX a.m. may generally be obtained by writing 
to the Master of the Temple. Service is discon- 
tinued in Aug. and Sept. Master, Rev. H. G. 
Woods, B.D. ! 

St. Bartholomew’s Priory Church, Smithfield, , 
the oldest church in London Hector, Rev. : 

W. F. G, Sandwith, M.A. Fine ola Nonnau build- ' 
ing, with tomb of the first prior, Rahere. N. i 
transept restored and re-opened in June, 1893, , 
by H.R,H. the Prince of Wales. Crypt and Lady 
Chapel open ; cloisters opened Dec. 2, 1905. 
Services daily xx and 4 (exc, W'ed. 8) ; Sunday’ 
8.XS, XI, 11.4s, 3.4s (children), and 7; Saints’ 
Days 8.XS a.m., sxa.m., 4 p.m. Open fx^ee daily 
(Sundays for service only), 9.30 to 4.30. 

St. AlBxIN’s, Brooke Street, Holboim (Ritual- , 
istic),— Ufcar, Rev. R. A. J. Suckling. Seti’vices on ; 
Sundays ; Holy Eucharist at 7 and 8 ; choral at 
9,15 ; solemn, with sermon, at 11 ; matins, 10.30 ; 
litany, baptisms, and clmrciiings at 2.xs; chil- 
dren’s service and catechising, 3.xs; sermon at 
4.XS ; evensong and sermon at 7 p.mT Open daily, 
6.43 a.m, to 9 p.m. 


Congregational, 

City Temple, Holboni Viaduct.— Rev. R. J. 
Campbell, M.A. Sunday morning at xx ; evening 
at 7. Thursdays at X2. 

Union Chapel, Islington.— Rev. W. H. Ear- 
wood. Sunday morning at ii ; evening, 7 ; 
Wednesday evening, 8. 

Baptist, 

Metropolitan Tabernacle, Newington, Mr. 
Spurgeon’s.— (Re-opene.d free of debt, Sept. , 
1900; cost of re-building, ;^44,S76.) Sunday, xx, 
3, and 6.30 ; Monday and Thursday, 7,30. 

Westbourne PARK.Porchester Rd. ,Bayswater. 
— Rev. Dr, Clilford. Sundays, ii a.m. and 7 p.m. 

Wesleyan. 

Wesley’s Chapel, City Road.— Sunday morn- 
ing at 11; evening' at 6.30; Fi'idays, 8- 
John Wesley’s tomb in graveyard behind chapel. 

Rev. Dinsdale T. Young. 

Great Queen Street.— Goosed. Services at 
Lyceum Theatx*e. Sundays at ii ; evening, 7. 

Bom an Cat holic, 

Westminster CAthepral, Ashley Place, 
Westminster. — Sundays : Low Masses, 6.30, 7, 8, 
9.15 (with short Sermon) ; Capitular High Mass, 
X0.30 ; Low Mass with Sermon, 12 ; Solemn 
Vespers, Compline and Benediction, 3.15 ; Matins 
and Lauds, 5.30 ; Devotions, Sermon and Bene- 
diction, 7. Weelc-d,(hys : Low Masses, 7, 7.30, 8, 
8.30, 9; Capitular High Jkta5.s, xo.30; vespers 
and Benediction, '3.15 ; Compline, Sermon and 
Benediction, 8.15. Holidays of Obligation: Low 
Masses, 6, 6.30, 7, 8, 9; Caivitular High Mass, 
X0.30; Low Mass, 12; Solemn Vespers, Compline 
and Benediction, 3.15; Matins and Lauds, 5.30 ; 
Devotions, Sermon and Benediction, 8.15. 

The Oratory, Brompton. — Sundays : Low 
Masses, 6.30, 7, 8, 9, xo ; High Mass and 
Sermon, xx ; Vespei’s, 3.30 ; Evening Service 
and Benediction, 7. Week-days : Low Masses, 
6 - 3 o> 7» 7 - 3 o> 8.30, 9, 10. Evening Service, except 

Saturday, 8. Holidays ; High Mass and Sermon, 
II. Thur.sdays and Saturdays, 4.30, Benediction. 
Great Day— St. Philip’s, 26 May, High Mass, ii ; 
Solemn Vespers, 4.30 ; Benediction, 8. 

PUBLIC AND PRIVATE BUILDINGS. 

Breweries.— The great breweries of Messrs. 
Barclay & Perkins in the Borough ; of Messrs. 
Whitbread in Cbiswell Street ; of Messrs. Hanbury 
in Spitalfields ; of Messrs. Mann, Crossman & 
Paulin, Whitechapel Road ; and some others. 

Burlington House, Piccadilly. — British 
Academy ; Royal ; Antiquarian ; Astronomical ; 
Linneau ; Chemical ; Geological Societies ; Royal 
Academy Exhibition. 

Buckingham Palace.— Not open to the public. 
The Mall and Queen Victoria Memoinal. 

Carlyle’S House, 24 Cheyne Row, Chelsea.— 
Opened as a museum by the Carlyle’s House 
Memorial Trust. Open daily 10 a.m. to sunset, 
xs. i 6 d. Saturdays). Sec., G. A. Lumsden. 

Central Criminal Court, Old Bailey, E.C.— 
Newly built by Corporation of London- Fine 
mural paintings by Sir W. B. Richmond and 
Gerald Moira in Great Hall. Orders to view 
when Court is not sitting daily (except Satur- 
daj^s) from Town Clerk’s Office, Guildhall. 

Chelsea Royal Hospital (founded 1682), 
Royal Hospital Pwoaci, Chelsea, for Old and Dis- 
abled Soldiers. Grounds, and exhibition of relics, 
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6:e., in ike Great KaU. Acaomniodation for 580 
?(3iifkoncr3. Crovr:rn.o}\ Field- Marshal Sir George 
Stnarfc White, Vit, Cf.e.B., o.ii., G.C.S.L, Ci.C.M.O., 
G.C.I.E., O.C'.V.O. 

OGsa)OM Houbk,— O n the north Imiik of the 
Thames, east of London Biiclge ; Long-room, free. 
View of the river from tlie terrace. 

I>0Ciirt,—5L Katharine's, London^ Fast a^id 
India, Commercial, Victoria, <&c.— All 
accessible by trainwav or railway at about 4//. 
All free. 

Govhi{N:iIE!nT OFFTOEi?. — Magnifteent Home, 
Colonfcd, Fdv.-xitijn., Foreign, and /wZi<6 Olfices, 
Adniirattif, Ifonv Guards, Treasury and fr«r 
Odhe, W'hitehall, St. James’s ?ark, and Pall Mali, 
i S.W, Post Ofiee, at St. Maitin’s-le-Grand, E.O. 
i GriLDllALl'i, King Street, City.-— Grand Civic 
1 Hall, whore foreign Princes are euteitained. 


land Hay Market, Kegeiit’s Park ; Fhadwcll 
(lliverside Fishmarket). 

MoNUiiEKTS.—ALBBrvTjSouthKensington, finest , 
in the country. London, to commemorate Great ■ 
Fire, near London Bridge ; tine views of the City ; ! 
admission, 31?. 1 )UKS OF York’s, St. James’s } 
Park ; Beaconsfield’s, Parliament Square, S. W. ; I 
TiLadstone’s, strand, W.C, ; Kelson’s, Trafal- j 
gar Square ; Wellington’s, Hyde Park Corner ; ! 
Guards’, \Vateiioo Place ; CunGiAN, Broad > 
Sanctuary. { 

People’s Palace, Mile End, E.— 8.30 to s, ami ; 
6.30 to 10 ; Sundays 3.30 to 10. 

Public K-ECORD Office, Chancery Lane. -Con- 
tains a collection of the Xutional Records since 
, iioo. Search rooms open daily, with certain ex- 
ceptions, from so to 4.30; Satni'days, 10 to 2. 


, Museum, containing monuments from the old 
Freedoms conferred, and the gresit City functions ; Bolls Chapel, Domesday Book, autograph letters 
take place ; Libraiy and Kewspaper Room, ‘ and MSS. of kistcaieal interest, open, Mon. to 
so a.m. to 8 p.m., Saturdays 6 p.m. ; Aluseum, 1 FrL, 2 to 4 p.m 


Art Gallery, so to 5, March to Sept. ; 10 to 4, Oct. 
to March, Admission free. Librarian &' Curator, 
Bernard Kettle. 

IIorsES OF Parliament, Westminster.— Open 
to visitors on Saturdays, unless cither House is 
sitting, and on Easter and Wliit y.londays and 
Tuesdays, from so t*> 4. Admission by ticker.s, 
obtainable neai’ the Tictori.a To’.ver, House of 
I.ords,on the above-mentioned days, from so a.m. 
to 3,30 p.m. AflniLssion to the Strangers’ Gallery 
of the House of Oominons, during session, by 
member's order, or order obtained on personal 
application at the Adrni.ssion Order Office in St. 
Btepheii’s Hall. 


Queen’s Hall, Langham Place, Wk— Prome- 
nade Concerts by the Queen’s Hall Orchestra, 
from .second week in Ang. to end of Ocr. 
Symphony Concerts throughout year. Concerts 
on Sumlays. afternoon and evening. 

lioYAL Albert Hall, South Ivcnsington.— 
Eoyal Choral Society, Booscy Ballad, and other 
C’rmcerts, ,Meeting.s, Balls, Bazaars, Exhibitions, 
Ac. Performances in Theatre. Kew' Symphony 
Orchestra and vocal and instrumental concert 
every Sunday at 3.30. Manager, Hilton Carter. 

Royal E.nchangEj Coniliill.— Free. Statues of 
Queen V ictoria, W ellington, Peabody, Queen Eliza- 
))eth, Sir Thomas Gresham, and others ; frescoes 


Inns op CoURT.~-The.se are the //?ner Temple j by Leighton, Brangwyn and others. ’Change, the 
md Middle 7V/a;)k‘,_ Fleet Stivet ; Crag's Inn, ; busy time from 3 to 4 p.m. 


Holtx>rn ; and IJ nr obi's Inn. Tlicy are govemeil 
by Banchovs, under whose superiutendonce lie the 
admi.ssion and education of students for the P»ar, 
the Caliing of Barristers, and regulation of the ' 
profiw.sion. The following are Inns (jf Chancery, ! 
l>ut have no fimotions '.--Clement's Inn, Strand ; 
ClifortVs Inn, 787 Fleet vStreet; Stax>U Inn, and 
Barnard's Inn, Holborn. 

ISlENiHiNGTi )N Palace. —T he birthplace of Queen 
Tictoria. Open to the pul die eveiy day (except 
Wedne.sday, Good Friday, and Christmas Day) 
from ist .April to 30th Sept, xo to 6. From ist 
Oct. to 31st Marcl), jo to 4, free. Open on Sun- 
days, » to 4, from x'd/ Oct to 3i.st March, and 
from x-:t April to 30th Sept., 2 to 6. 

LAJinnTR IMlace.— T he uflieial residence f»f the 
Archbishop of Cantcihury, on south bank of 
i 'rhames, Lambeth. 

I Larbetii Palace IiBE.iRY.-On Mondays, 

! Wednesdays, Tluirsdays, and Fridays, so to 4 ; 

I Slimmer, so to 5, arnl forenoon of I'uesday. 
Modern works lent wmlov special conditions to 
clergy And residents in Lamlxith, Soutlnvark, and 
W'eatffiinstcr. A large colleetion of Kentish 
Ixioks, prints, and Diocesan history. Closed 
during certain periodr, of the year, 

MANc'IOn House, City.— -The official residence 
of the Lord Mayor ; the Egyiitian Hall and Ball- 
room are the chief attractions. Admission by 
order from the Lord Mayor’s Secretary. 
'MLS.Km.—Crnirnl Meat, Fhh, Fruit, Vega- 


Royal }^IINT.-— Tow^er Hill, where gold, silver, 
and bronze (Imperial .and Colonial) are coined. 
Admission by order, application for which, to 
the Deputy blaster of the Mint, should be made 
about 3 w oek.s in advance. 

ST. James’s Palace, in Pall Mall.— Lcrces held ■ 
here diu'ing the season. Y"ork House, formerly 
tlie residence of the Prince of Wales. 

Tower. —R egalia, Annouries, &c. A.dmis.sion 
6d, to see the Armourie.s and the Beauchamp 
Tower; or 6d. to tho Jewel House and Beau- 
champ Tow'er. Mondays and Baturdays, xo a.m. 
to 6 p.m., free hy tickets issued at tho office at 
gateway. Other week-days 10 a.m. to 4 p.m. 
Not open on Good Friday or Christmas Hay. 
Keeper of Be ff alia, General Bir Robert Cunliff’e 
Low,G.C.B. 

■West 3 iinsterTIall, adjacent to the House.sof 
Parliament.— For admission, see regniations as to 
Houses of Parliament. Contains Portrait Statues 
of kings. One of our largest and oldest bu ildings. 

Whitehall, opposite Horse Guards.— Erected 
by Inigo Jones, intended for abanqueting-houso. 
King Charles I. wa s beheaded here. K ow becupiod 
by the Royal Gnited Bervlce Institution, 

. SUBURBAN RESORTS. 

Burnham Beeches. — Magnificent sylvan 
scenery, purchased by the Corporation of London 
for the benefit of the public. During tho summer 
mouths omnibus nms daily, Sundays included, 


Ghcslumt Great House, 
i Oromwellian relics, &c. 

DuiAviCH.-By B.E. and Chatham Railway. 
ruftign QaiiU Market, Deptford j and Cumber^ 'Large Public School. Fine Gallery of paintings 
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at the old College, daily, from 10 to 4, $, or 6, 
according to season, free. On Sunday aft'emoon 
during summer months. 

Enfield Lock.— B y G.' E. Railway, Boyal 
Small Arms Factory. Visiting days, Monday and 
Thiirsda,y, by order. , ■ 

EppiNd Forest, Loughton, Euckhurst 
Hill, CIhingfoiid, High Beech, on Great 
Eastern Kailvvay. - Fare, x.?. Beautiful forest 
scenery. A favourite resort for picnic parties, 
beanfeasts, Ac. 

CtRATESESD. -- Access from London during 
summer by steamboat (25 miles), and through- 
out year by three lines of railway : fares 
; I.S', to 2S. tVindmiil Hill, Springhead Gardens, ; 

! Cobham Parlv, fine views of the Thames (here a ■ 
mile wide), shipping, Ac. Hear are Rosliernlle , 

: (ktnU'm open daily, including Sundays, from I 
' April to Oct. Opposite are Tilbury Docks \ 

\ and Fort. } 

! GliEENWiOiL—lloyal Haval College, commonly 1 
I known as Greemineh Hospital. The Painted Hall, | 

I Nelson’s Belies, &c., free on week-days from to I 
j till 4 or 6, according to time of year, and from a ! 

I on Sundays. Naval Museum, interesting Col- ! 
j lection of Models, &c., open daily, except Friday : 
and Sunday, from xo till 4 or 6. closed | 

I on Fridays and Sundays and at 3 p.in. on i 
I Saturdays. 0 ^>StU‘ra^or.v only bypennission oithe [ 
Astronomer Royal. Blackheath and Shooter’s i 
Hill are close by. j 

Hampton Co put.— Built by Cardinal AVolscy ; ; 
1$ miles from London ; railway fare, xs, zlid. ; 
IS, tod. return. Beautiful %’iew of river. Trams i 
from Shepherd’s Bush. Gaixlens and splendid : 
collection of pictures, daily, except Friday, ; 
summer xo to <S, winter xo to 4 ; and every | 
Sunday, summer z to 6, winter z to 4. Free. | 
Richmond.— The Park, and adjacent villages, ! 
&c., as Twickenham. Pojie's TVZto, Sheen, i 
Moj’fclake, Teddington, Thames Litton ; boating, ; 
fishing, &c. By rail or omnibus. Fare, ts. j 
Rye House, at Hoddesdon, on tb.e River Lea. ; 
Scene of tlie celebrated plot. Old castle and . 
dungeoiLs, pictures, oak fireplaces, chests and : 
panels ; ()ueen Elizabeth’s bed ; the Great Bed of 
Ware (mentioned in “Tw'clftli Night’’). Great 
resort for Londonei-s who include feasting and 
fishing in tlieir day’s enjojnnerit. 

St. Ai-BANS.— A 1 :>bey recently restored. Ruins 
of ancient City of Verulara, and St. Michael’s 
Church, with tomb of Lord Bacon. 

Waltham Abbey.— B y Great 'Eastern Railway. 
Tlie_ Abbey, pow^der-mlHs, fishing, &c. 

Windsor. — zz miles from London ; by Great 
Westeni and South Western Railv/ays. When the 
Court is not in residence, the State Apartments 
of Windsor Castle are generally open to the pub- 
lic, during His ilajesty’s pleasure, on Tnesdavs, 
Wednesdays, Thursdays and Saturdays. When 
open, as to which due notice is given in the Press, 
the Lord Chamberlain’s tickets can always be 
obtained at the Inspector’s Office in the Castle 
j Yard. The charges for admission on Tuesdays, 

; Thursdays and Saturdays are : Adults, ts. ; 
childi‘en, 6d., excepting to charitable societies, 
when the charge for admission will be one-half in 
each case, the proceeds to go, by the Ring’s com- 
mand, to local charities. On Wednesdays and on 
Bank Holidays no charge is made. An authorised 
, guide book can be obtained at the ticket offleej 
j price xd. The hours of admission to the State 
1 Apartments are from April i tci Sept. 30, between 


11 and s; during October, between xx and 4; 
and from Nov. 1 to March 31, between xi and 3. 
The Albert Memorial Chai>el and the Round 
Tower are open on the same days and at the 
same hours a.s the State Apartments, except 
that the Round Tower is closed during the 
winter. Tlie royal stables and riding school 
may be view'ed daily between the houis of 
I and 2.30. St. George’s Chapel may be vie%ved 
on Week-days (Fildays excepted), between ia.30 
and 4. 

WooLWHCH.— Barracks for Royal 
Artillery, Army Service Corps, Ac. Common foi* 
military evolutions. Rotunda daily, free, from 
X Apiil to 30 Sept., 10 a.m. to 12.4s p.m. and 
from 2 p.ni. to 5 ; 1 Oct. to 31 March, from 
10 to 12.45 and from 2 to 4; Sunday.?, Apiii 
to Sept., 2 to 5 ; Oct. to March, 2 to 4 p.m. 
Royal Arsenal, Royal Ordnance Factories, mid 
Army Ordnance Lept., admission on Tuesdays 
and Thursdays, 10 to xi.30 a.m. and 2 to 
4.30 p.m., by order obtained at War Office, White- 
hall, or from the Chief Supt. of Ordnance Fac- 
tories, Ro3'’al Arsenal, Woolwich, for British 
.subjects only ; foreigners must ajiply through 
their respective Embassies. South Eastern Dock- 
yard Station for Barracks, Rotunda, &c.i and 
the Arsenal Station for Royal Arsenal. 

THEATRES AND MUSIC HALLS. 

Metropolitan Theatres. — AdeljM (4x1 
Strand), Aldivych, (Stoke Newington), 

Apollo (Shaftesbury Avenue), Ronm/i/t (Stratfoi d, 
E.), Britann ia (Hoxton), Brixton, Broadu'ay(NcrN 
Cross),Coa;ab/ (Eaiiton St., S.W.), Coronet (Net- 
ting Hill Gate), Court (BloaiiQ S’.}., S.W.), Comnt 
Garden (Bow Street), Criterion (Piccadilly Circus), 
Crown (Peckluim, S.'E.), Dahfs (Leicester S(puire), 
Dntry Lane (Catherine Street. VvLC.), Duchess 
’ (Balham, S.W.), Ikike of York's (St. Martin’s 
i Lane, W.C.), Fulham (Fulham Road, S.W.), 

I Gaiety (Strand), G'arrm/c (Charing Cro.ss Rti,), Globs 
; (Shaftesbury Avenue), Jlaymarkef, IHs Majestfs 
: (Haymarket,S.AV.), 7 Ce»u i)iyion,Kin(fs (Haramer- 
i smith), Kinysway (Gt. Q\icei\ Li/ne (Shaftes- 
: bury Avenue), Lyric (Hammersmith), 3[arl- 
\ horouah (Holloway, N.), Mctrojmle (Camberwell 
i Green), New (St. Martin’s Lane), Playhouse 
(Northumberland Avenue), Prince of Wedes's 
; (Coventry Street, W.), (xgz Oxford St), 

; Queers (Shaftesbury Avenue), Royalty (Bean 
! Street, Soho), Badkr's Wells, St. James's U'-ing 
! Street, S.W.), Savoy (Vietovia Einbiuikment), 

: ^^((^{Fitzroy Sepia re AV.C.), Shfiftesbii.ry(iihiiftoii-- 
\ bury Avenue), Miakcspeam. (Olapham Junction), 
j standard. (Bishopsgatc, E.), Strand (Aldwych), 
j Terry's (105 Strand), Vaudeville (404 Strand). 

‘ WywUm./ii’s (Cranboimie Street, W.C.). 

Music Halls. a (L eicester Square, 
W.C.), Cantbrklffc (136 Commercial Street, li.), 
Camden (Camden Town), Canterbury (143 
Westminster Bridge Road), Coliseum (St 
Martin’s Lane, M’.O.), Collins's (Upper Street, 


(Edgware Road, W.), Oxford (14 Oxford Street), ! 
Palace (Cambridge Circus, W.C.), Parayon (Mile j 
End Road, E.), (Piccadilly Circus), Royal \ 

(342 High Hoiborn, W.C-.), South London (London j 
Road, S.E.), Surrey (Blapkfriars Road< B.E.V 
/TMi <6s Strand) W.tJi), WUlesden Green ' 
; 'Empire, N.W. 
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i^rmcipal Hmttjon ffiluJis. 


' Esta- 

Kaiiie of Club, biish' 
ed. 


Club-House, 


Albemarle .... 

Almack's 

Alpine 

AimyandMavy 

Arthur’s 

Arts 

AtheiKcmn 

Authors’ 

Auxily. Eitri-es. 
Tiiiclieli >rs’ . . . . 
Buthninton .. 

Baldwin 

Bath 

Beefsteak .... 
Blenheiiu — 

Boodle's 

Brooks’s 

Burlington ] 
Fine Arts.. 5' 


*874 ' 27 , Dover Street, W., I 
1908 so, Berkeley St, W ' 
1857 I23, Savile Row, W. 

1837 ' 36 ,I-*a,li:Mali ! 

1755 169 . Bt. James's Street! 

1863 '40, Dover St., 'W ! 

1824 '107, Pall Mall I 

1891 '3, ^S''luteh!>ll < '(inrt . . i 
1902 'a, Whitehall Court . . ' 
i3Bi ,7& 8,}liimiltouPl.,W. 
1876 1 100, Piccadillv, W, ..I 

183? :79\. Dull Mali : 

1894 134, Dover Street. M'. . . 1 
1S76 19, Ctrepu Street, W.c.i 
190a 126, lung Street, S.W.; 
1762 |i8, St. .James’s Street, 
1764 St. James’s Street ' 


Calcdouian . . , , 

Canada 

Carlton 

Cavtdry 


City Carlton 
City Liberal .. 
City of London 
Cobden 


Cocoa Tree .... 
Conservative 


Cuastitutioiril 


Devombire ... 
Flast India,! 
FnitedServ. jf 
Eeoentrio — 

Eldon 

F.armerr,’ 

i'ly Fbhei'ii’ . . 

Carriek 

Colt’evV 

Creen Boom .. 

Greshaju 

Grosvt'Juw 


2866 27 , Savile Bow . . 

iSflS ’ * 30 . ChiirlesSt., St. 1 
■* i I. .hiines’s, S.W. ) 
1708 ;a 9 , Eldon Road, W. 

1833 ; 54 , Pall Mall 

i8go 1227, l>iecadilly, \Y. , . . 
28 t 3 24 . St. Swit bin’s Lane 

1874 llValbrook 

1832 'i9.01dBro,-ulSt..E.C. 
i i Caxtujv House, I 
V/ehtmin.ster.. r 
2746 j 64 St . Ja r»e.s’.s.St. , S. W. 

| 74 , St. James's Street 
1853 ;XorthimiberIanri Av. 
^873 so, St. James’s Streid 
1849 ,i6, .Sr. ,ljimes’.s.S<iuare 



Subscript!!. 


Entr. 


Ann, 


Secretary. 


Kemarks. 


*• gentlemen. 

7 A so iSirHughH.Stewart.Bt.lSoeial. 

'h (Hon.) ..jJiitrstd. inmntn. explortn 

Aimy and Navy 

II \.i3|Col. C. Rawnsley.n.h.o. Soonil. ■ 

7 Duncan Irvino 'Art.literature, and science. 

stir' 1 u ^ • ,Yr ■ * ' ; • ,H'<^i^aLv,scientific.artistic. 
SAsCr.j Algernon. Hose (Hon.) . !ljiterarv. 

.P?»U'^ton,v.i). Offiers. Aux. & Territ. Fees. 

'm 8 ^ ihoeial. Ladles adm. visitors. 

iS \‘i c -<■ h .bl'ortmg & coacliing club. 

|3° J. M tlson Taylor 'Social, swiimnine &<• 

jiS Cs-l 6Gs.|James Attfidd |Social. 


I •/. |7-3&i;MoTftaKiie (;i])p.s ^ Social, scion tife 

3o( s.!iiGs.;C;,,r,t. II. Wombwell ..iSocial. 

|30 Gs.jii Gs.|3[aj.J. F. IV egg-Prosser Liberal, social. 

! SGs. sGs.'J.Bcavan r a 


10 Gs.| 8,6,&5' Frank P. M'illco.x 


, f Amateurs, arfci.sts, and 
"it collectors of art. 


i&xG J. G. C'olmer (lion 


'Strictly Scottish. 

. . Canadiati birth only. 



( I f'- t ixiujii.; ..iv;auauian Din 

{ izx'o. 1 1' A. N. Stveatieild .... jConseiTative. 
|3® H.R.Daiiey,n.K,o. 'Mounted Fon 


i ISC's. 


1890 121, Shaftesbury Av. . 
1877 3. Cunsitor St.. W.C. ! 

1842 (Whitehall (kt., S.W., 

*834 136 , Pic-c.adilly ' 

1831 15, Ga rrick S.( 'ui-.G.a r. ' 
ia*j iWhitehall Ct., S.W. 
1877 |4A Leicester Si lua re .1 

1843 |i,(h‘eshaniPlace, H.C.I 
1883 'Piicadiily 


i Guard.s 
' Gun dull, The 


; 1813 70, Putl Mall I 600 


' Hurlinpbam ., 

’ IstluniiiH 

! Jnr.Athenauini 
Junior Carlton 
I ,Jr. Coriservtite 
.Jv.CoiiNtitutnl. 

; Jnr. Nav.&Mii; 
.Jnr.Fntd.Herv, 

' Kennel 

’ M. (Lonlh! 

I Biuiayen^’ .... 
j ..Barlboroa.gh .1 

! Sfotor 

I Munirin:'.! .k 1 
County ) ' 


l-Wood L., Netting H. , 

18.53 KtiUi.am, S. W 

2882 ijos, Piccadilly 

1864 'x 26. Piccadilly 

ia54 Pall Mall 

1889 ;43. 44, .\lbemarle St. 

2887 joi, Pi(-«a<lilly 

1899 o'!, Piccadilly 

1027 jChavlfs St.St.James'sj 
1873 ,7. (irafton Srrt‘et. M'.- 
1787 SI. Jolin’s Wood lid. ' 
1906 SaYoyMaiisions.M’.C. , 
1869 ‘S*. Pill Mail, S.\V. 

X907 a'oventry St.. W. | 

IVhitchall Court, ) I 

s.'W r 


-V i .-f -iitwu Forces, 

iOi,;5 «| (t i\ Lawrence .Conservative and Uraonist. 

ous.'Alfred BaK.s iLiheral, 

10 Gs, I E. Luscomhe-Browne..! Merchants, bankers, &c. 

1 f I M J. A. Murray-Mac- ) U-, . , , 

I '* uonaiu. M.r j A’l'ce trade, peace, &c. 

7<fesG. ' \Valter Keen 'Social. 

to Gs.|B nlioj Jolm Hughes. . 1 Conservative. 

7G.s.|Capram W. Cleather' I , ,, 

4 Gs. I Gordon ' { Political, Constitutional. 

10 fCs.iCapt. Ei!g:ir "W. lirocUe Liltoral. 

'[ iSi ml !• H. Maude .. \ of Indian Mil. & 

iiofJs 'r ^ T’ * -ir * Oiv.Serv.audof A.kN. 
i ' !’[■ Harruwn iHon.) Social, Drama, Arts. 

2 Gs ■ A * • • • I'^^fjqoultural and social, 

-w’; iFlyfi.shers only. 

! ’ ITheatriottl, literary, &c. 

a'Au braiiston.v.i). 'Social, for golfers. 

'10 Is fV ]bramatic, lity. & artistic.. 

' NoneiTo^fi Vt c- 1 1 Merchants, bankers, &c. 

( 00 ^^^'^uietli Stewart . . .. |Social. And at Henley. 

I Gs.i'^Jj^i ■ P. <-■ E'ans ' -j Offif er,s,Pabt& Present of 


2.200 

2,200 


I oaxijiru »v -1 Igeon SIK 

MiiioiS&sG |MaJ. F. Egerton Green Polo and sooYai?’ 

None * i' '’"i’ . Aniiy.N vy. 


National . 


N.'itiondLiljcrl,' 
Natual. Stioii!.*. 
N*iu . & Military 


! New Club 


I Ki'wOxf.kCam 
{ Newrnivcmty 
Northern 
CouniicH 

O.P 


Oriontal 
Orl«.Fans., . , . 

Oxford kCatuii. 

Oxf, k Camb. i ' 
Musiwil - . . 
Phyllis Court . . 
PlajgovM’ .... 

Wyglofc 

Pofikad 

Pmtt’is 


1902 

1845 [x. M'hitehall Gardens! 
j 332 ilVhitehallPIacc.S.W.i 
1892 143, King Street, MLC. 

iSfia ;94, Piccadilly ' 

*8a, i t 4. Grafton Street, ' 
i i Piccadilly, W. 

2884 (63, P.},n Mall. S.W. ..i 
1 * 3 , j 57 , St. James's Streetj 
I Savile Bow, W I 

< Tlie {.'riterion, ) \ 




x,i50 


' v«.,V' // I , , ^ '-'‘“‘immh P vs.X''hic.scii}s.,An!iv,N’v 

I None, 10 Gs.' Henry dc t arteret .... Social .and non-nolitioal. 

Htrictly CVmservative. 

I Vi i , ^ fSj \\ . T. vv (*eks < onservativo and social 

I w Gs. 3ks<4HiMMltcr Wakefield .... :Unionist 
I ^-AoVn luh tr"!’ n.N.:Cmn.Offiers.of H.M.Berves 

; I^mc' e ru'il/'rv .D^iccrs of Army & Navv. 

Nunc, sGs.iL. Jaiiuet I7 'rimprving breed uf dogs 

i J?? i' V; ! H eadqrs, of Cricket. 

“ Gs-i 2 Gs. Montgomery Martin. . ,Tlieatrical managers, 

20 G.S. C. H. .stone, u.v .Social. 

S^G||R. E. Edmouaon , Social, and motor locomtn 

1 sGsJ (■ Hornsby .... jSocial, municipal officers. 
S4-K’sj jLt„.Cot. C!. Russell, ' Ip,, 

I il.7vO.lt R.A i ( * ItltOStdllu 

|.Susj>. |6&3(;, i Donald Murray ILi})eral. 

ifo athletic. 

f 'S G-i;&iG It Marines 

I lor niii20ik6(;' f G. M'right ....'Social. 

|S& r? I ;Mcmbs.ofOx.&Camb, Eniv, 

|aok 20, 9 Gs. I K. P. P. Jlowe | jMein],s.of(Jx.&Camb. Lbiiiv 


No limit None 


*899 j.47, Leicester' Square !. No limit |' 2 Gkl | - p 


; lIeuley.onTThamee, ,i 
2iffi4 '< 5 , Clement’s Dm.W.C.l 
sotK 1 ( 4 , Southamijitoa " 
Bow, MhC. .. 


U 


2$i 6 jsBt.Jumes’s'Sq.lBlW 
»®4s 1*4. PFtrli: Placi?, S.W. 



7&SGi3jBircliam Parmeter . . , . iSoeial. 

4 Gr||I' and) I Regular theatre-goers ,<iu 

*0 r«' i f as guests. 

9 Gs. I \\ . M oodstoek Membs.ofOx.&Camb. I ' ni' 

] 3 !- H. M. Abel (Hon. ' ' ' ' 


..iWAuo.uiv».T..a,vamu. I'luv 

.(Cultivation of chambci 
I music ; social. 


fi i'^vi ll> " ’J't* "I' ' tYr r ' ' ■ t i 30CiiXl«' 

Gs.|K. G. I' lplay (Hon.i ..j River headquarters. 
sG. j James bhaipe .......J Regular playgoers. 

\£z!i i|Gcorge Young Linguistic attainments. 


|ioGs.iMai. J. H. Montagu ..'Non-political. 


SGs.' 


Whitaker’s aiiManack^ ’'ijiix" 


Principal London Ghibs. 
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Name of Club. 

Esta- 

Club-H(>u8e. 

No, of 

Subscriptn- 

cd. 

iierS. 

Entr. 

Ann. 


1883 

6&7,WineOfficeCb,EC 

520 

1 G. 

sGs. 

Primrose ...... 

1886 

4 & 5, Park Pl.,St.rla8’s 

3-500 


a&xG. 

Prince’s Ilacq ) 
and Tennis f 

i 8 s 3 

Ivnightabridge 

x,Soo 

8Gs. 

7 Gs. 

x886 

West Kensington . . 
16. Regent St., S W.. 

1,200 

sGs. 

3 &s«- 
10 Gs. 

llaieigh 

1833 

800 

xoGs. 

Riinelagh 

1894 

Barnes, S.VV’ 

104. Pull Mall, S.W. 

f2,a3o 

30 Gs. 

10 Gs. 

Reform 

1S37 

*,450 

f& 

10 G s, 

Koehamiiton . . 

X902 

Roch'iiton b^ine.S.W. 


xo&so 

Royal Auto- ( 

1897 

119, Piccadillv 

4,800 

ao Gs. 

XO&$G 

Roval Socictie.« 

1894 

St. James’s St., S.W. 

2,300 

xG. 

8,6,20 

R. Wateil^olour 

X884 

5A. Pall Mall Esmt .. 

250 

X G. 

X G. 

.St. .James’s — 

x 8 S 7 

106, Piccadilly 

800 

s® Gs. 

11 Gs. 

St Stephen’s.. 

X870 

1. Bridge St., West. 
AdeMii Terr., W.C.. 
107, Piccadilly, \Y. . . 

1,150 

10 Gs. 

10 Gs. 

Savage 

1837 

600 

5 Gs. 

5 Gs. 

Sarile 

i 863 

675 

10 Gs. 

6Gs. 

He.same 

1893 

s8, 29, Dover Bt., W.. 

1,170 

6Gs. 

6Gs. 

Sraithfie’.d .... 

j *798 

12, Hanover Square. ; 

I,XOO 

None 

iG. 

Sports 

i 1893 
' 1865 

8. St. James’s Sq 

4,000 

800 

j^XO 1 

xo Gs. I 

6 , 4 , 2 G 

IO& 5 G 

Thatched Hse. 

86, St. James’s Street 

Travellers’ 

Turf 

i 18x9 
i 853 

106. Pall Mall.. 

85, Piocad'illv. , 

800 

550 

*.250 

3oGs.j 
30 Gs.! 
21 Gs. 

IO;lIG 

la Gs. 

Union 

1822 

Trafiilgiir Sijuare 

10 Gs. 

United Arts . . 

190S 

10, St. .lames’s Street 

630 


3,4,5c 

United Empire 

1904 

117, Piccadilly, VY. . . 

1.650 

[None 

8,S.oG 

United Service 

iSxs 

X16 & X17, Pall Mall . . 

x,6oo 

£30 

! j£*o 

United Sports . 

*503 I 

4, Whitehall Ct.,S.W. 

800 

lit040. 

9Gs. 

Untd. Unvrsty. 

x822 

I, Suffolk Street .... 

x.ooo 

40 Gs. 

Victoria 

; *857 

VVellington St., W.C. 

450 

iio Gs. 

6Gs. 

Wellington 

1885 

X, Grosvonor Place .. 
Whitehall Oi, S.VV. 

1,400 

No limit 

ao Gs. 

xo Gs. 

Westminster . . 

1901 

None- 

5 . 3 ,*G 

White’s. 

I *897 

37, St. .lames’s Street 

800 

as Gs.' 

IX Gs. 

Whitehall .... 

! 1866 

Horse G'ds Ave.,S.W. 

600 

XO&SG 

Windham .... 

1 X828 

13, St. .lames’s S(iuave 

700 

'3x Gs. 

£xo 

Yorick 

1889 

29&3o,Bedf’rd St. ,w.c. 

300 

a Gs. j 

2 Gs. 


|G. Booth (Hon.) 


|.J. H. Saunders., 
A. E. Stoddart.. 
M. \V. O’Brien .. 


Strictly journairstic. 
(/onservative. 

Social and for practice of 
..these games. ■ 

Athletics, rackets, tennis, 
Social.' ■■ • [lawnt.,&c., 

I Polo, golf. &c. 

Lt.'Cnl. W. Newhigging:Strictly Liberal. 

C. I>. Miller iPolo, golf, croquet, tennis. 

Julian W. Orde jTnti.std.in motor locomotn. 

D. Lewis-Poole (Eon.! Moiib.of learned societies. 
F, W. Ilajnvard Butt..!Art conversazioni, &c. 

" >t. 0. Fer< “ ■ ■ ' 


Secretary. 


Remarks. 


music, 

(L lJuckworth (Hon. ) , . | Social, [drama, ^ science. 
Mrs. Plowdeii ....... . iLadies and gentlemen.^^^^^^^^ 

■El T Prtwcll cattle, table poultry 

Ta. o.xoweu and implement show. 

Mai. F. A. B. Talbot . .1 Social, sport-S, & athletics. 

E. S, Bailey .. — ....j Non-political. 
iMajorF, J. Carandini. .! Travellers. 

I Edward Paraey [Social. 

Arthur Leslie [Social. Non-political. 

Miss A. E. Graves .... Arts. 

) Capt. G. Skeffmgtoi\-' 1 Tariff Reform and Tmpl. 

t Smyth I I' Prof. 

” " " I I'ombiitant officers. 

Social and sporting. 
Mmlirs.of 0.vf.&Cam.Hniv. 
Sporting and social. 

Social. Ladies as visitors. 
Professional classes. 

Social. Non-i>olitical. 
i Social. 

Social. 

Litemture, drama, arts. 


F. R. Bennett ..... 

Charles Clark 

E. O. Pope ......... 

G. King(Mangr.! ... 

G. A. Hart-Dyke... 

C. E. Kennedy 

H. E. Du 0. Norris. 

John Hodgkin , 

Lt.-Col. C.Hope IVillisj 
A. C. E. Carter (Hon.) 


Hatftrs’ GNutsi in iLontion. 


Name of Olub. 

Esta- 

blish- 

Club-House. 

No. of 

Subscriptn. 

Secretary. 

cd. 

hers. 

Entr. 

Ann. 

Albemarle .... 

*874 

37, Dover Street, W. . 

x,ooo 

xoGs. 

6Gs. 

Miss Sangster 

.Yle.vandra — 

1884 

za, Grosvenor St., VV’. 

800 

aGs. 

5&4GS 

Miss Boyd 

Automobile .. 

*903 

Olaridge’s Hotel .... 

450 

10 Gs. 

3 Gs. 

Miss d’Esterre Hughes 

Bath 

1894 

16, Berkeley St., V^^ 

500 

xo Gs. 

7 Gs. 

J. Wilson Taylor 

Empress 

*897 

1902 

35. Dover Street, W, 
Burlingtor* Gdns.,W. 

2.250 

3,400 

SGs. 
3 G.s. 

S Gs. 
S&3G. 

J. M. Flovd ....... .. 

I^idies’ A. & N. 

Mrs. G. A. Dundas 

„ Athen.'cuin 


3x, Dover St, W 



Mrs, FitzC’larenco .... 

,, Empire .. 

X902 

69, Grosvenor St., VV, 

1.150 

3 &SGs 
5 Gs. 

.3&8Gs 

Miss Alice M. .Smith . . 

,, Imj,cria! ., 

1906 

t 7 , Dover St. W 

2,300 

5 G.S. 

Mr.s. Elderton 

,. Park 

1 Lyceum ....... 

190S 

32, Pavkside, S. W. . . 

2,000 

S Gs. 

4&3G. 

4&3G. 

Lady Wolseley 

1904 

128, Piccadillv, ^V^ .. 
j Hay liill, J- 5 erkelev 
'1 Square. W '. 

2,479 

2 Gs. 

MissConstanceSmedley 

! New Century.. 

*899 

} 2,000 

a Gs. 

xG. 

Mrs. Riee 

j New Victorian 

1896 

30A, Suekvillc St., W. 

400 

aGs. 

2&3G.' 

Mrs. Smart 

! Pioneer 

1892 

j S,(traftonSt.,Picca- 

1 iJiJTv W 

1 650 

3 & 2 G. 

3&aG. 

Lady Hamilton ... 

1 Stisame 

*893 

aS, 29, JJover St., W. . 
xo, St James'.s Street 

x,X 70 

630 

6Gs. 

6Gs. 

Mrs PlowJen 

1 [’nited Arts .. 

1905 

3.4, SG 

Miss A. E. Graves , . . . ' 

! University .... 

1887 

f4, George .Street,) 

{ Hanover W. f 

No limit 

xG. 

£x xo 

Miss Brimmell 

I Writers’ | 

1891 

10, Norfolk St .Strand 

No limit 

iG. 

2&xG. 

Miss L. K. Mitchell ..j 


Remarks. 

Ladies and gentlemen. 
Ladies of position only. 
Social . filotor locomtn . 
Scehil. Swimming. 

Ladies of : 0 nal positii>n. 
Ladies, KOiial. 

Ladies, social. 

Ladies, social. 

.Social & Political ( 0 . & F.). 
Ladies, social. 

.\rV8, 

Social. 

Ladies, social. 

Temperance. Gentlemen 
, as visitors. 

Ladies and gentlemen. 
lArts. 

niversity and medical. 
Literary, journ;\liati<‘ 
arid social. 


CONSUMPTION OP TEA, COPPEE, COCOA, &c., IN U.K. 


Year. 

Tea. 

Coffee. 

Cocoa,* 

Sugar, 

1897 

1898 
X 899 
1900 
X 90 X 
X 902 
1903 

xm 

1965 

X 906 

Ih. 

231 , 328,156 
» 3 S, 353,767 
242 , 506,079 
* 49 ) 7 S*»o 3 a 
255 , 824,617 
254 , 398.837 

*55.327.559 

; 256 , 467,452 

*58,776,9*4 

1 .. ^, 503 , *75 

cwt. 

243.7*4 

246,540 

*59.949 

260,425 

283,606 

*55,567 

268,820 

*57,540 

257 , 6 x 2 

lb. 

35.9*9.7*5 

38 , 45*, 307 

39.37*.97* 
44 . 569.740 1 

49 . 882,354 1 

53.688,597 
51 , 042,005 
55 , 286,457 
54 , 872,920 
5a*6x7.a49 

cwt. . 

27 , 890,045 
29 , 828,566 
29 , 879,101 
31 , 427, 156 
33.894,370 

30,735.3*4 

30 , * 05 . 7*9 

31 , 576,326 

* 8 , 5^,758 

- — 


Tobacco, t 


lb. 

69,833,70a 

73 , 53 ».a 94 

76,693,467 

80,084,923 

78,402,082 

80,682,405 

81,883,527 

83,377,585 

84,824,693 

^ _Sp,aog^a -72 ' 


WHITAKER*8 ALMANACK, lOlO. 
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Principal Becognked YacM GluU, 


ilanctpal 5aecogttts$ly §aci)t (tUH of t^e ©nitrt itmgtiom. 


■ 

Name of Club. 

Station. 

Club-House. 

III 








Cowes 

Southsea 

iNone) •. 

Beaumaria * 

Trowlock Islaad , 
St. Helier’s, Jersey - 


Weyraoiith . . 
ja. Uucm St., Ediaburghi 

Chatham 

Craiiton — 

“ Three Cups," Harwich 

OlKin 

Kingatowu, Co. Dublin.. 


Royal Yacht Si pin. Cowes 

■— Albert ! Southsca . 

— Alfred. ICingatow'n 

— Anglesey ' Meuai StrtE.| 

Canoe Cdub — ■ Trowlock I.s. 

Chaniiel IshvndHi Jersey o, 

“Uinque Ports Dover i Marine Parade, Dover ..I 

— Clyde ; Hunter’stij'. ‘Hunter’s Quay 

— Corintliiii u . . . . > PortVict ona i Port Victoria & Burnharal 

— Cork I Queenstown ; Queensto-wn | 

— Cornwall ' Falmouth Green Biuik Ter., Falinh. 

— (.irui.sing ' Dojulon — i 40, Chancery hiane, W.O. 

— Dart. . . . ........ 1 1 )artruouth , K.ing.swear 

— Dee Holyhead 6, Rumford PI., Liverpool! 

— Dorset.. — .... Weymouth .f — 

— • Eastern PU.of Forth.; 

— ■ Engineer Chatham . . 

■— Forth ; Gnmton .... 

— iXanvich Harwich 

■— Highland i ov>an 

— Irish ; Kingstown . 

— Largs .......... I Clyde i *3. BatVi Street. Largs _ . 

— Mersey ' Livcrtvool ... 8, BedfordRd., Rock Ferry 

— Munster j | J (None) 

— Norfolk&Suffolk: Li-iwestoft . . Lowestoft ... 

~ North of Ireland, Belfast Lgh. : t'ultra 

— Northern t Rothe.mi.v . . 1 Rothe.s.ay t 

— PlymouthCorin.l Plymouth ..I lk>ckyerSt.,Plymonth 
Portsmth.Corin., Portsmouth [ w«.st<srnPara(ie,Southsea 

— Si George | ICing-stown Kingstown 

— Southampton Southrnptn. Southampton .... 

— Southern | Sonthiuptn. s Pier, Southampton 

South Western. I Plymouth ..i West Hoe, Plymouth..., 

~Tay Firth of Tay! Brougbty Ferry 

Temple I Rarnsigute HotelCecilanaRamsgate 

— Thames ■ London — 17, Albemarle Street, W. .! 

— Torl«vy ; Torquay ..... Torquay 

I — Ulster Bangor .... Bangor, Co, Down 

I “ A'ictoria Ryde Ryde 

— Welsh ' Cam.arvun Carnarvon 

— WiStrn-of Kngld. Plymouth 

— ■Western <»f I '■ 

Scotland.... j I ^'* 2 ' ‘ ^ "*■ 

— Windermere....! Windermere Windermere 

— Vorksliive ; H all ; 6a, Whitefriar Gate. Hull 

Alexandra Smitheud Southend i 

®iS?n!!h . } I S"!®!! ! liombriLlBU, LW. i 

Bristol Channel . . | Brisitd Ch. , . ■ Mumbles | 

British Motor } i Lond.m and' 1 ur i 

Boat (,nub Belhih , .... i i«wntry Street, W. . . , . 

Castle ' thlslmt . . . . | C'rilshot 

Ejistern of England ■ Burnham -on-Crouch .... 

Forth C«ri..tl,mu ra..nfl’„«h : 1 

{,«tfer!|Wl-ePior 

Ly tham ‘ Ly t ham . . . . i Central Beach, Lytham . . 

Motlway I Boehester . . j Bull Hotel, Rochester . . 

M<dov ' Net ley i “ Enchantress’' 

Mudhoijfc ; (dyd(i Greenock 

Nore ■* , Hcittthend . . I .Southend 

Smvkw i Solent Sea view 


, The Hoe, Plymouth . . . . 
j 1 105. Wo.st George St.. 1 
Glasgow.... ...j 


x8xa 

X864 

X864 

1802 

xS66 

X863 

1872 

X856 

1872 

J72!> 

1871 

x88o 

x866 

1845 

1875 


2843 

i 83 x 

1846 

1882 

1844 

1872 

1859 

189a 

1824 

1877 

1S80 

1838 

187s 

1837 

1890 

1833 


1823 j x8^ 
X875 1875 
x866 ! 1870 
1844 ! X84S 
1847 j 1847 
x 827 ' 1834 
1875 j i 835 

x86o I 1837 
1847 ; 1847 

1873 ' 1881 


X87S ; .. 

1904 . 190S 
1887 j 
X872 

i88r i .. 


1893 j 


Sokai 


• { i Ww^ } i Viirmouth I. of W. , 


*905 S9O5 
I X873 I .. 
.1903,. ... 
X889 I 
X878 I 1902 


1 Subscription. 

Eutr. 

Ann. 

£tos 


5Gs. 

SGs, 

2 Gs. 

iG 

■a Gs, . 

xG. 

2 (fS. 

xG. 

£t 

£t 

3 Gs. 

None 

4G8. 

2 Gs. 

3 «s. 

2 Gs. 

£7 

;^3X0S. 

None 
3 Os. 

z&iGs. 

xG. 

xG. 

aGs. 


iG. 

7 Gs. 

4 Gs. 

aGs. 

None 

30s. 

£4x03. 

2GS. 

2GS. 

xG. 

iG. 

5 Gs. 

3 Gs. 


SGs. 


X G. 

2 Gs. 

! iG. 

xG. 

xG. 

2&3GS. 

2&3GS. 

3^. 

30s. 

it/ 

£3 

1 G. 

None 

3 Gs. 

3Gs. 

3t^^G. 

4 Gs. 

4GS. 

aGs. 

x&sG. 


X G. 

2 <is. 

2 & SG. 

None 

8&6G. 

SGs. 

4G8. 

SGs. 

2 & X G. 

5 G s. 

6 Gs. 

3 Gs. 

x<L 

7 Gs. 

£5 

xG. 

xG. 

aGs. 

itosG. 

2GS. 

1 G. 

None 

Z&2Gg. 

3 Gs, 

3G3. 

aGs. 

a Ga. 

None 

3&sGrS. 


# 

2 Gs. 

£t 

a Gs. 

1 G. 

2 Gs. 

a Gs. 

SGs. 

2 Gs. 

X08. 6 d. 

10.S. 6iL 

ZGs. 

3 Gs. 

SGs. 

•x'G. 

xG. 

xG, 

aOs. 

a Gs. 
a&sGs. 


Secretary. 


T. H. S. Pasley', w.r.o., ii.k. 
Cant. F. Gilbert Jones, k-n. 
J. B. Stephens (Hon.l. 

Capt. F. G. Langdon, n.x, 

C. E, Browne. 

Nh R. Winstanley (Hon.). 
Frederick Fimiis. [gow. 
Jt. Sees., 180 Hope Si, Gla-s* 
T.G. F.TVinser, 72 Mark Lane. 
J. htratfm'ci Cummins. 
Robert G. Borne. 

Donald 0 . L. Cree (Hon.). 

H. W. Popham. 

C. A. Robinson. 

F. E. Simmona. 

A. N. G. Aitken (Hon.), 

{ Address: BromptonBar’eks. ) 
R. Garrick Angus. 

John Paterson. 

Alex. MacLonnan. 

Herbert Dudgeon (Hon.). 
Peter Morris. 

W. P. Davidson (Hon,). 

H. H. Hayes. 

A. Townley Clarkson. 

R. E. Workman. 

T. F. Donald. 

William Earl, 

Mai. J. A. Miall (Hon.). 

D. Henry Bailey, j.p. 

Lt.-C«d, Sir G. A. E, Hussey. 
Capt. G. H, Gason, 

G. P. Watson. 

E. Brown. 

W. J, Boyton. 

Capt. .T. k H. Orr. 

0 . S. Wollen (Him.), 

E. P. Pattenson (Hon.). 

Jas. Henry Leal. 

IV. S. Jones (Hon.). 

Maj. A. Annerly Corder. 

A. Herbert Aspin, 

F. Croft. 

Arthur Mills. 

Arthur F. Allen (Hon.). 

A. Stuart Little. 

T. C. Griffiths. 

R. B. Robinson. 

W, Campljell. 

[?. D. McMeekin. 

C. Edgar Muir. 

Capi R. T. Dixon. 

J. Elton (Hon.). 

J. A. Whealler. 

Lt.-Col. W. A. Jupp, 

R. L. Scoti 
0 . H. Elliston. 

H. 0. Maudslay. 

Maj. F. L. Donaldson (Hon.). 


Illegitimacy.— A man may be summoned to 
Iktty sessions on the application of the mother 
of a basfcaj’d cliild, or by the Guardians -of the 
iPoor where the child l>ecomes chargeable.to the 
tTnidh or Parish ; and th^ Justices, on hia being 
^ to be the father of the child,, may mafee 

A^rnn pbifSit^ding^. 

' fhh ihfi cttskidy « bot bp)t®H?d chtt* 

' ll^won ®Wt|lied -as Mher .of m 

’fo mfora^a^on , conceding 


the birth of such child, and the registrar is for- 
bidden to enter in the register the name of any 
person as father of the child unless at the joint 
arequest of the mother and father. Such person is 
in that case required to sigii the X‘egister, together 
with the mother. A menial servant found to be 
enceinte may be peremptorily dismissed without 
notice ; but any attempt to examine without her 
consent a servant supposed to he enceinte rendem 
the employer liable to an action. 


' 193 . 0 . 


iLontwn flifirattes. 

Many of the Libraries are also open on Sundays. 


4II 


ACUOlir.— Q A.M. to 10 P.M. 

BALHAM.—*^'e WANDSWORTH. 

BARKiNa.— (x888), East Street, 9 A.M. to 9.30 P.M. 
Battersea,“(i887), Ccutraly Lavender Hill. 
Branches, Lurlme Gdiis., Queen’s Ed., and 
Lammas Hall, Bridge Ed. West. 8 A.M. to 10 

P.M. 

BBRMONDSEy.~(i887>, Central^ Spa Ed^ ; Lower 
Eoad (1889), and Tooley St. (1901), 9 A.M. to 

9.30 P.M.; A¥ed., 9 A.M. to 1 P.M. 

Bethnal Geeen.— L ondon Street, K.E. xo A.M. 

toxoP.M. 

BrsHOPSGAT® Inst.— Bisliopsgate Street ■With- 
out. Lending Lib., xo to 7, Sat. 10 to 2 ; Eef. 
Lib., xo to 7, Sat. 10 to 4 ; Hews, 10 to 9.30. 
Bishop’s Bark Bavilion, Fulham.— 10 a.m. 
till dusk. • 

Brentford.— ( i88g), Hews-room and Beading- 
room, 8.30 A.M. to 10 P.M. ; Lending Library, 10 
A.M. to 9 P.M. ; Eef. Dept., 10 A.M. to 10 P.M. 
British Museum.— <S fee p. 402. 

Oamberw'ELL.— (1889), Central, Beckham Eoad ; 
Livesey, 682 Old Kent Ed. ; Dulwich, Lordship 
Lane ; JV urikead, Gordon Ed. ; North Camber- 
well, Wells St. ; Minet 0 ‘ointly with Lambeth), 
Knatchbuli Ed., Camberwell. 9 a.m. to 
xo P.M. ■ ! 

Chelsea. —(1887), Manresa Eoad, 9 a.m. to 
10 P.M. 

Chiswick.— (1890), 9 a.m. to xo p.m. 

Clapham.— 5 ’ee 'Wandsworth. 

Crippleqate Institute. — Golden Lane, E.C. 
xo A.M. to 8 P.M. ; Sat. till 3. 69 Queen St., 
Cheapside, 9 a.m. to 7 p.m. ; Sat, till 3. Bride 
Lane, E.C., 10 a.m. to 7 p.m. ; Sat. till 2 p.m. 
Eadnor St., St. Luke’s, X2 noon to 2.13, and 

3.30 to 9 P.M. ; Saturdays 12 noon to 3 p.m. 
Ealing.— (1883), Centy-al, Walpole Park ; IK HaZ- 

branch, Melbourne Avenue, 9 A.M. to xo p.m. 
East IELass..— C entral (Carnegie), High Street, 
South ; Passmore Edwards, Plashet Grove ; 
Carnegie, Eomford Ed., Manor Park, 9 A.M. to 
10 P.M. ; Public, Elizabeth St., K \Voolwioh, 
xo A.M. to xo P.M. ; Sat. to i. 

Edmonton (Lamb and Keats’ Memorial).— (x89x), 
10 A.M. to 10 P.M. 

Finsbury.— ( 1887), Skinner St., Clerkenwell,E-C. 

8 A.M. to xo P.M. ; Benton St., Bentonville, K., 

, X2 to 12,30 and $ to 9.30 P.M. ; St. Sepulchre, 48, 

St. John Street, Sinitlifield, 8 A.M. to 10 p.m. 
Forest Hill. — Lending, xo a.m. to 9 p.m. ; News- 
room, 9 A.M. to 10 P.M. 

Fulham.— (1886), Central, 598 Fulham Ed., S.'Vt''. 
Branches, X32 Wandsworth Bridge Ed., and 
292 Lillie Eoad, 9 A.M. to 10 P.M. 

Guildhall.— ((S^ e p. 406.) 

Hackney.— (1908), Mare St., N.E., 9 a.m. to'xo p.m. 
Hammersmith.— (1887), C&yitral, Brook Green 
Ed. Branches, Eavenscourt Park, W., Ux- 
bridge Ed., W., and College Bk,, N.W. 9 A.M. 
to 10 P.M. 

Hampstead.— (1893), Central, Finchley Eoad. 
Children's, Arkwright Eoad ; Kilhurn Branch, 
Cotleigh Eoad, West End Lane ; BeUize Branch, 
Antrim St. ; West End Branch, Sarre Eoad ; 
Heath Branch, Worsley Road ; Open-air Neios- 
. paper Stand, South End Gi’een (near Hamp- 
stead Heath — North London — Railway Station). 

9 A.M. to 10 P.M. 

Harlesden.™ C raven Bark Ed., 9 A.M. to 10 p.m. 
Holborn.— H igh HolbQm, W.C., and xo John 
Street, Bedford Row, W.C. 9 a.m. to 10 P.M. 
Kensal Rise.— B athiu*stGardens,9 A.M.to loP.M. 


Kensington.— (1887), Central, High Street, Ken- 
sington, Branches, xo8 Ladbroke Grove (open 
on Sun,, 4 to 9 p.m.) and Old Brompton j^)ad, 
S. W. 9 A.M. to 10 P.M. 

Kilbubn.— <x 894), Salusbuiy Eoad, N.W,, gA.M. 
toxoP.M. 

Kingston-on-Thames.— ( x88i), 9 A.M. to 10 p.m. 

Lambeth. — (x886). Central CTate), Brixton Oval ; 
Branches, South Lambeth Ed. ; Knight’s Hill 
Ed., West Norwood ; (Durnifig) Kennington 
Cross; 74 Lower Marsh; Minet, Knatchbuli 
Ed,, Gipsy Hill <55 Carnegie, Herne Hill Ed. 

9 A.M. toxoP.M. 

Lewisham. — (1901), Central, High St. Branches, 
Dartmouth Ed., Forest Hill; Manor House, 
Old Ed., Lee, Lower Sydenham, Brockley, and 
Hither Green, 9 A.M. to 10 P.M. 

Leyton.— (X891), Central, High Ed. ; Branches, 
Leytonstone and Lea Bridge, xo.30 a.m. to 
9.30 P.M. 

Paddington.— <1890), 666 Harrow Ed., W., 9 a.m. 
to 10 P.M. ; 7 Bishop’s Eoad, W., Mon., 3.30 to 
7 P.M.; other week-days, n a.m. to x.30 P.M. 
and 3.30 to 7 P.M. 

Benge.— ( xSgi), Oakfield Ed., 9 a.m. to 10 p.m. 

Poplar.— (1890), High St., Poplar, E. ; Brom- 
ley (xSoi), Brunswick Ed. ; Bow (Passmore . 
Edwards, 1896), Roman Ed. ; CuMtt Town, 
Strattondale 3 t. 9 a.m. to xo p.m. 

Putney.— S' ec Wandsworth. 

Richmond.— (1879), 9 a.m. to 10 p.m. 

St. Bride Foundation Institute. —Bride Lane, 
E.C. (32,479 yols.), General Lib., 10 to 7 ; Satur- 
days, 10 to 2. Techn. Lib. , xo to 8 ; Sat. , xo to 2. 

Shoreditch.— (1891), Hoxton, Bitfield St., N. ; 
Haggersto7i, Kingsland Ed., N.E., 9.30 A.M. to 

10 P.M. 

Southwark.— CenM, Walworth Ed.(x893) ; 7-X2 
Borough Eoad (1899) J ^7^ Blackfriars Eoad, 
S.E. (1894) ; Southwark Bridge Eoad (1894) 5 
New Kent Road (1907), 9 a.m. to 10 p.m. 

Stepney. — Borough Reference Library (1906), 
Bancroft Ed., E. ; Limehouse (1901), 638 Com- 
mercial Eoad, E. ; Mile End (1902), Bancroft 
Eoad, E. ; St. George's (1898), 236 Cable St., 
E.C., 9 A.M. to xo P.M.; Whitecha'pel (1892), 
77-80, High Street, 8 a.m. to 10 P.M. 

Stoke Newington. — (1890;, Church Street. 

9 A.M. to xo P.M. 

Streatham.— Wandsworth. 

Tooting.— S' ed Wandsworth. 

Twickenham.— (1882), 9 a.m. to 10 p.m. 

Wandsworth.— Lending, 10 to 8 ; Reference, xo 
to 9,30 ; News, 9 a.m. to 10 p.m. Wamdsworth, 
(1883), 38 West Hill; Branches, Allfaithing 
Lane; GairattLane, Earlsfield; Claphani{x^^i), 

X North Side ; Putney (1887), Disraeli Ed. ; 
/SSr< 3 «<A«w(x 889 ), 63 ,High Ed. ; Brrt?icA,Eamsden 
Ed., Balham ; Tooting (1902), Mitcham Ed. 

West Ham. — (1890), Central, Water Lane, Eom- 
ford Ed., E. Branch Libraries, Barking Ed., 
Canning Town, Noith Street, Plaistow, and 
Prince Regent’s Lane, Custom House, E. 

9 A.M. to xo P.M. 

WFiSTJilNSTER. — Buckingham Palace Ed. ; Great 
Smith St. ; 115, St. Martin’s Lane ; South 
Audley St, 9 a.m, to xo p.m. 

WILLESDEN Green.— H igh Eoad, 9 a.m. to 10 p.m. 
Wimbledon.— <1883), 9 a.m. to 10 p.m. 

Woolwich.-— (X896), CewtraZ, William St. ; District 
Libraries : Plumstead (High St), 9 a.m. to 
xop.M. ; Elthum (High St). 9 A.M. to g. 30 P.M. ; 
North Woolwich (Francis St.), xz noon to 9 p.m. 
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Acadeniy~63 Liiu’oln’s Inn Fields. 
Adelaide Advertiser—ieo Fleet St. 
Adelaide Observer— 8o Fleet St., E.C. 
Advoeatc of Tndia--i7-i8 Basinghall 
Street, B-tb 

Agriculturalftaz.— SBreatnsBldgs.E.C. 
Araateni'ttavdening— i48Aldci'sgate8t. 


principal iartospaprc ©fSces tit ILoniion. 


Autocar— 80, Tudor Street, E.C. 
r»ai>tist— 6 Creed Lane, E.C. 

Bazaar, Exchange and Mart— •Drury 
Lane, W.C. 

B’ham Even. Dispatch— 23 St. Bride St. 
B’haraGaz.&Expv. — 23St.BrideSt.E.C. 

, Birmingiuitn, Post— 83 Fleet St., E.C. 

! Black and White-63 Fleet St,veet,E.(J. 

; Bd.of Tntde.l ounial— FetterLane,E,C. 
Bomhay Gazette— Trafalgar Bldgs., 
■Nortnumherland Avenue, W.C. 
Bookseller- 12 Wjirwick Lane, E.C. 
Bradford Telegraph— 6a Ludgate Hill. 
Bristol Evening News— 59 Fleet St. 
Bristol Mercury, &c.— 174 Fleet St. E.C. 

1 Bristol Obsen-er— 59 Fleet Street, E.C 
i Bristol Western Daily Pr.— S9 Fleet St. 
British Congregationalist — las Fleet 
Street. E.(!. 

j British JlofNursmg— It AdamSt. .AY. C. 

British Medical Journal— 429 Stru.nd. 
‘ Broiid Arrow— Temple .4, venue, E.C. 

; Builder— 4 Catherine St., Stra.nd,W,C. 

Building News— Clement’s Ho.. W.C. 

I Bystander—Tallis Ho., Tallis St., E.C. 
1 Canada— 34 Norfolk St,, W.C. 
j (’apitalist— ii~J3 Clements L;ine, E.C. 
Catholic Times— 8 B<'nvfirie St., E.C?. 
Chemical News— 16 Newcastle St., E.C. 
Christian Clohe— 185 Fleet Street, E.C, 
Christiau World— 13 Fleet Street, E.C. 
Chung Ngoi San Po -*31 Fleet Street. 
Church Family N.—TavifitockSt..W.C. 
Church Times— 7 Poittigal St., W'.C. 
tfitizen— 63 Fleet Street, E.C. 

City Press— 148 and 149 .-Aldersgate St. 
City Review— 17 Coleman Street, E.C. 
Civil Service Gazette— la Fetter Lane. 
Civilian— :;^Clerkcuwell 11<1.,E.C, 
t?oal Merciiant. &e.--*j:65 Strand, AV.C. 
(?oUicr5'<Tuardian— 30&3X Funnval ,st. 
1 Commercial Motor— 7-15 Rosebery At. 
t Country Life— 7 Tavistock St., W.C. 

; County Gentleman & IaiuI & Water— 
I Dane St., High Holborn, AY.C. 
i Cmirt tiounial— x6i Strand, W^C. 
f Critic— 4 Moorflelds, E C. 
t Cycling— 7 x5 Ruaebery Avetme, E.C. 

I T>aily Chronicle -80 Fleet Street, E.C. 
Daily Express— St. Bride Street. E.C. 
iJHijljf Graphic— Milf<»rd ijano. Strand, 
Maii-Carmelite House. E.C. 


Financial Times— 73 Coleman St., E.C. 
Financier and Bullionist— 54 Wool 
Exchange. 

Fishing Gazette— xg Adam St., W’.C. 
Freeman’s Joinmal— ax* Strand, W'.C. 
Freemason— S AVhitefriars St., E.C.. 
Gardeners' Chronicle— 41 AVellington 
St., Covent Garden, W.C. 
Gardener’sMae.— i48AldersgateStreet. 
Gardening Illustrated— 17 Furnival 
St.. E.C. 

Gentlewoman.The— 7oLong.Acre,AV.C. 
Glasgow Hemld— 113 Fleet Street, E.C. 
Glasgow Weekly Mail— 173 Fleet St. 
Globe— 367 Strand, AV.O. 

Graphic— Tallis Street, E.C. 
Guardian— 29 King Street, AV.C. 
Health— 358 Strand, W.C, 

Hearth & Horae— 10 Fetter Ijane, E.C. 
Homoeopathic World — 12 Warwick 
Lane, E.C. 

Homeward Mail~6s Coimhill, E.C. 
Hongkong Daily Press— 131 Fleet St. 
Hospital— 28 Southampton St., AV.C. 
Illust. London News— 172 Strand, W.C. 
Illustrated Siwrting and Dramatic 
News— 172 Strand, W.C. 

Indian Daily News— 3 AVhitefriars St. 
i E.C. 

Insm-ance, Banking, and Financial 
Review— 4 & 5 Newman .St., AV. 
jlron and Coal Trades Review— 165 
I Strand, AA^O, 

i Jewish Chronicle— 2 PinsbnrySq.,E.C. 
John Bull— 67 Lcmg Acre, W.C. 

1 Journal of Education— 3 Broadway, 

1 Ludgate Hill. E.C. 
j Knowledge & Ulus. Scientific News— 
! 27 Chancery Lane, AA'.C. 

; Ijabour News— 10 Farringdon Avenue. 


Notes and fineries— n Brcaui’.s Bldgs. 
Nursing Mirror— 38 Southampton St., 
Stamd, W.C. 

Nursing Times— St. Martin’s St.jAA’.C. 
Observer— 125 Strand, AA'.C, 
Onlooker— 16 Bedford Street, Strand, 
AY.O. 

Outlook~i67 Strand, AV.C 
Overland Mail— 65 Cornhill, E.C, 

Pall Mall (Gazette— Newton Street, 
High Holborn, AV.(,!. 


Primitive Methodist Leader— 73 Far- 
ringd on Street. E.C. 

Progress {Braille type) — 206 Great 
Portland Street, AV. 

Public Opinion— 125 Fleet Street, E.C. 

Publishers’ Circular— 19 Adam Street, 
AV.C. 

Punch— 10 Bouverie Street, E.C. 

Quarry— 30 & 31 Furnival Street, AA'.C. 

Queen— Bream's Buildings, E.C, 

Railway News— 91 TempV Oh’b’.s, E.C. 

Railway Times— 12 Norfolk St., W.C. 

Record— 2 Red Lion Court, Fleet St. 

Referee— Victoria House, Tudor St. 

! Regiment— 7- IS Rosebery Avenue. E.C. 

I Reynolds’s Newsiraper— 8 Temple Av. 

I Saturday Review— 33 Southampton St. 

School Government Chron.— 21 New 
Bridge Street, E.C. 

Scotsman -4S Fleet Street, E.C. 

Sheffield Daily Telegraph— Sheffield 
AVeeldy News— The AVeek— AA’eekly 
Telegraph — Yorkshire Telegraph 
and Star— 181 Ifleet St., E.C. 


My". - 

I)aily Mirror— 13 Whitefrairs St,, E.C. 
Daily News— 20 Bouverie Street., E,0. 
Daily Telegraph— 141 Fb-ct St.. E.C, 
Draper— 46 Aldersgate Street, E.C. 
Draper’s Re<v)ni, 155 Che.apside. 
Dublin Evening Tel,— 2X1 Strand. 
Eart .ingliau Dy, Times-149 Flet't St. 
Economist --<«ranville House, Arun* 
del Slnaet. Strand, AA’.C. 

[ Eduratnl. Times —89 Fnrringtion St. 
Egyptian t^azetto— 30 New Broml St. 
Er©ctriralReview-4LndgatoHUl,E.C. 
Electrician- 1, aA 3 Salisbmy Ct.,E.C. 
J Kk<;4riclty— 36 Maiden Lidae, Stxand. 
f Engineer— 33 Norfolk St-.Strand, AA'.C. 
t Misfis««ing—M& 36 Bedford St., W.C, 
I English Churchman— 74 Strand, AV.C. 
{ English Mechanic— Clement's House, 

♦ Strand, AV.C. 

, i:ra{The» — sTavistock St. .Strand. W. C. 
I Evening News— {See “ Daily Mail”). 

1 Evening Standard & St. James’s Ga*. 
J l4wci.e» E.O. 

I family Doctar^ajS Strand, W.C. 
f, Garden-**# Alders®te St 

I IwraJwM and Plraride— 3 Welling* 

MfjiM Essex St 

idt*|i!»inrfa pwMings, Rc. 

W E.C. 

Victoria St. 


„ 173 Stra: 

Ijancet— 423 Strand, AA^C. 

D-rw Journal- 37 & 39 Essex St., AV.C. 
Ijsiw Times— Bream’s Buildings, E.C. 
Leeds Mercmy— 65 Fleet Street, E.C. 
Literary World— 13 Fleet Street, E.(!. 
Li ve Stock JouCTi. — 8BreamsBldgs. E.C. 
Liverpool Courier— 81 Fleet St., E.C. 
Liverpool Daily Post and Mercury— 
Liverpool Echo— Livenxxil AVeek’ly, 
Mercury— and Liverpool AVeekly 
Post— 1# Fleet St, E.C. 

Lloyd's AVeekly News— 12 Salisbury 
Square, Fleet Street. E.C. 

I.»ondon Gazette— 19 May’s Buildings, 
AV.C. 

LondonOpinion— 36 Southampton St., 
Strand. AA^C. 

Afanchester Courier— 69 Fleet St, E.C. 
Manchester AA’ceklv Times— Do. 
Manchester Guardian— 54 Fleet St. 
Mark Line Express— 3 Av cllington St. 
Medical Press & tlrcular— 8 Henrietta 
Street, Covent Ganlen. 

Medical Times— Basinghall St.. E.C. 
ALdbourne Age— 160 Fleet St., E.C. 
Alelboume Argus— 80 Fleet St, E.C. 
Alelboumc Leader— 160 Fleet St, E.C. 
Afeth(Klist Recorder— x6i Fleet Street, 
Methodist Times— 125 Fleet St., E.C. 
Mining Journal— 46 Queen A'ictoria St. 

, Money— 11 Q^ueen Victoria vStreet, E.C. 
'Money Market Review— a, Nicholas 
I ^^Ptssage, E.G. 

i Morning Advertiser- X27 Fleet St. 

I Morning Leader— Stonecutter St., E.C. 


Shi^ping^ Gazette and Lloyd's List- 


Street Square, E.C. 


Shipping List~i3 St. Mary Axe, E.C. 
Sketch-172 Strand, AV.C. 

South Africa, Winchester Ho., E.C. 
South Australian Chronicle— x6o Ileet 
Street, E.C. 

, South AA^ales Dly. News— xoo Fleet St. 
.Spectator— 1 Wellington Street, W.C. 

' Sphere— 6 Great New Street, E.C. • 
Sport— 211 Strand, AV.C. 

I Sporting Life— 27 St. Bride Street. 

' S]x>rting Times— 52 Fleet Street, E.C. 
Sports Argus— 33 St. Bride St., E.C. 

, SiKU'tsman— iM and 140 Fleet St., E.C. 

1 Stage— x6 York Street, W.C, 
Standard— 104 Shoe Lane, E.C. 

Star— Stonecutter Street E.C. 
Stationery Trades Journal— la War- 
wick Lane, E.C, 

Statist— 51 Caimon Street, E.C. 
Sunday School Chronicle & Christian 
Outlook— 57 Ludgate Hill, E.C. 
Sunday Times— 7 Essex Street, Strand. 
Surveyor— 24 BndeLane, Fleet Street. 
Sydney Mail— 40 King St., Cheai>side. 
Sydney Morning Herald — 40 King 
Street. Cheapside, E.C. 

Sydney Telegraiffi— 160 Fleet St., E.C. 
Tablet— 19 Henrietta Street, AV.C. 
Tatler- 6 Great New Street, E.C. 
Territorial Service Gazette— 121 Fleet 
Street, E.C. ^ 


Municijal Journal— 12 Smishury Sq., 
i E.C. 

' Musical Times— i6o AVardour St., W. 
Nation— 14 Henrietta Street, W.C, 
National Temperajnee Quarterly—^ 
Paternoster Row. 

Nature— St. Martin’s Street, W.C, 
Nav. tb Mil. Record— 47 Fleet St., E.C. 
NewoastteOhronicle— 84 Fleet St., E.C. 
Ne^ Jihe World.— * 30 Bouverie 


Truth— Carteret Street, S.AA*. *, lo Bolt 
Court. E.C. 

Vanity Fail*— 33 Sti*and, AA'.tb 

AVar Cry— 79 Portess Road, N.W. 

AVeekly Budget— Red Lion Ct., E.C. 

AVeekly Dispatch— 3 Tallis St., E.C. 

AVeekly Times— Clement’s Inn Pas- 
sage. Kingsway, W.C. 

Western Mail— 176 Fleet Street. 

Western Morning News— 47 Fleet St, 

Westminster Gazette— Salisbury Sq., 
Fleet Street, E.C, 

AVhitehall Review— Whitehall Ho., 
CharingCross, S.W. 

World— 1 York Street, Covent Garden. 

Yorkshire Daily Obs.— xso Fleet St. 

Yorkshire Post— Yorkshire Evening 
Postf— Yorkehira Weekly Post— 171 
Fleet Street, E.C. 
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(Steeplechase Meetings in italics.) 


No. of j 
Days 


Jantaky. 

3 BirminijJwm 

4 »>’ 

5 (.hit! '-u’k 

7 Hai/dock Pari: 

7 Plvwptoa 

xo Wol vvrhampton 

la IVindsor 

14 Hurst Pork 

17 Mnnehasti.!' 

X9 Narbitrj/ 

31 Linrgield 

24 Xottinrthaiti, 

36 Gattckk 

x8 Keinpton Park 

31 SontJnrdl 

31 IVindsor 

FEimrAKY, 

a Leicester 

4 t^andown Park 

7 Birmingham 

7 Plumptmi 

9 Hurst Park 

XI TAngfidd 

II Haydock Park 

14 Manchester 

i6 Warwick 

18 Xewlynr]/ 

81 Windsor 

81 Doncaster Hunt M. ,. 

23 Leicester 

8$ Gatwkk 

85 Ilooton Park 

38 Wolverhampton 

aS Picton and H. Yoi'k- 

shire M. 

Mahoh. 

14 Lincoln Spring M, 


4 

6 

7 

2; 8 
alia 

219 

alao 
aar 
2 aa 
2126 
aj'ag 


No. Of] 

Apiiil. Days. 

Alexandra Park 3 

WOTWick Spring M. ... s 
Leicester Spring M..., 

Bogside Sirring M. ... 

Newbury Spring M. ... aji6 BuckJ'astleigh 

Nci;Yinarkot Craven M. 3;i6 Oartmel Hunt M. 


No. ofl 
Days.] 

10 Cheltenham 

XX Shiiicliffe 

x» Isle of Wight Hunt M. 

ali6 Cardiff stisi 

‘ — * * X ax 

123 
■ I ®7 


Derby Spring M aix6 Col-wall Park , 

Epsom Spring M aji6 Hooton Park x|®7 

Pontefract Spring M. 2 16 Wetlierby 1 29 

Sundown Park Spr.M. ali6 Hexham x 5 

Stockton Spring M. ... a! 16 Portsmouth i S 

Newmarket 1st Sp. M. 4:18 Wye,.... X|X9 

Thirsk Spring M a'as Uttoxetcr ijaa 

Hurst Psu-k Sp. M. ... zjso Southwdl 1,26 


M. 


_ su-k Sp. 

Royal A rtiMei'y 

(Aldershot) 

Picton &H. YoQ'kshire ij 

Retford 

Mureton-in-Marsh. 

Chepstow 

Monmouth 


17 Liverpool Spring M.... 3! 

22 Nottingham Sp. M. ... a' 

38 KemptonPk. Easter M ij 
38 Birmingham Easter M aj js 
38 Newcastle Spring M. 21 
31 Catterick Bridge Sp.M a' jg 

31 Cro.xton Park i j- 

X Kempton Park a'^g 

a Ludlow Club 2 

a .ShincUffe 2 “ 

3 Sandoicn Park i ““ 

4 Grand Military M. i * 

(Sandown Park) x'"l% 

7 Derby Hunt M. s ^ 

7 Folkestone a ^g 

Q Natio7ia.l Hunt M. '<q 
{W arwick) 

9 f Any field 


I30 Shirley 

J UNE. I 

4 Kempton Pk. xst Sum. x i 

6 Lewes aj 3 

6 Birmingham 

7 
7 


Lingfield Park 

lyionmmun at p ^.1 

Nth.WarwickHuntM. i' ® 3! 

HouseholdBHgadeM. uatwick bummer M. a, 

( Hatothoi'n Hill) 

Eglinton H. (Bogside) a\ 


xo Rugby 

dock I 


*38 

II Haydock Pai'k a 

XI Hurst Ihn'k ai 3 

2! 5 
1 A 
2I 6 
zlxo 


DumfriesshireHuntM. 

Midland Hunt (Not- 
tingham) _ 

Portsmouth i| 

Birmingham 

Punchestoimi 

Beaufort Hunt M. 

Aldershot 

Cowh'idge 

Woo 7 'e 

(Jreick& 7 'ne 

Banbury 

V. W.H\ Hunt M. 

Colwall Park 

Southdown Hunt 

{Plumpton) 

Qaoim Hiait {Lough- 
borough) 

Imited Border {Kelso) x'la Avr 

Bridgnoi'th Liverpool July M 

Bit7igay x Windsor July M 

Ludlow (Aub M a'^g Hurst Park ^summer.., 

Saiidoxpi Park i Goodwood . 

Folkestone i 

Si 7 ‘atf 07 'd- 07 i-A von x, 

Worcester 

Rothbury 

Vttoxeter 

Newpo7‘t {Mon.) 

Chel 7 nsfo 7 'd 

Hooto7i FarJi ... 


Hull, 

'14 Ascot 

x8 Windsor June M. 

2x Newbnry Summer M. a 
ax Newcastle Summer M. 318 

33 Folkestone x'ao 

a4 Sandown Pk. x.st Sum. 2 20 
Carlisle Summer M.... a aa 
Newmarket xst JulyM 4 25 
[30 Worcester a|27 

a8 

Jui»V. 3g 

2 Alexandra Park 1*31 

4 Nottingham July M. aj < 

5 Bibury Club M S^xa 

6 Pontefract Sum. M.... a'x-j 
8 Lingfield Pk. Sum. M. 8 20 
8 Haydock Park JulyM. 222 

xa Newmarket and July 3 24 
IS Sandown P. Eclipse j\f. a as 


18 Leicester Summer M. a 


:ir 


Hawthorn Hill 

X4 Colwall Pai'k 

xs Sedgejield 

16 Atho'stone. limit M... 

16 Wije 

X7 Liveriwol 

ax Southwell 1 10 

34 rttoiceter x'i6 

24 Chelmsford i'i6 

26 Plumpton 1 18 

28 Manchester 2^18 

a8 Cardiff a ao 

aS Wethet'by 2,23 

28 Toirmay 234 

a8 Fridge Hunt M i'a4 

38 Whicanto7i i!a6 

aS Pm'tsmouth I'aS 

aS Hei'efordshire.HuntM. 131 

a8 Carlisle il a 

30 CheltemhMn 

30 Meltem Hunt M. 

3x Wolverhampton a 4 

3x Catterick Bi'kige.. 2 4 

31 Ckoxton Park i 

31 Hawthoi-nHillHuMfil. x 


30 Alexandra Park il 9 

1*4 

Auocst. 1 16 

I Sandown Park ......... 1 19 

I Birmingham a 2x 

I Ripon 3 24 

a Brighton August M.... 3! S 

3 Hull a! S 

S Lewes Summer M. ... a| 5 
S Haydock Pk. Aug. M. a 7 
8 Nottingham Aug. M. a' 7 
'10 Kempton P.and Sum M a 9 


May. 

Chester 

Harpenden 

Kempton Pk. Jub. M. 2 - - - - j o Vr" ^ 

Ripon Spring M a'^« bum. M. * 

Newmiarket and Sp.M. 3'*“ ^ indsor August M. ... a 

Gatwick Spring M. ... a'” 

Haydock iWkW.M. a;^S Wolvcrhaiupt*ii&m.M. aa8 
Hurst Park Whil M. a'*® btockton bummer M. 330 
Redcar xst Sum. M. ... a' *7 Folkestone Sum. z\ 

Wolverhampton a'*9 ® 2 

Avi* 3 23 lork August M 3!. 

Manchester 4'®® Gatwick August M. ... a “ 

Brighton >^3ring M. ... a *9 Bath a ^ 

Lingfield Fark Sp. M. ijS* gerby bummer M. ... 3 9 

Bath Spring M a * ^ootm Park 1 j* 

York Spring M a * JSewton AbM.........^. 2 3 

Salisbiirv a'®4 Bevoti and Exeter M. a ,4 

'3* Plymouth 


Windsor 


Epsom Summer M. ... 41 
Southivelt ‘ 

Persko}^. 


SefTISMBER. ■ ■■ {l9 

3 Kempton Pk. Sept. M, i z9 
6 Doncaster Sept. M. ... 436 

Lingfield { U 7 iited H.) ijxo Alexandra Park i a6 

Ns-ivtoit Abbot a!io Hull 26 

Hexham a'la Warwick Aut. M aafi 

Hambledon Hunt M... x x4 Western M. (Ayr) 338 

Noitingham Hunt M. x Yarmouth a 30 


413 


No. of 
Days. 

Manchester Sept. M. a 
Hm-st Pai'k Aut. M..,. x 

Lingfield x 

Windsor a 

Pontefract Aut. M. ... a 

New'bury Aut. M a 

Newmarket ist Oct. M. 4 

Lanark a 

Edinburgh 2 

Shirley x 

Tories 2 

Colwall Pai'k i 

Pc7'th Hunt 2 

Wolve 7 ’ha 77 t 27 ton 2 

Wye X 

October. 

Alexandra Park i 

Nottingham' Aut. M. 2 

Folkestone 2 

Leicester a 

Kempton Pk. Aut. M. a 
Haydock Pk. Aut. M. 2 

Wolverhampton x 

Newmarket and Oct. 4 

Lingfield Park i 

Gativick Oct. M 2 

Newcastle Aut," M. ... a 
Sandown Pk. Aut. M. a 
Thirsk Autumn M. ... a 

Stockton X 

Newmarket Ho. M, ... 4 
W orcester Autumn M . a 

Bogside a 

Folkestone i 

Birmingham a 

Hexham) i 

3 Ionmouth a 

Uttoxetcr a 

Cheltenham a 

Sa7idow7i Pa7'k x 

NoUmgham a 

Eglinton H. {Bogside) a 

Wetherby 1 

November. 

Newburv Autumn M, a 
Lingfield Park Aut.M. 2 
Lincoln Autumn M.... a 
Liverpool Autumn M. 4 

Leicester Nov. M a 

Dejby Aut. M 3 

Lewes x 

Warwick Nov. M 3 

Manchester Nov. M. 3 

Hawthorn' Hid, x • 

Hoot on Pai'k 1 

Cardiff x 

Wye X 

Colwall Pai'k X 

Livei'iiool 4 

Newport {Mon.) a 

Poi'tsmo'Uth 2 

Birmingham, a 

Aldershot a 

Leicester a 

December. 

Kempton Park a 

Newbui'y a 

Gatwick a 

Sandown Pai'k 2 

Haydock Park a 

Nottingham a 

Plumpton I 

Windsor a 

Lingfield a 

Folkestone a 

Southivell 1 

Kempton Pa, rk a 

Wolverhampton a 

Hooton Park 1 

Nejoton Abbot x 

Newbury 2 

Hurst Pai'k a 
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414 ®f)C 1855 - 1909 . 

Tile following table gives the winners of the Derby for the last 55 years. Including iSgs, Sir J. 
Hawley scored four succes.ses with Teddington, Beadsman, Miisjid, and Bine Gown, the second and 
third being consecutive victories. The late Duke of Westminster also scored four wins with Bend Or, 
Shotover, Ormonde, and Flying Fox. The Duke of Portland, Lord Bosebeiy, and Mr. Bowes have 
won twice conseciitii/ely. H.M. .the King has won three times (twice before his accession). 
Lord Falmouth, Mr. W. I' Anson, Mr. Merry, SirF. Johnstone, and Sir J. Miller have been twice 
victorious at intervals of four or more years. 

I)ISTANOK~-t mils 4 yURLQKGg zg YABPg. 


Name a>’1) Owser or Wixseb. 


F. Popham's Wild Dayrell 

i8s6jAdin. Harcourt’s Ellington 

ex8s7prr. W. I’Anson’s h Blink Bonny., 

1858! Sir J. Hawley’s Beadsman 

x8s9!Sir J. Hawley’s Musjid 

x86oiMr. Merry’s Thomanby 

xS6i Col. Towneley’s Kettledrum 
x864‘“ ~ . . 

*863 
1864 
*1865 
x 86 $ 

■X 867 
x 868 
*x869 
X 870 
x^x 

*873 

X874 

*873 
4876 
*877 
x878j 
» 877 l 
xSSoj 
x88x 


Betting. 


Jockey. 


Trainer. 


X883 


Mr. Snewing’s Garactaous 

Hr. E. C. Naylor’s a Macaroni 

Mr. ^y. I’ Anson’s c Blair Athol .... 
Count F. Lagrange’s a c Gladiateur 

Hr. B. Sutton’s a c Lord Lyon 

Hft Chaplin’s Hermit 

Sir J. Hawley’s Blue Gown 

Hr. J. Johnstone’s a Pretender .... 

Lord Falmouth’s Kingcraft 

Baron Bothschild’s Favonius 

Hr. H. Savile’s Cremonie 

Hr. Merry’s Doncaster 

Mr.G. S. Cartwright’s George Frederick 

Prince Batthyany's Galopin 

'Mr. A. Baltazri’s Kisber 

IjowI Falmouth’s c Silvio 

Hr. W. S, Crawford’s Sefton 

Hr. Acton’s Sir Bevys 

Duke of Westminster’s Bend Or 

Mr. P. Lorillanl’s a Iroquois 

Duke of Westminster’s u Shotover 

Sir I*’. Johnstone’s St. Blaise 


x88sl 


evens K. Sherwood illickaby [ igx 

20 to I’Aldcroft !T. Dawson...; 2x1 

20 to x!Charlton jOwner .... 

10 to i' Wells G. Manning I 240! 

9 to 4 Wells 'G. Manning ' 24s 

4 to i Custance ... H. Daw.son '.224 

16 to I Bullock iW. Oates ...! 236 

40 to i,J, Parsons ...iW. Smith...' 233 
xo to xiT. Chaloner J. Godding 
x4 to X J. Snowden jOwner 

5 to 2,H. Grimshaw’T. Jennings ] 

S to 6Custance ...iT. Dover 

1000 to 13 Daley |G. Bloss 

7 to 2 Wells J. Porter ... 

11 to 8 J. Osborne ...jT. Dawson... 

20 to X'T. French Dawson 

9 to X T. French Hayhoe... 

3 to i;Haidment ...'W. Gilbert 

45 to X'F. Webb |R. Peck 

9 to x|Custance ... T. Oliver ... 

2 to liMorris J. Dawson... 

4 to il^iaidment ...!J. Hayhoe... 
xoo to 9;F. Archer ...',M. Dawson 
100 toi2jCon3tab]e ...'A. Taylor ... 

20 to X G. Fordliam |.r. Hayhoe.. 

2 to i|F. Archer ...ilv. Peck | 236:6,375 

II to 2jF. Archer ...'J. Pincus ...124215,925 


/ Mr. J. Hammond’s St. Gation 
I Si 


Sir J, Hough hy’s Harvester 

^ Lord Ha'dings’ r Melton 

i886il>uke of We'5tmin.ster’.s a a Ormonde 
xSSy'Hr. Abington's Merry Hampton ..... 

x888;Duke of PorthuKl’s a Ayrshire 

x889iDuke of Portland’s « Donovan 

xSgoiSir J. Miller’s Sanfoin 

1891 ;Sir F. Johnstone’s a c Conimoii 

xS^iLord Bradford's Sir Hugo 

1893' Mr. M<‘Cahnont’s a c Isinglass 

xS^iLord Bosehcry's a Ladas 

Rosebery’s e Sir Visto 

xS^Prince of Wales’s c Persimmon 

xSwiMr, Guhbin.s’.s n e Gaitee More 

xS^iMr. J. Ijamach’s Jeddah 

iS^jPuke of ’Westminster’s u c Flying Foxj 
x9oo’Prmcc of Wales’s a a Diamond Jubilee 
tT9ea:;Hr, W. C. Whitney’s Tolodyovski 

i9<wtiMr. J. Giibbins’s Ard Patrick 

xgwaSir J. MIWeFs n c Ibxjk Sand 

|x9<j4Mr. L. da Rothschild’s a St. Amant ... 
'*9<i»!5|l/ud Rosebery’s Cicero 

BL Loder's d Spearmint 
|Mr. E, CrokeFs Orby 



II to 2iT. Caninm ... J. Porter ... 

S to xjc. Wood :.T. Porter ... 

xoo to 8jC. Wood |R. Sherwood 

100 to 7,8. Loates ... Jevvitt 

75 to 40! F. Archer ...IM. Dawson 

4 to giF. Archer ...'J. Porter ... 

xoo to 9! J. Watts LH. Gurry 

5 to 6iF. Barrett ...;G. Dawson 
8 to iiiT. Loates ...iG. Dawson 

TOO to 15 J. Watts ',T. Porter ... 

xoto iilG. Barrett Porter ... 
40 to xjF. Allsopp ...i'r. Wadlow 

4 to gsT. Loates ...;Jewitt 

2 to giJ. Watts 'M. Dawson 

to ijS. Loates Al. Dawson 


197 j 4 , 77 S 

2x5 j 5 A 5 o 

|i89'4,9oo 

*89 14,625 
X99 ; 4,700 
X90 14,525 
158 3,67s 

169 ,4,050 
233 | 5,490 
203 5 , 5 X 0 

259 16,960 
229 5 , 5 * 5 ' 
224 is, 450 

22X 


5,670 


Si^CSiev. Ginestrelli’s e Signorinetta 


5 to x'J. Watts R. Marsh ...' 276 

X to 4 C. Wood :S. Darling...' 291 

xoo to i.O. Madden..., R. Marsh ...{276 
2 to 5M. Cannon... J. Porter ..,,264 

6 to 4 H. Jones R. Marsh ...J 302 

5 to »L. Reiff ...... J. Hnggins I279 

xoo to 14' J. H. Martin Darliiig 1 282 5450 

4 to 6,D. Maher ...,G. Blackwell, 295 :6, 450 

5 to xK, Cannon... A. Hayhoe I260 
4 to IX D. Maher ... P. Peck ; 292 

6 to X D. Maher ... P. P. Gilpin i 285 

100 to 9 J. Reiff J. Allen 278 

xoo to xiW. Bullock... 'Owner 290 


15 a so. 


x8 


„ 7 to 2’Herbt. Jon es R. Mar sh ...'29 9 


» first ?ranch-hml hor«o that'won ; ,i867--snow fell darinff the clay ; iSeo-second received 300 sovs. 
yd tw third »#? stovs, out of the stakes ; altered t<i New Level rest ; ^76 — Kisber, the first Himgarian- 

^ CSte ^ j£6,soo, with at least £400 to the second and to the 

Sir ? m 4 Record time ; e won the Oaks. 
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212Einner0 of 1900-1909. 


4 x 5 


ECLIPSE STAKES of ;^10,000. 
(SANDOWN PARK).— (xK miles.) 

OAKS. 
Derby Course. 

!sT.LlGER,t 
.j. xm. 6t xssyds. 

TT. R . H.P.nfWlK’sB’m’nd Jubilee,a3’9st4lb{9) 
Mr. Kincaid’s Epsom Lad, 43’ 9st islb {i3) - -1 
Buke of lievonsliire » Cheers, sy Sst 81b (12). 
Mr. J. Gubbins’s Ard Patrick, 43' lost sib (S'! 

1 Buke of Portland's l>arle3'Bale,33’9stilb(7)} 
Mons, E. Blraic’s Val d’Or, 33’ gst xlb (6) . . 

1 Mr. L. Neumann’s Llangibby, 43* gst xslb (9)1 
i Mr. W. B. Ptirefoy's Lalbv, 43’ 9«fc islh (7) • • 1 
1 Mr. J. B. Joel’s Your Majesty.sy 8st 131b (lo).; 
i Mr. Fairie’s Bayardo, 33' 93t sib 14) ' 

La Roche 

Cap and Bells. 
Sceptre .... t v. . 
Our Lassie 
Pj-etty Polly .. 
C'henyLaas 
Keystone H .. 
j Glass I toll .... 
ISignorinetta .. 
Pcrola 

!B’m’nd Jubilee 

1 Borides. 
'Bceptre 
•Rock Sand .... 
iPretty Polly . . 
I'Challacombe .. 
i.Troutbeck .... 
llW’ool Winder.. 

1 Your Majesty.. 
i:Ba5’ai-do 


;2,oooGTriirs. 

1 Now X mile. 


D’m'nd Jubilee j 
■Hamlicapper. 

; Sceptre 


l.OOOGTJIKS. 

Now I mile. 


iWinifreda. 

Aida. 

'Sceptre. 


Rock Sand . . . . i Qumtessence. 

St. Amant 1 ; Pretty Polly. 

Vedas I lOhei ry Lass. 

Gorgos '1 Flair. 

Slieve Gallion . . ; 'V' itch Elm. 
Norman III. . . | Rhodora. 
Minoru. oElectra. ____ 


t This race was established in 1776, but did not receive the name until X778, when it was named out of compli- 
ment to (Jol. St. Leger, and run for the first time on Boucaster Town Moor. 


J900 

X90X 

X90S 

1903 

1904 

1905 
X90& 
X907 
X908 
»909 


ASCOT CUP. 

ssi miles. 


GOODWOOD CUP. 

21 miles. 


Merman (a) gst 4lb 

Santoi 4y gst 

William the Third 45’ 9.«t 
IRaximnm II. 4y Qst — 
Throwaway sy 9St 411) — 

Zinfandel sy gst 4lb 

Bachelor’s Button ia'!9st4lb 
White Knight 4y 95t . . . . 
White Knight s^ gd 4lh. 


IVlazagan 4y gst 3lh 

Fortunatus sy 8st ; 


Bomba sy 7st 710 i Carrousel sy yst 51 h 


Perseus sy yst ilh 

Rabelais sy yst all ► 

, Saltpetre 4y yst lolb. ..... 

j Red Robe 4y yst lolV) .... 

I Plinu Tree sv 7st izlb 

White Knight 4y 9St lolb. 
1 Radium S3’' 9st am, 

;i sy "" 


DOKCASTEB CUP. 

s miles. 


GOLD VASE, ASCOT. 

I a miles. 


King’s Courier sy 8st 41b 
f Merry Gal 4y 9st 811) . . 1 
1 Sidus (d.h.) 4y ost 4lb. . ) 
William the Third 4y lost 
Wavelet’s Pride 6y gst sib] 
Robert le Biablc sy gst sib! 
B’chel’r's Button Sygstialb 
Velocity 4y 9st 4lb — .... 

Velocit3* sy lost ilb 

Radium sy lost ilb 

Amadis sy Sst xilb ...... 


Solitaire 4y 8st 4lb 
Mackintosh sj" yst 81b 
Ice Maiden s.y 7st sib 
Zinfandel 8st 4lb 
Bachelor’s ButtonsygsfSlb 
B’chel’r’s Button 6y9sti3lb 
White Knight sy 7St fill) 
Golden Measure s?' gst 81b 
Pillo sy 7st lolb 
Amadis sy yat 81 b 


ALEXAKDEA PLATE 
(ASCOT) I 

Now 3 miles 6 fur. 85 yds. | 


^’MARKET STAIfES.iHUE-T CUP (ASCOT; 


Newmarket snd Spring. 
X mile 3 fui-. 


X900 

X90Z 

Z902 

X903 

1904 

190 s 

xgo6 

*907 

X908 

1909 


(iadfiy 43’ Sst lolb 

Kilmarnock 43’ 9^'t ! 

Wm. the Third 4y 9, -it lolbl 

Arizona 4y gst sib i 

Zinfandel 43* gst sib ' 

Hammerkoi) sy 9wt zlb . . i 
Hammcrkop 6y gst 8lh . . , 

: Toriioint (a) 9st 7lb ! 

I Torpoint (a) 9st lalb . 

P m^a sy gst 61b. . 


Diamond .1 ubilee ost .... 

William the Third gst 

Fowling-piece gst 

Flotsam 9.st 

Henry the First ost 


New mile (7fuv. 166 yds.) 


Stealaway 43’ 6st 71b 

Solicitor 4y 7at 4lb 

Kuustler 7st sli.) 

’ — y 7St5lb .. 


Cicero gst Andover 4y 8st 

Lally 9st ....... ! Dinneforci 4y yst 81b 

Acclaim gst ! Lally 4y 8st . . . . 


X900 

xgoi 

1902 

5903 

X904 ! 

X905 

X906 

X907 

1908 

X909 


CESi^EWITCH. 

Jfo’A^s miles 3 fur. _ 

C'larehaven 4y 7st 131b. 
Balsa rroch sy 6.st slh . 
Black Sand sy Sst sib . 
Grey Tick .aged Ost gib, 
Wargruve 6y 7st 4lb . . . 
Hanimerkop sy 3st gib 

Mintagon sy 7>l 

Demure 4y 6st gib ..... 

Yentoi 4y 7.i;t xlb 

Submit 3 3' 6st i3lh 


1 St. Wolfgst i Billy the Verger 4y6sti3ll 

I l.iouvi em gst 1 Baric Ronal d 4 .’|;^ 7 st sib .. 


STEWARDS’ CUP 
(GOODWOOD). 

T. Y. C. 6 fur longg. 


Royal Flush (a) 7st sslb 
O’Bonovan llossa 4y 7st 
Mauvezin 6y Sst sib 
Dumbarton C'aRtlo3y7fit4lb 
Melayr 33’ 6st gib 
Xeny 4y yst gib 
Rocketter av 7st 6lb . 
Romney sy 6st sib , 
Elmstead sy yst 
Mediant sy 7st 131b 


, CAMBRIDGESH. ■ 

INow last m.&sso yds. A. F 

1 iJerrifi 4y vst gib i 

i Watershetl sy yst 7lb . . 

1 Ballantrae sy 6st81b . . , 
I llackl er’s Pri d esy 6st xol b [ 
j H ackler’s Pride4v8stiolb| 

I Velocity sy 6st sib 1 

1 PolymeluR 43' 8st xolb . . 1 


Land League &y 7s 1 131b I 

MtiTCOvll sy 7at xolb j 

0hristmasl>ai s.y4y7 sl3ll)' 


>RA1TD PRIXDE PARIS. LIXCOLKSH. HDCP. 

X mile 7 furl ongs. ^ j i mile. 

ilaron Sebickler’s Seine.ndria ..j Sir Geoffrey sy Sst 61b 
>Ions. Gaillaut’s Ohen Little Eva 6y 7Kt slh 

M.E.dcSt.Alary’sKizilKourgan’ St. Maclou 4y yat isiV) 
Mons. E. Blanc’s Quo Vadis ..I Over Norton 6y 7.st 61b 

Mons. E. Blanc’s Ajax i Uninsured 43’ 7P,t xolb 

Mon,s. E. Ephnis.si’.s Ifiiiusscur I Sansovino 43’ 7st 6lb 

Major E. Loder'a Speannint I Ob sy Sst 

Bn. RoUiscluld’s Sans Souci J 1 .1 Ob 63' Sst xolb 
Mr.W.K.Vanclerbilt’sNortheasti Kftfnr Chief 6y 7st iilb 
Bn.M.deRothgchikl’sVerdun f I , * Duke of Spart».53 '6stxxl b 


GRAND NATIONAL. 

4 miles 856 yds. 


xgoo 

xgoi 

xgos 

X903 

X904 

190 S 

X906 

1907 

1908 

1909 


ftriTt-tr 0, cTT'RTrpiPi ft’W INEMPTON JURJIfEE. 

iS: * Snrinff MeetiT-ir 


Ambush 11,, 6y ii.st{3il)) 

Grudon, aged, lost , 

Shannon Lass, a. lost ilbj 
Brmncree, aged, xist sib 
Moifiui, aged, io3t 71b . . , 
Kirkland, aged, ixst sib. 
Ascetic’s Silver, a., lost gib' 
Eremon. aged, lost xlb . , ' 

Rubio, .aged, io.?t sib 

Jmtteur I II,, S3' xost xxlb 


ti miles. 


Grafter, aged, 8st xolb 

Ausfcvtilian Star sy 7st xolb* 
First Principfil sy 7Rt Clb 
Erambilla 33' yst ifb, . .. . ., 
Robert ie Bial)ie5y 8.stslb| 

Pharisee 6y Sst slh 

Bean Swift sy yst nib . 
Velocity sy 9st slh. ..... . . 

Beau. Swift, aged', Sst xslb 
White Eagle 43' 8st ylb ' 


Kemptoii Spring Meetir-g. 
I mile ; from xgeo iit mib s, 


Sirenia 53’ Sst 61]j 
Santoi 4y 8st gib ......... 

Koyjil (Jeorge 43’ est gib . 
YpaiUmti sy Sst xlb ..... 

Ypsilanti 6y gst sib 

Ambition 43' yst ilb 

Bonnetta 6y Sst iilb . . . 
Polar Star 33* 7st xslb . , . 

Ha3'den 43' 6st xslb 

ElK>r4y73t7lb 


jPCSS. OP WALES’S M 
Newmarket xst J uly. 
x mile 4 fur. 


Merry Gal ay yst 13 
Epsom Lad 43* gst sib 
Velcs 43’ gst sib 
Ard Patrick 43' g^t 81b 
liock Sand 43' 9Ht sib 
St. Benia 43' Sst sib 
Biiiiiefor<i 4y Sat 4ib 
PolymeluR sy gst 7lb 
Queen’s Advocate4y8.Rt xolb 
Bark Ronald 4 3' gst xlb 


champion STAKESi 
(NEWMARKET). ! 

snd October; j 
Now' t mile 2 fur. I 


xgoo 

190X 

xgos 

xgo3 

1904 

xgos 

X906 

X907 

1908 

xgog 


Solitaire 4y gst (4) ' 

OslMMih sy 8st slh {3) ' , 

VeleS4y gst (4) 

Sceptre 43' 8^ ixlb (3) — . 
B’eherr’s B’tt’nsy9St4lb (4) i 
Pretty Polly 4y 8st xilb (s) 
Polymeduz 4y ^ (s) . . 
Galvani sy Sst 71b (6) — 


NEW STAKES 
(ASCOT). 

For two-year-olds. 
S furlongs 144 yards. 


MIDDLE PK. 
(NEWMARKET). 
6 finiongs. 


c, byMoIton, LimosaSstxolbl 
I ).of W estmnstr.8dtiolb(xo) ' 
Sermon Sst xolb (13) . . , 
Montem Bat 7 lb {X4) .... 

Lkingibby 8st xolb (9) .... 

Oolonia Sat 7tb {7) 

Slieve Gallion Sst xolb (g) , 
-Sir Archibald 8stw>lb.(i6) 
"Bayardo Sst xolb (zs) . . ; , i 
Lemberg 8st lolb (xx) ... 


PLATEiDEWHURST 


Floriform 8st xolb Ixo) 

Minstead 8st xolb (g) 

Flotsam gat sib 18! 

Pretty Polly gst (7) ...... 

Jardy $st sib {9) 

Flair 9st(7> 

Galvani gst sib (5/ 

Lesbia gst (7) 

Bayardo gst sib (4I 

Lemberg gst sib (8) 


PLATE 
(NEWMARKET). 

Last 7 fur. of R.Jf , 


Lord Bobs 8st gib fxo) 
Game Chick gsu slh (xo) 
Rock Sand gst gib (8) ■ 
Henry the First gst slh (9) 
Rouge Croix Sst gib jg) 
Pieton 8st gib (7) 

My Pet If. gst slh (s). 
Rhodora 8st ylb (g) 
Bayardo gst sib (6) ■ ' 
Lemberg gst sib (s) 
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HENLKY EEIJATTA, 

Cf RANI) t'n ALLKNGi: Oui'lElOUT OaRS). 


ijooiLeander T ' 

J9oi|rj''an(ltir C 

igoaiTlurd Trinity (C.j 

1903! Leander ( - 

1904! Ijwiudcr 0 

igosjLeauder (.■! 

1906 } (jlub Nautiiiuc (le Gaud, 

1907! f Bolgium* 

j9o8!Chriat Gh. College, Oxford . 
j Oluh Naiititiuo do Giind, 

Belgium : : 

* Bii'at Por cign victory . 


M. a, 
7 6 
7 5 
7 17 
7 9 
7 20 
6 58 
7 9 
7 3* 
7 10 


Diamond S<a’u.s. 


WIHGPIELD SCULLS. 


Amateuh Championship op Thames. 
PuTNEy TO Moutlake. 


OLD BILLIARD CHAMPION- 
SHIP (on Special Table). 


S900 

1901! 

1902. 

{ 1903 
i 1904 
( 1903 

*9o5 

1907 


E. G.Heramerdft, Un. C.O. . . ' 
C.V. Pox, Gda. Brig. R.C. .. 
P. a Kelly, BallioUO.t .. 

F. S.' Kelly, Leander (\ . . : 
L, F. Scholos, Toronto . . i 
F. S. Kelly, Uandur (!.« . . i 
n. T. BkekstafTe. V.R.C., . ^ 
Cai)t. W. H. Darr.'dl, House-! 

hold Brigade Boat Club. . ! 
A. M ciklloch, Leander 11. C. j 
A. A.Stuart, Kingston R.C, ! 
* Record. 


M. s. ! 

843 I 
85: ' 
859 ' 
8 4x I 
8 33 i 
8 10 ! 
8 35 ! 


C.V.PoxBrig.ofOds.R.C.’^ . 
'H. T. Blackstaffe, V.ll.C. . 

A. H. Cloutte, L.11.C 

P. S. Kelly, Leander C. ... 
■St. G Ashe, Thames R.C. . 
H. T. Blaokstaffe, V.R.C. , 
II. T. Blackshifre, V.R.C. . 

J. G. de Edye, A.R.C 

H, T. Blaekstaffe, V.R.C. . 
A. A. Stuart, Kingston R.(,' 
* Record. 


M . a. ' 

22 50 
24 16 

24 23 

23 3= 
33 25 

25 17' 
23 to 

35 51 ; 
% 

26 25 


1871 

1872 

1874 

187s 

1875 

1S77 


iS3i* 

1SJ3 


Winner. 


AV. Cook b. J. Bennett. 

W. Cook h. ,T. Roberts, jr. 
W. Cook b. J. Roberts, jr. 
J. Roberts, jr., beat Cook. 
J. Roberts, jr., beat Cook. 


J. Roberts, jr., beat Cook. 
’ ^ "bee 


WORLD’S AQUATIC 
CHAMPIONSHIP. 


Vr. 


Winner. 


9 24 
825 
8 30 


ETC >N AND H ARRO VV. 


Vr. 


18915 

*897 

1898 


X900 

X90X 

xgo2 

1903 

1904 


Winnvtr. 


1907 

1908 


Drawn, 

Drawn. 

Harrow won by 9 wickets. 
Drawn. 

Harrow ■won by i wicket. 
Harrow won by xo wickets. 
Huitow' won by 8 'wiekets. 
Eton, by innings & 154 runs. 
Eton, by innings & xz runs, 
Draw'll. 

Eton won by 4 wickets, 
Harrow won by 79 runs. 
Harrow won }>y xo wickets. 
Drawn. 

Har row 35 . Eton 31. drawn i3. 


1396 

1396 

xqoxt 

*904t 

*9031 

X906 

1907 

X907 


19095 


; J. Stanbury h. T. Sullivan. ; 

J. Stanbury b. C. R. Harding. ' 
I tl. Gaudaiir b. J. Stanbury. 
i G. Towns /), J. Gaudaur. ; 

, G. Towns b. R. Tressider | 

■ d. Stanbury b. (b Towns. 

G. Toivns ?>. iT. Stanbury. 

' G. Towns h. E. Dunian. 
i M'. Webb h, G. Towns. 

I R. Avnst h. W. Webb. i 

i R, Amst h. W. Webb. I 


t7. Bennett beat W, Cook, 
d. Bennett heat T. Taylor, 
d. Rolierts, jr., beat Cook, 
d, Roberts, jr., h. d. Bennett. 
* Bennett resigned. Cook d. 1893. 
t Roberts made the largest break 
of tlicse inatches~iss. This and 
the ])roviou.s match were 3,000 up ; 
the otliers, saving the first, 1,000 up) 
1899, 1st champion Billiard Asso- 
ciation rules, C. Dawson ; then H. W. 
Stevenson. In 1905 H. W, Stevenson 
defeated C. Dawson several times. 
Di 1906 and 1907 there was no match. 

In 1908 M. Inman challenged, and 
became champion by default of any 
answer. In 1909 there Avas no matcli. 


LAWN TENNIS CHAMPIONSIIT PS. 


After Trickett had carried off 
the Championship to Australia in 
1876, a Ch:unj)ionship of England 
Cup was instituted, wliieh, after 
being held in tuni by R. W. 
IU)vd, d. iri.ggins, and "VV. Elliott, 
was finally won by Ffaiilan, when 
he defeated tJie latter in 1879, 


t In Canada. J In .Australia. 

§ In New 


X902 , 

1^3 • 

1^4 
x^S ■ 
. 

x ^7 . 

Z908 . 
1909 . 


. . .IT. L. Doherty (G). 

. . . Miss M. Robb (Ll, 

. .H. L. Doherty (G). 

..Miss D. K. Douglass (L). 

, . H. L. Doherty (G). 

..Mi.ss D. K. Douglass (L). 
.,H. L Doherty (G). 

. .Miss M.Sutton,.Ameriea(L). 
..II. L. Doherty (G), 

, ..Miss D. K. Douglass (L). 

. ,N, E, Brooks, Austmlia (G) 

. .Mi.ss M.Sutton, AmerieafL) 
..A. AV. Gorc(G). 

. .Mns. Sterry (L). 

..A. AV. Gore (G). 

..Miss D. Bootld^' (L). 


DOGGETT’S GD.AT AND li.VDGE. 


Yr. 
' 1900 

1901 

1902 

1903 

X904 

1905 

1906 

1907 


JVVirmer. 
d. d. Turffery, ilanksitle. 
A, If. Brewer, Putney. 

It. G, Gdell, Lambeth. 

11. Iktrvy. Breutfoi’d. 

W. A. PiiWi'y, Lambeth. 




H. Silvester, Hammersmith, 
•; E, L BpcA,cr, Putnt'.y. 
i A, T. Cook, H ammo-smith. 

; d, lirabam, Erith. 
j (bm, Rokrt Lm-k, Erith. 


MISCELIANEOTTS RECORDS. 

Cricket.— -Highest score, A. E. Stoddart, 485. Hampstead ?>. 
Stoics, 1886 ; A. E. J. Collins (at/e 13), 628111 house match at Clifton 
(.iollege. 1899. Engli.sh largest gross score, Orleans Club i-. Rick- 
ling Green, 920, Aug. 3rd, i832. in a first-class match, A’oi'kshire, 
887, n AVarwiekshire. .May 8, 1896, Also in first-class cricket, 
highest individual score, A. C. Alaclaren, 424, for Lancashire r, 
i4omor.se t, at Taunton, duly, 1895. Lowest score in an inning:?, 
X2, by Oxford University (one man absent) v. M.f.'.C. and Grouml, 
at Oxford. Alay, 1877, .Alost runs made in a year in England, 
“ by T. Haywanl in 1906 in 61 innings (8 times not out), aver. 


AVATEULOO GUP. 


cvious best, 3309 by Abel, 1901, m 68 innings 18 not outs), 
taver. ss'is. Also T. Hayward in 1906 equalled 0, li. Pry's record 
' )f 13 centuifies in one se:ison. Engltiud v. Australia matche.s, 


Year. 

'x900 

X90X 

tgm 

tm 

X904 


, "'No.MINiVi'OH.,'^^ ,1 WjINNKH, 

[Sir. dT H. Blbby.... Fearless Footsteps 


Mr, G. F. Fawcett .... Fanidon Ferry, 
Mr. d. H, Bitiby Father Flint,. 


xtjoe, 


„ 1 47 in .-Vustralia.. 39 iuEnglind. England has won 35. Australia 3i, 
idr.iwn X7, Total 86, Thiowing the Cricket Ball, X27 yd,s. i ft. 
' lain., by W. H, Game, at Oxford, 1873. 


Mr. <». Darih!;?i)u.... Homfray. 
MnW.H. Pawsf-m.... Pistol if. 

.Mr. 11. Hardy Hoprend. 

Bir R. AV. B, dartiine lx»ng Span, 

iMr. E. i-lulton Hallow Eve. 

Id. E. Dennis Dendraspis. 


London to Brighton V7alk.— Record by H. L. Ross. 8 hr.s. 
IX mins, 148 sec.s., Hept. 4, x909.' London, Brighton and back 
record, T.E Hammond, iShrs. xsinins. 37 sees., 1907. 

Record in a six days' professional contest, 623 m. x,3®o J'ds., by 
J. Lifctlewood. New York. 8th December. x888. 


G. Littlewood, New ATork, 8th December, x 
Trotting.— Fastest mile, in America, i ra. 58i s. by Lou Dillon, 
Oct. 34, 1903. Fastest pacing mile, xm. 55 s., Dan Patch, at St. 
Paul, U.S.A., Sept. 8, 1906. 


EOOTBAIL. 




“HiNGLAN D V. HCOT- T" ’ '^COUNTY 
1 LAND. g.fc. g.t.i CHAMPIONSHIP. 
xSflo, Drawn .... 0 0—0 o , Durham. 

*991 . . 0 »— * « I Devonshire. 

0 »— o X I Duriiaitt. 

» I Dnrlmtt*. 

i)904'Scotto4 ® * I Kent. 

,. I X— 0 o , l^rham. 


Devon, 

Devon and Durham j 
(joint holdersi. 


AvSSOCIATION. 


ENGLAND e. SCOT 
LAND. g. g. 

Scotland . , . 4 to x 

Drawn 2 to a 

Drawn 2 to a 

Scotland .... a to X 

England xioo 

England xtoo 

Scotland atoi 

Drawn x to x 

Drawn xtox 

England a too 


ASSOCIATION CUP. 


Bury b.' Southampton 4—0. 

Tottenham Hotspur b. ShefiBeld United 3— x. 
Sheifield United 0. Southampton a— x. 

Bury ?). Derby County 6—0. 

Manchester City fe. Bolton Wjmderers i— o. 
Aston Villa ?>. Newcastle United 2—0. 
Everton b. Newexstle United x-o. 

Sheffield Wednesday b, Everton 2— x, 
■W’harapton 'Wanderers b. Newcastle U. 3—1. 
Manchester United b. Bristol City x— o 


Newcastle United are the League Ohampions. 


WHITAKEB^S ALMANACK, 1910, 


417 


S'te iieets «n iSmilj. 


ETONIH& (AMATEITES). i| 

Yds. 

. Name, ■ 

Year 

Time. 

ioo| 

xzo 

A. F. Duffy a, ... 

X90Z 

41 . 51 . ■ S. 

D. J. Kelly a ... 
See Note A 

1906 

jo 0 9 j 
0 0 IX| 

ISO-! 

C. G. YVobd d ... 
C.J.Monypennye 

1887 

1892 

Vo 0 14I 

1 

zoo< 

E. E. YValker ei 
E H. Pelling e... 
A. B. Downer e... 

1909 

1889 

189s 

) 

>0 0 19I- 

1 

azo 

G. Jordan e 

B. J. Wefers a,.. 

1896 

i8q6 

0 0 21t 

Z50 

E. H. Pelling ... 

x888 

0 0 24'^ 


B. J. Wefers o- ... 

1896 

0 0 3o| 

440 

M.,W. Longa ... 

1900 

0 0 47 

500 

T. B. Burke a ... 

1807 

0 0 S7| 

6oo| 

T. E. Burke a ... 
E. H. Montague e 

1896 

1908 

}o , Il{ 

880 

C. L. Kilpatrick a 

189s 

0 I S3|- 

1,000 

L. E. Myers a ... 

1881 

0 z 13 

1,3*0 

fW. G. George e 

1882 

0 3 

Mis Ii 

fj. Binkse 

1902 

0 4 i6f 

2: 

A, Shrubb e 

1904 

0 9 

3 

A. Shmbb e ...... 

1903 

0 14 17? 

4 

A. Shnibb e 

1904 

0 19 23I 

S 

A. Shrubb e ...... 

1904 

0 24 33 f 

10 

A. Shrubb e ...... 

1904 

0 so 4 o| 

20 

G. Orossland e... 

1894 

I SI 54 

30 

J, A. Squires e... 

188s 

3 17 3^^ 

1 40 G. A. Dnnnmg e 

18791 

4 50 I* 

\ 50 

J. E. Dixon e...... 

1885 

6 x8 z 6 f, 

j xoolJ. Saunders a ...liSSz 

17 36 14' 


II (PEOEESSIONALS). j 

Name, 

Year 

Time. 1 



H. 

M, 

. s. 

E. Donovan a 

x886 

0 

0 

S>l 

H. Gent IF 

1887 

0 

0 


H. Hutchens •([ d 

t-, 

00 

00 

H 

0 

0 

Hi 

0 . Seward*!! ... 

1847 

0 

0 

191I 

H. Hutchens 

I88S 

0 

0 

2tf 

H. Hutchens d... 

x888 

0 

0 

*54 

H. Hutchens ... 

1884 

0 

0 

30 

B. Buttei-y 

1873 

0 

0 

48I 

E. C. Bredin 

iSqq 

0 

0 

59 

J. Nnttall 

1864 

U 


E. 0 . Bredin 

i8q7 

r 


13 

F. Hewitt c 

1871 

0 

X 

534 

W. Cummings... 

x88i 

0 

2 

17 

W. Bichards ... 

1866 

0 

3 

7 

W. G. George ... 

z886 

0 

4 

X2^ 

W. Lang 

1863 

0 

9 

XI4 

P. Cannon 

x8S8 

0 

14 

xs 4 

P. Cannon 

x888 

0 

19 

* 5 f 

J. White 

1863 

0 

24 

40 

H. Watkins...... 

1899 

0 

SI 

54 

Len Hurst 

1900 

I 

S 3 

4*4 

G. Mason 

x88i 

3 

15 

9 

J. Bailey 

i88x 

4 

34 

27 

G. Cartwright ... 

X887 

5 

SS 

44 

C. Bo well a 

x88z 

13 

26 

30 


Pi’ofessional Ilecorda.— Greatest distance run in i hour, 
j II m. 1,286 yds., bj' H. Watkins, Sept. z6, i8m, at Roch- 
dale; 2 hours, Henrjf Sb.-Yves, 20 in. 942 yds., paced, at 
1 Colonibes, Feb. 19, 1909. ,J, Bailey (1881) ran M ni. in 
I 4 hours. C. Rowell ^ ra, 1,540 yds. in xz hrs., and 


BILLIAEDS, 

Bkst “spot-in" break (exhibi- 
tion match} 3,304, by W. J. 
Peall, 1800; match for money 
2,031. by W. J. l>eall, 1888. Best 
smt-barred breaks, 1,392 by J. 
Roberts, 1894, and 1,467$ by T. 
Taylor, 1891. Greatest number 
of feT)Ot-hazai*ds in succession 633, 
by W. J, Peall, 18S8. Successive 
nursery cannon record of 180 is 
held by W. Cook, on dan, ix, 
*906. Longest run of successive 
losing red hazards 98, by .b 
Roberts, 1894. Largest number 
of successive screw-back red 
hazards i86, by J. G. Sala, i883. 
Fastest 1,000 up game, all-in, W. 
J. Peall, 1884, 44 min. Fastest 
x,033 spot-barred, ,T. Roberts, 1894, 
S9i min. Under Billiard Associa- 
tion Rules. Major Fleming is the 
amateur champion. The record 
breaks are 8365 {831 oif the red) by 
Geo. Gray, in Melbourne, Aug. 25, 
1909; 802 by H. W. Stevenson, 
Feb, 16, 190.5, recognised by the 
; and 821 by John Roberts, 
Jan. 24, 1905, in Scotland. On 
Oct. 12, 1906, in London, M. In- 
man scored 300 points off the 
red ball. By means of the now 
abolished cradle camion W, Cook, 
in June, 1907, scored 42.746; and 
by the aid of the same stroke 
T. Reece, during June and July, 
totalled 499,135, but the latter was 
not passed by the Billiard Asso- 
ciation, as it was not made eii- 
tirclv in public play. 


t Balls jammed in mouth of 
pocket. § Both the break and 
the number scored off the red are 
records. Gray w^as 17J years old at 
the time. 


1 WALKING CAMATEUBS). | 

(PEOEESSIONALS). i 


Year! Time. 

Name. 

Y’^eai 

Time. 

Mis, j Name. 

xjG. E. Lamer ...... 

2;G. E. Lamer 

3!G. E. Lamer 

4G. E. Lamer 

S:G. E. Lamer 

7 G. E. Lamer 

SiG. E. Lamer ...... 

xo!G. E. Lamer 

20' J. Butler h 

1 50 . 1 . Butler 

xooT. E. Hammond... 

1904 

1904 

1905 
1905 
190S 
1908 

1905 

1908 

1897 

1905 

'1908 

H. 5 t. S. 

0 6 26 

0 x3 iif 
0 20 2S| 
0 27 14 

0 36 04 
0 SO 5 °:, 

0 58 i8|^ 

1 IS S 7 f 

2 49 z 6 

7 52 27 

x8 4 104 

‘W. Perkins 

J. W. Baby 

J. W. Baby 

. 1 . W. Baby 

.T. W. Baby ...... 

J. YV. Baby 

|J, Hibbercl 

IJ. AV. Baby 

iW. Perkins 

J. Hibberd ...... 

i W. Howe.s 

1874 

188- 

1883 

1883 

1883 

1883 

1883! 

1883 

1877 

x888 

1880 

H. M. B. 

0 6 23 

0 13 14 

0 20 zxi 
0 37 38 

0 35 10 

0 SI 4 

0 58 44 

1 14 45 
* 39 57 

7 54 16 

18 8 IS 


Amateur Records.—A. Shnibb ran iz m. 1x36 yds, in 
* hour, Nov. 5, 1904, at Ibrox Park: G. Crossland, 
Septeralier aa, 1894, ran ao miles and a half in a hours, at 


SWIMMINO. 

Captatx MATTnKwWKBB swam 
from Dover to Calais in 21 hrs. 
45 mins., August 24 and 25. 1875, 
Longest time under water. Miss 
E. Wallenda, 4 min. 453 secs., 
in a tank, Alhambra, London, 
Dec, 14, 1898, 

English Channel 
1906 .T, Wolffe, Horace Mew, T. 
Burgess, and Miss A. Kellerman, 
of .\.ustmlia,and others ail failed. 
Wolffe once got within about 
miles of the Freinli coast. In 1908 
and 1909 J. Wolfre, M. Holbein, 
and others also again made fruit- 
less attempts. 


The greatest fiistanoe walked ini hour was 8 m. 438 yds. by G. E. Lamer in 1505; in z hours W. Perkins (18771, 
15 in. 824 yds. ; in 3 hours H. Thatcher (1882), 22 m, 456.1 yds.; in 4 hours W. Franks (1882), 27i miles; in 8 hours I 
,1. Butler (1905!, so m. x, 190 yds. ; in 9 hours H. Swabey (1905), 51 m. i6x yds.; in 10 hours W. Brown (x9o9), 1 

... -n .0 ... t.. ^ (I 909 l, x87 m. 542 yds- ^ i 


1 JUMPING (AMATEUBS). | 

1 Event. 1 

Name. 

Distance. 1 

Year. 

Bunni ng Long Jump 

; Standing Long Jump 

: Buiining High Jump 

'• Standing High .Tump 

P. J. O’Connor e 

Bay C. Ewry a......... 

M. Sweeney a 

Bay C.Ewry a... ...... 

ft. in. 1 
24 III 

11 3 

6 5 ^ 

5 Si 

X90X 

X900 

1895 

190X 


(PROFESSIOIirALS.)/ 


Name. 


T. IT. Keane 

J. Darby 

E, A. Johnson.. 
J. Darby f/ 


Distance. 


ft. in. 
zz 6 
xz si 
6 oi 

6 o 


Year. 


X900 

X890 

188s 

x 8 gz 


P. Dufry e (1901) ; J. W. Mort-on e (1904). R, E. Walker is 
credited with ii 3-5th secs, at Ibrox Park, Aug, g. 1909. 

* Wefers has run xso yds. in 11 2-sth secs., out it is 
not passed by the A. A. A. 
a Made in America. 

6 On grass. 
c In New Zealand, 

t T. P. GoimefF ran 1,320 yds. in 3 mins. a4-sth secs., 


! and X mile in 4 mins. i5 3-5th secs., at Travers Island, 

‘ 1895, both in trial races with pacemakers. 

1 These are the only records generally accepted. Geo. 
Seward’s apocryphal gj secs, is no longer accepted, M. W. 
Long, in 1900, ran a straight quarter in 47 secs, in America. 
d Made in Australia, 
e British amateur records. 

/ Not Music Hall c.\'hibitions, but all doubtful, 
i? With ankles tied- 

h Tom Griffiths walked 20 miles in matches against 
time in 2 hm. 47 rains. 52 secs., Dec. 3, 1870. 


wkitakee's ADMANACK, 1910 . 


4t3 


0n Becorti — cmtimied. 


BUITXSH AKATETTR UECOUBS. 


, 9 4-sfch secs., by A. F. 
ick (Hsu'vard), '1904. 


. {TT.S.A.), on grass, and; 

yds. (hurdles), ig secs., by F. C. ' 


Cycling—ltoad S-ecords. 

24 J/otcn*.— Safety (S'. JR.. Good win, 1898), 
428)niles paced ; safety (E. Buckley, 1908), 


> yds., 31 a-stb Secs., by A, R.. Do^vner, 


3ooytls. i(burdle^,363-Sthsecs..bjO.'(ird8hings, i937.4403'ds.^;| 3Q7K niile.S, 1895. 
1 48|secs., byK. <'5. L.Tmaul, 1889, and 13. C. Bredin, 


; i"5fcli secs., by E. 0. Bredm, 1393. 600 yds., i m. usees., byJ 


Sa 0. G. Vooi'i A. Holbein and J. A. Bennett), 
‘ - ;s, J937.440j’’as.,|| 397J12 niile.S, 1895. 

*8?3. goo yds.,!, MUes.~zh, 33111. 28s. <G. H. Briault, 


i'L Jlontagne.'igoO, 


, _ . 000 jua., * ui, M saes., ny ai, . ouepiieiu.i ' ir*? a ' . i. j-i.. / * i 

xgc^S. 1,000 yds., a m. 14 4”Sfcb secs,, by W. E. Lutyens, 1893, , looMilefi . — bafety 4h. i6ni. 35S‘. (A. A. 
IS., by W. a. George, x88a. i mile, 4 in. i ' 


yds., 3 m. 8.1 , ...., ... . . , . - , 1 . , — — — V --- 

13 4-St.h sees., by J. Binks, igoa. Other British Amateur records ! gh. 33m. igs. (J. E.\yalsh, 1891) ; tandem 
from I mile to soo will be found m table of “ Bests on Record. I , artiai-tT jih , in 

High Jump^, 6 t'b. 4im., by , P. J..8ah.v, x8g8._^ Throwing the; 40. ^3oa^- 


I Chase, 1897, paced) ; 


ordinary bicycle 
sh, 1891) ; tandem 
(JR. J, and A. E. 


1 iiammor, i<k ft. s 3-SWi in.r by S. P. Giliis, tgoS. Patting the i lisley), 1903. 
j Weight (1(5 lb,,_ 7 ft. S(i.), 48 ft. a in., by JD. Horgan, 1897. Pole; x,oooMiles. — ^3u.isn.57ra.(H. Green, 1909). 


dump. K. D. Dickinson, n ft. 9 in., iSgi. 


i Putting the tVeigbt 'ix6 lb.,' 7 ft. S(i.), 49 ft. 7I in., by Ralph 
R.rtse a, 1907. Throwing the Hammer, 16 Ib.,^ J. Flana " ' 


>07. 3’hrowing the Hammer, lO 10.. d. ii'lauafran, 17a ft. 

1 n in., 1904, in America, from 7 ft. circle, A..'\.ir. rules, wire handle' 
1 w'ifch loops. M. Sheridan holds the World’s Discus Throwing 
, record, vi*., 134 ft. a in., at the Statlium, igo8; Free Style, 


The Land’s End toJolui o’ Groats record: 
safety (H. Green), 2d. igh. 3^908* 

London to Brighton and back : safety 
(H. Green), gb. 12111. 14s., 1909 ; tandem 
safety (G. H. Briault and A. E. Ward), 


*OYOLING RECORDS— KILOMETERS. 


Dlst-! 

Name, ] 

Pla( 

liE 




T. Hall 1 

Auteuil 

5' 

xo 

.Paul Guignard 

jMimich 

6a 

- ■, > 1 - , . . 

1 )j 


. 11:" 


9h 

A. E. Walfcors 

»> 

1,000 

Paris ... 


Year.' Time. 




.. X902 

.. X903 
.. 2903 

.. I90S 
.. 1909 
.. X909 j 
• S 9«>9 I 
. 1909 


txni.|T. 


Hall . 


6 i4‘* 

o 35 25 
j o 4x x8 
I o 47 13 
o S3 7 
...11900 23 20 50- 
..{1903; o 1 s'f 


* All these records were made with motor pacing and wind, 
Shields. t Flying starts. 


f (R. Shirley), 2311. 43111,, Oct. 14, 1^5. 

' 1,000 miles (T. A. Fisher), 3d. iph. xm., 

; 1908, Bath to London and hack (F. W, 

, barns), nil. 48m. 42s., 1897. London to 
. Portsmouth and back (II. Shirley), 711. 
M. s. j 39111. 4s., X906. 12 hoursbsafety road record, 
X X ; 226K miles, 1900, by H. Green, unpaced ; 
o 39;^ i also paced, F. R. Goodwin, 245 miles. 

3 585 - ! English 1 Hour Records (Path). 

; Safety, W. T. Hall, C. T., April, *905 
; (4sm. 2ioytls.) ; ordinary, B. W. Attlee, 
1891 (21m. xSoyds.); tandem safety (S. 
MacGregor and G. A. Nelson, X897), 31m. 
1, 660yds. The amateur tandem safety 
record is 29111. i.iioyds. (C. Heydou arid 
il. I’hackthwaite), 1898, and the amateul’ 
safety record 29m. 480yds. (H. Chinn), 
1900. 


At the ytadinm, on duly 3. *905. L H. Bishop es- ; 
tabtlshed an amateur rcc'^rd, riding 513 miles 1430 yards , 
in 34 hours. 


SKATING RECORDS. 


Place, 


Time. ;Ye 


j] 440 v\ , imiriuni — London | o 0 425 

h. on Sept. 5$, 1903. Paul Guignard rode '' i Montreal |o 1 2o| 

iiu'Lts (nearly 63miled in i hour. He was i, ° ^ 

on a threc-cylinder machine ivith a ■; ® Lank, h.J.., 0 g 425 


x^S 


tin Sept. *718, x88), M. Conlang, at The Hague, Hoi- i. - — -- 

land, rode (Ho miles 196 yards in 24 hours, but owing to ' iavds, 1 ^ in. m. s. 1 

his Busiicnsion at the time by the U.V.F. the record is S- dolinaon... Minneapolis o o gf 1 1893 

not m-ognised. At Madihon Htiuaro Garden.^, New York, ' 200 ,1, S. .lohnson .. Minneapolis — ' o o i?! 1 i%3 

DemnlHir. xSgS, C'iiarles Miller rode 2,007 miles 4 laps in 1, aao F.^ Hiam . . — Ijondon i o 0 20?. ( " ' 

X4aht<mrs. j! 440 p, ^ Lindahl ....Lon(l(»n.. jo 0 42f 

At Munich, 

SClis kilo'^ (52.VUI' — 

jiatied by Hoff’man on a three-cylinder machine ivith « , , 
witidslneUk |i 

t)R Aug. aS, 1909, W. ,T. Bailey. Pidytechnic Cy. 0., Ixiat 


his own <inartor-mjle flying start record of ag 4.sth»eca. i| 


l>y s^h'sec., Bailey’s new r<*.cord being ag x-gth secs. | 
This boats the ; ' ' ’ ’ " ’ ' ” 


. the prof essional world’c rticord of ag a-gth secs, j 
, made by T. J. Gascoyne, at Gatfonl, on May g, xgoo. 1 


3 ITaro cl Hagen . Ilamar , - ~ 

f. 7, Nilsson — Minneapolis ! o la oj 

^ , I A. Hcbiebe .. Minneapolis 0x2 o| 

5 o. Rudd Minneapolis ....i o 14 24" 

10 H. Johnson ...Montreal I o 31 nil 

20 A, I>, Smith ..i Minneapolis ' x 6 36'^ 

100 ,7. F. Donoghue,: Stamford, IT.S .. 7 11 38^ 
ao7.v_C'.rM.d^Coning!Ihivos i o 0 


* 85 ^"' . 
X897 

1895 

461 .x8^ 

■ " ' 1894 


XS94 

1896 

X894 

X894 

*893 

igog 


THE NATIONAL AMATEDR WRESTLING 
ASSOCIATION CHAMPIONS FOR 1909. 

(JCMBIALANp AWn 'WjRSTMOHEtAKft Sn%B. 


INTERNATIONAL SKATING RECORDS. 


Weight fgi St.). K. Winskell, London A.WE. 

<Kt, J.Bwt* 


UlMt Weight, .Jf.'Bwl'deley, London A.W.S, 
.R* Wimskoli, LoiSon A.W.S, 


j , If. ‘ C.,rtosB(.jk,^dj«oa Oak STiri.K, 
i»i|« W< 4 #ht. B. SteMom, Olymido A,W.a . * - 

Weight, f . W. Knight. A.W.C, 


Dist. 

Name.'” 

M«tm 

goo 

f J. Wikander ' 
(, S, Mathieaen 

1,000 

1 0. MatMesen, 

x.goo 

! 0. Mathiesen. 

5,000 

1 .T. J.Eden ... 

10,000 

1 P, Oesfciund . 


1 Time, 1 

Year 

n. M. s, j 


0 0 44I 

1908 

1 0 X 31I ' 

xgoo 

0 2 20| 

X908 

i 0 8 37I 

1894 

’ 0 *7 So| 

xgoo 


SweeUsh Cup and Figure Skating Championship of 
GroatiJntain;-'''''''- "■ " ■ 




X903— Mrs. Syers, Figure Skating Club. 
tgiH— Mrs. Syers, Figure Skating Club. 




131 Stone 


Figure Skating Club. 
X906--Mr. H. Torrom^, Figure Skating Club. 


? Club. 


‘ALMANACK, l 9 l 0 . 


3 tttter=®ntDmftg Hworits. 


I Stoiinmnts,4i9 


THE BOAT RACE. 

'Yr.j Wiimer. im. s.j W'o nljy 

i 836|( ’amb ;3<5 oji nun. 

1837 and 1838 not rowed. 
x839|(;aaib — ^31 oji min. 4S see. 


18401 C’amb. . . .. ^ 

x84i;Ca3nb — 3^ 30 1 niin. 4 sec. 1873 jOxford, 6—3. 1843 Camb. won by 54 runs 

1842 Oxford .. 30 451 13 sec. 1874 | Oxford, 5—4- . *84s'c'aiub. won by 6 wkts. 

1843 and 1844 not rowed. 1875 [Oxford, 6—3. 1346'oxford won by 3 wkts. 

i845 < !amb. ... 23 30 36 sec. 2876 |Oxford. 6—3. i847|Can»b. won by 138 r. 

1846,0am]...., 21 5 Two lengths.* 1877 lOamlnadge, 5 — 4 - 1848, Oxford won by 23 runs 

2847 and 1848 not rowed. X878 |Cambridge, 5—4. 1849 Camb. won by 3 wkts. 

o;Many lengths.d 1879 jCambridge, 5 — 4 - i 35 '> Oxford won by 127 r. 

^^lOxford ..'Jsoul Foul.d 1S80 Cam bridge, 6—3. 1851 C. wonin linn. bvi r. 


„ athletics. I CRICKET. 

" 'Yn Kesult. ; Yr -Eesult" 

■ 1869 Cambridge, si-si-a. X839 0. won In linn.byxesr. 

1870 Oxford, 7l—xkt. 1840 Camb. won by 63 inins 

1871 Oxford; Si— 3 S 6 - . * 84 i|Canib. won by 8 runs 


SI If ill 


'29 3oj2-3rds length. 1872 Cambridge, si-3^<f- i842iCa.rab. won by 162 r. 


. 3^ 30 1 nun. 4 sec. 


1842' Oxford .. 30 45li3sec. 
1843 and 1844 not rowed. 


1873 Oxford, 6— 3. 

1874 Oxford, s— 4 . 

1875 Oxford, 6— 3. 


^ o;Many lengths.d 1879 [Cambridge, 5—4- i35'> Oxford won by X27 r. 

1) oul Foul.d xS8o jCambndgo, 6—3. 1851 C. won in i inn. by 4 r. 


z852:Oxford ..|2x 36 27ge<;. i88x O.xford, S— 4. 

1854, Oxford ..;2S 29 *x strokes. 1882 Cambridge, 5— 4 

i8s6;Camb — 23 5* Half length. 1883 Cambridge, 6— 3 
x857;Oxford ..,32 SO'3Sscc.t 1884 O.xford, 6— 3. 

i8S8,(.'amb — 2x23122900. x88s Oxford, si — 3i«. 

i8S9'Oxfc>rd . . :24 40 ; Camb. sank. x886 Oxford, 6—3. 
x86o,Cimib — 26 o One length. 2887 Cambridge, 6—3 
1861, Oxford ..,23 27 48 sec. 1888 Cambridge, 5—4 

i862:Oxford ..'24 40 3osec. 1889 Cambridge, s?.-3-:! 

x863j Oxford ..123 5(43 sec. 2890 Cambridge, 6^3. 

1864 i Oxford . . '21 40:26 sec. 1891 Cambridge, 61-2 

x86s,0.xford ..isi oj Pour lengths. 1892 Cambridge, 5— 4, 
i866jOxford . . 125 48 ic sec. 2893 Oxford, 7—2. 

2867. Oxford ..'22 39|Half length. 2894 Oxford, 6— 3. 
2868[ Oxford ..;3o s6j Six lengths. 1895 Cambridge, 5—4. 

xSdgjOxford ..;2o 4jThreelength.s.o 1896 Cambridge, 5— 4. 


2870|Camb — !23 6 iileri^h, 1897 (Oxford, 4— 3. 

i87x;Canib 23 5 One length. 28^ ‘Oxford, 7— 2. 

x87a'Cainb. ... [21 14 Two lengths.6 x8^t i A tie, S— S-t 
i873;Camb. ... ,19 3S|3i lengths.! 1900 (Oxford, 6—4. 
2874,Camb — [23 ssjai lengths. 2902 i Oxford, 6— 4. 
3^75iO-xford .. 22 2jTen lengths. 2902 1 o.xford, S--4. 


1881 Oxford, 5—4. 2852,0. won in 2 inn. by 77 r. 

Cambridge, 5— 4. i853.0x.wonin2inn.by29r. 
Cambndge, 6—3. 2854 Ox. won in i inn.by.Sr, 

1855 Oxford won by 3 wkts. 
Cxrord, si— 3i«- 2856 Cjimb. won by 3 wkts. 

Oxford; ^3. 1857 Oxford won by 81 r. 

1887 Cambridge, 6—3. 2858 Ox.wonin 1 inn.liysSi*. 

Cambridge, 5—4. 1859 C^amb. won by 28 runs 

1^9 Cambndge, s?.-3i«. i860 Camb. won by 3 wkts. 
2890 Cambridge, 6—3, i86r Camb. won by 233 runs 

1892 Cambridge, 6J-2i§. 2862 Camb. won by 8 wkts. 

1893 Canibridge, 5-4. 1863 Oxford won by 8 wkts. 

2893 Oxford, 7— 2. 1864 Oxford won by 4 wkts. 

Oxford, ^3. 2865 Oxfordwon bysi4runs 

189s Cambridge. 5-4. 1866 Oxford won by 13 runs 

1896 Cambndge, 5-4. 1867 Camb. won by s wkts. 

4~3.* 1868 Camb. won by 268 runs 

2893 [Oxford, 7-2. X869 Camb. won by 58 runs 

x899t ! A tie, s- 5 -t 2870 Camb. won liy 2 runs 

i9«> ! Oxford, ^4. 1871 Oxford wmii by 8 wkts. 

2902 lOxford, 6—4. 1872 C.won iniinn, by266 r. 

2902 jOxford, s-4 1873 Oxford won by awkts. 


^ lengths, 1903 Cambriifge. 8-2. (2874 Ox.won in linn.bygai-; 

^ T® rn 1 ®7®* '*875 bxford won by 6 runs 

1878. Oxford .. 22 23. Ten lengths. 2005 Oxford. 


i878.0xford 
2879 Camb. . 
2880' Oxford 
2882 Oxfonl 
2882{Oxf*inl 


.[23 23. Ten lengths. 2905 [Oxford, 6^—340. 
.,21 20!2j lengths. 2906 jOxford, 7—3.* 

. 21 23i3 lengths. t 2907 Oxford, 81— 2J.§ 


1876 Camb. won by 9 wkts. 
i877jOx. ■won by 20 wkts. 
2878; Camb. won liy 238 r. 


22 54jTliree lengths. 1908 Cambridge. 674. jg'o Camb* won bv o wkts 


1887 Camb. , . . 20 52133 lengths. 

2888 Cand). . . . 20 481 rive lengths. 

2889 Camb. . . . '20 14 Three lengths. 
1^ Oxford , , 22 3 <,)ne Icngth.a 
2891 Oxford ,. 31 48!Ualf length, 
2^ Oxford , . 19 3 i| 23 lengths. 

47iX length 4 ft.a 
39 3i lengths. 

289s Oxford . . 20 50 z.i lengths. 

2896 Oxford .. 20 2;2.sfch.s length. 

2897 Oxford , . 19 X2.s^ lengths. 

2898 Oxford .. 22 25 13 lengths. (t! 

2899 Camb ..... 22 43i lengths. 

1900 Camb. ... 18 47,20 lengths. 


*Ties m 200 and High *884 Oxford won by 7 wkts. 
dnim). *8851 Camb. won by 7 wkts. 

§ Tie in the zoo yds. ^886 Oxford won by 233 r. 

1 3-M ile , intx’oduced . *8^ Oxford won by 7 wkts. ' 
4 AAA. rules for Sliot *88910 won by i inn.& 1051*. 
and Hammer began. *89o:Oamb. won by 7 wkts. j 
Cambridge 22, Oxford *89i[Oamb, won by z wkts. ' 
3* ; g ti es. *8921 Oxford won by sivkts. | 

The tertrecoKistothe ' 


2901 Oxford jAjis-jjwis lengcu./ 440 — 491* secs., by \v. — v 

1902 Camb .... 19 9;5 lengths / Fitx-Herbeit (Camb.) in C?mb 

1903 Camb, ... 29 3 s' 6 lengths.^t 2896 4° i'. 

2904 Oaiid) . . 21 34'4i leiigths. Half-Mile-t min. 54? ^ V* . 

2905 Oxford . . 20 35,3 lengths. secs., ])y K. CornwalUs 

2900 Cam] ) . . . . 29 24,3i length.s. (Oxford) 2904, 1? 7^’^ ^ 

2907Camb.... 20 264* lengths. 2Mile-4min.27tsees. drawn. 

29o8Canib ,.i9X9 2Hengths. by O. C. Henderson 

1909 Oxford .. i9__50 3l lengths. __ Hamilton (0.), 1905, In 2827, 1844. 2888, 1899 
* First mee rowed in outriggers. 3 Miles— 14 min. 44^ 1900, 1901, 1904, and 1909 the 

+ First race in present style boats hy P. S. Hoi*an matches were not finished 
without keels. (t.amb. ) in’ 2893. ■ Summaiy ; — Cambridge 

t Sliding seat.s used for first time. ,:„H’ii'dles— 15^ secs., bj' 36 ; Oxford, 31 : drawn, 8. 

5 The Oxford bow-man caught a ^-^^"^^HltCamb.lirugoy. 

era!) ands]>ri!righisoarwhen leading. High Jump — HI. .j. 
i| Rowed on Thiu-s.; «r On Monday. (Oxford), 6 ft, ' • 

a Bowed on a\Yeilne.sday; h Bowed *876. 

m a snow.stomi; c Bowed on a Bong Jump— 23 ft. ■- 

Inday ; d Two races this year: 5 in.,bya B. Fry (Ox- Tiu'owing the Hammer 
e Bowed m a gale ; / Oxford used m 1892 261b. (7 ft circle), B. H. 

s^ boat. the Weight, Lindsay-Wate^^^ 

Oxfd. 3S ; Camb. 30; dead heat 1877. Ih- (7 ft. squared, 43 ft. 20 in. Tlie sisuaro and 
2839.i^Y e8tmin.ster to Putne3\ *3 iWm by W, W. Coe circle were first intro- 
Smee 2845 Putney to Mortlake (e.x. (Oxford) in igce. Jduced in 1880, 

cent 2846, 1853, and 2863 Mortlake to — r 

Putney). 29o6,PutneytoMovt..Camb. ASSOOIATIOH FOOTBALL.- Oarrord 

^jron 17 inatches, Car^moe 27, and a have bS5 i 
^ ETJHBY FOOTBALL,— Oa:7o'i^^f draxon. In 1908-9 each side sc ored i goal. i 

have •won 25 inatches, CarnSridfi'S 12, OOLF.— Oa/orot'We won m rofl7cii7r~7w~ i 

Whitaker’s alhakack, 191^ 


22 3i,'2-5ths"lengtli./ 
19 9'5 lengths / 


.'3 "3^4 a J 

girt o 


.1 

Eh .S.S.a 13 a.j || 
' iSS'gl'^o 


‘ 85 to tiO' 


ijillli 


_ 8,8.g.|.|gv8, 

o’ -S C 8 


Sdfe&?EHp* 


^ ^.s.s,s.s,ss 


t. i'i i ; ; I 

g doH tn m 05 on aj 
is 'p .'rt'rt'S'Tj'rt 
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420 l^untg anti f^ottntis- 

Staghounds Ungland, 17 packs {417 couples) ; Ireland, 3 packs (106 couples). 

jroxWnds;— Eni^and and Wales, 176 packs (over 6,700 couples); Scotland, ti packs (358 couples); Ireland, 
24 packs (roos couples). ■ • . ...... 

Back. I Coupi.es. I Master. | Kennels, 


Atuory’s (Sir J.) 25 

Antrim, East 24 

Berks and Bucks as 

Burton's (Mr.) ao 

County Down 4® 

Devon and Somerset ^ 

Enfield Chase *3 

(lerard’s (Mr.; ! 27 

Mid Kent 1 24 

New Forest ; 25 

Norwich 1 *4 

Oxenholme ; 

Kibblesdale ! 32 

Eothsehild's (Lord) | 30 

Surrey i 2 S 

Ward Union ! 42 

Wamham * 22 


Staghounda (20 couples or more). 


Albrighton .... | 

Atherstone i 

Badsworth j 

Bathurst’s, Earl {\ . W. H. ) . . j 

Beaufort’s {Duke of) 

Belvoir 

Berkshire, Old 

Bicester 

Blackmore Vale 

Blankney 

Bramham Moor 

Cambridgeshire .. .; 

Cattistock — . — ; 

Cheshire 

Cotswold ; 

Cottesmore 

Crawley and Horsham .... 

Oroome 

Dartmoor 

Dobson’s (Mr.) 

Essex 

Essex Union 

Fernie’s (Mr.) — 

FiUhardinge’s (Lord) 

FitziiVilliuin’s (Earl) 

Pitzwilliam’s (Mr.) 

Lrarth 

Grafton 

H, H. (Haiiipshire) 

Haanbledcm 

Harrington's (Earl) 

Hertfordshire 

Heythrop 


Ledhurj*.., 

Meynell 

Middleton’s { L«ml ) 

Miller's, Mr. (V.W.H.) 

New Forest 

Nortli Warw icksh ire 

Ooiley 

Pembrokeshire 

Puckeridge 

Pytehley 

Quom 

Eufford 

^ithwoM 

Tedworth 

Tynedalc 

Warwickshire I 

Worcestershire ’ 

Wynnstay 

Xa^rough’s (Earl of) .... 
xoiiit and Alnsty 

%»t&nd'R (Maniuess of) . . , . 



Sir J. Amory, Bart. . . . 

Mr. d. Craig 

Messrs, Headington . . . 
Mr. W. P. Burton..,.. 

Mr. S. B. Comlie 

Capt. Adkins 

Mr. D. D. Bulger 

Hon. R, Gerard 

Mr. G. B. Winch 

Mr. G. Thursby & Maj. 

Mr. J. Cooke 

Mr. C. H. Wilson 

Ixird llibblesdale 

Lord Rothschild 

Captain MacTaggart , 
i Mr. Percy Maynard . , . 
' Mr. H, 0 . Lee Steere . 


Holdeniess 70 

Kent, East 1 sp 

Leconfifdd's (Lord) I 80 


jWiir® I so 

ansh's {Duke of j S7 
on’s (Earl of) * so 


f Hensleigh, Tiverton. 

I Brookvale House, Doagh. 

I Highway, Maidenhead. 

! Edgehill, Ipswich. 

j Rockmount, Ballinahinch, county Down. 

I Exford, Taunton, Somerset. 

I Parsley, Shenley. 

! Wrightingtoii llall, Appley Bridge, Lancs. 

! Wateringlmry, Maidstone. 

msoii' New Park, Bi'ockenhurat, Hants. 

I Brooke Lodge, Norwich. 

I Gate Beck, Kendal. 

I Bolton-by-Bowlaml, Olitheroe. 

i Ascott, Leighton Buzzard. 

' Horleylands, Horley, Surrey. 

i Aslihoume, county Meath. 

1 Ockley, Dorking. 


Poxhounds (50 couples or more). 

1 Col. Goulbum j Whiston Cross, Albrighton. 


Earl of Huntingdon . . . 

Mr. J, P. Montague 

Earl Bathurst 

Duke of Beaufort 

Sir G. (Ireenall, Bart 

Mr. L. Paine 

Mr. Heywood Lonsdale . 
Mr. P. B. Mingfield-Digi 

Sir R. Filmer 

Mr. G. R, Lane-Fox, m.p, 

Mr. D. Grossman 

Rev.E.A.Milne&Mr.W.F, 
Duke of We.stminster . . . 

Mr. H. 0 . Lord 

Lord Lon-sdale 

Col. C. B. Godman 

Lord C. Ben tin ck 

Mr, W. Coryiion 

Mr. W. W. Dobson 

Mr. J. Swire 


1 ■Withevley, Atherstone, Warwickshire, 

) Badsworth, Pontefract. 

i Cirancester. 

Badminton, Glos. 

Belvoir Castle, Grantham, Lincoln. 

* Kingston Bagpuize, Abingdon. 

Stratton Audley, Bicester, Oxon, 

l>y — Charlton Horethorne, Shei borne, Dorset. 

Blankney, Lincoln. 

Bmmham Park, Boston Spa, Yorkshire. 

Oaxton, Cambridge. 

‘.Fuller Cattistock, Dorchester. 

Sandiw'ay, North wich. 

l.?ot.swol(i, Cheltenham. 

.i.shwell Road, Oakham, Rutland. 

West G ri nstead , Horsham. 

Croome, Severn Stoke, Worcester. 

Woodlands, Ivybridge. 

! Trent ham, Sfcokeou-Trent. 

I Harlow, Esse.v. 


Messrs.E. Heseltine&H. Courage! Billericay, Es.sex 


Mr, C. W. Femie 

Lord Fitzhardinge 

Earl FitZAvilliam 

Mr. G. 0 . Fitzwilliam 

Mr. R. H. Gosling 

Mr. C. McNeill 

Mr, G. Evans 

Capt. W. P. StJindish 

Earl of. Harrington 

Major 0 . Jackson 

Ml'. A. Brassey 

Mr. H. Whitworth 

Mr. H, WMAVWiules 

Lord Leconfield 

Sir G.BuUough & Capt.Peac 

Mr. Gerald Hardy 

Lord Middleton 

Mr. T. B. Miller.. 

Mr. W^. de P. Cazeuove 

Hon. A. E. Parker 

Mr, E. F. Arkwright ...... 

Mr. J. H. How<dl 

Mr. E. E. Barclay 

Ijord Annaly ............. 

Captain F. Forester 

Sir IL M. Fitzherbert 

E. P, Rawnsley & Sir W. 0 - 

Capt- W. Faber, M.r 

Mr. J. C. Straker 

Lord Willoughby de Broke 

Mr. A. Jones 

Sir W, Williams Wynn, Ba 

Earl of Y'arborough 

Mr. L. J. Stapylton 

Mar<i«eKa of Zetland 

Scotland. 

Mr. F. Usher 

l>ake of Buccleuch, K..r. . , . , 


..I Medbourne, Market Harborough. 

.. Berkeley, Gloucester. 

., Grove Kennels. Retford. 

Milton, near Peterliorough. 

.. Preestund, Bracknell. 

, . Paulers Pury, Toivcester. 

. . Roploy, Alresford, 

. , Droxford, Bishop’s ^Valthara. 

.. Gcdling, Notts. 

. , Kenesbourne Clreen, Luton. 

.. Chipping Norton, Oxon. 

. . Efcton, near Hull. 

. . Elham, Canterbury. 

. , Petworth Park, Susse.x. 
le licdbury, Herefordshire. 

., tSudbury, Derby. 

, . Binlsall, Malton, York. 

.. Cricklaue, 

. . Furzey Lawn, Lyndhurst. 

. . Kenilworth. 

. . Milton Ernest. Beds. 

. . Slade, Havcrfordwc.st. 

. . Brent Pelham, Bnntingford. 

.. Brixworth, Northampton. 

.. Banw-on-Soai-. Loughiiorotigh. 
Wellow, Newark. 

kc BelcMord, Homcastle, Lincolnshire. 
.. Tedworfch, Marlborough. 

. . Stagshaw Bank, Corbridge. 

.. Kineton, Warwick. 

. . Fernhill Heath, Worcester. 

, . Wynnstay, Hualmu, 

. . Broeklesby Park, Lines. 

.. A comb, York. 

. . Aske, Richmond, Yorkslure. 


Mr. F. Usher 1 Briery Hill, Edrom. 

l>oke of Buccleuch, K..r. } St. Boswells, Roxburghshire. 

Earl of Egllnton and Winton Kilwinning Castle, Irvine, Ayr, 
Ireland. 

Mr. N. W.Loder Craughwell, county Galway. 

S’*' r- ^ \ f Jigginstown, Naas, county Kildare. 

Mr. L Ml Birchfield, Kilkenny. * 

^rtofFingall Nugentstown, Kells. 

Mr. T. Bouf* Grove, Fethard, county Tipperary. 

^ Mantum of Water ford Curraglimore, county Watertord. 

ALMANACK. lOlOr" 


C^e imperial (Eotnagr. 


Thk authorized Coinage of the United Kingdom 
consists of the following i>ieces, those marked* 
only being issued on special occasions ; the issue 
of crowns and double florins has been discon'- 
tinued for several years : 


Denomination. 

Standard 

Weight. 

Least 

Current 

Weight. 

Remedy 

of 

W^eight. 

Gold; 

Grains. 

Grains. 

Grains. 

*Five Pound 

6x6*37239 

6x2*500 

X *00000 

*Two Pound ...... 

246*548^5 

245*000 

0*40000 

Sovereign 

123*27447 

X 22 ' 50 O 

0*20000 

Half-Sovereign 
Silver : 

6x *63723 

6 i*X 3 S 

o*xsooo 

'.'Grown 

436 ' 363 fi 3 

— 

2*000 

Double Florin ... 

349*09090 

— 

1*678 

Half-Crown 

2 x8’x8z8x 

. — : 

1*264 

Florin...... 

174*54545 

1 ! 

0*997 

Shilling 

87*27272 


0*578 

Sixpence 

43*63636 

— • 

0*346 

*Groat or 41/ 

29*09090 , 

— 

0*262 

Threepence 

2X *8x8x8 

— 

0*2x2 

*Twopence 

X 4*54545 

— 

0*144 

*Pemiy 

BRONZE: j 

7*272^2 

i , — 

0*087 

Penny........ 

*45*83333 i 

— 

2*9x666 

Halfpenny .! 

87*50000 1 

. ' — 

1*75000 

Farthing 

43*75000 i 

— 

0*87500 


Standard Gold contains twenty-two twenty- 
fourths of fine gold and two twenty-fourths of 
alloy ; fineness, 9x6*66, or 22 carats. Tw'enty 
troy pounds of standard gold are coined into 934 
sovereigns and one half-sovereign ; one troy ounce 
is, therefore, intrinsically worth £3 lys. io%d., 
and one ounce of pure gold, on the same basis, 
£ 44 «.ix}^d. 

STANDARD SILVER consists of thii'ty-seven-for- 
tieths of line silver and three-fortieths of alloy ; 
fineness, 925. One troy pound of standard silver is 
coined into 66 shillings. [Another Standard, called 
the “ New Sterling” or Britannia, of the fineness 
ix oz. xo dwt. (938*33), is practically obsolete. It is 
occasionally used, however, for high-class plate.} 
fBRONZE is an alloy of copper 95 parts, tin 4 
parts, and zinc 1 part. 

The “KEMedy” is the amount of variation 
I>enriitted in fineness and in w*eight of coins when 
first issued from the Mint. 

Tokens. — No person is allowed to coin any 
token to pass for, or as representing, bronze or 
other money, under a penalty of £zq. 

Light Gold. — A ny person to ^lom it is ten- 
dered may break, cut, or deface any gold coin 
below the least current weight ; but, under the 


t It is iiiterestinp: to note , that the legal weight of 
a wnny IS one-third, of the halfpenny one-fifth, ami 
of the farthing one-tenth of an ounce a,voirdupois. 
1' urther, the halfpenny is one inch in diameter. 


provisions of the Coinage Act, 1891, and an 
Order in Council of x6 March, 189a, light gold 
coin which has not been illegally dealt with is 
received by the Bank of England on behalf of the 
Mint at its full nominal value. 

Bank or England Notes are issued for sums 
of £Sf £so ; also for j£'xoo, £200, £s^> 

and £x,ooo. 

Bank Post Bills are drawn for any sum from 
;^xo to ;i(;i,ooo, and made payable to order at seven 
days’ date, or at sixty days'. No charge is made 
for bills so drawn ; they may he obtained at the 
Chief Office in London, or at any of the branches. 

Legal Tender op MoNEY.--The tender of 
Bank of England Notes is legal in England and 
Wales for every purpose, and by anyone (except 
by the Bank of England). No one can be 
compelled to give change. Gold, if above the 
least current weight, is a legal tender to any 
amount. Silver is not a legal tender for sums 
over two pounds, nor bronze, including farthings, 
for sums over one shilling. 

Old Moneys.— Guinea, zxs. ; Carolus, 231.*. ; 
Moidore, ay.*;-. 6d. ; Angel, xoS , ; Noble, 6^?. 8d, ; 
Tester, 6d. ; Groat, 4d. 

Scots Money. — M erk=x^. x %d. ; Pofind=x 5 . 8 tf. ; 
Shillmg=xd. ; Piack=2 Bodles=4d. Scots. 


dFocetgn iffiroitessf. 

Table por Calculating the Value of any 
GIVEN Weight op Standard Silver in Troy 
Ounces. 

Market Price of Standard Silver in Pence per Troy Ounce. 


Ok. 

axi 

1 

j ®3l 

! 

25i 

264 

27 

j *74 

1 * 8 i 

*94 

X 

ai-5 

23 

‘5 

23 

*5 

24 

'5 

as *5 

26*5 

I a7*o 

27 

*5 

28 

■5 

*9'S 

2 

«*o 

45 

*0 

47 

*0 

49 

■0 

Sx-o 

53*0 


.55 

•0 

57' 

*0 


3 

^*S| 

67 

■Si 

70 

‘S| 

73 

•0 

76*0 

79*5 

8x*Oi 

82 

*5 

! 85' 

■5 

88*5 

4 

86'0 

90 

■o| 

94 

’o| 

98 

'®i 

zos'o 

Zo 6 *o 

zo 8 *o 

xxo 

•0 

ii^' 

o 

'ir 8 *o‘ 

& 

J07*S| 

'ZZ2' 

’Sj 

ZI7' 


Z22' 

■5 

Z27'S 

*33*5 

*35*0 

*37 

S 

nja- 

s 

*47 'S 1 

6 

129- 0 

*35‘ 

'0 

Z+Z- 

•0 

*47' 

'0 

153*0 

*59*0 

z 6 a*o 

16S 

'0 

X7X- 

0 

177*0 ; 

7 

*50 -ft 

157' 

'5*04' 

Si 

171* 

0 

* 78*5 

z8s*s 

189*0 

193 

‘5 

*99' 

5 

2 q 6 'S I 

8 

172*0 

z 8 o' 

'o: 

z 88 * 

0! 

196* 

0 

204*0 

2X2*0 

3X6*0 

220' 

0 

228- 

0 

236*0 ; 

9 

*93*S| 

1 

202* 

5 

2ZI* 

5 

220* 

1 

229*5 

338 •' 5:243 •oj 

*47’ 


256' 

S 

265*5 I 


By means of the above table, taken in conjunc- 
tion with the column of the following page headed 
“Equivalent Weight of Standard Silver in Troy 
Ounces,” the intrinsic value of any coin can he 
easily calculated with silver at several prices 
other than those given. It will only he necessary 
to take the numbers representing tenths, Ijun- 
dredths, and thousandths of ounces in that 
column, find the numbers opposite to them in the 
oolumn of the above table giving the price of 
silver, and add these together, taking care to 
move the decimal point successively one, two, 
and three places to the left; the result will be 
the coin’s intrinsic value in pence. 


price of SillJer, 1899-1908. 


The Avei'age Tmrlv Price of Silrer per etmdard Troy Omice ui tlte Loudon Market daring the last 
ienimrswaeasfollmm:^^ 


1899. 

1900. 

1901, 

1 

X902. 

1903* 

1904. 

*905- ' 

1906. 

1907. 

1 

1 1908. 

d . 

a . 

d . 

1 d . ’ 

. ' d . '' 

d ..- 

... d . '. - 1 

d. ' 

d . 

j d . 


28V 

271^0 


24:^ 


27 i-tt 


30* 

1 243/8 


In the United States the price of silver is 
quoted in cents per troy ounce fine. In order to 
convert an English quotation into cents per ounce 
fine, first express the pence as a whole number 


and decimal fraction and then multiply by 2*192 ; ■ 
to express a United States price on the English j 
system multiply the cents by 0*4562. 


WHITAKER^S ALMANACK, 1910. 
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(Colonial airt t|)eir < 3 Eptbalent 0 * 


I^MPERIAL sterling coins are the sole legal 
metallic currency in the following British 
Colonies 

AUSTRALASIA. 

O^pE OF Good Hope aj^d South Africa 

GENERALLY. 

■Falkland Islands. 

Fiji. 

Gibraltar, 

St. Helena. ■ 

In the following Colonies special coins are 
current in addition to the Imperial series 


British Guiana and certain ay, Indian 
Islands.— A special gi-oat or fourpcnce. 

Guernsey.— E ight doubles (= i penny) , 4, 
a, and 1 double. 

Jamaica. — ^Nickel-bronze pence, halfpence, 
and farthings. [farthings. 

Jersey. — Special pence, halfpence, and 

Malta.— One-third of a farthing. 

Nigeria, North and South.— One penny 
(nickel-bronze) and one-tenth penny 
(aluminium and nickel-bronze), both 
perforated. 


COLONIES POSSESSING SPECIAL METALLIC CUEBENCIES. 


Colony. 

Standard Coin. ! 

Subsidiary Coins. 

British Honduras ... 

F.S. Gold Dollar, and ail U.S. gold 
coins. 

British Sovereign = §4-867. 

^ = $a-433- 

Mexican Dollar. 

Silver-~$o, 25, 10, and 5 cents. 
Nickel-bronze — s cents. 

•Bronze— cents. > 

British North 

Borneo 

Nickel-Bronze—^, and x cents. 

Bronze— X and cent. 

Canada 

Same as British Honduras, but 
dollar of TJ.S. is described as 

§4*867S = ;£i. 

Silver— sot 25, 10, and 5 cents. 
Bronze — cents. 

Ceylon 

Indian Bupee at fixed rating, 
IS rupees = £x. 

BiZrer— 50,25, and 10 cents ; % and ^ 
Indian rupees. 

Copper— s, X, and cents. 

Cyprus 

British Sovereign = x8o piastres. 

Silver— xZ, 9, 4, and 3 piastres. 
Bronze— 1, and piastre. 

East Africa and 

Indian Hiipee at fixed rating, 

Silver— so and 25 cents. 

Uganda 

15 rupees = £x. 

Nickel-bronze (perforated)— xo and 5 
cents. 

Alum inium mid nickel-bronze (per- 
forated)—! and Yz cent. 

Hong Kong and 

Mexican Dollar, British Dollar, or 

Silver— so, zo, 10, and 5 cents. 

Labuan 

Hong Kong Dollar. 

Bronze— X and j\j cent. 

India 

Labuan 

Indian Hupee at fixed rating, 
15 rupees = £x. 

(x rupee = 16 annas = 64 pice.) 

(See Hong Kong). i 

Silver— Yz, %, and 14 rupee. 
Copper— z, X, % pice, and pice 

or pie. 

Nickel— 1 anna (serrated). 

MAURITIUS AND 

Indian Ilnpee at fixed rating, 

, Silver — 20 and 10 cents. 

Seychelles ' 

IS rupees = 

Bronze.— s, 2, and i cents. 

Newfoundland 

Tvt'o-dollar Gold Piece — xco pence. ' 

! 

! Silver— s<^y 20? iOj RRd 5 cents. 

1 Bronze— cents. 

STRAITS Settlements 

S.S. Dollar, or British Sovereign— ' 
7 sovs. = 60 S.S. dollars. 

Silver—soy 20, 10, and 5 cents, 
i Bronze— X, Yt RR*! H cent. 

Uganda j 

Also S.S. dollar. 1 

(See East Africa). 


* HIGHEST AND LOWEST PHIOES OP 
CONSOLS (for money), 1S07-1909. 


Month. 

Highest. 

Lowest. 


1907 

1908 

1907 

X90S 

November ... 

83^ 

84H- 

8x-^ 

831 

December 

83," 

841- 

821V 

83 xV 


Z908 

1909 

1908 

* 9 P 9 

.Tanuary 

86^ 

8# 

83 iV 

82|-: ■■ 

February 

87I 

85 i^« 

85 | 

83A 

March 

88 

843! 


8351 - 

April 

87J 

85 

^1% 

Saji- 

May 

88 

851 

8S 

84 

June 

m 

ssi 

B7I 

835 ' 

July 

88/jr 

84H 

m 

835^ 

August 

86f 

84 h 


832 

September ... 

861 

I m 

8StV 

8Bf| 

October..,,,,,.. 

1 

ssl-l 

83 rz 

BZs'h 

Bz-k 


THE BANK HATE, 1908-X909 


Year. 


X908 


1909 


(with dates of change), 

, Bay. ■ 

Bate 7o. 

2 Jan 

6 

16 Jan 

S 

23 Jan 

4 

5 Mar. 

sH 

X9 Mar. 

3 

zSMay 

zY 

14 Jan i 

3 

1 April. 1 

Z% 

7 Oct 

3 

14 Oct 1 

4 

2X Oct i 

$ 


* From Hathieson’s “Highest and LoMest Prices.” 
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TOmKER’S AUtA^Am, 1910. 


PRESENT VALUE OF A, LEASE, FREEHOLD ESTATE, OR ANNUITY. 425 
Per ^100 clear Annual Rental or Value, without a.ny deduction whatever. 

In the following? Table, compound interest at the rates of 3, 4, s, 6 and 7 per cent, is reckoned. 
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8 

38 

7 

94 

56 

26 

96 

22 

22 

18 

70 

16 

03 

13 

96 

*3 

10 

63 

9 

99 

9 

39 

8 

85 

8 

36 

57 

27 

IS 

22 

32 

iS 

76 

x6 

06 

13 
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XX 
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xo 

56 

9 

90 

9 

29 

8 

75 

S8 

27 

33 

22 

43 

x8 

82 

x6 

10 

14 

00 

IS 

11 

94 

XX 

X 2 

xo 
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9 

71 

9 

11 

59 

27 

50 

22 

53 

18 

87 

x6 

1.3 

14 

02 

x6 

X 2 

56 

II 

6S 

xo 

84 

10 

IX 

9 

45 

60 

27 

67 

22 

62 

x8 

93 

x6 

x6 

14 

04 

17 
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17 

xz 

27 

10 

48 

9 

76 

61 

27 

84 

22 

71 

x8 

98 
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14 
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75 
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83 
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06 

62 
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00 

22 
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14 
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14 
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13 

13 
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xo 

34 

83 

28 
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22 

89 

19 

07 
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24 

14 

08 

20 

14 

88 

13 

59 

12 
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zx 

47 

xo 

59 

64 

28 

30 

22 

97 
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x6 

26 
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10 
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IS 

41 
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03 

12 

82 

XX 
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xo 

84 

8S 

28 

45 

23 

04 
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x6 
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29 

14 

XX 

22 

IS 

94 
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13 

16 
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04 
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06 

66 

28 

59 

23 
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19 

20 

x6 

31 

X 4 

xz 

23 

1 

44 

14 

86 

13 

49 
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30 

zx 

27 

67 

28 

73 

23 

19 

19 

24 

x6 

33 

14 

13 

24 

1 16 

93 

15 

25 

13 

80 

X 2 

55 

XX 

47 

68 

28 

87 

23 

26 

19 

27 

x6 

35 

14 

14 

2S 

1 17 

41 

IS 

62 

14 

09 

12 

78 

XX 

85 

69 

29 

00 

23 

33 

19 

31 

x6 

37 

*4 

*5 

26 

"I 

87 

15 

98 

1 14 

38 

^3 

00 

1 xz 

83 

70 

29 

12 

23 

39 

19 

34 

x6 

38 

14 

x6 

*7 
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33 

x6 

33 

14 

64 

13 

2 X 

XI 

99 
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29 

24 

23 

45 

19 
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x6 

40 
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23 

x8 
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x6 
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14 

90 
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14 
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23 
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40 

16 
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19 

43 

16 
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13 

76 
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41 

74 
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59 

23 

63 

19 

46 

x6 

44 

*4 

19 

3 * 
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00 

17 

59 

IS 

59 

*3 

93 
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53 
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70 

23 

68 

19 
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x6 
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14 

19 
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20 
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17 

87 
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29 

8x 

23 

73 
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SI 
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14 

20 

33 

20 

76 

x8 

IS 

x6 

00 

14 

23 

Z2 

75 

77 

29 

91 

23 

78 

*9 

53 

16 

48 

14 

2 X 

34 

2 X 

13 

x8 

4 x 

x6 

19 

14 

37 

i X 2 

85 

78 

30 

ox 

23 

8z 

19 

55 

x6 

49 

14 

2 X 

3 S 

2 X 

49 

x8 

66 

x6 

37 

14 

SO 

X 2 

95 

79 

30 

xo 

23 

87 

19 

57 

x6 

SO 

14 

22 

36 

2 X 

83 

x8 

91 

x6 

.SS 

X 4 

62 

13 

03 

80 

30 

20 

23 

91 

19 

59 

16 

SI 

14 

.22 

37 

22 

17 

19 

X 4 

16 

71 

14 


13 

X 2 

8S 

30 

63 

24 

XZ 

19 

68 

16 

55 

14 

24 

38 

22 

49 

19 

37 

x6 

87 

*4 

85 

13 

19 

90 

31 

00 

24 

27 

19 

75 

x6 

58 

14 

*5 

39 

22 

8x 

X 9 

58 

X 7 

02 

14 

95 

13 

26 

95 

31 

32 

24 

40 ! 

19 

80 

x6 

60 

*4 

26 
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23 

XX 
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79 

17 

16 
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os 

13 

33 
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24 
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19 

85 

x6 

62 

X 4 

27 

41 

*3 

41 

19 

99 

17 

29 

15 

14 

13 
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42 

23 

70 

20 

19 

17 

42 

IS 

22 

13 

45 
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23 

98 

20 

37 

17 

55 

1 xs 

31 

13 

SI 


t 33 

33 

25 

00 

20 

00 

x6 

66 

14 
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Exampi.e I.— Wbiit is the present value of a Lease 
having 37 years to run of the net annual value of £xoo, 
interest being reckoned at 4 per cent.? Answku i9*i 4 
years' purchase, or :&''i,9i4. 

Ex.AMi'r.E 2, —A man, aged 54, in the receipt of a pension 
or annuity of £xoq a year net, wishes to commute that 
for a present payment, interest being reckoned at s T>er 
c<snt. How much will he receive? Answkii L ooking 
at. the Table of Expectation of Life {p. 433'f, it will be seen 
that the expectation for age 54 is about 17 years ; and 


I from the above table an annuity certain for 17 veai-s, 
! interest at s per cent., is worth si 'a? years* purchase. 
[ The pnisent payuient reiiuired would therefore l.»ci;i,i27 
\ upproxmmtcly. 

—This method is only approximate, 
les which deiiend on lives of a given 


Kote to Example ». ^ 

The values of annuities , 

present age, wlien properly cahnilated according to a 
given mortality table ami a given rate of interest. ar<^ 
always .sn)uewhat less than tJiose given by the method 
used in this example. 


THE ENGLISH jMILE COMPARED AVITH OTHER EUROPEAN AHtASURES. 


Engli.sh Statute Mile.., 
English Geog. Mile — 

Kilometer 

German Geog. Mile 

Russian Yerst 

Austrian Mile 

Dutch Ure 

Norwegian Mile 

Swedish Mile 

Danish Mile 

Swiss Btimde 


H 

a' S 

i French 
j Kilom. 

m 

a 

! Russian 
i Verst. 

ii 

Ss 

M , 

ti 

Sw'edish 

Mile. 

-So 

53 

rr 

X'OOO 

0*868 

1*609 

0*217 

1*508 

0 *ZX 2 

0*289 

0*142 

o'xst 

0 * 2 X 3 

0*335 

x-is 

X'OOO 

I'SSS 

0*250 

1738 

0*245 

0*333 

0*164 

0*169 

0*246 

0*386 

0*621 

0*540 

1*000 

0*135 

0*937 

0*132 

o'lBo 

o*o8S 

0094 

0*133 

0*2o8 

4 *610 

4*000 

7*420 

1*000 

6*953 

0*978 

1*333 

0*657 

0*694 

0*985 

1*543 

0*663 

o'S 75 

1*067 

0x44 

X'OOO 

! o*i4x„ 

0*192 

0*094 

0*100 

0*142 

0*222 

4*7x4 

4*089 

7-586 

X *022 

7*1X2 

1*000 

1*363 

0*672 

0*7x0 

x*oo6 

1*578 

3 ' 4 S 8 

3*000 

S'S^S 

0*750 

5 * 2 x 5 

0*734 

1*000 

0*493 

0*520 

1 0738 

1*157 

7*021 

i 6*091 

XX ‘299 

1*523 

16’589 

1*489 

2*035 

, X'OOO'. 

1*057 

1*499 

2*350 

6*644 

S 7«4 

xo'692 

i* 44 x 

xo*ox9 

x‘409 

X*92X 

0*948 

, X’OOO 

1*4x9 

2*224 

4*682 

4*062 

7 ‘538 

x*ox6 

■7*078 

0*994 

i*3S4 

0*667 

: 0*705 

x*ooo 

1*567 

2*987 

2*592 

' 4*8c6 

' 0*648 

' 4*505 

0*634 

0*864 

0*425 

0*449 

0638 

1*000 


■writaker’s ADMANAGK, 1910. 



©ipectatiott of Htfe. 


Wte^AJOiR’i ttMANACK, 1910, 



Of 1,000,000 Born. 

Me AX 


Of 1,000 

000 Bonx, 

M'e^vx. 


THE NuMHER S^:RVIVI^'G 

After-lifetime 


THE NuMBL 

u SiriivivixG 

Afteb-liff.time 

AGF 

AT THE E^IO OF EACH 

(Expectatiox 

AGE. 

AT THE EXH OF EACH 

(Expectatiox 


Year 0 

F LJFE. 

OF Life), 


Yeah OF Life. 

OF Life), 


Male, 

Female. 

Male. 

Female. 


Male. 

Female, 

Male. 

Female, 

0 

1,000,000 

1,000,000 

4 X ‘35 

44*62 

SO 

476,980 

520,901 

18*93 

20*68 

■'X' 

841,417 

871,266 

48*05 

50*14 

SX 

467,254 

512,607 

i8*3X' 

20*01 

'2 ’ 

700,201 

820,480 

50*14 

52*22 

Sa 

457,022 

504,188 

17*71 

* 9*34 

3 

753,737 

793,359 

50*86 

5 * *99 

53 

446,510 

495,645 

X7*.ia'' 

t8*66 

4 

745,387 i 

775,427 

51 'ox 

53*20 

54 

435,729 

486,973 

* 6*53 

17*98 

S 

734,068 

762,622 

50*87 

S 3 08 

'55 

424,677 

477,440 

* 5*95 

* 7 ‘33 

6 

726,81s 

755,7x3 

50*38 

52*56 

55 

4x3,351 

467,443 

* 5*37 

16 -69 

7 

721,103 

750,276 

49 '77 

5 x *94 

57 

401,740 

456,992 

14*80 

16 *06 

8 

716,309 

745,53 1 

49*10 

51*26 

58 

389,827 

446,079 

* 4'24 

* 5*45 

9 

' 7 ^ 2>337 1 

741,727 

4837 

50*53 

59 

377, S 9 X 

434,69s 

13*68 

14*84 

to 

708,990 t 

738,382 

47*60 

49*75 

60 

365,011 

422,83s 

* 3'*4 

14*24 

■■■■■XX.' 

706,146 

735,405 

46*79 

48*96 

6x 

352,071 

410,477 

12 '60 

X 3‘65 

xa 

703,59s 

732,697 

45 '95 

48*13 

62 

338,820 

397,644 

12*07 

13*08 

*3 

701,200 

730,122 

45 'XI 

47*30 

53 

325,256 

384,3x9 

ii*S6 

12*51 

X 4 

698,840 

7 * 7 , S 7 X 

44*26 

45*47 

64 

311,368 

370,49s 

11 *05 

11*96 

XS 

696,4x9 

7 * 4,955 

434 X 

45*63 

65 

297,156 

356,165 

»o*SS 

xx*4a 

x6 

693,595 

722,084 

4 * *58 

44*81 

66 

282,638 

34 *, 326 

10*67 

10*90 

X 7 

690,746 

7*8,993 

41*76 

44*00 

67 

267,829 

325,988 

9*60 

10*39 

x8 

687,507 

715,622 

40*96 

43*21 

68 

252,763 

3x0,170 

9*14 

9*89 

*9 

583,94* 

7x1,946 

40*17 

42*43 

69 

237,487 

293,899 

8*70 

9 * 4 * 

a» 

680,033 

707,949 

39 '40 

41*66 1 

70 

222,056 

277,225 

8*27 

8*95 

■■■"2X' 

675,759 

703,616 

38*64 

40*92 1 

71 

206,539 

260,207 

7 ’ 8 s 

8*50 

22 

671,344 

699, 141 

37*89 

40*18 

72 

190,971 

242,934 

7*45 

8*07 

23 

656,754 

694,521 

37 'X 5 

39*44 

73 

X 7 S ,449 

225,497 

7*07 

765 

24 

66 x ,997 

689,759 

36*41 

38 * 7 X 

74 

160,074 

208,003 

670 

7*25 

as 

557,077 

684,858 

35 '68 

37*98 

■ 75 : 

144,960 

190,566 

6*34 

6*87 

2$ 

6 sx ,998 

679,822 

34*96 

37*26 

76 

130,227 

* 73 , 3*6 

6*00 

6*51 

27 

646,757 

674,661 

34 ’*4 

36*54 

77 

, 115,986 

*56,392 

5*68 

6 *16 

28 

64 *, 3 S 3 

669,372 

33 S* 

35*83 

78 

i 102,359 

*39,927 

5*37 

■■■5'*8a'” 

: »9 

635,778 

563,959 

32*81 

35 ‘XI 

79 

1 89,449 

124,065 

5*07 

S’So 

30 

630,038 

658,4x8 

32*10 

34 * 4 X 

! 80 i 

77,354 1 

*08,935 

4*79 

S’20"' 

3 * 

>(^ 4 ,X 24 ' 

652,747 

31*40 

33*70 

i 8x, ! 

[■ 66 , 153 ’ 1 

94,662 

4 * 5 * 

4*90 

3 » 

6x8,056 

546,957 

30 * 7 X 

33*00 

82 

I .55,842 ,1 

1 81,305 

...' .4*2.6 

4*63 

33 

6x1,827 

641,045 

3 o*ox 

32*30 

83 

46,489 

j 68,966 

■■, 4*OX'.: 

4*37 

34 

605,430 

635,003 

* 9*33 

3x*6o 

84 

i 38 ,x 3 a 

57,723 

3*58 

4*12 


598,860 

628,842 

28*64 

30*90 

85 

30,785 

47,631 

3*56 1 

3*88 

3 ^ 

592 , *07 

622,554 

27*96 

30*21 } 

86 

24,436 

38,710 1 

3*36 

3*66 

37 

585,167 

6x6,144 

27*29 

29*32 

87 

1 * 9,054 

30,958 

3**7 

3*46 


578,0x9 

609,599 

26*62 

28*83 

88 

1 *4,576 

24,338 

I ■ ■' 2*99 .'■■ 

3*26 

m 

570,656 

602,924 

25*96 

28*15 

89 

10,926 

18,788 

..■■2*82' 

1 3*08 

4*» 

563,077 

596,113 

* 5*30 

27*46 

90 

8,015 

14,225 

2 66 

2*90 

4 x 

555,254 

589,167 

24*65 

26*78 

9* 

! 5,748 

* 0,553 

2 s* 

2*74 

^ If 

547 , ®88 

582,104 

24*00 

26 "lO 

92 

1 4,02$ 

7,658 

2*37 

'A 

2*58 

43 

539 , *6x 

574*9x9 

* 3 ’ 3 S 

25*42 

93 

2,749 

5,429 

2*24 

2*44 

AL 

530,858 

567,612 

22*71 

24*74 

94 

1,828 

3,756 

2*12 

2*30 

' S- 

$22,374 

560,174 

22*07 

24*06 

95 

1,183 

2,533 

2*01 

2*17 

T 


552,602 

537*043 

529,048 

21*44 

20*80 

20 “18 
. * 9 ^ 

23*38 

22*71 

22*03 

2**36 

96 

97 

98 

99 

742 

452 

266 

*51 

i,66x 

*,057 

*'90 

1*81 

1*72 

* 65 

2 'll 

203 

1*83 

1*73 





i 

xoo 

82 

225 

X 61 

x‘62 


The foilowiug are Dr. W. Ogle’s tables founded on the death-rates of 1871-80 ; in the 1897 Almanack 
a table appeared (p. 357) giving, alongside of the following, statistics compiled by Dr. Farr, of the 
General Kcgister Office, on the basis of the death-rates of 1838-54. These columns are now omitted, 
and only the more recent figures appear. The first columns show the survivors of each sex at each 
year of life out of a million born ; the other columns show the expectation of life at each yeai% 
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3£?utbalfnt Inbestmenfs. 


A Table showino the Profits upon Investments in the various Govern- 
ment Funds, Banks, Eailways, &c., at the Undermentioned Prices. 


1 Return 


zH 

3 

3 K 

sM 

4 

454 

S' 

s‘^ 

6 

7 

754 

8 

9 

. xo 

Percent. 

PrOb. 

PrCt. 

PrCt 

PrOt 

PrCfc. 

PrOt. 

PrCt. 

Pr. Ct. 

Pr. Ct. 

PrCt. 

Pr. Ct. 

Pr. Ct. 

Pr. Ct. 

PrCt. 

Pr. Ct. 

o 

xoo 

1x0 

X 20 

130 

140 

x6o 

180 

200 

220 

240 

280 

300 

320 

360 

400 

2 xz 6 


1043.^" 

1141 

123? 

X 33 % 

15254 

x 7 x 54 

190% 

209% 

22854 

26654 

285% 

304% 

342% 

381 

2 13 9 

93 

I 025 i 

XII74 

X 2 X 

1305/3 

X 49 , 

X6754 

186 

204% 

223% 

260% 

27954 

298 

335 

372 ^ 

2 15 0 

90& 

XOO 

X09. 

xx8 

1275^4 

X 4 S /4 

X8354 

x8i^ 

200 

2 X 8 

25454 

272% 

290% 

327 

363,'/ 

^2 X7: 6 

87 

9 S *>8 

xo4>^ 

X13 

121 'tj 

X 39 

XS 654 

174 

19x54 

2o8% 

243% 

260% 

278 

313 

347 % 

■■■ ■ 0 

.83^ 


100 

xay 

xx 62 /. 

X 33 % 

xso 

x86% 

x 835'3 

200 

23354 

250 

266;% 

300 

3335'4 

307 

82M 

9044 

99 „ 

xojy 

xi 5 % 

X 32 

14854 

x6s 

181% 

198 

231 ^ 

247 5'2 

264 

297 , 

330 

316 

8x5^ 

89>'"3 

97 ^ 

xosX 

xi 3 % 

130 

148% 

X6254 

17854 

19s 

227/4 

24334 

260 

29254. 

32s 

326 

80 

88 

96 

X04 

XX2 

xzS 

144 

x6o 

X76 

X92 

224 

240 

256 

zS8 

320 

336 

7 m 

86,54 

94 ^ 

X02X 

XIO54 

xz6 

x 4 x 34 

15754 

173 % 

189 

22054 

* 36 K 

252 

28354 

315 

3 4 <5 

77% 

8 s 5 i 

93 , 

IO 03 <t 

10854 

X24 

X3954 

XSS 

17054 

x86 

2x7 

23254' 

248 

279 

310 

'3 5 7 

76H 

Bsh 

91^2 

99K 

io6^i 

X 22 

X 37 % 

15254 

187% 

183 

21354 

2285;^ 

244 

27454 

30s 

368 

75 ^ 

BzH 

90 

9754 

105 

X 20 

X 3 S 

ISO 

185 

180 

2 X 0 

225 ■ 

240 

270 

300 

3 7 *0 

73H 

Sty 

ssy 

9 Sh 

X 03 % 

zx8 

X3234 

14754 

16254 

177 

20654 

22 X 54 

236 

285% 

295 

3 9 « 

^ 7 * 5 ^ 

79 -K 

87 

9454 

xoi 54 

xx6 

X3054 

145 

15954 

174 

203 

2X754 

232 

261 

290 

3 2 

7 *X 

7BH 

8S>!< 

92^4 

99 % 

X14 

1285:^ 

14254 

15854 

171 

19954 

213% 

228 

25854 

28s 

3 S 

70 

77 

84 . 

9 x ^ 

98 

XX 2 

X26 

X40 

*54 

168 

196 

zzo 

224 

253 

280 

312 9 

fiSK 

7 S:H 

825^2 


9854 

IXO 

X 2334 

13754 

15154 

X65 

19254 

2065^ 

220 

247/4 

27s 

3 H ^ 

87^2 

74 ^ 

Bx 

B7M 

9454 

X08 

12 x 54 

135 

14854 

x62 

189 

20254 

2 X 6 

243 

270 . 

3 15 6 


7 ^h 

7954 

8654 

92% 

106 

XX 954 

13254 

145 % 

159 

i 8 s 54 

1985'4 

2 X 2 

238% 

26s 

3 x 6 ti 

6S , 

7 X% 

78 

8454 

91 

X04 

II7 

130 

143 

156 

x82 

195 

208 

234 

260 

3 18 S 

83% 

7 oJ 4 

78,54 

8234 

8954 

X 02 

1x4% 

X27K 

14054 

153 

17854 

i 9 i 5 < 

204 

22954 

2 SS 

4 0 0 

82,^ 

esy 

75 , 

8 x 54 

8754 

xoo 

1x25^ 

125 

13754 

ISO 

175 

18754 

200 

225 

250 

4 X 7 

6i}< 

m 

73K 

79^4 

8534 

98 

xxo5i 

12254 

13434 

147 

17154 

i 83 :%i 

X96 

220% 

245 

4 3 4 

80 

66 

72 

78 

84 

98 

X08 

X 20 

132 

144 

x68 

x8o 

X92 .. 

2x6 . . 

240 

.X 

58 ^^ 

64% 

7054 

7854 

82% 

94 

XOS 34 

1 X 7 % 

tzg^w 

16454 

i 785 i 

x88 

2XX5^ 

23s 

4 6 XX 

S 7 H 

83% 

69 

74 ;H 

8 o 5/4 

92 

10354 

1x5 

1265^ ;I38 

x6i 

17254 

184 

207 

230 

4 8m 


6 xJA 

87K 

73K 

78K 

90 

10x54' 

xxa 54 

123-54 

135 

15754 

xmy 

180 

20254 

225 

4 xo Tx 


60% 

66 

7x54 

77 , 

88 

99 , 

XXO 

X 2 X 

132 

154 

x6s 

X76 

X98 

220. ' : 

4 X 3 0 

53K 

,S 9 M 

6454 

8954 

7554 

86 

983^ 

10754 

1 x 854 

129 

jS ^4 

. 5 ®!% 

17a 

? 93 % 

2 X 5 

4 xs 3 

52 M 

57M 

83 

6854 

7354 

84 

9454 

los 

115% 

126 

147 

157/4 

- jgg " 

189 

aio ■ 

4 X 7 7 

s^K 

S 6 i 54 

6xK 

66K 

7x34 

82 

9254 

X 025'2 

11254 

123 

14354 

153% 

X64 

18454 

20s 

S 0 0 

so 

ss 

60 

85 

70 

80 

90 

100 

XXO 

120 

! Z40 

150 

x6o 

x8o 

200 

527 

48% 

53 f 8 

5854 

83H 

6854 

78 

87% 

9754 

10754 

117 

' 13654 

148K 

158 

175/4 

'195 

5 5 3 

47 


^-S 7 _ 

8x34 

8654 

78 

8 s 54 

95 

10454 

m 

133 

, 14254 

152 ' " 

171 

190 

5 8 X 

48^ 

&oH 

ss 54 


64% 

74 

8354' 

9254 

10154 

XXX 

12954 

138% 

X48 

1885^ 

"18s 

S XX 1 


49H 

54 

■■ S 85 l 

83 ^ 

72 

8x 

90 

99 

X08 

, ia6 

13s 

144 

x6z 

x8o 

5 X 4 3 

43 f^ 

4 BH 

5254 

5834 

8 x 54 

1 70 

7834 

87^ 

96 J^ 

105 

12254 

13151^ 

140 

157/4 

175 

5 X7 8 

425^, 

4BH 

Sx 

ss 54 

5954 

68 

7854 


9354 

X 02 

119 

12754 

X38 

153 V 

*70 

O' 0 

j 4 x% 

4 Sh 

SO 

5454 

58% 

i 


-83% 

9173 

lOQ 

118% 


13354 


18854 

“5 » , 5 

i 4o| . 

44^4 

49 

S 3 

5754 

1 6 s 54 

7354 

8x% 

89% 

98 

11454 

122.54 

130% 

x 47 

18354 

„ 6 s 0 

40 , 


48 


58 

84 

72 

83 

88 

98 

XZ 2 

120 

128 

X44 

x6o 

578 


43^4 

47 

80 % 

84 t 

82?'^ 

7054 

7854 

861 /, 

94 

1095'-3 

11754 

125 % 

141 

* 58 % 

6 xo 5 

385^ 

42% 

46 


53 % 

8 x 54 

89. 

78% 

8454 

92 

10754 

:XXS 

XZ 2 % 

X38 

15354 

_A* 3.._4 

37 J "2 

je4. 

lAA-. 

48-/4 

5254 

60 

8754 

75 

8254 

90 

X05 

_ii 254 

X 20 

13s 

150 

6 16 4 

38 ?'S 

40^ 

44 

47 % 

"sxl^ 



7354 

Soy 

88 

102% 

1x0 

117,% 

132 

148% 

6 X9 6 

35 f 

39?4 

43 

4854 

5054 

5754 

8454 

71 % 

78 if 

86 

ZOO54 

10754 

, xi4% 

129 

14354 

7 2 10 

35 ^. 

38?^^ 

42 " 

4554 

49 

58 

63 

70 

77 

84 

98 

105 

1x2 

126 

140 

7^4 

34 .^^ 

37K 

41 

44 % 

47 f 

S 4 f 

6xy 

8854 

7554 

82 

95 % 

10254 

10954 

123 

*38% 

7 xo 0 

33K 

38?! 

40 

4354 

48% 

5353 

60 

88% 

7354 

80 

935'3 

XOO' „■ 

xo6% 

xzo. ' 

_i3354 

7 x3 10 


3 SK 

39 

4254 

4554 


5854 


7154 

78 

91 

9754 

104,^: 

XX7 

130 

7 X7 XI 

31^ 

34 J '8 

38 

4 x 

44.54 

SO/i 

57 , 

8354 

8q% 

78 

88% 

95 

101 % 

X14 

126% 

822 

, 3 o| 

33 

37 

40 

4354 

4954 

5554 

8x54 

87 ^- 

74 

8654 

9254 

98% 

IX* 

12354 

8' '6 ':8 

i 30 , 

33 , 

.38 ' 

39 ^ 

42 , 

48 ^ 

54 

60 

66 

72 

84 

90 

98 

X08 

120 

8 IX S 

»9% 

szH 


37-34 

40% 

4854 

5254 

5854 


70 

81% 

87.^ 

93 % 

10S__ 

^18% 

8 x6 6 

zsy. 

3 xM 

34 

38 % 

39 % 

4554 

SI 

58% 

. 82% 

68 

79 % 

% 

90% 

102 

113% 

9 X xo 


304 

33 

38 % 

38% 

44 „, 

4954 

55 , 

8054 

66 

77 

8a 54 

88 

99 

XXO 

976 

»6:4 

29M 

32 

34 % 


42% 

48 , 


S8% 

84 

74 % 

80 

Bsy 

06 

108% 

9 X 3 7 

* 5 ;} 


31 


3854 

4 *% 

4854 

51 % 

58 ;> 

62 

7254 

7754 

82% 

93 

10354 

xo 0 0 

25 

27^ 

30 

32% 

35 

40 

45 

50 

SS 

60 

70 

7 S 

80 

90 

10© 
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[ TABLE T.~Sii()WTng the Sum to whioh an 
Annuity of Onk Pouni> ACcuaiuLATisa at 
C oMFouNB Interest WILL amount in from 
One to Fifty Years at Bates varying 
FROM zYi to s PER Cent. 


I TABLE II.— Showing the Amount which One 
Pound AOCUMULATiNa at Compound Inte- 
rest will reach in FROM One to Fifty 
Years at Bates varying from z}£ to 5 
PER Cent. . 


! 

zi 1 

■' ' 3'' ' 

3l 1 

4 


5 

Yr. 


' 3 

'3l 

4 


!l* 

PerOfe. 

Per Ct 

Per Ot. ' 

Per Ct. 

Per Ct. 

Per Ct. 

Per at. 

Per Ct. 

PerOt. 

PerOt. 

Per Ct. 

1 

’''X'OQO 

x*ooo 

t'OOO 

1*000 

1*000 

1*000 

1 

1*0250 

1*0300 

1*0350 

1*0400 

1*0450 

? 

2*0251 

2*030 

2*035 

2*040 

2*045 

2*050 

2 

1*0506 

1*0609 

1*07x2 

i*o8i6 

1 *0920 

8 

3*076; 

3*091 

3x06 

3*X22 

3*137 

3*153 

3 

1*0769 

I *0927 

1*1087 

1*1249 

l'X4X2 

4 

4**53: 

4*x84 

4*2X5 

4*246 

4*278 

4*310 

4 

1*1038 

2 *1256 

1*1475 

1*1699 

1*1925 

& 

■'5*256 

5*309 

5*362 

5*4x6 

5*471 

5*526 

6 

1*1314 

1*1593 

1*1877 

1*2167 

1*2462 

6 

6*388; 

6*468 

6*550 

6633 

6*7x7 

6 802 

6 

1*1597 

1*1941 

1*2293 

1*2653 

1*3023 

7 

7*547 

7*662 

7*779 

7*898 

8*019 

8142 

7 

1*1887 

1 ‘2299 

1*2723 

1*3159 

1*3609 

8‘ 

8*7361 

8*892 

9*052 

9*214 

9*380 

9*549 

8 

1*2184 

1*2668 

1*3x68 

1*3686 

z ‘4221 

9 

9*955 

10*159 

10*368 

10*583 

X0.802 

11*027 

9 

1*2489 

1*3048 

1*3629 

1*4233 

1*4861 

10 

IX *203 

XI *464 

XX *73* 

12 *006 

12*288 

12*578 

10 

1*2^1 

1*3439 

1*4106 

1.4802 

i*SS3o 

11 

*2*483 

12*808 

13 *42 

13*486 

i3*84i 

14*207 

11 

1*3121 

1*3842 

x*45io 

1*5395 

1*6229 

12 

*3*796 

X4192 

14*602 

15*026 

15*464 

15*917 

12 

1*3449 

1*4258 

x*5iii 

x*66io 

1*6959 

13 

15*140 

15 *6x8 

16*113 

16*627 

X7*x6o 

17*713 

13 

1*3785 

1*4685 

1*5640 

1*6651 

1-7722 

14 

x6*5X9 

17*086 

17.677 

x8'292 

18*932 

19*599 

14 

1*4130 

1*5126 

1*6187 

1*7317 

1*8519 

15 

*7*932 

*8*599 

19*296 

20*024 

20*784 

21*579 

16 

1*4483 

1*5580 

1*6753 

1*8009 

1*9353 

16 

x9*38o 

20*157 

20*971 

21*825 

22*719 

23*657 

16 

1*4845 

1*6047 

1*7340 

1*8730 

2*0224 

17 

20*865 

2x *762 

22*705 

23*698 

24*742 

25*840 

17 

1*5216 

1*6528 

1*7947 

1*9479 

2 1134 

18 

23*386 

23*4*4 

24*500 

25*645 

26855 

28*132 

18 

1*5597 

1*7024 

1*8575 

2*0258 

2*2085 

19 

23*946 

zB ' xx ? 

26*357 

27*671 

29*064 

30*539 

19 

1*5987 

1*7535 

1*9225 

2’xo68 

2*3079 

20 

25*545 

26*870 

28*280 

29*778 

31*371 

33 066 

20 

1*6386 

i*8o6x 

1*9898 

2*1911 

2*4117 

21 

27**83 

28*676 

30*269 

31*969 

33*783 

35*719 

21 

1 *6796 

1*8603 

2*0594 

2*2788 

2*5202 

22 

28*863 

30*537 

32*329 

34*248 

36*303 

38*505 

22 

1 *7216 

i'9x6x 

2*1315 

23699 

2*6337 

23 

30*584 

32*453 

34*460 

36*618 

38*937 

41*430 

23 

2*7646 

1*9736 

2*2061 

2*4647 

2*7522 

24 

3**349 

34*426 

36*667 

39*083 

41*689 

44*502 

24 

1*8087 

2*0328 

2*2833 

2*5633 

2*8760 

25 

34**S8 

36*459 

38*950 

41 '646 

44*565 

47*727 

25 

1*8539 

2*0938 

2*3632 

2*6658 

3*0054 

26 

'36*0X2 

38*553 

4X*3*3 

44*3X2 

47*571 

51*113 

26 

1*9003 

2*1566 

2*4460 

2*7725 

3*1407 

27 

'37*9*2 

40*710 

43 '759! 

47*084 

50*711 

54*669 

27 

1*9478 

2*22x3 

2*5316 

2*8834 

3*2820 

28 

39*860 

42*93* 

46*291 

49*9^ 

53*993 

58*403 

28 

1*9965 

2*2879 

2*6202 

2*9987 

3*4297 

29 

4**856 

45*2X9 

48*9x1; 

52*966 

57*423 

62*323 

29 

2*0464 

2*3566 

2*7x19 

3*1187 

3*5840 

30 

43*9031 

47*575 

1 51*623 

56 '085 

61*007 

66*439 

30 

2*0976 

2*4273 

2*8068 

3*2434 

3*7453 

31 

46*000 

50*003 

54*4*9 

59*328 

64*752 

70*761 

31 

2*1500 

2*5001 

2*9050 

3*3731 

3*9139 

32 

#**50 

53*503 

57*335 

63*701 

68 *666 

75*299 

32 

2*2038 

2*5751 

3*0067 

3*5081 

4*0900 

; 33 

50*354! 

55*078 

60*341 

66*2X0 

72*756 

80 064 

33 

2*2589 

2*6523 

3*iix9 

3*648^ 

4*2740 

34 

'52*6x3 

S7*730| 

63*453 

69*858 

77*030 

85*067 

34 

2*3153 

2*7319 

3*2209 

i‘7943 

4*4664 

36 

54 *9281 

60*462 

66*674 

73*852 

81*497 

90*320 

35 

2*3732 

2*8139 

3*3336 

3*9461 

4*0673 

36 

S7'30x 

63*2761 

1 70*008 

77*598 

86*164 

95*836 

36 

i 2.432s 

2*8983 

3*4503 

4*1039 

4*8774 

37 

59*734 

; 65 x74 

! 73*458 

81*702 

91*041 

xox '628 

37 

2*4933 

2*9852 

3*5710 

4*2681 

5*0969 

38 

62*227 

, 69*159 

; 77*029 

85*970 

98*138 

0 

H 

38 

2*5557 i 

3*0748 

3*6960 

4*4388 

5*3262 

39 

64*783 

72*234 

80*725 

90*409 

101*464 ' 

1x4*095 

39 

2*6x96 

3*1670 

3*8254 

4*6x64 

5*5659 

40 

67*403 

; 75*40* 

84*550 

95*026 

107*030 

120*800 

40 

2*6851 

3*2620 

3*9593 

4*80x0 

5*8x64 

41 

70*088 

, 78*663 

88*5x0 

99*827 xx2*847 

127*840 

41 

2*7522 

3*3599 

4*0978 

4*9931 

i 6*0781 

42 

72*840 

82*023 

92*^7 

104*820 xi8*925 

135*232 

42 

2*82x0 

3*4607 

4*2413 

5*1928 ' 

1 6*35x6 

48 

7S’66 x 

1 85*484 

96*849 

XXO'OX2 

;x2S*276 

142*993 

43 

2*8915 

3*5645 

4*3897 

5*4005 , 

1 6*6374 

44 

78*552 

89*048 

1 xox*238 

115*413:131 *914 

151*143 

44 

2*9638 

3*6715 

4*5433 

5*6165 

6*9361 

45 

8x*sx6 

li.' 92*720 

' 105*782 

12X'029 

; 138 *850 

159*700 

46 

3*0379 

3*7816 

4*7024 

5*8412 

7*2482 

46 

'{ 84*554 

' 96*501 

i 1x0*484 

126 *871 

146*098 

168*685 

46 

3*1139 

3*8950 

4*8669 

6*0748 

7*5744 , 

47 

87*668 

100*397 

1 »iS'35i 

132*945 

153*673 

178*1x9 

47 

3 1917 

4*0X10 

5-0373 

6*3178 

7*9x53 

48 

ij 90*860 

1 104*408 

■ 120*388 

139*263 

;x6x.588 

188*025 

48 

3*2715 

4*1323 

5*2136 

6*5705 

8*27x5 1 

491 94*xn| xo 8'S4X 

1 125*602 

145*834 

[169*859 

198*427 

149 

3*3533 

4*2562 

5*3981 1 

6*8333 

8*6437 

50j 97*484| «2'797 

1 3^30*998 

152 *667 

■178*503 

1 

209*348 

|50 

3*437* 

4*3839 

5*5849 

7*1067 

9*0326 


* "^Vhen the annuity is payaUle a,t the t^eginning 
instead of at the emJ of the year, the amount for the 
following year, lass £x, must. Ik- taken. Thus, for £x 
at aj per eent. for as years, take a6 years, £ 3 fi'oiz, and 
dttdiifit £x“-;6'3S‘o**. 


BEPAYIMENT OF PUBLIC LOANS, 
Large suias of money are every year advanced 
to O-ounty or District Councils and other public 
bodies, tor improvements, buiidingof workhouses, 
eobools, harbours, bridges, d*e., to be repaid in 
a ||ven number of years, including interest. The 
ledlowing scheme of tables for the repayments of 

S t w»s<NM»paed under the local Government 
and examined by the actuary of the 
Nattonfi Debt Offlese- It gives the suras needed 


t‘0500 

X'X02S 

t’xs 7 $ 

x'zxss 

x-2763 

l‘34ox 

2*407x 

s‘4775 

x'ssia: 

1*6289 

i‘ 7 *o 3 

^'7959 

1*8856 

**9799 
2*0789 
z’iSzg 
2*2920 
2*4066 
2 •5270 
2*6633 

2 ‘ 78 <^ 

2*9253 

3 * 07*6 

3*2251 

3*3864 

3 *SSS 7 

3*7335 

3*920* 

4*ii6x 

4*32*9 

4*3380 

4*7649 

5.0032 

5*2633 

5'5*6 o 

5*79*8 

6*08x4 

6*3855 

6*7048 

7*0400 

7*3920 

7*7616 
8 *497 
8*5572 
8*9850 
9*4343 
9*9060 
j 10*4013 
1x0*92x3 

; ***4674 


as the annual amount of principal combined 
with interest required for the liquidation of *1 
debt of £xoo, at tlie stated percentage, in xo, 20, 
30, 40, and so years :■ 


Years 


3 i per Ct.' 

4 per Ct. 

£ s. d. 

£ s. d, 

X 2 0 5 | 

X 2 6 7 

7 0 n 

I 7 7 2 

8 9 

1 S*S 8 

413 7! 

1 S 1 ol 

4 S 3 i 

1 413 ti 


3 i>er Ct. 

£ s. d. 
12 14 5^ 
6 X 4 Si 
S 2 o| , 

4 6 el 

3 17 si 


* j caoil annual instal- 

ment as shown above must bp multiplied by 10 ; 
if for 5^^2,000, then by 20, and so on. 
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Co asrertaui tfje ot Paper. 


u 

Weight 

of a Sheet in 


Weight 

of a Sheet in 

Es 

Drains, 

per Ream of 

Eg 

Grains, 

per Ream of 

^ J 

480 

Sheets. 

500 

Snts. 

Si6 

Sheets. 


480 

Sheets. 

500 

Slits. 

Sx6 

Slieets. 

10 

145*8 

140 

1357 

47 

685*4 

658 

637*6 

11 

160 *4 

154 

149*2 

48 

700*0 

672 

651*2 

12 

175*0 

168 

162*8 

49 

714*6 

686 

664*7 

*3 

189*6 

182 

176*4 

50 

729-2 

700 

678*3 

14 

204*2 

196 

189*9 

s* 

743*7 

714 

691*9 

15 

218*7 

210 

203*5 

52 

7.58*3 

728 

705*4 

16 

a» 33‘3 


2x7*1 

S 3 

772*9 

742 

719*0 

17 

247*9 

238 

230*6 

54 

787*5 

756 

732*6 

18 

» 5 a*S 

252 

244*2 

55 

Soz'i 

770 

7461 

19 

277*1 

266 

257*8 

S6 

816*7 

784 

759*7 

20 

2917 

2S0 

271*3 

57 

831*2 

798 

773*3 

23 

306*2 

294 

284'Q 

S8 

845*8 

8X2 

786*8 

22 

320*8 

3^8 

208*4 

59 

860*4 

S26 

800 *4 

»3 

333 ’4 

’szz 

312*0 

60 

875*0 

840 

8x4*0 

24 

350*0 

336 

335*6 

6x 

889*6 

854 

827*5 

25 

364-6 

.350 

339*1 

62 

904*2 

868 

841*1 

26 

379 '2 

364 

3527 

63 

9 * 8*7 

882 

854*7 

27 

3937 

378 

366*3 

64 

933*3 

896 

868*2 

28 

408*3 

392 

379*8 

65 

947*9 

9x0 

8&18 

29 

422*9 

406 

393*4 

66 

962*5 

924 

895*3 

30 

437 *5 

420 

407*0 

67 

977*1 

938 

908*9 

3 * 1 

452*1 

434 

420*5 

68 

99^*7 

952 

922*4 

3 z 

466*7 

448 

434 ** 

69 

xoo6*z 

966 

9360 

33 

481*2 

462 

4477 

70 

1020*8 

980 

949*6 

34 

495*8 

476 

461*2 

7 * 

1035*4 

994 

9632 

3 S 

510*4 

490 

474*8 

72 

1050*0 

X008 

976.7 

36 

525*0 

504 

488*4 

73 

1064*6 

1022 

990*3 

37 

539 *^ 

S18 

501*9 

74 

1079*2 

1036 

1003*9 

38 

554 *a 

532 

5 * 5*5 

75 

1093*7 

1059 

1017*4 

39 

568*7 

546 

529*1 

76 

ho8*3 

X064 

1031 *0 

40 ; 

583*3 

560 

542*6 

77 

1122*9 

1078 

1044*6 

41 

597*9 

574 

556*2 

78 1 

** 37 ‘S 

X092 

1058*1 

42 

6x2*5 

588 

569*8 

79 

1152*1 

X106 

1071*7 

43 

627*1 

6 o2 

583*3 

8o' 

ii66*6 

1 X20 

1085*3 

44 1 

64x7 

6x6 1 

596*9 

90 

13*2*5 

1260 j 

1220*9 

45 , 

656*2 

630 

610*5 

96 

1400*0 

*344 j 

* 302*3 


670*8 


624*0 

xoo 

IjL 4 S 8 ' 3 ._ 

1400] 

- 1356 *^ 


SIZES OF 

WRITING AND DRAWING PAPERS. 

Diniensions. 


Emperor 


X 

48 

Anthiuarian 


X 

3* 

Double Elephant 

40 

X 

26 ^ 

Atlas 


X 

26 

Oolombier 

34i4 X 

23/4 

Imperial 


X 

22 

Elephant 

28 

X 

23 

vSuper Royal 


X 

19 

Royal 

24 

X 

*9 

Medium 


X 

*7/4 

Large Po.st 


x6H 

Copy or Draft 


X 

x6 

Demy 


X 

tsH 

Pt>.st 


X 

*sK 

Foolscap 


X 

*3/i 

Brief 

t6%X 

*3^4 

Pott 


X 

*2^2 


SIZES OF BPvOWN PAPERS. 

Dimensions. 

Casinj? 46 X 36 

Double Imperial 45 x 29 

Elephant 34 x 24 

Double Four Pound 31 x 

Imperial Cap zg X 

Haven Cap 26 x 

Bag Cap 24 X 

Kent Cap zi X 


A 'quire of paper contains z^perfeet sheets ; an 
quire 20, some of which may he. torn.. 


xgYz 

x8 

out’ 


of CspF. 

All Founders cast their type nearly to one 
uniform height, though the lettei-s may vary con* 
siderably in their breadth. 

The type chiefly used in this Almanack is named 
Nonpareil. The column contains 75 lines, and is, 
technically, 12 Pica ems wide; on an average every 
column actually contains about 3,000 letters. The 
compositor in making out his bill reckons that the 
column contains so many (1,800) ems ; he then, 
doubling that number, ehaiges as so many (3,600) 
ens, 

A veiy minute type, used only occasionally, is 
Brilliant A column the size of this in the Al- 
manack if set in Brilliant would contain 124 lines, 
and about 7,500 letters. 

Priniins ia tli« art of producing iinprcaiiionii. from cliitractcra or figurca. 

Diamond, is the next size ; the column would 
contain 107 lines, and about 6,000 letters. 

Printing !.s tlie art of produoing impre-ssions, from charactern or 

Pearl, 95 lines, 4,370 letters — 

Printing is the art of producing impressions, from rhara 

Rxiby, 87 lines, 3,740 letters — 

Printing is the art of producing impressions, from cha 

Nonpareil, 75 lines, 3,000 letters— 

Printing is the art of producing impressions, fro 

Minion, 64 lines, 2,360 letters— 

Printing is the art of producing impressions, 
Brevier, 58 lines, 1,970 letters — 

Printing is the art of producing impressi 

Bourgeois, 53 lines, 1,590 letters— 

Printing is the art of producing impre 

Long Prime}', 47 lines, 1,360 letters— 

Printing is the art of producing im 

Bmall Pica, 43 lines, 1,120 letters— 

Printing is the art of producing i 

Pica, 37 lines, 890 letters— 

Printing is the art of procluei 

English, 34 lines, 680 letters— 

Printing is tlie .art of pro 

Great Pnmer, 27 lines, 430 letters— 

Printing is the art o 

Double Pica, 22 lines, 280 letters— 

Printing is the 


SIZES OF PRINTING PAPERS. 

Host 1554 

Demy..... - . 

Sheet and Half Post 

Medium 

Royal 

Double Foolscap 27 

Super Royal 

Double Crown 

Imperial 30 

Double Post 31, 

Double Demy 35' 

Double Royal 40 


i9j^^X 


22 X X 


» 3 Y X 

*9/i: 

24 X 

*9 

25 X 

20 

27 X 

17 

27KX 

2 oK 

30 X 

20 

30 X 

22 

3 *KX 

*9^ 

35 X 

22)1 

40 X 

as 
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Centimeters. Indies. 


tlXKAR MkaSUIIB. 

. . . . s= 35*400 millimeters, 
nes) = 0*30480 meter. 

, =S 0*914399 iiKTKB. 

eet) =5 x* 8388 mctcM. 


cubic feet).... j'~ <>*764553 

^lE-VSnilKS OF Oapacitv, 

I fiuart (2 pmtsl. . = x*i 36 liters 

.'feitroSf' : 

I Measure. 

I fbiM i i,’ “ * ~ milliliter. 

>->84 milliliters. 


;^}=».i(a „ 

ongs) = i’ 6 o 93 kilometers. 
Square Measure. 

^ ^ 6*4516 sq, centimeters. 

9. 1 S 3 decimeters. 

^ 0*836136 sq, meter. 

*5*293 sq. meters. 

‘ch^ « jw’xiyares. 

* f?.* I 0*40468 liectexe, 

} “»»'» idotare*. 


WHIWKUb’S ALMANACK. 1910 . 


JBletric ®®etgjt0 ant J«easuces. 

The Mrtrio Sjslem is Ijaaed upon the (assumed) len^tli of the 
direct, distance from the Eqirator to the North Pole. The ten 
inilhonth part of this distance, as calculated in 1795, was aLS 
bj; the Ffeneh Government as the unit of length, ’a^ clued a 
mstce. AU other measurements are derived from this unit; the 
cube of the tenth part of the metre is the unit of capacity, called 

?s\'ie’ unfi ^of u a*''® certain^temperaturet 

lb tae unit of -w^eight, called a hlogramme. The unit of lanrl 
measurement is 10,000 sq. metres, called a hectare. The above 
terms are now used in this country under the English names If 
meter, liter, kilogram, and hectare. Jn the designs at the left of 
f “"d centim“eters7the foraer 

being divided into ISths, 8ths, 4ths, and the latter into millimeterr 

Rough Cortiparimns. 

0 centimeters = 4 _ inches I 8 kilometers = 5 miles 

X liter 3t ^4 pints 1 x cubic meter =: zzo irallom 

1 kilogram = lbs. x, 000 kilograms = i tra 

x sq. meter =10 sq.feet. | x hectare = Ss. 

Accurate Comparisons. 


WEiaHTs ANP Measures in Terms op 
IMPERUL Weights and Measures for use in Trade. 


LiifEAR Measure. 

X millimeter (mm.) > . . . 

(I'loooth m.).. /“• . <> 03937 inch. 

X centimr. (x-ioofch m. )= o'aos? . . 

X deemieter(x-ioth m.)= 3*037 inches. 



X decameter (xo m.) = x 5 * 9 P*^;^Ms.^^^ 

I hectometer (zoo m) = 100*36 
I kilometer (1,000 m.) = 0*63137 mile. 


Metric to Imperial, 


Square Measure. 

square centimeter = 0*15500 sq. incli. 
sq. decimeter (100 1 

sq, centimeters) . . ^ *5 500 sq. inches. 


* I =3 1 =«>;7639 sq. feet. 


decimeters) ..... . j i*ig6o8Q vards 

X pc (100 meters) = xx9*6o ^ 

X hectare (xooares or ) 

. ^ 1=: 


10,000 sq. meters) 

Cubic Measure. 
“™ac™aa^t'Lr)= '>■»«“ =»Wc in. 


Measures op Capacity. 
icentiht.|x-ioothliter)=:: 0*070 mil 
X deciliter (x.iothKter)= 0*176 pint. 

1 dekaliter (10 liters) 3= 3 *M^dlonsi 
xhectoUter(iooUtera)« a-^bSshds!* 
Weight. 

I Milligram 1 Avoirdupois. 

(i-iooothgrm.).. o’ois grain, 

I centigram (i-iooth 1 

grrn.) 0*154 >, 

X decigram (i-ieth I 

grm.) ;= x'S 43 grams. . 

igrOTime(xgrra.).. = x5*433 
X dekagram ( xo grm. ) = a-eL draVn<» 

- hectogramiioognn.) = f-^oz ** 

: KmoGiUM (X,oooj^| *.*046333 i,B. or 

"pkigntm • ‘ (ioL ^ - 

1 = K 8 ‘ 0461 b. ' 


kilog.r., 


1 quintal "(100 kilog.) 
X tonne (1,000 kilog.' 


1 gramme (1 grm.). 


' Sbte dS&&} = { S' ' (' k™-)- 


Imperial to Metric. 


x*968cwt. 

= 0*9843 ton. 

Troi/. 

-- f 0*033x5 OE. troy. 
I * 5 ' 43 * graiii.s, 
Apothecarias. 

( 0*2572 drachm. 
=-( 0*77x6 scruple. 

I ^ 5 * 43 * grains. 


Cubic Measure. 

' Shte f?oUi)is ) "" '«-387om,.centimeters. 
cubic inches) i ® 0*8317 cubic meter. 



Ctrae anb TOatcS an 93oati St)tp. 

■\VATOH.— For purposes of discipline, and to 
divide tbe work fairly, the crew is mustered^ in 
two divisions : the Starboard (right side, looking 
forward) and the Fort (left). ^ com- 

mences at noon, and is thus divided :-r 

Afternoon Watch noon to 4 p.m. 

First Dog „ 4P.in. to6p.m. 

Second Dog „ 6 P.ra. to S p.ni. 

First „ 8 p.m. to midnight. 

Middle „ 12 a.m. to 4 a ni. 

Morning „ 4 a.ni. to 8 a.m. 

Forenoon „ 8 a.m. to noon. 

This makes seven ’Watches, which enables the 
crew to keep them alternately, as the which 

is on duty in the forenoon one day has the after- 
noon next day, and the men who have only four 
hours’ rest one night have eight hours the iiexo. 
This i.s the reason for having 11 atches, w’hich 
are ni;ide by dividing the hours between 4 p.m. and 
8 p.m. into two Watches. 

TIME.— Time is kept by means of “Bells,” 
altiiough there is but one bell on the ship, and to 
strike the clapper properly against the bell 
requires some skill. , 

1 First, two strokes of the clapper at the inter- 
; val of a second, then an interval of two seconds ; 
then two more strokes with a second’s interval 
apart, then a rest of two seconds, thus : — 

Bell, one second; B., two .secs. ; B. s. ; B. ss. 
B. s. ; B. ss. ; B. ^ 

I Bell is struck at 12.30, and again at 4.30, 6.30, 
8.30 p.m. ; 12.30, 4.30, and 8.30 a.m. 

. 2 Bells at I (struck with an interval of a second 
i between each— B, s, B.), the same again at 
' 5, 7, and 9 p.m. ; 1, s, and o a.m. 

: 3 Bells at 1.30 (B. s, B. ss, B.), 5.30, 7.30, and 
1 9.30 p.m. ; 1.30, 5.30, and 9.30 a.m. 

4 Bells at 2 (B. s, B. ss, B. s, B.), 6 and xo p.m. ; 

2. 6, and 10 a.m. 

5 Bells at 2.30 (B. s, B. ss, B. s, B. ss, B.) and 

X0.30 p.m. ; 2.30, 6.30, and 10.30 a.m. 
i 6 Beils at 3 (B. s, B. ss, B. s, B. ss, B. s, B.) and 
XI p.m. ; 3, 7, and ii a.m. 
j 7 Bells at 3.30 (B. s, B. ss, B. s, B. ss, B. s, B. s.s, 
B.) and 11.30 p.m. ; 3.30, 7.30, and xx.30 a.m. 
8 Bells (B. s, B. ss, B. s, B. ss, B. s, B. ss, B. s, 
i B.) every 4 hours, at noon, at 4 p.m., 8 p.m., 
j midnight, 4 a.m., and 8 .a.m. 


t . 


METEIC COX VEESION— co7itmued. 
Avoiiinurois "WKiGnT, 


5 gram 

X drain 

I otince {16 tlramfs) 

I i-ovND (16 02s. or 7,000 grains) 

I 8t4)ne (14 P>,) 

I quarter (a8 lb.) ; 

I hundredweight (cwt.) (iialb.) 

I ton (20 cwt.) 


= o'o 648 gramme. 

= i '772 grammes. 

= 28-350 ,, 

= o'^S3S9243 BLX1.0GEAM. 
= 6-350 kilograms. 

= 12-70 ,, 

-.fSo'Bo 
t 0-5080 quintal. 

„ f 1-0160 tonnes or 
\ 1016 kilograms. 


Tkot Weight. 

X grain = o '0648 gramme. 

1 1'lemiyweight (24 grains) = x'SSSa g 

X troy ounce {20 jienny weights) = 31*1035 

Atothecaries Weight. 

I grain = 0-0648 gramme. 

I OTU’^le (w grains) = i'^ grammes. 


NoTE.--Approximately one liter equals x,ooo cubic 
centimeters, and one milliliter equals i’oooi6 cubic 
centimeters. 
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^ 133 


203 

201*2 

199*4 

197-6 

X05-8 


*94 

192*2 

190-4 

188-6 

186-8 


18S 

183-2 

181-4 

179-6 

177-8 


176 

174-2 

172-4 

170*6 

168-8 


167 

165-2 

163-4 

i6i-6 

159-8 


158 

156*2 

354-4 

152-6 
150 8 


149 

147-2 

145*4 

143*6 

141-8 


131 

129-2 

127*4 

125*6 

123*8 


122 

120*2 

118-4 

ii6-6 

114- 8 
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iStitisf) ®2ttei3J)ts an^i i®rasutes. 


rNiFORMiTY.—tn x 834 an Act was passed ren- 
! deriii:' uniformity compulsory from the ist of 
j January, X826, since which time the Imperial 
; Statute System of Weights and Measures has 
I been in general use, although some remains of 
j the older forms still linger. 


Avoirdupois Weight. 

, Drachm dr. = a7'^37S grains. 

: Ounce oz. = x6 drachms, 4^7's grains. 

'■ I^ound Ih. = 16 oz., 256 dr., 7,000 grains. 

Oustf unary Stone... ,vf., Butcher’s Meat = 8 lb. 

; Legal Stone.. .A-f. = Horseman’s weight = 14 lb. 

! Quarter qr. = 28 lb. 

, Cental or Quintal, cent. = 100 lb. 


j Hundredweight, cwt. = 4qr., 112 lb. 
1 Ton ............ T. — 20 cwt.. 2 


20 cwt., 2,240 lb. 

Avoirdupois weight is used in all commercial 
transactions and common dealings, but in 
addition to the above there are special local 
weights for various articles, the chief of which 
are':— . . 

A Quartern Loaf = 4 lb. 

APeckof Flour, 3Gallons(assumed) = 14 „ 

A Firkin of Butter = 56 „ 

A Barrel of Butter— 4 firkins = 224 ,, 

A Firkin of Soft Soap (assumed) ... = 64 ,, 

A Box of Fish (assumed) = 90 „ 

A Barrel of Gunpowder = 100 „ 

A Barrel of Raisins = 112 ,, 

A Seam of Glass, 34 stones of s lb. = x2o ,, 

A B:irrel (or pack) of Soft Soap = 256 „ 

A Faggot of Steel = 120 „ 

A Fig of Ballast = $6 „ 

A Fodderof Lead, London and Hull = cwt. 
A do, Derhy=:22j4 cwt.; N'cwca.stle = 31. „ 

A Cask of Blacfclead = xx}4 „ 

A Sack-Flour, 280 11). ; Coats, 224 lb ; a ton of 
Coals, 10 sacks. 


France, the United States, Holland, and in most 
other countries ; but the carat varies : in France 
it is 3*18 grains, in Holland 3'o gr., and in the 
TJ.S. 3‘2 gr. In the U.K. the jew’-ellery ounce is 
divided into x$i% carats or 600 pearl grains. 

The oz. Troy and Apothecaries’ = 1-09714 
avoirdupois ; but the lb. Troy and lb. Apothecaries’ 
=only 0*82286 lb. avoirdupois ; while 17s lb. Troy 
and Apothecaries’ = 144 lb. avoirdupois. 

Apothecaries’ Weight. 

Scruple 9 = 20 Grains = 20 gr. 

Drachm 5 — 3 Scruples = 60 ,, 

Ounce 5 = 8 Drachms = 4S0 ,, 

Pound th = 12 Ounces = 5760 ,, 

The avoirdupois oz. of 437^^ grains, and the 
lb. of 7,000 grains, are the weights named in the 
British Pharmacopoeia ; drugs are purchased by 
avoirdupois, but compounded by Apothecaries’ 
weight. The Apothecaries’ oz. and lb. may now 
be considered obsolete. 


The Metrical .System of Weights is used in 
Belgium, France, Germany, Italy, Portugal, Spain, 
Sweden and Norway, and some other countries, 
the unit of which is the Grnmme^x^'/^^z grains ; 
the chief multiple of the Gramme is the Kilo- 
^?ramw=:3-2046lb.: in practical use this is found 
inconvenient for small purchases, and nearly all 
comraoclities are sold by the demi or half kilo. The 
Cmtncr of so kilos=ixol^ lb., very nearly repre- 
sents the English cwt. ; but heavy goods are sold 
by the Tonnmu of 2204-621 IK, about 19 cwt, 
77 lb., the MifrkignimiM being ignored. 

In the I'nitod .HUites and in Canada the cwt. is 
generally reckoned as 100 lb., and the ton of 
20 cwt.=::2,ooo Ihs. 

lu ltUH.sia the Food of 36 lb. is the commer- 
cial weight : 6zi Poods=i English ton. 


Indian Weights {Bengal). 

Tola, unit of postage^iSo grains. 

Chittak=5 Tolas ; .Seer (x6'Chittaks)=2j{V Ib. 
Imperial or Indian MaundrrSa? lb.=4o 'sW, 


Hay and Straw, 

Truss of Straw, 36 lb. Truss of Old Hay, 56 lb. 
Truss of NTew Hay (to September xst), 60 ib. 
Load, 36 Trusses— Straw, xi cwt. a qr. 8 lb, ; 
j Old Hay, 18 cw't. ; New Hay, xg cwt. x qr. 4 lb. 

"Wool, 

i Clove, cl = 7 lb. 
j Stone, St. — 2 Cloves = 14 lb. 

Tod, td. = 2 Stones = x qr. 

Wey, wp. —6% Tod = x cwt. a qr. 14 lb. 

Pack, pk. = 340 lb. 

.Sack, sk. = a Weys = 13 qr. 

Last, la. = X2 Sacks = i cwt. xg lb. 

Since the advent of Shoddy, some of the above 
1 weights have become nearly obsolete, although 
' the terms are still in use with different values : 
thus x6 lb. = X st. ; 28 lb. = i Tod ; 20 lb. = 
X Score ; 12 .Score or 240 lb. = x Pack. 

Worsted Yarn, 

Wrap, 80 yards ; Hank=s6o yards=7 Wraps ; 
Counts or Numbers are the number of hanks in 
alb. 

Cotton Wool, 

Bale variable in United Kingdom ; U.S.A. 
average 477 lb. ; Egyptian, 7ig lb. ; East Indian, 
396 lb. ; Brazilian, 220 lb. 

Cotton Yarn. 

I’hread = x% yards. 1 

bea, or .Skein, skn. = 120 Yards. I Also same 
nank,/)A:. = 7 Skeins, or Leas= 840 yds. f for Silk. 
Spimllc, H'pdI. = 18 Hanks. j 

Couiits=the num})er of Hanks in 1 lb. 

Bundle Hanks, either of 5 lb. or xo Ih. 

Reels of Cotton vary from 30 to 1,760 yard.s ; 
by the new Act must be marked correctly. 
Bundles of Cotton are chiefly made up for export. 

Liquid Measure . 


Madras, 

Vis8=3*09 lbs., MauiKi=2$lb., Candy=5oo lb. 


Troy and Apothecaries Weight, 

Carat. 55 3-X7. grains. . 

Pennyweight **.dwt. = 24 grains. 

Ounce..... oz. = 20 dwt„ 480 gr. 

Pbund... = x2oz.,24odwt., 5,760 gr. 

Hundred weight.. cM>r. = xoo lb. 


j The Gallon holds 10 D). av. of water (strictly 
I distilled at 62^ Falir.) and measures 277 '174 
CMibic inches (i cubic foot holds 62*321 gallons). 
gallon=2 (iuarts=0 pints (each holding 20 oz. 


Troy la the weiglit used by goldsmiths and 
iowellera. The grains Troy, Apothecaries’, and 
Avoirdupois are equal, and the same in England, 


of water as above)=32 gills. 

Pin = Gallons or H Barrel. 

Firkin or Quarter Barrel 

Anker (xo gallons) 

Kilderkin, Rundlet, or K Barrel 

Barrel 

Tierce (42 gallons) 

Hogshead of Ale (xJ4 barrels) 

Puncheon 

Butt of Ale 
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British Weights and Measures. 


Practically, the only measures in use are gallons, 
I quarts, pints, and gills, the others ai‘e merely 
j nominal ; e.<j,, the hogshead of S4 gallons, old 
I measure, contains but 52 gallons, x quart, 1 pint, 
j and 3*ss gills imperial measure ; and of wine six 
I nominal <iuart bottles go to the gallon. Of wines 
' imported in casks the following are the usual 
measurements : — 

Pipe of Port or Masdeu 115 gallons. 

„ Teneriffe = 100 

„ Marsala 53 

,, Madeira and Cai}e = 92 

,, Sherry and Tent = xo8 

! Butt of Lisbon and Bucellas = 117 

Aum of Hock and JShenish = 30 

Hogshead of Oiaret, 46 ; Port, 57 ; Sherry, 54 ; 
Madeira, 46 gallons. 

The Lhiited States use the “.Winchester” gallon 
of 331 cubic inches ; the names of measures aire 
the same, and 6 American gallons (1386 c.i.) are 
practically = 5 English gallons (1386*37 c.i.) 

Apothecaries’ Piuid Measure. Marked 

60 Minims ui (drops) = i Fluid Drachm f ^ 

8 Drachms i Ounce f ? 

20 Ounces i Pint 6 

8 = I Gallon C., or Cong. 

1 Drachm — i lea>spoonful. ^Prescribing medi- 
z Drachms = I Dessert-spnful. I <yme by the spoon 
4 l)rachms=r Table-spoonful . } glass or cupful 

2 Ounces =i Wineglassfiil. is unsafe, as all 

3 Ounces = i 3 eacupf uL j those vessels vary 

in size, Graduated glass measures may be pur- 
ch used for a feiv pence. 

Dry or Corn Measure. 

Quart = a Pints. 1 Strike ... = 2 Bushels 

Pottle ... = 2 Quarts. Coomb ... = 4 Bushels 

Gallon ... = 4 Quarts. Quarter... = 8 Bushels. 

; 2 Gallons. Load .. ...= 5 Quarters. 

Bushel ... — 4 Pecks. (Last =10 Quarters. 

= 1 Sack. 

vv heat and other cereals are commonly sold bv 
weight, the bushel being thus reckoned •— 

AVheat, English, 63 lb. Foreign, 62 lb 
Barley, English, 52 and 56 lb. French, 52^ lb. 
j^fediteiTanean, 50 lb. 

Oats, English, 40 & 421b. Foreign, 38 & 40 lb. 
ilye and Maize, 60 lb. Buckwheat, <2 lb 
Grain of all kinds is sold by stone of 14 lb 

toalswerefoimerly sold by measure: 3 heaped 

, bushels = X sack, X2 sacks = i chaldronT Coke, 
apples, potatoes, and some other goods are stili 
.sold by heaped measures and the sack of three 
bushels ; of coke, four bushels are usual. 

Jruit. Ihe Co vent Garden bushel basket is 
*7/2 inches in diameter at top, xo Inches at the 
bottom and is 10 inches deep. The smaller 
maiket baskets nne said to vary in size accordin«* 
to the season and the supply, ® 

Cubic or Solid Measure. 

gibicl ard . = *7 Cubic Feet, 21 *033 bushels 

Stack of Wood... =108 Cubic P\*et. ^ 

Shaping Ton .. = 40 Cubic Feet merchandise 
Shipping Ion ... = 42 Cubic Feet of Timber. 

Ion of displacement of a Ship = 35 Cubic Feet. 

■Hfi n Measures of Length. 

Admiralty Knot, or Nautical 
iltutt = fathoms :=x*xs Mile 

t Knots = 38 Statute Miles. 

Leagues 3 Miles. 

Degree =z 60 Geographical = (Sg-isi Statute Miles. 
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Foot . 

Cubit 

Yard . 1 .'"]' 

Pace, Military 

Pace, Geometrical.. 
Fathom 


iffiir l^oints, or x2 Lines. 

mIi:;;;:;;::;; = 

gr/:: 

Qjmier (or a Span) = 

= X2 Inches. 

= 18 Inches. 

= 36 Inches. 

= 2 Feet 6 Inches. 

= sEeei. 

]^(i, role, or Perch = sKwds 

Fnrlmi/ looj’athoms, 600 Feet. 

MPa — 40 Hods, 220 Yards. 

Hods ’ ~ ^ Hurlongs, 80 Chains, 320 

equal to 14 Statute 

Measure. 

yS-d ~ Inches. 

ATi 1 A Z i “ 400 roods, 

square yards. l»eicnes, 01 3,097,600 

yards each 

of 1^1 lidt square half-acre 

-0 Of a square 

the UnftedTKhS^'iu^cZSI ®V“P>07«1 i>> 
the Colonies geSliv Austialia, and 

States; bufocSSy e'SldS^ 

perches, eoiitain'^t ?“’■ of i6c 


United 

measure- 


statute. 


equal to 1*6x9835 
or Irish. 


The Chesfbr^^ Lancashire ..a 

sq varS ^ In 1 PerchG^, each r= 64 

sq. yards = 2*xie7 acres ^ 

or t StatuTe^S^^VLmaf^^^^ tn x *291322 statute ; 
The Scottish A ° ^^44 Cunningham. 

== statute (nearly 

Measures of Time. 

SKU.;;;;:;:::;:;: 

z4 Hours , g^“- 

D-ivi* " * Sidereal Day.) 

K * Week^ " 


28 Days 




aSSSiSSS® 
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British Weights and Measitres, 


6o Seconds 

6o Minutes ' 

30 Degrees'-" ..... 

90 Degrees'’ 

4 (inadrants, or 3<$o‘ 


Angular Measure, 


iMiimte. 
rssi Degree. 

±=1 Sigm--- 
= t Quadrant, 
rs X Circumference. 

The Barth rotates at a velocity of xg degrees an 
hour 01 time at the B(iiiator{aboutx^‘366mile3a 
minute) ; x° is therefore equal to 4 minutes. 

Circular Measure, 

Diameter of Circle X 3’i4x6 = Circumference. 

Diameter Squared X ‘7834 = Area of Circle. 

Diameter Squared X3'i4x6gives Surfaceof Sphere. 

Diameter Cubed X *5236 = Solidity of Sphere. 

One Degree of Circumference x 57*3 gives iladius. 

Diameter of 0yrnKlerX3*x4i6 ; product by length 
or height, gives the Surface. 

Diameter Squared X ‘7834; product by length 
or height, gives Solid Content. j 

A CUrcular Acre is 233*504 feet, a Circular Eood | 
xx7’7Sz feet in difimeter. Tlie Cii*cnmference of i 
the Globe is about 24,855 miles, and the Diameter l 
about 7,900 miles. 

Electrical Measures. 

It is customary among electricians to express 
all measurements in terms of the centimeter, 
gramme, second (C.G.S.) system, either as force 
oi’ work according to their nature, and, due 
allowance being made ffn* the effect of gravita- 
tion, these units are called ‘absolute” ; but it is 
fair to mention that tlic accuracy aimed at has 
not, and probably Jiever will be, attained. 

Bor practical and commercial purposes the 
chief units are the— 

I'oi’ Die measure of 

Volt Electromotive force = about gz'Sio 

of that given l)y one Daniell’s 
battery cell. 

Ohm Resistance = the resistance offered 

to the ]>assage of a current of 
electricity by a thread of mercury 
X06 cm. long and x mm. cross 
section at the terapei'ature of 
melting ice. 

Current = the current i volt will 
drive through x ohm. 

Coulomb Quantity = i ampere flowing for 

X second of thne, 

HlCEOFARAP Capacity *000, oox coulomb at i 
volt pressure. 

Watt Bower = 44 ft. lb. per minute. 

Ihmrrl of I'rnde Tnit = 1,000 watts x hour. 

746 watts n X Imu'sc - power. 

In carlion lamps of xe-candlc power (nominal) 
about four watts are required per candle power 
to give g<K>d ecopomie.al results for domestic 
purposes. One Board of Trade unit will keep a 
x6'candle carbon lamp aliglit for abmit x6 hours ; 
metallic filament lamps reqinre less. 

■{ Eish Measure, 

i are sold by the Oran, containing 37*4 

imperial galbm.s or Half Cmn of x8^ imperial 
gallons (or Banri, for white herrings, of 
imperial gallons) m\ the East Coast of Scotland 
from Shetlan<ltu Beiwick, also at Castle Bay and 
Stornoway ; but on the West Coast, Isle of Man, 
lat!td m ireland,,by the Maze, which contains 5 long ; aChoppius 
'hundrcKls of 123 each. On the East coast of ' 

En^and thc^ are sold by iVhich con- 

tains xjLaoo nsh. They are counted by the Warp, 

.1 -4% M . "Sw « * IBtmdred, ; 

10 Hundred •== x Thousand,, »,3 »q ; xo Thousand 


= X load. 


! AMPERE , 


Timber and Wood, 

40 cubic feet rough, 50 cubic feet squared 
50 cubic feet of planks = x load. 

TOO superficial feet = i square of flooring. 

120 Deals = 100. 

Width of Battens, 7 inches ; Deals, 0 inches ; 
Planks are 2 to 4 injshes thick, anq 10 or 11 
inches wide. A Cord of Wood is 2% tons, or 
X25 cubic feet. 

Carpenters’, Bricklayers’, and Builders’ 
Measurements. 

Stock or kiln bricks ....... inches x 4354X234 

AVelsh fire-bricks.. 9' „ X 434X2^ 

Paving bricks 9 „ X 4^X11:53 ! 

Square tiles .................. 934 ,, X g^Xi' 

„ 6 ‘ „ X 6 XX 

Dutch Clinker bricks 9,14 „ X3 Xxj4 

A Rod of Brickwork i 6 %' feet X i6J4 feet x 
x% brick thick = 306 cubic feet, or xxJ4 cubic 
yards, and contains about 4,500 bricks with about 
75 cubic feet of mortar. 

A Square of Flooring is 100 square feet, 

A Piece of Wall Paper is X2 yd. long X 21 in. 
wide (English), and 9 yd. x 18 in. (French). 

Ordinary bricks weigh about 7 lb. each ; a load 
of 500 weigh«i about i ton, 11 cwt., 1 qr. 

Sizes of Slates. 

in. in. ! in. in. 

26X16 I Ladies. x6Xio 

26X14 1 „ Small ... 16X 8 

24X14 I „ Large ... 14XX2 


Emi>ress 

,, Small . 
Princesses .... 
Duchesses .... 
Marchionesses 
,, Small . 
Countesses .... 

,, Wide ... 2oXx2 
Viscountesses... iSXxo 
„ Small i8x 0 


24X12 
zzXx2 
. 22X11 
. 20XX0 


14X 8 

Plantation ... 13X1X 


Dotibles . 


X3XX0 

13X 7 
xzX 8 
xzX 6 
*1X5 


Smalls 
Ditto 
^ Ditto 
Water, 

Cubic inch = 252-458 grains. 

Gallon (277 274 cub. in.) = 10 lb. (distilled) 

Cubic foot = 62*321 lb. 

■ 35'943 cnljic ft. (224 gals.) = 1 ton. 

Water for Ships : Ton, 210 gals., Butt 110, Pun- 
cheon 72, Barrel 36, Kilderkin 18 gals. 

Cisterns: A cistern 4 feet by z^i and 3 deep will 


hold brimful 186*963 gallons," weighing 16 cwt. 
idditi 


43 


2 qrs. 2 x* 6 lb. in addition to its own weight. 
An inch of rain on the surface of an imperial 
acre = 43>S'5o sq. feet = 3,630 cubic feet = 
100*993 tons. 

A TON AVEIGHT OP THE FOLLOWING WILL 
AVERAGE IN CUBIC FEET 

Earth 21 I Coal, Newcastle, 

Clay x8 ! Pit Sand 

Chalk 14 I E,iver ditto 19 

Thames Ball-ast 20 ! Marl x8 

Coarse gravel 19 | Shingle 23 

Coal, Welsh 40 1 Night Soil x8 

A cubic foot of piu'e gold weighs 1,2x0 lb., pure 
silver 655 lb., cast iron 450 lb., copper 550 Ib., 
lead 710 lb., pure platinum 1,220 lb., tin 
456 lb., aluminiuin 163 lb. 

Old Scottish Measures. 

LiQums, 


2 Pints I Quart. 

4 Quarts... =z 1 Gallon. 
8 Gallons.. .= x Barrel. 


4 Gills.. .= X Mutchkin. ' 

2 Mutchkins = i Chop- 
pin. 

I Pint. 

Corn Measure. 

4 lippics ...= X Peck. | 4 Firlots = 1 Boll. 

4 Becks = I Firlot. J x 6 Bolls = i Chalder. 

Old Scottish Weights, 

x6 Drops X Ounce, x6 Ounces x Pound, x6 Pounds 

Stone. ■ . , 
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Name of Testator. 


Value Approx. 

of Amount 

Estate, of .Bequest. 


Frederick Gorringe, aged 77, of 
Loudon, ciraptu’ & silk mercer 
' James Markc wood, aged 67, of ; 
} LiveiT>ool, mercht. & slapow’r ■ 
ITeni7lsaac.s Baraato, aged 58, 
Soutli African financier .... 
Joseph Chapman, j.p., of Clee- 

thorpes 

Jos. Arnsley Davidson Shipley, 
a^ed 87, of Gateshead , solicitor 
Josiah Vavasseiw', c.B.,aged 74, 
of Thetford andof Blackheath 
Dame ' Louisa Sophia Gold- 
smid, aged 89, of 13, Portman 

Square, W 

IVlrs. Charlotte Sarah Greenhill, 

of N orfolk Square, tV 

Dr. Thomas McKie, aged 78, of 
Edinburgh, advocate ...... 

Dr. John Hall, st.n., of St. 

John’s Wood, N.W 

Dr. Charles Bell Tayloi*, m.d., of 

Nottingham 

Mr.s. Lucy Jane Grice, of Forest 

Row, Sussex 

Sir George Tliomas Livesey, 
aged 74, of the South Metro- 
politan Gas Co 

Edwin Popplewell Dawson, 
aged 78, of Melton Mowbray, 
maltster and coal merchant 
Mrs. Caroline Ann Evans, of 

Roehampton, S.W 

Alexander Fleming, aged 84, of 

Glasgow, ironmaster 

Charles Morrison, of Harley 
Street, W., and of Goring . . 
Miss Annie Graham Sewell, of 

Canterbury 

Mr. John Kershaw, f.k.c.s,, of 

St. Anne’s-on-the-Sea 

Edwin Josejih Alfred Aylifle, 

of London and Paris 

The Right Rev. Dr. Thos. 
Wilkinson, n.n., of St. Cuth- 
bert’s College, Durham .... 
Miss Emma Sarah Wolfe, aged 

75, of Jai'vis Brook 

William Ford Stanley, 
aged 8i, of South Norwood, 
scientific instrument maker 
Darne Emma Osborne, of 

London and Tipperary 

William George LovelljOf Bed- 
ford and Newport Pagnell, 

brewer 

Leslie Gordon Young, aged aa, 

of Cheltenham 

Miss Jane Finnie, of Brighton 

and Edinburgh 

Francis Elgar, aged 63, of Corn- 
wall Terrace, N.W., naval 

architect 

Charles Henry Lowe, aged 81, 

of Eowde Hall, Wilts 

George Moss, aged 85, of Upper 

Norwood 

Mrs. Isabella Bateman, of Hove 
Miss Isabella Gregson, of 

Bournemouth 

Mias Elizabeth Skinner Cob- 
ham, aged 87, of Brighton . . 
Isaac Dixon, aged 6a, of Kes- 
wick and of Liverpool, ii'on 

merchant i 

Richard Vincent Coleman, aged 1 
77, of Buckland, Dover .... 
JamesLawesPcmn,ofCotham, ' 
Bristol, tobacco manuftr. . . 
Miss Sarah Elizabeth Gram- 
bridge, of Brighton 


£ 

617,627 
V, 043,734 

2.500.000 
239 , 0*6 
188,156 
311,742 

204,652 

162,737 

83,352 

88,366 

116,163 

174,386 

*57,063 

78,017 

292,456 

1.300.000 

6 , 666,666 

55, ”4 

79.195 

46,3*3 

40,944 

71,520 

58,905 

196,822 

41,889 

126,919 

48,909 

81,046 

50,985 

95,974 

66,324 

33,57* 

29,823 

40,883 

41,383 

86,829 
3*, 649 , 


£ 

415.000 

270.000 

250.000 

190.000 
107,970 

150.000 

100.000 

90.000 

80.000 
80, coo 

70.000 
70,000 

70.000 

68.000 

64.000 
6z,coo 

55.000 

50.000 

50.000 I 

i 

40.000 I 

40,000 I 
40,000 ' 

40.000 

37.000 

35.000 
35,000 

34.000 

32.000 

30.000 

30,000 

30,000 

30.000 

29.000 

25.000 

25.000 

24.000 
24,000 


Name of Testator. 


\alue j Approx, 
of Amount 
of JSequest 


Mrs. Annie Jane Holborn, j 
aged 74, of Campden Hill, W'. 
Elli.s Abraham Trankliu, of { 
Samuel Montagu & Co., i 

foreign bankers 

Dame Emily Roe, aged 64, of | 

Utchurch, Derby j 

Miss Annie Scott, aged 80, of 

Chester Square, \V ! 

Miss Ann Hill, of Peterborough 
The Rev. Ohas. P, Eaton, aged I 

72, of Milford Haven | 

Miss Betsy Ann Burton , 
Williams, aged 83, of Lee,S.E. j 
Mrs. Eleanor Bush Hathawav, i 
aged 79, of Tunbridge Weils 
Stanley Puckle, of Tunbridge 

Wtells !. 

Miss Harriet Trevenen, of 

Torquay 

Miss Anne Marples, aged 51, 

of Sheffield 

Mrs. Catherine Maiy Castle, 1 
aged 78, of Clifton, Bristol . . } 
Alfred Morten, aged 60, of 

Upper Norwood j 

Miss Mary Hczmalhalch, of ! 

Felliscliffe, Yorks j 

Ml'S. Mary Booth, of Bedford i 

Park, i 

Samuel Fuller, aged 42, of | 

South Hampstead 

Alfred Edwin Birch, of Clifton, 

Bristol 

Henry John Randall, aged 82, 
of Bridgend, Glamorgan, ... I 
Mr.s. Juliana W'akeli'eld, of 
Kilcullen, co. Kildare .... i 
Robert Muckle, aged 71, of i 
Tynemouth, land agent .... i 
John Munro, aged 70^’of Elgin, ^ 
N.B., grocer and .spnit dealer 1 
Mrs, Hannah Lownae.s, of Bath ' 
William Henry Dunlop, of j 

Malone Park, Belfast ! 

Miss Ellen Emily Do Zoete, of * 

Hayes, Kent 

Francis Glen Macxinclre w, a ged I 
54, of Largs, N.B. .......... j 

The Hon. Harriet Maria Geor- J 
giana Le Poer Trench, aged 
70, of Hyde Park Gardens, W, 
Alderman William Robinson, 
aged 71, of Pendleton, Lancs 
Alderman Geo. Peters, .j.r., 
aged 67, retired contractor, 

of Gloucester. 

Mrs. Mai'tha Wagstafie Filer, 
aged 90, of Hampstead .... 
Alderman Abraham Leon 
Emanuel, j.p,, of Soxithsoa, 
twice Mayor of Portsmouth 
Sir Daniel Cower, 2nd Bart., r 
aged 60, of Newmarket, and • 

Sydenham, S.B. .... I 

Dame Annie Campbell Clarke, | 
of sx, Grosvenor Street, IV. . . j 
Mm-Louisa Eliza Baxter, aged 

83, of Doncaster I 

Mrs.A. Cameron, of Eastbourne I 
George Edward Crawhall, aged i 
75, of Newcastle-on-Tyno .. ’ 
Mrs. Martha Maria Fraser ' 
MacEwan, aged 75, of Stolce ' 

D’Abemon i 

Mrs,Sarah J ackBcm,of Bowdon, j 
Chester 


Mr.Sw aien Waterton,* of ’isV. i 

Oueen'a Gate, W ! 


Queen's Gate, S.W 
Total . 


52,58* 


508,959 

4*,S03 

151,649 

21,367 

24,987 

30,837 

25,0x0 

*76,530 

25,377 

58,93* 

55,502 

79,792 

34,537 

*8,197 

19,864 

22,789 

57,556 

*5,4*6 

2*, 536 j 

44,420 

65,211 

13,482 

31,803 

308,559 

122,769 

54,798 

*8,143 

37,445 

34,368 

123,863 

3*3,594 

36,280 

58,090 

25,129 

774,597 

32,633 

56,962 


£ 

23,750 

22.000 
20,500 

20.000 
20,000 

20,000 

*3,000 

* 7,000 

17,000 

* 7,000 

z6,8oo 

16,500 

* 5,000 

*S,oco 

* 5,000 

. *5,000 

*4,600 

*4,400 

* 4,000 

*4,000 

*3,000 

*2,500 

*2,500 

* 2,000 

*3,000 

* 2,000 

*3,000 

* 2,000 

11,000 


* 0,000 

* 0,000 


10,000 

9,900 


9,000 

8,300 


..£' 3,4it,r70 : 19,182,665 
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British Weights and 3feastires. 


Angular Measure, 

6oSe<.‘otuls".,.. = 2 : X Minute. 

6o Jtinulos'.... = X Degree. 

30 = i Sign. 

90 = i Quadrant. 

4 (iu;i(lraiita, or 360*^ ... = x Circumference. 
Th<! Earth rotates at a velocity of 15 degrees an 
hour of time at tiie Eiiuator(al>outx7 *3:66 miles a 
minute) ; is therefore equal to 4 minutes. 

! Circtilar Measure. 

I Diameter of Circle X 3'i4x6 = Circumference. 
Dhiiueter Squared X *7854 = Area of Circle. 
Diameter Squared X3*i4i6gives Surface of Sphere. 
Diamuti'r Ciiijed X '5236 =; Solidity of Sphere, 
j One Degree of Circumference X 57*3 gives iladius. 


Timber and Wood, 

40 cubic feet rough, so cubic feet squared= x load. 

so cubic feet of planks s= i load. 

xoo superficial feet =5 x square of flooring. 

X20 Deals = 100. 

Width of Battens, 7 inches ; Deals, a inches : 
PI, ‘inks are 2 to 4 iimhes thick, and 10 or ii 
inches wide. A Cord of Wood is zji tons, 01 
125 cubic feet. 

Carpenters’, Bricklayers’, and Builders’ 
Measurements. 

Stock or kiln bricks 8^1 inches X 4M'X23/ 

Welsh fire-bricks 0 ,, X 

Paving bricks | ”, X 4KXxg 

Square tiles gf 4 „ x 934X1 

6 * „ X 6 XX 


i Diameter of Cylin«lerX3'i,||.i6 ; product by length ' Dutch clinker bricks gA ■» X3 Xijl.< 

or height, gives the Surface. _ _ _ | A_ Rod of Brickwork 16 feet X x 6 Afeet x 


: Diameter Sqnareil X *7854; product by length j 1% brick thick = 306 cubic feet, or ixA cubic 
( or height, gives Solid Content. i yards, and contains about 4,500 bricks with about 

A Circular Acre is 235'so4 feet, a Circular Rood ! 75 cubic feet of mortar. 


Princesses 


Sin, ‘ill 

Countesses 

„ Wide ... 
Viscountesses... 
„ Small 


1x7-752 feet iu, di'.mteter. The Circumference of 
the Clube is ah.' >11124,855 miles, and the Diameter 
about 7,900 miles. 

Electrical Measures. 

It is cufitninary nuumg electricians to express 
all measurements in terms of the centimeter, 
grauirne, sect aid (C.G.S.) system, either as force 
or Work a(?cor<Uhg to their nature, ami, due 
alltnvamre being made f.o> the effect of gravita- 
tion, tiu'se units nr<.> c.dled ‘absolute” ; but it is 1 bi" heSes 
fair-tr* mention tluit tiie accuracy aimed at has ^ 
not, and probably never will be, attained. ‘ 

For ju'acticai and commercial purposes the 
chief units uro the ■ 

IVn' fhf measure of 

VoT.T EhM'trtanotive force = about gz'6io 

, of tiiat given by one* Daniell's 

bnlt cry cell. 

Ol!>r Rt}si.sl:ince = thei'esistaiice offered 

to the pa.s.sagc of a current of 
electricity i»y a thread of mercury 
106 cm. long and x mm. cross 
Sfi.'tion at the temperature of 
melting ice. 

AMi'iilUK CuiTent = the current x volt will 

drive through x ohm. 

Coulomb Quantity ~ x ainiicre flowing for 

I second of time. 

Microfarap Capacity = -ooo.oox coulomb at x 
volt ju’e^sure. 

W.VTT ......... Powa r z: 44 ft. lb. per minute, 

Jinard of Tnck* ? nit 1,000 watts x hour. 

746 w'atts ~ X hor'^e-power. 

In cari)on iamps of x6-candlc pow'er (nominal) 
about four watts are r<;‘quirc{l per candle power 
to give good ccnpomfeul results for domestic 
imrpoaeH. One Board of Trade unit will keep a 
x<S“candle carbon lump alight for about x6 hoars ; 
metalHc filament lamps require less. 

Pish Measure, 


A vSqiiare of Flooring is 100 square feet. 

A Piece of Wall Paper is 12 yd. long x 21 in. 
wide (English), and 9 yd. X 18 in. (French). 

Ordinary bricks weigh about 7 lb. each ; a load 
of 500 weighs about x ton, ii cwt., x qr. 

Sizes of Slates, 
in. in. ! 

Empress 26X16 i 

Sm.'ill ... 26X14 : 


Herrings are sold by the Cmn, containing 3754 
>r Jlnif Cmn of xS)^ imperial 


in. in. 

ladies............ x6Xxo 

„ Small ... x6X 8 
24X14 i" , Large' M.' 14X12 
24X12 i „ „ ... X4X 8 

22X12 I Plantation ... X3X1X 
22X11 : Doubles ......... X3X10 

2oXxo „ x3X 7 

2 oXx 2 ; Smalls xzx 8 

iSxxo I Ditto ........... xax 6 

18 X o ; Ditto xxXsps 

Cubic ineli = 252*458 grains. 

Gallon (277 274 cub. in.) = 10 lb, (distilled) 

Cubic foot 62-321 Ib. 

35'943A‘ubie ft. (224 gals.) = 1 ton. 

Water for Ships : Ton, 210 gals., Butt xio, Pun- 
cheon 72, Barrel 36, Kilderkin 18 gals. 

Cisterns: A cistern 4 feet by zA and 3 deep will 
hold brimful 186-963 gallons, weighing 16 cwt. 
2 qrs, 21-6 lb. in addition to its own w^eight. 
An inch of rain on the surface of an imperial 
acre = 43,560 sq. feet = 3,630 cubic feet = 
xoo -993 tons. 

A TON WKIGHT OF THE FOLLOWING WILL 
AA-ERAGE IN CUBIC FEET 


^'‘ii'th 2 x j Coal, Newcastle.. 

€iay 18 Pit Sand 

1 tit li,. 


Chalk. 

Thames Ballast 
Coarse gravel ... 
Coal, Welsh 


14 i 


43 

22 


River ditto 

, Mari 18 

19 1 Bh ingle 23 

1 ;• 40 ' Kight Soil x 8 

A cubic loot of pure gold weighs 1,210 lb., pure 
silver6sslb., cast iron 450 lb., copper ssolb., 
lead 710 lb., pure platinum' 1,220 Ib., tin 
456 lb., aluminium 163 lb. 

Old Scottish Measures, 


imperial 'gallons or 

galhms <<tr n.invi, for white herrings, of a6% i Ltourns 

imperial uanoTia)oii the East Coast of Scotland ‘ 4 (}ills...=: 1 Iklutchkin. 1 z Pints 1 Ouart 

from Bhetlandto Berwick, also at Castle Bayand » Muf-rvUirina — , , a.,.,,..*.., ... _ 

Stornoway ; !>ut on the West Coast, Isle of Man, 

;jand In Ireland, by the Mane, which contains glong 
idreds of X23 each. On the East coast of 
, .jland. thwart* sold by tbe-Luaf, which con- 
,lwS4 *3,sw? nih. They are count# hy the Feiw, 
w||il,t| 4*^.3 Warps 52 s Long Hundred. 132; 

"■ “ at,3»a ; *«» !lhou«and 

^ 


2 Mutchkins = x Chop- ' 4 Quarts... = i Gallon. 

_ . pin. I 8 aanons...5=: X Barrel. 

2 Choppms = I Pint, i 

Corn Measure. 

4 Lippies ...= X Peck, j 4 Firiots = i Boll 

4 Pecks = ? Mot. j *6 Bolls = x Chalder. 

Old Scottish Weights. 

x6 Drops X Ounce, x6 Ounces i Pound, x6 Pounds 
.X Stone. . 
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Name of Testator. 


Frederick Gorringe, aged 77, of 
London, draper & silk mercer 
James Markc Wood, aged 67, of 
Liveiyool, mercht. & shipow’r 
Henry Isaacs Barnato, aged 58, 
South African financier .... 

Joseph Chapman, j.i*., of Clee- 
thorpes .................. 

Jos. Ainsley Davidson Shipley, 
aged 87, of G ateshead ,soiicitor 
Josiah vavasseur, c.B.,aged 74, 
of Thetford and of Blackheatii 
Dame Louisa Sophia Gold- 
srnid, aged 89, of 13, Portraan 

Scpiare, W. 

Mrs. Charlotte Sarah Greenhill, 

of N orfolk Square, W 

Di*. Thomas McKie, aged 78, of 

Edinburgh, advocate 

Dr. John Hall, ai.n., of St. 

John’s Wood, N.W 

Dr. Charles Beil Taylor, m.d., of 

Nottingham 

Mrs. Lucy Jane Grice, of Forest 

Row, Sussex 

Sir George Thomas Livesey, 
aged 74, of the South Metro- 

p<.)litan Gas Co 

Edwin Popplewell Dawson, 
aged 78, of Melton Mowbray, 
maltster and coal merchant 
Mrs. Caroline Ann Evans, of 

Roeharnpton, S.W 

Ale.^andcr Fleming, aged 84, of 

Glasgow, ironmaster 

Charles Moirison, of Harley 
Street, W., and of Goring . . 
Miss Annie Graham Sewell, of 

Canterbury 

, Kershaw, f.b 


of 


Mr. John Kershaw, f.r.c.s. 

St. Anne’s-on-the-Sea 

Edwin Joseph Alfred Aylifle, 

of London and Paris 

The Right Rev. Dr. Thos. 
Wilkinson, n.n., of St. Cuth- 

bert’s College, Durham 

Miss Emma Sarah Wolfe, aged 

74, of Jarvis Brook 

William Ford Stanley, j.p,, 
aged 81, of South Norwood, 
scientific instrument maker 
Dame Emma Osborne, of 

London and Tipperary 

William George Lovell, of Bed- 
ford and Newport Pagnell, 

brewer 

Leslie Gordon Young, aged za, 

of Cheltenham 

Miss Jane Finnic, of Brighton 

and Edinburgh 

Fi-ancis Elgar, aged 6^ of Corn- 


wall Terrace, 
architect 
CTiarles Hei 


naval 


harles Henry Lowe, aged Sx, 
of Rowde Hall, Wilts ...... 

George Moss, aged 85, of Upper 

Norwood 

Mrs. Isabella Bateman, of Hove 
■'Tiss Isabella Gregson, of 

Bournemouth 

Miss Elizabeth Skinner Cob- 
ham, aged 87, of Brighton , . 
ime Dixon, aged 6 z, of Kes- 
wick and of Liverpool, iron 

merchant 

Richard Vincent Coleman, aged 
77, of Buckland, Dover .... 
J amesLa^ves Perrin.of Cotham, 
Bristol, tobacco manuftr. , . 
[iss Sarah Eliaaboth Gmm- 
bridge, of Brighton . : 


Value 

of 

JBstate.^ 

£ 

6x7,627 

1,043.734 

2,500,000 
a39.oiS 
188, xs6 
311.742 

204,652 

162,737 

83,352 

88,366 

xx6,x63 

*74,386 

*57,063 

78,0x7 
292,456 
1^300,000 
6,666,666 
55, *14 
79.195 

46,3*3 

40,944 

7*. 520 

58,905 

196,822 

41,889 

126,9x9 

48,909 

Sx,046 

50,985 

95,974 

66,334 

32,57* 

29,823 

40,883 

41,383 

86,829 
3*, 649 i 


Approx. 
Amount 
of Bequest . 


£ 

4x5,000 

270.000 

250.000 

190.000 
107,970 

150.000 

100.000 

90.000 

80.000 
80, coo 

70.000 
70,000 

70.000 

68.000 

64.000 
6x,coo 

55.000 

50.000 

50.000 

40.000 

40,000 

40,000 

40.000 

37.000 

35.000 

35.000 

34.000 

32.000 

30.000 

30,000 

30,000 

30.000 

29.000 

25.000 

25.000 

24.000 
24,000 


Name of Testator. 


Mrs. Annie Jane Hoi born, 
aged 74, of Cainpden Hill, W. 
Ellis Abraham Franklin, of 
Samuel Montagu & Co., 

foreign bankers 

Dame Emily Roe, aged 64, of 
Litchurch, Derby. ......... 

' I Miss Annie Scott, aged 80, of 

i Chester Square, W 

Miss Ann HiUjOf Peterborough 
The Rev. Chas. P. Eaton, aged 

72, of Milford Haven 

Miss Betsy Ann Biu’toii 
Williams, aged 83, of Lee, S. E. 
Mrs. Eleanor Bush Hathaway, 
aged 70, of Tunbridge Wells 
Stanley Puckle, of Tunbridge 

Wells 

Miss Harriet Trevenen, of 

Torquay 

Miss Anne Marples, aged 01, 

of Sheffield 

Mrs. Catherine Mary Castle, 
aged 78, of Clifton, Bristol . . 
Alfred Morten, aged 60, of 

Upper Norwood 

Miss Mary Hezmalhalch, of 
Felliscliffe, Yorks 
[rs. Mary " 

Park, W. 

Samuel Fuller, aged 42, of 

South Hampstead 

Alfred Edwin Birch, of Clifton, 

Bristol 

Henry John Randall, aged 82, 
of Bridgend, Glamorgan. . . . 
Mrs. Juliana "Wakefreld, of 
Kilcullen, co. Kildare .... 
Robert Muckle, aged 71, of 
Tynemouth, land agent .... 
John Munro, aged 70, of Elgin, 
N.B., gx'ocer and sphit dealer 
Mrs. Hannah Lowmdes, of Bath 
William Henry Dunlop, of 

Malone Park, Belfast 

Miss Ellen Emily De Zoete, of 

Hayes, Kent 

Francis Glen MacAndrew, aged 

54, of Largs, N.B 

The Hon. Harriet Maria Geor- 
giana Le Poer Trench, aged 
70, of Hyde Park Gardens, W. 
Alderman William 'Robin.son, 
aged 71, of Pendleton, Lancs 
Aldemian Geo. Peters, j.i*., 
aged 67, retired contractor, 

of Gloucester 

Mrs. Martha TVagstafie Filer, 

aged 90, of Hampstead 

Alderman Abraham Leon 
Emanuel, jr.r,, of Southsea, 
twice Mayor of Portsmouth 
Sir Daniel Cooper, 2nd Bart,, 
aged 60, of Newmarket, and 

Sydenham, S.E 

Dame Annie Campbell Clarke, 
of sx, Grosvenor Street, tV. . . 
Mrs. Louisa Eliza Baxter, aged 

83, of Doncaster 

Mrs. A. Cameron, of Eastbourne 
George Edward Crawhall, aged 
N ewcastle-on-Tyne . . 
Mrs. Martha Maria Fraser 
MacEwan, aged 75, of Stoke 

D’Abernon 

Mrs.S,arah Jackson, of Bowdon*. 1 
. Chester . . . , ; . , , ' 

Mrs. Ellen Waterton, of 187! 1 
Queen’s Gate, S.W. /. j 

Total £\ 


\ alue j Approx. 

of Amount 
Estate. 'o^Bequegt 


£ 

52,582 


508,959 

42,503 


*51,649 

21,367 


34,987 

30,837 


25,0x0 

*76,530 


58,93* 

55,502 


*8,197 


£ 

23,750 


22,000 

20,500 


20,000 

20,000 


23,000 


26,500 


*9,864 

. *5,000 

'22,789 

*4,600 

97,556 

*4,400 

15,416 

*4,000 

21,536 

*4,000 

44,420 

65,2x1 

*3,000 

*2,500 

23,48a 

*2,500 

3*, 803 

12,000 

308,539 

12,000 

122,769 

12,000 

54,798 

*2,000 

*8,143 

*2,000 

37,445 

11,000 

34,368 

10,500 

' *23,863 

10,000 

3*3,694 

10,000 

36,280 

58,090 

10,000 

9,900 

25,229 

9,500 

774,597 

9 000 

32,633 

3,300 

56,962 

8,2$o 

3,411,170 

19,182,665 
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©fittuai-g^ I Nov., 1908-31 Oct, 1909. 


Abdul Karim, Hafiz Munsbi, C.V.d., 0 1.E 
formerly Indian Secretary to Queen Victoria! 
a{?efl46.— A'pnV. ’ 

Adrian, Frederick Olwidiah, c.m.C., late Officer 
of Arms for that Order, aged 7^-- Jan. 14. 
Aldm;son, ilaj.-Gen. Sir Harry james, K.C.B 


(Crimea), aged 73 . — Sept 10. 

Rev. John, Dean of Ferns, aged 


j Alexauflor, Very 
j 65, — A’or. 19. 

I Henry George, K.c., formerly M.P. for 

the Pembroke District, aged 92,~.Vf>0. 24, xgoS. 

. Alt, Col. V’llham John, c.B , aged 68.— iVoo o 
! 1908. 

, Amar Hingb, Gen. Raja Sir, K.c.s.r., late Presi- 
dent of kafimiir .stale Council andCommander 
, m (. hief of the Anny, aged 44.~.lfa-rcA 26. 
j Amherst of Hackney, William Amhurst, xst 
Baron, formerly M.P. for West Norfolk, aged 
73,— Jrttt. x6. ’ “ 

Anderson, Maj.-Gen. Alfred (Suakin and Burma), 
aged 66.— July 15. 

Gen. David (Indian Frontier), aged 88. 

Annesley, Hugh, sth Earl, an Irish Repre- 

77 -— 

1 Anson, Rt. Rev. Hon. Adelbert John Robert, 


69 . — May 27, 

Appleton, Rev RichaKl, jr.A., Master of Selwyn 
College, aged 60. — Feb. 28. 

Baird, Adm. Sir John Kennedy Erskine, k.c.b. 

(Russian War), aged 7$.— Dec. 8, 1908. 
iiarne%vall. Sir Reginald Aylmer John de Banie- 
val, xoth Baronet, aged 7i.~-Apr<7 18. 
Barrow-in-Furness, Rt. Rev. Henry Ware, Bi.shon 
Sulfragau of. aged 78.— 17. ^ 

Bany, Vice-Adm. Sir Henry Deacon, k.c.v 0 , 
aged s8.— Af/r. 14, 1908. ’ 

Assistant 

Secretary to Ecclesiastical Commissioners, m^ed 

74 .--./an. 23. ’ ® ‘ 

Battye, Maj.-Gcm. Arthur, c.B. (Indian and 
Afghan campaigns), age<l 69.—./?///? x, 
ihmt, Hon. Sir Thomas, K.c.jf.o., Premier and 
Treasurer m \ ictoria, aged 7%.— Stmt 17. 

George Cavendish, formerly 
M.P. for Penryn and Falmouth, aged kk — 
Aiiuj. 22. " 

Bergno Sir Henry, k.c.b., k.c.m.o., of long and 
varied diplomatic service, ageil 66.— ic 
*908. 

Bhashyam, Sir t’embakam Aiyangar, c.r.K , late 1 
a judge of the High Court of Madras, aged 64 
—A or. tZ, 1908. ^ 


County Court Judge for Tyrone and a musical 
comixiser, aged 83. — 2.7. 

Brady, <M. Sir Robert Maziere, 3rd Baronet 

aged s&^—Sept. 21. 

Biymer, Col. IVilliam Ernest, formerly M.P. for 
S, Dorset, aged 69.— 9. (£240,497 gross.) 
Bimkley, Abel, formerly M.P. for ^e Prestwich 
Division, aged 73. —Dec. 22, 1908. 

Bmibiiry, Rev. Sir John Richardson, srdBaroneC 
aged 93.— De6. 19. 

Bm’ke, Sir Theobald. Hubert, 13th and last 
Baronet of Glinsk, formerly Lt.-Col, in 18th 
Regt. (Crimea and Alutiny), aged 75. 6. 
Bunie, Maj._-6en. Sir Owen Tudor, O.C.LE., 
K.c.s.i. (Crimea and Indian Mutiny), a member 
of the Council of India 1887-96, aged 71.— 

Jeh. 3. * 

Burnley, Rt. Rev. Alfred Pearson, Bishop 
Suffragan of, aged 60.— JfareJi 19. 

Burns, Rev. Dawson, b.d., temperance advocate, 
aged 80.— 22. 

Burnside, Sir Brace Lockhart, formerly Chief 
Justice of Ceylon and Speaker of House *of 
Assembly, aged 76.— xo. 

Burton, Michael Aithur, xst Baron, K c v.o., a 
director of Bass and Co., foimeiiy AI.P for 
&;^tafford, &c., aged 71.-AW;. x. (£1,000, wo.) 
Litler, bir Thomas Pierce, voth 'Rflvmiaf ‘ 




Black, Maj.-(^cn, Sir IVil.sone, k.c.b. (Crimea, 
_ Aul 11 land, Ac. ), aged 72. —July 5. 

Black! lurne, \en. Foster Grey, Archdeacon of 
Manchester, agetl 70.— Feb. x. 

Blackett, Maj. -Gen. Sir Edward W'illiam, 7th 
Baronet C.B. (Crimea), aged 7^^-Sept, *3! ^ 
BJam.M Ilham, C.B., Auditor of the Civil List, 

[ aged ^7.— Dec. 27, X908. 

; Blenne-rhassett, Rt. Hon. Sir Rowland, p.c., 4th 
Baroi^t, fonnerly M.P. for Galway and Keray, 


-Mac eh 8 . 

Caird Edward, ll.p., p.c.l., d. litt., Alaster of 
Balhol, aged 73.— A'cy. x, X908. 

Cameron, Col. Aylmer, c.B., TTe (Crimea and 
Alutiny), aged 7$.—Jmie xo. 

Cameron, Sir Ewe^v K-C.m.g., late of the Hong 
Kong and Shanghai Banking Company, aged 67. 
—Dec. xo, 1908. 

Carnae, Sir Jimies Henry Sproule Rivett-, 3rd 
Baronet, aged 62. —May 30. 

CaiTick, Cliarles Henry !Somerset, 6th Earl of, 
aged $7.— April 6. 

Carysfort, William, sth and last Earl of (U.K. 

Laron), k. p., aged 73.— Sept. 4. (£443,727.) 
Chapman, Robert Barclay, c.s. I., foraierly Fi- 
nance Secretary to the Indian Government 
aged 79.— Jf ay 15. ’ 

Clarke, Lt.-Col. Sir Marshall Jame.s, k.c.m.g 
late Resident Commissioner in Southern 
Rhodesia, aged 6 S.—A'tn%lx. 

^-iiomas Hardy, aged 6z.~Dec. sg, 

Clements, Maj. -Gen. Ralph Arthur Penrhvn, 
^ ^ ' Burma), age<l 53.— 

Clm'k, Gen. Sir Godfrey, K.C.V.O., c.B. (Mutiny 
and Indian trontier), formerly Lieutenant 01 
the lower of .Lmidon, aged 73.—F0V. 18, xooS. 

Henry Frank .Johnson, 
Ihshop Suffragan of, aged 74.— Dee. 7, 1908. 
Colomb, Rt. Hon. Sir John Charles Sady, 
K.C.Sf.Q.. formerly Captain R.M.A. and AT P 
for Bow and Bromley and for Yarmouth, ageii 

71.— J/uy 27. ’ 

Colvin, Sir Walter Alytton, formerly an AI.L.C. 

of Agra and Oudh, aged 6x—Dec. x6, toos. 
Cooper Sir Daniel, and Baronet of Wooliahra, 
aged6o -J-wie X3. (£123,863 gross.) 

Cooper, George Joseph, AI.P. fdr Bermondsey 

aged 63.— Ocf. 8. 

Copland, Col. Alexander, c.B. (India and Afghan 
istan), aged 73.— Dec. 2, xgoS. 


-twociu jEvesoeii-, formerly 
of Madagascar, aged 83.— 

Crawford, Francis Alarion, novelist and descrip- 
tive writer, aged 54.-Mpn7 9. ^ 


Obitimy, i 9 o 8 -*i 909 . 


Orosfteld, William, formerly M.P. for Lincoln, 
aged 70 . — May 17. 

Crawford, Oswald, o.M.G., late Chairman of the 
London General Publishing Company, aged 74. 
—Jan. 31. 

Ciimming, Col. William Gordon, c.r.E., formerly 
Chief Engineer of Biiiina, aged 66 . — April t. 

Currie, Sir Donald, g.o.m.g., head of the great 
shipawning firm, fomerly M.P. for Perthshire, 
aged April 13. (j$^a,3os,8sz net.) 

Darrah, Henry Zouch, c.s.i., a Commissioner in 
the United Provinces, aged March 18. I 

Davson, Sir Henry Katz, I>ei>ut,Y Chairman of the 
West Indian Committee, aged jB.—Feb. zx. 

De Clifford, Jack Southwell, zsth Baron, aged 25. 
—Sept. X. 

De Lotbinifere, Hon. Sir Henri Gustave Joly-, 
K.C.M.G., K.C., late Lieut. Governor of British 
Columbia, aged 79.— Wor. 16, 1908, 

Dickson, Kt. Hon. Thomas Alexander, formerly 
an M.P., aged 76. — J^me 17. 

Dobson, Hon. Alfred, c.m.g., Agent-General for 
Tasmania, aged 60.— Dec. 5, 15^, 

Dods, Eev. Marcus, n.i)., Principal of New 
College, Edinburgh, and a Theological author, 
aged 74. — April 26. 

Drihkwater, Sir William Leece, late ITrst 
Deemster in the Isle of Man, aged 97, —May 22. 

Duncan, Sir Suit William, ist Baronet, aged 74. 
— D(?c. 31, X908. ij£tt$,go2.) 

Dundas, Sir Charles Henry, 4th Baronet of 
Beeehwood, aged sy.—AV/y. 22, 1908. 

Duveen, Sir Joseph tfoel, founder of an art firm 
in Bond Street, aged 6s.—Xov. 9, 1908 (created 
a Knight that year). (;£^486,67S net.) 

Egerton of Tatton, Wilbraham, ist and only 
Earl, 2nd Baron, formerly M.P. for North and 
Mid Cheshire and an Ecclesiastical Com- 
missioner, aged ’ly.— March 16. (3^^286,820 net.) 

Elliot, Maj..Gen. Sir Alexander Jas. Hardy, k.c.b. 
(Gwalior, Sutlej, and Crimea), aged B^.—July x. 

Elliot, Maj.-Gen. Miuto, c.b. (Indian Mutiny, 
Hazara, and Egypt), aged March 14. 

Elsmir, George Robert, C.S.i., formerly a Judge 
and Senior Financial Commissioner in the 
Punjab, aged jo.—May z6. 

El worthy, Henry, C.LE., aged 6z,—July z6. 

Etheridge, Maj.-Gen. Alfred Thomas, C.S.I. 
(Guzerat and Mutiny), aged 28. 

Fagge, Sir John William Charles, 8th Baronet, 
aged y8.—A2)rU 13. 

Fane, Adm, Sir Charles George, k.c.b. (Crimea 
and Baltic), aged jx.—Feb. 23. 

Floyd, Capt. Sir John, 3rd Baronet (Crimea), 
aged 8s.—May xz. 

Fenn, George Manville, extensive writer of 
juvenile and other litei’atnre, aged yS.—Aiig. z6. 

FitzGibbon, Rt. Hon. Gerald, a Lord Justice of 
Appeal in Ireland, aged yz.—Oct. X4. 

Foote, Maj.-Gen. William Francis (China, 1837-8), 
aged ZB.— Feb. 14. 

Forster, Rt. Hon. Hugh Oakeby Amold-, M.P. 
for Croydon, formerly Secretary of State for 
War, aged 33 . — March xz. 

Fortescue, Hon. Dudley Francis, formerly M.P. 
for Andover, aged BB.— March 3. 

Fox, Arthur Wilson, C.B., Contractor-General of 
the Commercial Department, Board of Trade, 
aged 47.— Jga. 20. 

Gibbons, Sir Charles, 6th Baronet, Capt. R;N., 
retired (Black Sea), aged 80. — Feb. 3, 

Glenesk, Algernon, xst and only Baron, proprietor 
of the Morning Post, formerly M.P. for South 
Kensington , aged 78. —Fov. 24, X908. (3^347,186 
net.) 


Gosset, Maj.-Gen. Sir jMattheAV William Edward, 
k.c.B. (Indian Mutiny, Kaffraria, Burma, &c.), 
itged 6 g.— March zy. 

Gough, Cfen. Sir Hugh Henry, G.C.B., V'lf 
(Mutiny, Abyssinia, and Afghanistan), Kcersci . 
of the Crown Jewels, aged 73. — May xz. 

Gowan, Hon. Sir James Robert, K.C.M.G., late a 
Judge of the High Court of Canada, aged 93.-— 
March 17. 

Griffith, Horace Major Brandford, c.m.g., Colonial 
Secretary of the Gambia, aged 23. 

Guinness, Sir Reginald Robert Bruce, aged 67.— 
Julyg. 

GwydjT, Peter Robert, 4th Baron, aged 98.— 
April 3, 

Haines, Field-Marshal Sir Frederick Paul, g.c.b., 
G.as.i. (Sutlej, Punjab, and Crimea), Commau- 
der-in-Chief in India, 1876-81, aged 89 . — June 

XX. 

Hall, Sir Basil Francis, 7th Baronet, aged 76.-- 
Jan. 13. 

Hardcastle, Frank, formerly M.P. for the West- 
houghton Division of Lancashire, aged 64. — 
For. 3, 1908. (3£h 5,394 gross.) 

Harkwicke, John Manners, 7th Earl of, retired 
Captain R.N. (Baltic and Black Seas), aged 68. 
— March 23. 

Harris, Reader, K.C., founder of the Pentecostal 
League, aged 6 x.— March 30. 

Harrison, Maj.-Oen. Edward (Sutlej), aged 83.— 
Jan. 3. 

Hawley, Sir Henry Michael, 5th Baronet, aged 61. 
— Jtily 2. . 

Hay, Sir John, an Australian landowner, aged 68. 
—Feb. 25. 

Heideiistam, Frederick Charles, C.M.G. , Chief 
Medical Officer in Cyprus,— (?). 

Hibbert, Rt. Hon. Sir John Tomlinson, K.C.B., for- 
merly M.P. for Oldham, aged 84.— iVoi*. 7, 1908. 

Holder, Hon. Sir Frederick William, K.C.3I.G., 
Speaker of the House of Representatives, 
Australian Commonwealth, aged 59. 23. 

Holzmann, Sir Maurice, K.C.B., K.C.V.O., I.S.O., 
late Clerk of Council of the Duchy of Cornwall, 
aged 73. — Ap 7 il x. 

Hope, Maj.-Gen. John (Crimea), aged 8x.— 
<S’ept. x8. 

Howard,Sir Andrew Charles, K,C.B., late Assistant 
Commissioner of Police.— Jime 11. 

Howell, Sir Walter Jack, K.C.B. , Chief of Maritime 
Department of Board of Trade, aged 34.— 
May zB. 

Howth, William Ulick Tristram, 4th and last 
Earl of, K.P., Baron Howth of Heland from 
about 1430. and of U.K. from i88x, M.P. for 
Galway 1868-74, aged 81. — March 9. 

Hudson, Rear-Adm. Joseph Samuel (Black Sea), 
aged 'H.—June 14. 

Hume, Lieut. -Gen. Sir Robert (Crimea, Bhutan, 
&c.), aged 80. — Fel). 9. 

Humphery, Sir William Henry, ist and only 
Baronet, k.c.b., fomierly M.P. for Andover, 
aged Bz.— March 31, 

Isaacs, Sir Henry Aaron, Lord Mayor of Loudon 
1890, aged yg.—A7cg. 4. 

Jacoby, Sir James Alfred, M.P. for Mid Derby- 
shire, aged $7,— Jane 23. 

Johnson, Sir John Henry, Sheriff of London, &c., 
X874, aged 83, — Oct. z, 

Johnson, Rt. Rev. William Anthony, R.C. titular 
Bishop of Arindela and Auxiliary to the Arch- 
bishop of Westminster, aged 77.— Jfurc/i 27. 

Judd, Sir George, a noted Hampshme farmer, 
aged 69.— 3. 

Justice. Maj.-Gen. William Clive, c.m.g. (Indian 
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>ttutiny), fretiueiitly acting Governor of 
Jamaica, a;?ed 73.— 29, 1908. 

Koay, Jolin Beyinoiir, formerly M.P. for Elgin 
and Kairn, aged 69.— J une *7. 

Kennedy, Gilbert George, late Police Magistrate 
at Marlborough Street, aged 64.— -Jaii. z. i 
Kh^iimur, H.If. the Mir of, — March 6. ; 

Kiucarney, William Ellis Gloag, Hon. Lord, a ! 
Judge of the Court of Session, 1889-1903, aged I 
Bt.—Oct. 8. 

King, Col. Sir Dudley Gordon Alan Duckworth-, 

; 5th Baronet (Soudan, 1885), aged 37,— i'left. 23. 

; (;j^i29,ii3 gross.) 

; King, Lieut. -Col. Sir George, K.C.I.K,F.R.S.,I.M.S., 

; late Director of Botanic Survey of India, aged 
r (S8. — Feb. zz. 

Lang, Very Kev. John Marshall, h.D., Principal 
t of Aberdeen University, and father of the 
' Archbishop of York, aged 74, — 3 fay z. 

1 LaWjMaj.Sir Edward FitzGerald, IC.C.S.X. ,K.C.M.Q. , 
j late Finance Member of the Council of the 
' Viceroy of India, aged 6a.— iVom. z, 1908. 

‘ Lawrence, Sir Edward, 3Iayor of Liverpool, 2865, 
aged 83,— JJa?/ 31. 

Lee, Sir Edward, formerly Librarian of the 
Crystal Palace, aged yS.—Apnl 4. 

Lcfroy, Very Rev. William,- Dean of Korwich, 
aged 73.— it. 

Leicester, Thomas William, zud Earl of, K.<5., 
aged 86.— Jan. za. (jC 4Z7,645 net.) 

Littler, Sir Ralph Danm Mackinson, Kt, Chair- 
nmn of l^Iiddiesex %iarter Sessions, aged 73.— 
Son. z3, 1908. 

IJoyd, Thomas Edward, !M.P. for Cardigan Dis- 
trict, 2874-80, aged 8g.~~Sepf. 28. 

Login, liear-Adm. Spencer Henrs' Metcalfe, C.V.O. 
(Ashanti and Suakin), late a Naval A.B.C., 
ni?«dS7.— 22, 

, Luck<.)ck, Very Rev. Herbert Mortimer, Dean of 
i Lichfield, aged 73.— JfarcA 24. 

! Lusk, Sir Andrew, ist and only Baronet, Lord 
Mayor of London in 2874, formerly M.P. for 
Finsbury, aged gB.—Junui 22. 

McArthur, Alexander, formerly M.P. for Leices- 
ter, aged 2. 

McHugh, Patrick Aloysius, M.P. for North Sligo, 

, »ge<i $Q.—May 31. 

I Mackenzie, Capt. Sir Alexander Muir-, 3rd 
1 Baronet, aged 6g.- -Jfnie 23. 

Mackenzie, Col. George. Frederick Campbell, C.B. 
(Afghanistan and South Africa), aged 53.— 
Feb, 6. 

Marletnl, Maj. -Gen. Charles Donald (Indian 
Mutiny, Ac.), aged 63.-- d/urtV/ 30. 

Mackenzie, Sir Stephen, f.u.c.i\, aged 65.— 
St’pi. 3. 

Mc'Leod, Gen. Harry (Afghanistan)) aged 73.— 
June 25. 

' McQueen, Lieut. -Ocn. Sir John Withers, q.c.b. 
(Mutiny, Afghanistan, <fec.), aged 73. — 

1 ^ 

Mark, Sir John, Mayor of Manche.ster, 1889-92, 
aged April 4. net.) 

Mtti-shall, Very Rev, Theodore, P.P., Moderator 
of the General Assembly of the Church of 
i Scotland, aged 63.— J/a?/ x. 

, Martin, Sir Theodore, K.o.B., K.C.v.O., author of 
' the “ Life of the Prince Consort," aged 92.— 
A ng. 28. 

, Mathew, Rt. H<m. Sir James Charles, late Lord 

! ' i JittMoe of Appeal, aged. jj, 1908. 

; Mi-wbey, Henry Way (BaltieXagedSs.;- 

Michael De Conrey- and 
’ 1 77.— CW. m _ 


Meiklijohn, MaJ.-Gen. Sir William Hope, K.C.B., 
C.M.O. (India, Afghanistan, and Egypt), aged 64. 
— i/fQ/2.," 

Melvill, Geii. Henry (Indian Mutiny), aged 76.— 
Nov. 28, 2908. , 

Meredith, George, O.M., esteemed novelist, ap# 
poet, aged Bi.—May 18, , ;#V 

Mitchell, Sir Arthur, ic.c.B., M.D., P.R.s.E.^ice 
Vice-President), aged 83.— Oct la. 

Mitchell, Robert William Span, c.M.o., l.s.o., a 
Government Emigration Agent in India, aged 
68.~May 13. . • 

Moncreiff , Henry James, 2nd Baron, late a Judge 
of the Court of Session, aged 68.— JfarcA 3. 
Monro, Capt. Sir David, late Inspector of Con- 
stabulary for Scotland, aged 6g.—Jan. 9. 
Monson, Rt. Hon. Sir Edmund John, ist Baronet, 
O.C.B,, G.C.M.G., late Ambassador at Paris and 
of long diplomatic service in Europe, South 
America, &c., aged 73.— Oct z8. 

Moor, Sir Ralph Denham Rayment, k.C.m.g., 
late High Commissioner for Southern Nigeria, 
aged 40.— S'ept 24. 

Moore, (xeorge Washington, famous comedian, 
aged 90. — Oct x. 

Morgan, Col. Hon, Frederic Courtenay, formerly 
M.P. for Monmouthshire, aged 74.— Jan. 8. 
Morri.sh, Sir Thomas Buxton, Chairman of the 
Newington bench of Magistrates, aged 69.— 

Feb, XX. - 

Muntz, Sir Philip Albert, xst Baronet, M.P. for I 
Tam worth, aged 69.— Dec. 21, 29«^ . | 

Mure, Sir Andrew, late senior Puisne Judge at 
the Mauritius, aged 80.— Oct 22. 

Narotamda.s, Sir Harkirsandas, Sheriff of Bom- 
bay, aged 59.— xVoc. 16, 2908. 

Newcomb, Simon, distinguished American astro- 
nomer, aged 74 , — July xo. 

Oliver, Maj.-Gen. John Ryder, C.M.O. (Indian 
Mutiny and Bhutan), aged 74. — Feb. xo, 

Oram, Richard Edward Sprague, C.B., late Chief 
Inspector of Factories, aged jg.— March 28. 

OiT, Maj. IValter Hood, C.I.E. (just created; 

IVaziristan), I.M.S., aged 41.— Jau. 28. 

Owen, Sir Hugh Charles, 3rd Baronet, formerly 
of 73 Regt. , aged 8^.— April 3. 
l^almer, Pvev. Sir Lewis Henry, ^otli Baronet of 
Carlton, aged April 28. (^206,775 net.) 
Pearson, Lieut. -Gen. Sir Charles Knight, K.C.M.G., 
c.B. (Crimea and Zuhiland) aged 75.— Oct 2. 
Perron, George, formerly a well-known tenor 
singer, a.ged 86. — April 7. 

Petre, Philip Benedict Joseph, xsth Baron, aged 
44.— Dec. 6, 1908 (having succeeded in previous 
June), 

Pitman, Sir Henry Alfred, P.R.C.l^., aged 200 
years and 4 luoiiths,— 7, 2908. 

Portex', Sir Alfred de Bock, k.c.b., Financial 
Adviser to the Ecclesiastical Commissioners, 
aged 68.— A’o». 25, 1908. 

Pottinger, Sir Henry, 3rd and last Baronet, aged 
75.™ Oct 26. 

Price, Sir Richard Dansey Green-, 2nd Baronet, 
aged ‘jx.—May z6. 

Price, Hon. Thomas, Prime Minister of South 
Australia, aged sj.—May 31. 

Pritchard, Col Huidock Galioway, c.S.l. (Indian 


lier (G walior, Burma, 
„ . . w larch 23. 

! Eaine.s, Gen. Sir Julius Augustus Robert, G.c.B. 

(Crimea and Mutiny), aged 8t.— April xx. . 
Read, William Henry Macleod, O.M.G., formerly 
ConsuUor Sw’eden and Norway, Consul-General 
for the Netherlands. &c., aged go.~~May xo. 
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KeW. 3)ir.-Gen. Sir John Watt, K.C.B., M.D., R.K. ' 
(Crimea, China, and Ashanti), aj^ed 8$. — 
Feh. »4, ^ . 

E-igg, Eev. James Harrison, D.D., twice Presi- 
dent of the Weslej-an Conference, aged 88. — 
April vj. 

Eipon, George Frederick Samuel, ist Marquess 
of, K.G., P.C., G.C.S.T., late lord Privy Seal and 
leader in tlie Lords, formerly Secretary of State 
for War, India, and tlm Colonies, and Viceroy 
of India, an M,P. 1853-9, aged Bx.—Julu 9- 

Eobertson, James Patrick Bannerman, Life 
Baron, a Lord of Appeal, aged 63. — Feh. z. 

Rolfe, Adm. Ernest Neville-, c,B. (Ashanti, Egypt, 
&c.), aged 6z.~May 10. 

Eolfe, Eustace Neville-, C.Y.O., Consul-General at 
Naples, aged 63. — Dec. 15, 190S. 

Rowlands, Gen. Sir Hugh, K.C.B., (Crimea, 
&c.), aged 'iZ.—Jidy 31. 

Russell, Maj.-Gen. John Cecil, C.Y.O. (Ashanti 
and Zululand), aged 69 . — ^larah 30. 

St, John, Adm. Henry Craven (Baltic, China, 
and Japan), aged 73 . — May zx. 

Salomons, Hon. Sir Julian Emanuel, formerly 
Chief Justice of N. S. Wales, aged y4.~Apnl 6. 

^ Sankey, Lt.-Gen. Sir Eichard Hiram, K.C.B. 

I (Mutiny and Afghan), aged •jg.—Fov. 11, 1908. 

' Scott, Very Eev. Archihaid, D.D., Moderator of 
the General Assembly of the Church of Scot- 
land in 1896, aged •jx.— April 18. 

Scott, Sir Arthur Guillum, late Accountant- 
General at the India Office, aged 6j.~July 20. 

Seymour, Yen. Albert Edw., Archdeacon of Barn- 
staple, aged 6'2.~Dec. 24, 1908, 

Shaw, Sir John Charles Ken ward, 7th Baronet 
of Eltham, aged 7. 

Sheffield, Henry North, 2nd Earl of, formerly M.P. 
for E, Sussex, aged April zx. ( ^^14,052 net, ) 

Sheil, James, late a Metropolitan Police Magis- 
trate, aged 79.— Dec. 12, igo8. 

Shenton, Hon. Sir George, late Pres, of Legislative 
Council of W. Australia, aged 67— -./'avtc 39. 

Siraeo!!, Sir John Steiffien BaiTingtou, 4th 
Baronet, late M.P. for Southampton, aged 58. 
-—April zj. 

Slack, Sir John Bamford-, formerly M.P. for St. 
Albans, aged ^x.—Feh. xx. 

Smiley, Sir Hugli Houston, xst Baronet, Chairman 
of Northern Whig Company, aged 67.— JFcb. 28. 

Smith, Sir Thomas, ist Baronet of .Stratford 
Place, K.C.V.O., F.B.C.S., aged 76.— Oct. z. 

Smith, Hon. Sir Francis Villeneuve-, formerly 
Premier and Chief Justice of Tasmania, aged 
8 g.— Jan. 17. 

Sotheby, Maj.-Gen. Frederick Edward (Crimea, 
Mutiny, China, and Ashanti), aged •^z.—Feh. 7. 
(;^82,o3x net.) 

Southern, Sir James Wilson, Chairman of the 
Manchester Ship Canal Co., aged 6^.— Jan. 9. 

Spooner, Ghas. Edwin, c.M.o., aged s$.~~~May 15. 

Stepney, Sir Emile Algernon "Arthur Keppel 
Cowell-, znd and last Baronet, formerly M.P. 
for Carmarthenshire Dist., aged 74.— JnZ?/ 3. 

Stevens, Sir Charles Cecil, K.c.g.i., late Bengal 
Board of Inland Ee venue, aged 6B.~-March 34. 

Stokes, Whitley, C.I.E., former Member 

of the Council of the Viceroy, aged gS.-— April 

Strong, Et. Hon. Sir Samuel Henry, late Chief 
Justice of Canada, aged 8^— Aug. 31. 

Strutt, Maj:-Gen. John Eootsey (Indian Mutiny, 
China, Abyssinia, <&c.), aged jg.—Feb. 15. 

Stuart, Capt. John Alexander Alan, c.B, (Kile 
and Ashanti), aged 6y.~NQv.8, 1908. 

Swinburne, Algernon Charles, esteemed lyric 
poet, ag^ 72 . — April 10. 


Sydney, Most Ecv. William Saumavez Smith, ; 

ist Archbishop of, aged yz.— April xS. i 

Tarrant, Surg.-Gen. Thomas, c.B., ai.B., late ' 
A.M.S. (Crimea, Indian Mutiny and Zulu War), 1 
aged 78,— Feb. 3, ! 

Tempest, Sir Tristram Tempest, 4th Baronet, i 
aged 44.— /wne 23. | 

Thorburn, Sir Walter, late M.P. for Peebles and ' 
Selkirk, aged 66,— Nor. 10, 1908. (;^iii,703.) 
Toronto, Most Rev. Arthur Sweatman, Arch- 
bishop of, aged 64.— Ja??.. 33. 

Torrance, Sii’ Walter Mitchell, M.P, for Central | 
Glasgow, aged sz.~~Feb. 4. j 

Townsend, Charles, formerly M.P. for North 
Bristol, aged 76.— AkuJ. 4, 1908. 

Trelaw’ny, Maj.-Gen. John Jago (Egypt), aged ! 

8 ^.— -May xt. , j 

Tucker, 'Williain, C.B., late Assistant Secretary 
in Education Department, aged 74.— 25. 
Tufnell, Lieut- -Col. Edward, formerly M.P. for 
S.E. Essex, aged 61. — Aug. 15. 

Tulloch, Maj.-Gen. Arthur (Mutiny, China, Af- 
ghanistan, &c.), aged >j6.—Aug. 4. 

Turner, Henry Blois Hawkins, C.i.K., formerly 
Sheriff of Calcutta, aged e^.—Mareh 30. 

Turner, Col. Henry Fyers, C.B., E.E., retired 
(Soudan), aged 6^.~Sept. 17. 

TVeedraouth, Edward, znd Baron, K.T,, p.a, 
late Lord President of the Council and First 
Lord of Admiralty, <fcc., aged 6Q.~-Sept. 15. 
Tyrrell, Rev. George (“Father”), aged 48.— A up. 15. 
Vanderzee, Maj.-Gen. Francis Henry (Burma, 
1885-6), aged 6'].—Apnl zz. 

Vavasseur, Josiah, c.B., m.i.c.e., aged 74.— 
For. 14, 1908. (5^215,555 net.) 

"VVakley, Thomas, editor of the Lancet^ aged 57. 
— Marche. 

Wallace, Eohert John, c.B., late of Inland 
Revenue Office, aged 62. — May 4. 

Ward, Sir John, Lord Mayor of Leeds in 1902, 
aged 64. — N'ow. 7, 1908. 

Ward, Maj.-Gen. William John (Gwalior, Punjab, 
and Frontier), aged 8$.— Oct. 9. 

Wardle, Sir Thomas, President of the Silk Asso- 
ciation, ,‘iged yy.—Jan. 3. 

Warmington, Sir Cornelius Marshall, ist Baronet, 
K.C., aged 66. — Dec. ii, 1908. {£xzz,gz6 net,) 
Warren, Maj.-Geu. Dawson Stockley, C.B. (Crimea, 
Afghan, and Suakin), aged 78.— D<?c. 21, 1908. 
Whitbread, Col. Sir Howard, Kt., c.B., aged 73. 
— Dec. 3, 1908. 

Williams, David Parry, c.B., late Collector of 
Customs at Liverpool, aged 6e.—S0pt. z. 
Wilkinson, Lieut. -Gen. vSir Henry Clement, k.c.b. 
(Mutiny, Afghanistan, and Egypt), aged 71,— 
Kov. 34, 1908, 

Wills, Sii* Frederick, ist Baronet of Northmoor, 
late M.l> for North Bristol, aged yo.—Feb. iS. 
(£z,gx6,64g net.) 

Wilson, Sir Mathew \?harton, gnd Baronet of 
Eshtoh, aged 8x.— 31 arch x. (£24,385 net.) 
Winthrop, Adm. George Teal Sebor (Syria and 
. 'New Zealand), aged 87. — Aug. 17. 

Wortham, Maj.-Gen. Hale Young (Crimea, India. 

and China), aged jx.-~ April 15. 

Wright, Sir Cory Francis Cory-, 1st Baronet, 
aged gOi.—3Iay (£502,631 net.) 

Wylde, William Henry, o.h.g., formerly in the 
Foreign Office, aged 8g.~~3laTch z. 

Wyllie, Lieut. -Col. Sir William Hiitt Curzon, 

, K.ai,s., C-Y.o., Political A.D.C. ' to the Secre- 
tary of State for India, aged 60.— x 
(assassinated). 

Wynne, William Robert Maurice, Lord-Lieutenant 
of Merionethshire, aged ez.—Feb. 5. 
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raiSOIFAI ETENTS, i Nov., 1908-31 Oct., 1909. 


mttr? T5T>TiiTC!tT TOTra I Affrioultiiral Society's Show at Gloii- 

THE BRlrlSH ISLES. | King and Queen attended tlie 

TfiVi KiSd AND Court. *-<*908) Nov. ty. The ; dedication services of the Memorial Chapel at 
King gave a State Banquet at Windsor Castle in I the Queen Alexandra Military Hospital, Mill- 
honour of the King and Queen of Sweden. 18. bank. —Their Majesties held the fourth and last 



ingharii Palace, zz. The Kiijg received the 
Syrian Patriarch at Buckingham Palace. 23. The 
King left for Sandringhain to spend Christmas 
with the Koyal family. (X909) Jan. zz. The 
eighth anniversary of the King’s accession w'as 
celebrated throughout the Empire. Feb. z. The 
King received the delegates to the International 
Naval Conference. 9. The King and Queen 
arrived in Berlin. X3. Their Majesties returned 
from Germany. 18. Pour Basuto chiefs were 
received at lJuckingham Palace by the King. 
23. line King held a Lev6e at Buckingham Palace, 
and received Dr. Sven Hedin. JHanh 3. His 
Majesty held a Court at Buckingham Palace. 
S, Tlie King left for Biarritz on account of his 
health. 8. The Empress Marie of Russia arrived 


of the Russian "’Duma were received by the Kinj_ 
26. The new buildings of the Mctoriaand Albert 
Museum, Bouth Kensington, were oi>ened in 
State by the King and Queen. Juli/ z. The first 
State Ball of the season was given at Euckingha.m 
Palace. 3. After holding a Council, the King 
opened a new speech-room at Rugby. 5. His 
Majesty reviewed and presented colours to the 
"West Lancashire Territorials at Knowsley. 6. 
Tim King and Queen opened the new infirmary 
buildings at Manchester, and His Majesty at 
Worsley inspected and presented colours to the 
East Lancashire Territorials. 7. The .King and 
Queen opened the new I'niversity buildings at 
Birmingham. 8. His Majesty laid the first stone 
of the new buildings of the Imperial College of 


..ealth. X - - 

in England on a visit to the Queen. 17. The | Science and Technology at South Kensington. 
King went from Biarritz to Pan, where he wit- ; 9. The King inspected the boys of the Royal 
nessed Mr. Wilbur Wright’s aeroplane llights. 

S . Motoring from Biarritz, the King attended 
e Basque Petes at St. lean Pied-de-Port. 

April z. On the King's l>ehalf the Prince of 
Wales held a Council at Marlborough House. 15. 

The King left Biarritz for Paris. 17. Accom- 
panied by Queen and Princess Victoria, who had 
joined him en route, the King arrived at Genoa, 
leaving on the following day for a Mediterranean 
cruise, ai. Their Majesties arrived at Malta. 25. 

Leaving Malta, they arrived at Catania, and made 
an excursion round Mount Etna. May 3. Pro- 
ceeding to Naples, the King and Queen visited 
Pompeii. 8. The King returned from the 
Continent, having greatly improved in health. 

17. TTio King received and inspected at Bucking- 
ham Palace the Honourable Corps of Gentlemeu- 
at-Anns on the occasion of the 400th anniversary 
of its formation, tg. His IMajesty was present at 
the Naval and Military Tournament. 24. The 


Hospital School, Greenwich, at Buckingham 
Palace. 16. The final State Ball of the season 
was held. 19. The King received the Turkish 
Parliamentary delegates, and witnessed a parade 
of the London Fire Brigade. His Majesty visited 
ilr. Joseph Chamberlain at Prince’s Oai’dens. 
20. The foundation-stone of the new King’s 
College Hospital at Denmark Hill was laid by 
the King. 22. The King held an investiture and 
cimferred the birthfiay honours, 24. The dele- 
gates to the Imperial I.)efeneeand South African 
thiion Conferences were entertained to luncheon 
by the King at Buckingham Palace. 26. His 
Majesty received at Buckingham Palace a party 
of Australian and New Zealand sailors who had 
been training in Erjglish naval dep6ts. 31. 
Accompanies oy the Queen, His Majesty re- 
viewed the Home and Atlantic Fleets in Cowes 
R(j>ads. A uynat z. The T.sar and Empress of 
Russia arrived at Cowes on a visit to the King. 


King held a Lev^le at Bt, James’s Palace, and | 4. The King and the Tsar visited the Royal 
received the Berlin Municipal C<>imcillor.s at Na%'al College and Osborne House. 9. The King 

' ' and (ineen returned from Cowes, and afterwards 
received Sir Joseph Ward, the New Zealand 
Premier, xo. The King held a Gbimcil at Buck- 


Buekingham Palace. 26. The King was present 
at Epsom, where, amid great enthusiasm, his 
horse 2 itinorn won the Derby. June 5, Tlie 
King presented new colours to the isfc Battn. 
Norfolk Regt. at Buckingham Palace, 7, The dele- 


ingham Palace, and afterwards left forM arienbad. 
37. His Majesty entertained M. Francis Kossuth, 


gates to the Imperial Press Conference attomle<l 1 theHungarianPrendev,toluncheonatMarienl>ad. 


a garden party given by the Prince of W'ales at 
Marlborough House, at which Imth the King and 
Queen were present. — Prince and Princess Nashi- 
moto of Japan were received by tiie King and 
Queen. 8. The King and Queen visil-ed the In- 
ternational Horse Show at Olympia.— The Prince 
and Princess of Wales made their first official 
tour of the Duchy of Cornw'all. x6. The King 
and Queen held a Court at Buckingham Palace. 
*9, His Majesty presented colours to xo8 Terri- 
torial Regiments at Windsor Castle, ax. Tlie 
King and Queen visited Wellington Ck)llege for 
the oelebration of the Jubilee of its foundation. 
»a* Tii« Special Ottoman Mission announcmg 
Of Mahomet V. was reoeired at 
Pidacft.<--The Eiitgheld tJie third 
I IfWM '"bt teischh *3* Hts ^|esty tisited 


Fept. 4, The King returned from Marienbad in 
excellent health. Oof. 4. The King presented 
mediils to five fishermen for gallantry in rescue 
w'ork. II. After a stay at Balmoral, His Majesty 
returned to London. 12. The King received in 
audience at Buckingham Palace the Prime 
Minister, Lord Lansdowne, and Mr. Balfour, 
subsequently proceeding to Newmarket. x8. The 
King held an investiture at Buckingham Palace, 
and afterwards held a Council, ax. By an in- 
genious arrangement of apparatus, the King, 
while staying at West Dean Park, Chichester, 
opened a new institute for tuberculosis work in 
Montreal. 25. His Majesty visited Norwich, and 
reviewed and presented colours to Norfolk Terri- 
torials ; subsequently he laid the corner-stone of 
a new wing of the Norfolk and Norwich Hospital. 
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i Ii^1?r,UJ{ATlONAL Cor 11TI58IES.— (1908) iN'ot’. X6. 

■; H.M.S. Sapphire visited Oporto for the celebra- i 
j tion of Ivhig* Miinoers idrthday. x 8 . The King and 
I Queen of Sweden entertained by tlie Corporation 
of London at Guildhall. Dec. 15. An address of 
eongnstuhitioii to the new Turkish Parliament 
was’ signed by 376 niembera of all parties of the 
House 01 CoininoTis. (1909) Jan. 15. A pait of 
the Tnited States Fleet arrived at Malta. Feh. 9. 
The Emperor and Empress and all the members 
of the Impeiial Family received the King and 
j Queen on their arrival in Berlin. In the evening 
a state baiKiuet was given at the E.oyal Castle, 
at which cordial speeches were exchanged, both 
monarchs emphasising their desire for the pre- 
servation of the world’s peace. March 6. The 
King was received by President Fallieres at the 
Elysee in Paris, and lunched with the President. 
—Officers of the British cruisers T’en.tfa and 
Arrnpant deposited wreaths on the tombs of 
King Carlos and the Oiown Prince. 30. King 
Alfonso entertained King Edward at lunch at 
San Sebastian. April 12. The municipality of 
i Genoa gave a banquet in honour of the officers 
i of the British s<iiiadron which was awaiting the 
j arrival of King Edward. x8. Under the guidance 
! of German ofhoers, a party of English boy scouts 
visited the battleiields round Metz. 29. A meet- 
ing took place at Baia between King Edward 
and Queen Ale.xandra and the King and Queen 
of Italy, the ros'al party dining together on the 
Victoria mul J Ihert. May 22. Muiiicipal visitors 
from MaiiCh ester and Salford were entertained 
i by the Hamburg Council. ./mc/C 4. Eepresenta- 
I lives of the British Labour Party were enter- 
I tallied by the Municipal Council of Frankfurt, 
j 7. British bishops, clergy and ministers of all 
; (lenorninatioiis, to the number of 120, left for 
1 Germany to return the visit of the German 
, pastors in the preceding year. 21. A dlstin- 
! guished party of Erissians, consisting of meni- 
I hers of the Council of the Empire and of the 
I Duma, arrived in London. Jviy 13. The Lord 
; Mayor entertained Prince and Princess Kuni of 
Japan at the Mansion House. A^ly. 2. The Tsar 

■ and Empress of Kussia arrived at Oowe.s on a 
, visit to the King. . s- '-The Tsar received depiita- 

■ tioiis from the Cc)rporations of Loudon and 
Portsmouth, and from the Chambers of Com- 

. merce of London and Liverpool. 15. The King 
; at Marieiibad entertained M. Cl^menceau at 
luncheon. 18. The King gave a banquet in 
; honour of the Austrian Emperor’s birthday, 
i Sept. 13. At the special invitation of the German 
j Emperor, several British officers witnessed the 
! Imperial mameuvres. 29. A banquet was given 
, in New York in connection with the Iludson- 
Fultoii celebrations, the British admiral, Sir E. 
Seymour, being warmly applauded. 

Imperial Politics. -< x9a8) D(?c. x. Mr. E. G. 
Pretyman (U.) was returned for Chelmsford. 
4. The Goveniment’s fourth Education Bill was 
withdrawn. 2r. Parliament was prorogued. 
(1909) Jan. I. The Old Age Pensions Scheme 
was inaugurated, and throughout the country 
the ivork of iiayment was carried out smoothly. 
16. The Unionist candidate was returned un- 
opposed at Tamworth. Feb. 9. Kesolutions de- 
manding Home Pule were passed at the Nation- 
alist Convention in Dublin. x6. Parliament was 
opened by tlie King in state. 17. The repoit of 
the Hoyal Commission on the Poor Law was 
isaied. Drastic changes were recommended, 
including the abolition of Boards of Guardians. 


23. The bye-election at Tauutou resulted in the 
return of the Unionist candidate. 24. The 
punishment of disorderly strangei'S in the House 
of Commons was provided for in a Bill. 27. Mr. 

J. Falconer (L.) was returned at the Forfarshire 

bj- e-election. March z. At the Central Glasgow 
bye-election Mr. Scott-Bickson gained a Unionist 
victory. 9. Replying to a temperance deputation, 
Mr. Asquith said the Government had not 
abated their determination in regard to the 
licensing question.— Sir A. Beivar, K.C., was 
re-elected for South Edinbiu’gh. — Liberals also 
retained the Hawick Burghs. 24. New Zea- 
land’s offer to provide a first-class battleship 
—or two, “ if necessary”— was announced in the 
House of Commons. 29. Sir R. Hermon Hodge 
(C.) secured the late Mr. Arnold -Forster’s seat 
at Croydon.— A vote of censure on the Govern- 
ment on account of their naval policy w^as 
defeated. 30. Disorder was created at West- 
minster by suffragists, and 12 v/ere arrested. 
Similar scenes occiUTed on the following day. 
31. A representative non-pai'ty meeting, to 
consider the state of the Navy, was held at the 
Guildhall, London. 1. The Children’s Act 

came into operation. 3. Mr. E. G. Heramercle, 

K. c. (L.), re-elected for East Denbighshire. 
8. The trustees of the Nationalist Parliamentaiy 
Fund issued an appeal to the Irish people for 
support. x6. Lord-Provost Gibson (L.) returned 
to till the vacancy in East Edinburgh, 20. 
Shortage in the -wheat supply occasioned a 

1 general rise in the price of bread. 27. Obtaining 
admission to the House of Commons, several 
suffragists chained themselves to statues in the 
hall. 29. Mr. Lloyd George introduced his first 
Budget in a speech of nearly four and a half 
hom*s’ duration. 30. Invitations to a Conference 
on Imperial Defence were despatched by the 
Government to the British Dominions. May 1. 
Mr. Maurice Healy (Ind.) defeated the oflmial 
Nationalist candidate at Cork. 4. A triangular 
contest at Stratford-on-Avon resulted in a 
Unionist gain. — The Labour candidate, Mr*. J. 
Pointer, secured the seat for the Atteroliffe 
dhisiou. 12. A motion in favour of the pay- 
ment of members was carried in the House of 
Commons. — The Budget, as regarded in its effect 
upon Ireland, was condemned at a representa- 
tive meeting held in Dublin. 17. Mr. J. A. 
Clyde, K.o, (U.), was returned unopposed for 
West Edinburgh, xg. xin important letter, pro- 
testing against many of the Budget proposals, 
was addres.sed to the Prime Minister by a 
number of leading City bankers, merchants and 
business men. 2x. Mr. As^iuitli, at Sheffield, 
stated that it was the intention of the Govern- 
ment to adhere to the main lines of the Budget 
proposals. 24. Empire Day was marked bj- 
patriotic celebrations throughout the country 
and the British dorainmns on a more extended 
scale than heretofore. 27. Mr, McKenna de- 
fended Sir John Fishe“ against the charge of eo-a- 
ducting a personal campaign, and denied that 
espionage was carried on in the Navy. Jiute ii, 
Mr. T. Lundon {Mat) was returned for East 
Limerick, xa. Lord Hugh Cecil was invited to 
stand for O.xford Univeraity at the next election. 
17. Mr. Asquith in the House of Commons 
reminded those members who constantly called 
into question the action of the Indian Govern- 
ment, that they were only encouraging the 
elements of mischief. 22. In a letter Lord 
Rosebery described the Budget proposals as 
revolutionary. 24. Speaking at a political 
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j luncheon, Afr. Asquiiti denied the revoltitionary [ showed that the Xtnionists {gained 131 seats, 
character of the Budget., 2d. The resignations Liberals 33, X^aboiir n, Socialists 9, and Inde- 
I wore annoimcedof Lord Fitzmaurice, Chancellor | pendents 4. 'J'he feature of the contests was 


of the Duchy of Lancaster, and Mr. T. K. 
Buchanan, Gnder-Secretary for India; and Mr. 
Herbert Samuel, M.P., and the Master of Eli- 


the number of defeats sustained by the Socialists. 
9. The Lord Mayor’s Show took place, and in 
the evening the Prime Minister attended the 


.'•■T 


bank, H.t*., were respectively appointed to the customary banquet. Among the mimicipal 
vacant offices. 29, A further attempt was made mayors elected was the first lady to occupy that 
by female suffragists to force an entrance into position, at Aldeburgh, (x909> Jam s8. The con- 
tlie House of Commons, and as a result 1x5 struetion of an embankment on the south side of 
arrests were made. 30. Lord Charles Beresford the Thames for the site of the new County Hall 
addressed a meeting of the London Chamber of was commenced. 20. At a meeting of South 
Commerce on naval matters, and submitted a London mayors and town clerks a resolution to 
programme, to cost between 53 and 60 millions, secure the Crystal Palace for the public was 
Juiij 10, Mr. H. Samuel re-elected for the Cleve- uiianimcaisly caiTied. Maych 9. Sir 11 . Melvill 
land division. 14. A scene, culminating in the Beachcroft was elected chairman of the London 
suspension of Mr. Will Thorne, occurred during County Council. 16. The Port of London Authority 
an all-night debate in the House of Commons, held its first meeting, Sir Hudson Kearley pre- 
Two days following, on the motion, of the Prime siding. April zz. The Maasion House Fund for the 
Minister, 2 klr. Thorne’s suspension was expunged Slessina earthquake sufferers exceeded ^140,000. 
fi’om the loiirnals. 16. Mr. J. S, Hancock (L. June ig. The effect of the Budget proposals 
and Le.&.) elected for Mid-Derbyshire. 20. Mr. uponthecapital value of the property of the rate- 
J, Vf. Gullaud (//.) was re-elected for Dumfries . payers was considered by the London County 
Burghs.“-Mr. Asquith supported a motion by Council. Jidy zt. The Corporation of London 
Mr. Dillon in the House relating to a breach of entertained x,3oo bluejackets from the Fleet 
I privilege in connection with a letter sent by in the Thames at the Guildhall. Aug. 33. A 
I the Duke of Norfolk to the tTnionist candidate Highgate cable tramway, the first of the kind to 
1 for the High Peak division, zx. Mr. Asquith be con.structed in Europe, was taken over by the 
denied that there was a pro.spectof an immediate London County Council for electrification. The 
dissolution. 23. Mr. 0 . Partington ^L.) was re- deputation of the City Corporation to inquire 
elected for the High Peak division. 29. A into the lighting of Continental eitie.s reported 
marble statue of the late Lord Salisbury was un- in favour of incandescent gas. Sejgt. 14. Bladc- 
veiied at tne Foreign Office. 30. Mr. Lloj^d friars Bridge, now the widest over the Cham ‘S, 
George at Livnebouse warmly defended tlmpro- was reopened for the tramway connection with 
posed new land taxes, and vehemently attacked the Embankment. — The sale was completed by a 
landlords in general and dukes in particular, private company of 14 of the London County 
Ai/p. 7. Lord Lansdowue, speaking on the Budget, Council steamers. 24. Italians resident in 
declared that the House of Lords was cpiite pro* London pre.santed the Lord Mayor witli a bronze 
pared to try conclusions on that is.sue. xo. Mr. bas-relief of his portrait in appreciation of his I 
Idatthew Keating (Xat.) and Mr. Scanlon service.? in coanection with the Messina Earth- 1 

were returned liiiopposad for South Kilkenny quuke Fund. 29. .Alderman Sir .Tolm Knill was 
and North Sligo respectively, xs. Serious riot- elected Lord Mayor of London for the ensuing 
ing between Prote.strints and Eoman Catholics year. 
occUiTed at Portadown, in Ireland, and at Liirgan 

on the followiMg day. Sept. 3. Mr. Lynch i AccruENTS and Drs.ASTERS (General).— (1909)- 
{Xat.)t who fought for the Boers in South j dan. 14. Three men w'ere killed at the Tilman- 
Africi, was returned imopno.sed for NYest Clare. | stone Colliery. Feb. x6. A terrible colliery 
10, Speaking in Glasgow, Lord Bosebery again accident occurred at the West Stanley Pit in 
condemned the Budget as being revolutionary. S north-west Durham, x68 men and buys losing 
ty. Ml’, Asquith spoke atBInnlnghain in support i their lives, 23. A lire broke out at some fibre 
of the Budget, and replied to Lord Kosebery. j stores at irilhvall, over xo,ooo 'nales of jute and 
»3. Bpe.iklng also at Birminghamj Mr. Balfour j manilla, valued at £4o,ot>o, being destroyed.-- 
made a vigorous re.-iponse to the Prime Minister’s Damage amounting to £zo,oo0 was done by a 
sjK?eeh, and nnintaiued th.at the country would fire at the Scotatoiin Flour Mills. March 6. By 
prefer Tariff Heform to Socialism. 29. In a j the collap.se of a dam at Birkenhead 14 workmen 
letter, Mr. Balfutir categorically denied that it j ivera ki led. April 8. At a fire at aom=i cabinet 
was the Intention of the Unionist Party to with- ; works in Bristol a fireman was killed and another 
draw Old Age Pcnslona when returned to po%ver. i injured. 9. A. portion of an express from London 
Oct. 6. Mr. Balfour proceeded to Balmoral and to Aberdeen was derailed near Newcastle, an 
had an audience of the King, 9. Mr. Lloyd attendant being badly crushed. 13. A fire broke 
Gcjrje spoke at Newcastle in support of the out at an oibrefinhig works at Siivertown, over 
23 . A revifjeil Budget estimate having ;3^6o,ooo damage re.siilting. 3 [aif 7. The O.xford 
shown an additional deficit, the Chancellor of j university Press? warehouse in London was burnt 
the Exchequer announced that it -vould be met ; out, the damage being e.stimafced at £30,000. 39. 
by taking half a million from the Sinking Fund, j Six men were drowned in Stornaway harbour by 
36, Mr, Balfour in a speech attacked the Lord a boat accident. July 2. By the collap.se of a 
Advocate, Mr. the, in conneetioa with speeches dam at Newport, Mon., 39 lives were lost. zz. 
in which the suggestion was made that a Unionist Armr.-Sergt, McCracken killed by an accidental 
Government would cease the payment of Old Age shot at the Bisley Banges. Aug. 4. During 
Pea&ioirs. 28. Tiie Bermondsey bye-election, a sham fight of the West Biding Territorials 
necoteltated by the death of the sitting member, the Eev. H. L. T. Hodgson, acting-chaplain, 
resulted m a unionist gain. was shot by a live caidridge. xo. Expansion of 

' the rails through heat caused the dei'ailment of 

MniHorpAL Affairs.— <x9o 8) Not?. 3. Tlie a London and North-Western train near Staly- 
S»ai mtmicipal election returns of tho country bridge, the driver and fireman being killed and 


muTS&Km^B almanacKj 1910* 


^ — ^ — : ^ — ' — — - — — — ?- n 

Events of iqoZ-igog— "Accidents, Causes Celelres, 443 

several passengers injured, acss. Owing to the 
early morning mist, a motor car ran into a 
detachment of Territorials on Salisbury Plain, 
and ten men were injured, one dying later in 
hospital. 14. A panic among some children at 
a cinematograph show at Southsea resulted in 
one i)eing killed and several injured. 17. Damage 
amounting to upwards of j£xoo,ooo was caused 
by a fire in Glasgow, gy. Through the fall of 
a pit-cage at Penygraig, Glamorganshire, five 
men were kilkd and 23 injured. S'ept. 1. Lord 

I de Clifford, in endeavouring to avoid an accident, 
j was thrown out of his motor car and. killed 

1 instantly. Got. i. An explosion took place in a 
! colliery at Pontardulais, South Wales,* resulting 

1 in the death of two men. so. A colliery explosion 
j took place near Aiichiubeck, Ayrshire, in which 
' four men lo.st their lives, sg. A terrible mining 
disaster occurred near Bargoed, South Wales ; 
27 lives w’ere lost, s veral succumbing while 
attempting rescue work. 

Accidents and Disasters at Sea.— (1908) 
Aov, 23. The E'lerman liner Sardinia caught fire 
soon after leaving Malta, over 100 pilgrims and 
a number of Europeans being either burned or 
drowned. (1909) J'm. zz. The Wliite Star liner 
Republic, and an Italian emigrant steamer, the 
Flonda, collided xys miles off New York. Several 
persons were kided, but a greater disaster was 
averted V}y the arrival of the Baltic, which received 
the “ C Q h,” or distress signal, sent up by wire- 
less telegraphy by the Republic. The latter 
vessel sank while being towed to New York. 
Feh, I. Six lives were lost by an expk)sion xvhich 
occurred while the Trinity House steamer Argus 
was blowing up a sunken wreck off Caister. The 
steamer dan Ronald was lost off Edithburgh, 
Austra ia, the captain, five other Europeans and 
33 Lascars being drowned. Axiril xo. The steamer 
iMahratta went ashore on the Goodwins and 
i broke up next day. Jidy 14, u lives %vere lost by 
; the sinking of the submarine 0 ii after a collision. 
zz. A British fishing vessel was sunk on the Dogger 
i Bank and 11 lives were lost. 31. While firing a 
salute on the Temeraired.»\xvi. cliarge exploded, in- 
juring four men, one fatally. A ug. $. The Shaw 
Savill liner Maon was wrecked off <.'ape Town and 
3a lives lost. x4. In order to extinguish a fire on 
'board, the Cuuarder Luccinia had to be sub- 
■ merged ia dock at Liverpool. Sept. 6. The Allan 
i liner Laurent ian, went ashore off the Newfound- 
land coast, but all the passengers were safely 
landed. 9. Tiie Blue Anchor liner Waratah, 
which left Durban for Cape To^vn on July * 5 , was 
given lip as lost. x6. The London liner Urnhlali 
was totally wrecked near Gape Town. Get. z$. The i 
Scottish nteanxev E ostia was totally wrecked on 
Grand Manan Island, Maine, and 34 lives w’ere 
lost ; 

Aekonaetics.— (X909) March xg. An Aeronauti- 
cal Exhibition was opened at dlympia, London. 
May Messrs. WilburandOrville Wright arrived 
in London, and had an interview with Mr. Haldane 
at the War Office. 3. Mr. Asquith announced 
the appointment of a special committee of in- 
vestigation regarding aerial construction and 
navigation. J uiy 12. M. Latliaui made an attempt 
to cross the English Channel from Calais to Dover 
in his monopkane, but the motor failed after 
seven miles, and the machine descended into 
the sea. 25. ?J. Blcriot succeeded in flying 
across the Channel from Calais to Dover on Ivi^ 
monoplane, the feat occupying 31 mins. 36^ M; 

Latham made his second attempt to cross the 
Channel, but the motor stopped wlien almost 
within reach of Dover, and the machine fell into 
the sea. Sept. 8. Mr. Cody made a cross-country 
flight of over an hour in his aeroplane at Aider- 
shot. . Oct. 15. In extremely unfavourable weather, 
the first aviation week to be held in Great Britain ; 
was opened at Doncaster. During the following 
days, a number of successful flights were made 
by foreign aviators. x8. The Blackpool aviation 
week was opened. On the following day, M. 
Faulhan, on a Earmau biplane, accomplished a 
flight of . over half an hour’s duration in very 
gusty weather. Mr. Earman also established an 
English record ..by covering 47 miles X184 yards in 

X hr. 32 mins. sees. -^'-The feature of- tlie- 

week was a dariiig 'flight, twice round the course, 
by M. Latham, the wind being estimated at 
40 miles an hour. 

Art, &c. — (1909) Feb. iz. At the sale of the 
Benson collection of Greek coins, the record 
price of jC64o for a coin was given for a tetra- 
drachm of Katana. April 7. An interesting 
exhibition of E^rly English Portraiture was 
opened at the Burlington Pine Arts Club. 28, 
llie record price for a book, £7,^x0, was given 
in Paris for a copy of the “ CEuvres de Moli’ere,” 
1773. May 3. The Eoyal Academy opened, 
the feature of the year being the excellence 
of the portraits. 20. The art collection of 
the late Mr. Justice Day realised 103,346. 
June 3. On the eve of its departure for abroad, 
Holbein’s “ Duchess of Milan ” was pui'chased 
for the nation, an anonymous donor contributing 
^40,000 and the Treasury j^io,oco- Sept. zB. 

! The King granted a charter and diploma to 
the jRoyal British Colonial Society of Artists. 

Causes CJ 3 I.ebres.- (x9oS) Nov. 16. The claim 
of Albert Kirby Fairfax to the Fairfax peerage 
w'as upheld by the House of Lords, <1909) Feb. 2. 
The Com*fc of Appeal decided that a woman who 
obtains a separation order deprives herself of 
the right to divorce. March 10. In the cross- 
actions for divorce brought by Mr. J. A. Stirling 

1 and his wdfe, in the Court of Session, Edinburgh, 
Lord Guthrie found for Mr. Stirling. X2. Charges 
brought against Mr. Horatio Bottomley, M.P., 
and others for conspiracy xvere dismissed at the 
Guildhall. 17. Judgment by consent for £t,ooo 
(which ivas awarded to charity) was given against 
the People for circulating defamatory rumours 
about Mr. Lloyd George. May 18. The House of 
Lords .decided that an illegitimate posthumous 
child is a “ dependent,” and can claim compen- 
sation for his fathers death. 20. A dealer in 
antique china was ordered by the High Court to 
pay 3 ^ 30 , 34Z damages to the executors of the 
estate of a collector for fraudulent representation 
and breach of warranty. Ju^ne 2. The Court 
of Criminal Appeal allowed the appeal of Joseph 
Stoddart against his conviction and sentence in 
oonnectioa with football coupon competitions- ; 
*4. The action for slander brought by the Hon. ' 
Alexis Eoche against Sir Timothy O’Brien re- 
sulted in a verdict for the plaintiff with jCs 
damages. x8. Ex-Lieutenant Woods’ appeal in 
his action ' against the Array Council was dis- 
missed. July 26. The House of Lords decided 
against the Government in their claim for estate 
duty on £780,000, left by the late Duke of 
Hiohmpnd. Aug. 3. The High Court decided 
j against the Board of Education in the Swansea 

1 sotioolseaseon the subject ®f salarfes to teachers. 
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, <.\t^’ftK.ESSI<:s, C 105 TEERKN 0 BS, AHB BXHIBmONS. j 
, — Imperial Pre^ss Conference,^ At the. invitation 
j ot the Homo Press, delegates representing^ all 
; shades of opinion from the Oversea Dominions j 
i assembled in London during the first week in 
' June. A series of questions of the highest Im- 
perial interest were very fully debated, and, in 
' the course of the proceedings, Ministers, ex- 
Ministers, and highly-placed naval and military 
authorities contrilnited to the discussions. 

Sou.th African Union,— July i8. The Premiers 
of Cape Colony (Mr. J. X. Merriman), Natal 
(Air. P. Pi. Moor), Transvaal (General Botha), 
and Orange Biver Colony (Mr. A. Fischer), and 
■ other delegates arrived in London in order to 
, discuss with the Government the di'aft of the 
: South African Constitution Bill. It was decided 
> that the date of Proclamation of the Union 
' should be' May 31, xoio, the eighth anniversary 
' of the Peace of Yereeuiging, and that the 
: Prince of Wales be invited to open the first 
. Parliament. 

I Imjienal Defence. — The first sitting of this j 
i Conference was held on July 39. Owing to the | 
i highly important nature of the subjects discussed, i 
; the proceedings were regarded as confidential, 
but on Aug. a6 Mr. Asfpiith made a statement in 
; the House of Commons with regard to the result ! 
1 of the Conference. As to military defence, the j 
1 laud forces of the Dominions should he so 1 
standardised that they could be rapidly com- [ 
billed into one homogeneous Imperial Army. 
As regards naval defence, New Zealand would 
continue her policy of contribution, and Canada 
and Australia proposed to lay the foundation of 
fleets of their own. I’hc announcement of the 
.South African xduns would be deferred until 
' after the Act of Union had been consolidated. 

■ General. — (1909) Jan. 1$, The British Museum 

' completed a century and a half of its existence. 
— Tlie centenary of Sir .Tohn Moore was marked 
: by an interesting exhibition of relics at the 
Koyal United Service l^luseum. Feb. 3. The 
Foreign Otiice announced that the internationai 
Kav<al Conference had arriveil at agreements on 
some of the most important items of the pri>- 
jstramme, March 25. The appf>iutment of a 
Royal Commission was aimonnced, with the 
Princt? of Wales a-s president, to assist the 
I organisation of international exhibitions. 

; April Tty. The Congress of the International 
{ Woman Sufiruge Alliance ojiened in London. 

I May 8. 'i’he “(lolden West Exhibition” was 
I opened at Earl’s Court by the Lord Mayor of 
! London. 13. The Boyal Naval and Military 
Tournament was opened at Olympia. 20. The 
, Imperial International Exhibition, at Shepherd’s 
Bush, was opened liy the Imke of Argyll. 24. 

! I'im asih anniversary of the Society for the Pre- 
' vention nl Cruelty to Children was celebrated, 
i zy. The Prince of Wales opened the International 
I Congress of Applied Chemistry. 31. The Co- 
i operative Congress opened at Newcastle, Jttm a, 

I Mr. 3 ohu Burns opened a Tuberculosis Exhibition 
at Whitechfipel. $• Intei'national Horse 
Bhow w^as opetied at Olympia. 22. The exhibi- 
1 tion of the itoyai Agricultural Society opened at 
; Oloncestjer, and was visited by the King on the 
; following: day. July $. The Travel and Sports 
Exhibition was opened at Olympia by Lieut. 
Sha-ckietotiu Aug. %6. A Darwin Contonary 
' Exhibition was opened at the Natural History 
' Museum. m. The first sitting of the eon- 
ferenoe of the International Associatibh of the 
, fvm tJWk pkeb In linbola’s Inn Ml. 


Crimea “(x^og) Jan. 23, An extraordinary 
outrage by aliens took place at Tottenham in 
broad daylight. Two Russian anarchists, after 
seizing ;£8o from a clerk, were chased by police 
and civilians, at whom they fired indiscriminately. 

A policeman and a boy were shot dead and four- 
teen others injured, while one of the miscreants 
committed suicide, and. the other, severely 
injured, succumbed after removal to hospital. 
Feb. zz. The sum of ';^2,7oo w'as stolen from the 
cruiser Indomitabls. 24. An American shot his 
wife in the National Portrait Gallery and then 
committed suicide. April 8. A man named 
Dench, at St. Blazey, Cornwall, shot and severely 
injured a boy in tlie street, afterwards banicad* 
ing himself in a cottage, armed with a double- 
barrelled gun, with which he shot and slightly 
injured two men before surrendering after three 
days’ siege. June z6. The “D. S. ’Windell” 
bank frauds were disposed of at the Ceutral 
Criminal Court, a young Dutchman named 
Robert receiving eighteen months’ hard labour, 
and a former bank cashier, Iving, seven years’ 
penal servitude. July x. SirW. Curzon Wyllie, 
a distinguished Indian civil servant and political 
aide-de-camp to the Secretary of State, was shot ' 
and killed, and Dr. Lalcaca, a Parsee physician, ' 
who came to his assistance, \vas mortally 
grounded, by a young Indian student named i 
Dhingra, at a reception at the Imperial Institute. | 
Dhingra was subieciuentiy sentenced to death, l 
and duly hanged on Aug. 17. 23. Arthur , 

Horsley, the printer of the Indian Sociologbd, ' 
edited by Krishnavarna, w’as sentenced to I'our , 
montfiis’ imprisonment at the Central Criminal . 
Court. An-;. 32. A gang of thieves was captured 1 
j while leaving the premises of a large jeweller’s i 
I in London, property amounting to upwards of , 

I j^4o,ooo being found upon the men. i 

'' Death.s.—(i9o8) For . 6. Sir Henry Pitman, 
i Emeritus Professor ami Registrar of the Royal 
I College of Physicians, aged 100. (1909) Ja7i. 24. 

The Earl of Leicester, K.O., aged 86. April 3. 
lord Gwydyr, within twenty-four days of enter- 
ing his looth year. 10. Algernon Charles Swin- 
burne, the poet, aged 72. May 18. George 
IVferedith, O.M. , novelist, aged 81. June is. Field- ' 
Marshal Sir .Frederick Paul Haines, aged 89. 21, ! 
Sir Andrew Lusk, Bart., a former Lord Mayor of 
London, aged 99. Juhjg. The Marquis of Ilipon, ; 
K.d., aged 81. Aug. x8. Sir Theodore Alartin, i 
biographer of the Prince Consort, aged 93. , 
Ort x6. Mr. J. H. Hofrneyr, chairiiian of the , 
Afrikander Bond in Cape Colony, aged 64. ! 

Drama.-~(i9o 8) Dec. X. A matinde in honour | 
of Aladanie Ristori was given at His Majesty’s 
Theatre. (x9<^) Jan. 27. A suggestive play, ' 
from a patriotic standpoint, entitled An EmjtiMn 
man's Horne, was produced at M’yndiiam’s ‘ 
Theatre. April 8. The Lord Chamberlain x'e- ; 
fused to sanction the performance of the . 
Passion Play by the English Drama Society. 
23. The establishment of a Shakespeare Memorial ; 
llieatre was decided upon. Tiie gift of £yo,ooo j 
by an anonymous donor was announced at the : 
meeting of the General Committee. 8. The | 
Shakespeare Festival at Stratford-on-Avon was I 
brought to a close by a performance by Mr. ! 
Benson's company of The Taming of the Shi’ew. \ 
June zt. The Shakespearian Festival at His j 
Majesty’s commenced with the revival of The 1 
Merry Wii>es of Windsor. 22, Mx. Asquith stated | 
that a Joint Committee of the two Houses of s 
Parliament vi^ould be appointed to inquire' into J 
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the Censorship. Jtdy zp. The Censorship Com- 
mittee commenced its sittings, and evidence was 
given by a number of dramatists, actors, 
managers, and others interested in the rtuestion. 
A ug. 25. Mr. Bernard Shaw’s play, The Shoiving 
Up of Blanco Posnet, was produced in Dublin. 
Oct. 8. Sir H. Beerbohm Tree unveiled a bronze 
memorial tablet of the Globe Playhouse affixed 
to premises in Southwark, on the site of Shake- 
speare’s theatre. 25. A subscription list for a 
Shakespeare Memorial Theatre w'as opened, the 
sum to be raised being ^^500, 000. 

Ecclesiastical.— (1908) Dec. zt. Dr. Paget 
appointed Bishox) of Stepney ; and the P^ev. R, 
H. Whitcombe Bishop of ' Colchester. (1909) 
Jan, 6. The election of Dr. Lang, Bishop Sullra- 
gan of Stepney, as successor to Dr. Maclagan as 
Archbishop of Fork, took place at York Minster. 
14. Out of ;^4o,239 collected for the Hospital 
Sunday B’und, the Church of England contribu- 
tions amounted to ^^^31,914. 20. In the Consis- 
tory Court of Wells Cathedral, the Rev. Smyth 
Pigott, of the Agapemone, Spaxton, was found 
guilty of immorality. 23. The new Archbishop 
of York was enthroned in the presence of a large 
I congregation in York Minster. 28. The Rev. j. 
H. G. Randolph appointed Bishop of Guildford. 
Feh. 17. It was annoimced that the Pan- Anglican 
Thank Offering, amounting to ;^2Z3,ooo, had been 
provisionally allotted. April zt. The 800th anni- 
versary of the death of St. Anselm was observed 
by a special service at Canterbury Cathedral, and 
by Pontifical High Mass at the Roman Catholic 
Cathedral. Akuj 5. Convocation agreed to 
various recommendations in connection with the 
Revision of the Rubrics, 7. The Sheffield 
Bishopric Bill was read a second time in the 
House of Commons, xo. The Congregational 
Union adopted a scheme for a Sustenation B’und 

£z&o,qqo. II. A petition, with nearly 750,000 
signatures, protesting against any alteration in 
the Sovereign’s Protestant Declaration, was pre- 
sented to Parliament. 22. Archdeacon Ifurse, 
of Johannesburg, -was elected Bishop of Pretoria. 
—Archdeacon William Banister was appointed to 
the New Bishopric of Hu-nan, Central China. 
xS. The Scottish General Assembly ivas opened 
in Edinbnrgli, 20. Canon Henn, Vicar of Bolton, 
was appointed Bishop of Burnley. a6. The Rev. 
L. H. Burrow appoiiited Bishop of Lewes. Ang. 
3, The Rev. Walter Andrews appointed Bishop 
: of Hokkaido, Japan. 24. The Yen. J. C. Wright 
I consecrated Archdeacon of Sydney in St. Paul’s 
; Cathedral, and Rev. 0 . J. Eerguson-Davie as 
j Bishoj) of Singapore. Sept 7. The Rev. H. 
i Riis.seil Wakeiield appointed Dean of Norwich. 

I 14. The Right Rev. Edward Ash Wise and Canon 
; C. T. Abraham appointed Bishops of Stafford 
I and Derby respectively. Oct, 6 . The Church 
j Congress was opened at Swansea, under the 
i presidency of the Bishop of St. Davids, xz. The 
retirement was announced of Dr. Sheepshanks, 
Bishop of Norwich,— The Rev. R. S. Fyffe ap- 
pointed Bishop of Rangoon. I 

Enuo^TioisrAii.— (1909) Jan. 12. The Modern : 
Language Association met at Oxford, Lord lltz- ' 
maiu-ice delivering the presidential address, 
Feb. z&. Mr. E. C. Wills gave j^xe,ooo to the 
Bristol University Fund. The Ih’esident of the 
Board of Education, replying to a deputation 
from the National Union of Teacliei'S, said that 1 
he could not promise to i)rohibifc the employment : 
■ of unqualified teachers. April zo. New buildings 
for the Sfchool of Forestry and Rural Ehoilomy : 


w^ere opened at Oxford by the President of Mag- 
dalen. 26. Lord Curzon, the Chancellor, sub- 
mitted a memorandum on Oxford reform to the 
University authorities. May S. The Earl of 
Derby was installed as Chancellor of Liverpool 
University. 17. The warrant granting a charter 
establishing the University of Bristol 'vvas signed ' 
by the King.— The Goldsmiths’ Company offered 
to contribute ;^i^so,ooo for the e.xteiision of the 
engineering department of the Central Technical 
College. J^me 15. The last Senior Wrangler 
under the old Mathematical Tripos regulations 
at Cambridge was announced to be Mr. P. J. 
Daniell, of King Edward’s School, Birmingham, 
and Trinity College. 18. Mr. Haldane opened 
the New Institute of Physiology at University 
College, London. July 7. Lord Curzon opened 
new' buildings at St. Paul’s SchooMn comme- 
moration of the 400th anniversary of its foun- 
dation. Cambridge University received £zo,ooo 
for the endowment of a German professorship. 
30. The Jubilee of Wellington College was cele- 
brated. Sept. 19. A large demonstration in 
support of the Gaelic language in the new Irish 
University w'as held in Dublin. 27. A memo- 
randum of arrangements betw'een the Board of 
Agriculture and the Board of Education upon 
agricultural education was issued. Oct. 14. The 
new University College of South Wales and 
Monmouthshire was opened at Cardiff by Lord 
Plymouth. 

Exploration.— (1909) March 23. Telegrams 
from Lieut. Shaekletoiij commander of the 
Fimrod Antarctic Expedition, were published. 
June tz. The King and Queen telegraphed 
their congratulations to Lieut, (now Sir E.) 
Shackleton on his safe return to England. 28. 
Lieut. Shackleton gave an account of his expedi- 
tion before the Royal Geographical Society, the 
Prince and Princess of Wales being j^resent. 
Aug. 22. Mr. Wellman, starting from Spitz- 
bergen, made a further attempt to reach the 
North Pole with his airship, but was forced to 
abandon it, owing to a serious accident to the 
vessel soon after the commencement of the 
journey. 25, A graut of £zo,oqo was recom- 
mended by the Government towards the cost of 
Lieut. Sliackleton’s Antarctic expedition. Sept. 1. ! 
The dramatic announcement was published that i 
Dr. Cook, an American explcu’er, had discovered i 
the North Pole. 6. A. despatch was published 
from New York announcing that Commander 
Peary had reached the North Pole on April 6, 
1909, twelve months after the date on which Dr. 
Cook claimed to have arrived at the spot. 13. | 
Particulars were published of Capt. Scott’s South = 
Polar Expedition, to start in August, 19x0. 23. : 
Dr. Cook, at New York, was severely cross- 
examined by a number of journalists in con- 
nection with his reported discovery of the North 
Pole, and W'as stated to have emerged success- 
fully from the ordeal. 29. Tlio Antarctic ex- 
ploration ship AYmrod arrived in the Thames, 
and W'as opened for public iuspcctioii. 

Labour.— (igoS) Fov. zg. The Appeal Court 
decided that Trade Unions could not legally 
make a compulsory levy for the i)urposes of 
Parliamentary representation. (1909) Jan, 4. 
Northmnbeiiand miners’ wages were reduced by 
sH P®!* cent* 13. Some hundreds of unemployed 
marched to Grosvenor Square, and indulged in 
demonstrations in front of some of the houses. 
FeF. IX. Sir E. Fry gave his award in the dispute 
betw’'teen the L. & N.W. Railw-ay and its men. 
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Events of 1908 - 1909 — Lalour, Military. 


April 9. ’■fhe annual coufereiice of the Social 
Denioerutic Party was opened at Bristol. *3. At 
the Annual Conforcnee of the Independent 
Labour Party, ^Ir. Eainsay Macdonald, M.P., 
the Frenident, announced the resignation of 
hiiuHeif, ilr. K.eir Hardie, Hr. Philip Snowden, 
and Mr, .Bruce Giasier from the iiational couneil, 
to wiiich they had been re-elected on the pre- 
vious day, “owing to the movemeut of irre- 
sponaihiiity which had grown up inside the 
party/’ It was decided to inahe a levy of i.s\ a 
member in order to raise an election fund of 
, ;£xo,ooo. J/iV/ xg. Mr. C'hurehil], in the House 
i of Coinmons,' explained the intentions of the 
‘ ilovenunent as rt'yards Labour Exchanges and 
! L'ncm ploy iuent Insurance. 23. Wages of Welsh 
1 miuei -3 were reduced per cent, by the Con- 
I ciUutioii Board. Jtf?// 3. Considerable friction 
1 resulted in various parts of the country from 
the introduction of the Miners’ (Eight Hours), 

! Act. In South Wales a threateaed . strike was I pours. 3 fai/ i. A.U\ 

' averted. 30. The Scottish coal strike, which i Temtoriai Army had^ 

; promised to become general with disastrous 

1 ceniserpiences, was settled in terms stated to be 


Johnson, at Lichfield. 3:8. The body of Mr. John 
Davidson, the poet, wdio disappeared in March, 
was found in the .sea off the Lornisli coast, aa. 
The Tennyson centenary celebrations took place 
at Lincoln. Oct. 6 , The .iinerican Ambassador 
opened Harvard House, at Stratford-on-Avon, 
where the ance.stors of the founder of Harvard 
University resided, as a rendezvous for American 
admirers of Shakespeare. 19. A. statue of 
Tennyson was unveiled in the chapel of Trinity 
College, Cambridge. 


Military. — (1908) Dec. xx. A new Indian medal, 
to be known as the “Indian General Sendee 
Medal,” was announced, (igog) Feb. x;^. 17 Terri- 
torial corps marched through 'London on recruit- 
ing parades, meeting v» ith considerable .succe.sS. 
3 (arch 17. A battalion of Guards, with gums and 
baggage, was experimentally conveyed from 
London to Hastings in motor cars in about three 
Haldane stated that the 
87 per cent, of its estab- 
lishment. 13. ()ver 8,000 City members of the 
Territorial force paraded, and afterwards marched 


, saiisfactm'y to the miners. J uy. 5. The con- j tne Lord ISiayor ac the Mansion House, 
i ciiiutioii board of the Great Central Hail way 2. Sir Ian Hamilton relmquishod the 

! settled various questions in dispute with the' Southern Command to become Adjmant-Geueivil 
, emploves witiiout appealing to an arbitrator. 1 of the Forces and Second Military Member on | 
I Sept. 2. Itejdying to a deputation of North- ; the Army Couned. 16. A committee headed by ; 
! umberlaud and Durham miners, the Home : Koberts was formed to erect a national ; 

i Secretarv urged them to treat the iniuor evils i memorial to General Wolfe. Juh/iz. The Eisley { 
of the eight hour day with patience. Od. x. ; Ditlc Ideetmg wiis opened. 34. Corporal Burr 
Tho Central "* ^ 

pa-ssed a r 


, make furtlier provbion agiUint uiiemploy 
I IX. Tho Fresident of tho Board 01 Triidc au- 
i nomiecd tin* appointment of a Oircctoi* and a 
' (knit* all Manager of Labour E.\ciiange.s under 
the Act of 1909. 

Lkoat..— ( t9c9) Feb. 3. Sir J. Govoll liariie-;, 

Fresident of tlic Probate, Divorce, and Admir- 
alty Dividon, i*c!-lgiie(i, and wa-s sucf’ccdod iiy 
Mr. Justice Biahaiii.-— .Mr. J, A. Hamilion, k.(\, ^ 

was . appointed a iudge of the High Court, j ^ 

1 m Childrmi s Onaider, e.stamishing I 


and High Comjjtls.'-iioHcr in the Mcditerraneati, 
31. Some 2S,oco . dlicers and men of the Territorial 
Force commeiicoil a fortnight’s camp training on 
.Salisbury Plain. Ac;/. 22.’ Lora Eitchener, on 
his j;i'outotioii to tho rank of Fie!d-Mai’.sha!, was 
also appointed to the Mediterranean command, 
the scojio of which, it was .stated, would be 
greatly extended, so. General Sir OAIoore 
Creagh, Hu'., the newly-appointed Connn-inder- 


Apnl 


. , , , - . 13. In commemoration of the xsoth anni- 

, separate courts for cmldren among other pro- 1 vorsavy of the battle of Quebec and tho death of | 
1 visions, eauuj into opia'ation. J/«// 5. fue juuner . (jenoral Wolfe, a banquet was given in London, i 
i Temple authorities dislairred kiisimavania lor { yie d-Marslml .Sir George TVhite, FOT., pre.riding. : 
: “ conduct unwortiiy o* a barri.stcr.’ Anth r. i 


' T'he new law autdiori.dng Hie uniimited deten- 
’ iioii of luibltmd criniiJiais came into force. 

(Jd. tg. An order fur the compubory v iiidiug 
' up of iiie Ciystal raiaec Company w'Ua made. 


iMi'.sic.— {'1900') Jftii. xS. The English perform- ' 
ances of Wagner’s “ King " commenced at Covent i 
Gur«lea. Aprii aS. Tho Opera .srasou oi^eueil at ; 
Covent Garden with the first performance in tliis i 


i r.TTi-r vrtriiv -Ooo-vl fVt d.vidt>d to i FuUla by .Saint -Sac ms. 1 

. civet uimmiorial at imry St. Edmunds to “Ouida.” j I 

I Mtffca J. .Sii' A. Cuirm DuyL presided at a ilinner 1 a. 3 (a!f 


given oy tne Aiiiiiors' uiub in cekbiutiou of the ' violin, known as “Lo Mercure,” j 

^entmtafv uf Fd'^'P AiPin Fop Ann! ! realised £ 9 ZS‘ 13. Vvith picturesque j 

! tUe VirtU of E.lwiua FiUGi'aU!, tUe ! /"‘I '"'15 ' 

* tr.inriutor of Omar Kliayyam, was cvieiirated ! • 

i at Ipawich, and a .similar function given bv the l f^^t.val ui the Aloeit 

Cncir ir}v3''’V‘ini Chib in Tondon Tlip nf i Ealfoul delivered an audress. Mr. 

the Doimon.^ iUe eaie ot i AKfniitbRnnk«nn the sfinmid rmv ; 

tealised,'. 

3 iau tz. . 

early English history associated with the Thames ! • i ".' y ' , — i 
wm ttuvriied bv the Duke of Northumberland at ■ of the Messiah. A'*/?* ^ 4 * ' 

■ Brentford Juiv 22 C.iiiihrid'm ruiveraitv i commenced at Queen s 1 
! cclehrateti the emstenavy of Charles BanviiTs ! Eu(dish at the ( 

1 birth, and the fiftieth amiivertary ot the publi- : George Washington ; 

; cation of the “ Origin of Spodcs,” <1- Tire i Moore and Dui’goos j 

oi Teimysou’s birth was celebiuted. at ! died m lua 90th year, 

Umtvd* «&. LmM Ki«c]iert optoed tho I Katal. ^( 3909) ms*. The 

I Bicentrtiajy commemoration of the birth 0! Dr, i Darrow, April zo. The yubktih a 33-knot ; 

lyiaT" 
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clestrovcr, la^iiiclied at Souihanipton. 2^. llie 
nev/ tlie Ooniniittee of Imperial 

Dofence nit?t for the time to investigate the 

naval (iUestioivj raised by Lord Charles Beresford. 
Jw’ie 17. About 3So warships of various types 
wex'e mobilised for the naval manoeuvres. sB. 
The unreliability of the boom for defensive 
purposes rvas demonstrated at Portsmouth Har- 
bour when r,he destroyer Ferret completely cut 
i through it w’ithout sustaining serious damage. 

1 16. The sub-cornmittee' of the Imperial 

1 Betence Committee issued their report on Lord 

1 Charles Eeresford’s criticisms on the Navy, and 
[while generally dec I hug against the Admiral, 

1 agreed that the t'hiiiia ty did not fully take 

1 him into their eonhdeuce.— A boiler explosion 
occurred on the d(s<iO>er Otfer at Weihaiwei, 
resulting in the death of two men. 17. A 
mysterious discovery of blasting cartridges 
amongst the naval coal was made at Portsmouth. 
21. The battleship Hannibal struck a reef in 
Babbacombe Bay, and much damage was done to 
the bottom plates. Sept, 17. Efforts to recover 
the sunken submarine C ii were abandoned, and 
a funeral service was read on board the Vimlieiite 
over the .spot where the vessel was lost. 23. The 
cruiser Cho, which it W’as feared had foundered, 
w^as reported safe in the Haitan Straits. 30. The 
KepUine launciiied at Portsmouth, and the QlaS' 
gow from the I'airffeld Works. Oct, is . The in- 
stitution of a Navy ’War Council was ofilcialiy 
announced. 15. The Prince of Wales formally 
opened the new Admiralty Harbour at Dover, 
which had cost millions. 28, The battleship- 

cruiser Indefatigable launched at Devoiiport. 

Pageants.— (1900) April 33. St. George’s Bay 
W'as more generally observed as a imtional 
festival, The Prince of Wales, Grand i\laster, 
was present at the annual service for members 
of the Order of St. Nlichael and St. George at 
Bt. Paul’s Cathedral It being also Shakesjxeare’s 
birthday, a memorial service was held at South- 
wark Cathedral, and celebiations took place at 
Stratford-on-Avon. May 4. A historical pageant, 
entirely acted by children, took place at tlie 
Whitechapel .^^rt Gallery. .lune to. The English 
Church Pageant was opened by the xirchbishop 
of Canterbury in the grounds of Fulham Palace. 
The history of the Church, covering a period of 
3,000 yeai-s, was impre.ssively represented in a 
series of eft’cctiyely arranged scenes, in which, 
altogetlier, 4.200 performers took i>art. si. 
Coidiester Pageant vras opened by the Lord 
hlayorof Loudon. 22. The Prince and Princess 
of If ales visited Wells for the celebration of the 
miilenaiy of the Bishopric, and afterwards 
attended a thanksgiving service in the ruins of 
Glastonbury. Jvly 17. The Pieet visited the 
Thames for a week, the line extending from 
Southend to the Houses of Parliament, and 
forming an imposing spectacle. 19. The Bath 
Pageant rvas inaugurated hy the Duke and 
Duchess of Connaught. 20. The Welsh National 
Pageant at Cardiff’ and the York Pageant W'ere 
opened. 

Bail V 7 AYS.— (1909) March i. Eeplying to a 
deputation from Cliamhevs of Commerce, Mr. 

; Churchill said that in view of recent agreements 
and amalgamations, a general survey of railway 
policy should be taken., 3fa7j 6. Air. Olmrchiil 
announced that he would appoint a committee 
of experts to inve.stigate the que.stion of railway 
amalgamation. 

BniPPtNQ.— {'1909) Jan. 2. Trans-Atlantic pas- 
senger traffic, east and west bound, for 1908 
showed a shrinkage of almost a million per- 
sons in comparison with the figures for 1907. 
xg. The W'hite Star Company notified their in- 
tention of placing the two great steamers building 
on the Southampton-New York route. March 2. 
The 3Tauretama arrived at Queenstown after 
the fastest eastern passage ever made. 5, The 
Canadian Pacific Cxmipany’a liner Empress of 
Britain arrived at Liverpool, having t s ablished 
a record for the double voyage between Liverpool 
and Halifax, Nova Scotia, and back, in 11 days 

IS houi-s 7 mins. July 15. The formation was 
announced of a committee to inqume into the 
present state and administration of the law with 
respect to pilotage in the ITnlted Kingdom. 
Aitg.^p. By the arrival of the Maureta/da, at 
Fishguard a new service vais inaugurated betw’een 
New A^ork and that port. The liner also beat 
all previous records, either out or home, having 
completed the journey in 4 days 14 hours 27 mins., 
at an average speed of 35*4* knots an hoar. 
Sept. 9. The Blue Anchor liner Waratah^ which 
left Durban for Cape Town on July z6, was given 
up a.s lost. 27. The Boyal Alaii Steam Packet 
Company celebrated the 70th anniversary of its 
incorporation by Iloyal Charter. 

Sport.— (igo8) aVov. 26. At a Marathon race in 
New York, Borando beat the English Olympic 
victor, Hayes, in 2 hours 44 mins, 2oj; sees. 
Dec. 12. The G.xford and Cambridge Eiigby 
match at Queen’s Club ended in a draw of x goal 
each.— Wales defeated the Australians at Carilifi 
by a penalty goal and 2 tries to 3 tries. 26. At 
Sydney, N.B.W., Johnson, the American coloured 
boxer, easily beat Burns in the contest for the 
heavy v, might championship of the world. (2909) 
tfan. I. A Marathon race in Scotland was won by 
Saint Yves, a young French waiter, in z hours 
44 mins. 40 secs. 9. The Australian Ilugby team 
defeated England at Biackheath by 3 tries to 

1 try. x$. Wales defeated England under Ilughy 
rules at Cardiff by x goal and i try to nil, 

29. The Amateur Skating Cliampionship race 
for the King’s Cup was decided at Lingay 
Fen, F. W. Dix being the winner, in 4 mins. 
4if secs. 20. England defeuted France at 
Leicester under Kujpty rules by 3 goals and 4 trie.s j 
to nil. Feb. 0 . The Canufiian curlers beat the 
Scottish team in the teat matches by 321 to 230. 

30 . The O.xford and Cambridge Association match 
at Queen’s Club ended in a draw of i goal each. 
March 15. Boi-ando won a decisive victory over 
Hayes in a Alarathon race at New Yh>rk in 2 hours 
43 mins. 8 .sees. 20. Scothmd heat England in 
the Eugby match at .{Uclmioud by 3 got Is and 

2 try to I goal and 2 try. At Dublin, Ireiand 
beat France under Rugby rules by 29 i>olntH to 8. 
In the annual inter-' Yarslty sports at (^leen’s 
Club, Oxford beat Canibi'idge by six events to 
four. 26. The Grand National Steeplechase was 
w^on by a French horse, Liittcur III. April 3 
Oxford secured a notable victory in the Universitv 
boat race by sJd lengths. 31, Oxford "^von the 
ITniversity golf match at Sandwich by six point 
to two. 24, Alanchester United v.*on the Associa 
tion Cup, beating Bristol City by i goal to nil 
2$. The King’s colt Alinoru won the Two 
Thousand Guiuoas. May 10. The Australian 
cricket team played their first match, defeating 
Notts by an innings and 6 runs. 26. The King 
was present at Epsom when his horse AHnoru 
amid great enthusiasm, won the Berloy. 28, The 
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King’s Princesse de Galies was beaten by two j heavy fighting with the tribes.—The Jam Sahib 
lengths in the Oaks by Mr. W. C. Cooper’s of Nawanagar (Eanjitsinhji) was accorded a great 
Perola,— The amateur golf championship was reception on his aiTival from England. 26. The 
won l)y Mr. K. Maxwell, who beat Capt. Hutchi- Government undertook to institute an inquiry 
son by one hole. 29. England won the first test as regards the litpior traQic iii West Africa. — 

! match against the Australians at Birmingham The active measures taken in Eastern Bengal to 
' by ten wickets. June 16. The second test match reinforce British authority were stated to h^ive 
; at Lord’s was won by the Australians by nine had an excellent effect. Feh. 2. Kjr mutilating 
' wickets. 23. American won the finst of the the statue of Queen Tietcria at Kagpur in 
' aeries of international polo matches by 9 goals November, a student was Beiitcuced to two y(3ars’ 

, to 5. Juh/3. The Australians were successful in imprisonment, and another man to one year. 

] the third test matcli at Leeds, winning by 126 8, The new Constitution for United South Africa 
j runs. 5. America won the International Polo was piibiislied in the form of an Imperial Bill. — 
j Cup, heating England by 8 goals to 2. 8. The Pretoria was selected as the seat of the Govern- , 
Belgian Eight won the Grand Challenge Cup at i ment Ollices, and Cape Town of the Parliament. 

I Henley Begatta. -—Albert Craig, the “ Surrey j 10. Fresh outrages were reported from India. 

, poet,”* died after a long illness. 9. The Eton v. 1 The native Public Prosecutor at Alipur was 
i Herrow match ended in a draw in favour of the ! murdered by a Bengali student, and two bombs 
' latter team. 10. The Players beat the Gentlemen j were thrown at a train containing a European 
' at the Oval by 64 runs. 17. At Dublin, Ireland official of Calcutta, fortunately without doing 
j beat Scotland in the International Athletic Con- ( injury. 19. The Canadian Government proposed 
test by eight events to three. 28. The fourth of < the formation of a Department of External 
' the teat matches, played at ilanchester, ended Afiairs. 23. The submission to The Hague of 
j in a draw. Avg. ii. First-rate form was exhibited \ the Newfoundland Fisheries question was agreed 
' by both the Australian and English elevens in 1 to by the Fnlted States. 26. Diiimulu, tlie 
1 the fifth ami final test match at the Oval, which 1 Soutli African native chief, was found guilty 
i ended in a draw, the rubber being thus >voa by 1 and sentenced to four years’ imprisonment and 
i the visitors, Sept. 8. The St. Leger was won by [ a fine of ;^ioo, March 3. In Newfoundland, the 
Sir. Fairie’s Bayardo. 16. The match between j Bond Cabinet resigned office, and Sir £. !Moms 
Kent, the champion coiintj', and the Best of ; formed a ministry. 12. General Botha, in a 
England wm abandoned owing to the wet j speech, saiil it must be made clear to the natives 
weather. x8, A twenty-four hours’ amateur j that the United Soutli African Parliament wouhl 
walking race at the Stadium was won by T. 1 be their sole master in the future. 19. The 
Payne, of North Shields, who covered 227 miles 1 f’aiiadian Guvei’umcnt announced the construc- 
1 S43 yards. 1 tion of a railway to Hudson’s Bay. 22. The Indian 


I S43 yards. i tion of a railway to Hiulson’s Bay. 22. The Indian 

I TWPm^T \T TiA\f T vTA'v<s Budget was presented in the Legislative Council, 

IMPBiaAb DGMl.MUJNb. favourably received. 24. Lord Strath- 

(xoo8) Mov. 2. The Viceroy held a brilliant cona ofi’ered ^^50,000 towards military training 

Durbar at Jodhpur. 7. A daring attempt was in Canadian puldie sclmol.s. 29, ?vIahoinmedans 

made by a Bengali to aa3as.smate Sir A. Fraser, held a meeting at Allahabad in support of 

Lieut. -Governor of Bomliay.— The cruiser squad- separate reprcacntation under the Indian Couu- 

1 ron, commanded by Sir Percy Scott, were most oils liill.— The appointment of Mr. Sinha, a 

' i ho.spitably entertained during their visit to native, to the Viceroy’s Council was much 

i South Africa. x6. Tlic general election in Canada criticised. April z. During an extended tour, 

i resulted in the return of 134 Liberals and 86 ' the ^'iccroy of India visited Amrit.sar ami wit- 

i Conservatives. 17. A Woman Suffrage Bill 1 nessed the ancient religious ceremony of Paluil. 

j parsed the Victorian Legi,slative Council. iJcc. 1 12. Lord Grey opened an Empire. Fair at Ottawa 

' IX. ’J’he Indian Summary Ju-stiec Bill was passed | organised by the Society of St. George, to which 

i by the Viceregal Council.— The Tudian.s of the ; the (bieen and Princess of Wales forwarded 

.Six Nations, ut Brantford, Ontario, elected the j embroidered hanuers. 13. TheGovernorofNew- 
j Prince of Wales an honorary “ War Chief.” 18. j foundland, owing to the continued political 
1 Loni Mtn'ley’s Heform dispatch was published I deadlock, ordered a new election. 14. The 
, in Caileutta, and wa.s well received. (1909) Jan. whirlpool and rapids at Niagara became invisible 

; 3. A seiiou.T, religions riot occurre<l at Titagbur, } through a tremendous ice-block in the Lower 

‘ Calcutta, the police having prohibited the sacri- j Diver, the scene created having never previ(>u.sly 

lice of cows at v. Mahonunedan fe.stival. 4, : been witnessed.— Tim Indian Government or- 
; The report of the Straits Settlements and Malay dered the temporary clo.sing of the Khalljar 
j States Opium Commission wrns unanimous that Pas.s owing to ITiction with' fnmtier officials. 

I I hasty ])rohibition would he disastrous to the 16. At a reception given in Calcutta in honour 

I I Colonics,—- A ilraft Anglo-Auiericari Agreement of Mr. fc^iuha, the ilaharaja of Tagore strongly j 

S dealing with the inland territorial waters be- ! denounced the s]jread of iiiiarchi.yin, whii-h he i 

; tween Canada and the United State.s was drawn described as a “eanccrotis growth.” 21. An j 

; up at Washington. 5. Sir Thomas Bent resigned American fishing sehooru'r was captured within 

! tlie Premiership of Victoria, and a coalition the three-mile limit olf Vancouver Island by a 

j ministry between the Government party and Canadian cruiser. 2a. To make an offer of an 

\ , Independents was aiT.mgfid. — In New Zealand, immediate eontribiiUon to the Imperial Navy 

; ! Sir Joseph Ward reconstructed his Cabinet. 9. was tiie substance of a resolution adopted at 'a 

5 jin Australia the Broken Hill Mine strike con- mass meeting at Victoria, British Columbia. 

I ‘turned, and Mr. ’lom Maun and others were May It was announced tl tat Lord Grey would 

i II. The Waterways Treaty between complete his full period of six years as Governor- 

I tiie United States and Canada was Signed at General of Canada, until December, 19x0. it. 

I Ottawa.— The South African Union Convention The Constitution of the South African Union was 

\ re-assembliHi at Cape Town, and the question of signed at Bl«)emfontein.— A British officer and 

a capital was discussed.— The Angio-Germau xs i»oIice were killed in an ambush in Northern 

I Bottudiry Commission in West Africa reported Nigeria.— The Newfoundland elections resulted 
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in a victory for Sir Edward Morris, 14. Altera- 
tions made by tine United States Senate to the 
Waterways Treaty led the Canadian Parliament 
to withdraw the‘ measure for the session. 19. 
In his statement on Imperial Defence, Sir W. 
Lanrier said it would not bo wise for the 
Canadian Kavy to be a part of the Imperial 
Navy, but it should act in accordance with the 
Admiralty. — A British force attached the Mullah 
in Somaliland, recovering 600 camels. 23. The 
All-India Moslem League at Lucknow expressed 
great alarm at the proposed limitations of 
Maliommedan representation. 23. It was an- 
nounced that Lord Selborne had satisfactorily 
adjusted the European and native appeals 
against the partition of Swaziland. — Contribu- 
tions amounting to ;^4o,ooo w’ere promised 
towards the Hoiig-Kong University Endowment 
Eund. J'iim z. Mr. Deakin formed a new 
Cabinet of the Australian Commonwealth. $. 
Mr. Deakin telegraphed to the Imperial Govern- 
ment offering, ou behalf of the Commonwealth, j 
a Dreadnought, or its equivalent. 12. The refer- ! 
endiim in Natal on the question of Union 
resulted in a majority of 7,420 for the Union, 
xi,i2i being in favour and 3,701 against. July i. 
Dominion Day was celebrated throughout Canada 
and in London. 7. Lord Strathcona presented 
£xoo,ooq to McGill University, Montreal. — En- 
counters between French steam trawlers and the 
crews of Canadian, American, and Newfound- 
land sailing trawlers took place on the Grand 
Banks. 10. A British picket was cut up in the 
Tochi Valley, on the Indian frontier, by Khost 
outlaws. 19. Drastic measures w-ere pas.sed by 
the Bengal Council for dealing with Indian 
t sedition. The discovery of rich gold-bearing 
I stone was reported at Ballarat, Victoria.-— The 
I State of lielantan was formerly taken over by 
j the Governor of the Straits Settlements, 24. 
Indian members of Legislative Councils in India 
emphatically condemned the recent political 
assassinations, and also the interference of 
British members of Parliament regarding depor- 
tations. 30. A meeting of Europeans and 
natives at Calcutta decided to erect a statue to 
Lord Kitchener,— The effective occupation of 
the “ empty north ” of the Australian continent 
was considered in the Commonwealth Parlia- 
1 ment. A ti//. 7. The anniversary of the introduction 
j of the boycott in India passed off without disturb- 
ance.— Queensland’s Jubilee was celebi^ated by 
" an exhibition at Brisbane. — Canada assumed 
control of the naval yard at Esquiniault. 13. 
Earl Grey’s visit to the Yukon was the cause 
of great enthusiasm. 19. The heaviest floods 
e.xperienced for forty years resulted in con- 
sicleratde loss in Victoria, zo. The Viceroy 
gave a farewell banquet to Lord Kitchener. 

22. Timber to tlie value of millions of dollars 
w*as destroyed hy forest fires in British Columl)ia. 

23. The meeting of the British Association 
commenced at Winnipeg with Professor J. J. 
T’homson, of Cambridge, as President. 30. Earl 
Grey, the Governor-General of Canada, had a 
narrow escape from death through being lost 
during a hunting expedition in the Yukon. 
Sept. I, The Parliament Building in Toronto was 

i completely destroyed by fire. 9, An impressive 
I servieewas held in Johannesburg in memory of 
I the fallen officers and men of the Imperial Light 
j Horse, 14. Lord Dudley, Governor-General of 
i the Common wealth, opened the seventh Congress 
5 of Chambers of Commerce of the Empire at 
Sydney. An influential meeting w’as held in 


449 


Bombay strongly condemning the treatment of 
Indians in South Africa. 16. A motion for 
Preference was adopted at the Congi'ess of 
Chambers of Commerce of the Empire at Sydney. 
21. A Bill for compulsory military training was 
introduced in the Commonwealth Parliament. 
25. General Botha left Southampton on his 
return to South Africa. 26. Dominion Day was 
celebrated throughout New Zealand. 28. It was 
announced that the Australian Fleet unit would 
be ready to take the place of the present Im- 
perial squadron by the end of xatz. Oet. 16. A de- 
structive fire occurred at a wheat elevator near 
the Government Docks in Quebec, involving a 
loss of over ^^200, 000. 

FOKBIGN COUNTEIES. 

(1908) Nov, 3. The Presidential election in the 
United States resulted in an overwhelming vic- 
tory for Mr. Taft, the Eepublican candidate., 
8. M. Victorien Sardou, the eminent French 
author and playwright, died, aged 77. 9. An 
agreement was arrived at between the French 
and Gei-man Governments in regard to the 
Casablanca incident, to. The debate on the 
Kaiser mter\1ew^ in the Daily Telegraph took 
place in the Keichstag. Prince Biilow was 
w'armly supported in his remarks that he 
trusted for the future the Emperor would be 
induced to observe more reserve “ even in 
private conversation.” n. A colliery explosion 
at Kadbod, W'estplialia, resulted in the loss of 
360 lives. 14. The Emperor of China, Kwang- 
Hsu, died, aged 38, and on the following day ' 
the Dowager Empress expired, aged 74. 16. 
Pius X. celebrated bis Jubilee at Koine. zt„ 
The Tsar made his first public appearance in 
the streets for several years by attending the 
funeral of the Grand Duke Alexis. 30. An 
agreement was concluded between the united 
States and Japan as regards the Pacific Ocean 
policy of the two countries. Dee, 1. The doth 
anniversary of the Emperor Francis Joseph’s 
reign was celebrated in Vienna. 28. A most 
teiTible earthquake desolated Calabria and 
a large area of Sicily. (1909) Jan. 2. Father 
John of Kronstadt died, aged 79. 4. The 

Supreme Couit at Washington quashed the 
colossal fines, amounting to £$,Zoo,ooq, Avhioh 
had been imposed upon the Standard Oil 
Company. 7. A further shock of eartlupiake 
destroyed the cemetery at Messina. It was 
estimated that the number killed iu the earth- 
quake of the preceding month was 156,500. 9. 
Tlie suggested annexation of Crete by Greece 
was emphatically protested against at Constanti- 
nople, 12. Tlie amount of a new lliissiau loan 
%vas stated to be ;jCs< 5 ,ooo,ooo. — Wholesale dis- 
order continued in Persia, and Anglo-ilnssian 
intervention ' was suggested in St. Petersburg. 
13. 100 men were said to have perished through 
an explosion in the Lick coal mine in Virginia.— 
20. An explosion occurred in Auka coal mine 
in Hungary, over 100 miners being killed. 27. 
M. Goquelin, ains, the great French actor, died 
in Paris, aged 68. Feb. x. The new Sultan 
of Morocco, Mulai Hatld, was informed of 
his recognition by the Powers. 2. Lemoine, the 
“ diamond maker,” was condemned by default 
to ten years’ imprisonment and a fine of 150. 
3, M, Lopukhin, a former director of the Kussiaa 
police, was arrested in Paris. 9. The Khedive 
opened the Nile barrage at Esneh. 12. The cen- 
tenary of Abraham Lincoln’s birthday was cele- 
brated throughout the United States. 14. 300 
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Lmtiis of Foreign Gauntries. 


'9 <ieath at a theatre in 

AcRpulcOj !&i©xioo* a. 

officiali^took office iu the Unitea States. lo The 
SS and Siam was 

mlWof Belgian Chamber, the Congo 

policy of the Government was severely criticised 
S7. A strike of postal aiul telegraph Iraidoyl in 

hv Balkan crisis was terminated 

by the lormal recognition by Russia of Austn-i’s 

|nnexation of Bolnia-Her^^ovina. t? The 

fSy^rS Prince annoanced liis reiiuncia- 

tion^of the siiccesKioii to the throne. April 
*0. Bluejacivets from the British cruiser Fox 
footing of goods froS 
Biitiah merchants having taken place, zz. A 
military revolution broke out at Constantinorde. 

enormous congregation assembled in 8t. 
icters at home fi>r the ceremony of the beatiti- 
cation of Joan of xVre. a*?. The Turkish crisis 

?iit*i f AMm in deposition of 

uUitan Abdul liauiid and tlie suecession of iiis 
bmher Kechid Efieiidi, under th^tiUe S 
^^"i'doelmina of Holland 
daughter. Mays. The Shah of 

Pm sia granted a (Jonstitutioii. 14. The Gcrimn 
visited the Emperor Pran- 
5 V ienna. 20, Sultan rdehemed V. 
u?rf y, i m n in Constantinoide, and 

\utntsijtid tlie taking m the oiUh by the Deputies 

dtsiim® decision in the Casablanca 

dispute distributed the blame eipially between 
the If rench ami German authorities. June 1 A 
strike 01 tramway employes in Piiiiadclphia led 
to serious ruding 4. The waters of the Wille- 
blotch Canal in Belgium ovcrllowcfl, and the 
Bi'ussels and Vilvorde was 
t "f IBundcr of tlie 

Magmms du Louvre, died in Baris, leaving a 
foituno e.stinuitcd at over seven million pounds 
8. :News iirrivcd at the Hague that an earth- 
quake had occurred in .Sumatra, aoolseing killed 
and many injured, g. The Erench Xavy Council 
recominerided an cxi>endituru on eomstriiction 
01 ;^I20, 000,000, to be spread over ten veuiv 
tx. Lartluiuake sdiocks, extending over a wide 

nfv1\w Prance. 14. 

DtaUiof J>r, Benna, Prcsidentof Brazil. 17. The 
^ ^^'dliam met in thepinnish 

.Sku MeH. A Britisl} .steamer wldcij had misun- 
I dei-,aM>,d flu; maritime regulations was tired 011 
i torpt^^do boat, and an engineer was 

j fo. B iot HUS .scenes were witnes.sed on 

; ine AuCunl ruceeuur.se, owing to a strike of 

, to .1 naughtei. 24. An acute constitutional 
! Germany by the rejection 

of the huecessiun Duty Bill bv the Reichsta'- - 
’ i ^m llftieth annivfcrsai-y of The 

- ^ proposal to levy an mlditimai 

2S pu cent dmy on nl! dutiable articles.-- 
nmeva ce.ehrated the 4iotli anoiversarv of 

SX W-««tZiy It 

14 Mo e in Russia, 

ptni* n resignation of the Imperial 

, S Persia was deposed 

; ami his Sill, Abined AHrza, a minor atmoiiited 
' H 8Be<®e.l lifm. ,8. lion C.«C dfi CiSt 

■ ■ f/lemenceau .. Ministry in 

eonHei|«eiie© at nn advem 


^'’’^^..l^'^’biigly opposed in Madrid and elsewdiere 
23. Heavy tigiiting took place at Melilla between 
tlie Aloors and the Spaniarcls, extensive locoes 
Bioting of a te- 
pel tlie character broke out in Barcelona as the 
oS\‘ strike proclaimed as a iirotest 

agaiiist the Alorocean campaign, Chiirclies and 
leli^gious institutions were destroyed bv the 
rioters. aS. helps ic celebrated the swth annl- 
vensary of tne bniversity. 31. The 'i'sar and 
Bnssia vmre received by President 
Pallieres on their arrival at Cherbourg. Auo z 
A permanent Pacific Elect v/as .stated to be £ 

floods oc- 
curred m Manchuria, and over 1,000 peoiile were 
T Baimsay Aiacdoluild, 
X.r., nas lOi bidden by tne German police to speak 
£is,‘ oOcicilistio 311 Cluing’ at Kiel. x6. Kii'i’a.l devG!’* 
opinents in the United States were siatecl to iu- 
o construction 01 30,000-ton battleshins. 
iS. Ofiioem of tlie iiiternationai scpiadron emt 
auwii the fiagstafi from which the Greek fiag was 
Crcte.~The 79th bhthuay of the 
jemipeior Branci.s Joseph was celebrated in 

pSoinX A vojrkers near 

ritthbuig Jed to serious and fatal rioting. 2^. 
^narp eartauuakc shocks were expeilenced in 
biena, Italy, re.sultim? in some damage.— The 
loitc decided to recognise King Perdiiiana’.s title 
thiV.?!! Bulgars. 27. Disastrous fiood.s in 
i Catarina river, Mexico, 

rile I0S.S of 1,500 lives and damage 
estimated at^ ;i£^2,4oo,ooo. Sept. 8. The first 
fee.s|ion Of the Tnrki.sh Parliament was concluded. 

9 > Gie death was annoiuiccd of Air. E. H. Ilarri- 
man, the American “Rmlway King.” .35 ...t1i^ 

J i u* Ison- tu. tun ceicbrations coaimeMced in New 
ioriv.— J 10 Irench miiiiary airsliip, “Repub- 
Ii(|ue, eoila]).se^l at a lieight of nearly 500 feet, 
and the crew 01 four ivere killed. 26. The fifth 
German A>rcm/ tioi'ynt m as launched at Kiel. 28. 

third liiLernntionai Shfiiping Conference, at 
which 25 nations were 1 epresented, mssembied 
at BriLssels. 30. Tlie sixth German JUrea£ 


laidntt ai, Xhe Hpaifigh war xvith Alorocco 


' TOmK'fE%" ABMAKACK^l^ioT 


/ ;r * , J c'i.iiu uennan jjrea 

nmifjii.t was launehed at AATlhelmshaven. Oct z 
jAiq ionnal opening took place 01 the Peking^ 
i^mgan Railway, xzz miles long, which was coa- 
‘'^^^y.Acd entii’ciy by Chinese capital and labour. 
4. Jiie .Spanish troops suffered a severe reverse 
eo, lo^uiig a general and 31 otficfcr.s and 
men killed, and 248woinided. 5. 3:Tcsideiit I'aft 
ivancisco, and in.spccted the 
?• Genera! d’Amadc, a distio- 
gaisned Ireniih oiiiccr, was relieved of ids com- 
mand in consequence of criticisms o Prenchand 
: 111 Morocco. 13. The execution of 

w* ^ the ground that lie was a revo- 

hit lonar^ conspirator, at Barcelona, occasioned 
considerable excitement on tlie Goidmeiit xV 
A iMli,ary crisis was averted in Greece bv tlui 
rosi^natum of the Pr^ B'oin the Arinj'. x 6 . 
liesideut j aft and President Diaz exchanged 
^ ^Bc frontier town.s of the f 'nlted 

hmSn^ fiul • 1^* Beath of Professor Loni- 

niobo, the_ ui.stinguis'hed ciiuiiiiologi.st, aged 74. 
a.lr' ‘’Anniversary of the discovery of the'Eav of 
S ill .769, ias 

S'mlh ^ JBe hpaiiish Government re- 

bigned, 23. ihe I,sar arrived at Jtaceonigi and 
was most c^dially w-elcomed by the IHng of 
Halj. 26. Prince ito, the famous JapaiicLi 
ST’ T- on Kharhin radwiy 

Aoreaii. zg. In imitation of their ' 

tCTOiS T, hf ® l’‘'rtOn cf the Greek Xav.v : 

I tt'Oited, but tlie imitiny was quickly sappresasd 
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The total area of t1ie Britisli Empire is nearly 11,400,000 sriaare miles, Tv“ith a total popu- 
lation of about 410,000,000. The known surface, of the globe is estimated at 55 ,ooo,too 
scpiare miles, and its total population is believed to be about 1,800,000,000 : si^that the llntisli 
Empire occu{)io3 approximately 21 per cent., or more than one-drth, of the earth s surface,^ 
and its popuiation is in the 'proportion of 22 per cent., or over one-lifth, of tlie inhabitants of 
the globe, 'rhe total Tevenue exceeds ^^400,000, 000, the dcd>t totals over j/, 1,500,000,000, and 
the trade exeecMls ^^1,600,000,000. Railways to the extent of 90.000 mi les have been 0})cned, 
.and 12,160,000 net tons of shipping sail under the British flag, while nearh’' 265,000,000 tons 
enter and clear annvially at British ports. 


United Kingdom of Great Britain and Ireland ...... 

Empike of India and its Dependencies 

Ceylon and Maldives 

Eastern A.^ia 

Dominion of Canada, Kewfoundlani*, Ac 

West India Islands, South America, Falkland Lslands 

Commonwealth of Austkalia, &c. 

Dominion of New Zealand 

South. Africa 

West Africa 

East and Central Africa 

jManritins, Seycbelkes, Ac 

Gibraltar, Malt;!, and Cyprus 

Antarctic : South Georgia 


THE CONSTITUTION AND OOVEHNMENT I 
OF THE IMIITISH EMFIEE, ! 

The Constitution. — The Con.stitution, whicli I 
is unwritten, recoj4nLse.s certain gi’eat princiides, 
including the fair administration of justice ; the 
prohibition of taxation without the consent of 
the people ; and a limited monarchy, the power 
of the monarch being, in etfeet, wielded liy a 
ministry supported by a majority of the House of 
Commons. The component parts of the British 
Government may be tlins brieliy described ; 

X. The Jiiap,— The King lias a right to I'eto 
bills passed by both Houses of Parliaraent, luit 
in iiractice his veto is almost obsolete. “ The 
King can do no wrong,” is a maxim of the Con- 
stitution, and consequently no action for civil 
wrong will lie against the (Jrown. A petition of 
right, however, will generally en.able an injured 
subject to obtain redress. 

a. The. ILtu.'^e of Lonis consists of peers. A 
I peer may hold his seat by (x) heretlitary right, 

; (a) creation by the King. English bisho^k, Irish 
I peej's, elected for life, and Scottish peers, elected 
■ for duration of Parliament, may also sit in the 
j House of Lords. This House may alter or reject 
a Bill passed by the House of Commons. In prac- 
tice it generally submits to the will of the people, 
3. The Ilnitse of Conunons.—Tlm body consists 
01 670 elected mendiers repre-sentiiig county, 
borough, and iniiversity constituencie.s. Eoughly 
speaking, about one-sixth of tlie population are 
electors. 


! Area in Square 

1 Miles, 

■ Estimated 

1 Population. 

1 121,000 

; 44,100,000 

1 .T. 900,000 

; 300,000.000 

; 26. GOO 

4,000,000 

} 2,000 

; 1,000,000 

, 3,750,000 

i 5,600,000 

; 130,000 

1,502,000 

I 3, 100,000 

1 4,100,000 

I 105,000 

[ 900,000 

1.230,000 

; 6,300,000 

600,000 

; 33,000,000 

I 750,000 

1 8,000,000 

i 900 

; 400,000 

i 3 r 7 ^I 

1 4^0,000 

1 ^6500 

1 ...1...,.' 

MrnMrij . — I’he 

Ministry inclm 


mcmber.s of the rabinet and a number of other 
Tierson.s who luive no seat in the Cabinet. 
.Ministers .are diawn from the ranks of the party 
in power. 

5- The Hxecnt tve.’—Th\s comsi.sts of the King in 
Connell. It is the Crown which “m.akes peace 
an j war, issues charters, increases the peerage, 
is the fountain of honour, of olllce, aud ' of 
justice.” ■Ministers hold tlieir oilice during 
pleasure ; they may be dismissed at any moment. 

The Jirdieial England and Wale^. 

— Tliel,aw.s in England and Walesare administered 
by judges appointed by the Crown, w'ho hold 
olfiCQ for life, anti cannot, be removed save on 
petition presented by botliIIouse.sof Parliament. 
The High Court comprises the King’s Bencdi, 

; Chancery, and Ih’rd.ate, Hivorco and Admiralty 
I Divisions. ’Two Courts of Appeal hcra* appeals 
i from these division.s, the ultimate Court of 
! Appeal from ail the courts in the United King- 
i dom being the House of Lords, All civil eases 
I .arising in London and Middlesex are tried at. tiie 
Royal Courts of .Tustiee, but civil cases ai’ising 
in the country are tried on circuit by ju<ige.s of 
the King's Bench. The (.dianccry Division has 
exclusive jurisdiction to try eerialii classes of 
actions. 'To the < '<mnty Courts is relegi'.te(l the 
duty of trying actions where the sum in dispute 
does not e.xceed a certain amount. The County 
Courts, too, have jurisdiction to try cases arising 
under certain special Act.3 of Parliament, e.g,^ 
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$oaape»sation ActTlBaj^ptcy 
Lases arising m Loudon are heard in the Lo^on 
Bankrii;^cy Court, while in the provinces the 
jurisdiction in bankruptcy. 
^^With regard to criminal law in England it is a 
general principle that, except for certain minor 

mi / of criminal jurisdiction 

the High Court sitting at 
Assizes foi the trial of cases in the provinces 
and m London at the Central Criminal fw tlie 

London; 

(a) Comts of Quarter Sessions, holden for every 
county, and formed of justices of the peace 
presided over by a chairman who is unpaid! 

certain cities and boroughs 
have a jurisdiction similar to that of courts of 
Quarter Sessions in respect of cases arisin*^ 
<3)C’ourtsofEettySessioM” 
^P.^^^tmg of two justices of the peace or a 
umgi^rate. These courts hear and 
decide mmor offences, and have power to 
commit oftenders to take their trial in more 
serious cases, (4) Oourt of CnmincU Appeal: 

which was established by aii^ Act 
bear appeals against 
convictions and sentences. It will not, however! 

^be verdict of a 

J it is manifestly unreasonable. 

(b) Smtlmid. — Saits civil law, which is 
entirely different to that of Engiand h ad- 
ministered by the Court of Session, which is a 
court of law ami equity. The High Surt of 

rf ^be supreme criminal court in 
consists of all the judges, and as 
the trial of serious cases, 
county IS the proper criminal 
ju^eiii all crimes occurring within the county 
• V” ^ arbitrary punishment. 
Bounigh^ magistrates and justices of the peace 
petty cases occurring within 
the burgh or county, and in a miinher of minor 
ofienees under various statutes. 

(c) Ire/a }itl.-~The civil courts in Ireland are 
very similar to the English courts. In the main 
the cnminal procedure is also similar. 

— Local government is 
can Hd out under the central control of the 
Local Joyernment Board. The subjects which 
local iM-Klies administer are, inter alia, the poor 
to public health; the 
maintenance 01 the police; the control of the 
mtoxieadiig liquors ; the provision of 
lunatic asylums. It)eal authorities also liave to 
administer and cm-ryiuto effect the laws as to 
e ementary and other schools. Scotland and Ire- 
iarui each have an elaborate system of local 
I ruling principle has been to 

uderests to those specially 

defence of the Empire is en- 
trusted the navy and army. The numbers of 

ultiiongh U»e right^ <»f impressment still exists. 

1 he army is maintained by voluntary enlistment. 


T/ie Bt'itish Empire — -Government, 


GOVEKNMENT OF THE niPERlAL 
.BOMINIONS. ■■ 

0<»lony means any part of 
the Kings dominions except the United King. 
British ‘inir^^^^ Islands, the Isle of Man, and 

f British dominions i 

^ regards taxation) to the ! 
legislation of the British Parliament ; but no ■! 


Act of Parliament affects a colony unless that 
specially mentioned. If the legislature 
of a colony enacts a law which is repugnant to 
1 ^be colony, it is to the 

repugnant absolutely void. 

I be controlled (i) by 

the refusal of the governor’s assent to any 
’ i?) by reservation of a measure 
for the consideration of the Crown, and refusal 

thf JSnLI ^ suspensory clause and 

IP® ^ ®fusal of the Boyal assent. 

Siibject to what has been stated above the 
parliament of a self-governing colony— sudi as 
\ictom-exercises throughoiTt the colony an 
“ So'-a'eign assembly. 
fo,,r cilSffy’ Bomuiions may be aividert into 

^ X. Colo 7 ues xDherein both legislattve and execu- 
tive poiven are veHed in the governor alarm.— 
In this class are Gibraltar, Labuan, and St. 
Helena, where power is also reserved to the 
Ctowh to legislate by Order in Council. The 
Smith African colonies of Bechuanaland,' 
Babiitoland, and Ziiliiland are governed in 
substantially the same way, but no power is 
reserved to the Crown. 1^ ’ it, 

wker^ there is govei’nment by a 
executive and a legi,<i- 
iatiije council, the coundh being nommated bn 
the Croupi or a governor representing the Cronm. 
--Colonies so governed include British New 
Sf" b’^^bland Islands, Fiji, Gambia, 

3; Colonies where there is government bn 
^gfative assembly wholly or partly elected, 
and (in executive council nominated bn the 
Crown or tne governor representing the Crown. 

^naybe placed the Bahamas, 
Bntisli Guiana, Jamaica, 
Leewaid Islands, Mauritius, and Malta. 

fV'^ponsiMe government.— 
In these iplomes the principal government 
departments are administered by poliSl 
chiefs who are responsible, not merely or 
mainly to the Crown, but to the elected legis- 
rid'*! culonies thus governed include 
Uuiada, Newfoundland, New South Wales 
New Zealand, Queensland, Natal, Western 
Australia, the Cape of Good Hope, Soutli 
SS Rlvif IVansvaal, and 

^.aI^ ^“‘^ba. Where the advice of a 

ifc i« the Council of India, 

0/ SV i f ^PP'-»bited liy the Secretary 
Iv niatters the actions of the 

Secretary of State and Council are not valid 
by Parliament. The Governor- 
General of India in Council acts for exeeuti 4 
pm poses very imich on the lines of the goverm 
mg body of a Crown colony. 

The protectorates are countries 
which, as regards their foreign relations are 

sphere of influence 

forVr“umtotaLn^^^ 
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i India, see pages (505-37). . . » 

s Madras 

' Bombay 

i Bengal I 

I Basiern Bengal ..Issaii'i .... I 

L’niied Brovincea j 

Punjab 

Burma 

Ceylon i538~p) 

Straits Settlements (539-40) .... 

Hong Kong (540 i; 

Borneo 1542).. 

SaraAvak (543) 


Earl of Minto, g.m.s.i., g.m.i.e.. Viceroy d Qov.-Qen. 

Hon. Sir Arthur Lawle3% g.c.i.e*, Gowrnor 

Col, Sir George Sj^denham Clai-ke, g.c.m.g., Gooet'nor 

Sir Edward N. Baker, r.c.s.i., Lisid.-Gov 

Sir Lancelot Hare, k.c.b.i., Lieut-Gov . — 

Sir John Prescott Hewetfc, b..c.s.i., Lieid.-Gov 

Sir Ijouis W, Dane, k.c.i.e., Lieut.'Gotf. 

Sir H. Thirkell White, k..c.i.e.. LieuL-Gov 

Col. Sir H. E. McCallum, k.e., q.c.m.g.. Governor .. 

Sir John Anderson, g.c.m.g.. Governor 

Brig.-Gen. Sir E. J. D. Lugard, k.c.m.g.. Governor.. 

E. P. Gneritz, Governor 

H.H. Raja Brooke, o.c.m.g 


Dominion of Canada (543-51) 


; Xewfocndi.and (ssi-sJ 

I British Guiana (552) 

I British Honduras (553) 

\ Bermuda ( 5 S 3 - 4 ) 

i Commonwealth of Austu.^lia 

I ( 534 - 65 ) 

IVeiv South Wales 


riefon'rt.... 

South Australia . . 

Qimmlautl 

Tasmania 


Western A ustralia . 


j Dominion of New Zealand (565-7) 

Pi( 567 ) 

Papua )568) 

Pacific Islands (568) 

Ekitisii We.st Indies (569-74) 

Jamaica 

Bahamas 

Ijeeicard Isles 

Winduard JsUs 

Barbados 

Tnnidud and Tobago 


I Earl Grey, g.c.m.g., Governor-General (. 

(Rt. Hon. Sir WilMd Laurier, g.c.m.g., Premier \ 

J Sir R. C. Williams, k.c.m.g., Governor \ 

t Rt. Hon. Sir R, Bond, k.c.m.g.. Premier I 

Sir F. Mitchell Hodgson, k.c.m.g.. Governor 

Col. Erie John Eagles Swayne, c.it.. Governor 

Lt.-Gen. F. W. Kitchener, c.b., Governor 


(Earl of Dudley, g.c.m.g., Gov.-Qen. <& G.-in-Ch.\ 
I Hon, Alfred Deakin, Premier I 

i Lord Chelmsford, k.c.m.g., Governor' . 

( Hon. C. G. Wade. k.c.. Premier 

J Sir T. D. Gibson Oanniehael, Bart., k.c.m.g., GW ) 

t Hon. Sir Thomas Bent, k.c.m.o., Premier j 

' Admiral Sir D. H. Bo.sanquet, g.c.v.o., Governor ], 

1 Hon. A. H. Pe;ike, Premier ) 

I Sir W. McGregor, g.g.mi.g.. Governor \ 

t Hon. W. Kidston, Premier ) 

/ Maj.-Gen. Sir Harry Barron, k.c.m.g.. Governor \ 

t, Hon. J. W. Erans, c.m.o.. Premier j 

) Sir Gerald Strickland, k.c.m.o.. Governor \ 

\ Hon, N. J, Moore, c.m.g.. Premier ) 

J I.»ord Plunkct, k.c.m.g., Goveraord’ Com. 4 n-Chief > 
( lit. Hon. Sir J. G. Ward, k.c.m.g.. Premier .... j 

Sir Everard F. im Thum, k.c.m.g., Governor 

J. H. B. Murray, Adminisirator 

Sir Everard F. im Thum, k.c.m.g.. 


iligh Commr. 
IGor. in Cfdef\ 


Sir Sydney Haldane Olivier, k.c.m.g., Vapt.-Gen. < 1 : 
Sir William Grey Wilson. r.c..m.<l. Gt 


. Governor... 

Sir Ernest B. SAveet-Escott, k.c.m.o., Governor 

Sir J. Hayes Sadler, k.c.m.g.. Governor 

Sir Gilbert Thomas Carter, k.c.m.g.. Governor . 
Sir George R. Le Hunte, k.c.m.g., Governor 


Beiti.sh South Africa (575-582) 
Cape Colony 


Basutoland 

Bechuanaland Protector 
Transvaal 


Orange River Colony ...... 


Natal 

Waxlesia 

British West Africa (583-6) 

Gambia 

Gold Const Colony 

M'erra Leone 

Iloufheni Kigeria 

Nigeria, Northern. 

East .AND Central Afp.io a (587-91) 

,%maUlan(l Protectorate 

Bast Africa Protect. . 
Uganda P 7 'ot(tctorate . 
Zanzibar Protectorate . 


Earl of Selborne, k.g., High Com 7 n 4 ssioiier 

j Hon. Sir W, F, Ilely-Hutchinson, g.c.m.g., Gov. I 
1 Rt, Hon. J. F. X. Merriman, Premier ) 

Herbert Cecil Slolej', c.m.o.. Commissioner 

Li.-Col. F. W. Panzera, Itcs. Commr 

J Earl of Selborne, k.g.. Gov. '( 

1 Rt. Hon. Louis Botha. Premier / 

I J/ojorSirli. J. Goold-Adams, g.c.m.g., Gov. .. ( 

1 Hon. A. Fischer, Premier T 

j (Vacant) Gov. ) 

I Rt. Hon. F. R. Moor, Premier.. j 

Sir W. H. Milton, k.c.m.g., Administt'ator 


Representative in London. 


India Office—'Rt. Hon. Viset. 
Morley of Blackburn, o.jl, 
Sec. of State. 


Croum Age^its for Coloyiies. 


Lord Strathcona and Mount 
Royal, G.c.'si.o., High Com. 


Croton Agents for Colonies. 


{ Capt. R. Muirhead Collins, i 
< R.N,, c.m.g, iRepresenUng i 

( the Commomomlth}, 

Hon, T. A. Coghlan, i.s.o., 
Agent- General. 

Hon. Sir J. W. Taverner, 
Agent-General. 

Hon. A, A. Kirkpatrick, 
Agent-General. 

(vacant) 

, Agent-General. 
Hon. J, McCall, m.d., Agent- 
General. 

(vacant) , Agent- 

General. 

Hon. W. Hall-Jones, High 
Comanissioner. 

Croum Agents for Colonies. 


Hon. Sir Somerset R. French, 
K.C.M.O., A gent- General. 

Crown Agents for Colonies. 

Hon. Sir ii. Solomon, ’’k.c.b,, 
i Agent-General 
Richard Erne.st Erounger, 
Agent-General 
Hon. Sir W. Arbuckle, Agt- 
Gen. 

Grown Agents for Colonies. 


Nyasnlatul Protector. . 

Mauritius (592-3) 

Seychelles (S93) 

Ascension (S 93 - 4 ) 

3 '’alkl!ind Islands (594} . 
St. Helena (594-5' • 

Cyprus ( 593-41 

Malta (S94-5) 

Gibraltar (595) 


Sir George Chardin Denton, k.c.m.g.. Governor . 

Sir John Pickersgill Rodger, k.c.m.o., Governor . 

Sir Leslie Probyn, k.c.m.g., Governor..., . 

Sir Walter E.gerton, k.c.m.g.. Gov. A: Cotmn.-^ n-Ckiafl 
Sir H. H, J. Bell, k.c.m.g., Gov. d Com.-in-Chief, . . . I 

. . Capt. H, E. S. Cordeaux, c.r., Commr. d; Cons.-Gcn 
. \CoL Sir E. P. Girouard, K.o..M.a., Gov. drC.-in-Chief 
.'(Vacant). Gov. d: Com. 4 H-Cldef\ 

! J Ali bin Hamud, \ 

’ { ( Basil S. Cave, c.a.. Agent <£* Cons. -Gen / 

. jSir Alfred Shai*pe. k.c.m.g., Goi>. A; Com.-Gen. ...... 

. ! Sir Cavendish Boyle, k.c.m.g.. Governor 

. IWolterE. Davidson, c.m.g., Gov.A Q.-in Ch. ... 

. i Captain R. H. Moi'gan, Officer in Chui'ge : . 

, j William Lamond Allardyce, c.m.o,, Governor . . . , , . 

. Lt.-Ooh Henry Lionel Gallwey, c.m.g,, d.s.o., Gov. .. 

. ! Sir C, A. King-Harman, k.c.m:,g„ High Commr. .... 
.'Lt.-Gen. Sir Leslie Hundle, k.c.b.. Governor and 

j Commander-in-Ghief 

.\Qetnral Sir Frederick 'William E. F, Forestier-, 
■Walker, g.c.m.g., Governor dt Crnmnandei'-in- Chief \ 


Colonial Office, 


Crown Agents for Colo’aiea. 


H.M. Admiralty. 

Crenvn Agents for Colonies. 


i _ _ _ 

( The figures in iKirentlieses reier to the Appendix, where a descriptive account of each country will Imj found. 


WHITAKER’S ALMANACK, 1910 . 


TJ ^nited Kingdom-Trade and Prodn cts-rpZr^Z^: 


^ i^MMcts of m mtM) ^mpiu ' ' ~ 


Bushela. 
408 } 100,000 

452 . 900.000 

572 . 200.000 

458 . 200.000 
565 , 000,000 
5%, 500, 000 

412 . 300.000 


Barley. 

Oats, 

Tea. Coffee. Sugar, j Knbber. Cotton. 

Bushels. 

83 . 800.000 

99 . 400.000 
X 08 , 100,000 
107 , 700,000 

1X3,000,000 

1 X 9 , 900,000 

XZ4]200,000 

Bushels. 

257 . 800.000 

312 . 500.000 
36 ^, 500,000 

363 . 200.000 

375.300.000 

401 . 900.000 

372 . 500.000 

*,7>a|o,ooo 54,4 W.ooo 

278 . 334.000 33 ,s 8 ?,ooo S4,3 <^,ooo 4 aS'S 

362 . 064.000 39 , 442,000 49 , 900,000 Sj’zsI OTO x '268 

382 . 590.000 37 , 100,000 S? Son rino ^’* 68 , 579,000 

398 . 409.000 42 , 076,000 f^soo’So 0 8 ?S *’ 634 , 620,000 


_ Kttttnfgrat{0n att^i ^Emigration, 1908-09 

.» SWs ¥2n"“ «• 

^ a, fla5S fcJ»j<8 y»t “• 


Nationality op Immigilints. 


* iMMIGILlNTS. i 

■ I I Bi^stinatios of Emigrants. • •. 

- a “ I- a sS miii .« 


Not asce 
Do. 
47 »oo 7 
85,468 
* 09,470 
109,418 
101,742 
95.aai 

91,248 

100,245 

97i«37 

99.699 

xo /,115 

ixa,yi4 

* 44 . 58 * 

1*2,712 
130.466 
160,588 ■ 

I *7*.043 


ijrtained ii 
! do. 


21,309 

27,006 

44,663 

64,803 

56,509 

57.994 

46,363 

59.576 

74.681 

60,736 

62.159 

82,390 
92,172 
77.908 
95,264 
* 29.183 , 
170,879 


intni876 
!' do. . 


i 1.07s 

! 1.777 ! 

1.453 I 

1,662 

1,899 

1,736 i 

2,289 ' 

3.429 i 

4,583 

4,600 

4.381 

I 5,143 : 
1 4,573 ■ 

!. 4.435 
3,862 ! 


,i 1840 32,293 

1845 31,803 

! 1850 32,961 

1855 i 17,966 
i i860 9.786 

■ 1865 14,424 

jj 1870 27,168 : 

I 187s 12,306 

j| 1880 20,902 : 

i| 1885 19,838 . 

ij 1890 22,520 ] 

1 1895 i 16,622 j 3 
:} 1900 1 18,443 1 1 
i 19®3 ! 59,652 i 3 
1904 ; 6 q, 63 i I 1 
I 1905 i 82,437 j 1 
1906 1x4,859 1 

; 1907 1151, 216 1 1 
■ 1908 ; 81,321 ; , 


I* 1 15.850 
jS 830 
i'S j 16,037 
'4 j 53.309 I 
>0 i 24,303 
'3 36,683 

6 16,526 

3 34.750 

0 24,184 

7 39.39S 

3 31,179 
2 10,567 

7 14.932 

2 12,375 

s 13.910 

1 15,139 ! 

' I 19.331 j 

I I 24.767 : 
> i 33.569 i 


90,743 

93.501 

280,849 

176,807 

128,469 

174,891 

203, SH 

140,67s 

227.542 

207 644 
2x8, 1x6 
185, t 3 i 
168,825 
259.950 
271,435 

j 262,077 

325,137 

! 395, 6S0 
' 263,199 


THE EMPIItE’S WHEAT HARVESt" ' 


TronOre [ Pig iron. 


to4ik;;:;;;;;:;;:!4^»-w i s*-s3'.«s8 

"gg -SI 

Cypini ^ • i?4j2o8 

*»3»8,346 2,336,847 »,S55 Jso4 


tons. 

174 . 813.000 
2 x 7 , 311,000 

256 . 414.000 

259 . 778.000 

265.220.000 

284.227.000 

304.722.000 


11.390.000 I 7,019,000 

14 . 418.000 j 8 , 675,000 


14.774.000 I 9,222 !oOO 

14 . 760.000 I 8 , 96 s;ooo 


15 . 799.000 20 , 077,000 

16 . 680.000 10 , 644,000 
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17 , 020,000 10 , 680,000 
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THE BRITISH ISLES. 

The British Isles, iueliidici^^ the XJilited Kingdom of Great Britain and Ireland, the Isle 
of Man and the Channel Islands, He between the 48th and 6ist degrees of N. latitude, and 
the 2nd degree of East and the nth degree of West longitude. The total area is 77,683,084 
acres, or 121,377 sq. nnies, Vvdth a population in 1909 of 45,008,421. In 1908 there were 
1,176,374 births (26-4 per 1000), 676,634 deaths (15*2 per 1000), and 319,061 marriages (14*3 
per 1000) in the United Kingdoin. The average strength of the Kegular Army of the United 
Kingdom was 248,244 officers and men in 1908, the Army Reserve numbered 134,110, the 
Special ReSiTve 63,151, the Territorial Force 199,290, and the Police numbered 64,437. The 
■ number of Immigrants was 342,922, and of Emigrants 386,411, in 1908. The nuinber of 
Paupers and Dependents in Jan. 1909 was 1,161,402, and 15,550 Criminals were convicted in 
I 1908. There were in 1908 45,304 registered Joint Stock Com])anies trading in the United 
Kingdom, the paid-up capital amounting to ^^2, 123,492,957, and 1,852 incorporated Building 
I Societies, with liabilities of ^,^57,300,1 18 (exclusive of 58 unincorporated societies, with 
liabilities of _,/ri5j989,iii). There were also 2,267 Industrial and Provident Societies, with 
2,461,028 members, having a share capital of ^^32, 751,952 and a sales total of 109,020,449. 
In 190S there were 28,598 applications for : Patents, of which 16,284 were sealed, and 5,965 
Trade j\ larks were registered. -Whth -regard to Insolvency, 4,733 persons v/ere adjudicated 
bankrupts in 1908, with total liabilities ^6, 659, 383 and assets 2^2,797,578. In 190S shipping 
to the extent of 65,469,057 tons entered and 65, 977, -139 tons cleared at various ports of the 
United Kiiigdoni, 'while in 1907 sffiimg and steam vessels 307 were totally lost, 

their tonnage being i3i,88o,,.and 898 lives werejost, of .whpni 112 were passengers and 786 crew. 
Of the total area, 46,876,686 acres were under cultivation in 2908, 8, 176,310 acres being under 
corn crops, 4,028,893 under green crops, -34, 172,083 other-crops, grass, permanent pasture, etc. 
The live stock included 2,079,043 horses, 11,697,592 cattle, 31,245,836 sheep, and. 4,041,322 
pigs; 53,929,440 bushels of wheat,' 61,568,896 bushels of barley and here, and- 176, 008, .072 
bushels of oats, wore grovvn in the United Kingdom, while 91,131,203 cwt. (about 183,000,000 
bushels) of wheat and 12,969.855 cwt,. of wjieatmeal and Hour were 'imported in 1908. ' 


BlilTHS, MAPvPJAGEg, AND DEATHS, S840-S908. 

The numbers of Birtiis, Marriages, ’and Deaths for the Uhited' Kingdom and the rate per x,ooo 
of tim population aie slrnwr^bidov/ _ . • 





■ ■ 'THE 

UNITED KINGDOM. 



Year. 

Births. 

Rate per i.cmjo. 

Slarriages. 

Bate per 1,000. 

Deaths. 

Rate ixji* 1,000. 

*895 

1,154,898 

»9‘4 

279,746 

X 4'3 

735*244 

3t8‘7 

1900 

1,159,922 

zB'z 

311*254 

xS'x 

757*732 

x8‘4 

xgog 

1,163,506 

26*9 

3x5*090 

146 

669,638 

XS‘S 

1906 

1,170,62a 

s6‘a 

325*842 

14-9 

681,343 

iS-6 

1907 

1 1*148,573 

26*0 

332. X90 

iB‘i 

678,822 

IS '4 

X908 

1,276,374 

26*4 

319,061 

x 4'3 

676,634 

IS'3 , 


THE THREE KINGDOMS. 


Yc*,u*. 

Enoi-axi) and Wales. 

Scotland. 

Ireland. 

Births. 

Marriages. 

Deaths. 

Births. 

Marriages. 

Deaths. 

Births. 

Marriages. 

Deaths. 

1840 

502,303 

122,665' 

359.^7 




] 



1845 

,..S 43 .> 53 X 

X 43>743 

349*366 

iV Not recorded prior to 1855 




1850 

593*432 

152*744 

368,99s 




Ernst recorded in 1864. 

1855 

635,123 

151, ,774 

426,242 

93.349 

19,680 

62,004 




i860 

684,048 

170,156 

422, 72X 

105,629 

21,225 

68,170 

) 



1863 

748,069 

185,474 

490,909 

xi3,x26 

23*577 

70,821 

■145,227: 

30,684 

93*738 

1870 

792*787 

181,655 

5x5*329 

xxs ,423 

23,788 

74,064 

150,151 

28,83s 

90,695 

1875 i 

850,607 

201,2X2 

546,453 

123,693 

25*921 

81,78s 

138,320 

24,037 

98,1x4 

1880 

■"881,643 

: S 9 x, 96 s 

528,624 

124,652 

24 489 

75,495 

128,086 

20,363 

102^906 

1885 

894,270 

197,74s 

,523*750 

X263X06 

25*304 

74,607 

115,961 

21,177 

90,7x2 

1S90 

869,937 

223,028 

562,248 

121,526 

27,469 

79,004 

105,254 

20,990 

85 850 

189s 

922,291 ^ 

228,204 

568,997 

126,494 

28,422 

81,852 

106,113 

23,120 

84*395 

1900 

927,06a. 

257,480 

587*830 

1 .131,401 

32,444 

82,296 

xoi ,459 

21,330 

87,006 

1905 

929,293 

260,742 

530,031, ■ 

i 131,381 ■ 

3 x ,243 

74*256 

102,832 

23,078 

75 * 07 ? 

1907 

I 917,042 

276,421 

534,231 

j 128,789 

33,260 

77,267 

101,742 

22,509 

77,334 

1908 

942,6x1 

264,647 

521,644 

1 X 3 X. 337 ;; 

3 X .583 

j ■ 77,839 ;■ 

102,426 

22,831 

77 ,*SX 
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j^Titish Tslts—Pojnilation. 


CENSU3 POPULATION OF THE UNITED KINGDOM 

here existed nA nffinioi I , . , . 


' . J-VJKUJUilLilUJN Uij 

irevious to sSox there existed no official return 
noJ warin f^ft” of either England or Scotland 1 
i! statesmen had anythin^ 

guide them respSS 

that 

Kif of thf kv r '1 correct. The estimate 
neS^ population at various 

ftnoas> calaiLited fr om the- numbers of bap- 


marriages, was in the 

*^70 4,160,3*1 5,773,646 

4 >Ssi, 7 i 8 1700-. -.6, 043,0^ 

1030 S,doo,Si7 X7K0 6 t{T»7 one 

_ The fii’st general Census -vvas taken\ix^i anrl 
hiiSf uamod there has been a fresh mun. 

be img every ten yea rs, w^ toe following results : 




«>364,386!i;6*o;iii 

“‘;i 

Atm>, Jsa^y, and Merchant j 

bea meii Abroad . I 202,934! 


2 S?i ^, ’ ‘^'^"‘®’ 7 r’®''X^ 5 » 974 , 439 i 29 iOc> 2 .S 2 S 

*,888,7^ 3>o62,294i 3,360,018; 3,733,e77i a qzk 

6,552,38s 5,798,07! 5,413, 377; S,i74,8p 4!7ol’7sol 

X43,i26 x43,447{ ^44,638 

-Hg .». 19 4 250,356 1 sx6, o8oi 213,374 1 224,2 iij 


1901. 


!|33,S27,843 

4,473,103 

4 , 458,773 

150,370 

367,736 




PoPCnATlOK, 


Males. 


4,354,735 

4,873,60s 

5,850,319 

6,771,196 

7,777,586 

8,781,235 

. 9,776,259 

1*2,058,934 
112,639,902 
114,052,901 
j 13,728,613 


I’emales. 


4,637,801 
5,290,631 
6,149,917 
7,123,601 
8,136,562 
, 9,146,384 
[ 10,389, 96s 


Total. 


8,892,536 
10,164,236 
12,000,236 
14,156,988 
15,914,148 
17,927,609 
20,066,324 


ISCRKA.SE. 


P.ijm.na. 


Beeeimial. 


I Per 
I Cent, t 


1*1,653,332 i 22,712,266 


739,091 

826,296 
02,623 
s,xi4«456 
1,241,862 
1,375,479 
1,449,848 
1,603,143 
*»799,47S 

1,942,717 

■»»*73,7SS ! 

i 

3,341,926 , 

3 , 794,880 j 

4,019,576 ; 4,155,548 

3,190,630 ;' 3,361,73s 
*,837,370 2,961,597 

*,639,753 2,772,624 
*,533,277 2,641,539 

*,318,933 2,383,797 
2,200,040 ' 2,258,73s 


1 * 3 , 334,537 

14,949,624 

1*6,799,230 

869,329 

979,568 
r, 108, 80 
*,*49,930 
*,378,3*2 
1,513,263 
1,6x2,446 
1,756,873 
1,936,098 
2,082,930 
2 , 20,348 

3,459,901 

3,972,521 


* 5 , 974,439 

29,002,325 

32,527,843 

1,608,420 
1,803,864 I 

2,091,521 

2,364,386 

2,620,184 

2,888,742 

3,062,294 

3,360,018 

3 , 735,573 

4,023,647 

4,472,103 


1,271,720 
1,835,980 
1,896,561 
*>017,351 
2,013,461 
2,138.615 , _ 
2,646,042 j jyzx 
3,262,173 I 14 -36 
3,028,086 
3,5*5,318 


I 14*00 
j x8’o6 
I 13-80 
! 14-48 
1 12*89 
11*90 


Knoibcr. 


11*63 

12*17 


1,80,733 I 

2,142,147 I 

2,493,423 j 
2,911,874 

3,712,290 

4,491,524 i 
5,049,016 ! 
5,633,192 I 
6,131,001 
7,036,868 ! 


4*47 
4*50 
4 '61 
4*73 
4*62 


66,854 
66,140 
66,222 
66 ,o8i 
< 59,555 
. 75,576 


76,272 

77,307 

78,416 

75,179 

78,287 

™.Z?i 7 P 4 


6,801,827 

7,767,401 

8,175,124 

6,552,385 

5,70,967 

5,412,377 

5,174,836 

4,704,750 

4,458,775 


197,444 

285,657 

272,865 

255,70 

268,538 

* 73,552 

297,724 

375,555 

290,074 

446,456 


12*27 
15 *82 j 
1304 

10 82 
10*23 

6 00 

9*72 

11 *18 j 
7*77 

11*09 


05,574 i 14*19 

1 , 407,723 i 5*25 

! 51,622,739 I5x9*8s 
9753,4*8 1511*50 

9386,590 I 56*67 
f237,S4i { 54*39 
5470,086 I 59 *08 
^245,975 : 5S ‘23 


364,079 

402,08 

447,00 

302,301 

550,428 

600,098 

678,384 

742,04 
j 812,712 
876,089 
I 967,200 

1,312,032 

1,385,066 

*,472,739 

*,204,319 

1,128,300 

*>071,494 

995,074 

932,113 

910,236 


3*, 530 


143,126 
*43>447 
144,638 
141,20 
'147,843.1 

A W *'T*‘T'* 150 , 370 ! . 2,520 j. X*' 

J 

** Incorrectly taken. ^ the'intercensal i>eriod.s. 


321 i 
^1,191 I 

$3,378 i 

6,582 j 
2,528 I 


0*22 

0*83 

92*34 

4*66 

1*71 


4*41 

4*49 

4*66 

4*70 

4*76 

4*81 

4*51 

4*52 

4*0 

4*59 

4*62 

S*i8 
5 *61 
5*55 
5*44 
S*i4 

,5*04 

5*20 

5 '05 
4*90 


4*55 


FUITAKBS’s SMANACKTliior '’^'^'*-^- 


iSsl-igoi.*!* * 

Inhabited Hoeaks. i 

Number. 

1 'Persons i 
_ to each. 

x,S 73 >^ 

5*64" 

*>797,50^ 

5 *63 

2, 088, 13^ 

5*75 

2,481,544 

5 *60 

*>943,945 

5*41 

3,278,039 

5*47 

3,739,50s 

S '37 

4,239,117 

5*33 

4,831,519 

5*38 

5 , 451,497 

5 * 3 * 

6,20,832 

5 '.o 

* 94,553 

S'46 

304,093 

5*93 

341,474 

6*12 

369,393 

6*40 

502,852 

' 5*21 

370,30 

7*80 

393,220 

7*78 

412,18s 

8*02 

739,005 

5 * 0 $ 

817,568 

4 * 9 * 

926,9x4 

4*82 

1,142,02 

5*95 

1,249,816 
*,3*8,839 
' 1,046,223' 

„ 6*21 

6*15 

6*28 

995,156' 

5*83 

01,30 

5*63 

914,108 

5*66 

870,578 

5*40 ■ 

858,138 

:'S*20 

■*1,843 

6*55 

■23,012 

6*23 

23,02 

6*02 

*4,197 

^ . ' 25 , 824 ' 
"■■* 7 s 770 '■ 

5*84 

5*73 

5 * 41 ' 




Wanih in the British 
^1. iinu the ininir>er of 


The United Kingdonv—Urlmi Fopvlatmi. 
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URBAN ROBULATION, BIRTHS AND DEATHS (U.K.), spoS. 

In tlie followino: table the Topiilation and Birth and Death Rates for the year 1908 are shown for 
some large to%vnsln the United Kingdom and in different parts of the globe. The population of 
eaeii town in the United Kingdom (with the exception of certain Irish towns) is estimated to the 
middle of 1908. 


Cities. Boroughs, and 
Uvbiu Districts. 

Populatn. 

Ratio per i,oco. 

Births. 

Dwiths. 

London (the Metropolis) 

4,795,757 

25*3 

13*8 

Aston Manor 

84,256 

26*1 

12*5 

Barrow-in Furness 

62,312 

30 ‘0 

13*1 

Birkenhead 

319,830 

3* ’4 

15*3 

Birmingham 

558,357 

28-4 

IS *9 

Blackburn 

*35,961 

250 

*5*7 

Boitoii 

185,358 

24*5 

*5*4 

Bootle 

68,248 

3* '3 

18 *2 

Bournemouth 

70,801 

X’J'X 

12*9 

Bradford (Yorks) 

292,136 

20 2 

*5*5 

Brighton 

129,967 

21*3 

*47 

Bristol 

372,785 

23-1 

*3*6 

Burnley 

105,100 

28 '2 

*7 ‘9 

Cardiff 

191,446 

z6-6 

13*0 

Coventry 

78,889 

32 8 

*5*4 

Croydon 

*57,698 

25-4 

IS *8 

Derby 

127,583 

259 

13** 

Devouport 

81,525 

25*4 

*3*3 

East Ham 

142,976 

24*8 

*0*3 

Gateshead 

*28,393 

3o’9 

*4*9 

Grimsby 

71,800 

3*7 

*4*4 

Halifax 

iii,oiS 

190 

14*1 

Hands worth (Staffs) ... 

68,051 

23 0 

10*7 

Hanley 

67,998 

33 0 

x8’4 

Hastings 

67,817 

*5 ‘5 

11*7 

Hornsey 

92,7*3 

i6‘i 

8*3 

Huddersfield 

94,776 

24 '4 

17*1 

Hull 

271,137 

30 ‘2 

16 *2 

Ipswich 

73,852 

24 'S 

*4*3 

King’s Norton 

Leeds 

78,608 

477,107 

247 

24 -8 

10*4 

*5*3 

i Leicester 

240,172 

125,815 

23 ’4 

13*0 

Leyton 

25-8 

10*4 

Liverpool 

753,203 

3*7 

19*2 

Manchester 

649,251 

29*1 

i8*2 

Merthyr Tydfil 

77,219 

35 6 

I9I 

' Middlesbrough 

103,511 

35 9 

19*8 

Newcastle-oii-Tyne 

277,257 

297 

160 

* Newport (Mon.) 

76,955 

32 ’6 

16 *1 

Northampton 

96,40s 

20*9 

11*6 

Norwich 

122,841 

25 '2 

14*1 

Nottingham 

260,449 

26*6 

*5*2 

Oldham 

142,507 

28 ’O 

19*8 

Plymouth 

122,113 

22*2 

*5*0 

Poi’tsmouth 

211,493 

28*4 

*3*8 

Px-eston...... 

**7,799 

277 

*8*0 

Reading 

81,647 

22*6 

*i*8 

lihondda 

*33, *37 

40*3 

s 8'4 

Rochdale 

88,821 

63,736 

24*6 

*8 '4 

Rotherham 

32 ‘8 

*6*0 

Salford 

239,294 

463,222 

29*6 i 

*7*8 

Sheffield 

! 30*7 ’ 

*5*8 

Smethwick 

! ^,416 

3**0 1 

*3*4 

Southampton 

122,196 

,23*9 

12*9 

South Shields.,.. 

**5,535 

30*1 , 

*5*5 

St. Helens 

93,812 

347 

: *5*7 

Stockport 

*03,339 

*57,693 

27*7 

! 18 *2 

vSunderland ...i 

33*0 

^77' ’ 

Swansea 

97,810 

33‘*. 

: *8*5 

Tottenham 

126,146 

30*2 

! *2*5 

Wallasey 

68,849 

25*2 

X3*6 

Walsall 

97,778 

'29 '6 

*4*9 

■Walthamstow 

131,486 

'26 *3 

*0*5 

Warrington 

■ 71,268 

'32*7 

.17 'O'' ■ 


Cities, Boroughs, and 
Urban Districts. 


West Bx-omwich 

West Ham 

West Haitlepool ........ 

Wigan 

Willesden 

Wolverhampton 

York 

Belfast 

Cork 

Dublin (with suburbs).. 

Limerick 

Londonderiy 

Waterford 

Aberdeen 

Dundee 

Edinbiu'gh 

Glasgow 

Greenock 

Leith 

Paisley 

Perth 

Alexandria 

Amsterdam 

Antwerp 

Baltimore 

Berlin 

Bombay 

Boston 

Breslau 

Brisbane 

Brussels 

Bucharest 

Buda-Pesth 

Buenos Ayi’es 

Cairo 

Calcutta 

Chicago 

Christiania 

Coixenhagen 

Dresden 

Hamburg 

Aladras 

Melbounie 

Milan 

Montreal 

Moscow 

Munich 

New Orleans 

New York 

Paris 

Philadelphia .............. 

Prague 

Rio de Jaiieii'o 

Rome ................. 

Rotterdam 

St. Petersbmg 

Stockholm ... ......... . . . . . 

Sydney 

The Hague ................. 

Toronto 

Trieste ................. 

Turin..... 

U’enice 

Vienna .................. . .. .. 


Populata. 


69,786 

315.000 
77>S73 
89,636 

154^792 

*03,318 

85,861 

380,344 

76,12a 

394,325 

38,15* 

39,89a 

26,769 

178,210 

t68,6s6 

350,524 

859,7*5 

71,783 

84,689 

90,305 

35,19^ 

383,934 

Sd5,^3* 

3x0,903 

568.571 
2,102,727 

977,822 

6x7,07s 

494,758 

236,662 

630,078 

294.572 
8x2,728 

X, 146,865 
692,657 

992.718 
2,166,055 

231,687 

445.000 

540,200 

866,330 

348,974 

543,600 

593,938 

380.000 

1 , 4 X 1)900 

561.000 

362.000 j 
4,422,685 * 
2,747,599 
1 , 532,738 

476,564 

636,018 

560,726 

407,493 

1,550,000 

339.000 
584,640 

256.719 
229,900 

213,306 

381,439 

176,8x5 

2,021,052 


Rnlio per i.ooo. 


^ Bate not stated. 


Births. 

Deaths. 

32*4 

16*2 

28-8 

*3*9 

26*4 

XZ'Q 

32*8 

i8“o 

26*1 

xo*5 

25-8 

*4*3 

25*1 

12*6 

297 

*9‘5 

26*9 

22*0 

28*7 

21*3 

27*6 

20*6 

25*6 

181 

26 8 

21*3 

25 ’o 

14*0 

27*4 

x8'6 

21*4 

*5*3 

27*8 

17*8 

30*3 

17*0 

28*3 

*5*4 

z6’2 

*5*4 

22*0 

i6'8 

40*7 

28*7 

23*6 

13*0 

21*7 

12*9 

» 

17*4 

23*4 

*5*4 

20*6 

39** 

» 

*9** 

29*9 

20*5 

25*0 

10*2 

i6*6 

*4*5 

3*** 

24** 

26*6 

*9*3 

35*6 

15*8 

457 

34*2 

171 

27*8 

# 

14*1 

25*1 

14*0 

28*7 

i6*4 

24*7 

*5*3 

25*7 

*5*3 

363 

40*6 

23*9 

138 

24*4 

i8’4 

38*4 

23*0 , 

35*6 

z8*o 

26*9 

*7*9 


. 20*3 ,1 

28*7 

*6*5-' 

■*8*s. 

*7*5 

% 1 

■ 17*2 

23** 1 

20*1 


32*2 

24*4 

18*5 


*3 7 

28*5 

28*6 

25*0 

*4*7 

25*4 

10*3 

28*2 

*3*8 

34*6 

20*1 

32*5 

24*2 

20*4 ;■ 

18*7 

24*4 

20*3 

™?3*4 

17*6 
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Tits United Xm/dom—F msiom wild Poor Relief. 


■ OLD- AGE PSKSIom" ■' 

ex’coedj-gsi?; M lutdon^^^^ exceed ^28 xp. 6d., the rate is 2.^.; 


(s) Kinuberof Claims received.. 


(2) . »» ^,, rejected 

(1.) Bij Pe'iisiiyti Committees or on 
appeal hp ike Local Govermient 
Board on atrouiit o/-~ 

((t) A fie 

(b) JtriRdpt of Poor Relief ...... 

(c*) 3f Jt'i/w 

(d) Other caiices....... 

<ii.) Ai’ bciii'j obviouplif hwalid ...... 


(3) Pen.siens in force m sist March, 1909 

At iis 

:> 4*'. 

„ 3s. 


Is. 


(4) Niiiubyrof Pensioners wliose deatijs) 
were reported durinj;- tiie quurteri j 
ended 31st March, 1909 ) i 


jENaxAxi). 

i 

1 Wales. 

j 

1 Scotland. 

Ireland. 

Total. 

i 459,087 

1 3*, 663 

I 85,408 

261,668 

83 ?, 83 x 

47,795 

4 ,* 3 S 

6,871 

43,299 

102,100 

5 Ml 

16/J61 

15,360 

u,m 

G,m5 

5S5 

lasi) 

1,568 

M5 

0?0 

a, 091 
1,883 
1,505 
757 
636 

m, 53 G 

7,032 

8.803 

2,583 

8,555 

B9,09i: 
37,056. 
B7,32B .. 
7,668 
11,050 

369,037 

332M3 

17 MS 
16,755 

8,m 

- 1 

24,663 i 

i i 

IMSIt , i 
H 7 S i 
A?S 1 
300 ! 

70,294 

65,600 

1,670 

1,725 

446 ’ 

183,500 

173,966 

3,675 

8,837 

3,007 

1,036 

647,494 

' oS'2,565 
33,6X0 
33,375 
n,!M 
6,tm 

11,846 

1 

753 1 

i 

2,000 

3,633 

18 , 331 '' ' ■■ 


PAl'PEKd AND POOR RELIEF, U.K., 1850-1509. 

rhe followiiiii* table shows the nuniber of j[)ersons in receipt of Poor Relief hi enr-h r.f 
kingdoms uud in the Tbiited Kingdom for a scries of veirs with ^ 

Rates (including Reeeipts-1n-Aid) in^Vct^:a fhdit o I 

..ot tor E^s ana^Lu u?e 


AM> W.u.i;.s. 


Ifj'jiir, I " " 


“I" 


*850 

*8ss 

x86a 

*865 

*870 

1875 

i38o 


*890 

»%S 

1900 

*905 

JP9®7 


«8,S39 
aa 1,563 
«9,036 
X38,a29 

»S3i7X* 

*89,394 

X90,t84 

*95,048 

335,109 

336,87* 

373,386 

38* 953 

#87,773 

303617 


801,584 ; 
739,806 ! 
73*, 9*94 ■ 

833,3*4 ; 

9*4»c>67 !■ 
661,875 : 
648,636 ; 

593,8.53 I 

S9«,497 

54*, 754 
508,517 
575 , 6*3 
55^, 060 ; 
552,093 
568,869 1 


; Paniiers, 

Iiepen- 

dants. 

1 

• 79,031 

r Not ) 

; 79,887 

(known! 

77,306 

36,903 

' 77,89s 

43,499 

79,290 

46,897 

65,661 

35,930 

63,009 

35,599 

61,969 

34,984 

61,577 

33,463 

63,307 

33 , 6*1 

65,929 

34,003 

73,363 

37,297 

74483 

36,857 

74.738 

36,944 

76,659 

40,028 1 




203,320 

85,296 

43,2*8 

59,498 

53,687 

49,805 

57,455 

48,909 

44,653 

42,899 
43,820 
43,9* * 
45 , *49 
45,068 
44.035 


l.AM), 

j 

! r.VITED I 

Outdo(,r. 

1 

i Tiititl Number. 

104,650 

1,307.544 

1,523 

1,018,065 

1,711 

! 1,010,158. 

9,182 

! 1,162,044. 

*9,729 

1,379,499 

30,63s 

998,17* 

42,735 . 

1,037,404 

57,039 

987,806 

62,313- 

990,359 

57,005 

1,014,691 

58,534 

1,000,644 

57,909 

*,*37,635 

57,307 

1,119,-921 .■ . 

56,92* 

1.125,601 

56,501 ! 

1,161,403 1 


Aruount uf 
' lielicf. 


7,803,787 

7,353,702 

6,648,867 

7,779,869 

9,363,798 

9,333,403 

10,087,985 

10,462,993 

*0,338,443 

**,9*0,343 
13,802,378 
*6,507,690 
16,668,313 
17, 102,^7 


WHITAEEE,'S AEMANAOK, 1910, 


The United ^ffdom —Shlppi^^^^^ 


SHIPPING OF THE I'NITB'O 
TOTAL Net Tonnage of PoiiTs'^iN the^^tS^ Stea 3 I) Enteekb and 

OLEAREI) WITH t ARGOIi^^ AND FilOH AND TO 


459 


-S 908 . 


Year. 

British. 

Foreign. 

1840 

3,197,501 

1,460,294 

*845 

4.3*0.639 

*,735,079 

1850 

4,700,199 

2,400,377 

*855 

5,270,792 

3,680,447 

x86o 

6,889,009 

5,283,776 

1865 

9,623,432 

4,694,454 

1870 

*2,380,390 

5,732,974 

1S75 

15,190,991 

7,502,172 

xS8o 

20,490,512 

8,583,043 

*885 

22,980,464 

8 881,956 

1890 

26,777,955 

*0,057,757 

189s 

29,175,282 

10,826,409 

1900 

31,445,328 

*7,777,478 

190X 

3*, *70,534 

17,210,729 

*903 

34,164,230 

18,080,279 

*904 

34,411,766 

*9, *75,269 

*905 

35,200,869 

20,423,105 

1906 

38,189,269 

22,091,923 

[ ■ 1907 

40,415,618 

25,825,295 

1908 

38,889,588 

26,579,469 



Cleared. 


Foreign. 


Total. 


4.657.795 

6,045.71® 

7,200,476 

8,951,239 

12,172,7^5 

14 . 317.886 

18 , 113.564 

22,693,163 

29 , 073.555 

31,862,420 

36 , 835,712 

40,001,691 

49,222,806 

48 , 38 x,a 6 t 

52,244,509 
53.587,035 
SS. 623,974 
60,281, X92 
66,240,913 
65,469,057 


3 ,» 92 , 9 S 4 

1 : 4 , 235 , 45 * 

:'| 4 , 742,343 

j! S. 64 S,cf 4 o 

n 7 , 025 , 9*4 
li 9.733,523 
li *2,691,730 
|1 ^5,753,753 

;! 20 , 858,472 

ji 213,403, 5 < 5 1 
if - 7 ,*SS,X 57 
i! 2-9,516,644 
ij 3*. * 65, 508 
(I 31 , 099,487 
;; 34 . 4 * 3,363 
j| 34,738,855 
jj 35,763,218 
ij 38 , 276,710 
I 40 . 892,824 
|| 39 , 980,184 


*,488,888 

756, 136 
2,, 662, 243 
3,889,291 
5,490,593 

4,843,683 

5,835,028 

7 , 829,922 

8,804,036 
9,0*0,631 
*0,353,000 
*1,020,839 
035, 379 
*7, 199, *44 
*8,110,286 

* 9 , 325,563 

20 , 654,542 

22,232,408 

26,137,583 

25 , 596,555 


Table 


.... .S.HOWINQ THE Tonnage op Bihtish and Poeeign Vrssjjtq 
Trade entered and cleared at the princi.ral Port.s op t.hs ^ ^ 


4,781,872 
6,03s'', 587 
7,404,588:. 

9,538,23* 

*2,5*6,507 
*4.579, 2c6 

18,526,818 

23 , 583 , 67 s 

29,662,508 

32 , 419 , 22 a 

37 , 448,157 

40 , 537,483 

49,300,887 
48, 298, 631 
53,528,649 
54,064,418 
56,416,760 
60,509,118 
67,030,807 
65,577, *39 


Fort. 

Entered. 

(1908). 

England & Wales— 
Blvth 

Tons. 


^ 799,208 

Oartliff 

Dover 

Goole 

*.’563,274 

Grimsby 

779,300 

Hartlepool ... 

*85^666 

Harwich 

Hull 

3,249,121 

7,973,123 

11,194,073 

1,262,179 

1,491,961 

5,554.734 

*.723,539 

1,640,239 

4.043.703 

Eiverpool 

Lfindon 

Manchester 

Middlesbrough 

Newca-stle & Slue]d.s 
Ne’vvport 

Plvmonth 

Southampton 

Sunderland 

Swansea 


Port Talbot 

*,*75.636 

Scotland— 

Burntisland 

604,613 

*,944.520 

866,309 

*,272,572 

Glasgow 

Grangemouth 

Leith 

MethU 

IEELAND”— 

Belfast 

826,495 

507,176 

Dublin 


227,653 


- - THE Foreign 

British Empire. 


Cleared. 


Tons. 


1,848,579 

628,30s 

8,850,000 

*, 554,672 

803,701 

*, 354.033 

600,490 

7*4,926 

2,818,239 

6,901,594 

8,487,84a 

*, 043.967 

*, 345.040 

6,034,947 

2 , 171,589 

1,464,678 

3,878,279 

*, 595.709 

*,769.3*8 

695,272 

843.5*0 
3,118,366 
932,622 
X, 181,012 
1,041,254 


65,238 


! Poi't. 

Entered. 

Cleared. 


Tons, 

Tons. 

i (-aleutta 

1 Hoiuhav 

*,617,343 

*,490,986 

! AtT^TR.^I.T,^ 

i Sydney 

*,780,944 

981,498 

*,505,9*3 

AI el bourne ... 

903,202 

A do. 5 aide ...... 

498,720 

244,526 

Albanv. ....... 

36*, 703 

34 *, 034 

FremuBtie ..... 

125,238 

557,276 

387,650 

1 *83,5*2 

*96,544 

Hobart',.,. 

457-384 

■ Brisbane 

387,384 

Kew Zeal .and— 

*05,783 

AucklaMti 

540,718 

396,771 


■VVellrngioit 

! 320,229 

468,060 

FT-ATAL— , 

Barlian 

1,821,458' 

*,5*6,650 

Gape Colony— 

CapetowH 


1,610,645 

East Loudoa ....... 

*,093,7*0 

Canada— . ' 

63,290 

197,472 

Moiureal 


*,325, *99 
978,482 
*, 3 * 8, *79 

Ealitas .................. 

Victoria .............. 

*,303,973 

1,076,424 


1,377,808 

Gibraltar. . 

'■«' o '' 

5,044,456 

Malta...... ............. 

5,056,582 

Aden 

3,792,495 

3,774,268 

3,239,380 

Colombo ..... ........ 

3,233,827 

SingjiBore ............... 

6,604,173 

6,203,077 
6 , 57 * ,8x9 
2,591,287 . 

**,443,9*7 

Penang .................. ’ 

Hong Kong 

2,363,260 

11,441,707 
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The United Kingdom — Rcdlivays. 


RAILWAYS OF THR UKITBD KIKGOOM, x84a-i9oS. 

'Lotal Ieioth, Capital, Passengers Conveyed, Receipts, and W'orking Ixpenses of 
Railways in The United Kingdom. 


Your. ] 

Length of 
Lines Open 

Total Capital 
Paid up 

No. of Passen- 
gers (exclusive 

Total of Tniific 
Receipts. 

Working 

^ Per cent. 

; , ' of 

Net 

Traffic 


■jn 31st Dec. 

(Shares). 

of Season 
ricket Holdot*s' 

Total. 

Per Mile. 

Espenaes. 

: G TOSS' 

! Receipts. 

Receipts. 


?tliles. 

£ 

Total. 

£ 

£ 

£ 


£ 

1342 

x ,857 

— 

18,453,504 

3,820, 

— 




1843 

a, 441 

88,481,376 

33 » 79 i, 2 S 3 

6,209,7x4 

— 

1 Cannot he given 

previous 

xSsa 

6 , 52 X 

240,270,745 

72,854,422 

13,204,668 

1,994 


to s86o. 


:e8sS 

8,280 

297,584,709 

118,595,135 

21,507,599 

2,597 

; 



x86o 

so , 433 

348,130,127 

163,435,678 

27,766,623 

z,66x 

13,187,368 

47 

14,579,254 

1865 

13,289 

455,478,143 

251,862,715 

35,890,113 

2,701 

17,149,073 

48 

18,741,040 

1870 

15,537 

529,908,673 

336,545,397 

43,4*7,070 

2,794 

21,7x5,535 

48 

23,362,618 

187s 

16,658 

630,223,494 

506,973,234 

58,982,753 

3 , 54 * 

33,220,728 

54 

28,016,272 

x88a 

'X 7,933 

728,316,848 

603,885,025 

62,961,767 

3 , 51 * 

33,601,124 

51 

31,890,501 

2885 

19,169 

815,858,055 

697,2*3,03* 

66,644,967 

3,477 

36,787,957 

53 

32,767,817 

x886 

19,332 

828,344,254 

725,584,390 

66,6x3,377 

3,446 

36,518,247 

53 

33,073,706 

1887 

*9,578 

845,971,654 

733,678,53* 

67,914,586 

3,469 

37,063,266 

52 

33,880,110 

x888 

19,822 

864,695,963 

742,499,164 

69,739,870 

3,520 

37,762,107 

52 

35 , *32,558 

x 839 

* 9,943 

876,595,166 

775 , *83, 073 

73,7*7,057 

3,696 

40,094,1x6 

52 

36,930,90* 

1890 

20,073 

897,472,026 

817,744,046 

76,548,347 

3,813 

43,188,556 

54 

36,760,146 

X89X 

20,191 ! 

919,425,121 

845,463,668 

78,361,633 

3,881 

45,144,778 

55 

36,731,624 

1892 ! 

20,325 

944 , 357,320 

864,435,388 

78,529,314 

3,864 

45,7*7,965 

56 

36,374,075 

*893 

20,646 

97 * ,333,353 

873,177,052 

76,844,086 

3,723 

45,69s, *19 

57 

34,936,773 

1894 

20,908 

985,387,355 

9x1,4x2,926 

79,874,566 

3,820 

47,208,3x3 

56 

37,102,518 

1895 

21,174 

1,001, 1X0, 221 

929,770,909 

81,396,047 

3,844 

47,876,637 

$6 

^,046,065 

x 3 ^ 

21,277 

*,029,475,335 

980,339,433 

85,296,200 

4,009 

50,192,424 

56 

39,926,698 

X897 

a* ,433 

1,089,765,095 

1,030,420,201 

88,375,236 

4,123 

53,083,804 

57 

40,653,250 

1898 

21,639 

1,134,4^,462 

1,062, 9x1, X16 

91,0^,038 

4,205 

55,960,543 

ss 

40,291,958 

X899 

21,700 

1,152,3x7,501 

X, 106,^1,991 

95,851,393 

4,417 

60,090,687 

59 

4*, 576, 378 

X900 

21,855 

1,176,001,890 

1,142,276,686 

98,854,552 

4,523 

64,743,520 

63 

40,058,338 

X90X 

22,078 

1,195,564,478 

1,172,395,900 

99 , 595,434 

4 , SI* 

67,489,739 

63 

39,069,076 

1902 

22,152 

1,2X6, 861,421 

1,188,2x9,269 

xo2,o6i,z64 

4,607 

67,841,218 

6 z 

41,628,502 

X903 

a 2,435 

1,335,528,9x7 

1,195,265,195 

103,079,191 

4,59s 

68,561,85s 

62 

42,326,859 

X904 

22,634 

1,258,294,681 

*,*98,773,720 

103,787,669 

4,586 

69,172,53* 

62 

42,^0,741 

X90S 

22,847 

1,272,600,935 

1,199,022,102 

105,131,709 

4,601 

70,064,663 

6z 

43,466,356 

1906 

23,063 

1,286,883,341 

1,240,347,132 

108,276,993 

4,695 

72,781,854 

62 

44,446,077 

X907 

23,108 

1,294,065,662 

1,259,481,313 

XX2, 178.174 

4,854 

76,609,194 

63 

44,939,729 

XQOS 

j 23 » 2 oS 

1,310,533,2*2 

X, 278, 113, 433 

1x0,552,833 

4,764 

76,407,801 

64 

43,486,526 


AVERAGE WEEKLY EARNINGS OF RAILWAY SERVANTS. 

Tlie table showH the nreratfc icaget^ per head fjf w()rlq)eo]>le eTni.>l()yed in the coacbiiij?, 

sakhIs, and engineers’ dopartinonts of tlic 27 principal Raibtvay Companies of the United 

I Kingdom during the first fU' second week iu I>ecemUer in oacli of the years iSgy-sQod. The Com- 
I'ianies incinclod in tlie table employ over 90 per cent, uf the total number of Railway servants. 


A?t!) W.U.KS. 
(1$ Cf^mpanies.) 


StJOTLASD. 

is Compauiead 


Tioa.A:o). 

Cojiijiiiuies. 


Year. 

Employe,!. 

Average 

Weeldy 

Eiapk>ycfl 

Average 

Weekly 

! 

Emiiloyed. i 

Avenigc 

Weoklv 

Em]‘>Ioyed. 



■ ~ 

Wage. 



Wage. 

: 

Wage, 




No. 

a. (1 

No. 

«. (/. 

No. 1 

S, (t 

No. 

1897 

339,883 

24 *072 

40,871 

*2 s.K 

I * 7,354 : 

*9 S 

?,q 8, ro8 

1898 

353,785 

25 

4 X,z 43 

22 75 a 

; * 7 , 37 * 

*9 Ah 

„ 412,304 

*899 

37 *, 490 

25 9 '¥ 

42, 6<^ 

■ 22 xa 34 -'' 

i *7,708 

*9 45 h 

431,838 

1900 

j 379,750 


42,461 

: 21' 11 ' 

i *8, *36 ; 

*9 SLi' 

440,347 

*901 

378,121 
3 %, 88.3 

35 % 

43,7*0 

23 xis 

! . 18,726.' 

*9 5 ^ 

440,557 

1902 

25 s.< 

45,240 

23 *K 

! 19,306 1 

*9 zh 

448,429 

1903 

^4,465 

*5 

44,922 

!■ 22 ith 

i *8,934 1 

*9 5 , 

: 448,321 

1904 

380,6x0 


45 , 2*6 

! 23 1*4 

j , ' 23 , 

! * 9 , 75 * i 

*9 *^c 

44.5,577 

*905 

^, 3 »* 

25 * 0^4 

45,399 

! * 943 * i 

19 2-4' 

449,251 


39 *> 66 i 

25 tx^/i 

46,407 

j 23 aH 

1 *9,874 j 

*9 95-2 

457,942 


llNITia) li IMiDOM. 
(27 C'uiiiTtanicfj.i 


Average 

W(‘okly 


p , d . 

H 4-’< 
*4 7-}% 
as 3 , 
»s oh 
as oh 
24 txh 

24 joh 

*5 0% 

25 3^ 

25 sh 
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The United Kingdom — Finance. 


ITATIONAL INCOME AND EXPENDITURE. 

REVENUE, EXPENDITURE, AND SURPLUS’ (OR DEFICIT), 1600-1919. 


1600 

1700 

1800 

1840-1*1 

184S-6 

X850-X 

*855-6 

1860-1*1 

i86s~6 

1870-1 

1875-6 

3880-1 

3883-4 

1884- S 

1885- 6 

1886- 7 

1887- 8 i 
188S-9 i 

1889- 90 

1890- 3 i 


£ 

3.000. 000 

6.000. 000 

38,000,000 
47i433>399 
52,009,324 
53 >057*053 
65,704,491 
70,283,674 
67,812,292 
69,945,220 
77**3**693 
84,041,288 
87,205,184 
87,988,110 

89*581,30* 

90,772.758 

89,802,254 

88,472,8x2 

89.304,316 

89,489,112 


Expeuditu re. Surplus or Deficit. 


£ I £ 

* The amounts are exclusive 
of the cost of collection from 
1840-60, and inchisivc from i86o 
onwards. 


49,285,396 1 

- 

*.851,997 

49,628,724 1 

+ 

2,380,600 

49,882,322 { 

+ 

3. *74. 73* ' 

88,428,34s 

-22,723,854 :| 

72,792,059 

— 

2,508,385 

65.9*4.357 

+ 

*.897.935 1 

69.548.539 

+ 

396,681 ■ 

76,621,773 

•F 

509,920 1 

83,107,924 

+ 

933.364 

86,999,564 

4- 

205,620 1 

89,037,883 

1 - 

*.049.773 i 

92,223,844 

j — 

2,642,543 ' 

89.996.752 

! 4- 

776,006 

87,423,64s 

1 + 

2,378,609 ; 

87,683,830 

+ 

788,982 

86,083,314 


3,221,002 ; 

87.733.855 

! 4- 

1,756,257 1 


Year. ( Bevenue. {Expenditure. Surplus or Deficit. 


1891- 2 

1892- 3 

1893' 4 
*894-5 

1895- 6 

1896- 7 

1897- 8 

1898- g 

1899- 1 
1900 ) 

1900- 1 

1901- 2 

1902- 3 

1903- 4 

1904- 5 

1905- 6 

1906- 7 

1907- 8 

1908- 9 

1909- 
1910 . 


1*30 

142 
IS* 
141 

143 

143 

144 
156 
151 

$jl62 


£ 

994.786 

395.377 

.133.4*0 

,683,762 

.973.829 

,949.88s 
,614,004 
.336, *93 

,839.905 

,384.684 

.997.999 

,551.698 

.545.579 

.370,404 

.977.575 

.814.073 

.537.689 

.578.295 

,840,000 


£ 

89.95*7.773 
90.37s. 365 

91,302,846 

93,918,421 

97.764.357 

101,476,669 

1 * 02 , 935.994 

108,150,236 

[133,722,407 

183,592,264 

195.522,215 

184,483,708 

146,961,136 

141,956,497 

140,511,955 

139,415.251 

151,812,094 

,152,292,395 

162,469,000 



371,000 


THE BUDGET, 1909-1910. 

The Chancellor of the Exchequer opened his 1 of the spirit duties under the increased charge 
Budget for 1909-10 on April 29, 1909, but the | required that the estimate of additional receipt 
Finance Bill of 1509 did not pass the report stage from this source of revenue should be reduced 
in the House of Coinrnons until Oct. 29, and I from ;^^i,6oo,ooo to ;^^8co,ooo, whilst the large 
was not expected to go to the House of Lords ' yield of the Death Duties in ■ the first half of 
for second reading until Nov. 23. The original j the financial year (including a million from 
proposals of the Finance Bill were to provide for I the estate of tlie late ]!>Ir. Charles Morrison) 
an estimated deficit in the year 1909-10 of i enabled him to increase his estimate of the 


j ^14,200,000 (including ^£7, 000, 000 for Old Age 
I Pensions and ^£3, 000, coo for the Navy), by new' 
! or increased taxatlmi estimated to produce in the 
I year 1909-10 as follows : Income Tax, ;£3, 500,000 ; 
: Death Duties, ;£2,85o,ooo ; Liquor Licences, 
! £2,600,000 ; Tobacco, ^£1,900,000 ; Spirits, 
I ^1, 600, 000 ; Stamp Duties, £6so,ooo ; Motor Cars 
[ and Petrol, _£ 6 oo, 000 ; and Land Malues, £500,000. 
j As, how'cver, the debate on the Finance Bill w'as 
! prolonged until after the first half of the 
; financial year had passed, the Chancellor of the 
Exche{iuei;' was able to revise his estimates by 
; experience of the receipts into the Exchequer, 

: witii the result that a large decline in the yield 


receipt from tliis source for the whole of the j 
year by j£i, 300,000, thus making up the esti- I 
mated increase in the receipt of the Death 1 
Duties for the year 1909-10 to ;£4, 150,000. In | 
the year 1910-11 a further increase is expected, i 
and if this estimate l,)e realised the yield of t 
the Death Duties, wdiich has hitherto not been I 
so much as twenty millions, may be twenty- 
six millions or more. In addition to the pro- 
posed increases the sum of ;£3,soo,ooo xvas 
taken from the Sinking Fund, and the final 
figures were presented as Revenue ^£162,840,000, 
Expenditure ;£ 162, 469, 000, Balance for Contin- 
gencies ^£371, 000, 


■ EXCHEQUER 

i , , , Receipts. 

! Balance at Banks of England and 

i Ireland, i April, 1908 — 

, I’otal Revenue (as detailed below) ... 

; Repayment of Advances ...... 

; Itaise'il by the Renewed of Bills, &c.— 

i For Supply Purposes..... 

i Raised by the creation of additional 

! [Debt (Terminable Annuities) 

' Amount temporarily borrow'ed 
On deficiency of the Consolidated 

Fund 

On credit of Ways and Means ...... 

Casual Receipts 

Cnnard Loan Repayment 

China Indemnity paid 


RECEIPTS 

£ 

8,918,962 

* 5 * >578.295 

SS®.S*6 

29,000,000 

2,636,155 


3.500.000 

8.500.000 
6,956 

130,000 

3*4.390 


Total Receipts . 


■•jC205. g37.g75 



AND ISSUES, 1908-1909. 

ISSUK.S. 

Consolidated Fund Seiwices 
Supply Services . 

To meet other Expenditure 
Advances 

For Pux'chase of Bullion 

Interest on Excliecpier BomLs 

Bills and Bonds paid off 

Temporary Advances Repaid 

For Redemption of DebC 

Do. (China Indemnity) 

Do. (Suez Canal shares realised) ... 
Do, (Cunard Loan Repayment) ... 
Balance at Banks of England and 
Ireland, 31 March, 1909 



6.350,427 


Total Issues ^£205,137, 275 I 


WHITAKER’S ALMANACK, 1910 . 



ooo, lit, H. Chanlni Sir T* ' Kn Zl ^ A 263 , 436 . 029 , of wliicii 
Uour of Kurldgh, Hft. Hou. a, w! i &fei 
Si , 200 ; Countess of Alayo ^^ 5,000 i sLii -iVv «n ] 7 
and. Son, y, each £ 4 , 0 ^, Sir C^’ ^ w llUnfnf 
: for Judicial BeWi^ £ 1 ;bq * ft mnd-.f 

10 ns ffcho ifnmr. | ^9?5"6 amounted to 


wmrAKm's ' ai.bt ahack, . 19ia 


T/fs hnited Kingdom — .Finance, 


' THE NATIONAL IIS-COAIS. 


Customs.... 

Excise 

Tropertyd; Income Tax 

Estate Duty.*.... 

TostOdice 

Telegraph Service 

Telephone Service 

Stamps (exciiidiug Fee, » 

<fec,, Stamps) ..r. / 

Land Tax 

House Duty 

Giwn Lauds (net) 

Sue2; Canal Dividends ... 
Miscellaneous 


2907 -i€) 0 S, zgoQ-igog, I share from IisrcoME Tax is ^zk ^00 6 <a. 1 , finer 
I Annuities'^ and Dividends* 

35,720,000 33,650,000 , 22o.S73,7i 6 from Trades and Professionsrand 

140.068 from Public ’ j?.:. 


32.380.000 

19.070.000 

17.880.000 

4.420.000 


33 . 930.000 

18.370.000 
^7,770,000 
3 , 020,000 
1,510,000 


7,970,000 7,770,000 


730,000 


730,00c 


1,960,00a 


z.900,000 


520,000 


530,000 


1,189,411 


1,171,466 


2,208,278 


2,026,829 


Total National Income iTisS, 537 ., 690:^151, 578, 295 


• 9f source.? of ^rational Income mentioned 
m the above table of details 

contributory , articles are 

(^46,645), Tigs <^56,979), Prunes {;^io,oii),Eaisms 
(4240,705), Smrxtv (£3,961,142), Sugar, &c. 

(43,^01,0^), (£6,046,210), Toaacoo and Snufe 

(£i 3»323 i 68 S;j Wine (£1,120,780). 

(Jedved mainly'from Intoxicants, 

£17,456,366, and he^y £12,601 ^^2) t* • ’ 

Saccharin £6,7^, Glucose £68334, Sfe- I 
j€ 5’272> the remainder accruin'^' j 
(£^. 8^21^'®" (is, 097, 846) and Eailway" DuJ; ' 

tA345,B2il* , v2:./,v,bb,i9o imeresii and dividend on 

(III.) pROPPitTy A XB Income Tax: To this i a rt i?fn« n £36,276 on 7,179 
PROPEiiTY contributes £8,207,887, winch is msde ! Tl.f V worthy of mention 

up of £8,043,888 from tands and^Toaemeuts, and i wi i<‘h r 

£163,999 fnmi the Oecut;ation of Land V the I 3V M-rn^h 


ana irroicssions, and 

But ‘ amount of Estate 

l 'Xov ^3,335,578 represents 

Succession, and ,^48,050 Oor- 

(V.) The Po.sr O.FPrcE, Telegraph and tfti? 
PHONE contribntioiLS are made i p o /?s 
ron. the Sale of Postage StLS. 

Postage of Letters, &c., and 
£610,830 Poundage on Money and Postal Orders 
j 3, 602,552 was received for transmission of 
£572,697 was refunded to 
woff ^ Telephone receipts 

weie £i,227,i? 7, redneed by refundments, &c.. 
I? £i,3J‘9>333-rnKl Royalties on Licences amounted 
£ 296 , 446 . 

T>i5f TJnder this heading are inoluded 

Deeds £3,117,243 Bills of Exchange £788,8:18 
453, Bonds to Bearer 
Contract Motes above id, £162,9:11, 
^315489, Marine Insurants 
£225,006, Licences and Certificates £178.970, Life 
Couipooition ?or^ D&s ou 

Brafte £’/7,SS4, Eeosipts, 

Drabs, and otner i«. stamps £1,728,677, Share 
Warrants £41,487, Loan Capitni Duty £25 6sa 
Poreign Ceitificates £22,135, and Playing Cards 


I’c^maining items, the Shex Canal 
h.U},K.> (£1,022,198 interest and dividend on 


rand,^ 


Lii'en, 


£**7 


, ^ the national 

I,*—CONsoijr>ATEP Fund Services: 
I'he.Sutlonal Bol.t 


Civil Li,.j( 

Annuities and IVnslons... 
Hiilaries and Allowances, 

ruurr« of .lustice 

M isce 1 la n eo I is .Ser vi c 03 
To Local I’axatkm 
Accounts 


470,000 

284,379 

77,764 

5 * 3,531 

624,040 


470,000 

271,790 

77.736 

5 * 8,293 

331,288 


* 9 ,^ 24,286 

45 *’^^ 7 > 0 ! 34 £ 39 . 493,394 


expenditcre. 

II.— Supply Sermges : 

••;:■••• ^ 31 , 14 , 

Army (melnding Orcl-i 
nance Factorle..^) / 

■•:•■■ 3 o,iSo 

Olii /tgo Pen.sions 

Cu.°t;,m.s and Irdanfi 
Heveiiue Departments 5,223, 
PoiitOifice 1" C37 


OOieers in tgoS 1909 

£' 136 . 361 . (rame 

■■"nnng4 £7.5??. Auc* 
' T Pffdlars 

£<■><•01 Authorities, 


,000 £32 
,000 26 

.oco 30 


,188,000 

,840,000 

,228,000 


2 , 1 X 0,000 I 


mr{/ Lixt and other Peusnnz.s’.-Tjie amounts 
RTul in i9c^-9 wero:-For Naval and Mlitarv 
Political and Civil Sei^ 


£ 109 , 185 . 

Tot al Expr-nditiire. . . £ X51 ,812, 


1^74,214,002 was from Rate.?, ttc., £33,565,572 
jl om (lovcriuuent coiitributioii.s, anci £2^849 S5 
of Loams. The Expendfture 


320,000 


113,000 


799,00c 


'■'z v,i,ny grant »emg limited to 

in any one year) amounted to £ts^ in 

rataM 5 a?ra*-<«re.-Tfie amount 

raaett in 190 5-6 163 , B 7 !i,s». ol which 


i>A^wvoT. T,^ V /T *40£9»3,Q39, scotiand 
' The Gross Esti‘ | 

in-EngmndaudAA' ales, in 1007-8 was £2«:8 ooe 
ithe Rateable Value being74r4*£Sa ^ ’ , 


The United Kingdom— Navy EsUmaies. 


463 


I'HB MAVT BSTIilATES, 1800, AND 284C-XS41 TO 2909-192^ 


Year. 

Gross 

Net Estimate. 

Expended. 

Increase over 
last Year, 

No. of 
Officers 
and Men. 

First Lord. ‘ 

1800 

£ . 

12,422,837 

YYar ■with France. 

£ 

135,000 

Earl Sp^hcer. 

18^0-2841* 

S.S 97 . 5 SS 

Peace. 


37 456 

Earl of Miiito, 

X84S-1846 

6,809,872 

Peace. 

+ 75*1653 

381533 

Earl'Of Haddington. 

sSso-iSsx 

6,437,883 

Peace. 

- 5041S14 

39,000 

Sir F'. T. Baring. 

s£ 5 S-i 856 * 

19,654,585 

YVar with Russia. 

+5,164.480 

51,700 

Sir 0 . Wood. ] 

2860-1861 

1 3 i 33 ^,663 

Iron-plated ships coninienced. 

+2,507,807 

6i,oco 

Duke of Somerset. | 

1865-1866 

10,250,788 

50 Ironclads afloat. 

— 638,465 

60,000 

H. 0 . E.’ 5 hilders. | 

1870-1872 

8,969,969 1 

ttS Armoured ships afloat. 

-- 45 Si 5*3 

61,000 

1875-1876 

10,793,023 

xS-incii armour. 8i-ton 541ms. 

d- 333 i 9 *S 

54 i< 5 oo 

0 , Ward Htint. [ 

1880-2881 

10,511,840 1 

Hanv additions under North* 

+ 280,893 

56,800 

Earl of Northbrook. 

1885-2886 

13,090,440 ! 

brook progran 

imej iS^-1889. 

+ x> 574 i 73 o 

58,000 

*> 

1890-2801 ' 

i 4 ,SS 7 i 8 s 6 

Xt 

13,786,600 

i 4 iisSi 358 

+ 101,300 

68,700 

Lord G-. Hamilton 

1895-2896 

19,623,021 

18,702,000 

Z9, 637, 238 

+ 334 i 9 oo 

77 i 3 o 8 

Earl Spencer. 

1900-1901 

29,822,523 

28,791,000 

29,998.529 

+ 2,197,400 

iox,4ii 

G. J. Goseben. 

1905-1906 i 

35,078,187 

33,389.500 

33> 1521842 

—3,500,000 

I2X,X23 

Earl of Selborne. j 

2907-2908 

32,911,046 

31,419,500 

31,141,000 

— 450,000 

128,000 

LoM Tw'eedmoutii. [ 

X90S-1909 I 

33,943,003 

32,3x9,500 

. 32 ,l 88 , 0 < 5 O 

+ 900,000 

120,000 

RegifialdiicKenna, \ 

1 

1909-1910 

36,782,990 1 

3 Sii 43 i 700 


+2,823,200 

X2S,0Q0 


Tlie naval cxp'-nditurs of the British Empire on sea-going force in 1903-9 was ^^32,188,000, of which the U.K. 
contributed ;£ai, 696,000. The aggregate gro&s tonnage of the Mercantile Maiine protected thereby was 17,318,351 (U.K. ) 
and 1,391,186 (India lunl Co.onies!. total 18,709,537 gross to«f}, Arhich carries the aminal value of neiirly 
;£i, 700, 000,000 dncluiiiiig biillitn rnid epeciei. 'Jhe navm expenditxire is therefore x'9 per cent., if regarded as a 
preinhim for insurance. Othi?r nations spend as follows 1 in millions of — U.S.A., 25-1 to protect 4,854,787 tons 

of Mercantile Sliipning ; iaijan, s‘2 for 1,150,000 tom : Rnssia, xa '4 for 97S*ooo tons ; Germany, 11*4 for 4,a3o.t)oo tons i 
and Fi’jmce, *3‘8 for 1,884,000 tons. 

* 2840-50, 3 Jun. to 2 Jan. ; 1855 oaw'ard, i April to 31 March. 


DETAILS roll Four, Y'ears. . 

1906-1907. 

X907-X908. 

X908-1909. 

X909-X910. 

(ii) Net. 

(a) Net. 

(a) Net. 

(«) Net. 

Effectite Services. 

£ 

£ 

£ 

£ 

1. Wages to Officers, Seamen, Ac, 

6,810,700 

6,869,700 

7,129.700 

7,280,200 

2. Victualling and Clothing 

2,053,200 

1,996,400 

2,286,400 

358,700 

2,4 x6,80a 

3. Medical Estabs. and Services 

275,500 

268,700 

258,700 

4. Martial Law 

14.700 

14,200 

13.900 

X 2,700 

5. Educational Services 

165,600 

172,500 

167,000 

* 59*300 

: 6. Scientific Service.s 

65,100 

65, 200 

66,000 

67,300 

' 7. Eoval Naval Ke.serves 

426,600 

418,300 

368,300 

367,000 

3. Shipbuilding, Repairs, Arainten* 
auce. &c.™- 


I. Personnel 

2,407,600 

2,827,200 

2 iS 49 i 900 

2,936,200 

3,148,000 

II. Materiel 

3,035,200 

4,157,000 

4,392,100 

III. Contract Work 

8,588,400 

7,646,000 

7,220,700 

8,378,300 

; 9. Naval Annanieiita 

2,986,000 

3.348,700 

2,048,700 

,2,381,000- , 

\ 10. Works, Buildings, and Repiairs 

2,954,500 

3,758,400 

2,306,700 

2,916,300 

jx. Aliseelhineous Effective Service.s 

482,200 

401,000 

409,200 ' 

438,800- . ' 

: S2. Admiralty Office 

3 S*i 5 oo 

364,600 

370,200 . 

1 378,200- 

Total Eiieetive Sendees 

1 29,408,800 

28,908,700 

39.738,700 

j 32,494,900 

Nok-Effeotive Services'. 

' 13. Half*pay, Reserved and Retired Pay 

820,700 

837*900 1 

1 

868,800 

8 $ 0,300 i 

i 14. Pensions, GratuiT.ie.s, and Coinpas- 


1 aionatt; Allowances ! 

1,256,300 

1,302.000 j 

X, 334.600 

1,387,800 

; X5. Civil iVikdoiis and Gratuities 1 

383,700 

370,900 1 

377,400' 

369,800 

! Total Non-Effective .Services 

2,460,700 

2,510,800 1 

2,580,800 

2,647,800 

1 Grand Total :^3i,869,5oo i 

,;^ 3 *i 4 i; 9 iSoo ' I 

; 433 , 3 * 9 , 5 oo 

iJ 35 i *42.700 


„ . rich -iiieae consist of. sums paid; By India £toz,m, Australian Ooinmor.weahh , 

i,ao4,f«o, Oomuuon of New; Zealand i,toD.ooo, Cape Cekmy ;6:46,ooo. Natal i:.?5ooo. and Newfoundland £z joo-a * 
total of £492.000. £.300,000 is r!.ce:vcd irom stoppages from pay for unifortt s and extms. £146,000 from th** sale I 
of old ships, £80,000 from proceeds of sales of old stores, &c., and £39.000 jivtm the sale ef rh-irtH The fc's ■ 
paid for tvainin-r Naval Cadets in the B.N. Colleges at Dartmouth and Osbtiirne amount fo £58 8co Cml— \ 

The eoLitn.ated v-dm; of stcaui coal in stock on 3* March, 1900, was £1,258,000 ; additions to the %aluc of 8x7 Coo ' 

. anil issues to the, v.alue ot £1, '’08, 800 '.vere anticipated, .so that the estimated value uf &tock at 31 Mitrch 
I i-s £1.267,000. Htoam coal to the valuji (if about £x.7£o.otiois e-xpendedin one year. - , , 
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Kingdom — Army Estimates. 


Tear. 


s8is 

x84o~x84i*j 
1845-1846 
X830-S851 I 
jS3s~x8s6-’^'j 
xS6o~i86s 
1865-1866 
1870-1871 
X875-1876 
x88o-x88i 
x8Ss-x886 
X890-1891 
i 895 -x 896 
. *900-1901 
I 1903-1906 
j xgoy-ipoS 
I 1908-1909 
• 1909-1910 


Gross 

Estimate 


:SSTIMATES, a8i5,~A^ i84o~i8di to 


£ 

39,200,000 

8,521,907 

8,854,297 

8,733.940 


^(a). Net 
Eatimate, 


I / Waterloo 1 
I year / 
Peace 
Peace 
Peace 


jrcaue 

33,049,823 illussiauWar 


Expended. 


, *[1840-51, 3. Tan. to 
2 Jan. ; 1855 onwards 
April I to Mar. 31.] 


14,569,279 

3^2,833,972 

25,036,748 

25,873,347 

20,485,799 

20,582,357 

20,805,758 

92,309,253 

33,370,725 

31,042,366 

30,837,024 

30,889,950 


Peace 
Peace 
Peace 
Peace 
27,750,700 I 
18,897,900 I 
27,983,800 I 
88,999,400 I 

29.813.000 I 

27.760.000 I 

27.459.000 i 
435, 000 


Increase orer 
Ijast Year. 


No. of 
Men. 


Secretary of State 
for War. 


23,480,085 

17,611,969 

27,770,09s 

92,343,544 

28,478,353 

27,1^0,100 

26,840,000 


; £24;Coo, and the Army is decreased by 1^0 men ^In a decrea.se oi 

‘Oi tne llnitoM Kin-dom nniounted to i:27,ooo oio and Indi 1 r 

parts of the Empire accounted for £i 2 ,o<£^^oo; 7 on?hh 4 i:2i,ooo,ooo, while othei 

Exchequer), a grand total of near* X61, 500,000 S ( rS 

countries was as follows :-iJu.ssia,' |'4S^’So73 . Gemvinv g.vpenditiire ofUher 

^25,000,000 (exclusive of £27,500,000; 

£11,500,000; and Japan, £7,000,000. ^usuu-i-tungary, £14,600,000; Italy, 


+ 751,271 

— 231,121 

~ 4,327,524 

— 761,37s 

— 186,607 
— 26,949 

+ 532,350 

+ 295,533 
+ 2,573,254 
4- 563,100 
+ 97,100 
f 68,382,300 
+ 983,000 
— 2,036,000 

— 301,000 
34,000 


300.000 

93,472 

95,673 

99,218 

223,324 

228,854 

213,521 

193,665 

=84,433 

188,798 
=77, =94 
=53,483 
=53,403 

430.000 
221,300 

190.000 

185.000 
183,200 


Viset. Palmerston. 
T. B. Macaulay. 
Hon. S, Herbert. 

I Hon. Pox Mauie. 
Huke of Newcastle. 
Hon, S. Herbert. 

Mq. of Harfcington. 
E. Cardwell. 
Cathonie Hardy. 

II. C. E. Childers. 
TY. H. Smith. 
Edward Stanhope. 
H. C.-Baimemian. 

of Lansdowiie. 
H. 0. Arnold-Forster 
E. B. Haldane. 



I.— ErFKCTlVE SEKVICIW. 

1. Pay, iSre., (,f the Army 

3. ]Medii‘al Establishments : Pav, <i' 
3. Special Keserve.s (late .Militia')'..., 


4. ' Territorial ‘Fori;c,s .! 

5. E.st:iblishmeiit.s for ^lilitary Education" 


8. Ordnance Ooiciuinent Establishments, &c. 

g. Annanicnth and Engineer Stores 

■"» Morks and Buildings 


! XX. Misctdlanenux Elective Services ..!!!!!" 

I 12. War <>lJice and Army Accounts Hept. 


Total of Effective Sendee.^ 

•n'.'"-Nr>N-EFrKOHVE Services. 
i !?* V C|i:vi-gers h»r Officers, Ac.. 


j 14. N,;n-Lffcctive «,'haraes for Men, Ac. . 
! 15. i ivil Superannuation, Ac. . 


Total 

I n.“^EXTr.A( jR WNARY SERVICES. 


^ 16, s.JLvaint,s,a, ;>auaier3 

i 17. (tuns, Carriage and Ammunition.. 

Total 


! ^ 

*j 10,220,000 

: 490,000 

i 819,000 

i 423,000 

j 1,244,000 

1 132,000 

2, III, coo 

4.492.000 

745.000 

1.386.000 
®>3S3,ooo 

77,000 

559.000 

£ 

9.835.000 
, 460,000 

1 840,000 

I 410,000 

i 1,152,000 

1 137,000 

1.909.000 

4.060.000 

608.000 

1.195.000 

2.436.000 
67,000 

567.000 

j £ 

j 9,422,000 

i 451,000 

i 840,000 

|| 2,005,000 

1 142,000 

=,839,000 
3,9x2,000 

498.000 
1,490,000 

2,5=5,000 

73,000 

580.000 

.i £ 

8.527.000 

440.000 

897.000 

2.307.000 

146.000 

1.665.000 

4.275.000 

535.000 

1.644.000 
2,551,000. 

67,000 

593.000 

25,051,000 

23,676,000 

1 23,767,000 

23,647,000 

1.694.000 

1.684.000 
180,000 

1.714.000 

1.709.000 
173,000 

1.743.000 j 

1.782.000 i 
167,000 1 

1.762.000 

1.863.000 
158,000 

■28,609,000 1 

27,272,000 

27,459,000 j 

27,435,000 

I.' 30,000 1 

1' =,157,000] 

!£29, 796,000 1 

X2,000 

476,000 

£27,760,000 

£27,459,000 1 

£27,435,000 


eontobutions imm India, £636,^^ Cwto These consist of 

£too,ooo;StraifaSettIem4nt8,^^^andiiS’»4®J’^^^ _ _ ,i 

sum Of £36, ow IS derived from the sa 


‘|^>,awe8;'£47,«x. from wirof" 


from the purchase of 
^ rsale of old stores, 
&e. ; and £33,^90 
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CIVIL SERVICE ESTIMATES EEOM xfiyo-iS;! TO jgo^-igia 


a87C”i87i 

1875-1876 

1880-2881 

1885-5886 

1890-1891 

1895-1896 

1900-1901 

190Z-1903 

1903- 1904 

1904- 1903 

1905- 2906 
1907-1908 
X90S-1909 
1909-1920 


Estimate. 


£ 

9,989,545 

13,009,081 

15,436,443 

17,806,069 

15,898,693 

20,647,410 

24,400,456 

28,029,583 

28,208,536 

29,700,094 

30,336,722 

31,783,223 

33,832,149 

41,827,659 


Estimated iCrt] Appropria- 
Receiiits, &c. j tions in Aid. j 


1,970,863 

5,9S2>S23 

1,530,690 

1,142,016 

I.S70.IS9 

1,661,283 

1,270,870 

1,037,244 

1,175.507 

1,228,663 

1.535.584 

1,14*3,373 


(rt) See Note 
at foot. 


1,561,648 

1,584.937 

1,647.503 

1,641.377 

1,670,849 

1,676,189 

1,743,706 

1,737,488 


Net 

Increase over 

Estimate. 

last Year. 

1 

£ 

\ 

—11,048 

j !!! 

4*423,562 

53A6S.530 

+280,920 

55. 725.626 

+554.900 

13,948,000 

+ 123,484 

19,297,744 

+ 1 , 759.459 

22,838,808 

+659. M 3 

26,939,738 

+3,309.6^^ 

26,920,369 

-19,369 

37.983.930 

+ 5,063,551 

27.438,714 

- 545,200 

30,107,034 

+346.S47 

32,088,443 

+ 1,981,409 

40,070,171 

+ 7,981,723 


EspeUded. 


£ 

9,849.3^5 

13,119,363 

15,779:389 

17,725,7^3 

55.905,5^3 

19,874,766 

33,500,894 

36,080,825 

26,685,934 

37,599,827 

29.118.000 

30.180.000 

32.338.000 


Revenue 

Departtoeutf?. 


■ £ 

6,426,720 

7,706,330 

8,183,427 

10,249,146 

11,243,009 

13,761,322 

16,688,634 

17,803,250 

18,517,220 

18,806,647 

59.435.47s 

20,625,751 

21,645,631 

23,350,730 



1906—1907. 

1907—1908. 

1908—1909. 

1909—1910. 


(a) Net. 

(a) Not, 


; .falNet,'.' 

CIVIL SBKVIOS. 

I. Public Works and Buildings 

Y j I Salaries and Expenses (including 
£sOiOoo “Secret Service ’’Money) 

III. Law and Justice 

IV. Education, Science and Art 

V. Eoroign and Colonial Services 

fNon*efFectivoandCharitabledo.( 01 (l 
' * 1, Age Pensions ;iC8,7So,ooo, 1909-10) 
VII. Miscellaneous... 

2,790,280 

J 2,746,285 

3,888,894 

16,978,282 

5,859.30s 

} 800,34s 

353,238 

£ 

2,863,132 

2,881,832 

3,922,426 

57.495,237 

1,798.755 

837,997 

307,69s 

3,053,812 

2,969,171 

4,035,78s 

17,685,886 

1,832,612 

2.003,333 

511,844 

£ 

3, 164,784 
3,028,17s 

4,585,336 

17,911,143 

1,891,740 

9,625,920 

263,073 


Total Civil Servinc 

29,316,629 


32,088,443 




^OjC^OjXyx 

PtEYENUE Departments. 
Customs and Excise 

0 g 2.'700 

958,700 

2,299,300 

55,501,562 

707,069 

3 , 754.793 

1,406,627 

2,132,931 

1,191,1x9 

2,129,600 

1,243,200 

12,^8,617 

730,589 

3,872,472 

1,806,252 

Inland Revenue 

Post Office 

2,259,500 ! 
11,092,736 
73 DC 94 

} 4.922,911 { 

Post Office Packet Service 

733.069 

3,831,992 

1,529,400 

Post Office Telegraphs 

Po,st Office Telephones 



Total Re venue Departments... 

59 . 958,945 

20,625,751 

1 21,645,631 i 

i 22 , 350,730 


DUCHY OE LANCASTER. 

Tlie revenue of the Duchy was ^£29,000 in 1847 
and 102,772 in 1908. pC63,ooowas paid to His 
Majesty ; ;£9.S5S Liid out for the benefit of 
tiie estate ; ^6, 230 deducted under various Acts of 
Parliament ; ;(^7,6a4 to defray the cost of manaft’e- 
inent ; and ;^2,ooo to the Chancelior. Capital 
account, Decemlier, xgoS, ;£ 16,448 in cash and 
;i^4o,ooo in securities. 

DUCHY OE COPvNWALL. 

Income, 1008, £ 144, 1 15. :4^82,5oo was paid to 
the Prince of Wales ; :£^i2,3S8was laid out for the 
benefit of the estate ; deductions under various 
Acts of Parliament, ^^17,617; superannuations, 


&c., ;€’4.S4 o ; e.vpenses of management, ;£'xo,438 ; 
leaving a balance in favour of 1909 of £rs^g9g. 
Capital account, December, 1908, £20,006 in 
cash and ^£'442, 513 in securities. 

WOODS, EOHESTS, AND LAND IlEYENUES, 
Oil CROWN LANDS. 

The receipts amounted on 31 March, 1908, to 
;^;8 o2,i 44 ; expenditure to £1^2,204. £520,000 

was paid over as Surplus Income to the Ex- 
chequer. The expeiise.s on “ Royal Forest. s and 
^Yoodlands” came to ;^^2S,i7i, and on Woods, 
Forests, and Lands " to 146,920. The balances 
(capital account) on 32 Afarch, 190S, were 
^^87,128 cash and 5(^531,713 stock. 


(a) A/)pro>)natio7is iii A /d. "Under Or.AS.s I. —Receipts at the Convalescent Home for OfBccrs of the Navy and 

Army at Oabbrne, £2,4-' ■' * 1--.*— o— .n- n.i. ,, 

£z6,aoo ; and for raap u . 
and Legations in London. 


c8,ooo ; Home Office fees and fines, £9,700 ; Foreign Office {Passport) fees. £^$o 
00, Designs '' 


'atents (stamp receipts). 


£^5.000, Trade_ Marks ;£'i8,ooo 


;^6So; Board of Trade fees, £20,:^y; 
; Siercantilc Marine Office fees, 


;£54,75o; Bankniptcy Department, ;iSiis,so6; Board of Agriculture fees, jff26,40o; Royal Mint jn-otit on efahago] 
;5'a5o,ooo ; Sale.s by; Stationery Ofiice, ;^:^o.ooo. Olxrs Supreme Court County Court ffies, 


A'S^.Sio; Proceeds of Pri.son Labour, ;£2o,ooo ; Scottish Court fees, &c., ^49.400; Irisil Police Tax,“&o„ £^,78z\ 
jaiyraents in aid of cost of Royal Irish Constabuhiry, j£'43,j4o. Class IV. — tiueen’s College (Ireland) fees. £7,550. 
Olas.s V.— Consular Court fees, &c., j^ios.oya. Class VI,— Fees for honoura and dignities, ,£4.350 lexehisivo uf 
£1.950 stamp duty on dignities conferred). Tower of London, Admission Fees, £3, zr- 
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The Jjmteil Kingdom — income Tm. 


\ ^ ■ .the ikcomjs tax. 

A .lax on Income ms first imposed by Titt in 
1798, in order to meet the expenses of the Pi'ench 
i!,?’ e^onelusion of peace in x8oi it 

« eif? Income Tax was 

Ichldn Sri Tax, divided into 

H, B, and E, as at the present 

OTC&'vllnS ^ on incomes 

n“ ij6o, except in the ease of Schedaie B, 

Smthnd England and 6cL in 

Scotland. In xSog the rate was increased by 3d., 


and in' 1807, the figures were as. in the ^ on 
?«“u!e9 A C, p, «nd E, J. fil oir Sctedlfte B 
foi Enghmd and i,% for Scotland. At the con- 
chmon of peace the Income Tax ceased for 26 
years (xBi6-j^z\ to be re-imposed by Sir Itoi^ert 
;^cl on June 22, 1843, at the rate of yd. in the 
jt, on all incomes exceeding -fiKo In 
me tax produced^ about 

ot tax ; and in 1907--8 the yield 
\va» ;^ 3 X, 85 Q)Ooo, or :4®)623,ooo, per id. of tax. 



From and to Fxemn- ■« . . i 

Aiiili sth. tions.* I £- i Prodn-^p, 


1883--X8S3 
X883-XSS4 
x 834 ~i 88 s 
X885-1886 
X836-18S7 
1887'-^ 883 
188^1889 
x889~s89o 

1890- 189X 

1891- 2893 
tS 92 -i 393 

1893- 1894 

1894- 1895 
^■jt.Sos-iStiS 


£^50 

Do. 

Do, 

Du. 

J>o. 

Do. 

X)u. 

3 .)o. 

Do. 

1 ) 0 . 

lK->. 

160 

Do. 


6 i.d. 

5 ^/. 

6d. 

8d. 

8d. 

7 ( 1 . 

6(1 

6d. 

6d. 

fit?. 

6 ( 1 . 

1 : 1 - 

Zd. 


£tl.f)00.000 

10.7.30.000 
12 ,000.000 

15.200.000 

25.900.000 

14.440.000 

12.700.000 

12.770.000 

13.250.000 

13.810.000 

13.470.000 

1.5.300.000 
15,000,000 
13 t}So,<-*oo 


From and to 
Ai>rLi stJj. 

j Exeihn- 
1 tiosis. 

liate in 

1896-18517 

1 £’00 

Bd. 

1897-1898 

he. 

Bd. 

xSqS-iSoo 

! Do. 

Srf. 

1899-1900 

J ‘0. 

Bd. 

X 500-1901 

j Do. 

tiu 

xgox-xgoz 

Do. 

IB. S( 

1502-1903 

i Do. , 

xB, 3(: 

1903-1904 

Do. 

' lid. 

1904-1905 

Do. 


1905-1906 

Bo. 

X.?. 

1906-1907 

Do. 

IS, 

2907- 1908 

Do. 

u. 

1908-1909 

Do. 

IB. 

2909- 19 10 „i 

ffI)o. ! 

IH* 


Pi'...duce. 


16, goo, 000 
X7, 170,000 
18,000,000 

18.860.000 

27.560.000 

3 5. 3 50.000 

38.660.000 

30.500.000 

31.260.000 

31.300.000 

31.890.000 

31.860.000 

33.700.000 


pages wcr.' svat to prwir. will bt* fniiwd on \\ 573. ^ ^ 


;n vc-c 


£6<i», tinst £i^q 
:hf;d V, hon 


j TEN yEAE .9 OB PROPEETy AND INCOME TArisST^^SffNTf 

: "liiiTi «V' E'>™pT„,i;,tho‘;,.r.vo,,r'. . 353-9 

..V.: vTC«ut'*); 3 rt:, oiiwnM-f r,'"!-''','*’"' e 


i iaciuded undt-: 


Year, j 

band 

and fioii.‘(e3. 

Eiisinesees,' ■ 

Foreign 

Invootinenfg. 

Siilanes, 

Total. 

r"" , 

1 Date in 

j 

Prculnco of 
Id. 

xStiS-S j 

1899-001 
xgoo-x 
igox-a 
X 9 e »-3 
X903-4 
! xSKH-« 
* 96 ^ 
*906-7 
xgoT^ 

' 

tSZ'^JO.xz^ 

233^573,858 

156,109,673 

xs 6 , 789,779 

156,620,813 

160,628,943 

l6x, 901,204 
16x5636,639 

*S“» 5 « 4 A 75 
*60,85*, 6^ 

£^' 

3 * 8 .SS&oo 3 
332,149,361 
. 3 S 4 *o 3 S, 33 » 
363,027,479 
35 D 4 o 3,999 ! 
364 , 3 S 3»933 i 
^ 5 »» 34 , 3 <» 1 
^ 5 t 348 , 0 S 4 i 
38 *>o 36.647 
394 . 498»345 

.. , 36 . 703 >*s 6 
36,165,000 
36 , 170 .. 38 S 
4 <». 768 .S 89 
42.3x0,728 
40,286,157 
4 *. 357 » 0 S« 

4 *’) 3 * 6,844 1 
41,7*0,964 ; 

43 » *85,042 1 

..'■'£' ~ 

39,861,208 

43,678,520' 

45.787,566 

47,364,772 

^ 48, a?*, 363 1 

, 49 . 7 * 3 , 34 * I 

50,835.535 i 
52,743,309 
54.736, 4 Sa 
54 . 35*, 539 

548,339,450 

564,868,749 

594,106,253 

607,5.50,919 

608,606,903 

6 * 5 , 012,373 

619,328,097 

632,024,746 

640,048,2;^ 

652,886,576 

il. 

8 

8 

14 

*s 

IX 

IZ 

12 

12 

12 

£ 

3,284,289' 

2 . 3 S 3,®*9 

2,475,442 

i »,S 3*,462 
i 3 . 535.862 

a 563 , 55 * 

3.580,533 

2.533-438 

2,666.867 

3,622,805 
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THE NATI02fAL DEBT, 
The National Debt mainly the remnant of 
the fiTOwth of many years, and nearly all was 
raised for ioreif*-n wiirs. There a trilling' sum 
of £664,263 lintil the Glorious Be volution " of 
i68S, ^rhich added nearly £x6,ooo,ooo to the Debt. 

Under Queen Anne the campaigns of the Duke of 
Marlborough added_ nearly £38,000,000, part of 
v/hich was paid oft in the time of George I. In 


the reign of George II. about' £87,000,000 were 
added, but the firet twelve years of George III. 
saw £10,0^.000 of this paid off. The American 
Mar added £121,000,000, making the total nearly 
! £350,000,000, which was reduced considerably ! 
i until £793, when the repayments ceased ov.ing to ! 
I the outbreak of tne French .Eevolntionary \Yar. | 
In twenty-thi^e years, £601,300,343 were added 
to the aei)t for the purposes of the war, the 
following amounts being raised 


At the accession of Queen Victoria the amount 
stood at nearly £788,000,000, with an annual 
charge of £29,000,000. Small sums were paid off 
annually from i837'-i854, when the Eaissian War 
added £33,000,000 to the Debt. Repayments 
were made from 1858 onw'ards, with slight 
increases in 1868, 1875, 1878, 1879 and 1886, the 
following being the actual amounts paid off 


Year. : 


I Year. 


1793- 4.277,956 1 1801... 37, 30s, 271 
1794.., 6,998,389 1S02... 14, 638, 234 
i7g5...3o,464,83T. 1 1S03... 8,732,761 


Year. £ 
£So 9...I2,298,373 
1810... 7,793,444 
iSsi.. .19, £43,953 


Year. 

£ 

1 Year 

£ 

Year 

'' " 

1858.. 

2,972,727 

! 1872 

3,443,023 

x886 

, ML 

1859.. 

58, 44:^ 

11873 

6,899,370 

1887 

•5*993*723 

i86o.. 

2,888,254 

1874 

13,094,807 

1888 

•30,703,613 

x86i.. 

381,691 

1875 

JVil, 

1889 

. 7,426,81a 

1862.. 

^>038,371 

1876 

7,094,132 

1890 

. 8,636,931 

1863.., 

968,099 

1877 

2,106,831 

1891 

• 4,709,820 

1S64... 

9,236,915 

1878 

jSU,. 

1892 

• 5. 4:^2, 351 

1863... 

4,054,429 

1879 

Nil. 

1893 

. 6,894,203 

1866... 

8,789,050 

1880 

4*034.595 

1894 

• 4,543*540 

1867... 

1,886,986 

i8Ss. 

5,350,543 

189s 

. 8,943,4x7 

186S... 

iV'if. 

1882. 

^5.647,752 

1896 

■ 7,620,302 

1869. . 

1,092,700 

1883 

6,669,421 

1897 

• 7*^30,238 

1870... 

4,073.603! 

18S4. 

9.952,555 

1898 

■ 6,643,365 

1871.,. 

5,303*406; 

1S85. 

6,093,283 

1899 

. 6,873,119 


1795.. .16.8s8,g3,i8o6...i3,o3S,344!i8i4...34,s63;6o3 i On 31 March, 1899, the total was 

1799.. .21.7*4,863jiSo7.. ,10,432,934, 18x5.. .20, 241, 807 I £633,040,963, being a decrease since 1837 of 

1800.. . 23. 030. 530 x8o8...i3,o9s,o44 1S16... 5x4,059 ; £133,000,000. For the South African and China 

The amount of the Debt in January, x8i6. w’as 1 wars £162,000,000 were raised, but since 1903 

£900,436,000 (Funded, £816,313,000 ; Ihifunded, I large reductions have been made. 


£44.727.®^ 5 Annuities, jjj 39,397,000). the annual 
charge being nearly£33, 000, 000, but the following 
amounts were paid oft' from i8i7~i3t.7 
Ytiiir £ lYeiir. £ *iYear.' £ 

18x7... 1,826,8x411824. ~ 


The total gross Debt on 31 March 1909 "was 
£754,121,309, again.st which must be set the 
value of the Suez Canal Shares (£32,667,000), 
other assets (£4,493. aud Exehequer'balances 

the 


r ■ j iiu luiiuwmg Lituie siiu\v..s MIC state of the 

^’776.372 ! Debt since 1873, and the amounts raised or dis- 
‘ ^062 «6'iiS2o *' ^’®70.0S<» charged since that year. In 1887-8 the sum of 

’ 1,590^727 £26 353,959 was cancelled under the Act of 1887, 

, s,i -:7^j 830... 1,933,463 £837... 1,983,883 and Local Loans Stocs: created in its place 

STATEMENT OF THE N.ATIONAL DEBT, 1873-19x0. 


1875-1376 

i83o~x88x 

1885-1886 

1S86-1887 

1887-1338 

1^-1889 

jSSg-xSgo 

S890-189X 

1895- 1896 

1896- 1897 
i8^-i8g8 

1898- 1899 

1899- 1900 

1900- 1901 

1901- 1902 

1902- 1903 
X903-'I904 
1904-1903 

1903- 1906 

1906- 1907 

1907- 1908 
1508-1909 
1909-} 910 


£ 

766,4x5,834 
769;S56 ,c 44 
739»237.3S3 
741,400,384 
735-S49.930 
704 052,6x4 
697,043,755 
688,348,306 
<5 SSj 9<^,928 
^48,306,426 
64 X,xs 3,436 
635,070,635 
628,021,572 
628,930,653 
689,469,953 
745*0x55650 
7705778*7^2 
763,629,777 
755*073* 109 
743*s*9*9?7 

729*505*543 

7XX *475*865 
7oa;6S7,S97 



£ 

4,637,422 

6,178.94s 

1,486,998 

5*856,454 

4.933*357 

8,009,858 

8,384,563 

9*S73*5<56 

7.602.302 
7,183,000 

6*052,791 

7,049,063 

7,030,919 

x> 46 o.. 7 oo 

4.454.303 
6,236,888 

10,148,985 
8,315*3500 
11, 852,133 

3^3,73:4.432 

18,029,680 
8*787, 9«»9 


Tk‘bt. 

Oi'cated. 


8,795,252 

800, cco 

3.650.000 
nil 
•ml 

1.000. 000 
90*5^5 

3.188.000 
nil 
nil 
■nil 
nil 

8)000,000 

62.000. 000 

60.000. 000 

32.000. 000 

2.000. 000 
7S7.*432 

ml 
nil . 
nil 
nil 


Ntt Intn*eaKe+ 
or Decrease — 


; -I- 2, 157,830 
1 “ S.378*9'^S 
+ . 2,i63)0oa 

5*850*454 

“3:^*497:326 

7,009,858 
8*494*450 
“ 6,385*566 
~ 7,602,502 

— 7,183,000 

- 6,032,791 

“ 7*049,063 
4- 909,081 

, 60,539*300 

1+55*545,697 

+25*763,112 
8 ,i<| 8,93 s 
i~ 7*557,668 
- 11,852, 13a : 
“13*7^4*432 
-18,029,680 
“ 8,787,568 
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TU United Kiiigdom—Naiimtal Beit. 


Tl^ Debt is of three descriptions I. Funded 
(^yPemmmnU 0 ) Terminable ; II. Unfunded : 
III. Certain other Liabilities. The Funded and 
Unfimded (or lloating) Debts are included in the 
fixed annual charge, and details of the various 
descriptions are given below :~ 


I. Funded Debt. — ( a) Perma/mit, 


That is, Debt which the Government is not 
under obligation to pay off at any fixed time. 
Ihis consisted of the following stock on 
; 3x March 

ll/ S^^ff"i^S77>342.oi7£573,739,x43 


per cent. Consols... 
2^2 per cent. (i6 Viet.) 
Bank of England Debt 
Bank of Ireland do. ... 


4.151)077 

30,469,927 

11,0x5,100 

2,630,769 


4,1x2,366 
3o,ki)58o 
XX, 015, ICO 

25<530)7S9 


^623,608,890 ;i^62i, 838,937 


0) TenmnaUe Annuities. 


These are a description of .Sinking Fund J>y 
I iJiyans of which a considerable portion of debt is 
; paid oft 5 ear by year, and after a certain time 
i the capitalized .sum entirely extinguished, the 
i Treasury giving an Annuity for a certain number 
: years in exchange for permanent stock. 

"he following is a list of tlie.se terminablo 
, a;muitie.s with their amount, the dates 'when 
i they expire, and tlieir capitalized value a.s on 
' March 3x, 1909:— 


<x) Annuities for Life and Terms of 
Years (;^i,463,46s, ci'eated 

*830"i8^) ^C*4>438,4S2 

(2) Aimnitie.s created by the Na- 
tioiial Delit Act 1883, Na* 
tional Debt Txical D>ans Act 
1887, and the Finance Act 
xSgg:-*- 

00 -Savings Banks Aniiiiities 
(£490,533 expiring in X913- 
i95:4> 

(/•) Savings Banks Annuities 

(£773^7 expiring in 1924- | 

, , *925) 10,873.380 I 

(,-^0 lsi.)ki)ebtAmmities(;^745,2xS I 


2.468,573 ' 


expiring in 1924) 

(3) .Minor Annuities:-— ' 

{((} Trustee Savings Banks Defi- 
cionoy Anniiity (.£ 3 :i.Ojz 
created in i83x and expiring 

in 19x7) 

Sinking .Fund Anniiltv 
(;i£sS .547 created in sSSa 
and expiring in X934).. 


9,542, s6i 1 


0 ) 


686,741 I 


sisted of six months’ XreasniT Bills to the amount 
of £i4,5m.ooo, and also of War Stock and War 
Bonds (aj., per cent.) repayable in 19,0 to the 
,“4 Exchequer 


Jtn.wnequer Bond.s 
® annual drawings of 


-v./ auuuui urav 

.^^,000 to the amount of £7,000,000. 

• interest is included 

m the Pemanent or Fixed Annual Charge is 
therefore £702, 687, %7. “ 


HI. Other Capital Liabilities. 


These .sums, which are not included in the 
capital on which interest is arranged for in the 


— ailuimuu 101 111 Lil 8 

permanent charge, stood a.s follows on 31 March 
1909 ’ 


Lndcr Barracks Act, 1890 

„ Telegi-aph Acts, 1892 to 1907 
„ Uganda Ilailway, 1896 to xooa 

„ Public Offices Act, 1893... 

„ (Whitehall Site) Act, 1897 ... 

, , Boyal JSlger Coinpy, Act, xSoo 

♦, ^aval Works Acts, x893~xqos 

5, Military Works, X897 to 1903 

, , Tand Registry Buildings, 1900 

,, Pacific Cable Act, 1901 

„ Public Offices Site (Dublin 

Act, 1903 

,, Public Buildings Expenses 

Act, 1903 

Cunard Agi’cement Act, 1904 


;Cs 8 s ,077 
6,880,839 
4? 337. 984 
403)701 
4S2).34o 
66x,666 
20,570,0x9 
11,805,171 
190,603 
1,880,79s 


89,620 


1,205,607 

2,470,000 


Total,. 


“£&h 433 > 4 ^z 


Bimdry Contingent or N-omina 
Liabibties whica the .State is not likelv to b 
cahed upon to any material extent to discharge 
On 3x March, 1909, these conslstefl of th 
following sums 


Lialdlity to Suitors (Chancery) £3 

M ), Bimkrupts’ Estates x 

‘I ^ &c. (Ireland) ... 

rt of Bankruptcy ,, 


Com 


h'liclaiincd Dividends (B. of England) 
„ South Sea Annuities, Ac ’ 

„ Dividends (Bank of Ireland) ... 

,, Prize il one V 

Life Annuities, Ac. (Nat. Debt Office) 
1 ) nelaimea Di vidend.s 


932,135 

23E4)S7S 

602,436 

42,542 

79.000 
39)788 

3C.4S9 

6,492 

20.000 
S37)9 i 3 


CtoiT OF THE DEBT. 


Total Capital vaUic...£3S, 009,337 ! for the last two 

i y<iars IS detailed below 


U. Unfunded Debt. 


I I. Amuiai Interest— 

I Funded Debt 

I Teiminable Annuities 

i Unfunded Debt......... 

II. Cost of Management . 


1 Uie I n funded Debt consists of loans, monev 
' periods, xvhich the Goveml 

i SSa certain dates, and is i .H* of Management . 

i Sf I - 

[ «». Ohn. I 


X907--X908 
' £. ■ 

15,773)533 

3,596,992 

1,584,073 

180,107 

8,365,294 


xgoS-xgog 

£ 

3:5,632,808 

3,550,707 

1,166,203 

175,156 

7,4S3 »i 26 
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The United Mngdom-— Trade, 4^9 

TBABE OF THE UNITED KINGDOM. 


Crentml Crstri; (lEerrfiantitse), 1700-1850, anlr 1854-1908. 






Year, 

Tr.til 


1 Domestic 

Total of Trade 

Year. 

Imports. 

Exports. 

Total. 

Per Head. 

Expo 
Per H 

rts 

ead. 

Per Heiid. 


£ 

£ 

£ 


£ 

s. 

</. 

£ 

■S’. 

(L 

£ 

s. 

d. 

1700 

4,600,000 

6,100,000 

10,700,000 

1700 

0 

IS 

6 

0 

x8 

0 

I 

z 

6 

1 1750 

7,230,000 

10,150,000 

17,400,000 

1750 

1 

2 

0 

0 

19 

6 

z 

14 

0 

x8oo 

30,500,000 

38,120,000 

68,620,000 

iSco 

X 

17 

0 

2 

x 

6 

4 

4 

0 

zSxo 

42,000,000 

45,870,000 

87,870,000 

x8io 

2 

8 

0 

2 

2 

3 

5 

z 

Q" 

1820 

36,500,000 

51,750,000 

88,250,000 

1820 

X 

5 

0 

2 

X 

9 

4 

3 

6 

XS30...... 

46,250,000 

66,750,000 

113,000,000 

1830 

X 

9 

0 

2 

2 

0 

4 

13 

'..d 

1840 

62,100,000 

97,400,000 

XSO, 500,000 

1840 

2 

6 

0 

X 

x8 

9 

5 

9 

0 

j8so...... 

05,250,000 

82,500,000 

177,750,000 

1850 

3 

10 

0 

2 

zx 

zo 

6 

10 

0 

i 8 S 4 

152,389,053 

115,821,092 

268,210,14s 

1854 

5 

10 

2 

3 

xo 

2 

9 

14 

0 

185s 

243,542,850 

116,691,300 

260,234,150 

xSsS 

5 

3 

2 

3 

8 

zo 

9 

7 

0 

1856 

272,544,154 

139,220,353 

311,764,507 

1856 

6 

3 

2 

4 

2 

10 

11 


7 

! ■ 3 C 857 

187,844,141 

146,174,301 

334.0x8,742 

1857 

6 

13 

5 

4 

6 

7 

XI 

17 

10 

i 1858 

164,583,832 

139,782,779 

304,366,611 

1858 

5 

16 

0 

4 

2 

5 

xo 

X 4 

5 

i ' x 8 S 9 

179,182,355 

155,692,975 

334 . 875.330 

1859 

6 

5 

5 

4 

IX 

z 

II 

14 

2 

! i860 

210,530,873 

x 64 , 53 X, 35 i 

375,052,224 

x86o 

7 

7 

0 

4 

14 

7 

13 

o 

7 

! x86i 

2175485,024 

XS956325498 

377,117,522 

1861 

7 

10 

2 

4 

6 

5 

X 3 

0 

5 

1862. 

225,716,976 

166,168,134 

391,885,110 

1862 

7 

14 

7 

4 

5 

7 

13 

8 

5 

1863 

248,9x9,020 

196,902,409 

445,821,429 

1863 

8 

9 

5 

5 

0 

0 

XS 

3 

5 

1864 

274,863,934 

2x2,656,542 

487,520,466 

1864 

9 

5 

7 

5 

8 

4 

x6 

9 

0 

1865 

271,072,285 

218,831,576 

489,903,861 

1865 

9 

2 

2 

5 

XX 

5 

16 

9 

2 

x866...... 

295,290,274 

238,905,682 

5345x05,956 

1866 

9 

17 

2 

6 

6 

2 

X 7 

16 

10 

1867 

2765x83,137 

225,802,529 

500,985,666 

1867 

9 

2 

6 

6 

0 

0 

x6 

X 2 

3 

1868 

294,693,608 

227,778,454 

522,472,062 

i868 

9 

14 

0 

5 

18 

2 

*7 

4 

0 

1869 

295,460,214 

251,877,856 

532,475,266 

1869 

9 

12 

1 

6 

3 

7 

17 

4 

6 

1870 

303 . 257)493 

244,080,577 

547.338,070 

1870 

9 

x6 

9 

6 

9 

6 

17 

xo 

2 

1871 

33X5015,480 

283,574,700 

614,590,180 

1871 

xo 

10 

1 

7 

z 

7 

19 

xo 

X 

1872 

3545693.624 

3x4,588,834 

669,282,458 

1872 

IX 

2 

6 

8 

X 

0 

2 X 

0 

6 

*873 

37X5287,373 

311,004,765 

682,292,137 

1873 

XI 

XX 

2 

7 

x8 

10 

2 X 

4 

9 

1874 

370,082,701 

297,650,464 

667,733.165 

1874 

11 

8 

3 

7 

7 

9 

20 

XX 

zo 

*875 

373 . 939.577 

281,612,323 

655.551,900 1 

1875 

11 

8 

5 

6 

16 

6 

20 

0 

4 

1876 

3755154.703 

256,776,602 

63x593x5305 

1876 

11 

6 

8 

6 

X 

3 

xg 

X' 

zx 

X877 

394,419,682 

252,346,020 

646,765,702 

1877 

XX 

X 5 

zo 

S 

x8 

XX 

X 9 

6 

9 

1878 

368,770,742 

2455483.858 

614,254,600 

1878 

xo 

x8 

3 

s 

14 

z 

iS 

3 

6 

1879 

362,991,875 

248,783,364 

6x1,775.239 

1879 

10 

11 

8 ! 

5 

IX 

8 

17 

x6 

8 

j88o — . 

4x1,229,565 

286,414,466 

697,644,031 

1880 

; XX 

17 

7 i 

6 

8 

xo 

20 

3 

10 

1881 

397,022,489 

297,082,77s 

694,105,264 

i88x 

11 

7 

4 

6 

14 

0 

19 

17 

5 

1882 

4x3,019,608 

306,660,714 

719,680,322 

i 1882 

XX 

14 

7 ; 

6 

17 

a 

20 

8 

0 

1883 

426,891,579 

305.437.070 

732,328,649 

1883 

12 

0 

xo { 

6 

XS 

4 

20 

13 

2 

1 1884 

390,018,569 

29S.967.S83 

685,986,152 

1884 

10 

i 3 


6 

10 

6 

19 

4 

1 

1 188s ^ 

3705967.955 

27x5474.308 

642,442,263 

1885 

10 

6 

0 j 

5 

78 

4 

x? 

x6 

9 

1 1886...... 

349.863,472 

268,959,463 

6x8,822,935 

1886 

9 

12 

8 

5 

17 

2 

X 7 

0 

so 

i X887 

362,227,564 

281,262,885 

643.490,449 

1887 

9 

17 

IX 

6 

X 

3 

*7 

XX' 

8 

1888 

3S756355743 

298 , 577 . 54 X 

686,213,284 

1888 

10 

10 

3 

6 

7 

2 

x8 

X 2 

2 '' 

; 1889......' 

4275637.595 

3x5,592.679 

7435=30,274 

1889 

11 

XO 

1 

6 

X 3 

11 

*9 

19 : 

to 

1890 

420,691,997 

328,252,1x8 

748,944,12s 

1890 

IS 

4 

6 

7 

0 

7 

*9 

19 

7 

2891.;..,. ^ 

43S.44x.264 

309,113,718 

744,554,982 

1891 

11 

10 

5 

6 

10 

9 

19 

13 XX 

■" 189a j 

423,793,882 

291,640,166 

715,434,048 

1892 

XX 

2 

S 

S 

19 

I 1 ' 

18 

XS 

3 

! ^^3 1 

404,688,178 

277,138,270 

681,826,448 

1893 

10 

10 

X 

5 

X 3 

4 , 

17 

14 

3 

■ X894 ; 

408,344,810 

273.785,867 

682,130,677 

1854 

xo 

10 

2 

5 

xr 

2 ! 

17 

11 

X 

1 x 89 S : 

4x6,689,658 

„ 285,832,407 

702,522,065 

1895 

10 

X 2 

6 

5 . 

XS 

4 

17 

x8 


; 3C896...... , 

441,808,904 

296,379.2x4 

738,188,118 

1896 

11 

3 

■2 

6 

X 

4 

18 

'XZ'/XO. . ■■ 

x 897 -.-. .! 

451,028,060 

2945X74,118 

745.203,078 

1897 

11 

5 

7 

5 ■ 

17 

2 

x8 

X 2 

9 

1 3:898 1 

470,544.702 

294,013,988 

764,558,690 

1898 

XI 

13 

'1 

5 

XS 

7 

xS 

18 

8 

i . 1899...... j 

485.035.583 

329.534.658 

814,570,241 

18^ 

'll 

17 

XI ; 

6 

9 

9 

19 

19 

7 

; 1900...... ,1 

523.0755X63 

354 . 373.754 

877.448.9x7 

1900 

. 12 

14 

3 

7 

X 

6 

2 X 

6 

5 

I 1901...... 

521, 990, 198 

347,864,268 

869,854,466 

1901 

12 

XX 

3 

6 ; 

14 

9 

20 

x8 

8 

j 1902...... 

528,391,274 

349.338,779 

877,630,053 

1902 

12 

XX 

10 

6 : 

XS 

X - 

20" 

s 8 

4 

I 1903...... 

542,600,289 

360,373,672 

902.973.961 

X903 

12 

x 6 

X 

6 ; 

E 7 

3 

2 X 

6 

3 

! X904 

551.038,628 

371,015,321 

922.053.949 

■ : ■1904 

'12 

x? 

6 

7 

0 

6 

2 X 

xo 11 

I 1905...... 

565,019,917 

■407.596.527. 

972,616,444 

1905 

X 3 

1 

5 

7 : 

12 

7 

22 

10 

t 

I 1506 

607,888,500 

460,677,818 

1,068,566,318 

1906 

13 

x8 

6 

8 

12 

0 . 

H 

9 

6 

! *907 

645,807,948 

5x7.9775x67 

1,163,785,109 

1907 

14 

12 

XI 

9 '. ; 

X 3 ■: 

3 ■ ■ ■■ 

26 

7 10 

1 ,x9o8......... 

5925953^487 

456^727,521 

1,049,681,008 

1908 

13 

6 

3 ' 

8 

9 

4 

33 

IX 

3 


Figures for the years prior to 1854 are upproximatc only. 
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Umted Kingdom — Trade , 





impFttal antr jFoTrtgit Ci'alif*. 




IMPORTS (Imperial and Foreign). 


EXPORTS (Imperial and Foreign). 

Tear.] 

Foreigii. , | 

Imperial, 

Total. 

Year. 

Foreign. 

Imperial. 

Total 


£ i 


£ 


£ 



x 85 S 

I09»959>S39 ! 

33.S83>3 ii: 

143,542,850 

xSss 

88,235,224 

28,436,076 

1x6, 691,300 

x 86 o 

167,571,386 

4aj959487 

2 Io,S 3 o >873 

x86o 

117,988,436 

43,996,937 

164,521,351 

xB 6 s 

X98, 232,438 

72,840,797 

271,072,285 

1865 

167,284,823 

51,546,754 

3x8,831,576 

X870 

238,425,080 

64,832,4x3 

303,257.493 

1870 

188,689,345 

S5,3Pb33a 

344,080,577 

, X87S 

289,515,606 

84,423,971 

373.939,577 

1875 

204,957,312 

71,65 ',,011 

281,6x2,323 

1880 

318,710,760 

92,518,805 

411,229,565 

1880 

204,886,897 

81.52/, 569 

286,414,466 

*3Bs 

286,566,222 

84,4 oi >733 

370.967,955 

1S85 

185,984,796 

85,489,512 

271,474,308 

'X890:' j 

3®4>530,783 

96,161,214 

420,691,997 

1890 

333,729,649 

94,522,469 

328,352,118 

1895 

321,159,448 

9S,S3o>®io 

416,(^9,658 

1895 

209,760,256 

76,072,151 

102,083.109 

283,832,407 

X900 

413,434,34s 

109,640,921 

523,075,163 

! 1900 

252,290,645 

354,373,754 

1902 

432,474,8x7 

106,916,457 

528,391,274 

, 1902 

231,659,9*7 

117,578,862 

349,238,274 

X903 

I 428,929,497 

; xi3,^7~='.792 

542,600,289 

■ 1903 

! 240,883,483 

1 119,434,189 

! 360.373,^73 

x$o4 

1 431,020,222 

j 120,018,406 

551,038,623 

; *904 

250,331,825 

i 120,783,496 

i 371,015,321 

X90S 

! 437> 

i 127,868,726 

i 565,019,917 

1 190s 

, 284,883,607 

I 122,7x2,920 

407,596,527 

1906 

i 455.723,360 

142.165,2140 

1 607,888,500 

i 1906 

: 330.030,767 

1 130,647,051 

' 460,677,818 

X907 

488,670,888 

( *57,^37.054 

! 645,807,542 

, 1907 

370,523,086 

1 147,454.081 

' 517,977,167 

xgo 8 

463,125,429 

1 129,828,058 

i 592,953,487 

1 

190S 

321,060,834 

135,666,667 

456,727,521 

i 


EXPORTS (Domestic and lie-exported). 


i:\lPORTS AXl) EXPORTS OF BVLLIOX. 


Year, | 

Domestic. 1 

KfS'Expoits. 1 

Total. 

1 — 

! Year.' \ 

Inxjwrts. 1 

Expoi'ts. 


' £ 1 

£ 

£ 

1 1840' !j 

£ 

£ 

1840 

51.308,740 



I 

5.434.167 

1843 ' 

1830 

60,111,082 

71,367.885 

it recorded. | 

i 

i *845 if 

, 1830 ' i 

Xot recorded. < 

4,066,886 

6,940,346 

1855 

95,688,085 

i 22,003,215 

j 116,691,300 

18SS IJ 

(' 

18,828,173 

i860 

* 35 , 891, **7 

1 28 630,124 

■ 164,521,351 

! i860 ! 

22,978,1.36 ; 

25.534.768 

1865 

165,835,725 

' 52,995,851 

1 218.831,576 

1S65 

21,462,2x1 1 

*5.092.524 

1870 

109,586,822 

' 44.493.75s 

1 244,080,577 

1 1870 

29,455,668 

18,9x9,690 

1875 

223,465.963 

' 58,146,360 

j 281,612,323 
285,4x4,466 

i *875 

33,264,789 

27,628,042 

z 83 o 

223,060,446 

63,334,020 

1 xS8o ! 

16,253,883 

*8.889,303 

1885 

1 213,115.114 

; 58,339, *94 

, 371.474.308 

t88s 

22,010,166 

2* .783, 10$ 

1S90 , 263,530,585 

64. 72*. 533 

1 328,252,118 

1890 

33.953.708 

255*70,072 

1895 

226,128,246 

59,704,161 

j 285,832,407 

j ■ *895 i 

46,675,661 

1 3 *. 726 , 759 

1900 

‘ 201.191.996 

; 63,181,758 

i 354.373.754 

X900 t 

39 .S* 3.*73 

1 3 * >973. 039 

1902 

; 383 423.966 

; 65,814.8x3 

! 349.238,274 

I *902 ! 

3 *. 393.345 

! 26,125,206 

1903 

. 290,800, loS 

, 69,573.564 ! 360,373,672 

i *903 i 

38,967,733 

1 39 . 233 , 23S 

1904 1 300,7x1,040 

70,304,281 

' 37 *.ois, 32 X 

X904 

45.563.927 

46,302,832 

1905 

329,816,614 

, 77.779.9*3 

1 407.596,527 

i *905 

51,559.909 

i 45 . 39 *.S *9 

igo6 

, 375 .. 575 . 33 « 

, 85,102480 

1 460,677,8x8 

1906 

63.330.653 

61,482,552 

1907 

4^6,035.083 

• 51,942,084 

1 5 * 7 . 977 . *67 

*307 

73.072.439 

, 67,786,858 

igci^ 

, 377 ,*o 3 .S ‘’^4 

79,623,697 

! 

j 450,727.52* 

190S 

56,472,203 

j 63,252,987 


aiitr iH.rportsi 


The ta])les on the next page show the value of ' 
Ilritish luiports and Domestic Exports, diReren* ' 
tiating imperial and Foreign customers, and ' 
summari.dng the merchandise into the four ■ 
maiu headings of Fo:>d. Drink and Tobacco, Raw , 
Materials, Manuiaeturea, and Jliscellaneous. ' 
The values are as ascsitaincd by the Board of , 
Trade, and represent in the caso of Imports the • 
fun value (whut is kiiovin as “C,LF/')) cost, ' 
insurance, ai\d freight, or if sent on consignment ' 
the sale value at the date of entry ; in the case . 
of exports the tenn Domestic'' includes only ; 
British and Irish produce or manufactures, and 
the vahie»4 are thoie kuomi as “F.O.B./’ ie., 
c{fet and charges for delivery on hom’d the ship. ; 


It must always be borne in mind that Imports 
have two values-— F.O.B. 'when they start and 
0,LF. when they arrive ^ the latter being 
the tree on board, or cost, -^Jus insurance 
and freight. Similarly, exports scheduled 
with their F.O.B. values as above are en- 
hanced in value (= C.I.F.) by the time they 
are iamied. The existence of these two values 
accounts, in some degree, for the difference 
between the figures ascertained by the Board 
of Trade for the I’lnted Kmgdom and those 
ascertained by tlie statistical authorities of 
other odiintrics. 


ALHANACKj 1940. 
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The United Kingdom— Trade. 


CustomOT. 

The countries which send the most merchandise are also the priuciiml buyers of United Kingdom 
goods, as will be seen from the following table:— 


IMPERIAL IMPORTS AND EXPORTS, 1908. 
(Di million s of jg’a sterling.) 


IMPERIAL IMPORTS AND EXPORTS, 1908.' 
(In millions of Bterliiig.) 


IMPORTS pro:m 

tEXPORTSTO 

ITtlPORTS FROM 

EXPORTS TO 

Country. 

Value.; 

Order. 

Value. 

Oi'der. 

Colony. 

Value. 

Order. 

Value. 1 Order. 

United States 

124 ‘1 

I 

43-5 

2 

India 

29’6 

X 

SO '8 

1 

France 

4S 0 

2 

317 

3 

Australia 

29-0 

z 

25* 6 

z 

Germany 

33 "o 

3 

463 

X 

Canada 

26 '2 

3 

14*2 

3 

Holland 

3<5-3 

4 

sS-8 

8 

New Zealand 

i4’6 

4 

9‘S 

4 

Argentina 

357 

5 

i6'9 

6 

Straits Settlements 

7'9 

5 

3'4 

7 

Russia 

28 ’I 

6 

zo'$ 

4 

Cape Colony 

6 ’o 

6 

8-8 

5 

Belgium 

25-1 

7 

syi 

5 

Ceylon 

5‘2 

7 

1-8 

XI 

Domnark 

IQ ’6 

8 

S'3 

z 6 

."West Indies 

2'I 

8 

2'6 

10 

Egypt 

27'S 

9 

9-8 

so 

Nigeria 

2*0 

9 

2-7 

9 

Spain 

3^3*3 

so 

57 

15 

Channel Islands 

1.5 

10 

x'S 

13. 

Sweden 

10 '3 

IS 

7'2 


Natal 


xs i 


6 

Chile 

7'3 

12 

4‘i 

18 

Gold Coast ' 

*6 

22 

'I’X 

'^3 

Brazil 

69 

3^3 

8-4 

X2 

British Guiana ' 

•6 

13 

•7 ' 

14 

Norway 

6-5 

S4 

4*4 

17 

Hong Kong 

■5 

14 

3‘o 

8 

Asiatic Turkey 

5'x. 

IS 

7*2 

14 

Newfoundland 

*3 

15 

' 'S 

16 

Italy 

3 '4 

s6 

s6o 

7 

Brit. E. Africa 


x 6 

•s 

17 

Ruiiiauia 

3 3 

17 

2*0 

so 

lvr.<i,TTTitin.s 

*25 



lO 

China 

1 3'® 

i3 

0*3 

f 

IX 

Sierra Leone 

* X 

xS 

.3 

*4 * 

x8 

Japan ■ 

— — 

i a ’9 

i 

19 

XO'X 

i ^ 

Gibraltar 

‘02 

19 

•6 

IS 


Prmfipal Erticlrs imiportrlr, 1907-1908. 


IMPORTS. 


Animals, living 

Oxen, Ac 

Sheep and Lambs 

Horses 

Apparel 

Bacon uml Harns 

Beef, Fresh 

Butter 

(.Vioutchoue 

Cheese 

Chemicals, I^'es, tfee. 

Coi'ou 

Co/er ... 

Corn : — 

Wheat 

liarley 

Oats 

Maize 

M'heat Flour 

i Cotton, raw 

; „ Yarn A iiumuf. 

i' Eggs ........................... 

; Ekietrical Goods 

■ Embroidery, Ae. 

; Fe.aLhcm (lU’nauiontal) 

I Fish 

; Flowers, Artillvdal 

I Fruit:— 

; jDr/t’d, Ac 

i Fresh 

01as.H and Earthenware 

Gum 

Hemp 

Hides and Bkins .... 

.lute 

'Urd 

Leather, Ac. 


1907. 

2908. } 

IMPORTS. 

2907. 

X908. 

£ 

£ i 


£ 

£ 


6,480,143 

Machinery 

5,311,681 

4,552,904 

8,021,262 

Manures I 

3 ' 7 .i 6,893 

3,036,877 

168,531 
4291S49 1 

122,535 

412,607 

Margarine, &c ; 

Metals : — 

3,036,796 

3,307,967 

4.543,257 i 

4,200,819 

Copper : 

11,583,992 

10,427,547 

13,081,384 : 

17.56s.s48 

Iron Ore ! 

7,359,649 

4,974,723 

xo,3Q7,xo2 ; 

10,276.957 

Other Metallic Ores . ; 

10,128,132 

8,901,105 

22,417,926 1 

24, c^, 912 

Ivon and Steel | 

7,215,177 

7,681,512 

10.834,759 

8,370,905 

Lead... j 

3,936,342 

3,224,394 

6.905.509 ! 

6,684,203 i 

Tin i 

7,598,677 

6 , 337 > 21 S 

11,629,978 

10,185,617 

Zinc, crude j 

2,137,887 

1,562,030 

1 , 835,734 

3,053.391 

3,068,061 

ACilk, Condensed 

1,544,194 

2,437.693 

2,186,680 

Motor Cars and Parts... 
Mutton, Fresh 

4,552,786 

8,687,407 

4,112,461 

8,140,029 

37.346,54s 

38,295,327 

Oil 

24,630,131 

21,852,256 

6,564,670 

6,113,945 

,, Petroleum 

Paper, &c 

6,067,285 

■6,662,71 X 

3,383.553 

4,162,576 

5,673,887. 

■5,798,655 

14,604,504 

xo, 388,061 

„ rnateriais for ... 

4 , 363 , 297 

■■ ■4,610,797 

6,694,082 

7.075.331 

Pork j 

i,666,6sx 

■:. 1,660, ,286 

70,458,197 

S5.834.s33 

Potatoes ; 

: 2 , 371 , 545 . 

i,967,2'i6" 

9,871,076 

9.475.795 

Rice ^ 

2,800,464 

2,555,808 

7,135.530 

7,183,112 

Silk manufactures ...... 

1 1.2,862,834 

13,621,609 

1,247,650 

1,263,762 

N//iViA 9 

1 1,973,675 

1,7x4,04s 

2,170,074 j 

«,»i 3 .S 38 

; Stones, ilarhde, Ac. ... 

i 1,261,287 

1,219,309 

2,361,176 

s. 33 i. 9 i 8 

j Sufjar^ refined 

I 11.802,374 

12,185,787 

2,866,349 

3 .so 4 , 8 S 5 

„ ‘uhrailned 

; 7,331-780 

7,8x7,640 

3.458,555 

3,072,298 

j Tea ‘ 

; xo: 744,7 19 

10,734.415 

X, 0x6, 464 

! ij 073 , 7 xs' ■ 

i Tobacco, rnamt/d 

I „ mimtmvfd. ... 

; Tovs and Games * 

1; 143, 170 
: 3,072,663 

1,303,527 

3,863,626 

3,096,441 

3,1x6,004 

i 1,279,485 

i,so8,o66 

10,977.368 

10,955.829 

Ti^i »e. .. ............... ... .... 

; 4,0x0,333 

3,502,702. 

4 i 05».434 

3.685,330 

Woo l and Timber 


i : ' 2 , 3 ; 26 ,aX 3 
4 , 037 » 2$4 

1.8x6,573 

. 'Hewn 

6,989,420 

6,878,495 

2,949,6^ 

Sawn 

; 17,146833 

14,531,127,, 

10,752,733 

$, 4 a*. 96 S 

Manufactured 

1,920, 716 

1,970,917 

. 8 ,x 6 s, 2 a 5 ' 

5,883,822 

Wool 

! 36,459,820 

30,746,999 

4 , 491.539 
10,761,940 

4,407,410 
■ii>s6sit,7O0 ' 

n A'am and Manuf. 

j 10,789,739 

I 

5,500,056 


WHITAKER’S ALMANACK, 1910 ,' 


lUrmriptil Sornffitic iiPxporls, 1907-1908, 


1 Animals, ]ivin,u: 

i Apparel 

I Anns and AmMiiiiiitioii 

I Beer and Ale 

i 3)iacuits and Cakes 

I Books 

! Caouteliouc Maruifs. ... 
i Carriages, Ac., Pi.ailway 

; Chemicals, Ac. .... 

I Coal, &c 

Confectionery, Jams, Ac. 

Coni and Grain 

Cotton Yarn 

Cotton Mainifactures ... 
[Piece Goods— 

unbleached 

bleached 

printed 

dyed 

Thread 

Lace... 

Cycles and Parts ......... 

Earthenware and Glass 
Haberda.sheiy ............ 


£ 

i.543v92!S 

9,56x1642 

3>oo4>7S3 

1,885,918 

1,023,091 

2,084,152 

1,689,1x3 

4.350.227 

*7.052.755 

42,118,994 

1,081,544 

3,089,163 

15,416,971 

110,437,092 

22,422,759 

21,296,498 

15,823,643 

21.505.35t 

4.944.499 

4,871,889 

1,288,044 

4,048,893 

*,39S.7'57 


£ 

1,165,476 

8.852,775 

2.898,745 

*,697.703 

1,0x6,040 

2.017.912 
1,447,117 
3.223.348 

16,27X3089 

41,615,923 

1,092,001 

3.522.912 
12,844,700 
95.055.5*3 

*9.970,594 

18,838,345 
*3, 399. *44 
18,019,4331 
4,342,492 
3,856,422 
1,419,89s 
3.700,037 
1,164,125 


Herrings and Fish 

Hides, Ac. 

Iron and Steel 

Other Metals 

Jute Y^arn 

„ Manufactures 

Leather and Manufacts. 
Linen Y^ara....... ...... ..... 

,, Manufactures ... 

Machinery 

Motor Cars and Parts... 
Oilcloth 


Pai)er, &c 

,, Stationei^' ..... 
Ships and Machinery.. 
Silk Manufactures ..... 

Soap 

Spirits 

Tobacco 

YVood Manufactures .. 

Wool 

Woollen ITarn Maufcts 
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1507. 

1908, 



6,434,002 

5,492,463 

5,138,223 

4,604,048 

1.8:7,217 

1,424,760 

46>563*386 

37,406,028 

11,674,131 

8,856,472 

1,232,238 

7x3,291 

2,876,564 

2,144,346 

4,559,037 

3,826,258 

1,242,638 

903.467 

7>34S>74o 

5,799,198 

3*>743»253 

30,999,516 

1,324,958 

1,728,853 

2,38*>49S 

1,196,476 

3,429,748 

3,091,825 

2, 344^230 

2,314,967 

1,780,446 

1,527,187 

10,018,1X3 

*0,567.475 

2,009,6x3 

1,322, 987 

1,426,803 

1,398,466 

3, *15.279 

3.0*3.830 

1,262,498 

*.399.994 

1,407,932 

*.256,805 

3,207,904 

2 ,66 z;XSi: 

34. *58,857 

28,391,922 


ARMED FORCES OF THE CBOWK. 

British FionTma Fleet Compared (31 March, 1909). 



CliASSlFJCATIOK. 1 ' 

K. 

Japan. 

France. 

Russia. 

... 

Geum anv. 

Italy. 

U.S.A. 


j Built 

Bldg. 

Built 

Bldg. 

Built 

Bldg. 

Built 

Bldg. 

Built 

Bldg. 

Built 

Bldg. 

Built 

Bldg. 


Battleships..... S3 

6 

14 

4 

18 

6 

7 

8 

32 

*0 

10 

X 

26 

6 


Coast .Defence, Armd. ... 
Cruisers — 



10 

... 

2 


xz 

... 

— 

... 

xz 


f 

Armoured 38 

X 

XX 

2 

20 

2 

4 

2 

8 

4 

7 

3 

*5 


! 

Protected, 1st Class 18 


2 

... 

5 


7 






3 

... 


„ and „ 38 

5 

xo 

X 

12 


2 


21 

7 

4 


x6 



„ 3rd „ i6 

Unprotected 


8 


XX 


2 


12 


12 

... 

2 


' 

2 

7 

... 



2 


11 

... 



10 



Scouti 8 



... 



... J 




... 


3 



Torpedo Vessels 23 


2 . 


*3 


6 


1 


5 


2'' ■ i 



146 

as 

SS 

3 

56 

16 

97 


73 

24 

*7 


■20- ■' 

*5 ■ 


Tinpedo Boats j 80 


69 


a6z 


84 


83 


[jzg 


30 ‘ 



Submarines j 45 

J 53 

9 

2 

49 

49 

24 

IX 

4 

4 

j 7 


X2 J 

16 


1 




; 











EfiTAHJ.IPnMCN-T. '[ EiTCrTIVCS. 


! Regular Forces, RcLdmeiital (at home and abj-oad).. 

j Regular Forces in India 

Colonial and Kative Indian Corps 

■Army Reserve 

! Special Reserves 

Militia Reserve ..... 

Channel Islands Militia 

Malta and Bermuda Militia 

Territorial Force (including Permanent Statf) 

Officei-s’ Training Corpsj 


Horses and Mules (at homo and abroad).. 
M » (India) ..... 


* WHITAKEif s'* AiEiMANACrKr 1910. 


1908 1Q07. 

1909-1910. 

1939. ,,,, 

*70,615 

168,391 

168 252 

76,155 

76,009 

76,590 

8,451 

8,604 

8,050 

143,000 

137000 

134, no 

80,301 

90,664 

67,780 

2,000 

*,650 

1,704 

3>*63 

3. *63 

2.984 

2,862 

2,862 

2.660 

3*4.063 

3*5.842 

210,100 


I 7S8 

416 

799,610 

804,973 

680,107 

3*.9*3 

■■:'3 *»o 63'. 


, *9,800 

20,358 



474 The United Kingdom — England. 

THE KINGDOM 

may be roTX'ilily «aicl to be divided from Scotland 
on tlie north by the Cheviot Hills and the rivers 
Tweed and Solway, and from Wales by the 
Severn and Deo. Except in the west and the 
north, Eii.daiid is for the most part a level 
coxintry, so cultivate<l as to he highly prodrictive. 
The otiicr districts have mineral riches, including 
iron, tin, lead, zinc,, slate, and coal, which make 
al)iiiid:iiit amends for the poverty of their 
suiiace. 

The southern and eastern parts of England have 
a population mainly derived from Belgic Gaul, 
whilst the western districts and Wales have been 
pc-.jpled from tlie We.st of France and the North 
of Spain, while Ireland and Scotland are believed 
to have been peopled by a race originally Belgic. 
tVhen the Bonxans first came to our shores the 
inlnibitants might have been roughly divided 
into txvo sections : those who lived inland, and 
who may with some reas(m be called (Jeltic 
colonists, were a race of hunters and shejdierds, 
dressed in the skiu.s of beasts, and inhabiting 
huts made of rude wickerwork and covered with 
rushes ; whereas the eoa.st'dwellers w'ere, pro- 
bably, of Gallic origin, with some approach 
towards civilisation, and holding intercourse, 
for pnrjjoses of trade, with foreign merchants 
visiting the island. Neglecting the Homans, 
who \'’ere no more than mere military garri-sons, 
and mingled little with the natives— -much like 
Europeans in the East at the present day— -we 
have the Saxons and Jutes established from 
Kent to Devonshire, and the Angles (and subse- 
quently the Norsemen) from the Thames to the 
Tweed. The Norman Conquest brought in a 
mixed multitude from the Continent ; the ware of 
Stephen introduced a numerous body of Flemings, 
who were settled by Henry TI. in Wales; and the 
commercial views of Edward TIL led to the estab- 
lishment of a still larger body of the same people 
as elothwurkcrs in Kcnit. The west of England 
wa'« known to the Phoenicians, and w’as resorted 
to by them for its tin, four centuries or more 
ii,C. ; hence the whole conntiy received the name 
of the Cassiterides, or T'in Islands. When invaded 
by <Ue3ar(n.c. 55) it was called Britain (perhaps 
ilevived from Prydain, the name of an early chief 
of great poworl, or sometimes Albion, that is, 

1 Ihe Whiti> L(UiiU D'oju the white edift's on the 
i coast. 

and Liae S’tark.—ln 1908 the culti- 
vatcl ;i:vc:i was 34,585,455 r—Aores uiitler Wheat, 

! 1,5.^3.733; Barley, x. 333, 336; Oats, x, 958,810; 
itMTi-, 383, ; Peas, 362,023 ; Bye, 45,842 ; Po- 
tatoes, 391.083; Turnip.s, 3.052,488; Mangold, 
4xs,3<So; Cabbage. 60,489; Kohl Kahi, X7,i77; 
Bane, 74,303; Ci >ver and Kotatioii Gras.se.s, 
2.55'>.5o3; Small Fruit, 75.750: Hops, 38,923; 
Of,bcr Crops, xii,532 ; Bare Fallow, 301,2x0; 
total arable land, 10,659,477. Permanent gra.ss, 
33,000,922. Tae produce in 1908 wa.s 6,225, i8x 
qum'ters of wheat (^z'x 6 bushels per acre); 
S'5x7,t5S <iU!irters of barley (32*48); 9 . 9 $ 3>773 
quarters of oats (^o'Sx); 1,057,467 quarters of 
beans (29-94); S40‘,4^>4 quarter.^ of peas (28*24); 
bins of potatoe.3 (6-95 tons per ft<?re); 
ions of turaipa ami swedes (x3’'79) ; 
8 . 75§'.647 tons of mangold (21*08) ; 2,507,094 'ions 
of hay from clover, sainfoin, and rotation grapfjs 
(3X'93 cwt. per acre); and 5 4x9 tons of My 
from permaiieut ^ass (25*4 ewt. per acre}. Tlie 
Live Itek ineluaad x, 179, 902 horses; >^1^46,5x2 
mm and heifers ; *,95*, 766 other cattle j 5»98o,x25 

OF ENGLAND 

ewes for breeding ; 9,978,750 other sheep and 
rams ; an<l 2,439,087 pigs. 

Edacation. — Public Elementary Education is 
free, and is conducted in various in.stitutions ' 
know'n as Ordinary Public Elementa,ry Schools,* 
with 223.027 boy;? and 208,685 girls under 5 yeav.s, 
2,262,809 boys and 2,224,458 girls over 5 and under 
12, and 533,569 boys and 533,182 girls of x2 years 
and over, on the registers in 1908. There were also 
39 Higher Elementary Schools, w-ith accommo- 
dation for 32,471 scholars, and Special Schools for 
Blind, Deaf, Defective, and Epileptic Children, 
Teachers are trained at 696 Pupil -Teachei* 
Centres and at 79 Training Colleges and 27 
Hostels. Public Secondary Education is con- 
ducted at 840 Hecognised Secondary Schools, at 
6,874 Evening (Continuation) Schools, and at 
193 Day Technical Classes, 40 Art Classes, 37 
Technical Institutions, and 225 Schools of Art. 

A Parliamentary grant of ;^ii,38o,784 was made 
for Public Elementary Education in 1907, the 
total receipts for that purpose being 31,702, 300, 
exclusive of ^£^9,491,703 received from Local 
Bates, the total payments being ;£j2i, 194,003 in 
3907. In addition to State action, there are 
many establishments know-n as “The Public 
Schools,” where the upp,er and middle classes 
are educated at their ow*n cost ; and Universities 
at Oxford (3249 A.B,), Cambridge (1257 A.L>.), 
Durham (1831), London (1836), Manchester (1850), 
Birmingham (1900), Xdverpoot (*903), Leeds (1904), 
Sheffield (1905), and Bristol (3909), wdth various 
University Colleges throughout the Kingdom. 

Oi'cnpationa (xgo'^).--i)i the 12,134,259 males of 
10 years and upwards in England and Wales in 
1901, 1,071,040 were engaged in Agricnltaire, 
3,042,864 in Building and Works, 774,291 in Food, 
Tobacco, DriTdc and Lodging, 640,989 Coal and 
Shale ;Mi-ne Worker.s, 626,263 Engineering and 
^kfachine Making, 548,190 Dock, Coal and General 
Labourers, 430,645 Hoad Conveyance, 351, 91X on 
Baihvays, 3ix,6i8 Professional, 307,889 Com- 
i merclal or Business Clerks, 233,000 ^yood, 

, Furniture, Fittings and Decorations, 229,123 
i Tools, Dies, Arms and other MetaV Timles, 
222,796 aferchants, Agents, Accountants, Bank- 
ing and Insurance, 196,898 Cotton Manufactures, 
184,081 Boot and Shoe Trades, 180,496 Messengers, 
Porters and Watchmen, 179,932 .Domestic Out- 
door Service, 171,687 General or Local Govern- 
ment, 168,238 Defence, 131,429 Boas, Hivers and 
Canals, 130,731 PrecjoiLs iMetals, .Jlewels, Wat^dtes, 
Instnunents and Games, 124,263 Domestic Iii- 
dfior Service, 119,54s Tailors, 115,083 Cycles, 
Coaches and other Vehicles,. 111,081 Drapers, 
Mercers and Dress, 107,170 Printers and Litho- 
graphers, and 101,938 t'hemicals. Explosives, oil. 
Grease and Soap Makers, Of females, 3,254,242 
unmarried and 917,509 married, .aged lo and 
upw’ards, were occupied, 1,330,783 being in 
Domestic Indoor Service, 340,582 JL>res.smakers, 

! 332,233 Cotton Manufactures, 196,14s Fjanndry 
; and Washing, 172,873 Teaching, 142,687 Food 
j and General 'Shopkeepers, 122,068 W’ooHeu and 
Worsted Manufactures, 117,640 Tailoi’csses, 
111, 841 Charwomen, and 95,900 Btayinakers, 
Bhirtinakers and Seamstresses. 

* These Sclico^a ace also divisible as “ Provided,” where 
the provision of the fabric and the cost of maintenance 
is borne by the public, and “IS’on-Provided.” where the 
buildings are not provided or maintained by the public, 
bub by a religious denomination. 
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The UniteH Kingdom — Englkh Counties, 475 

Statistics of English Counties. 

This foUo^vinsj; tables sliowthe Area and Population of each County"^ in Eiij^'land and Wales 
according: to the Census of sooij the Rateable Value as settled by the Assessment Committees in 
the Valuation Lists in 1908, the amount of Kates received by Boards of Guardians of Poor Law 
f 'nioiiH in each County for their own purposes {i.e. excluding county contributions) dujcing the year 
ended Lady Day, 1908, together with the number of Paupers who were actually in reetdpt of relief 
on .] {in, xst, 1909, ' 

Tiie total poifiilation of England and Wales in 1901 was 32,527,843, as compared w'ith 29,002,525 in 
1891. The total number of Paupers receiving relief on Jan. xst, a9c>9, was 9S9>S48, being an increase 
of 31,177 when compared with the previous year. The total cost of Kelief to the Poor for the year 
endeii L{xdy-Day, 1908, excluding the expenditure of the Metropolitan Asylums Bouid in connection 
with hospitals for infectious diseases, was 14, 3x2, 782. 

The total amount of Kates received by Boards of Guardians in England and Wales for their own 
-purposes during the year ended Lady Day, 1908, was j£xi,928,863, as compared with 118,836 in 
the xu'evirjus 3’ear. This was equivalent in 1908 to a rate of i,s*. in the £ on Assessable Value or 
6,v. lod. per head on estimated population. The receipts in aid of these Kates, inclusive of grants 
from County and Borough Councils, and grants under the Agricultural Kfites Act, i8g6, amounted 
tn jg'3, 800,000. The ci;st of llelief to the Poor for the year ended Lady-Day, xgoS, amounted 
to 8.V. z}<d. per head of the estimated population. {For statisHcs and other ]}ariicidar8 an to 
Wales, see next 2)a[/e.) 


No.ofAcrea.iPopulation. jllateableVal.iPoor Kate.! 1 Paupers, i 


Loans Ijiectenant. 


Bedford 

Berks 

Bucks 

Cambridge 

Chester 

Cornwall 

Cumberland 

Derby 

Devon 

Dorset 

Durham 

Esse.x 

Gloucester 

Hants 

Hereford 

Herthu'd 

Huntingdon 

Kent ..i 

Lancaster 

Leicester 

Lincoln 

Lomb.)!! 

Middlesex 

Monmouth 

Norfolk 

Northampton .... 
Northnmbei’knid. 

Nottingluua 

Oxford 

I Kutland 

Salop 


Salop 

Suinerset 




X90X. 

174,972 

283,531 
x73,o6x 
zoo, 680 

774,638 

318,591 

266,933 

491,032 

664.697 
199,968 

1,194,590 

1,062,645 

648,627 

768,608 

112,549 

239,760 

46,730 

933,144 

14,437,518 

440,932 

492,994 

4,536,341 

810,306 

3x6,864 

467,754 

348,947 

603,119 

396,703 

186.698 
20,743 

259,088 
466,193 
1,251, 9x0 
361,900 
7 * 8,549 
605,785 
906,601 
64,409 

263,944 

500,819 

433,936 

373,9*8 

2,766,471 


1908. 

£ 1 , 095,896 

1,983,688 

1,133,584 

1,325,292 

5,007,762 

1,522,539 

1,824,586 

2,638,095 

3,946,667 

1,2x8,007 

3,923,473 

6,106,315 

3,7x1,499 

4,796,709 

904,4x8 

1,706,579 

349,997 

6,021,298 

25,227,711 

2,669,252 

3,248,387 

44,726,214 

6,583,755 

1,828,609 

2,412,402 

2,018,050 

4,0x2,859 

3,284,429 

1.268.650 
204,602 

1,92*, 473 
3,241,944 
5,701,982 
1,782,084 

6.537.651 
4,615,283 

3,405,767 
577^7 
*,397,3*7 
2,780,159 
2,760,890 
2,643,699 
14,642, X04 


Stafford 77*, 43* i:2S*,9*o 3,701,982 343,734 39,082 lEarl of Dartmouth. 

^nlfolk 931,132 361,900 1,782,084 1x9,238 13,956 Hit. Hon. Sir W. E. Gurdon, 

f^urrey ; 463,533 7x8,549 6,537,651 260,276 17,062 :nn.Hy.Cnbitt.lK,c.M.G.,3r,P. 

Sussex i 938,630 605,785 4,615,283 223,275 19,820 :Duke of Norfolk, k.o. 

Warwjck ; 626,364 906,601 5,405,767 273,745 22.463 !:M'ai\pK".ss of Hertfunl, c.e. 

Westmorjund , 505,330 64,409 377,647 15,160 1,325 Lord Uothlield, 

;\bts I 809,220 263,944 *,397,3*7 81,845 9,786 ;Marq. of Lansdowno, K.G, 

\Vorcoster i 443,262 500,819 2,780,159 161,362 15, 335 lEurl of Coventry. 

692,995 453*936 2,760,890 136,155 13,890 Lord Nunbnniholme, P.s.o. 

1,277, *04 375,9*3 2,643,699 104,313 13,547 Sir Hugh Bl-U, Bjirt. 

WesL iading ,1,730,993 2,766,471 14,642,104 684,552 j 55,396 Euri of Harewood, K.c.v.o. 

Total for England 3 2,578,178 30, 8x1,420 202,909,326 ^11 ,425,343.903,624 

*ALfc.— The Counties referre{l to above are Kegistration Comities, ami do cov- 

respond with the area.? of ordinary Counties, but Avith Poor Law areas to which the li..iires in this 
table relate. For particulars as to the area and population of Administrative Counties under the 
Local Government Act, 188S, see page 765. 
t Keceived by Boards of Guardians for their OAvn purposes, 

WHITAKER^ almanack, 1§10. E 2 


1908. 1909. I 

;^46,6i 2 5,666 Lord St, John of Blotsoe. 

91,944 8,117 !Janie.s Herbert Benyoii. 

51,28a 6,259 Bord Kotlischild, G.o.V.O. 

58,054 6,984 iViscount Clifden. 

192,573 19,603 |D. of Westminster, G.c.v.O. 

68,726 10,059 Earl of ^loiuit-Edgciinibe, 

50,930 7,055 .Lord Muiicastor. [G.C.V.O. 

124,658 12,116 Duke of Devonshire. 

181,240 22,653 :E{u 1 Fortescue. 

62,639 8,098 Col. dolm M< amt Batten, C'.B. 

313,308 4'i,749 Earl of Durham. 

458,220 37,104 Earl of W.arv.'ick. 

206,707 20,600 Eari of Ducie, G.C.V.O. 

264,674 25,586 Marquess of Winohester. 

30,212 4,x8o Sir John CotteroU, Bart. 

82,071 8,943 Earl of Clarendon, g.o.b. 

12,229 1,425 Earl of Sandwich, K.O. v.o. 

292,944 29,850 i Man juess Camden. 

1,188,148 103,800 Lord Shuttleworth. 

i43>446 i 4>857 Duke of Kutliuid. 

145,^0 j 17,086 Earl Bruwnlow. 

3,726,871 150,572 Duke of Eift;, K.T. 

3x5,860 19,131 Duke of Bedford, k.g. 

90,512 10,799 .Viscount Tredegar. 

165,9x0 19,054 Efirl of Leicester, G.C.V.O. 

106,352 11,366 iWscount Aitliorp. [k.g. 

133,876 I 14,659 iDuke of Northurnboi'land, 

*89'.77S *^>*43 IDuke of Portl.-ind, K.G. 

37,577 6,4S<5 Esirl of Jei'sey, g.c.r 

4,447 634 Maj.-Gon.,LEieldouBroek1c- 

50,061 6,474 ,Karl of Powis. [hur^t, c.u. 

110,048 14,882 !.Marq ness of Bath. 

343,734 39 ,oQ 2 lEarl of Dartmouth. 

1x9,238 13,956 Hit. Hon. Sir W. E. Gurdon, 

260,276 17,062 IUn.Hy.Cnbitt.[K,c.Ai.G.,3r,P. 

223,27s 19,820 IDuke of Norfolk, K.G. 

273,745 22.463 hr.ai'vpK'.ss of Hertfunl, o.e. 

15,160 1,325 Lord Uothlield, 

81,845 9,786 ;IMar(.|. of Lansdowno, k.g, 

161,362 15,335 lEurl of Coventry. 

136,155 13,890 Lord Nunbnniholme, P.s.o. 

104,313 13,547 bir Hugh -Ikdl, Bart-. 

684,552 ! 55,396 i Eari of Harewood, K.c.v.o. 
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The- United Kingdom~--WaleB, 


The Prjngipality op Wal£S. 
Tjie Ih'incipality of Wales, with an extreme 
loiK^'th of 135 miles and a breadth varying from 

i-X in +l>o, « W nf 


35 miles to 95 miles, lies in the S.W. of Great 
.Britrnn, and has an area of 7,370 square miles, or 
ab jiit 4,726,000 acres. The Principality is rich in 
miuerals ; slate, coal, and iron being among the 
more important ; while of its manufactures, 
liannel, cloth, and hosiery alone are worthy of 
mention. The native inhabitants are almost 
wholly of the C.vraric stock of the Celtic race ; 
and a large number of them belong to the religious 
body known as the Calvinistic Methodists. 

At what time Ohi'istianity was introduced it is 
irnpossiiile to tell, but certainly not later than 
A.T>. 400. When the British Christians were 
driven from their homos, such of them as did not 
seek refuge beyond the seas found in the rocky 
fastnesses of "the Wel.sh mountains a secure 
retreat from their enemies. There they imme- 
diately set about dividing the country into 
ecclesiastical divisions for administrative pur- 
poses, and the pi-esent sees of Wales represent 
those leading centres of religions thought that 
became famous in the sixth century. 

Tlie four bishoprics still remain as of old, and 


adventurous Kormdn knights, on enndition of 
their conquering the land ; Henry I. intro- 
duced into the Principality a colony of Flemish 
wool- workers. Henry II. , too, and John, en- 
deavoured, with doubtful success, to effect a final 
subjugation of the troublesome province. A 
combination of fortuitous circumstances led to 
its lasting conquest. Ilewellyn, who succeeded 
David, had been implicated in the Montfort 
rebellion, but, on the accession of Edward I., 
managed to get included in the general amnesty 
granted to those wdio had joined the Leicester 
faction. In 1276, however, Edward, having been 
repeatedly refused the homage due to him from 
Llewellyn, raised an army to enforce his com- 
mands. Internal dissensions among the Welsh 
greatly aided the English, and Llewellyn, at 
length cooped up and almost starved to death 
among tlie Snow'don mountains, %vas forced to 
submit at discretion, and accept the teimis offered 
by the victor (2277). liy the grace of Ikiward the 
Welsh prince was allowed to return to the Princi- 
pality ; hut trouble arising again, in which both 
Llewellyn and liis lirother David were concerned, 
a war arose, and the independence of AVales was 


the numl>ers of heneliced clergy' now to he foumi ' for ever shattered. Llewellyn was slain in battle 


Southcra province in the year 1107, and those of 
Batigor and Bt. Asaph in the years 109a and 1x43 
reopdetively. 

^V‘ilen the Saxon ])irates began to vi.sit and 
ravage the eastern shores of Britain, the ('eltic 
hibabitanls were gr.ulually pressed westward by 
the invading honles, and finally found secure 
shelter in the wilds of Wfilcs, Devon, asid Corn- 
wall. I'he border-lands, or inarches, between 
England and Wales were long in a state of at 


... - . Shrewsbury, 

and at last put to a tiainfui and ignominious death 
as a traitor, 'i'he Welsh nobility then submitted 
in a body, and King Edwani invested his son 
Edward (who had been born at Carnarvon) with 
the Prineii)alit.y, wliieh very soon afterwards was 
fully annexed to tin; (.’rown. In later days the 
hisnu’y ( if WjiUh hns been ,'iimost identical with tlie 
history of England, the PriiKu'pality and Country 
marching siiie by side in sure and steady progress. 

In education the Principality has made great 


leaU guerilla warfare ; and it was m >t until about 1 strides of recent years, and possesses a University 
85a A.p. that one Roderick (Rhodi Mawr) con- I (PrifysgolCyinru), consisting of the throe univer- 


sity colleges of .Abcry.stwyth, Bangor, and Cardiff, 



In addi- 


which llowcl once more (in the xoth century) 1 tion to those named. IMoiunouth is, not without 
succeedctj in reimiting the country. Later, when 1 good reason, (dahned as a Welsh county; if ad- 
England was tending in the same direction of | inittcd, it would add over a quarter of a million 
u-'lly, Ailuild'anc received a trifmte from the to the population of the Principality, thus mak- 
W.ddi in recognition of his nominal sovereignty ing it larger than that of Scotland in the early part 
over timm. William T. and his s(in Rufus both 1 of the last century. The Welsh isadistinctnatit)U- 


*CU)esTti,s. 


Anglesey 

Brccoii ............ 

tVirdigau 

Carmarthen 

Carnarvon 

Denbigh 

Flint 

Glamorgan 

Merioneth 

Montgomery ... 


Pembroke....* 
Radnor 

"‘T^lforW&iei] 


1901. 

120,4x7 

473^0^7 

464.537 
322,742 
378*309 
106,87s 

576.537 

5 « 3 » 7 o 8 

S 9 D 973 

357.2:18 


Population. 

RattiaMe 

Value. 

Poor Rate. 1 

xpox. 

1903. 

1008. 

34,808 

£143,612 

iJ 9 ,o 39 

53.95t 

361,54a 

*3,5f59 

82,707 

382,156 

16,651 

123,570 

639,579 

27,589 

J37!»36 

727,874 

41.885 

X26;4$8 

690,177 

35.58* 

I ■ ■' 60,536 

■■ 342,431 

16,674 

866,250 

5,209,63a 

287,000 

64,248 

3x0,221 

17,990 

63,994 , 

448,170 

22,794 

■■ 82,424 ' 

420,066 

. 20,482. 



1:731,614 



9,848,124 

So3,52oJ 


1909. 

1,36a 

1.63a 

2,430 

3,69s 

4,94* 

4.’£92 

2,143 

28,234 

*,236. 

1,998 
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L<nu)s Liri'TKiKAST, 

' Sir R. TL Williarms Bulkeley, 

' Lord Glami.sk, n.s.o. [Bt. 

: Ilerbert Davie.s-Evans. 
.SirJ.H. Williams Drummond, 

' John Ernest Greaves. [Bt. 

, Col. Win. Cornwallis West. 

, Hugh Robert Hughes 
, Earl of Plymouth' c.b. 

, Arthur Dainoiid Williams. 
;/Bir H. L. W. Williams- 
1 f_ Wynn, Bt., C.B. 

I f Earl (.’awdor. 

1 Sir Ct E. Gregg Philipps, Haver- 
I ( fordtvest. 

Sir Powlett Milbank, Bt. 


*' t Seo notes on previous page. 
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The United KingdomrScotland. 


All 


THE KINGDOM 
The Tiiost nortbei'ly part of the island, divided 
from the south by tlie Paver Tweed, the Cheviot 
! Hills, and the Solway Firth, is the ancient Cale- 
j donia or nujdcrn Scotland, and contains nearly 
30.000 s(pjarc miles, or 1^,069,500 acres, with a 
population of 4,472, ioa in 1901, estimated at 
4,877,648 in 1909. 

Inilmtrks. — In the Highland regions the 
crofters carry on a primitive system of farming, 
and the distillirjg of whiskey is a tyj^ical industry. 
Sheep farming is carded on, l)iit a great part of 
the land is preserved for deer. The South-Eastern 
liighlands contain granite in profuse quantities, 
and supply at Aberdeen a famous breed of cattle 
for the London market. In the Northern Low- 
lands gracing, fishingand manufactureof woollens 
are the chief occupations. The Western, Eastern 
and Mid Lowlands are irarnensely fertile, and 
contain iron and coal-fields. In 1908 the acreage 
under wheat was 43,828, barley 197,418, oats 
948,513, potatoes 143,692, turnips 440,903, clover 
and rotation grasses 1,553,692, permanent grass 
1,474,242, and t otal 4,8 63,473; there were 20 4,527 


OF SCOTLAND. 

horses, 1,174,405 cattle, and 7,459,495 sheep. 
The principal industries are flL'C and jute 
(Dundee), cottons (Paisley), sliipbiiilding and 
engineering (Gla.sgow and Greenock), < lye works 
(Perth), and juinting and brewing (Edinburgh). 
The product of the sea fisheries amounted in 1907 
to ;£3,24 i,04i, and over 30,000,000 tons of coal 
were raised in Lanarkshire and the other mining 
districts in 1902, and about 150,000 hands wei’e 
employed in textile industries. The annual 
value, of the trade of Scotland i.s about 
j£^72,ooo,ooo, of which _j^39, 000,000 represents 
tire value of imports. The principal poi't.s, 
with the tonnage of entries in 1908, are given on 
p. 459* 

Mhtcafim. — There w''ere 3,143 Primary Schools 
in 1908, wdth 792,418 children on the register, and 
169 Higher Grade Schools, with 19,928 children, in 
addition to 939 Evening Schools (87,599 scholar.^) 
and 754 Continuation Classes (101,664 scliolars). 
There are Universities at St. Andrews (1421 a,!).), 
Glasgow (1450), Aberdeen (1494), and Edinburgh 
(^58g)- ___ 


POPULATION, AREA, VALUATION AND PAUPERS OP COUNTIES. 

The valuation of lands and heritages is that furnished by the Inspectors of the Poor to the Local 
Government Board for Scotland. Tine number of Paupers is that chargeable on May 15, 1908. 


COUKTY. 


Aberdeen 

Argyll 

Ayr 

Banff 

Berwick. 

P>ute 

CaithneB.s 

Chickuuinnau ... 

Dumbarton 

Dumfries 

Edinburgh ...... 

Elgin or Moray.. 

Fife 

Forfar 

Haddington 

Inverness 
Kincardine ...... 

Kinro.ss 

Kirkcudbright., 

Lanark 

Linlithgow 

Nairn 

Orkney 

Peeble.s 

Perth 

Renfrew 

Ross & Cromarty 

Roxburgh 

Selkirk 

Shetland 

Stii'lin,g 

Sutherland i 

W'igtown ! 


Total.. 


Popula- 

tion. 

1501. 

Aeres.t 

19C7. 

Acres 

Cultivated. 

1891. 

Gross 
Valuation, 
1907-1908. ' 
£ 

Paupers, 
iu(‘ludiug 
Depen- 
dent. s.§ 

304,439 

1,261,521 

573,189 

1,950,815 

7,467 

73,642 

1,990,472 

120,522 

554.090 

2,228 

aS4 468 

724.523 

293.859 

1,772,652 

5,951 

61,488 

403.053 

157.353 

277.331 

1.S09 

30,824 

292.577 

184,2x1 

314,750 

551 

18,787 

139,658 

22,966 

161,467 

3 fo 

331870 

438,878 

xoo,8s3 

143,682 

x,i65 

32 »oa 9 

34.927 

14,562 

177,716 

580 

X 13.86s 

157.433 

41,877 

867,216 

2,9x1 

72,571 

686,302 

2x3784 

616,934 

1.523 

488,796 

234.340 

127,669 

4,632,928 

10,659 

44,800 

304.931 

104,149 

263,590 

1.463 

2x8,840 

322,844 

229,752 

1.571.28s 

4.123 

284,08a 

559.037 

235.6x3 

1,803,839 

S.787 

38,665 

171,011 

107,420 

380,298 

802 

90,104 

2,695,145 

114,986 

482,262 

3.073 

40 i 9»3 j 

244,482 

116,912 

483.644 

S19 

6,981 ' 

52,410 

33.874 ! 

73.969 

104 

39.383 i 

575.565? 

164,221 

349.515 

1 ' 950 

1.339.327 ■ 

! 562,821 

227,2x8 

9.550.084 

■ 37.455 

65,708 

76,861 1 

53 . 6 x 2 

490,162 

1,568 

9,291 j 

104,252 I 

24.494 

58,705 

[ 260 

28,699 

240,847 

84,328 

83,116 

781 

15,066 

222,599 

37.053 

187,062 

204 

123,283 

1 X, 595 , 802 

333.845 

1,175,227 

2.238 

268,980 

153.332 

90,224 

1.807,337 

1 6.343 ! 

76.450 

i 1,976,707 

122,248 

304,499 

3,180 

48,804 

426,060 

174.199 

445.972 

838 

23,356 

170,761 i 

20,308 1 

161,898 

439 

28, 166 

352,319 1 

51,884 

61,006 

8x9 

142,291 j 

288,842 j 

104,228 

969.334 

3,422 

21,440 ' 

1,297,849 I 

23,126 

100,104 

922 

32.68s 1 

311,609 

133.598 

245.337 

991 

4,472,103 : 

19,069,770 1 

4.438,137 

132,316,826 
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Lords LuiCXENAHT. 


*Earl of Aberdeen, li.T. 

Duke of Argyll, k.T. 

Earl of Eg’liuton and Winton. 
D. of Richmond & Gordon, K.G. 
Lord Binning. 

Marquess of Bute. 

Duke of Portland, k.g. 

Earl of Mar and Kellie. 

Lord Inverclyde. 

Duke of Buccleuch, K.G., K.T. 
*Earl of lUisehery, k.o., k.t. 
D. of .Richmond & Gordon, k.o. 
Earl of .Elgin and Kincardine, 
*Earl of Strathmore, [K.G. 
Earl of Hmidington. 

The ^Macintosh of Macintt><;h. 
.Sir Alexander Baird of Urie.Bt. 
SirC, El}diiiistone Adam. Bart. 
Lt.-Col. It. F. Dudgeon, V.D. 
*F4irI of Home. 

Earl of Rosebery, k.g., k.t. 
Brodie of Brodie. 

Malcolm, Capt. Laingof Crook. 
Sir E. Tennant, Bart. 

Duke of Athol I, K.T. 

Sir T. Glen Coats, Bart. 

Sir Hector Miinro, P*art. 

Lord Roay, cnc.s.i., g.c.i.I!!. 
Lord Polvvartli. 

Malcolm, Capt. Laing of Crook. 
Duke of Montrose, k.t. 

Duke of Sutherland, k.g, 

Rt. Hn. Sirller bertMaxweil, Bt. 


♦ The Cities of Etlinburgh, Glasgow, Dundee, and Aberdeen are each a County of a City, and the Lord I’rovost 
of each IS entitled, by virtue of liis office, to be appointed Lord Lieutenant. 

t The areas throughout, this Return are revised by the Ordnance Survey Department up to December 31, 3907, 
and are exclusive of Inland Vuter, Tidal Water, and Foreshore. 

§ Bxi>enditurcoii Poor Relief in 1895. £994,014 ; in J9«*, £1,109,619 ; in 1905, £i,402.3S4; in 1906, £x.40(5,a 89 ; in 
*907. £’'. 4 ® 2 « 37 j 5 ; an<i m xgcQ, £1, <83.064. Paupers of all classes in 1895, 05,868; in 1900, 99,016; in 1005, io3,6<3; in 
1906, 109,234; m *907, 107,901; and m 1908, 111,205, 
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SCOTLAND. -OFFIOliRS OF STATE, ItOVAL HOrSEHOLD, Em 
Gmit Stcicnrd Trmce of Wales, K,a. (Duke of llotliesay). 

OEMCEIIS OP STATE. 


The Sec)'eittr)ffof Scotlaiid and Keeper of the Orreat 
Seal, Et. Hoiu Lord Pentland. 

Keemr of the Pdmj Seal, The Marquess of 
Breadalbaue, K..a. 

Lroxi Clerk Itegidc)', Duke of Aloiitrose, ICT. 

Lord Advocate, Et. Hon. Alexander Ure,K.C,,M.P. 

Lord Jndice Clerk, Et. Hon. Sir J. H. A. Mac- 
donald, K.C.B., LL.D. 

Eoyal Household. 

Jierediiary Biijh Comtahle, Earl of Erroll. 

Ilet'editary Master of Household, Duke of Argyll, 

■ ■:K.T. . '■ 

Hereditary Standard-Bearer, Earl of Lauderdale. 

Eereditary Armour-Bearer (claimed by), Sir Alan 
Henry Seton-Steuart, Bart. 

Eereditary Carver (claimed hy), Sir Windham 
Frederick Garmichael-Anstruthcr, Bart. 

Hereditary Cup-Bearer, Earl of Southesk. 

Hereditary Keeper of Holy rood Palaee, Duke of 
Hamilton and Brandon. 

Ho., Falkland A Bothesay, Maniues.s of Bute. 

Hereditary Keeper of Dunstaff naye, Dunoon, and 
Camcky Duke of Argyll, k.t. 

Chaplai nsi n 0 rdt nary. Very Ee v. Donald Macleod , 
p. ». ; VeryEev. SirJ. Cameron Lees, K.c. v.o. ,ix P. ; 
Very Eev. .Tames MaeCi'cgor, p.i>. ; Eev. J. E. 
Mitford Mitchell, d.d. ; Eev. A. Wallace Wil- 
liamson, r».i>. ; Eev. S. ,T. EamsaySibbald, D.D, ; 
and Eev. Prof. Malcolm C. Taylor, D.D. (exti*a). 

Historioy raphe r, Prof. T.H uuie Brown,LL.D.j:^384 

Limner, Eobert Cibb, 11.S.A. 

PhysieianH in Ordinary, iiir T. E. Eraser, M.D. ; 
D. W. Einlay, M.D. 


Suryeons in Ordinary, Alexander Ogston, M.D. ; 

Sir William McEwaii, M. i>. 

Surgeon Dentist, .lohn Smith, M.D. 

Surgeon Oeiilist, George A. Berry, M.B. 

Botanist, Isaac B. Balfour, M.D. 

Dean of the Chapel Royal and of the Order of the 
Thistle, Very "Eev. Sir James Cameron Lee.s, 
K.C.Y.O., D.D. 

Lyon King of Arms, Sir James Balfour Paul, 

LL.D., Advocate £, 6 oq 

[Jeralds (£25 each). 

Albany (vacant), 

Ross, Andrew Eo.ss, S.S.C. 

Rothesay, F. J. Grant, M'.S., F.S.A., Seed. 


Pursuivants (£x$ 13.'?. 4(1 eaelD. 

' aid, F.S,A., Si 


Car rick, Win. Eae Macdonald, F.S.A., Scot. 
March, C&iA. George Sitwell Campbell-Svn'nton, 
P.S.A., Scot 

Unicorn, .Tohn Horne Stevenson, P.S.A.,i%ot,Adv. 
Lyon Clerk ct* Keeper of RecordsA'yas. J. G rant,w. s. 

Procurator-Fiscal, David Scntt-Moncrieff, \Y.S. 
Herald Painter, Graham Johnston. 

KiXG’.s Body Guard, Royal Company of Archers, 
A rebers' Hall, Edinburgh.-^Capt. -General, 
Duke of Buccleuch, K.G., K.T. 

Adjutant, Col. E. Gordon-Gilniour, C.B., M.v.o., 
D.S.O. 

President of the Council, Lord Balfour of Bur- 
leigh, K.T. 

Vice- Pres,, Earl of Rosebery, K.G., ILT. 
Secretary, Sii* Henry Cook, W.s. <6x Castle St). 
Treasurer, Harry Cheyno, w.s. 

Chaplain. Eev. ^Norman Macleod, D.D. 


CODET OF SESSION (1332). L.UV Sittings, 15 Oct. to 20 March and 12 May to zo July^ 
Lord President of the whole Court, Eight Hun. I.ord Dunedin, K.c.v.o. (a peer). 
iNSpm House. — First Division. | Lords Comm, of Justiciary, all the other Judges. 

Et Hon. the Lord Prc.sidcnt ;^5jOoo ' Jjord Advocate, Et Uon, Alex, lire, K.C., M.P. 

Lord MTiRreri, John M’Laren ;j^3,6oo j Solicitor-Gcncval, Arthur Dewar, K.C., M.P. 

Et. Hon. Lord Kiniicur (a peer) j^3>6oo ' Clerk of Justiciary, G. L. Crole, LL.B., K.C. 


Lord Johnston, Henry Johnston 
Second Division. 

Lord Kingsburgh (Rt Hon. Sir J. H, A. 
Macdonald), K.C.B., Lord Justice Clerk £4,800 


Lord Low, Alexander Low 


£ 3 A 

£3,600 ' Assistants a ltd Deputes, Cqo. A. Slight; Ale.x. .Eae. 
j Circuit Clerks, Geo. A. Slight ; Alex. Eae. 
Honorary Depute Clerk, Harry IL Macbean, w.s. 
Advocates Depute, T. B. Morrison, k.c.; A. M. An- 
derson ; Eobert Munro ; W. Lyon Mackenzie. 


1600 


Tx>rd Ardwall, Andrew J aiueson £3,600 ; Groivn Ayent, \\. S. Haldane, W.s. 


Ltird Duiidas, David Dundas ' Crown Office, 9 Parliament Square. 

Outer House. | Crou'ii Agent, W. S. Haldane, W.S 

Lc»rd Sal ve.sen, Edward Theodore Sul vesen ;^3,6oo Chief Clerk, VV. D. Smart 
Tiord Mackenzie, C. Kincaid Mackenzie... j^3,6oo j Second Clerk, J. K. Young. 

Lord Guthrie, Charles John Guthrie ;i^3,6oo ' Other Clerks, H. Weaver ; W. H. Ford ; E. L. 

Lord Campheli, Wiliiam Campbell ...... £3,600 j Gauldie ; Bertram Herd- 

Lord Cullen, W. J. Cullen £Zi^^ i Justiciary Office, a Parliament Sciuare. 

«<■.% r,f Cmcrt, aUviu Ailam, _ 1 G. 1 . Crole, I.L B. , K.C. £joo 


K.C. ; P. W. Campbell, w,s each £i,ooo 

Inner House Depute Clerks, J*hn Baton, 

s,s.c. ; Charles Taylor each jCsso 

Inn^r House, Ordinary C*lerks,y. Antonio; 


V^'. Drumraond . 


Depute Clerk, George A. Slight ;6'5oo 

ct Depute Clerk, Alexander Eae.. ^£^400 

Court of Lords Commissioners for Teinds, 


each ijaso . xhe Judges of the Inner noii.<;e, and Lord 


i Skerrington, Lord Ordinary on Teinds. 


MeCaul,^.s.C. ; William Brown ; John Cairns ; ; Clerk of Tenuis ct Extractor, And. Alurray :)£’5oo 


Andrew Eoss each £550 

OuMr House Assistant Clerks, E. Maxwell 
Main; E. W. Hepburn; Walter Stewart ; 

J. S. Saunders ; C. S. Dowell ...each ^^475 

Hifh Ceurt of Jn»tioi«y (x67z)* ' 

DW4 Qm>, ‘Et Hon, Lord 

L$ri # KWfIcsi CiMf,Et H«, Lord Ki npbur^,S. 0. b. 


Keeper of Records ami Assist Clerk, Alex. fg>gan. 
Exchequer, x Parliament S<iuare, 

Jjord Ordinary, Lord Johnston. 

AVnp’s Lc /’u n (JCi -jSir Ken ue th j^Taekenzie , Bt. 

Chief Clerk, R. E. IHacGrcgor, I.S.O. 

First Class Clerks, P. P. Sealy, I.S.O. ; W. E. 
Bnell ; E. Mackirilay ; William Vickers, 
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SheriiF Court of Chancery, a Parlianient Sq. 

BhimrTnf Charier, Oeorgc Wattji.C. , Adv. £sooJ 
Shen if Clerk of Chaneerif, John aiacinillan, S.S.C. ' 
Driivtii Cher (if Clerk, Alexander Macmillan, S.S.C. 
J/drer, Williani Allan. 

Commissary Office, a Parliament Square. 

Che.rhf, Charles C. Maconochie, M.A., K.C. 

Sheri tf'-Suhntifuter, John 0 . Guy; T. H. Orphoot; 
Robert Low Orr. 

Caain'iftsnry Clerk, Ralph Richardson, W.S.;£6 oq 

Depute Commismry Clerk, John Smith 

Chief Clerk, Joseph Steele. 

SCOTTISH OFRICE, 

Dover House, Whitehall, S. W.— ^^38,225. 
Parliament Square, Edinburgh. 

Secretary for Scotland, Rt. Hon. Lord Pentland 

£z,ooo 

Dric. Secft. , P. J. G. Rose, £200 ; D. Erskine, 
M.P., mvp. 

tJndervSeGretary, Permananf, James M. ’Dodds, 

C.B :)^i>5oo 

Primte SeG., A. H. Smith :i^ipo 

Under-SeG., John Lamb :)C9oo to ;^i,ooo 

Lord Adcoeate., Bt, Hon. Alexjtnder Ure, K.O., 

M.p. £s,ooo 

Leyal Secretary, vStair A. Gillon £900 

Solicitor-Gen., Arthur Dewar, iv.C.,M.P — £z,ooo 
Clerk to Lord Adrooatc, R. A. R.)xbnrgh ...;^4oo 
Senior Clerkt<,.l. 11 . Gascoigne {MldtehaU ) ; H. M. 

Conacher {Edinlmryh) ;£8oo 

Junior Cle,’kt,', P. J. G. Rose; A. H. Smith; 

W. A. C. Goodchild £200 to £500 

Inspector of Local Loam, P. B. Moodie ...£600 to 


Chic 


is 


Do., Alkali Works, R. Forbes Carpenter (Chief), 

£100; W. S. Ourphoy •■;^47o to £600 

Do., Jnatoi/iy, Sir J. A. Russell, M.B 

Do., Constabulary, ‘Maj. A. G. .Ferguson, ^£750 to 

jL8so 

Clerk of Accounts, C. ^yeathel•ill ...;j^4oo to £^tio 
Supt. of Registry, R. Penny £zso to ;;^35o 

LOCAL < 30 VE 11 XHEN’T BOARD, 

I2S George Street, Edinburgh. 

(O 0 ke hours 9 to 4, SaDirdays 9 to 12.30.) 

E.v-ofie(o Menihers.—The Secretary for Scotland 
(Presidenf), the Cuder-Seeretary for Scotland, 
and the Solicitor-General for Scotland, 
Apjiointed Members. — Vice-President, Sir George 
IHeCrae. (Advocate), £x,d,zo\ Legal 3f ember, 
Ewan .F. Maepherson, li.A. (Advocate), ;^x,ooo ; 
Medical 3Ieniber, \V. Le.slic ^Mackenzie, M.P. 

5 ($^l,000 

Officers op Board. 


Secretary, xtbijah Murray, l.S.o. ...;!£’7oo to :^9oo 

Assistant Secretary, David Brown £ 

General Superintendents of Poor and Inspecting 
OfJieers under Public Health Act, )\niliam 
Penney ; Ale.xander Stuart ; Alex B. Mi-llar ; 

John Jeffrey .,.£^oat,o £joo 

Medical Officer under Piddle Health Act and In- 
spector j; Supt of VacedneIn.st itution,Pi'edeTlck 

Dittmar, ji.d -£500 to £800 

Clerks in Charge of Departments, John T. Max- 
well (Statistical, Accountg, d: Audit), Arthur; 
Grant (Public Health), G. Cleveland Ellis (Lorn? 
Govt, Unemployed Workmen, Old Age PensionSi 
<k Registry), George A. Mackay (Poor Law) 
£^o%o£stto 


SCOTCH EDUCATION DEPARTMENT, 
Dover House, Whitehall ; ss Whitehall ; and 
14 Queen Street, Edinburgh. 

Secretary tothe Committee afCouncilon Education 
in Scotland, J. Striithers, C.B., LL.J). 

;^i,2oo to £x,soo 
Private Secretary, A. S. Lamb. 

Assistemt Secretaries, G. Todd, l.s.o. ; G. Mac- 
donald, LL.D. (Edinburgh) £850 to ;^x,ooo 

Examiners, R, A. Johnson (to £700); W. H. W. 

Cornish, F. H. Lindsay £zbo to £600 

Counsel, J. H. Miliar £^6^ 

Architect, A. K. Robertson 

Inspector of 3htsic, A. Somervell, 3 iT:aD 0 C. 

Do., Physical Instruction, Capt. A. Foster 
Assistant to Accounting Officer, G. L. Apperson, 

I. S .0 ;£!400 to ;^6oO 

Heads of Sections, P, H. Atkin ; F, J. Arm- 
strong ; H. J. Macartney ,3^400 to £sso 

Staffi Clerks, J. W. Perks, £360 to £soo ; H. F. 
Salmon ; L. IMcQiiibban ; W. B. .Fryer ; A. D. 

Kerr .;^3<5o to ^450 

Accountant, Edinb. , Sir D. F. Ochterlony ,Bt ,^£400 

H.M. Inspectors of Schools. 

Senior Chief Impiector, A. E. Scougal £9BS 

Chief Inspectors, A. R. Andrew ; G. Dunn, LL.D. ; 

J. L. Robertson each^goo 

Inspectors, R. J. Muir ; R, Harvey ; A. Lobban ; 

J). AL Fraser; D. S. Alaenair, PII.D. ; F. R. 
Jainie.son ; J. AI. Wattie ; J. C. Smith; A. D. 
Thomson, D.LITT. ; F. W. Young; J. T. Ewen ; 

A, D. Alillar ; J. A. Alacdonald ; J. Clark ; W. 
E. Philip ; W. W. AIcKeehnie ; G. Andrew ; 
C. J.N. B'leming ; W, G. Fraser ; F. W. Michie ; 
W. Stewart, d.sc. ; T. B. AI. Lamb ; AAL Alenzies 

to £800 

Jumor Ina^yectors, A. Lang ; C. H.Rankine ; A. C. 
Smith ; D. H. Crawford ; J. H. Aim-ray ; A. 
Lang ; H. N. Patrick, ph.d. ; S. F. H. A.Iackay, 
PH.D. ; J, G. Frewin ; AY. A. Robertson, ph.d. 

£zoo to £460 

Sub-Insjwctors, tst Cl, J. AY. Aliinro ; J. Crorabie ; 
AY. S. Gall; AY. AI. Shanks ; A. AlcDonaUl ; D. 

Johnston ; J. AYilson £300 to £500 

The Royal Scottish 3Itmum, Edinburgh. £16,289. 

Director (vacant) £650 to £750 

Curator and Keeper of Art and Ethnographical 

Departanmt, D. J. A'allance j^SSo 

Keeper Katural History Department, AA\ E. 

Clarke, p. r. s. E. £400 to £550 

Keeper Teelmological Department, Alexander 

Galt, D.sc. £350 to £550 

Assistant Keepers, Walter Clark; P. H.Orimshaw ; 
T. Rowatt £250 to £350 

GEOLOGICAL SURVEY OF SCOTLAND. 
£s>^o6. 

' 33 George Square, Edinburgh. 

Asst. Director, J. Horne, LL.D,,F.R.s,£6soto£74o 
District Geologists, C. T. Clough, 31 . A. ; T. w 

Hinxraan, b a £500 to £600 

Geologists, V. B. Crampton, M.B. ; AY. B, AAhdght, 

B. A.; H. B. Alaire, B.A. ; E. B. Bailey, b.“a. ; 
E. AI. Anderson, 31 . a. ; R, G. Carruthers ; G. AY. 
Lee, D.sc. ; M. Alacgregor, B.sc. ; D. Lightfoot, 

* £120 to £400 

REVENUE OFFICES. 

Office of Inland Revenue, AA^aterloo Place. 

Solicitor of Inland Revenue, P. J. H. Grierson, 

Advocate £1,200 

Chief Clerk, Alicliael Pithie, b.l. ...£6oo'to £700 
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Government 


in Edinlurgh, 


stamps and Taxes. 

Asmtmit Secretary tfc Comptroller^ (J. Davies 

A 850 to J^X,000 

Cim.mUtee Clerk, J. K. J^tewarfc -•j!^ 7 aiS to j£8oa 

Principal Clcrk,iS. A. Hearne £6 oq to £700 

Minor Staff Officers, W. Carmichael ; D. A. 
Ahernethy, ^^400 to : 547 S 5 Or, Hawley ; W. 
Jamieson ; .T. J 3 . Clark ; W. C. Muuro ; J. A. 
Weir, 5^^300 to ^<^400 ; W. S. Imrie ; W. T. 
Mackie ; J. B. Scott ; J. Lush ...j^^zoo to jCaoo 

Collector's Office. 

elector of Inland Hemme, J. M. Ferguson. 
Principal Clerks, ist Class, James Denholm ; A. 

(>, Cognian ; A. Yarclley. 

Principal Clerks, ziid Class, G. Topping ; C. Payne ; 
E. J. Davids. 

Estate Duty Department 

Registrar, G. Ford to X900 

Cnief Clerk, P. Waugh £725 to :^8oo 

Principal Clerk, W. A, Wilson £600 to ;;g7oo 

Assistant do. , J. Sime ; W. Pi,, Morison ^550 

jst Class Clerks, Vi' . A. Ross; H. Robinson ; S. M. 
Findlay; W. E. Redding; T. J. Bo5'd ; J. 
McNiel ; G. Finlay jCago to ;£soo 

H.M. Customs and Excise, Scotland, 

Collectors.^ Aberdeen, J. J. Boag, F. Mulligan ; 
Ardrossan, A. Beard; Ayr,J. B. O’Sullivan ; 
Bomnvstouness, C. D. Bozman ; Burntislami, 
O. N. Thorpe ; Campbeltown, J. Barry ; Dum' 
fries, D. More; Dundee, W. M. Callander, 
11 . S. Tulloch ; Ed'inhuryh, J. M. Ferguson ; 
Elfjin, J. Bryce ; P'alkirk, W. K. Andrews ; 
Glasqow, J. T. Hynes, J. Westacott ; ( 4 rnn-je- 
maxdh, M. J. Cahill ; Granton, C. G. Kitton ; 
Greenock, J. M. Cumberland, J. Duncan ; 
Jiuerness, R. Allan, W. Stevenson; Leith, \V. 
H. Bigiiold; .Methil, C. J. Beatty; Perth, 
J. O'Donoghue ; Stirling, E. B. Brennan ; 
Wick, J. Dawsoii (jCsoo to ^^400; £i^zo to 
£boo\ £s5^ to £6^0 ; £700 to ; and 

one at 


H.M. Post Office, General Post Office Buildings. 

Secretary, E. P. W, Bedford, C.B ;jC 1,200 

Chief Clerk, E. D. Thomson. j^i’Soo 

Prine. Clerks, J. Steedmaii, ^£540 ; E. A. Lenton ; 

J. T. McGeachy each ;;^soo 

Counsel, James C. Pitman. 

Solicitor, John S. Pitman, W.R £$00 

Medical Officer, Dr. K. ]M. Douglas £77B 

Receivers of Crown Rents, Scotland, 

Crown Reccirer, Holmes Ivory, w.s., JSiew Register 

House, Edinburgh £600 

Bishopric of Orkney, W. P. Drever, Kirkwall. 
Lordship of Strathearn, Earl of Ancaster. 

Joint -Stock Companies Registry Office, Exchequer 
Chambers, 1 Pai’liament Square. 
Registrar, Sir Kenneth Mackenzie, Bart. 
Edinburgh Gazette Office, Exchequer Chambers, 

X Parliament Square. 

Siipt. and Keeper, Sir Kenneth ilackenzie, Bart. { 

H.M. OFFICE OF WORKS, 3 Parliament Sq. j 
Principal Architect for Scotland, W. T. Oldrieve, 
P.S.A. Scot. 

Principal Assistant do., A. R. Myers, A.ii.LB.A. 
Assistant do., A. Odell ; A. J. Marshall ; J, T. 1 
Galletly ; H. Ryle, A.R,I.B.A. ! 

Staff Clerk, G. W. Jupp. 

Scchid Division Clerk, J, Barber. 

Sanitary Assistant, G. W. Tulley. 

Engineer Assistant, J. A. Macintyre. 

Clerks of Works, W. Kennedy ifilasgow) ; R. B. 
Robertson ; R. B. Wilkie ; W. S. Menzies 
(tenipy.). 

Solicitor, T. Carmichael, S.S.C., xoDuke Street. 

Royal Botanic Garden, Edinburgh. 

Regius Keeper, I. Bayley Balfour, M.B., F.ll.S. 

CROFTERS COM:^riKSTON, 3 Parliament Sq, 
Comtnissioners, ^Juil J. 1 ). Kennedy, K.O., PL.D., 
Advocate (Sherilf of Renfrew and Bute), 
Chairman (£1,006) ‘ P. B. Macintyre, j^Soo ; 

and James JS'. Forsyth £ffoo 

' Sec. and Principal Clerk, Wm. Mackenzie £700 

j Assistant Clerk, Arthur Morgan 

i Junior Assistant Clerk, Peter Macintyre •••£iSo 


GOVERKMEXT OFFICES lY H.M. GENER.AL REGISTER HOUSE, EDINBURGH. 


Lord Clerk Kepister, The I)\ike of Alontrose, K.T. 
Keewr of the Records J* [teaistrarJicneralfor Scot- 
laml, J. Patten MacDougall, C.B. 

GRNRUAt Rr/'oUI> DKPARTMENT. 

Deputy Kcepiy'ofthe. Records, G.A. J.Lee,W.S.j 5 J 6 oo 

Chief Clerk, A. Clark £300 to ^^450 

First Class Clerk, T. M. Robertson ^'400 

Second Class Clerks, R. H. XJndsay ; James 
Hamilton ; John Dntf. 

HrSToillCAL A^'b ANTlqUAKTAN DBPABTMENT. 

Curator, Rev. .lohn Anderson ^£^400 to £600 

Assistant do., W. Angus. 

General Reg;istry Biitha. Deaths, and Marriages. 
Rcgistrar-Geyieral, J. Patten MacDougall, o.b, 

. ■ £x,voo 

Secretary and Chuf Clerk, R, H. Gray. 

Senior Clerk, Andrew Fronde. 

Clerks, H. A. Scott * J. J. Blyth ; R. D. Lugton ; 
E. C. Macfciimon ; R, Marshall (A. A, Brr>\vnlie, 
W. Martin, I). A. Amlersou, A. M. Gillespie, 

Su^%atistM Dept, Dr. James C. Dunlop. 
Stalutical Clerks, Alex. McKinlay *, James C. 
Steven. 

hfidex Clerks, J, Rots ; A, M. Campbell, 
fytgktraiion Examiners, Grmt B. Gibson ; G. T, 
itlsset Smith ; Peter MacOIashaji ; X C. Fyfe ; 

X J. CoftSM*. 


H.M. Chancery. 

Interim Director, J. C. Strettell Miller £300 

Interim Depute do. , Colin J. Stalker j(£3So 

Great Seal Office. 

Keeper, Rt. Hon. Lord Pentland. 

Depute Keeper, ,Tame.s Macdonald, w.g. 

Privy Seal Office. (Mo. 48 0 . Reg. Ho.) 

Lord Keeper, The Marquess of Breadalbane, 3 ELG. 
Suh-KeAi'isir J? Writer, James Eraslie. 

Extractor’s Office. 

Principal Exfrnctor,FAwO.. P. Thomson, W.S.j£6so 

Assista7it Extractor, D. K. B. MTiyte 

Clerk of the Records, George Hume 

Bill Chamber, New Register House. 
Principal Clerk of Bills, Pet Hums and Sequestra- 
tions, T. Swinton Paterson, s. s. a. £600 to £700 
Assistant Clerk, David Alexander Duncan 

£sSO to ;£^3C0 

Ordinary Clerk, David D, !Maclaren ;i^iso to ^£240 
Minute Book Office, Parliament Sfiuare, and 
Edictal Citations Office, %6 New Register House. 
Keeper, Sir Colin G, Macrae, w.s. (app. x868) ;£:3oo 
DepnUc Keeper, Alexander R. Forbes (X873) £zoq 
Rolls of Court and CaUing Lists. 

Keepers of Inner Home Rolls, A. Douglas Farmer ; 

William Smith, w.s. ....each ^£^450 

Keeper of the Seal of Court, A. Douglas Farmer. 
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Goimiimmit Offices^ &€,, in Edinhurgh* 481 

The Sasine Office. 

Keeper of the General Regwter ofSasines, J. Smith 

ClavK*, S.S.C. ..,...,..5^x,ooo 

Chiif Assistant Keeperf X Maclagan, l.S.0, j^6oo 
Assistant Keepers, G- M. I)utles; And. Eobertson; 
T. Mortimer ; Wm. Lea.sk ; J, Urquhart 

each jC^sso 

Accountant, 'William McCulloch 

Chief Clerks, C. B. Gibson ; E. Hunter ; T. S. 
Miller; G. Eobertson ; A, M. Eunciman; 

E. Steele each ;/f4So 

First Class Clerks, A. S. Campbell ; E. .Tohnston ; 
J. Scobie ; D. Neill ; T. Slierriff ; W. Thom ; 
J. G. Mackenzie ; .T. D. Bathgate ...each jC4oo 
Homings, Inhibitions, Adjudications, and Entails. 
Keeper of the Itegisters of Hom ings, Inhibitions, 
Adjudications, <i* Fntails, J. Smith Clark, S.S.C. 
Eegister of Deeds and Protests, 

Keeper, Q. D. Balfour. 

Assistants, Eobt. D. Gray ; Adam Brownlee. 
Second Class Clerks, G. E. M. Jockei ; J. E. Bell. 
Accountant of Court (Judicial Pactories and 
Bankruptcy). 

Accountant, J. Campbell Penney, C.A 

Chief Clerk, E. M. Eose, A. C.A. 

Head Clerk Bmikruptey Dept., J, H. Anderson. 
„ I*\tctmpI>e2)t,3.iV.Iiiglis,C.A, 
Eegistry of Priendly Societies, 3a Howe Street. 
Kegistrar, E, Addison Smith, M.V.O. 

Clerk, Thomas Davie. 

Prison Commls.sioners for Scotlanp, tt Eut- 
laud Square, Edinburgh, j£6,s89— -The Master 
of Polwarth, Chairman, £x,zqo; E. Mure 
McKerrell, £t,ooo ; Secretary and Impector, 
David Crombie, £600. 

Board of Lunacy, is Eutland S(iuare, Edin- 
burgh. -“C/min/? an, Sir Thomas Mason; Secre- 
tary, T. W. L. Spence. 

Fi.SHKaY Board for Scotland iox George Street, 
Edinburgh. — ■ Chairman, Angus Sutherland, 
C.B. ; Sec,, David T. Jones; Chief Clerk 
(vacant) ; Insp. of Salmon Fisheries, Wm. 
Leadbetter Calderwood, p.r.s.e. ; Scientific 
Supt., T. "VVemyss Fulton, M.D., F.R.S.E. ; 
Gen. Insp. of Sea Fisheries, John Skinner 
(Edinburgh); Asst. Insp. of do., Wm. Jeffrey 
(InverncKSs) ; Marine SupL, J. E. McEwan 
(Edinburgh). 

Congested Districts Board, 6 Parliament Sq,, 
Edinburgh. E. E. INfacGregor, I.S.O. 
Eoyal Scottish Acai>emy, M<Jun(L Edinburgh.— 
Pres., Sir Jame.s Guthrie ; See.,^V. D. McKay ; 
y'rm.s*,, Hippolyte J. Blanc ; A.s*aL Sec., James 
Hastings. 

Eoyal Scottish Academicians. E.S.A. 
1897 Adam, P. W, igox IVracgillivray, P. 

1888 Ale.vander, Eobt. 1889 AIcGregor, Eobt- 
X896 Blanc, HippolyteJ. 1883 McKaj', W. D. 

1908 Brown, A, K. 1870 Mcd’aggait, Wm. 

1903 'Br<»\vne, G. W. 190a Nisbet, E. B. 

1869 Cameron, Hugh. 1893 Noble, J. C. 

i88a Gibb, Eobert. 1903 Noble, Eobert. 

X892 Gutbriu, Sir Janies. xSgS Eeid, Geo. Ogihy. 

1895 Hardie, C, M. 1905 Elund, W, Birnie. 

1889 Hole, William. 1900 Eoche, Alex, 

xgog Kerr, Hy. W. 1903 Scott, Thomas. 

1905 ICinross, John 1896 Stevenson, W- G. - 

1896 Leiper, William. 1905 M'alton, Edwd. A- 

X900 Lorimcr, J. H. 1886 "Wingate, J, L. 

Hon. Retired Academicians. 

Sir George Eeid ; John Honeyman ; John 
Hutchison ; G eorge Hay, 

■Associates... :.;^.E.S.a. 

Alexander, Edwin. Macgregor, W, Y. 

Bell, E. P. Mackenzie, A.Marshall. 

Bowie, John. Mackie, C. H. 

Brown, T. Austen. Micliie, J. Coutts. 

Brown, W. Marshall. Miller, James. 

Burnet, J. J. Mitchell, J. Campbell. 

Burns, Eobert. Murray, David. 

Cadenhead, James. Nisbet, Pollok S. 

Cameron, D. Y. Paterson, James. 

Coventry, E. M. G. Portsmouth, Percy. 

Frazer, W. M, Eeid, E. Payton. 

Gamley, H. S. Eobertson, David. 

Herdnian, E. D. ' Shannon, A. ISklacF. 

Houston, George. Smith, George. 

Hutchison, E. G. Steell, David G. 

Lorimer, R. S. M^^alls, William. 

MacG eorge, W. S. < 

Non-Eesident Academicians, 

1896 Lavery, John ; 1902 Henry, George. 

Commissioners op Northern Lighthouses, 84 
George Street, Edinburgh — &a, C. Dick 
Peddie ; Engmeer, D. A, Stevenson. 

The Convention of Eoyal Burghs of Scot. 
LAND. (Instituted about 1150, and extended 
in 1405 and 1.^87 : Annual General Convention 
(19x0) meets m Edinburgh ; Committees meet 
in Edinburgh City Chambers.™ Preset, The 
Lord Provost of Edinburgh ; Chaplain, The 
Eev. A. Wallace MHlliamson, D.D. ; Counsel, 
Wm. C. Smith, K.C. ; Clerk, Agent, and Treas., 
John L. Officer, ll.b., W.S. ; Convention Officer, 
Jas. Eussell. 

Examiners under Law Agents (Scotland) 
Acts, 1873 and xZ^t.— Chairman, Bvoi. Eankine, 
K.C. , LL.D. , Edin. ; T. C. Young, ll.b. , Glasgow ; 
George Ogil vie, M.A., Dundee; Prof. Moody 
Stuart, LL.D., Inchtiire ; James Duguid, Adv., 
Aberdeen ; James Ay ton, S.S.O., Idin.; James 
S. Stun’ock, W.S., Edin. ; N. J. D. Ken- 
nedy, K.C., LL.D., Edinburgh; Registrar, John 
Moir, D.C.S., New* Eegister House, Edin. ; Sec., 
G. S. Donaldson, s.s.c., 8 Albany Street, Edin. 

Faculty op. Actuaries in Scotland. —H afZ 
and Library, 14 Queen Street, Edinburgh. — 
Pres., J. J. McLauchlan ; Vice-Presidents, 
Archibald Hewat ; Niel B. Gunn ; George M. 
Low; Hon. Sec.,^. G. Walton ; lion. Treas., 
G. C. Stenhoiise ; Jas. W. Thomson, X9 St. 

Andrew Square, Edinburgh. 

Faculty of Advocates, Edinburgh. —D cffn of 
Faculty, Et. Hon. C. S. Dickson, K.C., M.P.*; 
Vice-J)ean, J. A. Fleming, K.C. ; Keeper of the 
Library and Clerk of Faculty, W. K. Dickson ; 
Agent, G. IM. Paul ; Treas., James Adam. 

Highland and Agricultural Society, 3 George 
IV. Bridge, Edinburgh.— ib-e.v. , The Earl of 

I Stair; Treas., Very Eev. J. Gillespie, ll.d. ; 
Hon. See.., Aloxr. M. Gordon; Sec., James 
Macdonald, F.R.S.E. 

Incorporated Society of Law Agents in 
Scotland.— P m*., D. M. M. Milligan ; r/ce- 
Pm., James W. Wliitelaw ; Joint Sees., James 
W. BartyjLL. r>. , and A. B. Barty, Dunblane. X. A, 

Institute of Bankers in Scotland (1876), 63 
George Street, Edinburgh. —Pres. , Alexr. Bogie, 
Vice-Pres., Eobert Blyth, xVdam Tait, and John 
Henderson ; Sec. and Ih'casurer, Vv illiam Baird, 
Clydesdale Bank, Portobello. 

Meteorological Society for Scotland (1855), 
122 George Street— Pm. (vacant) ; Bon. Seas., 
E. T. Omond, F.R.S.E., E. M. Wedderburn, 
W.S., P.R.S.E. ; Ho7i. Yrm.s*.,W. B. Wilson, W.S. ; 
Sec. , Andrew Watt, m. a. , p. r. s. e. 
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National GALLEiiy of Scotland, Mound, ^d^Yor, Prof. Jas. Geikie, d.c.l., f.r.s. ; 

Ediuburpfh. — Director, J. X. Caw; Keeper, T. Editor, M. I. Newbigiu, D.sc, ; Chief Clerk, 

C<>r.mn Morton. G. Walker. 

National PoETiiAiT Gallery, Scottish, Queen Uoyal Society of Edinburgh (1783).— jPm., 
Street, Edinburgh.— Dfrecf or, Jas. L. Caw; Princ. Sir William Turner, k.c.b. ; G(>uera 2 !&<)., 

iTeojirr, T. Corsan Morton. Prof. George Chi'ystal, ll.d. ; 2 Veas., Tames 

iloYAL College of PnYsiorAN.s op Edinbuhgh Currie, ai. a. \ Curator of Libra ry ami Miimmi, 

(1681). —Pres., W. Allan Jamieson, M.D. ; John S. Black, ll.d. P.U.S.E. 

Trecis., Norman Walker, Ai.D. \ See. d; Uegist, -SOCIETY OP Accountants in Edinburgh (Ghar- 
Harry ILainy, Ai.D. F.R.O.P.E. tered in 1834), 27 Queen Street.— Pres., J. A. 


Eoyal College op Surgeons op Edinburgh 
(tsos).— Prr.v, , .To.sepli Montagu Cotterill ; Vice- 
Free., Charles W'atson MacGillivray ; Treas. 


Ilobertson Durham; Sec. and Preu.*?., Eidiard 
Brown ; Auditor, Edward Boyd ; Law Agent, 
John L. Aloimsey, W.s. ‘ O.A. 


rt?uPS'c’r., R. McKenzie Johnston ; Pfdr., H. A. i Society OF Antiquaries, Scotland (1780).— 


Thomson ; Clerk, D. L. Eadie. P.S.C.S.E, 
Royal Obseryatory. — A,^trouo7mr- Royal for 
Scotland, Prof. Frank W^atson Dyson, AI.A., 
F.R.S. ; Firftt A.^.nxtant Astronotner, T. IJeath, 


Secs., Alexr. 0 . Curie, R. Seott-lVloncrieff ; 
Treas., 3'ohn Notman ; Keeper of the National 
Museum of Antiquities, Queen Street, Edin- 
burgh, Joseph Anderson, ll.d. F.S.A., Scot. 


Assist. Astrnnonier.% 3. Storey; R. W. > SOCIETY OP WRITERS to the Signet, Edin- 


Wrigley, M.A. 

Roy alPhysical Soci ht y of Edinburgh (founded 
1771, instituted iiy Royal Charter 1788).— Pre.v, , 
Prof. J. A. Thomson, N.A,, P.r.s.Il; Treas., 
\y. A. Middleton, c.A. ; Sec., O, Charnock 
Bradley, D.sc., F.R.s.E. Library, India Build- 
ings, Edinburgh. 

Royal Scottish GEOGUAiurrcAL Society (1884).— 


BURGIL—Ktoper of the Signet, The Duke of 
3 yIontro.se, ic.T. ; Dep. Keeper, George ]\r. Paul, 
LL.D. ; Sub-keeper and Clerk, Jame.s H. Not- , 
man; Assf.-Clerk, A. L. Dick-Peddie ; Preas., ' 
John Cowan; Fiscal, AV. Stuart Fraser; Pro- 
fessor of Conveyancing, J. L. Moutwey; Col- 
lector of Widows' Fund, Charles Cook; Libr., 
John Minto, M.A. W.S. 


Firs., Prof. James Gelkie, D.C.L., F.R.s. ; Hon. Solicitors in the Supuejih Courts, Scotl.and. 


SV6\«f.,RalphRidmr{lson,F.R.s.E. ; J.G.Baidholo- | 


-Pres., J. Steven Burns; Vice- Pres., James ^ 


mew, LL.D., F.R..‘=!,E. ; »Sec,, Maj. ^Y. Ladilan Macdonald; Treas. and Collector of Widows' 
F<>rbe.s; Hon. Treasurers, James Currie, M.A., Puud. Charles Ritchie; P/j!ca?,Cami)l)oil Smith; ' 

Edinburgh; Robt Goiirlay, LL.D., Glasgow; Librarian, John Mathison ; Sec., A. Ellison 


Mon. Libr., James Burgess, C.LE., LL.D.; Hoti. 1 Ross, i, Castle Terrace, Edinburgh. 


AROn.BOLOGICAL SOCIETY (IliStd. xS$ 6 ), 207 Bath 
Street. —ibv,'-*., Geo. Neilson, LL.D. ; Vice-Pres., 
Rev. Professor Cooper, D. p. ; J. 'I'. T. Bn )wn ; 
George Macdonald, LI..D. ; Hon. .Stnx, W. G. 
Black and A. H. Chavteris; Hon. Treas., 
George J. \Valker, c.A. 

CHAMBER OF COMMERCE ANI» MANUFACTURERS 
(Incorp. *783). — Pres. , Thomas ?JcArly ; TAv'- 
Pres. tb Jlon. Treas., J. F. 'C. (»raham ; See. <t; 
Dep. 2'reas.,'SV. U. Hill, Lr.l>., Dep. Secretary, 
Hio-s. Cameron. 

Corporation Public Libraries. — City 


LEADING GLASGOW INSTITUTIONS. 


land Fer.Jru^ ; Vice-Presidents, Dr. Snodgrass ; 
Prof. .). Graham Kerr; Dr. George Neil son ; 
Hon. Libr., Dr. James Knight S'eu, Prof. 
Bennett : Hon. Treas., John Arann, c.A. 
Sheriff court of Lanarkshire.— S'/ nuf/r if 
County, J. G. Afillar, iv.C. ; Sheriff' Si/bg it ufes, 
D. l». lialfoiir, .Tobn jBr,yd, advocate, 'i’homas 
Alex. Fyfe, Alark G, Davidson, advocate ; A. f>. 
Morison Mackenzie, advocate (Glasgow), A. T. 
Glegg.ad voeate (Airdrie), A. S. T). Tliomsoii, advo- 
cate (Hamilton), Wm. G. Scott- Aloncrieif, advo- 
cate (Lanark) ; Sheri f-Clerk, Wm. AVeir Grieve. 


Librarian, Francis T. Barrett (Mitchell Refer- Tku.stee.s op the Clyde Lighthouses. -P/miV- 
ence Library, 180,000 vols.,2x Alillcr Street); man, George J. Kidston; Clerk, James Farie 
Sffh-!jibrarhin,K(Jm't Adams; Slept, of District Andenson, 137 St. 'Vincent Street; Treas., 
Libraries (x6o,ooo vols.), John AIcDonald. (An- Thomas Adam, 16 Robertson Street, 
nual visitors, 7,250,000 ; use of ])ooks, 3,000,000.) Trustees < ip the Clyde Naa'idation, t6 Robert- 


Faculty of physicians and Surgeons.— /vc, 


son Street.— C/mfn/mv?, Tliomas Mason ; 


Dr. D. N, Knox ; rAsvVor, Dr. James A. Adams ; I Deputy da, AV. H. Raeburn ; GVn., Manage 


Treits,,J}v. W. G. Dun ; Clerk,W. IT. Hill, LL.D.; | 
Sec. and Lib. , Alex, Duncan, B. A., LL. D. (Faculty ' 
Hall, 342 St. Vincent Street). L.F.P.S.G. 
Faculty of Piuk urn ators.— -D ean, of Faculty, I 
James 'Mackenzie; Treas., Clerk and Fiscal, \ 
J. Guthrie Smith, 205 St. Vincent Street. 


J: Sec., T. R. Mackenzie; IT reus., Thomas 
Adam ; Engineer, AV. l\r. Alston ; Harbonr- 
Mnster, C.apt. R. AVhite ; Collector, Walter 
Maefarlane ; Mechanical Engineer, Geoi-ge 11 , 
Baxter; Pilot Master, Oapt. Warden ; General 
Tra ffic Supt., William Stewart. 


Institute ov Accountants and Actuaries I A'ictoria lNFiRMARY'.~C7/u?V)/mn, A. Cai 


(incorporated), 2x8 St. A'incent Street.— 
Alexander Sloan, c.A. ; Treas., T. A. Craig, 

C. A,; Auditor, John AVilson, c.a. ; See., 

D. Norman Sloan, B.I., 190 W. George Street. 


Corbett, M.P.; Hon, 7 V(,-f('a,.Tolin Fleming; Hon, 
Sec.. AVm. Gray; Sec. and Treas., F. Bi'^set, 16 
Carlton Place, H.s. ; Svjk, Dr, D. 0 . .MacGregor, 
M.B. ; Ma.fron, Miss M. M. Alacfarlane. 


Institution (if Engineers and Shipbuilders i Western Infirmary (Incorporated).— CAafr- 
IN Scotland, Elmbank Crescent.— Pres. , C. P. j nmn, Sir Alattliew Arthur, Bt. ; Sec. and Treas . , 
Hogg; \V. M. Alston ; AA'. AY. j Henry Johnston, 87 Union Street; Medical 

Xickie; D. A. Alatheson ; James AVeir; Alex- 1 Supt., Dr. Donald J. Mackinto.sh, Ai.A'.o. 
ander AVilson ; JXjl P/vo#., Thos. Kennedy ;! Glasgow Athen.eum (Incorporated 1847), St. 
mul Editor, E. H. Parker, . { Oeorge’.s Phiee. — Pres., Lord Blythswood ; 

B<»yal Infirmary, Castle Street.— Peter ^ Chairman of Governors, .Tohn Edwards, F.gi.A. 
lUntoui, C.A., 21* W George Street; Super- Scot, ; Manager, J. Lauder, f.r.h.l, 
mtenAsM, Dr. J. Maxtone Thom, I St. MungoB CoLLEGE. -Pms\ , .lames T. Tullis ; 

Royal Philosophical Society of Glasgow I Vice-Pres., Sir John tire Primro.se, Bart. ; 
(Inatd. sSa®), 307 Bath Street— Dr. Free - 1 Sec., J, T, T. Brown, 97 AV. Regent St. 
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Scottish Gommzers and Sheriffs — Gluls, 


4^3 


CONTEKERS AND SHIEIFFS OF SCOTTISH COUNTIES. 


CONVKXEK, OF COUNTF, 


eOXJNTT, 


Sheriff-Phincipal. 


A. 3^1. Oordtra of Newton Aberdeen .. Donald Crawford, Ji.A., K.G j£x,ooo 

Manlachiiui of Mucdachlan Argyll A. L. Machire, K.0 

Kioluird A, Oswald of Andienci’uive... Ayr .T. Campbell Lorinier, K.C 

James Camitboll, Old Cullen Banff Donald Crawford, M.A., K.c, 

Col. Charles Hope . Berwick John Chisholm, K.C 

The Marqncss 01 Bute, Rothesay ...... Bute Neil J. D. Kennedy, K.C. 

William NierJ.son, Wick Caithness John .F. Macleniian, K.C 

The Earl ot War and Kellie........ Clackmannan J'. M’Kie Lees, ar.A., K.G. 

JaiucvS Watson Stewart Dimiharton J. M’Kie Lees, M.A., K.C. 

J- ^ ■••■••••• 

Lieut 'Coi Eobt. Dumlas, Yr. ohSdmburyh Charles C. Macoiiochie,M.A., K.C. 

Arniston, Kirkbiil J (Sheriff of The Lothians and Peebles.) 

Ceorge Koss MacKessack Blnin or Moray John ’Wilson, K.C 

SirEalpbW, Anstrather, Bt.,of Balcaskie Fife (leorge L. Macfarlane, K.C 

Et. Hon. Eari of Cainperdo\vii Farfar..... James Ferguson, K.C, 

(Included in The lotWane.) 

The Mackintosh of Mackintosh Inverness John Wilson, E.C. 

Cra,vfo.L M,.., K.c. 

Sir Chaa. E. Adam of Blalradam, Bart Kinross George L. Macfarlane, K.c. 

■W. .1. Maxwell of ^Munches Kirkcmlbriyht J. A. Fleming, K.C. 

Col. J. Dennistomi Mitchell Lanark J. G. Millar, LL.B. (Glasgow) ... 

Col, Hope of Bridgecastle Linlithgoiv (Included in The Lothians.) 

J. S. Robertson, Nairn Kairn John Wilson, K.C. 

Alfred Baikie Orkney John F. Maclennan, K.C. 

M. G. Thorburn of Glen Ormiston ... Fccbles Charles C. Maconochie, M.A., K.C. 

Lt -Col. Home Drummond Perth Chris. N. Johnston, M. A,, K.C... . 

T r» XT,.:! r tv « 


700 

700 

750 

950 

775 

800 


700 

s,8oo 

Soo 

800 

x.ooo 


Robert King of Levernhohno Renfrew Neil J. D. Kennedy, K.C. . 

vSir Hector ilunro of Foulis, Baid. ... Ross and Cromarty .. John Alexander Reid, K.c. ...... 

The Lord Polwarth Roxburgh John Chisholm, K.C, ............... 

C, ILScott-PIummer of Sunderland Hall iS'efbVfc John Chisholm, K.c. 

JohnT. Anderson Shetland John F. Maclennan, K.C. 

A. Peddle- Waddell of Balquhatston... StirUng J. M’Kie Lees, M.A., K.C 

Andiw Lind.say Sutherland.. John Alexander Eeid, K.C. 

The Earl of Stair Wigtown J. A. Fleming, K.c. 

The Slierilf-Principal of Lanark resides in Glasgow’ ; all the others reside in Edinburgh. 


800 


PRINCIPAL SCOTTISH CLUBS. 


, Est.'l! j 
Nfl.UK; of < 'Iiib. hlih-j 


Art 

AustvatisiuTi . . 
Caledonitmr.S. 
Cojis'’rv!Vtive .. 

CouTd.y 

Highland .... 
luqirl. Uaion,. 

.hiiiior 

Junior Cou- I 
Korvutivo .. y 

Krivin 

I.ihcval 

iMow 

New 

Northern .... 
Paisley 

S ueen's 

oy. Northern 
Scot. (Jonser-l 
vative . . . , j 
Scot. Ijibcral . . 
University .... 
TJniv. Union . . 
Western 


hers, ;Entr,| Ann.! 


j iC .91 

I 1807 

I 1SO6 
I 1787 

j ' 

; 1836 
1880 
i 1 S 97 
s8S4 
1877 
1 S 80 
1S87 


185, Bath St., rUasgow ...... 

[12, Ardiihald IT., Edinburghj 
' 4 . Shandwick I‘l.,I 3 dinbui’gh! 
'33. Uothwcdl St, Glasgow ... 

.Sandgjite Street, Ayr 

.HigJiSt., Inverness .. ....... 

8a, St. Vincent St. Glasgow , I 

isi, Douglas St, Glasgow 

46, Kenfield St., Glasgow. . . . 
'97. Buchanan St., Glasgow . . 
St. (h'orgeA PI.. Glasgow..,. 
8s, Princes St.tEdiiiburgh .. 
146, ^V, George St, Glaagow- 
91, Geoige St, Edinburgh .. 
103 , High. Street, Paisley. . . 

7, Fredi'riek St, Edinburgh. 
204, Union St, Aberdeen;...; 
112, Princes St, Edinburgh j 
Z09, Princes St, Edinburgh.! 
127, Princes St, PJdinburgh ,1 
Park Place, Edinburgh . . . . j 
:x47, Buchnnan St, Glasgow .| 


300 

i6g 

590 

2X0 

a, SOO 

X,000 

700 

1,300 


|io G s. 
None! 
|ioGa.| 
I 5 & 3 G.! 

£fS 
*2 Gs. 
3Gs. 
None! 
aGs.! 

3 Gs.| 
, 3 G8.i 
'as Gs,! 
;3oGs,i 
jioGs. 
IxqGs., 
SGs.' 

■ ,£30 ' 

SGs. 
None! 
35 Gs. 

1 Sis- , 
!30 Gs.| 


sGa. 

2 Gs.l 

I 5 Gs.| 

| 5.'3 & 

3 Gs. 
fk' , 
3 -Gs. 

4&2G.I 
SGs. 
3 Gs.| 
3 Gs. 
;4&S!G. 
. 7 ,Gs.' 
8Gs.i 

‘■it 

m 

J 6Gs. 

is. A & ’ 

aGs. 

;ii&2G. 

10 Gs. 


ij. W. Itoblv 

f S, T, Chamtcloui), si.n. , 
J A. IJ. Pearson, m.h, (.ioiot) 
Ca,pt. J. II. Hay . . , 


Secretary, 


Remarks. 


G. H. Rose . 


). 

ID. W. Shaw 

jT. G. Henderson 

A. Craig. 1,1,. 1? 

iRobert Philips 

A. J. Pevgusson 

Mi ss . Stewart Wri fkAi 

S. E. Simmers, c.a...'..-. 

Col. H. W.tmya,rd 

J. Oraliam 

I (vacant) 

[Thomaa M.ecEobert 

M iss L. M ei ki cj ol ui 

Geo. Cniden, m.a 

I W, Hunter Maxwell 

D. N, Cotton 

A. W. Sansome 

G. J. Let hem 

Oapt D. G. Ikiwler. 


Arts. 

I Social. 

!Tlie Services. 
jOonsen’ative. 
jSodal. 

Social. 

Unionist 

.Social. 


Coiujervativc. 
■Ladies. Social, 
Lilier.'il, 
iSocial, 

.Social. 

(Social. 

.Social. 

Ladies, Social. 
.Social, 

Conservative. 
Liberal. 
.Graduates, &c. 

I Members. 
iSocial. 
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Scottish and Irish 3f0tary Commands. 


TERM DAYS IN SCOTLAND. 
Candlmas, 2nd Ecb.; ‘^Yhiteunday, xgth May ; 
Lammas, xst Aug. ; Martinmas, nth Nov. ; Re- 
moval Turras, 28th May, 28th November. 

When a Scoitifih Tennfalls mcbSimclmj^ the 
day after is held as Term Day. 


BANK HOLIDAYS.-— New Year’s Day, isfe 
Jan.; Christmas Day (if either of the preceding 
falls on a Sunday, the Monday following shall be 
the Bank Holiday) ; Good Eriday; First Monday 
in I^Iay ; First Monday in August. 'Fhese days, 
with the addition of Empire Day, are also ob- 
served in Customs and Inland Revenue Offices. 


THE SCOTTISH COMMAND, Headquarters, Edinburgh. 

(Comprising Scotland and Eerwick-on-Tweed.) 

mnduiqdn^ChuABiv Coast Depetces 

1 ., K.O.B., t.y.... J^ 2,007 n ■r 

E. B. Cavaye, Ic. Com., L. B. Friend, C.B., hvig.-gin., Edinburgh. 


General OiTieer Com m and uiq4n--Ch’ief, Sir 

E, B. Leach, F<F, k.o.b., Ig ^£2,007 

A.w/:. Mil Sec., A. E. B. Cavaye, Lc. 

A.D.C., (’apt. C. A. Antrobus £^74 

General Staf Oftcer, xst Grade, A. G. 

Hiinter- Weston, P.S.O., c. £4St7 

Drla.-Gen. in Charge of Administration, 

■'L. E. Kiggell, c.n h 

./>. A. R. S. Martin, TO, 

A.Q.M.G,, R. B. Gaisford, C.sc.d., c. 

Chief Engineer^ H. M, Sinclair, c £7^0 

Prin. Medical Oficer, T. !M. Corker, M.P., c. 3»73c 
As.s‘h Dir. of Ordnance Stores, H. A. 


No. 1 DISTRICT, Perlh. 
Com., E. B. ITrmston, o.B., c. 


No. 2 District, Hamilton. 

I Com., C. T. Becker, c. 

:730 1 in Charge of Regimental Records:-^ 
I Highland, E. B. Urmston, c.b., Perth. 


Auley, lc £^2^ 1 Lowlmul, C. T. Btcker, Hamilton. 


THE IRISH COMMAND. Headquarters, Duhlin, 


I General QJicer CojnmatuHngdnHhicf the Forces, Rt. Hon. Sir N. G. Lyttelton. G O.B.. a. ■ft.az'k 

As.nstant Military Secretary, G. H. Thesiger, c L. 

• Aides-de-Camp, C. Shawe, capt ; Q. Y. S. Bowlby, cctpf each ^274 


Maj-Gen. in Charge of Ad nmustrahon, Commg. 15th Rrig., A. \Yn30i}, c.b., h.ff., Belfast. 

H. N. Bunbury, c.b ^912 , Commg. 6th Division, • 

Brig.dxcn, General Staff, E. S. May, C.B £730 Cork. 

S’; Staff Officer, tst Grade, W. Douglas, 

CineJ Engineer, C. M mgfield-fetratford, j d..s.o., c £730 

brig.-gcn ; ;^73o i D.A.A. S Q..¥.G., S. C. F. Jackson,' R&\ oV,’Lc. 

As.s'f.. Director of Supplies and Transport, ' 


P. E. F. Hob]>s, r.M.<3., c £.73^ i Commg. xSthBria.,!?. C. Carter, c.B, , h.q. , Fernioy, 

P,M.O., G. D. Bourke, C.B., K.II.P., .v.r? ;,^73o ; Commg. xyth Brig., R. C. A. B. Bewieke-Coplej% 

A.v.vf. Dir. of Ordnance Stores, ¥. \\\ '^IgT. I C.B., b.q., Cork. 

Bunny, c. ‘ ;£73o | 


Princijial Vety. Offcer, E. 11. Hazelton,c. ...;:(]^ 73 o t COAST DEFENCES. 

Commg. sth Ihvn., M. P. Campbell, C.B^ | Commander, A. L. Molesworth, c., Londondernf. 

\ J'- Ingleflold, D.S.O., b.g., Cork. 

” Ksteict 

Bt, n.s.o,, C'rpf - Brtg.-Gen., G. A. Mills, C.B. 

Comilhh 3rd Carnlry Brigade, Hon. .1. E. « » 

Liiuiley, h.g. ; Brig. Maj., T. A. Cubitt, ! No. X 2 DISTRICT, Cork. 

US.o., TO £9^^^ * Com., T. H. Stavert, e. 

Coming. xgGi Brigade, 0. C. Monro, C.B. , ! Cols, in Charge of Regimental Records 

h.g.ffDuUin ^^*>095 ! North /m7q Brig. -Gen. G. A. Mills, C.B., Bclfai, 

Coninig. t^fh Brig., Curragh, South Irish, C'ol. T. H. Stavert, Cork. 


No. II District, Belfast 
Brig. -Gen., G. A. Mills, C.B. 


No. 12 District, Cork. 

Com., T. H. Stavert, e. 

Cols, in Charge of Regimental Reeords : — 
North /r<‘,s7q Brig. -Gen. G. A. Mills, C.B., Belfast. 
South Irish, C'ol. T. H. Stavert, Cork. 


THE TAXES AS CONTRIBCTEXX 


The following table shows the amount contributed liy each of the three kingdoms (England 
and Wales, Scotland, and Ireland) under the virions schedules of tlie Property and Income Tax, 
Inhabited House Duty, and Land Ta.'C m the financial year 1908-9. 


Kingdom, 

1 

. '1 Income. 

Inhabited 

House. 

Land. 

Tot.al. 

Population, 
30 June, 1909. 

England and Wales.... 

SeoMand 

Ireland 

3*>76S^S37 

£ 

X, 971,188 
128,0x0 

nil 

£ 

711,691 

33769 

ml ■ 

£ 

34,448,416 

3,451,601 

: ' '-X',Z20,X29 

33756,615 

4,877,648 

4.374758 

United Kingdom 

36,275,488 

z,ogg,x^3 

745460 

39,120,146 

45,008,421 
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The Umted Kingdom — Ireland. 485 

THE KINGDOM 

Irelan’Tj is an island lyins between sx'^ * 0 ' and 
bit. and 5-’ 20' and 10^ z6' W. long. It 
is about 60 miles to the west of England. On 
three sides it is washed by the Atlantic Ocean, 
and on the east by the Irish Sea and St. George’s 
Channel. Its greatest length is, from north to 
south, 306 miles, and from east to west from xzo 
to x8o, with an area of about 31,739 square miles. 
The total acreage is (1907) 20,7x0,589, of which 
2,995,945 acres are barren mountain, turf bog, 
marsh, or building land. The greater part of the 
surface is a plain, interspersed with low hills, the 
highest mountain being 3,414 feet above the sea* 
level. The rivers are numerous, the Shannon, 
254 miles in length, being the principal ; but 
the chief water feature of the country is the 
beautiful series of lakes or (as they are called) 
loughs, the largest, Lough Neagh, covering a 
surface of 98,255“ acres. Tlie harbours are among 
the finest in the world. 

Government —The government is semi-indepen- 
dent. A Lord-Lieutenant, appointed by each 
successive Ministry, exercises almost regal sway. 
The peerage consists of 176 members, who are 
represented in the Imperial Parliament by 28 of 
their number ; and 103 members represent the 
country in the House of Commons. 

The legal eatablislmtent is similar to that of 
En j;land,and ispresided over by a Lord Chancellor. 

jr*opulatwn . — The population of Ireland on 
March 31, 1901, was 4,458,775 (2,200,040 males and 
2,258,735 females), a decrease of 245,975, equal to 
5*23 per cent. , since the preceding Census of 1891. 
Of the total population the professional class 
numbered 214,343, domestic 2x9,419, commercial 
97,889, agricultural 876,062, industrial 639,413. 
In X908 there were 22,831 marriages, 102,426 
births, and 77,151 deaths, and the estimated 
population on 30 J une, 1909, was 4,374,158. 

Agrieulttm and Live Stock.— In 1908 there were j 
! 36,677 acres under wheat, 1,060,301 under oats, 
154,596 under barley or bere, 8,050 under lye, 
1,794 uuder beans, and 297 under pease— a total 
acreage of 1,261,715 under cereal crops ; 587,144 
acres were under potatoes, 279,044 under turnip.s, 
72,092 under mangold, 39,158 under cabbage, 4,885 
under vetch and rape, and 26,574 under carrots, 
parsnips and other green crops— a total of 
1,008,897 under green crops ; 46,9x6 acres were 
under iiax, and 2,298,793 under hay ; the total 
extent under crops of all kinds thus being 
4,628,466 acres, while there were 10,078,073 acres 

THE LOm> I 

His Excellency the Eight Honourable John Can 
G.ci.M.G., born^viX August, 1847; married, 1877, Hon. 
Lord Lieutenant General and General Goveraoroj 

LORD LIEUTENANT’S 

Private Secretary, M. S. Green .3(^829 

Additional Private See. As^it. Chamber- 

Iain, Gavin M. Hamilton aoo 

Ubiter King o/Anns, Capt. N. R. Wilkinson, 

F.S. A 600 

State Steward and Charnberla. in , Sir A nthony 

W eldon , Bar fc. , D. s. 0 500 

Co mpOadfer, The Lord Pirrie, K.P. 300 

Vice-Chamherlain, R. M. Bowen Colthurst 300 i 
Master of the Horne d: A .D.C. fYUoonntknmn 350 

Mil. Sec. Ai A.D.C., CapU A. Hunter 250 

Aidcs-de-Cmnp, M. G. Williams ; Lt, R, A, ■ 

L. Keith each 150 

JEJxtra Aides-de-Camp, Sir Gilbert Wilis, Bart ; 

OF IRELAND. 

under peimanent grass. The produce in 1908 
was 746,947 cwt. of wheat, 3, €54,724 cwt. of 
barley and here, and 18,239,758 cwt of cats; 
while 3,199,678 .tons of iJotatoes, 5,416,938 tons 
of turni|)s and swedes, and 1,579,028 tons of 
mangolds were also grown. The live stock in- 
cluded 604,629 horses, 30,351 mules, 241,133 
asses, 4,792,458 cattle, 4,126,106 sheep, 1,217,840 
pigs, 246,286 goats, 24,031,095 poultry. 

J 7 idustries.—ln addition to agriculture and 
pasture, linen and shipbuilding are the principal 
industries in the north-east, sea fishing through- 
out the coast districts, distilling and brewing in 
many of the large towns, and cloth and lace 
locally. The western districts are being developed 
by the opening up of communication. An in- 
dustry which is rapidly gaining ground is bee- 
keeping ; the amount of honey produced in 1907 
was 251,293 lb. in movable combs and 70,867 lb. 
ill other hives, a total for the year of 322, 160 lb. 

The total value of fish landed in 1908 was 
>S337 j8i 3, the quantities being 747,056 cwt. 
(including 356,02^ cwt. mackerel and 250,287 cwt. 
neiTings), exclusive of salmon and shell-fish. 

Religion . — The prevailing religion is Roman 
Catholic, 3,308,661, or 74-21 per cent, of the popu- 
lation, professing that form of faith, there being 
also 581,089 Protestant Episcopalians, 443,276 
Presbyterians, and 62,006 Methodists. Until 
the year 1871 the Estaliiished Church was a 
branch of that of England, with two archbishops 
and ten bishops, although the members of this 
coinmimion were hut 12 per cent. -—9 per cent, of 
the remaining Protestants being Presbyterians. 

Education. — Ireland is well supplied with 
educational establishments, having three 
uiiivensities, a large number of secondary 
schools, indirectly endowed under the Inter- 
mediate Education Board, and an admirable 
system of primary schools under the National 
School Commissioners. There is also a 
Department of Agriculture and Technical In- 
struction which issues detailed reports, and 
assists generally in tlie development of agri- 
culture and industry. In 1908 there were 8,468 
Primary Schools in operation, %vith 689^001 
pupils on the rolls and 12,731 principal and 
assistant teachers ; there were also 7 Training 
Colleges, with 521 men and 663 women students 
resident. The total expenditure by the Commis- 
sioners from grants and rates was ;£^i,624,49o 
in 1908-9. 

JEUTENANT. 

ipbell Gordon, 7th Ear of Aberdeen, ll.p,, p.c.l., 

, Ishbel Maria, daughter of xst Baron Tweednioutb ; 

L Ireland ; sworn in 14th j&ccember, 1905... 000 

HOUSEHOLD. -£4,672. 

Col. W. Lyster Smythe ; Lord Haddo ; Hon. 

Dudley Gordon ; Hoii. Archibald Gordo}i ; 

Capt. E. G. S, L’Estrange Malone ; Lieut. T. 

H. E. Barclay ; Lieut. E. 'G. L. AVanier ; Capt. 

Hon. C. M. Hore-Ruthven; Lieut. Y.lM.Uortune. 
Physicians in Ordinary, Sir Christopher Nixon, 
and W. J. Thomp.sori, m.d. 

Surgeomt in Ordinary, 11 . F. ToVun, F.R.C.S.i.;and 

Sir Arthur Chance, F.R.r.s.i, 

Surgeon to IJonschold,!, Lentaigne.F. it. c. s, r. £igo 
Surgeon Ocnlitst, F. C. Crawley, M.P., F.R.o.s.i. 
iSiirgeon-Dentist, Kevin E. O’Duffy, L.n.s. 

1 Dean of Chapel Royal, Rev. R, G. M. Webster, 

( M.A. ^£3% 
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Irdmd — Local Government Bocml^ &c. 


omOE OF ilEMS, BuMin Castle. 

ITlder King of Arms, Capt K. E. Wilkinson, F.S. A. 
AlhloM Piuwihmifi G. D. BiirtcliaeH, M.A, 
I-Jerahlfi of the Order of St. Patrick, 

Buhlin Ilerahl, (Iniilamore O’Grady, M.A. 

Cork Herald, 1 ’. (I. Mabony, M.E.I.A. 

IPJSIf SECRETAEY’B OFFICE. 

Old Qneen Street, SAy.— ^,^23,950. 

Chlrf Secret o:r)f to the Lord Lieutenant of Ireland, 
lit. ilon. Angustine Birrell, K.C.jM.P. 

Pricaifo Secret dr g, C. T. Beard, T.S.O. 

As-Urd. do., W. T. Barden; P. H. Illingworth, 

■ 3L,P. ■' . ■ ■ 

ITmler.Seereiary, Et. Hon. Sir X B. Dougherty, 

c’.v.o., c.n £^, 000 , 

Primic Secretary, A. P. Magill £^B^ 

Ar-<tsf,Cnder-Sec., E, O’Farrell j^i,ooo to j^i,zoo 
Principal CJerkc, Sir Fredcinc , 1 . Cullinan, C.B., 
;£;i,ooo; Laurence C, Dowdali, C.B, W. P. J, 

Ctnuiolly to ;£9 oo 

xst Cla^^.n Cterk-^ {zat Section), T, P. Le Faun ; J. J. 

Ta.yior, r.s.r). ; C. T. Bcar<l, LS.O. :iC55o to ;^6so 
xst Clatifi Clcrkn (znd Section), S. J. AI, Power ; 

C. AL Arartin* Jones £zqo to;^soo 

ReyMrar, George Gilchrist ^ 35 ® to £500 

Chief Clerk, IriAi Offce, London, T. P. Le Fanu. 
Praftmnn of Part BiUc, F. N. Greer 

;£'700 to ;)($^900 

LOCAL GOA’ERNAtENT BOARD. 

Custom House, Dublin,— ^^82, 616. 
Preffident,Rt Hon. the Chief Secretary. 
Vice-Preiiidcnt, lit. lion. Sir Henry A. Robinson, 

ILC.B ;^I,8oo 

Pricatc Secretary, A. D. Codling £t-^ 

ComavisHWncrH, The Umicr •Secretary for Ireland ; 

AVja. L. Micks £x,zoo 

Stafford, C.B., l).L., F.li.C.S.;fc *>200 

ScorcUiry, A. R, Tiarlas, M.A ji^t.ooo 

Aiifslut. Secretary, J. E. Devlin £7S° 

IJo. (LahovrerH Acts), liI. O'Sullivan £800 

Senior Clerki^, E. W. Leach ; AI. Gregg ; J. L. S. 

Smith jj^6oo to £•^00 

hi^pectorc, E. Bourke ; Afajor Ruttledge-Fair ; 
R, C. Lynch ; Ro[»t. Agiiew ; E. Kelly ; E. A. 
Saunderson ; C. it. O’Couor ; J. Coffey ; R. P. 

FitzPalrick :jC5oo to £70Ci 

Medical In^wcton^, I’. J. Browne ; C. . 1 . Clibborn ; 
Surg.-Col. 1 ). Edgar Flinu ; Sir J. Achc.sou 
Alaei’ulladi ; E. Coey Bigger; Brendan Alac- 

Cartliy ; Joseph Smyth £$0° to ;£7oo 

Chief lingitiecri ng I iv-p. ,P.C. Cowan, M. r.O.E. £goo 
Engineering I n>fi>ecfora, A. D. Price, M.A.I., 
;;CS 3 o ; O'Brien Smyth, j£^4oo ; L. E. H. 

Deane £3So 

In.^lK'chir of Audit.% W. Drury, At. A £900 

Au'UforH, C. Croker : R. d. Hewell, B-L. ; W, E. 
Ellis, a B. Sheehan; C. D. Barry, B.r,.; 

Capt. G. 0 . E, Wynne ; H. Bourke ; Alaj. G, At. 
E-'Cles ; J. A. Baker ; J. L. King ; J. Alore 
O’Eyrrall : Cyril E. Browne ; A. A. Flynn ; 
St. J. Cousidine ; J, A. Reddy ; G. Bryan, LL.i>. ; 
R. J. Baker; R, Grubb, B.L. ; Maurice Cos- 

grave, B.U, .,..£2,00 to ;(S8oO 

Sec. Vaccine Dept., Dr. A. N. Alontgomery. 

Legal Admer, 0 . T. B. yansion,' LL-B. ...-^1,000 
Solicitors, T. Tighe Alecre<ly and Son. 

BOA UD OF PCBLIC WORKS. 

<5 Hpper Alcrrion Street, fmblin,— 3^258,077 for 
Works, Buildings, d^c, ; ;iC68,49S for Railways. 
Chairman, Sir'G. C. AMBtolmes, K.C.y.O.,O.B.;^i,Soo 
CammiMBiomr^, George A. Stewison, C.B,, H.y. 0 . *, 

Mijp Hanson .................each £x,»oq 

, mmi^ry^Uy. Williams, K.T,o.,i.ao.';g^to ^800 


Assist Secretary, G. E. Shanahan ...... ......j£6oo 

Staff Oflcers, J.''C. Tew ; J. Healy ; T. F. Foley ; 
George Price, ll. b. , £2^0 tOj^45o ; H. P. Boland 

(suinermimcrary) £it.^<i to ^^400 

Accountant, J. J^. Collins j^ 6 ooto 2 ,Soo 

Heads of Dimsions, J. J. Healy; A. H. Sid well ; 

J. Halligan j€42oto;£sso 

Engineer, T. At. Batcher., yi.l.G.l?. ...£7^^ to 500 
Assist do,, C. H. Olley, M. r.c.K. ; .l.C.Smith,..;:Cooo 
Solicitor A- Treasury Solicitor in Ireland, \v. 'G. 

Towers, B.A £x,oooto £t,zoo 

Principal Surveyors of Biiildinas, J. H. Pentland, 
B.E., F.II.I.B.A. ; T. J. Mellon, f.r.i.b.a. ; A. 

Robinson £boo to £650 

BOAB-D OF TRADE, 26 Eden Quay, Dublin. 
Prmcipal Officer, Capt. William Tillar. 

Engineer Surveyor, H. Bayer. 

Shipwright Surveyor, T. D. Taylor. 

Clerk, W. G. Alarlow, 

1 Belfast.— .S7u2> Surveyor, W. IT. Chau tier ; En- 
j ginecr Surveyors, F. Carruiliers ; W. 0 . VFard ; 

J. S, Herriot ; Clerk, J. H. Thomas. 

1 LoNPONbEimy.— Siureyor, Geo. Shott. 
j Cork.— A'/iijp Surveyor, A. F. AVeir; Engineer 
i Surveyor, G. AI. Gray. 

j QUEEN.STOWN.— AVeuO'raZ Surveyor, Capt. E. J. 
Sharpe ; Sanitary Surveyor, Alclean, alp. 
Marine Department, AIcrcantildlAJarine Office, 
26 aiul 27 Eden Quay, Dublin. 
Superintendent, Cajit. Alex. A. Walker, R.Jir.R. 
Deputy do., Edward J. Smyth, R.N.E. 

Royal Kami Reserve, Dublin. 

Registrar, Capt. Alex. A. Walker, R.II.R. 
DEPARTMEXT OF AGRICnLTURE AND 
T ECH Xlf bt L I XST RUCTTOX. 

1 4 Upper Merrion Street, Dublin.— ^^234, 817. 

T 7 ee-F;vA’, , Rt. lion. T. W. Russell, Ar.p. ;^i,3So 

, Secretar}!, T\ P. Gill £x,^oo 

Assist Sees., .John Rich Campbell, B.sc. (df/m.); 
G. Fletcher, F.G.S. {Tech. Inst) £850 to j;&i,ooo 

Chief Clerk, E. Cantrell, I.S.O £600 to j^7oo 

Supt of Statistics and Intelligence, W. G. S. 

Adams, M.A £600 to £700 

Deputy do., T, Butler ;£35o to j^sso 

Senr. Staff Officer, 3 . 1 ). Daly, m.a. ^^420 to £600 
In Charge of Accounts, J. P. Walsh j£;4oo to £600 

Asst, to do,, AT. Killeen ;;^35o to ^^400 

Staff Officers, R. Duncan ; J. V. Coyle, B.L.; A. 
h'elly, ;^35o to :)Csoo ^ X Hooper, B, A., ^£250 to 
;£^4 So ; VV. Dalton, B.A. ; J. Hogan, B.A. 

J1J300 to ;£400 

Inspectors. 

Agriculture, X S. Gordon, R.pc. {Oh. 7 am), :£“6oo 
to £8^0 ; T. S. Porter, jC7SS; d. Wood, B.sc. ; 
J. H. Hinchcliff, PH.D., j^4oo to £600; AL X 
Cleary, 3f.ii.av.h!., £600; E. Gallagher; A. R. 
Robertson, f.ii.a.s. ; J. Pimlott, f.h.a.s. ; A. 

Crockett, A.R.c.sc.r £200 to £400 

Tech. W. Y, Dixon, B. A., £600 to £800 ; 

R. Turnbull, B.sc. ; J, C. Smail : P. O’Sulli- 
van, A.R.C!.A. ; II. Garrett, Pir.P,, £400 to £600 ; 
W. T. Macartney Filgate {Industrie A) 

£300 to £400 

Junior Inspectors, J. J. AIcCaffery ; C. P. 
AIcGann ; E. P. Barrett, B.sc. ; AY. A. F. Leth- 
bridge, B.A. ; B. Ingram, B.A. ...£200 to £400 
Fisheries, Rev. W. S. Green, c.B,, Af.A. {Chief), 
£900 ; E.ML L. Holt, £550 ; M. P. Dowling £500 
Vetery. Ch, Inspector, AI. Hedley, F.E.G.V.S. 

£700 to £800 

Do. Tmmit do., D. S. Prentice, m.BX.V.S, 
iSupt),£4ooto £6co ;H. J. O’Donnell ; P. ATac- 
Nuity ; A. Reeves ; F. Kerr, v.s. £z$o to £350 
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LtH'pecfAir foi Irish Agrirndtuml InteresU in 

Greaf Britniti, Eurl of Cavrick £700 

Statistics, M. J. Jamieson ; 0 . W. H. Eoulston 
£zoo to A400 

of f^CIEKCE AND AUT. 
Director of Museum, O. N., Count Plunkett, 

F.S.A £600 to £700 

Chief Clerk di Second Officer, H. B. White, I.S.O., 

M. A. £3So to 3^400 

Keepers of Museum, li. F. Scliarif , l»H. h. ; G. Coney, 

B.E. ; J. J. Buckley i£^4ootOj^soo 

Librarian, National Library, T. W. Lyster, M.A. 

£ 5 &o to £6so 

Memlmaster, School of Art, J. Ward, a.rx'.a. i 
£600 to £700 

Keeper,. Royal ' Botanic Gardens, Glasnemn, ¥. W, 
Moore, M.E.LA. ....;j^3ooto ;^sSo 

Eoyai College of Science. 

Profc.ssors : — ifwjineering, (vacant) ; 

Eotany, T, Johnson, D.Sc. ; Chemistry, W. K. 
Hartley 5 D.sc., F.R.s. (Dean); Physics, W. 
Erovy’ii, B.se. ; Geology Cc Mineralogy, O. A. J. 
Cule. v.ii.s. ; Zoology, G. II. Carpenter, B.Sc. ; 
Agriculture, James Wilson, B.sc.; ^fafhernatU'S, 
W. M.cFad(len Orr, M.A., F.ii.S. ...;^6ooto £700 
Lecturers -.—Organic Chemistry, A. O’Farrelly, 
M.A.; Agricultural Chemistry, George Stephen- 
son ; Agricultural Biology, David Houston, 
F.Xi.S. ; Engineering, John Taylor, M.A. ; Phy- 
sics, F. E. Hackett, Ph.D j^3So to ;£45o 

Registrar, P. A. E. Dowling, b.a. ^^300 to ^400 

GKOLOOirAL StJilVEY OF IRELAND. 

Director of Surrey, G. A. il. Cole, F.G.S £too 

Senior Geologist, H. B. Wilkinson ;iCsoo to\;^6oo 
Geologists, J. il. K-ilroe ; li. J, Soyniour, B.A. ; 
T. Hallis.sy £t-^o to ;^4oo 

NATIONAL EDiX^ ATION. 

Tyrone House, Marl borough Street, Dublin. 
;i^i,63x,92x— A dministration, £28,0^0. 
Resident Commissioner, William Joseph Myles 

Starldc, lttt. d £t,S.oo 

Secretaries, P. E, Leinass, i.s.o. ; J. 

Dilworth, m.a each £Boo 

Accountant, Bedraond Naish j^JSoo 

Chief rns'iicctors, A. Purser; J. J, Hynes ...jj^Soo 

Senior E-vaminer, Saa. J. Hand £600 

Junior Examiner, C, H. Moore ;^6oo 

Book-keeper, D, Frisieil £^ 

GENERAL PEISONS BOAED. 

The Castle, Dublin, 430. 

Chairman, J. 8. Gibbons, c.b ..£x,zo<j 

Vice-Chairman, John Mtilluill ^1,000 

Medical Member, John Fagan, J.P. , F.Pt.o.s, l. £2So 
Inspector, The MacDormot, D.L. .,.£$00 to £600 

Secretary, B. M. Douglas, i.fe.o £450 to £sso 

Controller of Industries, E, Metcalfe, l.s.O. 

X, 7 . 5C400 to j^goo 

Clerk oj Accounts, J. , 7 . Eafter -Aago to jC4sq 

Staff Clerk, J. White ^300 to 24 ^ 

Eeformatjry and Industrial Schools. 

Dublin Castle.— 223. 

Inspecior,:i olm Fagan,. t. P. ,r. R.C'..s.L jg6ootO;jC8oo 

do., C. Gralv.im, ji.a to^soo 

Senior Clerk, IL O’Dca, LL.B j<;aSo to jCsS® 

INLAND EE VENUE. Custom House, Dublin. 
Solicitor’s Office. 

Solicitor and Special Commissioner of Jnebms 

^tartin ;£^x,oooto j^s,2oo 

Chief Clerk, B, Collins to ;;(^yoo 


Stamps and Taxes, 

Asststani Secretary, Comptroller, and Assistant 
Registrar of Joint Stock Com'panies, Joseph 

Simpson ;C8soto £t,Qoo 

Principal Clerk, Arthur W. Be;itty :^‘6oo to £700 
Senior Clerks, T. F. Lynch {'I'cLres); J. Oicr.ny 
(Stam2ys) ;iC4So to ;^SSo ; H. Eckei sley 

£3So to £450 

Minor Staff Officers, W. Abbott; P. Hugi.es; 
J. I). ^Veir, ;i£3oo to £400 ; P. Buckley ; P. T. 

Walsh.. ....£zoo to £300 

Estate Duty Office, Dublin. 

Registrar, Charles ,T. Wilson £i^^S to ;^eoo 

Citief Clerk, Arthur MTiewoll ^£725 to ;^,'85S 

Principal Clerk, Thomas J. Maguirc^‘6ooto £700 

First Assistant do., J. Iloche jCgSo 

Second Assistant do., 1 ’. E. O'Connor £s^^ 

x.st Cla,ss Clerks, J. (piinn ; IL H. Grace; J, A. 
Carroll ; A. E. Plunlndt; . 1 . Brown 

;^32o to £szo 
CUSTOMB AND EXCISE, 

Custom House, Poit of Dublin. 

Principal Clerks, L. M. Balfo ; ^y. C. Warner ; 
J. G. Lewis ; J. Yfaishe ; J. Xeoliaiie 

;^420 to j([soo 

xsf Class Clerk, J. E. Kceley £"^0 to ^<,"400 

Collectors, M. Cussen, II, liobbiiis, I.P.O. {Bel-- 
fast), £goo; .T. T, Mulqueen, F. W. V < od 
(Duhlin) ; D. Enright; W. E. I’witcliett (Cork ) ; 
J. Heath (Limerick); Michael Kenny, O, 8. 
Stirling (Londonderry) ; J. Hutchinson 
(Netvry); J. Gore (Wabrford); J. N. Arm- 
.strong (Dundalk ) ; T. Good (Gahvay ) ; A. H. 

Woods (Kilkenny) £300 to £8qq j 

TEEASUEY EEAIEMBRANCEE’S OFFICE. I 
Ca.stlc, J>ublin. j 

Treasury Rernembraneer ami Deipj. Paymaster • 

for Ireland, L. J. Hewhy ..^£^1,200 

Chief etc rk, A. Ormsby, D.L ;^6ooto ^^700 ! 

Clerk, D. Ogden £330 to ,ifsoo 

Examiners, 0 . Campbell ; E, Fahy £iZoto £^o 
Clerk to Treasury Rernembraneer, P. J. Walsh. 
GENERAL EEGISTEE OFFICE. 
Oharlemont House, Dnldin. 

Registrar -Gen., Sir Mllliam J. Thompson, M.l>. 

£x,c>oo 

Secretary and Assistant Registrar - General, 

Daniel S. Doyle, ll.b ^^600 to £800 

Medical Siqit. of Statistics, N. M. Falkiiier, M.D. 

^ . , £400 to £sBo 

rmperintcndenfs, George A. Newnlunn ; James 

T- Dewar £^^o to £soo 

lQiS2)r. of Regisf rat ion, E. A. Caimnac];, b.a. 

^£■300 Ds ;!CSoa 

GENERAL PO.ST OFFICE. 

Backville Btrctd, Dublin. 

Secretar}!, E. A. Egcri.<»u, o.b....jCi,ooo to £x.s:oq 

Chief Clerk J. Stnttard j<;€oo to £too 

Princvpal Clerks, J. J, Coonan ; F'. Taylor ; V\'. 

H. Hancock £440 to 

xst Class Clerks, 8, MoCunv ; P. J. Kcuwell, 'i’-'D. 
McDowell ; J. Cuhalan ; J. Booth 

p J* T. -o ^ ^£3^3 to £A3Ci 

Solicitor, E. E. Bute £6Goto /Toco 

Medical Officer. H. Fit/Gibbon, JJI.D /'Jso 

Ae,comifmit,I. MacM'ahou x^6ootn /:;so 

Examiner, E. M. Browne .....r£;45o to .,(‘370 

Book-keeper, D. P. Gallajgher ••'•£4$^ to / gyo 

Cashier, J. Howard £aao to jT^oo 

tst Class Clerks, P. Mr.cko--y ; H. N. Bowesmun ; 
J.P. O’Connor; II. R. Jones; H. .L Kmo^jes; 

J, S. Plai.sted to /’.■iso 

Contr, Sorthig Office, S. G. Fors.vthe j(igso to X.7C0 
Do., Telegraph Ofic?., .M. OToble ...£400 to 
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■ EOTAL iBiSit CO.l^-S'rABULABt, 
Headquarters, Dublin <jastle—;;g 1,380,910, 

The Koyal Irish Oonstabularyj then styled 
“tlie Constabulary of Ireland,” was formed in 
1836 by the consolidation of the “Barony Con- 
stables” and the “Peace Preservation Police.” 
The b.)rce is armed with riile, sword, and pistol. 
Its duties are varied, and military as well as 
I)olic.6 W(»rk has oftcni to be uiviertaken. In 
1S67, ])y Her late iSlajesty’s command, the title of 
the force was (dianq'cd from the Constabulary of 
Ireland to Royal Irish Constahulary, in special 
reco,enitiou of tlie splendid services rendered in 
the past, and in particular diiriir^ the Fenian 
outVjreaks of that year. Ohlccrs and men alike 
have a’iven repeatediiroofsof c.onspicnouscoura',je 
and darinr, and of exceptional moderation under 
the most iryiti}? circumstances. Approximate 
strength of the force 1909-10: — 336 Head Con- 
stables, 1,688 Hfiu’eants, 382 Acting Sergeants, 
and 8,180 (.'onstaldes ; total, 10,436. 
limn'ct^^rnnueral. Col. Sir Neville Chamberlain, 

Iv.C. j} jCIjSOO to 

Pnvutfi Sec.^ W, G. ‘Moriarty i,'i5o 

Dt>j).n.finp.’Ge)L, Sir H. F, Cunsidine, C-B., m.v.u. 

d,s‘.s*f. ilo., A. Gmnbcll ; F. J. Pall •£'700 to £Soo 
Pr(n. Stuff Hiigh if. Melcalfc;C6ooto j^8oo 

Oik. In C/ihrijii 0/ .1 era tv. , , 1 . F. Balfo j^6oo to £800 
Afijountfuit, W. Campbell ...^350 to ;(J^55o 
b'tfuf Offu'‘rs CVax.-v (kerbs’), G. McCjtnkey; 
AV. Kelly ; J. llobl), ;£i33cto jCgoo : A .T, M‘i>ore 
Depet. ^300 to i:4oo 

liiHp.-Gi'nl CuirnntU., U. A. C. Rogers £600 

Siirgernu F. Gordoji, lo h.o.im 

Ccuntles, &c. 

Cominr. <\f Pnli^' (/; bb.sC, T. Smith,. T.p, £600 

36/''/ n a if r o>v .• ca.-'b £;S^ to £500 

195 Dutt'iet 1 each £izs to £300 

LAW OI'FICBIIS. 

Attomey-GeneMl , I'he Rx. TJoji. Richard 

Robert Cherry, K.c., >i.i’ £S)<x^ 

S()Nrlfoj'‘-Gi'nei'til, Redmoiid Barry, K.C,, 

M.P £z,ooo 

€hf>/ Ciunt'ti Sidintor. Sir Patrick Coll, C.B. 

SrPREME COniT OF JUDICATURE. 
CoUllT or AI’J'EAI.. 

Px-Otfuno ./?/(/ 7'*.'c— The Lord Chancidlor, the 
Lord Chief tin* Ai.astcr of the Rolls, 

the Chief Baron of tin- Exelic.iner. 

Liii'iiH ,///.s 7 o'W 0/ A pponL- Mi. lion. Hngh 
llolmii.s (,uid a vac nicy) each £f^,ooo 

HIGH conn’ of justice. 

( fi.\Ner.i!V Division. 

Loi'd Chancellur, lit. Hon. Sir Samuel ^yalkor, Bt. 

£8,000 

Manteriiffh’ ill. flon. Richard E. Alcredith 

£4,000 

Jndw, Hon. Dun! jar P. P.arton 

Land Jud>j(\ Bt ILai. John Ross £ 8 iSoo 

Kino's BrNOH Division. 

Ld. oil. Bt, Ron. Lord O’Brien ,..^^5,000 

C/o’j'f liariin, Bt. Hon. Christopher Palles ^4,600 
Jwh’if, Bt. Hon. AViiliiini Drennun Audrew.s 
(Pnihnfi } : Bt Hon Sir Wm. \l Jore.Iohnson.Bt, 
(Ad'iniralOoi Rt, Hon.John G.Gihscn ? Rt.Hon, 
Dodg.^jiU IL yiiuMen ; lion, Walter Boyd (Sira A- 
rnpfrd ) ; Bt . Hoji. William Kenny ; Hon. George 
Wright: Hon. Wm. Huston Dodd each ;i^3, 500 
3 /fU.frr, Arthur H. Courtenay, C.B., D.t,.,..;^x,50Q 
Uf^'giittrar d' Clerk ojlha Crnnui^ James O’Brien 
;£!7 oo to\£'9oo 


Registrar, H. Vivian Yeo, a.b. ....../yooto £900 

do., Torlogh O’Brien j^dooto £700 

Chief Clerk, Edward T. Greene £^od 

Chief Probate Registrar, H. C, Warren, B. A. ;£i,ioo 
Assist Registrar Sec,, J. T. Geoghegan ;^;7oo 

Accountant-Genl Supreme Court, Luke Teeling. 

Ch kf Registrar, Bankn(ptc\j,ys\ H. S. Monck A;8 oo 

Hugh Doyle £800 

Court Registrar, R, G. Da'^iell 

Deputy Registrar, H. F. Gihson £$00 

Senior Clerk, T. Hamilton j^337 

Ogieial Assignees, J, Arthur Maconchv, 
and A. K. McEntire fees 

Consolidated Taxing 0 ///cc.s‘, Waster Jehu Hathe^vs; 
ilaster Shapland Aldrris Tandy ; ilaster Goff. 

Irish Land Commission. ;^239,o5o. 
Judicial CofiUiir., Rt. lion. Mr. Justice Wylie 
;£3,5 oo ; Hon. Mr. Justice Fitegereld ...^$^3,000 
Commissioners, S. J. Lynch, ;:^Jz,Soo; Rt. Hon. 
F. S. Wrench, ji^s-soo ; Rt. Hon. H. Fimicane, 
c..s.r. ; Rt. Hon. W. F. Bailey, c.B....each £z,ooo 
Secretary, Sir John H. Franks, C.B. 

LEADING DUBLIN INSTITUTIONS. 
Royal UiBErwXi.iN Acapemy, Longer Abbey St.-— 
Pres. , Sir Thos, Drew, Professor of Architecture, 
Academicians, George C. Asldin ; P. Vincent 
Duffy: Alfred Grey; Nathaniel Hill ; Nathaniel 
Hone; , 1 . .Tohnston Inglis ; A. Bruce-Joy; 
J. M. Kavanagh ; Wm. H. Lynn ; Bingham 
ArGiiiuness ; V'. M. ilitchell ; Howard Pent- 
land ; S. Catterson Smith (SVr.) ; Cha.s. Rmsseil ; 
Francis S. Walker; Ale.xander Williams ; J. 
Butler Yeats; H. C. Ti.sd;ill ; R, S. Shore; 
.lolrn Hnghe.s ; Hemy Allan ; H. J. Thaddeus ; 
Oliver Sheppard ; N. Blair Browne ; J. Doyle 
Penrose : Harry Scully ; John Lavery ; Der- 
mod O’Brien ; William Orpen. 

Jlonortfry Members, AIis.s M. Allen ; Sir C. A. 
Cameron, M.D. ; Edward Diiwdon ; II, A. John- 
ston ; Sir .T<dm Leslie, Bart. ; W. Booth Pear- 
sall ; Sir Edward Puynter, P.R.A. ; Miss S. 
Purser ; Sir Thornley Stoker, M.I>. ; Sir Walter 
Arin.strong ; Miss Kathleen Sliaw ; Sir James 
Guthrie, p.r.s.a. : Sir George Reid, r.s.a. 
Assnnntes, S. P. Clo.se ; Jolm Lawlor ; P. H. 
Miller ; Albert E. IMurray ; J. B. S. MacTlwaine ; 
I’red Batchelor ; T. Jlanly Deane ; W. J. Leech ; 
J. .r. Siiarinun ; Gerald Jt'estus Kelly. 

Keejicr and Treasurer, P. Vincent Duffy. 

Royal Iri.sii Academy, tg Dawson Street — 
Pres,, F. A. Tarleton, LL.D. Treas , , Rev. W. R. 
Westropp Roberts, B.D. Sec . , J. A. McClelland, 
D.sc., Foreign See., E. J. Gwynn, M.A. 

Librarian, ll. Lloyd Praeger, B.E. Resident 
Sec., R. Macalister, LL.D. 

Commissioners of Irish Lights, D’Olier St, 
Dublin. /S!rc., Hubert G. Cook. 

Royal Dublin society, Leinst(3r House, Kildare 
Street— iVc,s\, Rt Hon. Loni Ardilaim, D.L. 
Bon. Secs., llicharcl G. Carden, d.l. ; Joseph 
AIcGrath, LL.D. Registrar, Richd. J.AIos.s,F.C..s. 
National Gallery op lREi,AND,Merriou Square. 
Dublin. — Director, Sir Walter Armstrong. 
Registrar, W. G. Strickland. 

Royal College op Phy.'Uicians, Ireland.— 
Pres., A. J. Horne. Viee~Pn\s., E. IHacDowel 
Cosgrave. iiVr/wf., .Tame.s Craig, M.D. 

Royal College op Surgeons In Ireland.— 
Pres., Jr Lentaigne. Vice- Pres., Roljert H. 

Woods, Sec. to Cttnneil, 3. BarUm. Curator of 
Mitsettm, A. H. White. Registrar, G. F. Blake. 
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STATISTICS OF IRISH COUNTIES, WITH NAMES OF LIEUTENANTS. 


PllOVlNCBS AND 

Counties. 


LEINS'J’EII. 

Carlow 

Bnhlin & co. Bo. 

Kildare 

Kilkenny 

King's 

Longford ......... 

Louth............... 

Meath ........... 

Queen’s 

M'estmeath ...... 

Wexford 

Wicklow 

Munster. 

Clare — 

Cork & CO. Boro. 

Kerry 

Limerick & CO. B 
'J’ipperary,N.E.V 
S 

Waterfrdtfc c. B. 

Ulster. 
Antrim an di 
Belfast CO. Bo.i 

Armagh 

Cavan. 

Donegal 

Down 

Fermanagh 

Londonderry .&li 

CO. Boro ' l| 

Monaghan ... 
Tyrone ......... 

CONNAUOHT 

Galway 

Leitrim ......... 

Mhyo 

Roscommon 
Sligo 

Total, IiiELANi)! 


Popula- 

tion. 



LlKl'TKSAN'rS AND 
CUSTODES IloTl'LCilU’ 


144,404 

74,611 

1^583,826 

’ 192^549 
69-343 

199,166 

101,791 

.,.^4,0831 

646,9331 

4,458,7751; 


Lord Rathdonnell. 

Earl of Meath, IC.P. 

Robert Kennedy. 

Marquess of Ormonde, k.p. 
Earl of Eosse. 

Earl of Longford, K.P. 

Lord Beilew. 

Col. Nugent T. Evorard. 

Sir Algernon Coote, Bt. 

Lord Castlemaine. 

Viscount Stopford. 

Eari of Carysfort, k.p. 

Capt. Hector S. Vandeleur. 
Earl of Bandon, K.P. 

Earl of Kenmare, c.v.o. 

Earl of Dunraveu, k.p. 

Lord Duhaliey. 

Count de la Foer. 

Sir E\ E. W, MacnagiiLen, Bt. 
Earl of Sliaftchliury. 

Earl of Gosl'oul, K.P. 

lit. Hon, Thomas Lough, M.P, 

Duke of Abercoru, k.g. 

Marq. of Londonderry, K.Q. 
Earl of Erne, K.P. 

.Tohn Cooke, 
j Earl of Leitrim. 

I Lord Eossmore. 

Earl of Belmore, g.c.m.g. 

Lord Cion brock, K.P. 

Lord Hiirleeii. 

Earl of Lm-au, K.P. 

Rt. OoD. ‘'J'he O'Conor Don. 
Maj. Charles Kcau O’liara. 


* T’ulal of Iriith Eiuigrauts, sst May 


1 . 3 C 0 ; total of tdi Eiuigmut.s, 4 , 174 , 2 : 


PRINCIPAL IRISH CLC'BS. 


Alex.anilra — 
Automobile 1 
of I n.-laud I 

County 

County A (.‘ity. 
< 'ounfcy of (Jork 
Bublin piii -1 
versify — f 
Iliberniau I 
Catch .... ) 

Hibernian U,.S. 
Kildaru Street. 
Leinstcfr ...... 

Sackvillo St. .. 
St ei)hen‘sGreen 

ITater 

Ulster Ilefum. 
Union 


Esta-i 
bush- 
ed. I 


Club-House, 


1392 

190 X 

1813 


|i3S. St. Stephen’s (Jn., Dublin . 

j Dawson Street, Dublin ... 

'George Street, Limerick 

■‘ocTA Waterford 

1828 South .M.'ill, Cork 

1830 !i 7, St. Stephen's Gn., Dublin . 
1680 ilia, Grafton Street, Dublin ... 
1832 ;8, ,Sf. Stephen’.s Gn., N,, Dublin 
*7*^ 'Kildare Street, Dublin .... 

184s |29, C’laxe SU-ect, Dublin 

, *794 ;S9. Upper Sackville St., Dublin 
; i8i!o :9, St. Stephen’s Gn,, N., Dublin 

j 1848 iUastle Idaee, Belfast 

; 1885 I Royal Avonne, Belfast 

i 1837 ' Donegail Place, Belfast 


No. of 
Mem- 
bers. 


Sub.serii;tn 


Entr.i Ann,' 


3SO 

670 


243 

500 

80 


340 

400 

300 


2 Gs.j 3 Ga. 
S Gs,j3&3G. 

l £6 

BGs.i sGa, 
£6 


Secretary. 


Miss Ewing Kennedy . 'Social, 

II. S. CliJiytor j 

G, E. Uarmer Social. 

!W. Giillurv ^Social 

[It. H. Leslie! ;Bociai. 

Capt, C. Kendal Greene Graduates 


Gs.j 3 Gs.|b. Mullen 
jisCa.l 7 . Gs. 

£ 3 ® i £10 
6 Gs. 


S G.s.j 

Gs.! 


I Social. 

Ma.i. P. d. L.Totte.nhani'The Services. 
;D. Henry Bailey, j.r... . Social. 


, J E. Aliweiuiis.' M.u.. I 

1 -mMUon.) j 

£10 G. B. Clough ! 

£7 T. J, Duncan Socfi-l. 

7 Gs.;P.. 'VV. I>. Montgomery. So( i;d. 

SA3G. . W . B. Brown Pol . .V Social. 

SGs.,C. M. Hendnrou Social, 
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The British Isles— Mm : and Channel Islands. 


THE ISLE OF MAM AND 
ISLE Of MAN (Mona), 
an Lslaml in tAe Trisb Sea, in lat. S4° 3'—S4“ 2e' N. 

4 "' iS'— 4^ 47' W,, nearly eciuidistant 
iiom Eit.icland, bcotlaiul, and Ireland. !lt is about 
34 miles luiij^, and from lo to 12 broad, eontaining 
an area of 145,325 acres, witii a population of 
5 S. 59 'i- -In the ninth century a body of mal- 
cLvntonts troni Norway emigrated to the western 
isle.5 of beotlund, and their ju'usperity drew upon 
TT Norwegian monarch 

iiaro.a, who in the year 870 seat forth a great ex- 
peaition and coniiuered the Orkneys and the 
onetlands, the Western isles, and IMan. for three 
centuries the Norwegian rule remained intact, 
but when, m 1363, Alexander III. defeated the 
hinions ilaco, at the battle of Largs, all these 
islands hdl undfu- Scottish rule. On his accession 
T*:\ Engh.sh throne, Henry lY. seized on the 
Isle of Man,_ and in 1406 bestowed it on the 
btanley family. In 1736 James, loth Earl of 
i 1’ 1 without issue male ; the earldom 
w'ont to his next male heir, but the sovereignty 
01 the isiand went, with the Jiarony of Strange, 
to hi.s heir-general, James, Duke of Athoie, on 
whose death the island descended to his daughter 
Charlotte, from whom, in 1765, Parliament nur- 
cnased the sovereignty for £70,000, In 1827'the 
P’li'chased it for the sum of £417,144. 
Ihe land is rieli in minerals, lead, iron, blende, 
and shite, and exports large iiuantitics of agricul- 
tural jiroduce. Aljout 50 miles of railway ^lave 
been constructed, and abmit 23 miles of electric 
tram roads. The natives of this islaml lidung 
to a mingled race of Celts and Norwegians, and 
the language, in which the Celtic clement is 
preilurmnant, is known as the Manx. 

Man is governed Ivy an indepemient Lcdsla- 
ture called Urn Tymvald, consisting of two 
branches -the (hu'ernor and Council, and the 
House of Keys, liills aftet* having passed hotli 
Houses are signed by the memlicrs, and then sent 
for the Ibiyal Assent. Vniess signed by tile legal 
(juoruin of each House a 15111 is not sent for tiie 
Koyal AHsent, tluoiuorum of the Upper House or 
Coiincil being the novernor and tw’o Members, , 
and of the Lower House or Keys thirteen | 
Members, the majority of t he whole unmher (sa) ^ 
After receiving tlie Jtoyai Assent, it does not I 
become law until promulgated in the English I 
and Manx langmiges on the I'vnwald Hill, rm i 
the promul^Uion taking].Iacca I'ertiiicate there- i 
or H sigucil by the Uovernor and the biu-akcr of i 
Uie House of Ke.vs. j 

CAPlTVh: D aiglas, pop. zg,2z^ (Castietov/n, ! 
pop, 1,963, IS the ancient capital) ; the other i 
towns are Peel, i)op. 3,306, anti Haiusey, port, i 

1906-7. IW7-8. 1908-9. ! 

I fl! : i'JAfX,;.- .S87.38. £83.186 

P eU 4 7 ='. 1 S 7 7«.157 76.S87 

L >rd Raglan, o B I 

With hoiiw} g'rRcftl 

Qkrkofthe A'ofL, 'I'homas Kneen x 000 ‘ 

H. btevenson ^toore i 000 ' 

Smm 4 />tgo/as-fcr, Ciiarles T. C. Callow x 000 ^ 
Uem-ge Alfred King ... i,ooo’ ' 
J. T. (‘owcll 

fo Co?fac/L A. B. Herbert-?itor.y ... 1500 

Spmker, ii& tm qf A, W. 3 roore,c. v. 0.. wip. 


THE CHANNEL ISLANDS. 

i ■■ ' the channel ISLANDS ' 

I comprise the hmliwicks of Jersey (including the 

I the hittu of winch are comprelieiuled the small 
j island.^ of Alderney, Sark, and Herm), situated (>lf 
i uoast of LYance, at distances of 

I Horn ten to thirty miles. Gl'hev are the onlv run* 

Ilia to Cngland, to winch they liavo been attaclied 
ever since the Comjue.st. The arefaltOsJA^T 
, IS about 73 stpiaro miie.s : and the population 
' 9 f 84 i--Jersey, 52,796, Huerusey 

[With Herm and I etou, 40,328, Aldernov aos/t 
: yKl 3,6 laifdlnder culth 4 tion% 

: Jusej amounted in 2909 to 43,740 ven'-ees 
; (zH vergees= I acre), and in cStSisey (iTw) 

I ”;07x acres, the principal product of the 
soil of Jersey being potatoes and wheat, and 
1 m Gueritsey green crop.s and oats. Tiiere were 
, 3,385 Horses, 12,205 cattle, 179 sheep, and 5 774 pigs 
^ ^909; in Guernsey (1904), 2,439h(irse&, 

' The famous 

; Jemey and Guernsey lu-eed of cows has earned a 

I ®8th Xelaudi.T the Lient.-Govenjnr.wiio represents 
' fw V js the ollidal language of 

: le.gi.datiires, called tiie Statcfi, and of the 

Ho.val Court, and the old Norman dialect is still 
spoken by the people but English is now per- 
missible in the legislative assemblv. The Bailiff 
appointed by the Crown, presides oxev the States 

Uimatc <^f Uicse Lslands is mild, and the stiil 
exc eptionally ]iroductive. The islands being all 
; but exempt irom imperial taxation, thev iiosscxsa 
I town of Jersey 

■ 1.S bt HHier, on the soutli side, whore there is 
cxcci lent sea, -batiiing ; tJio prineijial town of 
(lUernsey is M.. Pierro, on the east c.)ast. 

Imports from i nitod Kingdom, x9o8...£x,s2i,oi3 
E.ri.orts to l.nitrd Kingdom, 1908 i.ipgS? 

' Jersey. 

, -vevenuc, 1908, £80,711 ; Expenditure, £88,764 
; Public debt, 1908 313” 

: Major-General Hi’igh 

' '^Vhitaker Maitland. 

; ‘>11’ William Henry Vcnaldes-Veriion, Kt. 

: ,/Aif/u, \ ery Kev. .Samuel Palle, at. a. 

A (b'.ru''.'/-Gi‘/o, Adolphus Hilgrove Turner, M.A, 

} Regiiiuld .Rnoul -Lem])!'iore, 

Sohe4or-am., Henry E. Le VL dit Durell 
Accr.rcr-GVucra/, C E. Maltd de Carteret. 

Nb.'fost rn'm.urcr, Hcuiry M. dc Vculle. 

Guernsey and Dependencies (ikcludino 

Al.DEltNKV), 

Licutenant-(tfit‘ertin',\ Maj.-Gon. R<,>i)crt 
Auid, c.B. .. ...................... g'l 

i^'jeenimeut Sec., Col, M*. Bell c B ^ 

Milif, Mdliiam Carey. ’ ‘ 

Very Kev. '!'ii(»mas iiell, m.a. 

Edward C. Gzuiine 
Sohcitnr-'General, Arthur \Y. Bed I 

Alfred Henry t'ollings... 300 
Supt. oj Eihicatum, J. A. 31unuay. 

(Alderney), Nicholas Barbenson. 
AtUmiep-Generat, \Y. J. pieot. 

Itcceiver, W. Gnu vain. 
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THE CITY OF LONDON. 


London was a ijlace of importance under the 
Iioinans, and was iamed for its vast condux of 
tifiders and its abundant connneiw even in the 
fn^stcenUil•.vot■lheChristiallel■a.^I'om theKomans 
it is said it received municipal institutions, which 
liavc endured in their main features to ^ the 
present day. Tii Saxoti times it was in reality a 
small independent State, and its burgesses main- 
tained tiieir independence even after the Battle 
of Hastings. AVilliam the Norman only gained 
possession of their city by means of a treaty with 
them ; and about eight years after he granted a 
charter, which is still preserved. It is addressed 
to William tiie Bishop, Godfrey the Portreeve, 
and all the Burgesses, and promises that they 
shall be “law worthy ” possessed of privi- 
leges) as they w^ere in the days of Edward the 
Confessor. The Portreeve, Inwvever, received the 
isorman title of Bailiff, whleli, in ssgi, was 
changed to Mayor ; the first holder under the 
new name being Henry Eitzalwyn, who filled the 
office for 24 years. On his death a ne^v charter 
was granted by King John in T.214, which directed 
the Mayor to be chosen annually, which has ever 
since been done, though in early times the same 
individual often held the office more than once. 
A familiar instance is that of “ Whittington, 
thrice Lord Mayor of London ” (in reality, four 
times, A.l>. 1397, 1398, 1406, X419); and modern 
cases occur with Alderman Wood, 1825, 1816 ; Sir 
John Key, 1830, 1831 ; Alderman CTibitt, i860, 
x86s ; and Alderman Sir E. N. Fowler, 1883, 1885. 
The title of Lord Mayor is said to have been first 
bestowed in x3S4 on Sir Thoina.s Legge, by 
Edward III. 

Aldermen were first appointed by a charter of 
Henry III. in 1242, and were elected annually 
between X377 and 1394, when a eh.arter of 
Richard II. airected them to be chosen for life. 


Tlie Common Council was at an early date sub- 
stituted for a popular assembly called the Folk- 
mote. At first only two representatives v/ere sent 
from eachw’ard, but the num])er has since been 
greatly increased, some wards having as many as 
x6 members, and none less than four. Sheriffs 
(as ^vell as aldermen) w^ere Saxon officers, who 
usually had charge of a large district. The time 
of their appointment for London is uncertain, 
but they appear in ancient records as early as 
A.i). 1130. At first they were only the officers 
of the Crown, and were named by the Barons 
of the Exchequer ; but King John gave them, 
in the first year of his reign, permission to choose 
their owm Sheriffs. The citizens, however, lost 
this privilege, as far as the election of Sheriff of 
Middlesex is concerned, by the Local Govern- 
ment Act, x 388 , but they contiune as heretofore 
to choose the Sheriffs of the City of London. 
They are appointed on Midsummer Bay, and enter 
on office at Michaelmas, on which day the Lord 
Alayor is elected. He is sworn into olfice on No- 
vember 8, and on the following day presented to 
the Lord Chief Justice at the Royal Courts of 
J ustiee, to take the final declaration of office—- 
tlie pageant, conducted with some degree of civic 
state, being popularly known as the Lord Alayor’s 
Show. The R ecorder v'as fi rst appoi iit ed in 1298. 
The Chamberlain is an ancient officer. There 
\vere at one time 2 Chamberlains— the King’s 
Chamberlain and the Chamberlain ©f the Guild- 
hall. The ftumer appears to have fallen into 
abeyance arc. 1319. Tlie first contemporary re- 
cord of the office of City Chamberlain is 1276. 
The Town Clerk (called Common Clerk) and Com- 
mon Serjeant (now appointed by the Crown) are 
mentioned as officers in the charter of Edward II., 
A.I). 13x9, but the offices can be traced to a much 
earlier date than this. 


The Lord 31 ay or and the Aldermen, 

Lin'd X909-10. j3^io,ooo, 

Tlie Rt. Hon. Sir John Kiml, Bart (Bridge......... 

Wm. Jameson Sonlshy,.Kt.,o.B.,c.r.E. iMansion House, E.C.J 
Aldermen. Ward. Addrem. 

Sir Henry Edmund Knight, Kt. Cripplegafe 4x Hill Street, lilayfair, TY... 

Sir Joseph Bavoiy, Bart Bridge Without ...3x Lombard Street, E.C 

Sir Walter AVilkIn, K.C.Jf.O Lime Street ,...43 Gloucester S<{uarc!, AY. ... 

Sir G.Faudel-PiilDips.Bt.jG.c.T.i]. Farringdon Wn. 52 Grosvonor Gardens, S.AAT 

Sir Horatio B. Bavios, K.e.M.G....7jV.s//»*p,v/7n/e ....23Gt. St. Helens, E.C 

Sir Alfred James Newton, Bt.... Baaaidtnw..., X7 Cumberland Terrace, N. AY. 

Sir Marcus Samuel, Bt Portmkeii ..xg BUUter Street, E.C 

Sir James Thomson Ritchie, Bt. Tmcer 6 Lime Street, E.C 

Sir John Pound, Bt Aldgate 84 Leadenhall Street, E.C. ... 

Sir Y'alter A'aughan Alorgan, Bt. Cordicai ner 42 Cannon Street, E, C. 

Sir AMUianii Purdie Treloar, 'Bt.FarringdonWithmite^ & 70 Ludgate Hill, E.C. ... 

Sir John Charles Boll. Bt Coleman Street...... Finsbury Pavement, E.C. 

Sir George AA^yatb Truscott, Bt. Dnwgatc 3 Suffolk Lane, E.C 

All the ahot'e have 2 )a.%'c 4 the Civie CJmir. 


Sir Tlioma.s A'ezey Strong, Kt.... 
S ir Thoraa.s Bo( n* Crf>sby,Kt. , M. D. 

Sir Bavid Burnett, Kt 

Sir Francis Stanhope Hanson, Kt. 
Sir T. ATiusittart Bowater, Kt. 

Chari es J ohnston 

Sir Charles CheorsAV n kefield ,Kt. 
Sir AYilliam Henry Bunn, Kt. 

Charles Augustin Hanson 

Sir Geo. Joseph AA^oodman, Kt. 
Sir Horace B. Marshall, Kt. ... 
Edward Ernest Cooper 


Qiiecnhithe ....196 Upper Thames St., E.C. 

, Langlmimi 136 Fenchnrch Street, E.C... . 

Candlcmck %$ Nicholas Lane, E.C 

, BiUingacfale 47 Botolph Lane, E.C 

Caetlc Bay nurd ...159 Queen ATctoria St., E.C. 

Aldersgate .17 AMersgato Street, E.C. ... 

Bread Street ..,.27 Cannon Street, E.C 

Cheap .,..xi St, Helen’s Place, E. C. ... 

Broad Street ...99 Gresham Street, E.C, 

WalhrooJc Old Jewry, E.C 

Vintnj ....Temple House, E.C 

Cornhill ...Gowper’s Court', E.C 


Alii. 

Shff. Mayor. 

X897 

1903 

1909 

1874 

187.4 

1882 

1883 

1882 

X890 

1888 

1892 

189s 

1888 

1884 


18S9 

1887 

X897 

i 8 go 

18S8 

*899 

1891 

1894 

xgoz 

X891 

X896 

xgoB 

1892 

X89S 

X904 

X892 

1900 

igOS 

1892 

1899 

X906 

1894 

X901 

X907 

X895 

19C2 

1908 

1897 

1904 


1898 

XQ06 


Xg 03 

X907 


S90S 

X908 


1907 

1905 


X907 



X90S 

1907 


X909 

7.906 


X909 



X909 

X904 


1909 

1901 


1909 
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THE SHRIEVALTY. 

Sheriffs of London, .Tames Eoll, 3 Adelaide Place, London Bridge, E.C. ; and Ealph Slazenger, 
10 Biicbifoot Lane, E.C. 

Under-^keriffs, J. B. Langton, a Paper Buildings, Temple, E.C. ; and W, J, B. Tippetts, ix Maiden 
Lane, E.C. 

THE COURT OF COMMON COUKCSL. 

Elected annually on St. Thomas’s Bay (Dec. 21); meets at Guildhall on alternate Thursdays at 
I p.m. The lit. Hon. the Lord M.ayor presides. The Chairmen of the various Commitees of 
the Corporation of London for the year 1909 are distinguished by numbers in the following 
list, viz, (i) The City Lands Committee, whose Chairman is unofficially designated “ Chief 
Commoner” ; (a) Bridge House Estates; <3) Coal and Corn and Finance ; (4) Improvements and 
Finance ; (5) Streets ; (6) Sanitary ; (7) Central Markets ; (8) Cattle Markets ; (9) Billingsgate 
and Leadenball Markets ; (xo) Police ; (ix) Port of London Sanitary ; (xz) County Purposes ; (13) 
Lilu-ary ; (14) City of London Schools ; (xs) Orphan School ; (x6) Music ; (17) General Purposes ; (18) 
Officers and Clerks; (19) Law and City Courts ; (20) Gresham; (21) Epping Forest ; (22) West 
Earn Park; (23) Accounts; (24) City of London Asylum; (23) Special (Port of London); (26) 
Elementary Education; (27) Special ; (28) Bistress ; (29) Overseers ; (30) Assessment. 

AijUmisnAm. ~ Aid. C, Johnston ; Dep. J. W. I Coenhill.-— J.M. E. E. Cooper ; Bep. M. Wil- 


Goodinge; iJep. T. H. Ellis; B. Smyth, B. kinson ; H. A. Summers, C. E. Atkins, M. E. 

Haydon (9), T. M. Janes, E. Green, E N. Sewill (15), T. Goldney, J. Stopher (s). 

Stollery, G. L. Wild. Crippjlegate Within.— d.?d. Sir H. E. Knight ; 

Aldoate. — riiJf/. vSir J. Pound, Bart; Dep. Sir E. K Eogers ; Sir E. Stapley, 

(vacant); C. Barham, J. L. Pound (17), G. G. Briggs (3), W. Oariey, A. Tillie, T. H. Wye, 

Haysom, G. C. H. Jenuings, T. Ellis, F. G. ^ A. E. Palmer, T. F. Eider. 

Mellow.s H. E, Sparks. Crifplkgate Without.— S irH. E. Knight ; 


Bassishaw.— AW. Sir A. J. Newton, Bart, (xo) ; 
iJvp. J. B. Pittman ; H. E. Preen, W. J. W. 
Beard, C. Hayden. 

Bilijngsgate.— AW. SirF. S. Hanson; Dep. J. 
L. Saver ; T. H. Miller, E. Seaman. E. Ansted, 
H. W. Eussell, H. Bird (29), S. W. Morris, J. G. 
Howell (x2). 

Biskopsgate.— AW. SirH. D. Davies, k.c.m.g. ; 
Jje/p. A. Wagstalf ; Dep. B. Greenaway; G. 
Taylor, E. F. Iritch, W. Bull, J. Tollwortliy, 
0. J. Thomas, E. Ardley, J. S. Eobins'.u), 
L. Bamt>erger, T. Eobinson, T. Freeman, 
J. Elkan, 0. Farris. 

Biieap Stki’.ut.— am. SirC, C, Wakefield ; Dep. 


Crippjlegate Within.— AM. Sir H. E. Knight ; 
Dep. Sir E. H. Eogers ; Sir E. Stapley, J.P., 
G. Briggs (3), W. Oatley, A. Tillie, T. H. Wye, 

A. E. Palmer, T. F. Eider. 

Crifplkgatb Without.— A id SirH. E. Knight ; 
Dep. Sir J. J. Baddeley, J.p. ; A. Double, G. T. 
S. Tranter, J. W esterby, J. Lake, E. Dyas (10), 

B. T. Swinstead (23), L. B. Peters. 

Dowgate.— AM. Sir G. W. Truscott, Bt. (24); 

Dep. J. B. Matthews, p.r.i.b.a. (ax); E. 
Slazenger, G. J. Berridge, E. H. Haywood, 
G. O. S'tanhara, A. T. Snell, 

Farringdon Within.— AZ d Sir G. F. Faudel- 
Pliillips, Bart., G.c.i.B. ; Dep. C. J. Cuthbert- 
son (31) ; Dep. J. L, Grosamith ; Sir T. H, 
Brooke-IIitching, W. H, Pitman (1), E, Peachy, 
B. G. Collins, j. B. Wild, T. Crawford, S. J. I 
Sandle, C. W. Whitaker, m.a. (7), H. G. W. 
Brinsley, H. H. Wells, H. J. Borde, B. F. 
Fletcher, f.r.lb.A. 


L B. C«>atos(2o) ; G. H, Steinberg, A. B. Smith, Faiuungpon WITHOUT.— AM. Sir W. P. Treloar, 
P. Aliistmi, w: do Sdlincourt, S. A. W'orskctt, Jart. : Turner ; Dep. A. C. Morton, M.p. ; 

D. C. Ihnlges, E. 11, H!tchin.s. J- A. Woodbndge, J. H. Lile, J.p., W. H. Key 

’ I T T> T Tty.-,,...,.. O * 


BniiWE.— .liii. Kir J. Kiiill, Bart.; W. G. <?' nStSI’ 

liamos ; W. H. Wil'.iamsou (as). A. W. TimbreU, c 

iFAricb. J.p,, IL Langbourn.— AM. Sir T. B. Crosby, M.R ; Dep. 

Broap .SriiKKT.-A W. (A A. Hansmi ; Dep. J. S. o. T. Harris, j.p. ; WL H. Liversidge, J. fiouds- 

Thompstm; P. m^al, C. Harfcndge, K ley, j.p., j. Layton, W. M. Ciuss, I. W. 

hr Bomouey, L.C.C., Sir J. J. Euntz, J.P., H. B, 

Hale, S. H. M. Kilhck. Kimber, m.a. 

CANDr/KWK’ri.— AffC Sir D. Burnett ; Dep. C. G. Lime Street.— AM. Sir W. WTlkin, k.o.m.g. ; 
AIgar(2), C. Game, W, Dennis, G. E. Ellis, E. Dep. J. K. Brown; H. B. Singer, A. Moore, 
H. J^aml), c.sr.G., m.p., j.p,, A, Gill. L N. Lyons. 

C.4STLIS B.WNAUb. —AM. Sir T. V. Bowmter; Samuel, Bart. ; Dep. 


well ; J-^ T’ickle, A. TV. Read, E. J. Anning, S. Pollitzer (xx), A. Todd, T. H. Platt. 


j WL H. T'iiomas, .L 11. Pakeman, Col. J. W'. Tower.— AM. Sir J. T. Eitchie, Bart. ; Dep. 

Bcuingtkdd, L. A. Newton. H. H. Heath, J.P. ; J. Perkins, T. Adams, 

j Coi.KMAN Stricet.—AM. Sir J. C. Bell, Bart,; Smith, W, W. 


Green, Maj. J. Humphery, 


Hepburn, B, Hughes, C. P. Whiteley <4), Green (x8), H. P. Moncktori (6), W. P.’Khig! 
F. Bean. i C. G. Kckewich. 

IViHlTAKEE’s ALMANACK, l¥f67~~~ " 


The United Kingdom — City of London, 


493 


OFFICERS OF THE CITY OF LONDON. 


Eleet, I 

Recorder, Sir Forrest FuUod, k.g. ...:£'4,ooo xgoo i 
lit. Hoii. Sir J-. C. Dims- ' , 

dale, Bt., K.c.v.o ....^§3,000 1903 

Totvn Clerk, James Bell AZiSoo 1903 

Common Serjeant, Sir F. A. Bosau- 

qwet, K.c £3,000 1900 

Jxidges of City of London Court (and 
other offices), Lumley Smitli, K.c. ...;s^*2,soo 1901 

J. A. lientoiil, LL.I),, K.c. £z,ooq 1901 

Assistant Judge of the Court, 

Frank Stai her Jackson — £^,Soo 1900 

Commissioner of Poliee, Capt. J. W. 

JSott Bower ^^1,350 1902 

Comptroller, Etljrar Alexander BayliS;i^2,ooo 1S98 
Itcmcmbraneer, Adi'ian I). W. Poliock^z-ooo *903 
Solicitor, Sir Homewood Crawford ...:£,'2,5oo 1885 
Secondary J; High ^aUiffofSo^ithicark, 

William Hayes, is.A.! £^,300 1905 

Medical Officer, City of London, Wm. 

Collingridse, LL.M £x,zso xqox 

Coroner for London(£izso)a7id Soiith- 
ivark (£tz 6 xgs. 4^.), F. J. Waldo, 

M.D., SI. A., J.P. [Golden Lane, E.C.] 

£1,376 19 4 X901 

StPAvard of SoiitMvarJc, The Recorder 

£7q o 1900 

Clei'k of the Peace, Alfred Read.... ;^,'3oo 189s 

Surveyor, Sydney Perks, f.r.i.b.a, ...£t,ooo 1903 
Engineer, Frank Sumner, sr.i.c.E. ...;£^i,coo 1905 
Head. Master of City of London School, 

Rev. Arthur Chilton, P.D ;£i,ooo 1905 

znd M aster, F. W. Hill, M.A ;^^6oo 1890 


Elect. 

Head Master of Freeme^i's Orphan 

School, Fi. E. Montague, SI. A £sc^ 1890 

Head Mistress, City of London School 

for Gh’ls, Miss A. E. Blagrave £3e>o 1894 

Reg. of Mayor's Court, Da^'id Harrison £050 1900 
Sword'Bedrer, Lt.-Qol. John 0 . K.er- 

Fox, iM.A .......£400 xgoy 

CommonCrier mid Sergeant-at- Anns, 

Lt.'CoL J. T. Kearns ;;^3oo 1907 

Lilmarian, Bernard Kettle ..^^,‘600 1909 

Director, Art Gallery, A. G. Temple, 

F. S.A. ,.....;/CSOO 1886 

Medical Officer Port ( f London, HorheTt 

MTllianis, SI.D ;!C8oo 1901 

Clerk to the Lord, Mayor, C. G. Douglas 

-^^1,150 1887 

Assistant, J. G. Trotter £^So 18S7 

Clei'k to Sitting Justices (Guildhall), 

Herbert George Savill ;£i, 000 1887 

Assistant, S. Richard.s £600 18S8 

Registrar City of Londo7i Court, James 

Anstey Wild ...;^i,70o 1889 

Asst, to do., E. B. Tattersliall £Bqo 1896 

High Bailiff qf do., J. E. Sly.. ;£6oo 1892 

Keeper of ihe Guildhall, A. J. Q lasspool ^^350 xgoS 

Marshal, Alfred E. Wood £300 xgoy 

Prindpal Clerk, Public Health Dept. , 

II. Montague Bates £t 800 

Principal Clerk to the Chamherlain, 

G. A. Pickering £t,Qoo 1893 

Principal Clerk, Town Clerk's Office, 

H. C. Overall ..;!S‘x,ooo 1900 


*€'!|e Cttg's 1908. 


Ket Receipts. £ 

Estates revenue 

Markets, viz. 

London Central 3<5,964 

Leadenhall 626 

Billingsgate 7.934 


X 79 , 7 X 4 


£43, 5H 

Less Met ropo] itan Cat tie ;i^^6,o62 

,, Spitallields 1,368 

„ Shadwell 2,438 

9,868 35,655 

Office of Chamberlain (Excess of 
Income) .......j... 5,201 


£zzo,syo 

* The above is abstracted from the 276111 "City’s Cash 
Account" of llie series extant— a.d. 1^3310x908. <The 
Ac(;ounts earlier than a.p. 1633 were believed to have 
been destroyed in the Fin* of London ; lint two j'ears' 
Accounts, Queen Elizabeth, have been recently 

discovered among the Cornoratiou Archives, as excep- 
tions to that belief.) The Volumes are in full detail, 
signed by the. Auditors, .'iiid in perfect preservation. 
The extract is from the 124th Annual Printcfi Account 
of the (Virporation, a.d. 1784 to 1907. The Aceoauts are 
jirepared and stateil as directed by Resolutions of the 
(.'ourt of Common Council of the 5th June, 1903, ami 
the 14th Dcccmlier, 1:05, upon Reports of the Coal and 
Corn and Finance Comniitlce, and they are printed in 
eonfonnity with the 76th .'Standing Order of the Court 
of Common Council. The Accounts show the Tneomo and 
Expenditure applicab'le to the year op the various Funds. 


Net Expenditure. 

To Magistracy 

Criminal Justice 

Civil Government 

Port of London Sanitary Act 

Open Sj)ace.s 

Oiiildhall Library, Museum, Ac.. 

Guildhall School of Music 

City of London School 

City of London Schocl for Girts.. 


£ 

$t,6oa 
. 11,768 

.. 33*842 

’• 9>»99 

• 13*496 

.. 8,632 

1:,921 

.. : 6,22 r, 

.. X.OS 9 

Freemen’s Orphan School 4,777 

Sundries 1,799 

Committee Allowances 2, <97 

To Ofiicei^si’ Establishments 13,094 

Expenses of Bond Issues 3,499 

Pensions not allocated 3,836 

Charitable Donations 5,965 

Other Public Donations 383 

Grant to City and Guilds Institute 500 

Expenses of Honours conferred 34a 

Receptions, &o 3,041 

(The E’rencli President, Lx.gxg; T.M. 
TheKingand Queen of Sweden, £1,909) 

To London Almshouses 2-527 

Expenses of Bills in Parliament ■ I'ozy 

Debenture Stock Redemption 15,000 

Loss on Realisation 83! 

Interest on Asylum Loan 360 | 

Balance carrieti to General Balance Account 24,192 / 


Total . 


£220,570 t 
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THE LONDON COUNTY COUNCIL. 

Offices, BpmxQ Gardens, S.W. — S^umtion Offices, Yictovm Embankment, S.W. 

, Honrs 9.30 to 5 (Saturday 9.30 to *).-*Meets on Tuesday at 3.30 p.m. 

The neM triemiiat election toikes place wi March, x^x0. 

Tub London County Council was constituted bouses and of cow-liouses ; and tbe supervision of 
under tile localCovernment Act of 1888, London common lodging-houses, new powers 

is an ^nbrr//w\sfr-?!'i«<.icoinity, covering an area of with respect to registration of electors ; public 
X3I Hipiare miles, with boundaries conterminous health ; historic buildings and monuments; in- 
with tiiose of the area over which, prior to x88g, spection of factories and certain other buildings 
the Metropolitan Board of Works exercised to secure means of escape from tire ; suppression 
jurisdictitju under the Metropolis Management of nuisances ; regulation of overhead wii*es ; the 
Act of 1853, except that under the London administration of the Shop Hours and Bhop Seats 
Government Act, 1899, there was some re- Acts, the Employment of Chiltlreii Act, and 
arrangement of the county boundaries, the the Mid wives Act ; ref ormatorie.s for inebriates ; 
principal being that Benge was taken out of the registration of motorcars ; and the collection 
and South H<»rnsoy was added to London. of duties on dog and establishment and certain 

The City of London is an electoral division of other licences. Under the Education (London) 
the Lumnty, and was not much affected by the Act, 1903, the Coimcil became tiie authority for 
Act. The County of the City of London is a j all public education in tiie county, both elemen- 
county for non-admmistrcfMve purposes, such as i tary and higher. As the central representative 
ttuarter .sessions, justices, &c.; and the Metropolis • body in London, the Council also interests itself 
outside the City is a county for non-aihmnMra' j in the thousand and one things ailecting the 
tire purposes, by name the County of London, < welfare of the people of London as a whole, and 
in which the justices continue their judicial has delegates on the Metropolitan Water Board 
duties. and numen.ms other boards, charities, &c. 

The Council comprises a ehainnan, T9 aldermen, The Council entrusts many of its duties to 

and tt 8 councillors, together 138, or, if the chair- comnntteos, who not only administer most of the 
man be also an tdected member or aldcimian (as executive duties which fall upon the Council, but 
at present), 137. The term of office for aldermen also prepare and submit for the consideration of 
is 6 years, and 10 or 9 retire every 3 years. The 1 the Council schemes and proposals. The Finance 
cuuneillors are elected for 3 years, and will all i Committee have important statutoiy powers, 
retire in March, 1910, the seventh council having 1 No costs, debt or liability exceeding iiiay 
been elected in Marcli, 1907. The councillors j he incurred by the Council except upon a reso- 
are elected directly by the mtepayers, and the '■ hitioii pas.sed on an e.stimate submitted by the 
counciilm's elect the aldermen. The po.sitions of Finance t:'< )mmittee. The Council is the principal 
aldermen and coiineiilors are the same, except as m<jiiey-r;i.ising },)0<ly for all the local authorities 
to the term of office. The first meeting of the iti tiie county, and has a gros.s debt, according 
LoiKlonCtmntyCrmncil wms held on tiie sistMarch, to the latest rotunis, of 'about 165,000, a 
1889, iiuder the presidency of Lord Rosebery. Sinking Fund of ;^3i,5i7,ooo, and an amiuai e.x- 
In the pre.sent Council the Municipal Reform peuditure, including loans advanced to other 
Party have for the first time a large ip.ajority, Ijodies, of about fifteen millions, of which five 
previous Councils having been strongly Pro- and a half millions are expended on education, 
gressive. The Council has receiitly revised its standing 

The powers, duties, and liabilities of the Council orders relating to expenditure with a view to 
include the following : F<Vaf, those formerly be- strengthening its control. The Asylums Com- 
h)nghig to the Metropolitan Board of M'orks in mittee have special powei's under the Lunacy 
1 coimt'cf i( m wi fii the raiising and h >aning of money, Acts, and manage Han well, Colney Hatch, Ban- 

uud the sanctioning of loans re<inired by the stead, Canehill, Claybury, 'Bexley, and Horton 
councils of the inctrop<;litan horonghs; main Asylums. On the Horton e.state a v.-orking colony 
drainage, and the .sanctioning of local .sewers ; for epileptic patients lias been e.stablished, 
fire brigade: piirks ami open spaces ; woi-ks for Aocoinmo!lationi.spr.)VidcdintheLondonCounty 
pvtivcjition of Hoods by the Thames; Thame.s asylums f<n* over 19,300 ]>atients. The Housing 
crossing;, (lu-idgen, iunuels, and fen-y); street j of the BTirking Cia.sses Committee perform the 
improvements Control iing the widt*o of new j duties oast upon tne (Vouncii by the Hoxtsiug 
I streets, tile buihiiug line, and the naming and | of the ^Vol•king Classes Acts, ‘inciuding the 
numbi'ruig of streets; supervising buildings | clearance of insanitary areas and the building 
ami dlstrie.fe surveyors; dangerous structures; ! of working-class dwelling.^. The total aceommo- 
structure of thuarre.s and musie-halls ; artixaus’ ! dation provided !iy the Council up to 3xst March, 
dwellings ; cattle diseases ; explosive substances ! 1909, comprised 1,768 cottages, 6,438 tenements 
and petroleum .st'>i\ige; infant life protection; ; in hlot^k dwellings, and 1,845 cubicles in three 
gas, gas*rnoter, and electric-meter testing; tram- ; lodging houses. The total capital outlay was 
way.s,A’c, those transferred fivan former j ^2,674,309. It i.s the aim of the Council to make 

cuunty jnsricc.s in connection with the granting , its woi‘king<‘la.s.s dwelling.^ self-.snpnorting, and 
of music and dancing licences ; provision of asy- j in this, taking all the dwellings a.s a whole, it 
linns for paujicr ]unatic.s, and of refoimatory and , has succeeded, but there is a charge on the rates 
industrial sehoeds, the duties with regard to { in respect of estates in course of development. 

' , the latter, Iioivcver, being now discharged, by j The Improvements (Innmittec are responsible 

j, the Council under its powers as Education , for the carrying out of street improvements and 

authority; testing weights and measures ; I the construction and maintenance of baddges 
county buildings ; ' coroners ; and other minor ‘ (outside the City of Loudon)and tunnels across 
matters. Tlnrdly, pr>wt'rs traii.sferred from | the river Thames. The largest improvements 
various autlv;jtritic?? with regard to highways ; carried out in recent years are the new street 
Ucensittg of houses or places for the perform- bet'W’eon Holhorn and the Strand, now known as 

I auce o! stage-i'days beyond the limits of the Lord Kingsway and Aldwych, which was opened by 

j Chambpriain’s authority ; licensing of slaughter* H.M. the King on iSbh October, *905; anew 
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tunnel under the Thames, connecting the dis- 
tricts of liotbeihitlie and Bhadwell, opened by 
the Prince and Princess of Wales on sath June, 
X908 ; ami an extensive improvement at West- 
minster, including a new embanlanent of the 
Thames between tiie Houses of Parliament and 
Lambetli Bridge. This improvement is nearing 
ci>nrj.>lcUoiu aiul the committee have in hand 
several smaller improvements. 

The Fire Brigade, directed by the Fire Brigade 
(.‘ominittec, has been miieli iiutroased since the 
Council came into existence : the authorised 
statr now numbers over 2,550111011; .seve ral new 
.stations are }>eing imilt, while old stations arc 
beiiig improved and enlarged, and the eiiuip- 
meut irapr.>ved by the additiv>n of motor appli- 
ances. Perhaps the nio.st pf)pular w'ork of the 
ronncil i.s that connected witii its parks and 
open .'-paces. Amongst tiie latest additions to 
these open spaces in and around London {ire 
Maride Hill, Twiekenliam ('to])re.seiTe the view 
from Bh-luuoml Hill), Avei}’ Hill, Eltliam, Hain- 
anlt Forest, R.ssex, Spriugtield Park, Clapton, 
and Xtuskiu -Park, ivenmavk Hill. The annual 
expenditure rm the maintenance of parks and 
oj»en spaces (over 5,000 acres) is about 140,000. 

'I’he dispo.sal of s<nvage is the work of the 
Main Drainage Committee. The metropolitan 
main drainage system covers about 140 square 
miles, including certain districts outside the 
county, and comprises 250 miles of main, storm- 
relief, intercepting and outfall sewers, ten 
jiumping stations and two sewage precipitation 
stations! The scviage i.s conveyed to the out- 
falls at Barking and Cros.sness, and there the 
solid maitens heid in suspension are precipitated, 
the harmless efflueiit behig allowed to flow into 
the river, wliile the sludge is taken out to sea. 
The total (piaiitity of sewage treated at the out- 
falls in the course of a year amounts to about 
100,000 million gallons, A comprelieusive .scheme 
for enlarging the main drainage system wa.s 
adopted )>y the (’ouncil in 1900, and this wa.s 
siip]demented in 1904 by a .sclietne of extensive 
flood relief works. Tlieso works are already well 
in hand. The total ca]»ital outlay on main 
drainage np to 31st March, 1909, was 1,1x0,388. 

In previous Almanack.s puiliculars have been 
given of the purchase by tlie Council of the most 
important tramway .sy.steins within the county. 
The Council is now in possessittii of all the tram- 
ways in London with the exception of a few 
mile.s of iine.s in the north-west. On 3xst March, 
X909, the system extended over street 

Tnile.s, being 85'^ miles of electric lines~(inost]y 
underground conduit) and 42 miles , of horse 
lines, 'fhe latter are being rapidly rocomstnicted 
for electric tra<‘tiou. Practically the whole of 
thi.s groat .system is w«>rked by the Council. The 
total ca])ifcal outlay on tramways amounted, on 
3i.st March last, to ^^9*423, 562, and the debt 
outstanding to ;;^8,C'43,i39- A report recently 
irreseiited to the Conucii on tl;e results of the 
year X908--9 sho-ived gro,s.s reeeipt.s of ^^2,847,450, 
a surplus on working of ^64^, 7^3; (surplus on 
electric liue.s £675^96^, le.ss deiiclency on horse 
lines ji<j3o,203), and a net snrjdus, after payment 
of interest on cajiital outlay and providing for 
repayment of deiit, of £xo7,S7o, which was 
carried to the renewals fund. 39,1x9,473 car- 
miles were run and 4x2, 913, 841 pas.sengers were 
carried during tlie year. This department of 
the Councirs work is directed by the Highways 
Committee. 

The Education Committee comprises thirty- 


members of the Council and twelve co- 
opted members. Hame.s of these members will be 
found under the Ali^liabetical List of Councillors. 
The Council is responsible for the education of 
about 730,000 children in elementary schools, and 
is doing much to improve the supply of secondary 
and technical education in I.onUon and the pro- 
vision of training colleges for teachers. The 
estimates of expenditure on rate account for edu- 
cation for the year 1909--10 amount to jCs»623,is 3, 
of which ;£4,634,4 o 8 is for elementary and 
^£988, 745 is for higher education, which mow in- 
cludes evening .schools as well as secondary 
schools, training colleges, polytechnic.s, and 
technical institutes. The charge falling on the 
! rates, after deducting grants and other receipts! 
i in aid, is 5^3,675,694, necessitating a rate of 
! Id. 7%d.. in the pound— an increase of Hd, in 
1 the pound upon the rale for xgeS-o. 
i In igcS the Council decided to d'i. scon tin uc the 
i service of steamboats on the ri^’er Thames which 
I the previous Council had estalilished under an 
' Act obtained in 1904, aud all the boats have now 
been sold. The Council also re.solyed, on sBtli 
Julj% 1908, to close the M'orks Department; 
which had been in existence since iSg?*, and was 
created for the pujpose of executing works 
by direct employment of labour. Both these 
questions were much to the fore at the last 
election. 

The Local Pensions Committee, appointed 
under the provisioms of the Old Age Pensions 
Act, is composed of twenty-one members of the 
Council aud twelve ijersons appointed by the 
Council. 

The ex})enditure of the Council is met by tv,'o 
chief source.s of supi)ly— capital money rai.'scd by 
the issue of Stock, and current income raised in 
a county rate. Certain contri})ution.s, including 
education grants, are also received from tlm 
Imperial Exchequer. The capital disbursements 
for the year ended 3xsb March, 1909. amounted 
in round figures to £z,3px,ooo, including im- 
provements (streets, i)ridges, and tunnels), 
5^303,000; housing of the working classes, 
;6‘8i,ooo; main drainage, ;4'5*S4, 000 ; fire brigade, 

; ;^22,ooo ; park.s ami opci\ spo-ces, £s,x,coo ; 
; lunatic asylums, £6^,000 ; trainway.s, j£;x,c69,ooo; 
‘ new county hall, £s'^,coo ; and cducatioj], 
5^383,000. The maintenance of these works and 
services, the sinking fund to p.ay off debt, and the 
interest on the de}.)t, together with all recurring 
I disbursements of every kind, arc ]taid o!it of 
I rates, or, in the case of tramways and working- 
I class dwellings, out of rc{*ei]»t.s*. Borne iilea of 
; the nature and amount ^>f liic. expenditure on 
! rate account will be gathered from the .statement 
j on the next page. 

! During the year xgog the Council made a 
! further issue of ;^'3, 250.000 Lond<)n C'otinty Con- 
j aolidated Stock, carrying intev(';st at tlie rate of 
I jjer cent., the Stock beir.g issued at £xoz per 
1 5^x00 of stock. All l.orrowings by the (,>)uiic]V 
I are subject to the provision of a sinking fuml, 
i under Treasury approval, surtici<-ni to repay all 
I expenditure within a j)erir!d 01 60 year.s. *The 
i total Stock now outstandirig amounts to rather 
more than 5^^74,000,000. 

3 ’he rating for tiie year X909-10 amounts to 
gs. in the pound over the whole county, 

including the City, and a further rate over the 
county outside the City of zhjiC in the ])ound, 
together 3.9. I'his ineiudes 7^,id. for 

education. The asse.ssable value of the County 
of London on 6th April, 1909, was 5^44,666,653 
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—a id. rate over the whole county producing 

£186, III. 

The following is a summary of the estimates 
of the amount to be raised by county rate for 
the year to 31st Jilarch, 1910, prepared at the 

beginning of the year. These figures do not in- 
clude the receipts and expenses on account of 
the revemie-prodiicing undertakings (tramways, 
working-class dw'ellings, Ac.) 


EsTiMiTEB Receipts. 


1. Estimated Balances on t April, 
3:909 — — 


receipts in aid of expenditure :■ 
Exchequer Contribution;^Si3,S4ij 
Government Grants in 

aid of Education 

Interest on Loans ad- 
vanoed to Local 

Authorities, &c 

Rents 144,4851 

Sundry contributions, 
fees, fines, &c 283, 


3. Contributions from Revenue-pro-, 
dncinj? undertakin,:?s for interest 
and repayment of debt charge- 
able thereto (framways, Work- 
ing-class Bwelliugs, <S:c.) 


4. Transfer from revenue-produc- 
ing undertakings in relief ofj 
rates— 

Parks Boating 


5. Grant from Local Taxation Ac- 
count under the Agricultural 
Rates Act, i8g6 


< 5 , GOUHTY OONTRIBUTIOJiS re- 
quired to be raised 
General County — | 

Por purposes other than ! 

Education (Is. 

For Education (Is. 7;l4d.)3,675,694 


Special County (ajad.) . 


6 , 374 , 3 f’ 4 ' 
. 407 , 945 : 


(Total rata, 3s. o>:id.3 


£967,740 


3,043,03*5 


685,948 


*,633 


6,782,250 


482, 607 


Estimated Expen diture. 


1. Debt -Pi,edemptioii •••£1,517,656 
Dividends on Stock (less 

tax) 2,157,500 

Interest on sundry lia- 
bilities 105,841 

Income Tax 50,028 

Management of stock, dec. 74,110 


Grants:— T o Guardians 

for indoor paupers *•• £337,1311 
To Guardian.s and others 
out- of the Exchequer* 

contribution 303,117 

Registration of Electors 15,663 

. Pensions (incliuling Superannua- 
tion and Provident Eurul) 

. Establishment CiiAKaics (notl 
charged to particular services)... 

. JUDICIAL EXPEN.SES 

. Services;— 

Main Drainage £295,650 

Fire Brigade 263,575 

Parks and Open Spaces 140,715 
Bridges Tunnels and Ferry 49,925 

Embankments 14,940 

Pauper Lunatics 78,870 

luoi>ri.*tes Acts 14,045 

Gonmers 30,925 

Weights and Measures 14,830 
Gas-meter A ( hw I’e.sting 13,785 

Buildiug Acts 25,895! 

Disoase.s ( >f Animals Acts 19,260! 
Miscellaneous 63,060! 


Education— £ 1,025,475, 

Elementary 4,634,408 
Higher 988,745 


5,623,153 

Less debt charge.^ 
included in 
Head x 785,711 


Steamboats ... 35,415 

Less debt charges 
(Hoad x) ... 20,610 

Works Dept.... 17,128 

Le.ss de]>t charges 
(lieadi)... 5,028 


-4,837,44*1 


14,80s 


..xa,soo| 


7. P.VRLTAMENTARY EXPENSES, In-| 

qniries, Rating Appeals, (tc. 

8 . Transfers to revenne-produeing 

undertakings towards estimated 
deheieucies (working-class dwell-] 
inas) 


Total Expenditure . 


9. Estimated Ealanc-esou 31 March, | 
1910 


:, 3 , 9 os,i 3 S 


645,913 

75,665 

23*045 

5 =, 3 iS 


5,889,822 

23,675 

6,214 


10,829,984 

652,623 

;5 ii ,482,6 c 7 
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THE SEVENTH LONDON COUNTY COUNCIL. 

Elected znd Mareh^ 1907, for three yearft. 

Chairman Sir Melvill Beachcroft, J.P., Soiith PadiUngton. 

Vicc-Chainna.n Edward White, J.P., , 

Deputy Chainnan Edward Smith, J.P-, North-East Bethnal Green, 
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In the followinj? list the figures after each division represent the number of voters on the 
"Ptegister in 1007; the figures after the names represent the votes polled at the General icr 
subset I uent bye-) Election. The names of members are in italics^ and members of the last 
Council have an asterisk * prefixed to their names; f denotes an Alderman of the late 
Council, and ^ a change of constituency. 


' .Battersea, 33,914 

* Willia m Davies, P 

A. Shirley Bemi, 3f.R. .. 

E. Evans, If. ih 6,691 

:J. AVest, P 6,669! 

W. H, Humphreys, Soc. 489 ! 

tT, .Fitzgerald, Soe 98^ 

H. Jansen-Neuniaiin,5‘oc. 43 
' Bermondsey, xs ,643 
Salter, M.D., P 4,197 

* Arthur A. Allen, M.P., P. 4,193 

J. F. A'esey FitzGerald, 

M.M 3 i 474 

J. K. Foster, M.E 3,389 

BETHNAL Green (N'.E.), 11,037 
*SirE. A.Corinvall,U.P.,P. 3,877 

* Edward Smith, P. 3i77^ 

li. A, Bobinson, M.Ii. 1,918 

L. H. Lemon, M".R, 1,907 

Bethnal Green (S. W.), 9,708 
Rev, Stewart D. Eeadlam 


Deptford, 31,549 

7,2^0 f Sidney Webb, P, 

* Robert C. Phillimore, P. 


6,18s 

6,083 

S-979 

5.899 

183 


H. G. Wells, M.R. 

^Y, F. Barrett, M.R 

B. B. Fairbairn, Lab. . 

Dulwich, 16,854 
nv.Cub{ttGooch,M,v.,M.R. 6,689 

P. Hall, M.R 6,641 

*G, A. Hardy, M.P., P.... 5,020 

A. Cohn, P 4.844 

Finsbury (Central), 9,733 
*Capt. IIon.F. fJemphiU,P. z,8o6 
*xl. B. Russell, F.C.A.jP.... 2,791 
*$Capt, G. S. C. Swinton, 

31. R 3,308 

M. Chapman, M.R 2,507 

Finsbury (East), 6,687 
Lt-Col.A.C. Earle Welby, 

3f.R. 3,024 

Enos Howes, 3LR 3,0x4 

*T. E. Harvey, P. 1,988 

F. A. Harrison, P 

Fulham, 36,409 


B.A., P. 3,995 

Percy A, Harris, P 2,762 

F. Sebag ■ Montefiore, 

3f.R. * Cyril Cobh, M.R. 

F. Brinsley-Harper, c.c., | E. G. Ea.ston, M.R 

3f.R. 1,643 

J. H, Harley, Lab 512 

BOW AND BROMLEY, 14,745 
W. S. 3r. Knight, M.R. ... 3,285 

II. F. Rowe, M.R. 3,213 

*Wm. Wallace Bruce, P. 3,019 


’‘'Benjamin Cooper, P. ... 3,019 

A. A. Watts, Soc 786 

J. Stokes, Soc 783 

«T. S. Bird, Ind 159 

Brixton, 13,931 

W. Tlaydan, M.R 4,997 

(S. G. Iloare, M.R 4,928 

*Lewen Sharp, P 3,546 

Lionel Earle, c.M.a., P. 3,525 
Camberwell (North), 18,304 

* 5449 

5.3^5 
3.54S 

3472 


W. Lloyd Taylor, P.. 

,7. Stephenson, P 

T. B. AFall, Soc. . 


Greenwich, 15,987 
" , M.R. 


I. Ham ilton Benn, 

Lord Alexander Thymie, 

31. R 

D. McCall, P 

Kev. J. Wilson, P...., 

Hackney (Central), 13,809 
IF. B, Stewart, 31. R 3.722! 


Hampstead, 15,012 

W. Reynolds, 3I.R. 5,508 

(Bye-election 24 October, 1908.) 
Andrew Thos. Taylor, 31. R. 
(Vice J. T. Taylor, deceased.) 

Holborn, 12,356 

E. E. Wild, M.R 4.524 

Hon Henry L'jyon, B.A., 

31. R 4 j 03 o 

H. Drysdale Woodcock, 

P. 1,639 

HOXTON, 13,019 

Dr. J. D. Davies, 31. R . ... 3,372 

E. Gray, 31. R 3,336 

’‘'Henry W'ard, P 3,113 

'''Graham Wallas, P. ... 3,065 

Islington (East), 15,591 
C. A. 31. Barlow, 31. R. ... 4,430 

P, E. Pilditeh, 3f.R 4,402 

E. Smallwood, P 4,292 

*A. A. Thomas, P 4,357 

Islington (North), 16,977 

F. L. Dove, 31. R. 4»9®4 

C. K. 31 itrchison, 3f.R. ... 4,797 

H. J. Glanville, P 4,300 

H. G. Chancellor, P 4,193 

J. C. Clutterbuck, Ind,.., 364 

Islington (South), 11,602 

6.217 *G. Dinv, P 3,996 

fllowell J. Williams, P.... 3,939 

, 5,991! ” - ' . , 

■ 3.727! 

■ 3.545 i 


• 8,413! 
8,301 

4.774 

3439 

773 


S. Lambert, 31. li 3,317 

C. Moffatt, M.R 3,076 

George S. Elliott, Ind..., 854 

E. J. James, Ind 179 


■ 3.6591 
3.559 

■ 3.55S 

296 
257 1 


Islington (ATcst), 10,142 

II. J. Clarke, M.R 3,300 

Isidore Salmon, 31. R 3,226 

B, C. Lamhert, P 3,933 

A, J, Mundella, P 3,900 


Hackney (North), 16,990 j Kennington, xx,84a 
alter Hy. Key, c.g , 31. R 6,205 *Sir John Bcnn, M.P., P. ... 3,434 

)K Raymond Greene, 31. R, 6,153 Rev. E. Denny, P 3,326 

r> • ^ Budge, Jf.P. ......... 3.718 


G. Billings, M.R 

»tW. B. Vates, P.... 

*A. S. Shepheard, P. 

E. C. Fairchild, Soc. 

F. _V. Fisher, Soc. 

* Reginald Bray, ' P 

* Henry R. Taylor, P. ..... 

A. Campbell, M.R 

AV. Edmonds, M.R 

Chelsea, 16,802 

T. C. E. Goff, M.R 5,877 

R. C. Nomnan, 3LR 5,779 

*E. J. Honiiman,M.P.,P. 3,977, 

’‘'Jame.s Jelfery, P 3,915 1 

City OF Lo.ndon, 35,784 | G. Naylor,' if. P. ... 3,^85; fn..- o . -o., 

AhlFras.S.Hanson, 31. it 7,603: Haggerston. 10.933 I *h Lltnii T p 

N', L. Cohen, M.R 7,519 *$//on. Rwpert Guinness, 

W. H. Pamiell, C.C., 3I.R. 7,484 M.P., Jffp........ 3,307! >> alter Pope, 3,170 

*B. Stuart Sa nkey, 31. R.... 7,451 i Kon. Gilbert V. D, John- i ^ H>S 39 

stone, 31.R. 3,131 

"'Lord Monkswell. P. ... 3,085! E, Bafer lorman, 
Stephen Gee, P. 3,036! 6,834 


"George Lampard, P. ... 4,617 

-- Brice, P. 4,530 j 

Hackney (South), 18,114 j 

T. Chapman, P. 5,225! 

IF. A. Casson,P 5,138 

C. Winkley, M.R ... 3,325 


Sir WbH.Poiter,Bt.,il/.P. 2,666 

.T. G. Butler, Soc 381 

F, Knee, Soc 235 

Kensington (North), 14,770 
D. Davis, 31. R 4,418 


C. B. Buxton, P 1,7681 

F. Debenham, P. 1,766' 

G, S. AFarmington, P. ... 1,719 
fW.H. Dickinson, M.P.,P. 1,646 

Claphaai, 28,076 

Jas. Wm. Domoney, c.c., ’^^Edwm’d Colbm, 3I.M 5,839 

31. R 10,200) 

SirC. Kinloch-Cooke,3I.R. 10,158! 


^ Hammersmith, 17,949 
1 * Jocelyn Brandon, M. R,.., 5,850 


A. Glegg, P. 7.330 

J. C. Kipling, F. 7,276! 


V. B, Aronson, P 788 

Hon. AFalter ' .Fames',^ P. .. , 770; 
Lambeth (North), 8,337 

N. Shairp, P 3,755; "'Pm Briant, P 3,360 

L. E. Camp, P 2,709! L\ Smith, P, ......... ........ 3,349 


AV. T. Davidson, Lab. ... 897! 

J. T. AA’'estcott, ikK& 737 1 


"'Jabez Williams, J/.P.... 3,080 
G. Hinds, 31. R 2,077 
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Lewisham, 28,217 

LawUhnm,, J/.i?. 11,028 


The LoiiLlo n Gountij Cnnndl. 


io,8i3 

7,004 

6,893 

n8 


A. Powiiall, M.R 

*L \ V , ClolaiKl, M.P., P, 

Hon. Neil Primrose, P... 

— Gee, Lah 

LDI EHOTJSE. 8,022 

CjMl JacJsmn, M.R 

J, LortAVUlkum, M.R. 

^Arthur L. Leon, P 

T. L. Kmo'bt, P I jc 

Marylebon'e (East), 9,411" 
r i>^conntD}fu.cit.}ino}i,M.'R. 3,6x2 

J. Boiftnn,M.R 3,562 

Jno. IGetelier Little, 

, P 1,446 

467 

J\iAiiYLEBONE (West), 12,233 
Lnr:} UrGin/Ben ti R. 4,683 
RMrl ofKmy, M.p., M.K 4,625 


2,141 

2,026 

x,9S7 

t,935 


Z434 

2,320 


2,023 ! 
2,011 ; 
1,988 

1,92s 


*Jolin Lewis, /L 

James Seiu^on, P. 

Mile End, 6,839 
P. IL Mo'ntf/'>m<^ru, M.R, 

E. II. Coumbfl, Ml It 

li. Vernon Haroourt, P. 

Bev. T. Warren, P it 

Newington (West), 12,483 

IfEcan .S>nvr, P 37778 

*Ja7»mD. Gflhon, P, 37^ 

A. Waddell, M.R 

H. Jarvis, M.R :;llt 

Norwood, 16,273 

(X (/. Fkher, M.R 6,583 

P. St. John Mo trow, M.R, 6,3'io 

•N. W--. lluhhard, P 4 

*a, Slirubsail, P Vjzt 

Paddington (North), 15,664 
lion. Walter Gnhmesr 

M.P., M.R 4.711 

J. II. Tinnier, M.R VLn 

J, Pairhanks, P 3 607 

0, 0. Ma}>eriey, P 3’43:, 

Paddinoton (South), 0,582 
*^Sir Melrtll Jkcn'hcntfi, 

*U. P, flnrrk, M.R 3’ 703 

J. S. Holmes, P. ............ 8^3 

A.Y. Mayell, P sJe! 


PK0KH.1M, 18,538 

^^Tlwmas Qautry, P. 4 5^0 

iW L. Doivto7iJl.R. ...... S 

5. C. Preston, M.R I tg 

B. Steven, P. J 

W. T. Kelly, Lab. ’400 

i _ Poplar, 13,263 

Crooks, m.p., P. 3504 
'>*Sir John McDougall, P.... 3 ’476 
T. H. Clarke, m.R.c.s., 

M.R, 2778 

Col. A. Afande, M.R 2,570 

j. BOTHRRHITHE, 13,199 

I *Aonl)rose Pomeroy, P 2 60, 

\*IIarold J. Qlaniyllle P. ... •s’eS's 
' F. Fremantle, M.R. ...... 

F E. Sddis, i¥.P 

ST.GE0RaE’S,HAN0VRRSQ.,i3 4X7 
MapCen. Lord Cheyles- 
7nore, o.V.O., M.RX...... 5,445 

*H, J. Greemvood, M.R. ... 5 Sf 
Earl of Craven, P. ......... 


•L a S. Hanbam, P....... 

^SOUTHWARK (West). .0,7,6 

'honias TTiMyfm> r> * 

2.993 

2,953 
2,746 
2.649 


■ 2,366 


.,T E. jronis,>. 

W GEORaE'S-Is;THE-EAST, 4,7SI 


*11. Gosling, P. 

P. c. Simimm, JLP. ...... i’io 4 

*Jobn Smith, P % oi« 

-B3 v. T, King. P.a gg 

Mm. Ilobt. Smith, 31.0,, 


I vvve 

* I honias Hunter, P. 

A. WilsoTi, P. 

J. T. Scriven, Jf.’p*"”! 

F. Giliett, Jf.p. ......... 

^ ^ ^ STEPNIH", 6,584 
*A. 0. Goodrich, M.It . .... 

R . Leverioti Llarris, 3i.p. 

C. S. Stettaner, P. .... *]” I’^ie 

a Watson, p .. hiH 

; STR.AND, xo.d.'ftl 

^LL-CoL c. Prohyii'/M.R. 3,380 
*Lor(l Rlcko, M.R.... ? eeo 

s. H. Lamb, p . oil 

W. H. Howell, P 

*r . ''f^^i'AyORTH, 11,046 

, V. A. Da nes, p. \ V - 

\*C. Jesson., P 

F. OWMeid,L.ri.c.p,A¥.P. 3;337 

C. Sproiile, M.R 

J, Clarke, Noe. ’ 


s'”'" 


Rev. P. Hastings, P o.Ato 

* Edmund Barnes, Jf.p. | igx 
T. A. Organ, 31. R. ,’03- 

fi. JIon,r.S<A ; 

ST. Pancras (North). 12,162 


rr ‘ 10,004 

Horn \hn. Robt. Peel,M.R. 3,419 
A., 3T.R,... 3,39® 

ML B. Canipl)ell, P ? Sq 

E. Hotui, P J 

)\ HITECH A PEL, 5,630 


*l)niwl S. Wtuerlow, M.P iCl Lj ' * inVLV^ ^3*^ 

Cant. Edu-hi .f_ irim; A"' '>«•/«<* 4' 


Cai)t. Edwin J.‘ King’, 

31. A., 31. R ...3,5261 

Lt.-Col. H. xV. Pakenham, " j 

31. R 3,501 

S-R Pancras (Soutll), 7,973 ‘ 


,627 


E. Ifodsoll, 3T,R 1 aii 

C. Mhu’tlieimer, M.R. ... oSc 
- Elkin, jmf.p. g! 

^ M'^OOLWIOH, 22,830 

l iil’fsin --}f. 
::gl 5® 

G. Giddens, P XjSSsI 


AIPHAJIRTICAL LIST OF ALDERMEN AaND COUNCILLOIIS. 
Electoral Hirmon. 

South St. Pancras, 

Rcrmomlsey. 


W 

George Lansbury, P. (t* 

' 7>6 ix 


Name. 

AIe\andur, Gorge (MR) 

Allen, A. A., 3i.p. 

eAnslrnthev, If. T. Aldeniianm 1013. 

td arlmv',C. A. M,, LL.IUJ//O Past IsUniton. 
rBeaeijerm't, .Sir Melviih .l/'/O Soatk Paddi naton. 
rBi niton, ]i. M.. 3 lil, j.p. tj>) North St. Paneras 
Bmub A. Shirley (M/o Rytetrck. 

Bmiii, T. Hamilton (.1/A>) ... Greenwich. 

Kemi, Sir J., 3f p., j.p. (/»>... Krnnlngton. 
rBmilmek Lord (MR) West Mnrukhone. 

1 illmgs, G. , J.lv(.l/70 Cerdral Haekmu. 

Boytou, J. (J///) Hn>t Marylebotk 

Btandoib^.r. Ll/it) Hammersmith. 

eBray, K. J North CamheriudL 

Bvimt, F, (/>) Mortk lamheth. 

BuxGm, Allred I'-ovell Ahlerrmittid xtfxo. 

Casiel, K K.c. (MR) Sf. Pimerai. 

Casson, W. A (P) South Hmhmg. 

aiapmun, T, (P) South Hmkmy. 

CBeylesniore, Maj, -General ^ 

A. W., i.F. (P) Emt m. Panems. 




eCl-ifke Tr'Vfu Fivmon. 

.•i' "s. W!P:z:r 

<■0 .m'nls e; h//lf ^ 

'SonS-HV’- ra'IS*'-"'"- 

eSu;;- .Sh- Si;wn,"ip:; 

Crooks, MGlliam, 31. P. (P)... 

Davie.s, Dr. J. D. LHP) Jiovf mi 

RSf (O- ' nJhXa. 

Won, w)r,.flp:"(Fitj;;: 

cDuncannoii, Visconiit (3IIi) East Manilebone 
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Kama. Electoral JOimion, 

Fisher, €. IT. (ME) Norwood, 

Fislier, W. Hayes.... Alderman till X913. 

Fomian, JDr. B. Baxter, J.P. 

(MR) Sotith Kemlngton, 

eGautrey, T. (P)........ Pechham. 

Gilbert,'.!. D., J.p. (P) ...... West Netvmgton. 

Glanville, H. J., J.P. (P) ... EatherMtlie, 

Goff, T. C. E. (IIP) Chelsea. 

Goldie, lit. Eon. Sir Geo. 

D. T., P.c.,K.C.M.G., &c,... Alderman till igt^. 

Goldsmith, F. (ME) South St. Pancras. 

eGooeh, H. C., M.P., 3.P.(ME) Puluich. 

Goodrich, A. 0 . , J.P. (ME)... Stepney. 

Gordon, H. H. (i) Whitechapel. 

Gosiinp:, H. (P)... St.Georffe's4n4he~E. 

€Gray, E. (ME) Jioxton. 

Greene, W. B., J.P. (MR)... North Hackney. 

^Greenwood, H. ,T. (if/P) ... St.George'SyBan.Sq. 
eGnlnness, Hon. B., C.M.G., 

M.P, (3fE) Haggerstmi. 

Guinness, Hon. W.,M. p.(j¥P) N orth Paddington. 

Hall, F. (il/P) JJuluieh. 

Hanson, Alderman F. S. (i!f P) City of London. 

Hams, F. L,, M.P. (AIE) ... Stepney. 

^Harris, H. P,, j.p. (ME) ... South Paddington. 

Harris, P. A. (P) P.IF. Bethnal Green. 

Hastings, Bev. F. (P) East St. Paticras. 

Hay don, W. (ME) Brixton. 

elleadlam, "Rey. Stewart (P) S.W. Bethnal Green. 

Hemphill, Capt. the Hon. 

FitzKoy (P) Central Finshury. 

eHoare, S. J. G., j.p. (ME) Brixton. 

Howes, Enos, j.p. (ME) ... East Finshury. 

Hunt, W., J.P. lAfP) W andsivorth. 

Hmiter, J. H. (MR) North Paddington. 

Hunter, Thomas (P) irfosif Southwark. 

eJackson, C. (ME) Lvmehouse. 

eJay, E. A. H. (ME) Woolwiah. 

Jephson, H. L Alderman till 1910. 

Jesson, C.«(P) Walu'orth. 

Johnson, W. 0 ., J.P. (P) ... Wldteehapel. 
eJohnstone, Hon. G. (ME)... Haggerston. 

Kerry, Earl of, M.V.O., n.s.o. 

M.P. (MR) Marylehone. 

eKey, W'. H. (MR) North Hackney. 

Knight, W. S. TM. (ME) Bow and Bromley. 

Lancaster, Sir W. J. (ME) Wandsworth. 

Lewisham, Viscount (ME) Lewisham. 
cLidgett, Bev. J. Scott Alderman till 1910. 

eLygon, Hon. H. (MR) llolborn. , . , 

IsD'i'a—The letters (P), (il/P), (Z), (Soc.) stand for the Party whose candidate the Member was 
at the election—viz., (P) Progressive; ( 1 /P) Municipal Beform ; (/) Independent ; 0900*.) Socialist, 
Education Committee.— M embers whose names are marked e form the Education (,’ummittee, 
together with the following co-opted members Miss N. Adler, F. B. Andeiton, Mr.^. Sojdiie 
Bryant, d.sc., W. H. Davison, ?.Iiss M. Frere, J. W. Gilbert, Miss Susan Lawrence, A. L. Icon, 
H. W. Liversidge, Mrs. Wilton Phipps, Lady St. Helier, Graham Wallas. 


Name. Electoral Bivision. 

McHongall, Sir John (P) Poplar. 

Michelham, Lord Alderman till 3:913. 

Midleton, Viscount, P.C. ... Alderman till 
Montgomery, B. H. (ME).., Mile End. 

Mori'ow, F. St. John (ME) Norwood. 

cMullins, W. E. Alderman till 1910. 

Murchison, C. E, (i¥P) North IsUngion, 

Haylor, G. K. Aide nnan till 

Koiinan, E. C. ( 1 /P) Chelsea. 

Pannell, W. H., J.P. (ME)... City of London, 
Peel, Hon. W. B., M.P. (ME) Westminster. 
Philiimore, B. C., J.P. (P) JDejdford. 

Pilditch, P. E. (ME) East Islington. 

Pomeroy, A., J.P. (P). ........ Eoihe.rhithc. 

Pownall, A. (ME) Leu'isham. 

Primrose, Hon. K. J. A. ... Alderman till 1913. 
Probyn,Lt.-Col.C., J.P.(i¥P) Strand. 

^Beynolds, TV. (MR) IIarn2Mead. 

Bobinson, B. A., J.P. (3IE) Sov.th Kensington. 

cBowe, E. V. (J/P) Bo'W and Brcmlcy. 

eBussell, A. B. (J*) Central Finshury. 

Salmon, L (MR) West Islington. 

Salter, A., M.I)., J.P. (P) ... Bermondsey, 

eSanders, \Y. S Alderman till 1910. 

Sankey, H. Stuart (MR) ... City of London, 

Sharj), Lewen Alderman till zgxo. 

eShephearcI, A. J Alderman till xgio. 

Simmons, P. C. (ME) St.George's-in-the-E. 

cSkinner, Maj. Charles ( 1 /P) Forth Kensingion. 
eSmith, Edward, J.P. (P) ... N.B. Bethnal Green. 

Smith, F. (P) North Lambeth. 

Spicer, Evan, J.P. (P) West Newington. 

Squires, W. J., J.p. ( 1 /P)... Woolwich. 

Stewart, W. B. ( 1 / P) Central Hackney. 

Sturge, 0 . Y. ( 1 /Zi) 

Swinton, Oapt. G. S. C. (J/P) Aldermaii till 1913. 

eXaylor, A. 1 ’. (M.E.) Hampstead. 

Taylor, H. B., j.p. (P) North Camberwell. 

^Thompson, W. W., ll.b. ... Alderman till 2910. 

Thynne, Lord A. (J/P) Greenwich, 

Vosper, P., M.R,c.s. (MR)... BV.vf St, Pancras, 

Ward, Henry Aldcnnan till 2913. 

Waterlow, D. S., M.P. (P)... North St. Pancras. 

eWebb, Sidney (P) Deptford. 

Vi'elby,Lt.-Col.A.O,.J.P.(J/P) East Finshury. 

eWhite, Edward, J.p Alderman till zgxo. 

Wild, E. E. (J/P) llolborn. 

Williams, H. J., j.p. (P) ... South Islington. 
Williams, J. B. Loih- (J/P) Lmehnwe. 

_ Wilson, A. (P) Ifevi? Southwark. 


CHIEF OFFICERS OF THE COUNTY COUNCIL. 


Clerk of the Co7incil, G. Laurence Gomme...j(Ja, 000 
Deputy Clerk, J. Bird. 

Comptroller, H. E. If award £si,ooo 

Deimty Cornpt., C. 1 >. Johnson. 
C/D>/Pn<7wff^er,MauriceFitzmaurice,C. H. G. ;^^2,ooo 
Chief Asst. Engineer, C. Elwdn. 

Architect, W. E. Biley ;^2,ooo 

Chief Asst. Areht, J. Briggs. 

Architect (Education), T, X Bailey £t,zoo 

Valuer, A. Young .“. £z,ooo 

Senior Asst. Valuer, F. W. Cook. 

Solicitor, E. Tanner ....;£x,^o 

Deputy Solicitor, D. P. Andrews. 

Educational Adoiser, Dr. W. Garnett 

Education Officer, B. Blair 

Ch. Inspr., Eden., Dr. 0 , W. ICimmins ...j£2,ooo 


Med. Officer, Sir ShiiTcy F. Murphy, m.d. 
.d.'fs/.'?., (General) Dr. W. H. Hamer 
(Education) Dr. J. Kerr. 

Public Control Dep., J. OUis 

Statistical Officer, E, X Harper 

Chemist, F. Clowes, D.sc 

Parks Dep., Lt.-Col. J. J. Sexby 

Chief of Fire Brigade (see p. koo). 
Manager Works Dep., G. V/.l-Iumphreys 

Tramways Chief Officer, A. L. C. Fell 

„ EleeMenl Engineer, J. H. Eider 

Housing Manager, S. G. Burge.ss 

St tyres Chief Officer, F. W. Maekiiiney 

Asylums Oommittee— Clerk, H. F. Keene 
Pathologist, F. W. Mott, M.D., P.K.s. ... 
Engineer, W. C. C. Smith 




...£800 
£t 100 
£1,100 
•“£750 

£1.500 

£*,750 
£s,200 
...£8co 
£2 000 

•••£850 

£1,000 


Whitaker’s amanack, 1910 . 



WHXTAEEE’S ALHANACE, 1910. 


London Polm^ Mr e Brigade and Water Board. 


lOHDoir roLicE* 


Tiin (^iTY PoTiTCE district comprises an area 
of 673 statute acres, and coutaius two courts of 
Justice, those of theGruildhall and MansioU House, 
where the Lord Mayor and the Aldermen are the 
magistrates (see p. 303). Although the area is com- 
pai’atiTely small, the rateable value is enormous, 
au <3 sthere are 26,923 night residents to be 
protected. 

The Force comprises i Superintendent, i ditto, 
.Detective Department, 4 Chief Inspectors, x6 Dis- 
trict Inspectors, 26 Station Inspectors, 9 Detec- 
tive In.spectors, 84 Sergeants, 12 Detective Ser- 
geants, and 944 Constables ; also i Sergeant and 
49 Constables on private service duty. 

The Mfa'eopolitan Tolicb district embraces 
an area of 447,626 statute acres, with a i>opula- 
tion oi between seven and eight millions. There 


are within this area sixteen Folice Courts, viz., 
Bow Street, Clerkenw^ell, East Ham, Greenwich, 
Lambeth, Maiiliorough St. , Alarylebone, North ! 
London (Stoke Newington Rti), Old Street, South i 
Western (Lavender Hill), Thames (Stepney), 
Tower Bridge, West Ham, West London (Vernon 
St.), Westminster, and Woolwich (.sw p. 20s). 

The force on Oct. 18, 1909, consisted of 32 
Superintendents, 394 Inspectors, 2,460 Sergeants, 
and XS.597 Constables, making a total of 18,683, 
with 286 horses. 

It is scarcely possible to form an accurate 
estimate of the enormous actual value of the 
property under police protection, but the mean 
rateable value of the metropolitan area for 
Metropolitan Police purposes for the year igoS-'g 
was £54,598,639. 


LONDON FIEE BBIGADE. 


Prkvious to the formation of the Metropolitan 
Fire Brigade, umier an Act passed in 1774, the 
churchwardens ami overseers of every parish 
l\ad been compelled to maintain an engine for 
putting out all fires occurring within their own 
Tjoundaries ; though, independently of this pro- 
vision, for more than thirty years l>efore x866 
the leading lire insurance compauies had jointly 
organised and worked a fire-engine estaldishment 
of their (jwn. On ist. January, 1866, the Metro- 
politan Board of tVorks took over these responsi- 
bilities. On sst Januai'y, 1867, the Board also 
took over from the Koyal Society for the Protec- 
tion of Life from Fire (fouTidgid 1844) the service 
of the saving of life from lire. By the passing 
of the Local’ Government Act, 1888, the London 
County Council assumed control of the Fire Bri- 
ga<le. In 1904 the title < 4 ' the Brigade was altered 
from “ Metropolitan Fire Brigade” to “London 
Fire Brigade.” Tlte total amount expended on 
the Brigade for the year ending 3xst March, 1909, 
wa^ £291,383. Of this amount the Treasury ainl 
the various inwiirance companies contributed 
£46,990. 

On the 31st .March, 5909, the complement of 


the Brigade consisted of:— x chief officer; a 
divisional officers; 2 assistant divisional offi- 
cers ; and 1,346 officers, firemen, coachmen, and 
I)ilots. There were 80 land fire-stations, 3 river 
stations; and the ai»plianees included 76 horsed 
fire-engines, 77 horsed fire-escapes, 8 motor fire- 
engines, 8 motor lb’e-e.scapes, 5 motor hose- 
tenders, 4 turntable long ladders, 29 long ladders, 
23 smoke helinet.s, 90 h(>se-carts, z lu’e-fioats and 
4 steam fire-engines on rafts, 2 ml-tank wagons, 
4 motor cars, 'there were 323 horses and 53 miles 
of hose in use by tiie Brigaiie. The lire-uhirms 
distributed over* London hinnbered 1,320. The 
number of calls to which the Brigade responded 
during the year ending sist December, 1908, 
totalled 5,299, and the fires numbered 4,029, of 
vvhieh 61 were cla.ssed as “ serious.” 

Pni >’ CI 1>A L O PI 1 TOERS. 

Oft ipf Officer, Lieut, Sampson Sladen, R.N....£9oo 
JDh'iifwnaf Ojficera, Sidney 0 . Gamble, C.E. ; 

Arthur .R, Dyer. 

Asfiintant D/r/.vnnmZ Oficers, Cyril C. B. Morris ; 

Lieut. H. Spencer, k.n. 

litatiquarterff : 94 South w^ark Bridge Road, 

London, S.E. 


METROPOLITAN WATER BOARD. 


Chairinan., E. B. Durnard, M.l>. f 

Virc'CltairifHin, G, S. Elliott, .J,P un2K 

Clerk of the. Board, A. B. Pilling £x.75o 

Aehiitt. do., W. J, G. Norris £^>oo 

Sttpmiarn', F. W. I>rake £700 

Solicitor, W. Muon £1,000 

Chief Eii'jineer, W. B. Bryan £2,500 

Dcpij. do., J. W. Rcstler £1,827 

Acamntant and Registrar, A, Newton ...£x,ooo 

J)epy. do., D. P. Hutchings £600 

CMef Remiue OJieer, J. Wilson £618 

XHreHor of Water Exmni nations. Dr. A. C- 

Houstott - w,...,£x,oqo 

The Metro3;K>llt.aii Water Boai^ w'as created in 
1^, and came into existence In 1903, the duties 
of the Ikiard iiehig to supply water to the districts 


previou.sly supplied, or authorised to he supplied, 
by the various authorities superseded. The total 
amount of water supplied during the year 1908-9 
W’as 81,823,864,169 gallons. The sources of 
supply are four in number, namely, (x)the rivers 
Thames and Lee ; (2) gravel beds adjoining the 
^ main stream of the Thames and other gravel 
i beds at Hanw'orth ; (3) natural springs ; and 
' (4) wells sunk in the chaik or other strata in the 
i Lee tr'aliey on the north of the Thames, in Kent, 

' ami at certain other i>oiuts south of the Thames. 

I TTic Board consists of 66 members, nominate<l 
' by the constituent authorities of the water area 
for three years ending 1st June, 1910, and meets 
on the -Friday in each fourth week at Metropolitan 
Asylums Board Office.s, Thames Embankment, 
E.C. Ofiees, Savoy Court, Strand, W.C. 

t A sum nf jggoo annum is voted to the Chairman, 
to defray the cost of ” official hosxjitaUty," 


lOlTDOlsr CITt llVEEY COMPANIES. 5^^ 

I’HE CITY CGMPAKIES, OTMBEB OF LIYEEYMEiSr, 

corpoeaVte an'd trust Incomes, masters, clerks, and halls. 

As will be seen from the following table, many 
of the London livery Companies are possessed of 
great wealth. Of some portion of the property 
they are merely trustees, but of the ‘‘ corporate ” 
property they are the sole owners, and may dis- 
pose of the income as they please. Fifteen of 
the Companies liave more than ten thousand 
pounds a year, and most of tliera are very liberal 
in their charities, especially in the w’ay of 
education. In the majority of cases the desig- 

nation of the Company gives a clue to the trade 
which gave rise to the guild, but the Fletchers 
(arrow makers) and the Loriner.s (bridle, bit, 
and spur makers) are not self-explanatoiy. The 
following list is compiled from retiiriis made (in 
many cases but partially) at the .Edjto.r’3 request. 
Where the return was incomplete the Editor 
allow'ed the old figures to remain. Tiie order of 
precedence is given in parentheses after the 
name of each Cbnipany. 


Master or Prime 
Warden, 1909—1920. 


£ £ £ \ 

Mercers {t.) aoo $3,000 58,000 iii,ooojWalter Scarborough 6. H. Blakcslcy ... 

Grfjcersiz) 28337,500 500 38,000 Col.H.N.C.Heath,c.B. R. V. Sojncr;>Simth 

Urapiu's (3) 300 $0,000 28,000 78,000'K. Ray Fletcher R H. Pooley 

Fish muntjcrs {4) . . 333 47,798 2,428 so,a26iHugh C. Smith J. Wrench Tovvse ... 

(toleUmitlis {5) . . 250 43,000 16,000 s8,ooojEarl of Harrowby . . Sir W. S. Pricleavix . . 

Skinners (6) .... 230 31,600 31,000 62,600! Alfred W. Aston E. H, Draper, b.a. . , 

Merchant Tay- 34737)00013,000 so.ooojF. T. Baggallay , .. . Edwai'd Nash 

lors (7) 

Haberdashers {'&) 341 9,000 49,000 58,oooj.T. B. Hildifccsh J, Eagleton ...... 

Salters (9) ..... . 283 20,000 2,000 22,060! W. M. Hewetson . . . . S. W. Linu'd ...... 

Ironnnni/jers (20) 37 22,000 11,000 23,ooo!W. T. H. Radford . . R, C. A. Beck .... 

1 ' intncrs (tt) . . . , 205 9,500 2,500 21,000 Rev. H. R. Cooper- C. Lomas 

j Smith, 

Clothivorkers (sx) 28042,00028,000 6o,ooo;Sir Owen Roberts . . P. M. Evans, m.a. 

TAe above are the Tiveloe “ yreat ” London Companies in order of Givi 
.<4 no/ /tccara’s (38) I 2501 .. ! 6oo| 6oojR, Rligh Wall i.\. Mowbray T.To ton . 


Apothecaries (sQ) 250 | 

ArmofirerH and 90 7,940 

Brusiers (22) . . 

Bakers (19) 227 1,580 320 

Barbers (17) .... 209 

* Basket met kerslsx) 80 . . votie 

^ BlfiehmiUhs (40) 93 684 none 

BoKwrs (3O) . . . . 291 618; 


291 618 

Brewers (14) ... . 48 2,500 25,000 

^Broderers (48) . . 30 . . 

Butchers (24) .... 157 . . Sal 

*Carinen {89) .... 40 70 Jione 

Car)witers (26) , . 250 j6,ooo 2,180 
*>Clockmakers (61) 78 . . 

Coachmakers (79) xoa 977 none 


6oojR, Rligh Wall j,\. Mowbray T.Tpton . 

B.ooo’Georgo Wood, m.a. . . Marshall Pontiie.v . 

X , 900' James Lee Frank 0. Li ugard . 

. . jE. C. Cornish Do. 

. . Horace R. Spence . , II. H. Robart 

684 1 Arthur W. Blackett W. H. Garrett 


66 oiE. J. Glazier 


.iH.E. Griffith ... 


27.500 Douglas Crossmau . .|w, Higgins 

.. JohnMantell sG. W. Barber, .t.p. . 

. . Sir W. P. Treloar, Bt. H . J. V. Philpott , 

70 C. E. Scholos .11. W, Capper ..... 


250 j6,ooo 2,iSo 27,180 Rev. G. B. Bartlett . . J. Hutton Freeman 

7S . . . . . . A. Keen iH. C. OveniU 

203 977 none 977|Lt.-Cl.A. F. Mulliner,jT. H. Gardiner . . . 


, . 4 Ironmonger Lane, 
Princes St. 

. Throgmorton St. 

, . 4delaide PL, Lond. Br. 

. Foster Lane. 

. Dowgate Hill. 

. 30 Threadncedle St. 

. 33 Gresham St. 

,jSt. Swithin’s Lane. 
.iFenciiurcli St. 

.1681^ Upper Thames St. 

,141 Miueing Lane. 

; precedence. 

. 'AVatcr Lane. 

. j8i Coleman St. 

, ' 16 Ilarj) Lane, 

.iMonkwoll St. 

. ''■22 Basinghall St., E.C.] 

. [65 Lwr.Tlianies St., E.C. i 
. I22 St. Bride’s xiv., E.C.j ’ 
.: Addle St., E.C. 

. [13 St. Swithin’s La., E.C. ) 
. t Barthokunow Close. 

• IlCnppIegate In.stUute, 
I Go lieu Lane, E.C. J 
!Throgmorton Av. 
.■IGinldhail, E.C.J 
. I Noble St., E.C. 


*Coo 7 :s (35) 7S| 2,850 250 2,000 Beaumont Morice, G. C. Sherrard, m.a. . . [34 & 36 Gresham St.. E.C. ] 

I I.L.B. ! . : ' 

Coopers (36) . . . .j 200! 2,400 5,000 7,40oiHy. Dent Giwdner . .|h, Pe'ham Rover . Mx Basingti.all St. 
Cordwatnrrs (27) , 220 7,7°^ s,6oo g.SOOjLeonard Clow . . . , . .;C. H. W. Mander m..m. 7 (Jaiumn St. 


Curriers (29) .... 62 

Ctdlers (28) 100 

Distillers (74) . , 55 

D//,o'.s(i3) . 88 

*J< anuKtkers (84) 95 

ycarritirs (55) . 75 

^ Fdt makers (64) 65, 

Fletchers (39) .... 20! 

Founders (jp ... . 93: 

^Franteu'drk 98^ 

Kn ittvrs (65) I 

^Fruiterers i^s) ■ ’ 87! 

Oard’ n vs (66) . . 77 

Girdb rs (23) .... 90 

*Gluss-seliers (77) 41 

*>(rlivders (60) 76! 

(81) 87 

iti Silver' 130' 
Wirc(lrawers{Bx) ; 

Onnmakers (So) . .I 32' 
Horners (60) ; loo' 


62 2,120 80 

*00; S,3SQ *0 , 

SS • . none . . |H. J. Newman ...... T. G. Vickery 

88' 6,000 2,000 7)000 Rev. H. S. Cronin, H.n. M, M. MeiTiinan, M..t 
9Si 150 fton-c isoiHerbert C. Marshall George S’ado, m.a. . 

751 2921 none x^ziT. A. Richard.son . . B. F. Popham 

65' .. I 126 W. L. Davies ...... Alfred Pesichev ... 

20| 200 none looiA. E. Procter ...... P. B. Shepheard . 

93; i,7i0j 225, 2,825 Sydney R, Pollard . . C. F. Oorbould-F.Ilis 
98| 310 320 ssOj'VV. G. W. Reynolds. . John Woodhouse, j.r, 

87! 90j .. 90 ! Arthur J. Hough .. John Eagleton .... 

77 45. .. 45 pharlc.s Bayer !E.A.EbbTewhito,K.K,A. 

90 3,000- 1,300; 4,3-0 \\ .Joyn.son-Uick8,M.p. iW. D. Smvthe . 

41 none , 3xt 21, C. M. Owen ....... ,.R. H. Evans 

76; 26o| 40; 300 W. F. Roynoids , . , .jw. J. B. Tippetts, c.c. 

87 xoo! 5SI 258 Dep.C.J.OuthbertsonlA. W. Burn 

30' 35 3; sSjMaj, Sir Harry Nortb;W.*E. Baxter 


2, 2i6|Sahmel Harris lE. I-L Burkitt ... 

5,4001 A. Pocock ... ..iW. H. Bea\imont. 


OunmaJaws (So) . 32' 900 none ' 3,800 D, Cecil Gibbs B). C. Lee 

.Woratrs(6o| . , . iQo: 89 H.-ac ; 89 J. Dix Lewis, j,p.... ,!Howarcl Dehrhton ! . 

\ Innholders (sz) . .1 87,2.000, 330 2,330, F. W. Lisin »p :J. A. & F. Dmce , 

Joiners Ux) . 207 1,300 2,300 George Herbert LLL. Bedford 

Leatherseuers (15)' 153 28,000 5,000, 23,000 D. Wotherspoon ....iGco. F. Sutum, m.a. 

^Lonnrrs{57) ..[34O 600 6j 606 R. Dands 1C. F. J. Jennings 

^Masons (56) . . . ' 60; 55oi none j 550 Sir F. P. Alliston , . . . |R. L. Hunter 

*JZusn;ia?w {94). .; i32j 4001 901 490 L Loa Southgate, ;T. C. Fenwick 


;7i Basingtinll St. 

7 (Jannun St. 

16 Ldinktii Wall. 
i4 Warwick l/Jine, E.C. 
![Gui‘dliaU, K O.} 

20 liuwgiitc Tlijl E.C. 

[90 Caaunu St., E.C ] 

'(140 Leadunhail St.] 

'!i 7 Saltsbiiry S'l., E.C.] 

[6 1‘instaury'Circus.J 
'23 St. .Swithhi’s Lane. 

[28 Essex 8L., Strand.] 

'(40 Chancery Lane.] 

[i Paper Dlang.s,, Temple. 
39 Ihu-iinghall St. 

(58 Gr acocliurch St.] 

22 Maiden Lane. 1 
{2 Meorgate St. Bldgs.] 

,[9 Laurence I’ntny. IlilL] 

'46 Commercial Road E. , E. 
[44 King Wi'iiani St.,K.C.] 
College St.. Dowgate liill. 
fSt. Seinilehre’s .E.C.j 
St. ILdon’s Place, E.C. 

1 27 Walbruok, E.C.j 
9 N ewSq. , Line. Inn, W. C.l 
26 Berners St., 
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London Gity Livery Companies. 


Com*.VNV. 

*8 

Corpo- 

rate 

Income. 

-0 *25 

ii 

1 ‘r-dlamlirr^iSg) 

46 

£ 

230 

£ 

nojte 

250 

Fuinta's (aS) 

ISO 

700 

2,300 

3,000 

^Pattmmkrs. ( 76 ) 

40 

87 

29 

116 

Prtotors ( 56 ) .... 

19 

none 

r>‘it.'tem'ii{i 6 ) .. 
^Flniderrvs ( 46 ) 

107 

4,400 

167 

4,567 

46 

x,xoo 

30 

1,130 

Ft.t'ard 3 ricrs.{Q 3 ) 

130 

so 

s 5 0 

5 S so 

^Pltmhers ( 31 ) . . 

40 

88 q 

20 

900 

PouUrrs { 34 ) .... 

Z 02 

850 

320 

1,170 

haddk'i’s ( 25 ) .... 

95 

11,200 

1,000 

12,200 


SO 




‘^Sliipivrirjhts { 59 ) 

200 

830 

mne 

i 830 . 

Spectadem 7 ii'ii.{ 6 o) 

320 

1,300 

. 50 

1 , 35 ° ' 

Htiitiomn { 47 ) . 

284 

i 3 , 100 ; x, 6 oo 

4,700 

TdUnivahmUrisizx 

xo 8 t .. 

1 230 

220 

^Tin PlahWrkrs 

132 13 6 

19 

(gi) . . . 

170 ! 64 ; noM 

64 

^T}ilers&BkU.(zn 

441 I,j 900 | 80 

1,980 

Upholders ( 49 ). 

30 ! 277 ! 20 

397 

Waxch(mdia'ii{2o 

27 , 1,3701 230 

1 x, 6 oo 

**Weavn' 8 {/i 2 ) . 

8 g 1,1701 1,668 

! 2,838 

* IVlieduv'igfitdrs 

iSo! .. 

i none 


ir/rc Workers : 


1 {8t'c : Tin 

Plate 

*TVool 7 nr)i {j^2) . 

2 

376 mne 

376 


Master or Prime 
'Warden, xgog-xgio. 


iUsager Vian 


Connaught, k.g. 
W, Crawley 


J. King’ Farlow’. .... 
It. Pritchard; F. Engld 
‘ field 

Charles Fitch 

William P. Neal . . . 
:C. W. SawlvddgQ . . . 
‘Alfred P, Mott . . . 

'W. liayes 

W. E. te. Coles 

H, W. Liversidge . 
J. W. Sherweli 


|T. J. Wootton 

Col. T. Davies Sowell-j 
r.ii.A.s. 

Do. 

C. E. Eivington 

! M.F. Moni or- W illiams 
Ie. a. Ebblo while, 

F.S.A. 


Lawson, .r. p, [.i, p. 
W. C. Knight Clowes,! 

Henry Povey 

William Huntsman . . 

W. D. Barnett, j.p. . 

Alfred Stoner 

Harold Garstin ... 


S. Fordo Eidley, j.p. , 

iH. P. Shepherd . . . ,iT. Harvey Hull 
Workers.) i 

W. Bruce Clark, m.b. iP. C. C. Francis 


Hull.-* 


[:S Cfooked Lane, E.C.] 

9 Little Trinity Lane. 

'Guildhall, E.C.l 
.62 London Wall, E.C.] 

IS Lime St., E.C. 

‘[22 Jiodford Row, W.C.] 
llGuildhall, E.C.l 
I AdelaideBgs. .Lond.Br.] 
[Libr. Gh mbrs, , Temple.] 
'141 Cheapside, E.C. 

I [2 Finsbury Circus, E.C.] 
; [Temple IIo., Temple Av., 
' E.C.] 

Do. 


Stationers’ Hall Ct, 

14 Dowgate Hill, E.CJ. 
i[i' Paper Bgs., Temple, 
E.C.J 

W. M. Shirreff [53 Gresham Ho., E.C.] 

■A. Horace Bird ... .‘[6 Bedford Row, W.C.] 
IWm. I-L C. Crump . .![i7 Leadenhall St., E.C.] 
iT. E. Bridgwater. . . .jGresham St., E.C. 

'C. A. Bannister . . . .ifyo Basinghall St, E.C .1 
Guildhall, E.C .1 


^[Guildhall, E.C.] 
. ,![Guildhall, E.C.] 


* In case of a Company having no Hall, the address of the Clerk is given in brackets. 


The report, in 5 vols., published in 1884, of the 
City Livery Comj'>anies’ Commission appointed 
in xBSo (CJhah'mnn, the late Earl of Dcrliy), 
stated the rateable value of the Halls of the 
London Companies at about ;£[ss»ooo, and that of 
their Schools ami Ahn.shoiise.s about ^18, coo a 


year ; the value of their Plate and Furniture at 
£zzo,ooo ; and the annual income of the livings in 
their gift— several of the “great” Companies are 
patrons of livings— about >^S2, 300. In i85o the 
(Aunpanies were indelited to the extent of about 

£2‘P0,000. _ 


lOHDOK WITHIH VARIOTTS BOHHDAKISS. 



_Jh'dU;L.iTION. 

1291. 


673 

269.148 

442,746 

443419 


4,228,3x7 


37.702 

3,260,680 

5,596,104 

52633,^6 


4.536,267* 

26,923 

6 ,iox,o 64 

6 , 554.449 

6.581.372 


Within the Kegistmr-Gcneral’s Tables of Mortality 

Within the Limits of the County of London 

City of Lomlon within :Mnnieipai and Parliamentaiy Limits 

Central Criminal Court District 

Metropolitan Police District (not including City) 

M otropoli tan am^ City Pol ice Dist riots 

* Estimated popiilation in the inid< lie of tiio j'fiir IQ03, 4,1.53,933. 

Parh'rtmrntdry Ihmndarka.—'ln crnnseqncncc .if changes of homularics under the London Govenimmt Act, 
xC;i9, the P,innty <if Lomh.n docs not now include the whole of certain Mi-.t.rf>i)olf.t<ta Pfuliamfintary Divisions ; on 
the other h.ind, it indud«;s portioiw of certain Extra- Matraimituu Pariiainontary Ihiisioiiis, 

The Metropolitan Police District extends over a radius of 15, miles from Charing Cross, exclusive 
of the City of London, with a rateable value in ipoS- xpoo of £'54,598.639, and embraces an area of 

.uses built since 2879 up to and including the 


upwards of 699 aijinirc miles. Tlic number of new houses built since 2879 up ' 
year *908 is 542,897, with 3,003 in coimse of erection ; during the .same period 8,0. 
«quare.s were formed, the new mileage since 1879 being 1,454. 


5 new streets auti i 


FELOHIES m LOHDOK. 

Felonies Relating to Property Committed, PerHoms .Aiipi’clnmih’d, Property Stolen and Itecovcrcd, cii;.. in the 
' " Metvoiffllitan Police .District in ten years 1899-1908;^ 


Tear, j 

Tatal No. 

.f Felenics. 

Total No. Ilf p, 4 r. 
sous Apprchemlcd. 

First Les.s. 

Amom-ft 

Rccoycvcu. 

Wital L<..-s. 

Estimated 

PupnkUion. 

Pror'iiriiun of 
Fcli-)Uies ])er 
1.000 or i>oT>. 

1899 

x6 149 

XI , 540 

£*i*. 8 S 7 

;^r33-4Si 

£[88.406 

6,620.434* 

2*439 

X900 

x6,66s 

12,089 

212.340 

39.178 

173.162 

6 576.643 

2*534 

190X 

*7-4--?3 

12,347 

376,206 

142,490 

333.7x6 

6,678.808 

3*6x0 

1902 

* 7*759 

12,272 

158,992 

46,268 

1x2,724 

6,779*336 

3*619 

mz 

X7 896 

X2,73S 

tcgtMSi 

43, 108 

149*777 

6.880,696 

3'6 oi 

tm 

18,806 

X2,897 

i 63;876 

42,562 

xzx, 3 t 4 

6,983,249 

3*693 

tm 

*S,5*S 

12,850 

x8x,ox8 

S».9*S 

128,103 

7,086,638 

2*613 

*906 

, X 7 A 97 ! 

12,25s 

*47.063 

43*035 

105,928 

7,191,018 

z'39* 


*9, 62a 

12,978 

202,8'tX 

62,781 

140,030 

7,296,404 

2*689 


! ,*9.979 



193,601 

36.538 

157,063 

7,402,817 

2*577 


* The Census of 2901 showed that the Population for the year 1899 had been avcr.cBtimatctl. 
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TWO EBITIOJTS OE WHITAKEE'S AXH^KACK. 

WiiiTAKEH’s AI/MANACK is published ill two editions viz. : Paper, 504 pages (i.?. net), and 
witliSuppiement, neatly iiaif-boimd, 793 pages (as. , ■ 


CONTENTS . OF SUPPLEMENT. 


imperial ©ntninions iinti iFotctgn Coirntricsj. 

Tiik, Indian Empuie - 505-53 ^ The TkxInsvaad 578-579 
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Cure Coi.ony 576-578 

Basutohand, Bediuan aland Protec- 
torate 578 


arranged) 596-661 
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World ...668-670 
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AERONAr'Tr(.’S IN locq ((.apt. 11 . d. f.,, 

r«,un,to,) 1 630-681 , 7=3-7=^8 

Scientific and Engineering ^Iotur Cars and I^Iotor 1 \ 1 auks ...729 732 

SUM-MARY, igeg 682-685 Year's Y/kather ^33 

Frin'Y Years OF SnciAL Progress 6S6-690 Feoods 734 

n , Earthquakes and Volcanoes ...735-736 

The Export of Bnunsir Caputal 

(H. H. Bassett) 690-691 niSTOUYASI.STATISl-IFSOFliUITISlI 

^ ^ AND Indian Badavays 737 ~ 7 A 9 

The iMPKittAi. PISESS ( 'onfeeen-ce 692-693 SiitPuciHoiSG Taheks 730-751 

The Pooit Laws asi. tih; Belief | The Meiscantile Fleets of Tii.i; " 

OF DrsTUESs 694-695 I W0K1.D 752-772 

The A’aleatiox of Lo.sdox 696-697 Coustyasu Ja-.Nicri-ALl)iuECToiiY 

The Cmt.DKES’s Chariei: 698-699 op Englash asu Wales 773-789 

Sboondaky Educaito.n' 700-701 ISDEX TO Foumer Issues 789-792 
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Special Hi! UaJpPtp 

EDWARD 

GOODYEAR, 

F.R.H.S., 

Court floristt 

ROYAL ARCADE, OLD BOND STREET, & 
ALBEMARLE STREET, LONDON. W. 

Tel. No. 8585 Gebuabu. Tel. No. 1508 Mayfaib. 

Movelties of every description arranged in 
Flowers and Palms. 

Established 1774. 

ADENEY & SON, 
ClerititI itntral Sailors, 

ROBES, BREECHES. & GAITERS. 

PICCADILLY, 

LONDON, W, 

DELICIOUS COFFEE. 

RED 

WHITE 
& BLUE 

For Breakfast & after Dinner. 

In making:, use less quantity, it being 

so muck stronger than ordinary COFFEC. 

Peatmoor 

PURE HIGHLAND 

MALT 

Whisky. 

GUARANTEED 12 YEARS OLD. 

IN WOOD. 

Wholesale: HANSON’S, LONDON, ENG. » 

REMINGTON 

THE WORD THAT MEANS 

TYPEWRITER EFFICIENCY. 

New Models 10 & 11 now ready. 

The Remington Typewriter Co., 

100, Grncechttrch Street, E.C» 

'‘You never can tell/’ 

You can’t k “Skw” 
of a thing until 
you have tried it. 

THY 

THE GERES 

WRITING GOPIERI 

See Advt. p. S81. 

3/- WHITAKER’S PEERAGE 5/- 
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i ®i)e inlJiaii (iPmpire. 505 

‘ TnK Indian Empire exteuds over a territory larger tlian fclie Continent of Europe 
I v'itliout Russia. Legally, “ British India ” means all territories governed by the King 
through the Governor-General of India, or through any oificer subordinate to him ; while 
‘‘ India ” means British India, together with any territories of any native prince or chief 
under the suzerainty of His Majesty, exercised through the Governor-General of India 
or any officer subordinate to him (Act 52-3 Viet., c. 63, s. 18). There are tracts of tribal 
territory on the N.W. and N.E. frontiers under the political influence, though not yet 
under the administrative rule, of the Indian Government ; and within the Indian sphere 
of influence lie the self-governed States of Afghanistan, Nepal, and Ilhutan. 

Boiuidajies and Jlrcu,— -The political boundary of India marches with Persia from the 
^ Gull of Oman to near Zuifikar on the Harirud ; then with the Russian Empire along the 
‘ frontier laid down by agreement in 1885 as far as the Oxus at Khamiab ; thence along the 
I Oxus by the Panjah branch up to the Victoria lake, and from the east end of that lake by 
i the line" demarcated in 1895 up to Povalo Schveikovski on the Taghdumbash Pamir, wEere 
Uhiee empires—the British, Russian, and Chinese—meet. Froin this |)oint the frontier-in 
! many parts not yet clearly defined— tonches the Chinese Empire, mainly along the crests 
1 of the Diluztagh (Karakoram) and Himalayas, till the limits of French Indo-China are 
; reached on the Upper Mekong. The Indian frontier, leaving the Mekong, marches with 
I Siam till it reaches the sea at Victoria Point, half-way down the Malay peninsula. Beyond 
I the sea the Indian Empire includes the Andaman and Nicobar Islands, the Laccadive 
1 Islands, Aden and Perim, besides protectorates over Socotra, Bahrein, and various chiefships 
\ along the coast from Aden to the Persian Gulf. Continental India, including Baluchistan, 

I reaches from 8° to 37° N. latitude, and from 61° to loi'^E. longitude- Calcutta, the capital, 
j lies in 88° E. long. The total area of India proper is about 1,767, square miles, of wEich 
I 680,000 square miles are under native administration. The British Provinces comprise 
I 61 per cent, of the area, and nearly 79 per cent, of the population, which in 1901 numbered 
1294,361,056. (For details, see pp. 507-8.) 

j Fhf/dcal^ Features and Products . — Excluding Burma, which forms no part of the 
I Indian peninsula, we may broadly divide the country into three sections, viz., the 
\ Himalayan region, the northern river-plains, and the southern table-land. 

The Einma^/as, — The Himalayas (which lie partly beyond the frontier), with their 
southern offishoots, form tlie iiuturai northern boundary of India, The Himalayan range 
runs for 1,500 miles from K.W. to S.E., with a varying breadth of 150 to 200 miles, and 
attains a general height of 20,000 feet above the plain, culminating in the loftiest peaks 
yet measured on the globe— Mount Everest, 29,141 feet, Kunchinjilhgk, 28,146 feet, ailli 
Dhaulagiri, 26,826 feet, near the centre of the range; and Mount Godwrin Austen, 28,250 feet, 
near its junction wdth the Hindu Kush Mountains. The line of perpetual snow is at about 
j 16,000 feet. The Himalayas collect and store up water for the tropical plains below. The 
; slopes afford a representation of the tropical zone (especially on the southern slopes to the E.), 
i the temperate zone (particularly to the S.W. of the range), and the arctic zone as tie upivard 
. journey is taken from the plains. In the Himalayas are several sanatoria, including Murree, 

I Simla, Mussoorie, Naini Tal, and Darjiling. Himalayan vegetation includes such varied 
I species as the tree-fern, ilex, pine, oak, fir, deodar (cedar)^ rhododendron, barley, oats, 
i millet, and many domestic veg;etables. The fauna are as %mried as the flora, and "include 
I the bison, musk-deer, yak, wild sheep and goat, bear, elephant, monkey, and tiger, wdth 
eagles, partridges, and pheasants. Between the Himalayas and the plains* to the S R, is the 
great fever-haunted Tarai or Duar jungle, densely forest-covered and full of big game. 

I'lie Great The northern river-plains, lying at the foot of the Himalayas, 

comprise the rich alluvial plains watered by the Indus, the Gaiige.s, the Loiver Brahmaputra, 
and their tributaries. At no great distance from one another, four rivers take their rise 
in the Himalayas. Of these, two are on the north side— the Indus, which flows westward 
for i,8co miles, and the Tsan-po or Brahmaputra, wEick flows eastward for nearly 
’ 1,500 miles. ^ The other two, on the southern slope, are the Sutlej, wEich, after flowing 
IV. and S.W. for 900 miles and collecting various other streams, joins the Indus ; and the 
1 w hich, during a journey S.E. and E. of about 1,550 miles, drains almost all the 

Tlie principal publications relating to India presented to Parliament in 1000 were Statistical 
Abstract, 1898-9 to 1907-8 ; Moral and Material Progress Report, 1907-8 ; Tables of the Ti’aae of 
India, 1903-4 to 1907-8 ; Review 01 the Trade ox India in 1908-9 ; Sanitaiy Measures, m India. 
1907-8 ; Indian Financial Statement for 1909-10 ; Horae Accounts, 1907-8, with Estimates 1908-9 ; 
Explanatory Memorandum regarding the Accounts and Estimates of 1909-10; Return ot Net 
Income and Expenditure, 1897-8 to 1907-8 ; Administration Report on Railways in India, 1908 ; 
Proclamations of 1858 and 1908 (H.C, 334) ; Regulations for Trade in Tibet (Cd. 4450); Report on 
Famine AEniniatration in the United Pi'ovinces (Cd. 4487); Abolition of Military Supplv Bept 
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; Bengal plain. The Brahmaputra, after flowing along the noTtherii .side as far as the eastern i 
esferemity of the Himalayas, turns sharply to the S., then to tbcW., and flnaliy joins the ' 
Ganges 75 miles from where their combined streams enter the Bay of Bengal. Thus rhe ■ 
Himalayas supply India with the water gathered on both slopes. Tiie Indos and Ganges. ' 
with their tributaries, are the source of an extensive sy.stoni of irrigation by canals. The ; 
richest, most populous, and niost historically fanioiis part of India lies in the basins of tlu'<e 
great rivers. Formerly the Gauges was the only great liighway (»f Bengal ; it is still the | 
I fertiliser and tlie water-carrier. But a close network of railways is increasingly used for ! 

; transport. Bo rich is the Indo-Garigetic plain that it sigiports a population t-f about' 
I 50 milUon.s, almost wholly agricultural. The deiisityof the population is extremely high , 
j in this region, averaging in the Bengal delta 552 per square iiule, and rising in a lev,' dfstrids ' 
to 900. The population lias increased niost iu the densest areas, and pressure on the soil is ' 
severe in parts (d Behar and the United Provinces. In Northern . India there are t’vrJ 
harreats, rahi ti^pring) crops being reaped in March and April, Ma/yV* fautuujnj crops \u , 
October to Dcctmiber. To the north we And wheat, pulse, maize, millet, barley, mid^e.a ; 
while in the south, indigo, cotton, sugar-cane, jute, .oilseeds, tobacco, and many dyes, 1 
opium, and spic<‘s are produced,. Among the fauna are monkeys, panthers, tigers, leopards, ,■ 
hyenas, jackals, .squirrels, elephants, deer, crocodiles, and snakes. Balt, mica, and coal are ' 
the chief miiierais. The Ganges delta yields rice, bamboos, and a large variety of pa I in, s. 
The Aravalli range, the primeval chain of India, divides Rajjmtana from the (,'entral Farlia ! 
Native States. To the N.\^^ of the peninsula lies the inoimtaiuous, barren, and thinly ( 
populated region of Baluchistan. ‘ t 

The Deccan, — .Just as the Himalayas on the N. and the Ilhulu Kush and Suleiman 
Monntaiiis on the X.W. form natural barriers of defence for Iliutlnstan, so do the Vindhya , 
Mountainsj running almost duo, E. from the head ni the Gulf of Chimbay, north c»f the ' 
Nerbudda Kiver, form a firm southern boundary to the river-rdains of Northern India. ' 
Southern India, or the .Decc.an, is 11 piateau of triangular shape and very old geological i 
formatiim, bounded on two sides by the Malabar and l.’oromaiidei coa.sts, v/hich c<.»i.!vc*rge at j 
Gape Comorin, and on the third iry the Vindhyas. Tlie Kasterii nutl Western Ghauts all but ; 
Complete tiiis euvirouing triangle of inountain ranges, in the extreme N.W., south of the | 
Yindhyas, and parallel to them, but north of the Wtisterii Ghauts, wo And the Nerbudda and 
the Tapti flowing westward^, their hasins being sliarply deiiiied t,>y Iho Batpura IMounhiin.s, 
whidi lie midway between them. As: the M'esteni Giiants lie so idoso to tiie and at' urd 

no exit for rivers, then’ arena streams on the Mala buret ):ist south of theTiipti ; all tlie rivers 
flow eastwards, thrmigii defiles in the Kastem Ghauts, into the Bay <»f Bengal. The four 
cliicf rivers are the ^Mahanuddy, in the extreme N.F. {"520 m.), the Godavery (000 m.), the 
ICistna (Boo ni.), and the Cauvery (472 m.), at iuterval.s further bo the south. The physical 
I geograpiiy of Boutlicrn India ha.s sluqiod its liistory : the B.'W. coast, shut in by the mountains, | 
is very primitive and moves slowly ; tiie S.B.. open and easy of access by sea and fei>warustbe 
interior, has made great p)r()gro?‘.s. The mountain slopes of thisregioa. especially tiiose of the ' 
We.stern Ghauts, which rise to S.cjoo feet iu tlie Nilgiris, are.still covered witli the .splendid vego- ! 
tationof primeval forests. Teak, ebony, satinwood, sandalwood, palm, and bamboo ab(>und. 
The jungle, s iu the E. are very deadly. T.hc tiger, bison, leopard, deor, and varltius sinaJier 
game aiford s}(ort. Snakes are found everv'whcro. Iu the valleys :iud on tlie liigher plains 
• many valuaido crops are i’;»i,sod, chiefly rice, millet, cotton, oilseeds, uof/oe, tea, indigo, 
tobacco, and chinchona. The black cotton S(dl is very fertile. Tlicre is irrigation by" dams, 
wells, tanks, and canals. The southern tuble-laud has furnished cmrsiderablc sujtjdies of mine- , 
rals. Atp*resi*Tit the miuerai.spriucipallv workefi are salt, coal, manganese ore, mica, and gold. ' 
Burma. — Beyoiul the Bay of Bengal is the large province of Burma, watered by the Irra- ' 
wadtiy and its tributaries .and by the Baiweeu. Tlie delta region b Gal ; further inland are hills I 
find rolling downs ; wdiile the uortii is mountain ous, Kicei.s riiedilef .‘'iajde. Millet, c.’iti.o, i 
sesammn, and tobacco are alsogrowm. The forests, particularly of twik, make a eon.-iderablc ^ 
contribution tu thc> exports, Petn>leiun is produced in rajiidly increasing quantities, and jaiie 1 
and rubies arc mined. The fauna iiiclurle monkeys, jackals, tigers, elepdiunts, bison, and tieer. ' 
Climate,— xVUmi half of India is wdthin the tropics, but tlie greatest extremes of heat and . 
cold arc in the N, W. In the Himalayas the climate is moist iimlcold. In Northern India it is ' 
dry, and the winters are rather cold. In tro|>ical Southern India tlje climate is more etpiable, j 
Calcutta, Bombay, and Aladras all have an equable diniate, owing to proximity' to the sea. \ 
Ifldia depends for its fertility upon the monsoon. ’'The iS.W. niousoon brings moisture j 
from the ocean south of t!ie Equator, and reaches the west coast early iu June and the ; 
Jiortherii provinces late in June. The inoutitains arrest these ciir rente and precipitate rain- | 

^ felL which averages 60 inches in tbe'sttb-Bimahiyan region, 39 inches in the Indo-Gangetic j 
I bMa, m the Beccau,. but ^ is,- small in Sind and Ihijpittana. Madras benefits I 

!% the H.E. teionsobn in the autumn. ‘ I 
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(Efje lieople nt InUn. 

Fopul'jikm.—lhi^ third geiiml census of India 
! n taken on the ist IMai'oh, T501. The emtmera- 
i tiun cjiihraced tli<* wlKtle of the Indian Empire, 

' ( s<tu pL a iew ontlying- tracts uml certain disturbed 
' arci!!" on t) :e fro'ntier. The iinal census returns 
a noimlathm of 294,361,056, as compared 
! v.’lth 237,314,671 ill xSgi (tor details ^ee p. 503). 
i Dednetinir for purposes ul coinparisoii tiie popu- 
; lari;.-Ti of tracts nut eriunicvated in 1891, the 


is the lingua franca of India. English is under- 
stood by many. 

PieHinons.~~Tlie population by religions in- 
cludes 207,147,026 Hiiwliis (70 per cent, of the 
total), 62,458,077 Muhammadans (21 per cent.), 
9,476,759 Buddhists (3 per cent,), nearly all in 
Burma, leaving 6 per cent, for all otlier religions, 
including 2,923,241 Christians (two-thirds of 
wliom are in Madras and Travaricore), 2,195,339 


iinneaso in the ten years is only about xVi per I Sikhs, 2,334,148 Jains, 94,3190 Parsis, and 8, 584, *48 

- ‘ "■ ’ ■ ’ ' -- described as Animists, who believe in magic and 

strive to propitiate impersonal forces. The 
Aluharamadans, 'Wlio are increasing faster than ! 
the Hindus, are infected with the caste system 
and othei* Hindu characteristies. Gliristian con- 
verts come mainly from the more degraded 
classes in Bengal and iMadras. 

Large Towm. — Tables below sbov/ tlie popu- 
lations of the chief towns and the distribution 
of the people by occiixiations. There are 28 
towns with a population of over 100,000, and 
49 with 50,000 to 200,000. I'he urban areas of 
over 5,000 people comprise less than 16 yier cent, 
of the total population, 

Ooeupatkms.~--Ahoiit two-tliirds of the popu- 
lation depend on agriculture. The cotton in- 
dustry supports over 7,500,000 persons, more 
than tw'o-tliirds of wliom depend on hand- 
weaving. There are 5,500,000 persons in Goveni- 
mont .service, civil or military. 

Ses ^. — IMarriuge is almost universal owing tO 
religious obligations. Infant marriage and en- 
forced widowhood ar’e e.vtending thiough Brah- 
manieal influence and notions of social distinc- 
tion. There are nearly 26,000,000 widows in 
India. The males outnumber the females in the 
proportion of i,ooo to 963. 


eat,, as cs.cnparcil with an increase* of over ii 
Ivc-r cent, in the previous dcr-ade. These statis- 
, tics ri;ow that hmg-continued famine inM'estern 
' India, combiue?! with an abnormal rfrevalence 
! of cholera, plague, and otiier disetises, had, 

' during the decade, seriously eniiauoed mortality. 
The euiisns total of 2902 is divisible into 
^ 232.830,507 (or 79 per cent.) for British India, 

’ and 62,462,549 or 21 per cent.) for Xative States. 

; India is not over-populated, for two-thirds of 
. the poGi'ce live on one-c; nailer of the ra'ea. In 
; Burma, Ar-saim and elsewhere a much larger 
r pojailation might subsist. 

1 Lfingitage'i.—liLCda. has 147 veinaeular lan- 
! guages, of extrao rdinary variety. The languages 
J sj'Hmm by 292.563,772 persons in Ixrria are | 
i grouped in throe families; and twenty-three i 
languages ’neluiiglng to liiese families are ' 
: sj»oken by nr.t less than one million person.? 
j each. Tk’ * prim-ipal hingunges are Hindi (spoken 
i by 60,354,237 ]>crsons), Bengali (44,624,048), 

I Bilnu'i (37.076.990), Telugu (30.696,872), !M.arathi 
; (23,237,899 s Banjabl {17.070,962), and Tamil 
I (26,535,500), after winch come Raja.sthani, 

I .Kaiiarase, Gujarati, Oriya, Burmese, and Malay- 
I alam. Hindustani, a dialect vi Hindi, has 
; become tlie iitcrury language of Hindustan, and 


OvJCT'PATIONS OF THE PEOPLE. 


Uiunai f.r OcreisvTioN.s. 

Totiil 

Sui>})orte<l. 

Acti;m. WoiiKiats. Pereratage of 

— — iSupport'ed 

. to Total 

jMales. j iejnali'h’. Popalulion. 


292,692,732 

27,953,262 

*6,758,726 

12,224,253 

20,7*7,500 1 
43,853,670 ! 

60,827,087 1 27,520,632 65" 26 . 

5,803,322 j 4.043.577 6- 20 

4,756,381 ! 3.330,834 '5 *70 . 

3.507,767 1 2,210,543 3‘8o 

3,760,267 1 1,803,703 ' .' 3-64' ■ 

*7.«>*4.4.57 ' I' 4..*3S,6*4 '! .iS'fc . 

.Earfhw(.#rk ai'.d general labour (not) 

agrituilMirni) j 

ProvjsitJii of fuud, driulr, arul sUnsuhmts ; 
Provision of icAtile fabrii.*? and drc.ss ... i 
Ptusonal, houselkdd, a.nd sunharyo 

AJi other oct'U'iPiitioiis . ' j 

294, *88.046 j 

95.7c9.280 _ ! _ 43,046,902 1 .. 200*00 


bAlb.E ( TTIE S WI TH i’oPCLAJiTOXS EXOEE'DiyO 200,000 a.inio,un<ridr). 


, Colcuifa, iaebidisjg Sul.<uri)s - 


___ TeTAU Pui’r 


'b»TAL 


lu I 


andilowrah s 206,738 

•I'.fvmbay <"'ity and bland (2906)! 977,832 

505.346 


i M.)d.r,r'. riiiy 
: Hyderahral iind b'lburbs 

. bucknc/W 

j llangooii 

• lit u-nvi 

; Berni 


448,466 

264,049 

234,882 

209,332 

208,575 


O I'e „ 202. 964 


! Caavnjjore 

1 Agra 

I Ahmedabad 
j Mand.-day . 
I Allahabad . 


297,270 
188,022 
185,889 
183,826 
■; 272,032 


882,226 

822.764 

4 S 2 , 5 'i 8 

4 * 5.039 

273,028 

280,324 

229,467 

292,579 

276,854 

288,722 

268,662 

248,422 

288,8x5 

*75.246 


Amritsar 

Jaiimr 

Ilungabu'e .... 

Ptjoha 

Patna 

Bareli 

Xagpur-'.;.. ...... 

Srinagar 

Surat 

Aieerut 

Haraclu.. 

Madura 

Trichinopoly . 
Baroda 


In ira. 

262,429 
160, 167 
159,046 
*53.320 
*34.755 
232,208 
227.734 
222.628 
229.306 
128,229 ' 
126,663 
103,984 
204,721 
203,790 
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136,766 ■ 
258,787 

280,366 
„ * 6 i, 39 o. 
265, 292'' 
221,039 ■ 
'227,024 . 
.'218,960 
109,229 

**9.390 

205,109 

87,428 

.00,609 

2x6,420 
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Brief Sitetcl c 

Alexander’s iBtasioii of India (336 b.c.) is the 
: first landmark of Indian history. A dim outline 

1 of earlier events can be traced from the evidences 
! of race and language, from the traditions eon- 
1 tained in ancient Indian literature, from 

1 accounts of later Greek and Chinese writers, and 
i from coins and inscriptions. The oldest Indian 

1 books are supposed to date from about 1500 b.c. ; 

; they are written in Sanskrit, a language akin to 

1 Persian and to the principal European languages. 

1 The people who wrote these books were Aryans, 
a race which, as their traditions indicate, came 
into India from north of the Hindu Kush. They 
found in India, and conquered, a population of 
yellow-skinned' type in the Himalayan districts, 
and a short, dark-skinned race, of low civilisa- 
tion, In the rest of India. Of both these types 
there are still survivals. The religion and meta 
physics of the Aryans are to be found in the Vedm 
and Umnishads ; their epics, the MahahhCtrata 
and Mdmdyana, extol their mythical heroes r 
while in the Code of Mmm we find a picture of 
Indian society, rather as the priestly caste of the 
day wished it to exist, than as it actually then 
existed. The ascendency of the Brahman priest- 
hood over the soldier class of Kshetriyas is repre- 
sented as fully established. The system of caste, 
oiiginatingiii tiie attitude of the Arym (kinsmen) 
to tlie dark and servile aborigines, generally ine- 
vails, and the people are organised in village 
communities. In the si.xth century b.c. a new 
religion arose, called Buddhism. Its founder 
was Gautiima, a prince of the Kshetriya caste, 
who took the name of Buddha, the “ awakened,” 
and died about 487 b.c. His supposed remains 
were discovered near Peshawar in 1900. His 
tenets are contained in the Tnpitam, the 
Buddhist gospel. Buddhism was, in India itself, 
mainly a soc ai reform, a revolt against diie pride 
of caste and the exclusiveness of the Brahman 
priesthood. It prevailed widely from 250 b.c. to 
350 A.D., but was never quite general, and existed 
side by side with Brahmanism, which it never 
succetided in oustiiu. At length it lost ground, 
less through pei'secution than through a change 
in popular feeling ; and before the twelfth cen- 
tury it haa become practically extinct in India 
itself, thmigh it still flourishes not only ir> Siam, 
China, and Japan, but also in Nepal, Burma, and 
C**yion. Its decline in India was accompanied 
by a revival of Bralmi.'inism, much modified. A 
branch of Buddhism, however, or a survival of a 
kindred creed, cc»ntinues to exist in India in the 
didfcinct sect of the Jains. The followers of this 
i cree<i, w hich flourished most from about 950-1300 
A. XL, are still numerdus in Gujarat, and are also 
found in other parts of India. 

According to Herodotus the twentieth satrapy 
of Persia at one time included part of the 
north-west of India. Alexander (326 B.C.) did 
not peneti-atc beyond the tributaries of the 
Indus, though he sailed down the river. At 
his death his Indian possessions fell to Seleucus, 
whose funhassador, Me iasthenes (306 B.C.), has 
left an account of the country under the rale of 
Chandragupta, the Greek' SandracottUs. Me* 
gasthenes descilbes the deniooratic village com- 
munities of the Punjab, and speaks of the 
i l>eople a.s brave and truthful, atid averse to 
i litigation, and of the women as chaste ; and he 

1 notes the absence of slaveiy. Asoka (373-23X 
i B.c.), tile grandson of Clhandragupta, whose 
i edicts on stone pillars throw light upon this 

..U'lwi, , . ' . 

InlJtan f^tstorg. ! 

period, was a convert to, and a great patron of : 
Buddhism, which became the State religion. : 
Oui’ last contributors to a knowledge of India ; 
tefore the period of continuous authentic history 
are the Buddhist pilgrims from Ghina, who 
visited the country between 399 and 695 A.D. 

The influence of the Greek conquest was 
swept away by the Scythians, who poured in 
many waves, between about 165 B.c. and :^ao A.D., 
over Northern India, Their inroads left a lut- 
ing influence on the character of the population, 
and profoundly modified the religious beliefs 
and domestic institutions of the Hindus. The 
sixth century was a period of confusion. The 
emperor Barsha (606-648), after many years of 
fighting, which made him master of Northern 
India, ended his reign in piety and peace. From 
about 650 to 950 anarchy prevailed. 

Tixe Arab conquest of Persia, towards the 
middle of the seventh centuiy, brought the 
success«:r'2 of Muhammad to the Indus, and in 
N.W. India they made some temporary acqui- 
sitions ; but three ceiAuries were to pass before 

I, he foundations oi a dwable Muhammadan 
empire w^ere laid. It ^^as in 999 that Mahmud 
of Ghazni (in Af .nanfstaii) began a long series 
of incursions into India, no fewer tluin fifteen 
expeditions taking place between 999 and 
1027, one of which carried him beyond the 
Jumna, rvhile another ended in the capture of 1 
Somnath, in Kathiawar. The succeeding dynas- 
ties of Afghan kings held power in India for 1 
soo years ; but the advance of their power was 1 
gradual, for it was not till 1206 that Delhi was I 
taken and the greater part of Hindustan annexed f 
by Kutb-ud-din, whose memory is perpetuated r 
by the Kutb Minar, near Delhi, The first ' 
Muhammadan invasion of the Deccan took 
in X294. 

The Mogul Empire.— T he MuhammadanMom 
gols, or Moguls, after overrunning Central and 
Western Asia, arrived in 1219, undei Genghis 
Khan, on the frontiers of India, but did not cross 
the Indus, During the reign of the last monarch 
of the Taghlak line, the famous Tamerlane (or 
Timur) burnt into India at the head of a mighty 
host, captured and sacked Delhi in 1398, and laid ' 
waste a great part of Hindustan. A jiciiod of j 
weak dynasties followed ; frequent invasions ! 
from without, and general misrule and anarchy \ 
within, paved the way for larger conquests by l 
the Mogul Emperors. In 1526 Jiabar, a direct | 
descendant of Timur, overthrew the last of the ! 
Afghan kings at Panipat, aird founded the Mogul | 
Emitee, which at his death extended from the ^ 
Oxus river in Central Asia to the Ixu’der's of the 
Gangetic delta. His son, Himiayun (1530-56), 
lost the whole of the territory conqucixki riy 
Babar, but recovered a portion of it (inchiding 
Delhi) shortly before his death. His victor was 
Sher Shah, Siir, who reigned from 1540-X545. 
Ahbar the Greats his son (3t556-i6o5), spent a long 
reign in firmly establishing the empir-e ; at his 
death his dominions extern led over Kabul, Kjui- 
dahar, and ail India north of the Nerbudda. 
Moreover, of Hie Muhammadan kingdoms of 
the Deccan, Ahmednagar, Berar and Bidai- 
were absorbed, and Bijapur and Golconda for-ced 
to pay tribute. Akbar followed up his con- 
quests by important financial reforms ; he was 
tolerant in religion, and just to all classes of his 
subjects. Among the great men of his time 
were the Hindu, Todar Mali, his able flnaiaoe 
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, isiirriister *, Abul FazI, the historian of his reign ; 

! an^i Faiz, the poet. Bairani Khan, Akbar’s faith- 
ful jniarchan in his youth, revolted' when the 
I yr,.ufi!^^ king seized the reins of powerj but was 
i pai-doned. Jahaivjir (160S--Z7) received in 1616 
! r^it Thom:.o lloe, the ambassador of James I. 

His empress was the famous ISiiir Jahan. Under 
I Jahan (X627-1658) tlie IHogiil JEmpire 

I rej^.ohed the zenith of its glory. Many pufjlic 
, w-'rl<H and grand buiMings, including the Taj 
I Mahal at Agra, testify to his magnificence and 
i t;rd/C. The close of Shah Jaluin’s reign was 
! erabitfct'i'ed by the rivalries of bis four sons. 

J Ahfan-jzeb (1658-1707) defeated and killed his 
■ br'^the'rsaiid kept his father a prisoner till death 
\ (i 656 ). Aurang.zo]> had great ability and courage, 

* t»ut religious intolerance, distnist and dissimuia- 
j tiorj characterised his chequered career. His | 
reign, ia some respects magnificent, ended in' 


The Si,KHS.—The Punjab lay beyond the reach 
of*the Mahrattas. There the decay of the Mogul 
empire gave ttie opportunity, not to a nation, 
but to a religious sect, united hy^ military dis-' 
cipline, to establish territorial dominion. The 
founder of the Sikh religion was A'anafc Shak^ a 
Hindu reformer, born near Lahore in 1469. He 
preached the One God, purity of life, and aMition 
of caste. He had ten siiccesaora, named gurm 
or apostles, ending with Qomnd Singh (tyoB). 
The sect, though cruelly persecuted, survived, 
and gradually adopted a political organisation. 
It became a power under Eatijit Singh (1780- 
3^339), who, revolting against the Afghan Amir, 
by whom he had been . appointed Governor of 
Lahore, founded the kingdom of the Punjab. The 
powerful anny.he had- organised brought on tlie 
collision which lie himself had carefully avoided, 
^ , and after two wms with the British the Sikh 

failure. He brought the Mogul Empire to its ; kingdom was anne.vcd, and became the province 


greatest extent by conquering and incorporating j 
all India as far south as Tanjore. But from this 
time the decline of the empire began. Four 
sons disputed the right of succession, and 
BdJidthtr Shah (1707-12) gained the coveted 
crown. After four short-lived emperors Jfu- 
hanimad Shah (1719-48), grandson of Bahadur, 
came to the throne.’ His viceroys became 
I rebellious, and so contributed to the success of 
i the Mahrattas, who subdiioil the Deccan. About 
' 1724 part of the Deccan became practically 


of the Punjab (1849). 

European Adventure. —From time Immemo- 
rial the lucrati ve trade of Europe with India and 
the farther East has enormously enriched in 
turn each nation that has held it. In the isth 
century it was mainly possessed by the Venetians 
on the European side, and by the Arabs on 
the Eastern side. The chief trading centres 
of the Arabs were Calient, Ormuz, Aden, and 
IHalacca. Seeing the large profits to be derived 

- , . from this trade, tLe rising nations of Eui'ope in 

independent under Xizam-ul-Muik (ancestor of j the istli century sought to obtain 1 share. Hence 
the present Nizam). In 1738, to avenge an ; the ardour of the navigators who set out to 
alleged insult. Nadir Shah of Persia invaded j discover an ocean route to India. The sea route 
India, captured Delhi, gave orders for a general 1 round the Cape of Good Hope was discovered by 
slaughter of the inhaValauts, and carried oil j Vasco da Gama, who anchored before Galicfit 
enormous plunder. All the ^wintry west of the in May, 1498. From that time until they lost 
Indus was lost to the empire. On the death of ! 
ifiihammafl, the phantom rulers, Ahmad Shah 


(1748-1754) and Alanigir 11. (X754-17S9), occupied 
the throne, and were succeeded by Shah Almn 
(x7S9-s8o6). who camt? to terms with the British. 

THE Mahrattas.— -As the Moguls declined, 
the p^jwer of the Mahrattas increased. They 
vere Hindus, and their country was in the 
j We.siern Gliats, to the east of Bombay. The 
I founder of their power was Skaji {t6zy~%6So), a. 
i chieffc.ain of the family of Bhonsla, who became 
I fainmii? by his raids in the Deccan, and aimed at 
founding r. flliidu kingdom. Balafi VUkmnath 
I (xyja syzo), Peishw a, or Prime Minister, succeeded 
I in making that oflicc of paramount importance 
and imreditary in Ins family, Sivaji’s descendants 
, thenceforth holding a merely nominal position. 
; rndor the Peishwis, aided by Scindia, Holkar, 
I unilheGackwar, svh.-Yionned independent States 
ab .nt thi^ lime, the Mahrattas rapidly extended 
j their territoiy and iniiuenee, consjucring Gujarat. 


their naval siiiiremacy, a century later, the 
Portnguem enjoy'ed practically a monopoly of 
Indian trade. The first Portuguese viceroy, 
Francis of Almeida (1S05-XS09), established 
numerous factorifci.s and fortresses ; while his 
successor, Alfonso de Albuquerque, captured Goa 
(1510), and extended the Portuguese dominion, 
notably on the Malabar coast. This dominion 
for 60 years from 1542 was tantamount to an 
entire regulation of the Asiatic coast trade with 
Europe from the Persian Gulf to Japan. It was 
stained by great cruelty. When the crowns of 
Spain and Portugal were united in 2580 under 
Philip II., the Asiatic interests of Portugal were 
subordinated to the European interests of Spain, 
and the decline of Purtugue.se power in Asia was 
rapid. Till then the Portuguese brought Indian 
products to Lisbon, whence tlie Dutch carried 
them to the other ports of Europe. But when 
Philip IX., on account of the Dutch revolt, shut 
Lisbon against them, the Dutch were driven to 


.Vialova, Berar, au-l Orirsa, Although they ■were j trade dirertly with the East. In s6o3 they 
; sc vcivly defeated at P.nnpat in ty6x by Ahmad ! fonned ‘‘‘The Dutch East India Company” by 
wrtiuh. the Afghan invader, they remained for ; amalgam:iii>ig pi’cviousiy existing trading socie- 
; ^ome time the firrt power in India, and were the ' iie.s, and the priaciird i’ortugue.se settlements 
j ism-i dangers ai.s opponents of the EiigUsli. Too ; in the Eiat were gradimilly captured. By 2663: 
I’Ctcn their rule degenerated into a system of , the Psjrtuguuse held only tho.se remnants of 
j mganised pluiHU r, raksrthePirnlaris, ahorde of ; their Iiidum posseH.sioii.? wliich they still hold. 

fu.vl'a«vfters who followed in their train, they The Dutch occupied the Cape as a halfway 
1 h?‘came a sccairge bi the coimtrj'. It w'as, not j station. Aftei* a time they finnly established 
I mufl both Piudaris and ‘Mahrattas were finally , themselves in .lava and the neighbouring coasts 
1 overthrown in t8i8 that India -enjoyed the bless- ■ and ishimis, but were forced by the British to 
I ings of internal peace. The Mahratta empire, ; rchox their hold on India. French and Danish 
coutauiiug within itself the seeds of disintegi'a - 1 E:u'.t India Ooinpanies were established in 2602 
I tiom^ WM feted to bend before the superior sway I and x 6*5 respectively, The latter achieve. I 
1 of Euro|ieans, who, at first attrac^d by love of little, but, as will be seen directly, the Frencli 
‘ advaiture or hnpw of gain, had gradually ex- 1 had a brief but brilliant period of influence in 
J iMte power la India. ' 1 the middle of the xSth century. 
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• English Dominion.- At Hit* close, of tli,e x6tli | of Calcutta (1756) suuuuoneti Ciivc from Sladf'as, | 
ceotury the EnoHsli, like the Dutch, becauiie : and his victory at .Flassey ovt-r the ]S’awa,< of; 

■ eujiier to share iii the profits of ludiau commerce, j Bcuj^al in 1757 made British hdlueiice ru’iv ; 

' After scone smaller ventures, the London East . dominant. 

Tndia rumiuiny Mas ineorporated by Queen CHive was appointed tlnst Governor <jf Bc:i;4;ul ; 
Hiizabeth hy ihjal charter on 31st l>eecmber, in *758. lii 1760 he retuvned iioine, and in | 
1600. Tliere Here 217 subscribers of the capital 1763 the English were again tonbroiled in Ben- ' 
i>t jC 68,373, and the official title was “The .gal, but comidettdy defeated their opponents at , 
Governor and Compauv uf Merchants of London ' Biixar (1764). In 1763 Clive (now Lord Clivc) re- ' 
trading to the East indies.” A second charier I turned to Bengal as G(n ernor, and before lie .’eft ; 
in 1609 laade the 0<’inpany’.s privileges perpetual. , finally in 1:767 he succeeded in refoimiiig the 
The new competitors were resisted Ity th.e services, in wdneh great abuses existed. As a , 
T'oilnguese ; Imt a ])ermuneiit footing was ob* ' result of Clive’s efforts, the East India Company 
tained at Surat after several stubborn engage- , in 1765 received from the Emperor at Didhi the , 

, ments off Swally in 1:612. In 1615 the British dDc£»ui or fiscal administration of Bengal, Behar, ■ 
ainbassado,r, Sir Thomas Boe, aided by the | and Orissa, with the Northern Cirears (Madras), I 
; inihience of the Emperor Jahangir, greatly im- , and 25.000,000 jieople came under the government | 

' proved the iiosithm and prospwAs of the Coin- ! the Company. Thiis were laid the foundations 
, pany. In 1639 the Englisli, who had acMuired of England’s territorial dnmini'Ui in India. : 
ii narrow’ .strip of land t>ii the coast below After an interval of misrule Wa>\'en > 

Masulipatam, "built a fuetory there, surrounded (1772-85) was appointed Governorof Bengal, and | 

' it with a wall, mounted guns, and named it Fort , in 1774 he became GoveriKw-Gcneral, on the 1 
St. George; in 1653 this settlement of Madras creation of that office under the Begiilating Act j 
. became a Pre.sideiicy. In Charles I.'s reign ; of 1773. He vigorously reformed the revenue » 
rival entt‘rprise.s led to ciudnsion and to pini- arrangements and judicial procedure. Hastings i 
' tical excesses in the .East, l,>ut in 1657 co- Mas the first great adminisinitiYe organiser of ' 
Operation ami discipline M’orc .secured by the the British possessions. He greatly increa-sid j 
charter .granted by tlie Protector Cronnvell to a the power and territory of tlm Company, notwkli- ! 
single company c< unprising the M'iiole bc«dy of standing the oj»positioii of tt hostile Coiuo.'il, ' 
nierchaiits. The charter mus renewed byChaiie.s i ■My.sore'In 1760 had been .sci?c<l Ijy Hytlcr Ali, a . 

; II., in whose reign the ComiKiny enjoyed great ; Mu.s.sulmaii adventurer, ajHl a pOMciful and j 
, prosperity. Mlien, in 1662, Cb.arles , 11 . married ; inveterate enemy of the Engiish. By repelling | 
.'Katharine of BragJUiza, a. part of her dowry Hyder All’s memorable invasion uf the CarmUic 
'•from Portugal w^a's the Island of Bomiiay; iii <x78o), and defeating the tri]>Ie alliance of the ^ 
x668 he tnin.sferred all his rights over it to the ' Kizam, the Maln-atta«. and Hyder Ali, Hastings ' 
Cvimpany for an annual i>ayment of In ; ju'obably saved British India, On his return to * 

! 1:687 Bombay replaced 8urat as the seat of the ! England he was impeached, but acquitted. 1 
i Westera Pre.sideiicy. Although in 1633 the I TTm first a<iministiation of Loyd Conm'aUift ' 

I Company had obtaine<i certain treaty rights in ; (1786-93) was marked by a thorough reform of , 

; Bengal from the Mogul, and in 1651 a factory ; the Company’s Civil Service, by the'introdticiiuii > 

, had been established at H'ooghly, yet in that ' of the permanent settlement of the land rev. nuii* ‘ 

' part of India they held no territorial po.sse.ssions : in Bengal, by the remodelling of the judicial * 

; as in Bombay and Madras. In x688 the Muham- system, and by the third ilysore War, in which • 

I madan rulers forced them to abandon their : lie defeated Tipp</0, the son and &ucee.s.soi‘ of j 
; scttleniiud, but they were invited to return, ! Hyder Ali. The rule of AD* t/c/<a (x793-^^) ! 
land in 1690 Mere laid. ami<l SMamp and pwas uneventful. 1 ' 

jungle, t'no foundations Fort William, uhich j The administration of the Welkiiey 

was destined to develop into the modern city ; (X798-2805) M’as distinguished hy many im- 
of Calcutta. In 1698 a rival (aaniiimy called ; portant events. 'i’Ippoo, couragecjus ani as 
.“The E’lgUsh Ea.st liclia Company,” to dis- ; hostile to the English as iii.s father, was isi 
' tingulsh it from the old “ London Company,” 1798 in .secret correq)omitr.cc with the Fremjh, 
M’us started MitU a capital 01 tuo millions, i who were tlicn dominant in the military 
After a period 01 eonliict and trade lo.«se.s, ' co-uncils of the Nizam and of .Sciiidia, were 
^ the rival euni])anies came to ternrs in 1702 ;; strongly estubiished in Mauritiu.^, and under 
, and in 1708 tiny Mere finally :imalgainate<l under I Napoleon, then engaged in his Egyptian cam- 
the title of “The Cnited Omipany of ?derchants ; paign, Mx-re aiming at a great Kasteru Ernpiie. 
of England trading to the East Indie:--.” i Lord Wellesley siuv the neccs.-aity of crushing 

1 When Groat Britain en, gaged in war Mdth i this dangerous PoM’er, and the Idturth Mjsore 

• France in X744, the rival Companies of Eng- | M'ar ended in the capture of rferinguiaitain 
' land and France came into collision, with the ! (1799), the death of I’ippoo, and the conquest 

■ i‘e.suit that Madea.s Ma.y cax» 1 ured in 1746. | and restoration of IMj.sore to a representative 
! Had Dupleix receive<l continuous .suiqjort from : of the family of Hindu Poijas Mhom Hyder Ali 

home, he might have succeeded in founding a i had dethroned. The Treaty of J.'>assein (1S02) 
.French Empire in India, The first ic\er»es broke up the Mahratta confederacy, but Ie.d to: 

' <jf the English M’cre retrieved by Olhe, whose, tlie Second and Third Mahratta Wars, which 
gallant defence of Arcot (1751) mus followed , tin tailed the power tjf Scindia and Holkar, and j 
up hy a .serie.s of brilliant movements, uil- , increased the .strength and extent of the C. ni- ! 

• minaiing in the utter defeat of the Fi eneli , panj's dominions. Lastly, Lord Wellesley devci - 1 
army by Coote at AVandiwash in 1760, and in the , oped, if ho did not initiate, a sy.stcm of suhsicFaiy | 
capture of Pondicherry in X761, which completed ^ alliances with Native States', which aimed ut [ 
the ruin of the French Company. T’lie tenitory ' making the British the one jairamount Pom cr, ; 
retamerl by the French in India since that date ' while giving greater security than the balance I 
is insignitii’ant ; and in these possession.s they I of poM’er attempted by his predecessors, AVei- : 
are forbidden by treaty to hold any considerable 1 lesley doubled the territories of the Companj', , 
military force. Tlie tragedy of the Black Hole ! and transformed a mercantile body into a j' 
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i Doiifcioal power with a preponderating influence 
i throughout India, I 

j During the brief second administration of Lord 
i CormoadiB (x8os), and that of Sir G, Barlmo 
I (i8os" 7), Wellesley’s policy of subsidiary alliances 
j was reversed. Lord Minto (sSoy-xs) established 
. peaceful relations with the Punjab, Afghanistan, 

; and Persia, through the missions of Metcalfe, 

, Elpbinstone, and Malcolm respectively, and 
; captured Mauritius. On the renewal of the 
j Company’s charter In 1813 the monopoly of 
Indian trade was abolislied. 
j Under the Narqvcss of Hastings (1814-23) a 
severe struggle with Nepaul ended with the 
■ Treaty of Sagauli (1816), which still regulates 
India’s relations with that State. The 
i annexation in 1818 of the territory of the 
; ^tahratta Peishwa enlarged Bombay Presidency 
I to its present dimensions. Lord Hastings in 
! the same year crushed the Pindaris of Central 
India, freebooters who organised large bauds 
, that devastated Ibe country in all directions, 

= Reviving Lord Wellesley’s policy of alliances, 

’ he settled on their existing basis the relations 
, of the Supreme Power with the feudatory States 
of Kajputanaand Central India. He encoimiged 
education. Lord Amherst (1823-8) succeeded 
Lord Hastings. Encroachments on British dis- 
tricts by the King of Ava and his insolent re- 
fusal 01 all redress led to the first Burmese War, 
which cost 20,000 lives and nearly ^14,000,000, 
i‘«nt gave to India the fertile provinces of 
j Aracan and Tenasscrim, and, practically, Assam. 

While Lord William Bentinck was Governor- 
General (s8z8-35), steam communication with 
India was introduced, suttee (or widow-burning) 
was abolished, educated natives were admitted 
! more freely into the service of the Company, 

I and various reforms were passed affecting 
■ education, the liberty of the Press, finance, and 
justice. The new charter of the East India 
Company in 1833 a 1 >olislied the remaining mono- 
poly of Chinese trade, introduced refonns in the 
constitution of the Indian Government, made 
the North-West Provinces a separate adminis- 
tration, and did away with the restrictions on 
the residence of British sui)jects in India. The 
resolution of Lord Auckland (1836-42) to support 
Shah Shnja against Dost Muhammad brought 
on the first Afghan \^ar (18^-42), and the 
serious disirster attendant on the fatal retreat 
from Oalml. The administration of Lord Ellen- 
horough (x 842"44> saw the comiuest of Sind by 
Sir esharies Napier and its annexation (1843). 
Lord Uardinge (1844-48) conducted in person the 
Sikh War, and fought a series of severely- 
contested battles, eudin;^ with Sobraon (1846). 

Lord Dalluntsk's administration (X848-56) was 
fruitful in events. The Second Sikh War resulted, 
after severe fighting, in the .submission of the 
Sikhs and the amiexationi of the Punjab (1:840). 
The second Bumese War (1852), deprived the 
King of Burma of Pegu, J^oru Balhousie pro- 
moted the introduction of railways and the 
telegraph. He established cheap postage, pro- 
moted steam navigation with England vul the 
Bed Sea, and opened the Ganges Canal, still one 
of the largest irrigation w'orkK iu India. His 
annexation policy was much criticised at home. 
It proceeded on the prin;;ipk' ^hat British being 
prmrable to native rule, gro^s misiiile or a 
break in the natural succession justified, in the 
interest of the subject populations, the transfer 
of a native State to me British Government. 
In X849 the “doctrine of lapse” was applied 


to Satara, and in *833 Jhansi similarly became 
British territoiy ; while on the deatli of the last ! 
of the Mahratta Princes of Nagpur, his territory i 
was annexed, and became the Central Provinces i 
in 1833. In 1836, after repeated warnings to the ' 
tyrannical ruler of Oudh, that kingdom w'as also 1 
annexed, without bloodshed or fighting. i 

Earl Canning (1857-62), who succeeded Lord I 
Balhousie, left England pledged to pursue a ’ 
policy of peace, but he was destined to face the ; 
greatest crisis that has threatened the Britisli 
Empire iu India. A mutiny of sepoys broke out ' 
on the xoth May, 1857, at Meerut, and spread ■ 
tlirough the whole Bengal Army. Delhi was for 
some months in the possession of the rebels, and ' 
many chiefs joined the revolt. The siege of ' 
Delhi, the massacre at Cawnpore, the relief of 
Lucknow, the Central India campaign, and all 
the heroism of that momentous time will nevei- 
he forgotten. Although the control of Indian 
affairs was vested in the Cabinet through the 
Board of Control, the Great Mutiny was laid to the 
chargeof the Eastindia Company, whose eventful 
annals were brought to a close by the transfer of 
j the entire administration of India to the Crown, 
India under the Crown.— The “Act for the 
Better Government of India” established the 
authority of the Crown ; and a Proclamation to 
■ the Princes, Chiefs, and People of India, dated ^ 
the 1st Nov., X858, announced the resolution ^ 
of Her Majesty to assume the government of i 
the territories in India “heretofore adminis- | 
teredintnistby the Honourable East India Com- 1 
j)any.” Legislative Councils wx're established in j 
India. Lord Canning was succeeded in 1862 i 
by Lord Elgin, who, however, died in Nov., 1863. ! 
Sir John (Lord) Lawrence (1864-69) toede ! 
measures to' reform the finances, which had i 
been seriously burdened by the heavy military j 
expenditure necessitated by the IMutiny. His i 
administration was marked by the Bhutan War 1 
(1864), and by the terrible Orissa Famine of 1866, ! 
He encouraged irrigation. Lord Mayo (X869-72) j 
effected many administrative reforms, instituted j 
State railways, and inaugurated the system of ; 
lu’ovincial finance, which has since been e.x- ! 
tended. He promoted the construction of roads | 
and cfinals. Dui-ing the tenure of office of Lord { 
Xvrthhrook (1872-76), H.M. King Edwai*d VH., 
then Prince of Wales, vi.sited India. The Vice- 
roy devoted attention to finance and to famine 1 
relief. In 1875 the reigning Gaekwar of Baroda | 
was deposed for misrule and disloyalty. Loyd ] 
Lytton's administration (X876-80) was made I 
eventful by a terrible famine in Southern India, | 
by the Second Afghan AVar, and by the Queen’s I 
assumption of the title of Emdress oe India in 1 
1877. He was succeeded by the Marquess q?'i 
Rtjion (1880-84), whose peaceful term wa.^ marked j 
by the extension of hjcal self-government, and 1 
by fiscal, judicial, educational, and other reforms. 
His successor was the Marquess of Dufferin 
(18^-88), during whose viceroyalty occurred the 
Third Burmese War, by wiiicii Cpper Binma ^vitll j 
the Shan States was added to the Empire. TTic j 
N.AV. frontier of Afghanistan was delimit-ed, the j 
frontier of India strengthened, and the army 1 
increased. The Marquess of Lansdoiene (1888-94) [ 
continued his x>rcdccessor’8 policy of strengthen- ‘ 
ing the army and extending and consolidating 
British influence on the frontier. The Indo- 
Afghan bounciary was defined, and a serious out- 
break in Manipur was suppressed. As regards 
domestic policy, he tewk the first step in ciuTcncy 
reform by closing the Indian mints to the free 
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coinage of silver. He also rcconstitnted the 
Legislative 0 <mn<?il.s in i8oa by introducing a 
i more Xiopiilar element, ami confening a limited 
: right of interpellation and criticism in financial 
matters. The vieeroyalty of Lord Elgm (1894-99) 
svas full of events. In 1895 an outbreak in 
Chitral made necessary a large military expe- 
dition to relieve the garrison. Plague broke out 
, in 1896, and lias raged more or less severely 
ever since. In 1896-7 an area of 307,000 sq. ms., 
ivith a population of 70 millions, was visited 
by a grievous famine. In 18971116 tribes along 
the whole border from Chitral to Baluchistan 
rose against the British garrisons. In the Tirah 
: Catn|>aigu that followed over 40,000 troops were 
! employed. Several lioiindaries were settled 
' under Lord Elgin, notablj- those with Russia on 
the Pamirs and with Prance on the Mekong; the 
frontiers of Afghanistan, Persia, and China ’were 
also defined. Among the internal proceedings 
j w'ere the reimposition of the general Customs 

I tariff abolished in 1882, and the creation of 
; Legislative Councils for the Punjab and Burma. 

1 Lord Curzon (1899-1904, and 1904-5) succeeded 

1 Lord Elgin. In 1899 the pound ster]ing”ivas made 
! legal tender in India concurrently with the 

1 rupee, at the exchange; of Rs. 15 to £x. India 
’ was thrice called on to defend Imperial interests 
; by the despatch of troops to South Africa in 
! 1899, to China in 1900, and to Somaliland in 

1 1903-4. In 1899-1900 oeeurred one of the wmnst 
{ famines on record, the tracts affecte<i covering 
; 475,000 sq. ms. with a poiuilation of 60 millions, 
i of whom more than a half were in native States, 
i Lord Curzon’s term of office w as a period 
; of reform and reconstruction. Among Ins 
i measures for aiding cultivators were the insti- 
j tution of agricultural banks and departments, 

1 and refoms in revenue law and administration 
! designed to free the cultivators from the money- 
j lenders. The famine codes were amended. 

1 Better arrangements were made for controlling 
the tribes and for distributing the troops on the 
frontier, and a new' province, under the direct 
! control of the Oovcrnor-General in Council, was 

1 created, called the Xortli-West Frontier Pro- 
; vhice (1901), The Aden and the Perso-Afghan 

1 boundai'ies were delimited. An Imperial Cadet 

1 Corps of native princes and nobles was inau- 
gurated. The Tieeroy appointed Commissions 
' of Inquiry on irrigation, railways, universities, 

, agricultural banks, excise, and police, all of 
; winch suggested important reforms. A Rail- 
1 way Board was constituted to administer the 
railways, and a Commerce and Industry Be- 
: paitment, in charge of a ne%v ^Member of Council, 
was crciited. Educational policy W'as reviewed 
and reforms introduced. The refonn of the police 

1 was undertaken. Lord Curzon also secured a 
perpetual lease of Benir from the Nizam. Indian 
princes and native troops visited England in 
1902 to attend the coronation of H.M. King 
: Edward VII. The Viceroy held a great Imperial 
Durbar of the princes and nobles of India at 
i Delhi on ist Jan., 1903, to celebrate the corona- 
tion of the finst British Emperor of India. In 
S904 a mi.ssion with a military escort proceeded 
to Tibet, and secured a favourable treaty. Lord 
Curzon returned to England for a fe w months in 
; 1904. During his absence Lord Ampthill occii- 
; pied the post of llceroy. Lord Curzon returned 
j to India on reappointment in Dec., *904. In 
i zoos the treaty with Afghanistan w'as renewed. 

, llie Viceroy reduced the dimensions of Bengal, 
j which bad become unwieldy for administrative 

purposes, and constituted a new province, called , 
Eastern Bengal and Assam, by combining parts ■ 
of Bengal with Assam. Lord Curzon canted out , 
great reforms in the organisation of the Anny ' 
in conjunction %vith Lord Kitchener (appointed • 
Commander-in-Ohief in 1902), but, differing from r 
certain proposals made by the latter, and finding 
that he lacked the support of the Home Govern- 
ment, he resigned (Aug., 1905). , 

L&rd Minto succeeded in Nov., 1905, The 
Prince and Princess of Wales made a tour in 
India during the winter of 1905-6. There has ' 
been considerable agitation among Bengalis since 
1905-6 owing to the partition of Bengal, and a 
Seditious Meetings Act was passed in Nov., 1907, : 
In his Budget speech in X907, the Secretary of ; 
State foreshadowed imiiortant reforms in Indian 
administration, designed to lu'ing all classes of , 
the people into closer relations with the Govern- ' 
ment and its ofiicers. He appointed tw’o Indian 
members to his own Council, and an Indian ^ 
member to the Governor-General’s CoundL * 
Viscount IMorley appointed Commissions to in- 
quire into railways, into the po.ssibilities of , 
financial and administrative decentralisation, ' 
and into the conditions of factory labour, and . 
action has been taken on their reports. In X908 ; 
the unrest in Bengal assumed an anarchical | 
character, and the law's relating to the Press and * 
to explosives were strengthened. To mark the if 
fiftieth anniversary of the transfer of India to * 
the Crown a royal proclamation wfis issued in * 
Nov., 1908, promising extended self-government. [ 
By the Indian Councils Act (1909) the Viceregal - 
and provincial Legislative Councils were en- ■ 
larged, their pow'ers of interpellation and criti- i 
cism enhanced, and the elective element ex- . 
tended, w’hile the executive councils of Madras ’ 
and Bombay were increased in size, and power ‘ 
was given to constitute e.xecutive councils in “ 
Bengal and other provinces. TTie Act becomes ' 
operative in Jan., xgio. f 

Imperial Legislation.— The original charter 
of the East India Company was granted by Queen ' 
Elizabeth at the end of 1600. The Megulating Act 1 
(*773)> which created the first Governor-General 1 
and his Council, was the first statute that recog- j 
nised the East India Company as a ruling body. ] 
Pitt’s India Act (X784) left the business and • 
most of the patronage to the Court of Birec&rSj, ! 
but gave the supreme rivil and military autiiority ? 
to a Board of Control, whose president I'cpre- ^ 
sented India in the House of Connnon.s. In ; 
X793 the Company’s charter was renew'cd ; ’ 
in X813, on a huther renewal of the charter, 1 
tlie trade of India was thrown open ; wffiile 'J 
in 1833 the monopoly of the China trade was ; 
abolished. In 1853 the Company’s charter was ; 
renewed for the last time, and the Indian Civil •> 
Service was thrown open to competition. By \ 
“An Act for the Better Government of India j 
{1858), W'hich still regulates Indian affaii-s, all J 
the tenitories governed by the East India Com- 1 
pany were transferred to the Crown, and all the t 
pow'ers exercised by the Company and riie Board i 
of Control were vested in tlie Secretary of State j 
for India, assisted by a Council. Under this 
Act, as amended by Acts of 1889 and X907, at : 
least 9 members of Council must have resided \ 
in India for 10 years, and must not have left ^ 
India more than 5 years prior to their apijoint- 
ment. The number of members may be X4. Tlie j 
term of office is now 7 years, with powder of exteii- | 
Sion. In X877 (under the Royal Titles Act) Queen 1 
Victoria assumed the title of Empress of India, | 
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^i)t ®obfrnmrnt of hx'hia. j 

EMTEKOU OF m>TA.— n.T.^r, EDWAED VTT. i 

Sect’Jth'ij of Stat!>—T\\o Kt. Hon. ViscorxT Mohley of Ilhu-kijurn, o,>r. : 

H M. SErRBTARY OF KtATE FOR I^RIA is the | excisc, opium. sfUt, c;iU'rem*y, hanking, mints, ’ 
hcfiflof the Indian A'lininistrationinEnglanu, and tfec. 'J'he Funotju Departtiuoit conducts rela - 1 
as a member of the Cabinet he. is responsible to, 1 tions \vith Afghanistan, 'N'epal ami other con- i 
.and represents tlie supreme autlnuity of, Parlia- , terminous countries, and, through its Political ' 
inent. In all matters the Secretary of Ht;ite can 1 Residents and Agents in the Various native 
impose his ordcu's on the Government of India. ' State.s, supervises their administration and > 
X «‘ expenditure from the revenues of India ' regulates their relations v/itli the paramount 
i- b,..;ai iinles.s sain-tioned by him and a ni.ajority j Power. Its Agents in the Persian Gulf, Afuscat, 
of Ids Coun-dl. In urntters requiring secrecy ' and Turkish Arabia look after the commercial 
\V.5 . foreigii policy and the attains of native * and political interests of India in those charters, , 
the Secretary of State can act on his own ; The Home Department with tht3 civil 

aiirhonty without consulting his Council, and ; service, e<lueation, public health, ecclesiastical 
in most other matters can overrule the majority ; and judicial affairs, municiijahties, distrh‘t local ' 
of In'. Goimcil. Indian Government business in ' boai’ds, prisons, police, tfcc. The Legal Alember ^ 
Eiighind is transacted at the India Gfhce (see ' of Council takes charge of Govenimont Bills in 
p. 587), ' connection with the LerjUlaiue Department, ^ 

The K!ng“Bmperor ax>points the Governor- : The most important subjects that come before j 
Gu. coal, tlic Governor.^ of Madras an'd Bombay, { the Iterenae a nd AgrietiUure Department avolmd ’ 
the Commander-in-Ciiief, the Ordinary Alemliers 1 revenue and surveys, forests, agricultural develop- ! 
of the Councils of the Governor-General and ■ meat, famine, and meteorology. The fb/Wfe irori’s 
of the Governors of Afadiam and Bombay, and Department deals Avitli irrigation, roads, build- 
the Judges in the High Courts. Tlie appoiJH- ' ingfe,d'c. Anew department lov Commerce and 
, meuts of Lieutenant-Governor are made by the ' xiidu«fr</hasbeencreated,andplacediuchargcof 
‘ Gc^veruor-General, subject to the Secretary of, a special memlirer, to deal with trade and shipping, 
State's approval. The term of the.se appoint- | customs, porks, post-office, telegraphs, ra 5 »>'=»«,fac- 
monts, except judgeships, is usually five years, j lories, statistics, &c. Railway administration is 
, Hibjeet tu the Hecretary of State's <lirection, now entrusted to a Railway Department^xvliioh. 
the supreme executive autlu )vity in India, in hi d h i.s in charge of tlie Commerce and Industry Alem- 
civb and military affairs, is the Goveruor-Genevai , berofi Viuiu-il, and controlled byaR.ailwayBoard. 
in Gnmcil. The Govenior-Generar.s Executive 'litc Annyi.«unilfrthcdr<ai/ G*cparfmc/<Cofwhich 
’ Council now contains five oivlimary members (ui the Conimaiidcr-i.’i-rluef has charge in Council. 

wli' 'in three mu:<t have .served ill India ten year.'-), , Britidi Jiulia is no longer divided into three' 
i as well as himself and the C<immaudcv-in-Chicf, Prcddmu-U'*:. euiI into 13 Local Oorer?ment,s I 
' who is an e.vtraordiuary meml>er. The Govt-r- a/nt Adiin‘ni--<frafioni^', :~-fmdcr Governors,' 
j norji of Bombay and Madras haxui eacii an Afadras and Bombay, still termed Presidencies ; , 
, Executive Council of four members. All acts under T.ieutcnautubsvernors, Bengal, Eastern | 
of the SrpRE-UK OovERXt.rFXT IX ixbT.A rim Bengal and Assam, the Thuted Provinces of Agra , 
in tin: nauii? of “I lie G(wornnr-Gc-neraI in i am! Oudh, the Puiijal), and Bui’ma ; under Chief 
C-umcir’ ; ordinarily, the opinion of thenifijority j Commissioners, the Central Provineers and Berar, 1 
prevails, but the Governor-Gtiieral isenipowerod i Ajmer-AIerwara, Coorg, Briti.sh Baluchistan, the j 
, in .special eiiaumstanccs to oven nlo the j Xorth-AVe.st Frontier Ihoviiice, and the Andaman j 
raa'/ulty. The Governur-Generar.s Legi.sla 1 ive Isl.aiids. The chief Local Governments enjoy a ' 
Council', in accordance with the Indian Councils large mea.snro of financial and admiiilstrative 
.\ct. 1909, uiii now consist of 68 mendter.s. 'i’licre , iiidepcmlence. Proijosals for further decentral- 
arc Similar biglslafive Councils, but witli vary- isation are under di.scus^ion. The Governors of 
ir;2 lAcmbeivliiip. in Afadras, Bombay, Bengal, ' Madras ;ihd Bombay have greater independence 
Eu-!cr ’ Bengal a'ul As.sam, the Gnited Provinces ^ than the others, being alone permitted to 
of .Lgra ami G ulh, the Pimjah, and Burma. The | communicate direct with the Secretary of >State. 

' Gtrccrnor-Gcnerars Council has an official i Tlie unit of administration throughout British 
mw/n-ity of three, while all the provincial India Is the District, the executive head of 
' conhcils have non-official majorities. Every | which is the I d.strict Officer, called Collector- 
' lud'mn Act Vcqulre.s the Governor-Ocueral’s I Magistrate or Dojuity-Conmiissioner, as the case 
’ but the Crown may disallow it, ' may be. In su]»ovdinati<m (in mo.st Pro\i!ice.s') 

, As the result of important changes in ad- ; to a Clominissioner, who ct)rrc.sj>omls direct vvitii 
miid.'-tratiou. business is now' eondueted by | the Provincial Government, he has control in 
- nine Bepartmeuts —Finance, F<n*eign, Home, ' every department of administration, and is thi- 
, lAgidativc, Kcvemie and Agiiculture, Public* responsible head of his juiisdiction. There arc 
, ’'.Ytuks, Commerce and Industry, Railway, ami * now ^67 Districts in British India. 

Ariny. The AlUitary Supply Bepaiiment was 1 There are separate Hiph Courfr for both civil 
abolished in 1909. Each Department is in charge ' and criminal eases in Aladras, Bombay, Bengal 
* of a Secretary t*i Giwerntnent, and tmder the care , (with Jurisdiction also over the new' province 
, o! a member of the Supreme Council, wdio lias ' of Eastern Bengal and Assam), and in theNorth- 
' authority to deal with affairs of minor itnpor- , West Province^. App*‘als may be carried to tlie 
j tan<'v,,ancUo select what is worthyof the consider- 1 English Privy Council, "rhe Punjab and Lowci* 

; ation of the Governor-General and hia Council. Burma have <;hief Courts. The Central Provinces, 

. i tViue Governor- General himself superintends the . Herat*, Oudh, Bind, North-West Frontier Pro- 
> \ FrueJiu Department. The Fimn<^ Detriment 1 vince, and Cppe-r Burma have each a Judicial 
1 with public accounts, loans', taxation, 1 Commisgioner’s Court. 
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THE SUPREME GOyERNMEHT, CALCUTTA. 

[fiKlian salaries are the substantive salaries (excluding allowances) stated in rupees 

Vb'cnnj and Gownwr-Geno.ral, His Excellency the Right Hon. the Earl of Minto, P.C., 

a.M.i.F.., G.c.M.a., h. t845, assumed charge xSth Nov., 1905 [ier men-^rm Rs.ao.Sas 

Prlratc Secretary, Lt.-Col. J, R. Dunlop Smith, C.S.I., C.l,35., LA. ils.a.ooo 

MiVtary Scereiary, Lt.-CVd. V. R. Brooke, l>.S.O., gth Lancers its 1,500 

Aid€,^Hic-Cavep, Capt. Lord B. 0 . Montagu Douglas-Scofet ; Capt. R. G. .Tulf : and Lt. 

,r. E. Gibbs. ' . " , . . . , , . 

Nntirc Alden-dc-Camp, Siibadar-Maj. Madho Singh Rana, Sardar Bahadur. £-4 G. E. ; snd 
Eisaldar-Maj. Abdul Karim Kb.an, Sardar Bahadur, G.-G’s. Body Guard. 

Surgeon, Lt.-CoL W. IL Crooke-Lawless, m.d., C.LE, Es.t,3oo 


Council op the Goveknoe-Genebal. 
E.rtraordtnary Member, General Sir O’Moore 
Oreagh, V\>r, K.C.B., LA., Cominander-in-Chief 

in India (igog) Es.S,333 

i Ordinary Menwers (5), Hons. Sir If. Adamson, 

[ .Kt., c.s.r. ; J. 0. Miller, c.s.i. ; W. L. Harvey, 
j c.i.E.; Sir G. F. Wilson, k.c.b., k.g.ji.g. ; and 

1 Satveudra P. Sinlia each Es.6,667 

1 Sec. to Council, J. M. Macpherson, c.s.i. 

i Secket.mites to the Government of India. 

Finance (OrtUaary) See., J. S. Meston, C.S.I. 

Es.4,000 

Deputy do. (vacant) Es.2,25o 

Fincrnce (Military} See.,'J. B. Briinyate Rs. 3,00a 
Deputy do., Col. B. W, Slarlow, I.A. ...Es.s,soo 
Fiireign Sec., S. IL Butler, C.S.I., c.l.E....Rs.4,ooo 

i Deputy do., E. H. S. Clarke, c.i.E Rs. 2,250 

i .. „ ,1. B. Wood Rs. 2,2 So 

Home See . , Sir H. H. Ri.dey, K.C. I.E. 1. Rs.4,000 

i Deputy do., G. B. IT. Fell, 0 I.E Rs.2,000 

Lcgirlatke Sec,,,J. M. Min.-phorson, c.vS.i. 113.3,500 

' Deputy do., R. Sheepshaiiks Rs. 2,000 

Army Dept. Sec., iMaj.-G on. R. T. Seal Ion, C.B,, 

C.I.E., i».s.o Rs. 3,500 

Deputy do., Col. E. W. ^laconchy, C.I.E., 

InS.O. Its. 1,700 

"^.Derenue and AyricuUvre Sec., R. M'. Carlyle, 

i C.I.IO Rs.4,000 

Cnder da., J, K. Kerr Rs. 2,000 

I !'ut>Uc Workii Sec., Irrigaiian, Roads and B a Ud- 

inys, L. M. Jacob, c.s.i its. 3.500 

' Deputy do., G. H. Le ^Hai.strc ............ 

I ns 2 >eetor-Gen, of Irrigation, J. Benton, C.I.E, 

! , ■ 113.3,500 

, Comuierce and Induslry Sec., B. Robertson, 

0. I.E Rs.4,000 

; Underdo., M. M. S. Guidwy Rs.t.300 

j ,, ,, («*. Rainy Rs. 1,300 

I Dir.’Ge». of Com mercial IntclL, F. Noel Patou 
i Its. 2,000 

j Sec. (Inrentions and Designs), H. G. Graves 
i R.S. 1.400 to Rs. 1,800 

■ Railway: President of Jiailtvay B>*ard, Sir T. R. 

iryniie, K.c.LE. Rs,5 000 

! Other Memlicrs, M'. H. Wood (R.s. 4,750) and 

; S. Finney, C.I.E Rs.4,000 

■' Chief Engineer, H. S. Eavington Ks.2,7So 

Dir. Ry. Cimstruction (vacant) Rs.2,75o 

j Seeretary, R. C. F. Volkens ...Rs. 1,500 

, Compt. and AudUvr-Gcn,, O. T. Barrow, G.s. I. 

R.s.3,700 

^ I'tis'pr.'Gen. of Excise & Salt, Sir R. M. Dane, 

I K.c.r,E ...........Es.3,coo 

I Dir. Central Criminal Intelligence Dept. ^ Sir H. 

A. .Stuart, K.C.V.O., C.S.I .......i.......Rs.3,ooo 

j />/rcf„'/or-(Tt:on Post Office of C. Stewait 

j MTlson I...... ...,Rs. 3, 000 to Rs. 3,500 


I Dir.'-Gen, Telegraph Dipt., T. D, D. Berriiigk ri 
I Rs. 3,000 

I Mint Master, Calcutta, Col. G. M. Porter, luE, 
i Rs. 3,000 

I Mint Master, Boniony, Lt.-Col. M'. G. R, Cordue 

I n.E RS.2,.0OO 

I *Surv.-Gen. (f India, Col. F. B. Loiigc.E.E. Rs.3,3oo 
! *Dir. Geol. Survey, Sir T, H, Holland, K.c.LE,, 

; F.R.S. R.s.3,500 

I *D(reet(ir Botanical Survey, Capt. A. T. Gag-'*, 

I.M.S. Rs.i,S5o 

; Dir, -Gen. of Education, il. W. Orange, c. I. E. Rs.3,350 
i Dir.-Gen. of ArchmoJogy, . 1 . H. ilarsliall R^.i,7oo 

, Consulting Architect, -L Be, eg Rs. 2,000 

Electrical Ad'mer, J. M*. ^ktehre^ R, 3, 1,350 

I Officer in charge of Records, Dr. E. 1>. iloss 
I R3 .i,3oo to R&.s,5oo 

I *lnsp.-Gen, of Agriculture, J. W. iloliison 
i R.s.i,§5o j 

: Director, Agricultural Research Institute, Pusa, ' 

i B. Coventry Rs. 1,300 >• 

, *lns'p.-Gen. of Forests, F. Bcadon Bryant Rs. 2,650 . 
i Director-Gen., Indian JiTtb'rn/ SVrn’cc, Surg.-Gen. ( 
I Sir G. Eomford, m.d., K.c.r.E,, r.M.s.... 1^3.3, 000 ' 
Sanitary Comr., Lt.-C'd. ,T. T. W. Leslie, M.B., ! 

C.I.32., T.M.S Rfe.2,40o | 

* Dir.-Gen. of Observatoncs, c. T. "Walker, p.sc., f 

F-3LS Rs, 1,750 s 

'^‘Riporter on Economic Products, I, H. Burkiil [ 

, ■ , ..Rs.t,ooo 

V ^Inspector-General, Civil Vetennaro I>e2d.,X‘A'^\ ' 

! Cfd. IL T. Pease, c.i.i:., M.ii.c.v.s! Rs.2,000 ' 

; Chief I nsp. of Mines, J. Jt R, Wii.stni ...Rs.z.coo ! 

' AdmY?fc-GVncrnLG.lLB.Keiidiick,LL.I». Rs.3,i3S ' 

; Solicitor to Government, C, ’IveMteven Rs.5.000 ■ 

' Agenfsto Gov.-Gen.: Central India, Lt.-Col, Hugh . 

Daly, c.s. I., C.I.E. (II s. 4,000) ; Rajputana , \ 

} E. G. t'olvin, (ns.4,aoo); Balitchisfan, 

I It. -Col, Sir A, il. McAlahou, k.c.le., c.nI. ; 

I (Rs.4,000); Khorasson (Meshed), Maj<ir P. M. ' 

j Sykes, G.M.G. ............1(3,2,250 

. Eesidents : Hyderabad, Sir 0. S. Bayley, K.C, -.1. 

I (Rs.4,oog) ; Mysore, S, M. Fraser, C.I.E. ! 

, (Rs.4,000); Kashmir, Lt.-Col. J. Ramsay, c.LE. 

I (Rs.2,7So); Barofla, H. V. Cobb, (Rs.2,soo);' 

: Appal, Lt.-Col. J. 3Xunncrs Smith, c.i.k., FC ' 

j (Rs.2,sgo); Gwalior, Lt.-Col. A, F. Pinl::ey, i 

j C.I.E. (Its. 2,250); Jaipur, Lt.-Col. H. L. ! 

I Showers, c.i.E. (ils.1,800) ; Mewa.r (UdanmrX r 

i . A. T. Holme Rs 2,000 ! 

[ Political Residents : Persian Gulf (Bushire), 1 
Major P, 2. Cox, €.,^^.1., c.LE. (113.2,750) ; -hbj;?, ! 

I Maj or-G en. E. deBrath , c. B. , c. i . E. , 1. a . (Rs. 3,000) ; • 

! Turkish Arabia (Bagdad), J. O. Lorimer, i 

C.I.E. Rs.2,soo ! 

rnspector-Gen. Impl. .Service Troops, Brig. -Gen. 

F. H. R. Drummond , c. b. , c. I. E. Rs. 2,000 I 
Imperial Cadet Corps Commandant, 3Iajor D. i 
H. Cameron R.s. i , 300 ! 


* These officers are members of the Board of Scientific Advice. 
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THE INDIAN ARM Y. 


ArBES-IVE-CAlIP TO H.M. 
Bh'dirood, Ool. W. E,, c.r.K. 

Keary, Col. H. JD’IT., d.s.o. 

Mollis, Col. C. J. 
i^toTTart, Col. ,T. M. 

Gwalior, Hon. Col H.H. Maharaja 
j of, 0 . 0 . s.i, {hm. and extra). 

! Ichvr.Hon.Maj.-Gen. H.H, SirPx’atab 
Singh, Maharaja of, o.c.s.i, (he" ‘ 
Knch BaUar, Hon. Coi. H. 
Maharaja of, g.c,i.e, (hon.). 


THE KIHG-EMPEEOE. 

|Muhainmad Aslam Khan, Hon. Col, 
K.C.I.B. ihon.). 

Hok. PnrsTcr\Ns to H.M. 
Pinkerton, Sm-g.-Maj.-Gon, J., m.d. 
McVittie, Surg.-Gen. C. E. 
Franklin, Surg.-Gen. Sir B., 

K.e.i.E. 

Richardson, Surg.-Col. J,, m.b. 
McLeod, Col. K., M.n. 

Cunningham, Col. D. D,, c.i.e., m.b. 


HoK. StTRQEONS TO H.M. 

Bidio, Surg.-Gen. G., m.b., c.i.e, 
Cleghora, Surg.-Gen. J., m.d,, 

c.s.i. 

Colvin-Siuith, Surg.-Gen. Sir G., m.»., 

K.C.B. 

Turnbull, Surg.-Maj.-Gen. P. S. 

M.n. 

Hooper, Col, Sir W. Pv., n.c.s.t. 
Spencer, Surg.-Gen. Sir L. 13., m.d., 


HEAD aXTAETEItS STAFF OF THE ARMY IN IHBIA. 


Co-mmando'-in-Ckk/, ILB.Gcneral SirO’Mooro Creagh, 

O.C.B. 

MUUar)/ Secrefar}/, Maj. M. R. H. Wilson, xotJi 
‘ Hussars. 

Asst Mil Sec. d- A.D.C'., Capt. A. B, Lindsay, 
saui (xiirkka Eijlcs. 

; Blvision of tbe Chief of the staff, 

! Chief the Staff, Maj.-Gen. Sir Douglas Haig, k.c,v.o., 
; c.n. 

Military Opemtions Section, Brig.-Gen, H. Mullaly, 

i C.B, 

1 A.Q.M,G. (TntelUymce Bramh), Col, W. Malleson. 

I D.A.q.M.Q. (rZo.), Maj. G. R. M. Church; Maj. V. C. 
CJlimo; Maj. H, H. Austin, c.m.o, ; Maj. A. M, S. 
Elsmio*, Maj. 0. Kaye; Maj. H. P. Bateman-Cham- 
:i . pain. 

i A.Q.M.G. (MohiUsation BrancJi), Col. T. Jerinyn. 

Offieer in onarrfe of Traininrt and Staff Duties Section, 
' Col. J. E. W. Headlatn, n.s.o. 

Adjutant-General’s Division. 

; Ad^'utant'Gmernl, Maj.-Gen. Sir A. A. Barrett, u..c.b. 

‘ Dep.-AddMEn., Col. F. C. Picatson, c.n. 


A.A.G., Col. 0. C. iVi-matrong, n.s.o. ; Col. R. Wap- 
share ; Col. H. C. Nanton; Col, W. G. Hamilton, 
n.s.o. ; Col. C. T. Robinson. 

D.A.A.G., Maj. G. E. Cassels, 

Judge Advocaie-Geymxtl, Col. L. H. Reid. 
Inspector-General of Camlry, Maj.-Gen. M. H. S. 
Grover, C.B, 

Inspectar-Generdl of Coast Defences and Guri'kon 
Artillery, Brig.-Gen. H. P. Hickman, 
Inspector-General of Volunteers, Maj.-Gen. W. du G. 

Gray, c.b, ' . , ■ i 

Inspector of Gymnasia, Col. H. J. S. Landon. 

Q,uai terniaster- General’s Division, 

(inartennaster-GcneraJ, 3raj.-Gen, G. C, Kitson, c.v.o. 
Col. H. V. Co.x. 

Director of Supplies and Transport, Maj. - Gon. 
H. M. P. Ilawkcs, c.b. 

Princijnil Veterinary Officer, Col. C, Rutherford, c.m.c. 
Medical Division. 

PrincipaDItdicdlOfflcer, Surg.-Gen. F.W. Trevor, c.b., 

1 m.b. 


j Korthern Army. Head Qaurfers, Tdxi\va\I\\\i\\. 

I GefirrnZ Officer Cionni finding, Lt, -Gen, Sir J. H. 
i Wodeliouso, K.C.B. 

5 A.M.S., Maj. R. K. Chaplin, 

i A.D.a, Lt. F. C. C. Rogers. 

. n.A.G., Brig.-Gen. W. E. Buubuiy. 

‘ A.A.G., Col. n. O’Domiell, n.s.o. 

’ fnspeotor of R.A., Brig.-Gen. H. S. Dawkiu-s. 

' Dimsionaland Brigade Coimnanders— 

* Tst (Peshairar) Dirisiov, Lt.-Gen. Sir J. Willcoeks, 

S.C.M.G. 

PeshfiV'fir Tot. /baV., Brig. -Gen. P. Campbell, n.s.o. 
Noirshcra Brig., Maj.-Gen. R. Ij. Ihiyuo. c.b. 
Noicshera Cavalry Brig,, Brig.-Gen. F. W. P. 
Angelo. 

zndiRninal Pindi) Division, M.'ij.-Gen. A. E, Alurtm, 

C.B, 

Bwral Pindi Tnf. Brig., Brig.-Gen, J. C. Young. 
Jhi'lum Brig., Brig.-Gcn, .1. VV'. G, Tullocli, c.b. 
Ai>bottakid Brig., Maj.-Gen. IX. B. B, 3Vatkis, c.b. 
Sialkift Briif., Brig.-Gen. A. Phayre, c.n. 
jref (Lahore) Division, Maj.-Gen, A. A. I’earson, c.b. 
Jullnndur Brio., Muj.-Gen. G. H. Powell, c.n. 
SirMnil Bng., Maj.-Gen. T. D. Pilcher, c.n. 

A mhala (Camlry) Brig., Brig. -Gen. E. H. Rivett- 
Camac, 

Fero^epofi’e Brig., Brig.-Gen. A. P. Hogge, c.n. 
'^(Meerut) Division, Lt.-Gen. .T. E. Ifixon, c.b. 
Meerut (Cavalry) Brig,, Brig.-Gen. W. E. Peyton, 

n.S.O. 

IktreiUy Brig., ^faj.-Gou. L. J. R. Bradshaw, c.n. 
Garhivtxl Brig., Maj.-Gon. C. L. WooUcoinbe, c.n. 
tdh (TAteknou') Divimnn, Maj.-Gen. B. T. Mahon, c.b. 
ljuAkimr Inf. Brin., foig.-Gon. .T. A. Bell. 
Fymhitd Br/fb, Brig. -Goh. G. J.younghu8band,c.B. 
Asmm Brig. -Gen. 

AUahahad Bri;/., Maj.-Gen. .T. L. Koir, c.b. 
PresUenicy Brig., Brig.-Gcn, J, S. Cowans, m.v.o. 


Southern Army, Head Quarters, Poona. 
Genevnt Officer Coinmavding, Gen. Sir E. G. Barrow, 

AM.S., Maj. IF. 0. Parr. 

A.D.O., Lt.'T. R. F. Bate. 

D.A.G., Brig.-Gen. J. H. Poett, c.n. 

Inspector ofli.A., Brig.-Gen, J. M. S. Brunker. 


lJivi,swnnl and Brigade Cowninadvrs 


Kcikm W. du G. Gray* 

C. 0, H. FSuikon, c.b. 
Maf.^Gou. R. B. Adams* c.b. 


SthfMhoiv) Diri.sion, Lt.-Gen. C. H. Des Vmux,c.B. I 
Xasirabad Briij,, .Maj.-Gen. K. S. Davison, c.b. ; 
JubhuQtore Brig., Brig. -(Fen. A. W.allace, c.u. 
Jhansi Brhj., Maj.-Gen. J. .S. S. Barker, c.b. 

6th (Poona) Division), 3Iaj.-Gen. E. A. H. Alderson, 

c.n. 

Poona Inf, Brig., Maj.-Gen. .T. C. Swann, c.b. 
Bclganm Brig., Brig.-Gen. L. Herbert, c.v.o. 
Bombay Brig., C. .St. L. Barter, c.v.o. 
AJmedna gar Brig., Brig. -(Fen. F, H. Kelly, c.b. 

^th (SccunderalHid) Dirhion, Lt.-Gen. Sir J, W. ' 
Murray, k.c.h. 

Secviiderabad (Cavalry) Brig., Brig.-Gen. M. P. 

Riming' on, c.b. ; 

Secunderabad xst Inf. Brig., Alaj. -Gen. W. II. . 

Kenyon-S anoy, C.B. j 

Secnnderaltad znd Inf. Brig., Maj. -Gen. E. C, W. 
Mackenzie-Konneily. 

Bangalore Cavalry Brig., Brig.-Gen. G. A. Cook- ’ 
; son. 1 


Burma Division, Lt.-Gen, Sir L. Bening, k.c.b, 
Rangoon Brig., Brig.-Gen. A. B. Fenton, c.n. 
Mandalay Brig., Maj.-Gen. E. S. Hastings, c.b. 

Aden Brigade, Maj.-Gen. E. Do Brath, c.b. 
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lUBIAK AUMY. 


a2S,’» Sam Bro-wne's Cavalrv (Prontior 
Force), Sialkot. 


Oa'S'alry, 

f-u-vuwou-dp'KRALs Bo»t GiTAiiB, j Sir F, Xattce! 

.. ■ Norman. <!. 

^ . A. K Jveij^hley, cmjf. a3R» Cavalry (Frontier I 

iiovLKxoii s IkiRY Gcaiid .. .. il/o»{»*os. I Kohat 

T. a. J . Torric, capt | Col, Sir C. C. Egerton. g.c.b., ff. 

A I HNOK s r^.nv (.uARt) .... Bomhat/,ii Comnidt, H. Kennedy, le. 

ir. \\ C. Liioas, coji?. [ asm Cavalry (Frontier Fore 


i",T ]>rK.r. OF York’s Omn Lovrns 


35TH Cavalry (Frontier Force), 

AVio.Ll H. T^mkive. 

0 >L-i ii-( h uj, H.R. H. Pnnee of V> alos, ^ 26 th (Pr 


sSth Jacor's UrorKTAtN Battery, 
Ahhottahad, 

Commdt, J. II. Paine, d.s.o., r.a. 
27TTI Mou.vtaix Batt erv ...... Bhmno. 

Cunnndt., 0. K. Taueock, waj. h.a. 
aSin MoltsTaix Baitery, Ahhotiabad. 
Co'inmdt., L. W. P. East, n.s.o., 7Roy. 

H.A. 

29111 Moi'xtaix Battery, Ahhotkihad. 
C'omiwiLt F. A. Wyuter, n.s.o., capL 
R.A. 


_ K.e., { 7 . 


26th (Prince of Wales’s Own) Bight i 30x11 Mocntain Battery Kohat. 

Q^YAiMr, FMm. j Comiadt., H. A. Beid, maj. k.a. 


'c7., H. H. Dlahavaja of Cwalior, CoL-in-Chief, H.K.H. Prince of BTalep, j ssst 3IorNTAis BatteIiy . "Dehra Dun. 

1 c r: /» 1 .1 Ti PufL-Ar xi i 


, .A.D.e. 

, < huitudt, 0 . Davis, le. 

2_\D Lancers {(ianlner’s Horsed, 

; , Saagor. 

CoiKitidt., S. H. B. Corumelm, 

3UI1 StiiNNTR’s flORSE Kecmudi. 

E. A. Blakeney, l.e. 

41 H C-iVALKV Fgzabad. 

J. C. Tumor, c, 

Sru Uavalry 3 Ieerift. 

Col., Sir C. ,T. S. Gough, VT, g.c.il, g. 

. Cohimdt., E. B. Lang, Lt. 

*• 5 th Kino Eowaru's Own Cavalry, 

( Feeoze.porc. 

, Cul.-in-Cliief, The King-Emperor. 


I K.G., g. Connndt., J. L. Parker, maj., r.a. 

j Commdt., F. C. Logan-Home, i!.e i32Ni) DIoi ntei) Battery ..DeJn'a Dan. 

27TH Light Cay'alry Jubbulpore. i Commdt., O, C. ‘Williamson, maj., r.-a. 

Col., J. M. C. Galloway, 5rt..£i, jTin; Frontier (Larrison Artilixry', 

Commdt, R. H, I). Thring, l.c. I Kohat. 

!^rn Light Cavalry . ... Multan. | Comnidt., J. H. Keogh, cojiL u..a. 

Cot, Sir 1 >. J. S. McLeod, K.c.i.i;., g. < 

Comnidt, L. B". C. Kerrich. e. | 


zgfTH Lancers (Deccan llorse), 
Bolarum. 

Cot, J. T. Cummins, c.b,, 

Comnidt, B. Holloway, Ic. 

30TH Lancers (Gordon’s Horse), 
Jkansi. 

^ Col, H. M. !Mason, m.g. 
i Commdt,, 


Sappers and Miners, 

[ xst (Prince or Wales's Own) S.yppers 
i AND Miners, Rom'kee. 

1 Col-in-Chief, H.R.H. Prince of Wales, 
E.G., a. 

.Col., ,^ir F. R. Mauniiell, k.c.b., 


I Conmuii, G. M. Heath, n.s.o., c. r.e. 


Kon. Col, H. H. MaharJija of Ivuch; d'fkk of Connacght’s Own i 

! Lancers, .¥ecr«#. ! 

Co?., Sir E M Jennings, K.C.R., (7. ■ Cdl.‘imChief, H-R H. Duke of Con-i 

touimdt .,3 i . Paul, c. T - }l naught, K.G.,. 7 ’./R. i 

7 Pj H-^RJaka Lancers Tueajomd . ; Col, Sir E. L. Elliot, K.c.n., Ig. i 

( Of., J. 0 . Stewart, C.B., ?iL(/. Cimirndf i , 

G,C.Ca,vc«i,,„.. . . , 


2 NI) QrEEN’s Own Safpeus an» 

M IN E Hs, Ba iigahre. 
Col-in- 0 hh\f, The King-Emperor. 

Col., Sir H. N, D. Prendergatt, YiPx 
G.C.B.. R.E., g. 

Commdt, O. H. Roe, l.e. r.k. 


' 5vh Cavalry ri>'ik(7o. TAjimud/ 

! l>uiiK OF CAMitfinxiE's OwN Lan- ; CoiMont/f , FiSSOklw^^^^^^^ n.s.o,, Z.C. I <-<»‘ir,idt. A. D. Balker. eapt, b.k. 
34 XH Pkevce Albert Victor’s Own 


CEKS (iiodaon's Horse), JuUmidnr. 


' Commdt, M. Cowper, <?. 

' xjTii Kino Epav A im's Own Lancers 
j (Probyn’s Horse), Jimml Pimli. 
i Col-in-Chief, The King-Emperor. 


Poona Horse, Anrungethad. 
I Col, G. 0 . Hogg, C.B., ni.p. 

\ Commdt., C. M. Ducat, c. 


' 1ST Brahmans . 
1 Col, 


Infantry, 


. . . .Jnhbulpore. 


G.c.n.fl. i T. 1 - ■ 3 -Nn Qveen’s Own R.ajpct Light 

Commdt, E. H. Cole, le. I ?v Sir W I? R Ciwn’ k V V, » • Secunderabad. 

«TU Cavalry Allahihad . ! i 

T. H. Smith, . ! A,r«. 

13 T 3 I Ditkk of t.'(»NNA tru u j 's’ Lancers !/»,)},> j),, 7/ tt rn Kennv'c iCo.nmdt, 1 .B. Viorrm, l.c. 

I Watson's Hov.se), dheUim. i SSsa’F ofAV u^s’owv) pRiNci; .iLUL'p Victor s Kajput.s 

DJ.-m-eVne/. iI.R.H. Duke <if 

. /•«?• ... - i Cdl..imadef. H.R.H. Pri iceof ’Wab-s. S/' 



Lor ala L 
Col, G. Prendoa-gaHt. m.g. 

. Cuiamdt., It. G. L. Shaw, e. 
i6ru C.‘.v M.KY L nek II Oil’. 

■ Col (J. 'i'. Halliday, Ig. 

Cummdt, n. V. K. 'Waldmn, c. 

I7TH C.AVAI.KY JJareilht. 

Col., B". A. Lawrence, ni.g, 

■ Commdt, E, B. Burton, c. 


The Q,ueen’s Own Corps of 
Guides (Lumsden’s), Manifid. 
CulAmC'hief, The King-Emperor. 
Col., G. Stuart. c.»., m.g. 


iSru (Princk of Wales’.s Own) Tiwan.i , Commdt.. R. G. Egerton, e. 

Lancers, Dc/ft/. i 

Col.-ui Chief, ILR.ll. Prince of B ale?, : ArtiUery, 

g. ' j5*ST Koh.vt Mocntain Battery 


Conthidt., 0 . P, W. Piric, c. 

' s9Tii L.vnci;rs (Tuiu;'.s Horse), 

: Quetta. 

■ Col, W. W. Biscoe. <•.«., Ig. 

, Commdt, B. F. Biddulph, c. 

; 20Tii Dfccan Horse., Bamjahre. 

' Commdt., F. II. Yato, e. 


i V. A. Watsoil, r. ] 5 ^“ 

!Ai)en Troop Khorma knar. ,-*1 /g,/, / tj rr imtr nf (’An 

. Comnidt, C, P. G. Griffin, n.s.o.. m. '■ ILR.U. Duke of con- 


naught, R.G.,/.m. 

Col, Sir E, G. Banw, g.c.b., g. 
Commdt, H, B Vaughan, c. 

8rii RA.n‘iTT.s Lwci'jioic. 

Cmnmdt., H. D. McIntyre, c. 

9IH Bhopal Infantry Rangoon. 

Commdt, C. A. Bruwn, Ic. 

lOTH .Tats ..Alipore. 

Col, R. F. Finh, img. 

: Cummdt, A. Prtslsey, le 1 


f'G(.,SifG. Ij. R. Richardson, E;.c.ij.,f.p, (Fx’ontier Force), Dera hmail Khan. , xitii llArn'Ts FgBohcid. 


Horse', Aomhem. 

, Col C. S. Maclean, c.u,, ni.g. 
Commdt, C. B. Unwin, n.s.o. 


Commdt., A. C. Fergusson, mpt. r.a. ' Col, P. H. F. Ifimfs, c.b„ g. 

; 22Ni> Drrajat Mountain B,ATrERy , Commdt., A. Giles, he. 
i (Frontier Force), AYo«.'S?iem. sarii PioNErns ,TiiE •Kki,.ct-i-Ghilzai 
(CommdL, L. J. Chapman, inefi. R.A. I Kkot.{, iTwte, . 

'33Rn Pekhawcr Mountain B.cTTiaa CVJ., Sir J. M. B. Frascr-Tytler, 
i (Frontier Force), vlb&ottobad. j fi.c.R., p. « 

, Cmnmdt, G. G. W. Conie, capt k.a. i Commdt,, F. B. W. Richardson, e. 

! nr , t3TH Rajputs ..(The Smekhawati' 

Reot.). Bong Kong. 

Hon. Col, H. H. the Manawjah of 


zisT Prince Albert Victor’s Own ’ 24TH Hazara Mountain Battery 
Cavalry (Frontier Force), (Daly’s ! (Frontier Force), JBa»in«. 


Commdt, M. J. Cotter, capt. r.a, 

25TH Mountain Battery 3 laymyo. 

Commdt, L. L. Hepjier, capt. ii,a. 


Jaipove, g.c.b.i. 
Commdt., W, Pi-ior, c. 
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i 4 TH (PRirfcii OF W Own) Ff.ro- 43x0 Dimi E-kot. D(^oU. 

ZEi'OiiK Sikhs, QueUa. Comvidt., J. M. Eaiisom, l.c. 

Cot-in-Chief, H.K.M. Prince of Wales, 43110 EaiNouftA Regt Erinpnra. 

K,a., 17. C'bL, W. Carneil. w.fif. 

Hm. Col, n.n. t-Tie Maharajah nf Cmirndt, W, E. Banbury. 

Nabha, g.c.s.i. 44™ MekWaua I>nFA>'TUY .Ajniu-. 

ComML, SirO’M. Creagh, £7. i 

«■ 0- Bonmxl, Ic 

BareilJo. 46ni Pcnjabis Ferozepore. 

GoinmdL, A. E. Whistler, c. CunmidL, ^Y. II. Millar, Ic. 

T..., -m,.,. /mx... r T7x. -ni 4 mi Sikhs Bcra hnuiil hhaih 

17TH IMANTI^ (Tut, Lcval BivaT.), p. Holland, e, 

/xj T T XI Av./t 48ru PioNEHKS AUahahad. 

R Tlnme ’ r ’ Commdl, T. Webster, Ic. 

Sikhs IWiei- Fovoe), 

P"w" i!” toickniAn ! c C"*- Sir A. G. kS lo. 
Prvilntq Conwidt, L. 0 . H. stainfortb, f. 

u N. Horlxa-t, U &S 4 ? A;'n. E;S^K^'h.s.o., 7 .<i. 

»Tii T)cke or C\Miii;inoi:s_OwN sguoiSiKirs (Frontier Forcei.A/i;lbt«(Z«r 
Tnfastry {Brownlo>Y s Punjabis,!, Vommilt, 0 . J. Mellis, >’‘( 1 ? . i-o.*:., c. 

.A,, « TT- . 54Tn SiKns I Frontier Foreei,Pes/i«H-nr. 

Gol, Sir 0 . H, Brownlow, o.c.B., f.m. (Joi, Sir A. (Sasclee, o.c.b., 

Commn., L. P. Dnnsterville, l.c. QouundL, K. J. Buchanan, c.n., l.c. 

Phhjaiiis "“'““■Issr,, COKS’S R, 5, .HS (Frontier Force), 

Gbmmftf:, P. M. Canicnclale. <•. I ^ „ 

saNO PUNMAHIS JliUhOil. /» 

. K T 8 teffi»yd 1)7 n , lohimdt, A. Aubollri, C. 


Mani'fmr. 

Cdl., 1). rT. E. Bmdsnaiv, c.b., m.o. 
C<mmdl, A, R. Bemie, c. 

j8th Infan'i’k V Fei'ozcporc, 

Col., W’’. W'inson, ni.;?. 

Conimdt, P. \S\ i>. Brockman, l.c. 


Col.f B. T. Steffovd, m.ij. 

Commit,, C. A. Fowler, n.s.o., l.c. 


‘ 56TU PuNJAm Biru'.s (Frontier Forccb 


Col, f, ; 

A. Hamilton, c. j SS'*'” \AL-.onAN s Rifi.es (Frontier 

aSTii PdWAWS Kolatl , , o . 

Pnl Sir!) Benintf k i- a la , ( oj., Sir J. L. \ aairnail. o.r. B., (/. 

ffiiS., A^" K"’(£wii.lf A- A. . 7 . .lohnstoH.., c. 

35ra PuN'JAnlS .l/ooHita. 59 TU .SciNBE BiFi.p I Frontier Foree-, 

I Pediawar, 

Commit., C, W, 0 -Tiryen, l.c. i 7 

aSrji Punjabis Xowdient, A. pirnithi-r,^, c.n., 

Co?., O. L, Prendergast, in.ji. OxsTtPiiiN.'E of Wales's Own 'Pioni.kks, 

Cowmilt, ' I , . Secmuhu'ujtad. 

aioxH PuNJAWS TitUnndnr. Col.-ia-Chicf, ILK.H, Prince of 'Wales, 

Col, Sir A, J. F. Kci-.i. koj.b., m.p, | K.o., ( 7 . 

Comm'h!.,W. B, Mullins, c. 1 Cul, 0 . W. ('i<x. m.p. 

3ctTW Pu.vums 

Col, R. I>. OamiiboU, m.>j. i6aNr> Punjabis JieaoreR. 

Commit., F. Muspratt, l.c. 1 Cor.muJt, 

3*RT PrWAnis Xnv'duro. o3nn PALMAf'OTTAn Lk.iit Infantio, 

fW., H, B, B. Watkis c.b., m.g. I , . lidhu'if. 

Cotnymlt., \Y. A. B. lU-nnVH, c, , Cot, A. M'. L. Anderson, in.fi. 

3»ND Sikh Pro.vimu'-' Simla. Commdt . , 

?*(>!,, E, l>o Brath. c.b., in.;?. Cirii Pioneers Bt-ljaxm. 

Commit., II. R,. Bi.mdcr, c.it., e. 1 Vommdt., E. L. IIollo\v;iy, c. 

33tt» Punjabis hdAodpoi'c., 66 tu Punjabi.s ftidiinnm. 

Cd., J. T, Harris, tit.ij, 1 Cotrmdt., f». *T, Fitz^ir. Suady, Ir, 

Commit , Tl King. Gyrn Pux.i,ajiir MuCao. 

34TnStKH PioNEKij.s Sim'a.' Commit., A. W. Newbold, l.c. 

(ttMwrvuU . Ti Bovs-otiitiif iv.'a.o y fioTii PrN.iAUis Piiaha ivn r 


Commit. King. Gyrn Pux.i,ajiir MuCao. 

34TnStKH PioNEKij.s Sim'a.' Commit., A. W. Newbold, l.c. 

CWwvit., H. B, Bovrisliiiie, n.s.o., c. , 691’ n Pun. i .a bis .Penhiu'or. 

3STH Sikhs Ddhi. ' Commit., F, A. Hoghton. l.c. 

<*omm(lt, W, C. 'M. ’Wootbock. 73 n» Pusj.auis Banmclyore. 

36Ta Sikhs Baml Pindi. Commit., F. W. II. Cox. c. 

Vpl, J. Cook, C.B., ni.g. I Oaiinatio Tsi‘AN'ritY,vl?f?a?i)£/ffi7ad. 

Cmnmdl, C. E. JoluiKon, c. , (-«/., w. 0. M. Siricklimcl, m.(t. 

S Hookas Xoirgoim. Commit, H, J. Bremner, c. 

. Col, U.H. Sir Pratalj Singh, 74x11 Ptx,uJii.s Lnchnow. 

o.c.R.T., Maharajiih of diunmu lind ; Col. F. H. Tyrrell, If). 

Kashmir. i Commit., R. J. B. Brown, l.c. 

Commit., A. A. XI. WixidAvard, l.c. 715x11 OAKXATicIsFASTity.J'rfclujiojjol)/. 

SShM 1)00 II AS iJihorc, ; I 'ol , 

iMr., h. B. II. I). Canmhell, c.b., m.g. Omvndt., T. B. Hawks, l.c. 

OommiU., K. P. Bume, c. Tfirii Punmabis fltuida. 

; / . < 9 <w'rf ft A u jiwi f, iiiF/ ■t''* ' I Col,, H. S, . Elton'. Ht.g. 

»st "Batt ! hfinRdowne, Commdt, R. H. Dewing, 

Comma., R, IL Twigg, c. ' 79 tm C.A,nN,ATKi TNFANi'By,. 4 ??rHo(/al>a(j[. 

smd Iktt, Litmlowne. Coymndt,,!^ Jf. Andrews, l,c. 

CmmM., D. Xk Mocutta. l.e. 8 otu GAUKAtiu Infastuv PmifU. 

4ar« Pathanh ....Bern Ismuil Khan. Commdt, 0 , H; H. Hitehons, c. 

IS, »ifliflrid|c€, ^1, I S18T PiOHEsae. Bangalore. 

©. E. OrawforiJ, l-e. I €*. -E; Htnidtey. l.c. 

mtt DoGsiAS, .. ChvttjMH. , 9 ssHt) Pvvsmin Malakmid. 

CmmM., t. X, II, VyBich, l.c. ! 


Ssan XVAH.A.iA:tii\n Light lNr..-.N'’;RY, ‘ 

I Cannanore. i 

Cohnndt., J. C. Mk Eivk, l.c. j 

184TK PuxivBis Mniian. . 

j Commit,, H. St, (i, Thomas, P'. 

S6th Carnatic Inf.antrv, 

! Senmdemhad. 

i Col, V. ML IVilliamfi. l.g. 

Commit., W. C. H. Stirling, 

! 87TH Punjabis Jhaosl. 

Col, a J, Smith, Iff. 

! Commit, F. H. trancodc, c. ; 

88th Carnatic iNrANTuy, t>L Tlojrihi'.. 
j Motinf, ' . . i 

Commit. W. M. Dawes, e. I 

^Sgrii Pu.NJABis Metniolaff. ' 

Commit., C. V. Main waring, l.c. 1 

IgoTB Punjabis Pau-ioon. i 

i Col, V»\ O.sboni, la. 

; Comnvlf., C. R. Kcate. c. ; 

i 91ST Punjabis (Light Infancry , 

Medina. ? 

I Commit, A. H. Williams, l.c, \ 

'92Ni> PuNJ.ABis Bhamo. ' 

, Commit, C. J. ML Grant. FC. kc. ! 

93UI) Burma Infantry Manialai). 

, Commit., A. A. C4. Rainsford, ?.c. ; 

,94Tn Ru.ssrel’s Tnf.vntky ....Ctavia. 
Commit, R. G, Burton, Iff. < 

,9STH Ru.ssei.e's Int.vntky. •}<?)?. 

I Commit, F. V. M-hittall, e. ! 

'96'rii r.EUAR Infantry ..Socnnderahcii. 
Commit., O. £1. Miieil<!nald, r. , 

97ra Drtv.iN Inf.ilntry C-diriT.m. 

Commit., F. TI. Hardy, Ic. , 

93 th Infantry Coamdo. ' 

Commit., A. XV. Leonanl, c, 

99Tn Deccan' Tytiw^xr.^ ,...Singfi}iOi'e. , 
, Commit., (r. XV. S. Hawks, Ic. > 

lOlST CiKENAIHEHS .WlOlf. ; 

, Co/., \V. C, Black, m.ff. 

(Jommit., A. E. Searlc, a, 

' so2Ni> I Kino Einv .Aim’s Own; | 
1 Gren.uhers. Mhom. 

Cold.hChU-/., Tlr* King-Emper.o’. | 

Col., Sir S. <!c B. Edn-ardci', k.c.b., sL 
f.'ummit., R. XL Bet bam, l.c, 
i 1031U) XlAiHi.i’rrv Light Tne iSTr.-i , 
Br/ffamn. 

Col, F. D. XIanuer, m.f. 

Cohrmit., (J. do S. Tbj l.isle, ?,c, 

104TH \X'M.i,ESLi;.r<* Fni.ys.Hpicrahai. '> 
C«t.. \V. Bannevnian, c.b,, -7. i 

! t’o?.o.77nll., W. 0. XVrltoii, l.c. 
j 105x11 XI.vnu.iTTA Lsout Tnfastrv, 
i Hoof/ Koti K i 

' Col, Ji. A. Hunt, m.ff. 

Commit, H. 0. B. 3»ann, he, i 

ic6ni Haz.vka Pioneers OukUh. ! 

j Commit., C. XV. .TrcoIj, l.c. | 

! j;o7i'H Pioneers Jhnim. ' 

I Cohiiail, C. G, Curnegy, l.c. j 

lOSlLI iNFcNfRY /.Vcstl, ' 

^Commit, n. T. I). Hay, l.c. ' 

X09 TH Inf.cntry ..SauhtCroz. 

: Cut., f». IV. n.-iiis'on, )».;/. 

Commit., U. S. Hiinolgrovr, l.c. * 

I Horn XIahratta Light iNi'ANTRy, 

' Alnnedtucjar. i 

H.. fames, .!■/. : 

' Connadt., F. XV. ,1. Caulfiebl, c, ' 

iII2Tn I.NF.INTRY Kohal. 

Commit., E. H. JB'arti.gan. c. ' 

, rs3TH Im antuy 1 ' 

' { Col, I 

Commit,, F. ‘M. Reed, l.c. 

, IJ4TH XL'.iti: cttas P‘ 7'i,;c? 

, Col, F. 8. Iredell, l(>. 

Commit., 

ii6Tfi M.am.iTT.is p.aaluif. 

.CV/mndl., H, FL Xktul, l.c. ' i 

'IITTII XIahRaTT.I.S KiOaidae. 

Commit., G. XXL XL XX’hyte, c. 
lijgTU Infantry ,The MooixANliEcr.'s ' 
Biuiffdorc. 

■ Col, 

; Coynyndt. .X. E. /Xitken, c. 

X30 TH KaJEUTANI, InF.ANTRY, 

1 Dihrugarh, 

. Col.. XV. S. Hore, m.g. 

I Commit., G. XV, C. Knatchbull. l.c, 

. I31 ST Pioneers ipteUa. 

Cmmndt., L. M. Foster, l.c. 
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Indian Army IMt 

i22N!> \.T(’5'T IN v 1>!‘TY,, AkiiU'/ifihcid,'' Gutldia SiSgfilttcnts. 

Ci intitdt., ~s\\ <T. Jlatheivll, /.<*. , isT (PuiscE OF Wales’s Own) GrRKnA 

i33ui> OrTitAwS TtiiLFs, Ahinrthiaija ,'. , 

Sir *T. (tllt'H’i'*?, KA’.Ii., I C’y/.-'Wt-O/iJP/, tl-It.!!. A l^lCO of W 4.116!;?, 

i.'atUhult, W. S. Oi.-i;uiia,iji, u.s.o., c, ; 

!... , , iy y >, Uh„''U. , itaAlCL Ci. B. Lr.ng, /.<■. 

’ ‘i ' 2 J''l ^’'a« nhamumlo, 

Lu,rr.'>f., II A. V; Hatdi.c. 

Ts Itn’LEs j 2.,-j) {'^lya Eowap.o’s Own) OuitKiiA 

, 0 l i’v, I Hi KLEs BirOiooit Rifles), 

i, vLi'c’i’i-T iN Isr.^NTi'.'!, Tlie Kiiig'Empen.)!'. 

f n! , A. W. L, Hi'lv, c.ii , hUK ii-st iJatt. ..Dius/*. 

‘‘’ixtiiiu'}., a. .“S. r.r.‘t'.;o6, l.t\ ' Cnnnndt., J. Fisher, l.c. 

O-V') , .'',11*1 Hd t DeAj’O 

T ',-.- 'frl :{'l X h,ru' C'o/ij/Hf/.. L. W. Shakespear, c. 

. w .■: a! .'u.ViL-’u.,'.: 3 “" o»m 

4‘r.‘i7>' V 1 F -ivvl»‘' T. s (1 7 /' Gihkh.v RIcLKS. 

f .>,-4 i. lAHiL.. L.s.u., u Hutchinson, c.s.f.. 7.^. 

ir-3? rii */< tr.'tiL tiat ( .Almovd. 

; rni. Sir it. k.c fi., w.g. \ Cntnwdt, W. H. Savage, l.c. . 

^ 0. A. V,r<nnir-r-r, /./>. jai,,] [-...ff, L'-n^owne. 

‘ 7 V. T.-rsiH;". n.t'.i;.. I C’ommdf. D. 0. F. Maclnt.yre. c. 

C. n. r. Price i),-,.o.: c. i ^*^0 . . . . . . . Lalctvk. 

( (.ooij/twr., .A. {TKirit, 

, EjJi'i: iPaJ.Nvr. of Walf'^'s Own! i Stji GraK-n a Rifles. , 

! (Frontier Force). 

, Chi-f, H.ll.H. Prince cjf Waloj, Go?., E;',rl Roberts, FU^. K-O.. f.w.. 

■ h.t..,p, Datt Abhdtabiul 

'.•'vf.-. j* It. ScUc'ccy, c. I t.’t'oJJi'ot., A. I'i. O. Keiiioall, c. 


5^9 

1 Slid }Sutr Ahhotiabad. 

; Commdt., J. .\l. Stev/.art. a-u.c., c . 

' 6rn {tn.’ii.HA Riflfs. 

’ Cob. J. ?. ShoritF, CIL, /.f7. , 

' isfc Ikitt ■ihhottabad. 

' rWcindb, ,1. R. Chattorlon. ^ , 

Slid Riitt AhboUaMd. 

Vonmult., ('. M. <.'ra\vford, l.c. 

; 7 TU Gupkh V Kifles 

f'nl., ViHComit ivilchotu-v, o.c.B., OM., 

istlLtt Quetta. 

Vonnndt., 0. R. How, l.c. 

and ]la<t Quetta. 

Coittmdi., ]S'. (h Woodyat, l.c. 

Sfit OruKiiA RirLKs. 

VdL, i>. Robertson, in.g. 

tst iiatt Shillong. 

Cotnmflf., F. 31 array, n.s.o., l.c. 

anti Batt Lau^doivnc. 

(’<>K, If. M. Evans, c.n., g. 

Cm. mid f.. V. H. Olay, l.c 
I oxa OrcKii.'i Rin.ns. 

' CW., Sir 'it. Hufl', li.c.H., Ig. 

ist Ratt DehraDiiv. 

Cmcnndt., E. E. Oounev, he. 

I end r.ai t Dchca. Hurt. 

‘ Vomiiidt., C. Y. Orommelin, c. 
i xoTii Gi’Kmia Rin.r.s. 

ist Eatt Magmyo. 

I Voivt.idf., A, I{<'ncg.an, u.s.o, 

and Rat t Ahnora. 

O'.iiiidlL. 0. ii. O. (.'oluinl.'. 


yi',- n.s., Sir 0 . ik^infui'd, K.c.i.n.,' 

! 1 .n. ; 15 . il{uniiti>n,f.'.r,.,M.i). : E.fl. j 

Ikni'OP, .M.iL ; li. W. Stevcnfion. | 
, <"<eo.or!N, IT. K. YicKny, c. n, : R. 

* Alaci'ac, M.ii. ; R. D. Dlarray, n.a. ; 


mmA'N MEBIOAL SEEVICE. 

C. II. Beatson, c.n. ; T. E. L. Bate,' 
tM.E. ; P. A. Weir, si.h. ; W. tl. 
King, C.I.E., M.n. ; W. O’Hara 
I). tirencli-Mnllen, m.d. ; 3 \'. A. ; 
Qiiayle, m.i>. ; H. St, t'. t 'anaithens ; 


A. M. Crofts, c.i.E, ; C. F. V/'illis, 
M.n.; W. A. Corliery; E, W. S.. : 
Lyons!, II. il; R. N. CainpbeP, 

(•.i.F., M.B, t 


STRENGTH OF EI'KOFF.AX ANIJ XATIY^E AE-MIE.S TX BRITISH' IXDIA 
(exclusive of Native Artificers and Follov.-ers). 


Iifsporial Service Troops (Native).. 

‘ Native lieservlsts 

; Volunteers (Efficients) 


' Bril ish .Army : 

i Royal. Aniilery .. 

; €avalr.v 

'Rvsyal En.'-tinees's .. 

i iifantry 

1 lucllan .Ariay, Ac. 


-Tndiau Army: 

Artillery 

Cavalry 

Sappers, Difinttrs, &c. . 
Infantry 


Northern 

Army. 

SojRiieru 
Army. , 

Total, 

7 . 5^4 

3;768 

S 03 . , ! 

30,010 

64 

8,290 

1,884 

■ ■ 

a 3 » 79 a , 

66 

34 A 43 

xs,834 

5,652 

. 3x3 

B 3 .^oz 

130 

41,608 

75 ; 731 

Briti.sh. 

Natives. 

6 , 772 :' 

10,469 

1,868 

66,080 

Biitisli. 1 Natives. 

*0.,! 3,939! 

, 360 ! 14,182. j 

aos 1 3,190 i 

937 ! 55 4^1 • 

British. 

Natives. 

54 

265 

73 

X ,142 

, 64 

1 625 

278 
2,079 

xo,7ii 

24,651 

5,058 

X2i,S4x 

3 c,S 34 

83,189 

r,5ta , 76,772 i 

31046 

x6x,96x 

8 .SS 3 

ii,95x 

20,504 

■■ 30,204: 

j ■ 14,24a 

! 34i446 

* 3,753 

: 16.974 

i 3 a. 7 a 7 
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:mlaU<ms of the separate pfovinoe^ 
ttorj; paly. The populatiom are 


TJm Indian Empire — ■Proimces. 


PKO-TINCIAL GOYERNMENTS AND ADMINISTRATIONS.’^ 


(*) MADRAS (area, 141,726 sq. miles; pop, 
^,2 c^, 436) was the most important of the three 
Presidencies before Clive’s conquest of Bengal, 
but it was small in extent until the annexation 
of the Carnatic in i8ox. With a coast-line of 
1,730 miles the province has no good natural 
harbour, though an artificial harbour has been 
constructed at Madras at great expense. The 
province is not naturally fertile, but irrigation 
t sj'stems in the river deltas have enonnously in- 
creased the produce of the soil, and have yielded 
{ a large profit to the State. Rice, millet, and 
] other food-grains, oilseeds, cotton, indigo, spices, 
j tobacco, tea, &c. , are cultivated. Manganese ore 
i is mined and exported. Madras is served by the 
. South Indian and by the Madras and Southern 
: Mahratta Railways, the latter connecting it with 
’ Bengal on the north and Bombay on the west. 

' Tim people are chiefly Hindus. Many natives of 
1 Madras Presidency emigrate to Burma and Cey- 
i ion, some only temporarily. There are over one 
I million native Chnstians, mainly Roman Cath- 
i olics. The languages principally spohen are 
; Tamil and Teiugu. The Governor of ifadras is 
I assisted by an Executive Council, which will in 
1 future consist of foiu* members. The Legislative 
1 Council, from 1910, will consist of 48 members, 
i partly nominated and partly elected according 
i to regulations made under the Indian Councils 
} Act, 1909. Madura (105,984! and Triehinoj^oly 
(xo4,72%), famous for their Hindu temples, arc 
j the chief cities after the capital. 

1 Chief City, Madras. Population, 509,346. 
Oovmior, IX. E. the Hon. Bir Arthur Lawley, 

' ac.LE., K.o.M.G. (March, s^) PtS. 10,000 

Prn. Sea.i A. Y. G. Campbell Ks. 1,500 

MlUUiry Sec., Major A. A. Duff, 3rd Gordon 

Highlanders Ks. x,ooo 

Aide 8 <le-Campt Capt. G. ileseltine.dth Dragoon 
Guards; It. The Hon. C. A. .T. Annesley, 
Oxford L.I. 

Native Aide-de’CumT-, Ri.snMar Hari Singh. 
Med. Officer^ Capt. P. P. Eiwes, I. 3 I.S. Rs. x,ooo 
COUNCIIi OF THE GOVEUNOU. 

Hons. Sir G. S. Forbes, K.c.g.i., and Murray 

Hammiek, c.S,T., C.i.E each Rs. 5,333 

BECIIETAKIE.S TO GOVERNMENT. 

CMef See... Bir W. S. Meyer, K. C.I.E Rs. 3,750 

Revenue Dept, Sec.^ A. G. Cardew Bs. 3,125 

Locals Munkipal, (tc,. See., U. D. Taj lor Xls. 2,500 
Public Wavkft Secs., F. d. Wilsou(ils, 2,750); C. 
A. Smith (Iri'igation, Rs. 2,500) ; F. D. Fowler, 

(Railways) Rs. 2,00c 

Beard of Revenue, J. K, Atkinson, C.s.t. (Rs. 
3,7So) ; C, J. Weir (Rs, 3,500) ; A. E, C. Stuart 
(Rs, 3,000) ; J. Twigg Us. 3,000 

High CotiUT of Jumcatere. 

Chuf Justice, The Hon. Sir Chas. A. White, Kt. 

Rs.5,000 

Judges, Hons, Sir R. S, Benson ; I, E. P. Wallis ; 
L. C. l^riller; J. H. Munro; C. Sankaran Nair, 
C.I.E, ; Abdur Rahim ; V. Krishuaswami Aiyar 
Rs. 4,000 

BOMBAY,--The Island of BOMBAY was 
of the dowry of the Infanta of Portugal 
(166a), and was made over by Charles H, to the 
East India Compan y in x668. The greater part of 


the present territory was obtained by annexations 
from the Mahrattas, and by the lapse of the 
Satara State. Sind was conquered in 1843. 
The province (including SiM, but not Aden 
and Perini, which are also attached to it) con- 
tains 122,984 square miles (nearly equal in size to 
Prussia), with a population of x8, 515, 587 ; it is 
1,050 miles in length. Eastern Sind is desert. 
The administration of Sind (which occupies about 
two-fifths of the Presidency) is in some respects 
separate. About 77 per cent, of the people of 
the Presidency are Hindu.s, and «o per cent. 
Muhammadans. The Pai-sis, who are very 
prominent in trade, are mainly found in Bombay. 
The people have suffered greatly from i>lagii0 
and drought in recent years. Marathi, Gujarati. 

I Sindhi, and Kanare.se are the principal languages. 

! IMillet and other food-grmns and oilseeds ' art- 
^ cultivated. Cotton is largely produced fur ex- 
j port and for manufacture in the constantly ex- 
tending cotton-mills of Bombay and Ahmedabad. 
The chief railway syst ems are the Bombay, Bai-od a 
and Central India with the lines worked by it to 
! the north, and the Great Indian Peuinsnla 
: (now combined with the Indian Midland sy.stem! 
j eastwards ; .south-eastwards is the Madras and 
; Boutliern Alahratta system ; while Karachi (Sind) 
j is the port for the extensive North-Western Rail- 
1 way system. The Governor will in future have 
! an Executive Council of four members, while the 
i Legislative Council will comprise 48 members, 

I ])artly nominated and partly elected. Ahme* 

' dabad ('x8s,889), Poona (153,320), Surat (xxg, 306), 

: and Karachi (1x6,663!, the capital and chief port 
. of Sind, are important cities. For Aden and 
i Periin, see p. 524. 

j Chief City. B.' uni lay. P* >pu]ation, 977,822 ( sgos ). 

, Governor. H.E. the Hon. Col. Sir G. B. Clarke, 

j a.c.r.E., G.c.M.G. (Oct, 1907) Rs. xo,ooo 

Private Sec.. V. Wat.soii Rs. 1,500 

1 Military See,, Cupt. J. G. Greig, 121st Pioneers 

j Rs. Sjooo 

Ai.des-dePamp. Capt. E. G. Di'ummond, 4th 
I Goorkha Rifles ; Capt. G. A. Sullivan, xst 
! Oxfordshire li.i. 

1 A« ti ?v! A . D. C . , R isaldar Bhagavaii Singh. 

, Medical f’apt.'r.O.LucaSjR.A.M.c. Rs. 1,000 

! Council op the Governor. 

i llous. .T. Mb F. Muir Mackenzie, ,J. L. 

Jenkims, c.S.I each Rs. 5,333 

Becretarihs to Government. 

C 7 /ief See., Revenue, Financial, and Separate 

Ikpts., E. A. Lamb, e.s.I., o.i.E Rs. 3,750 

Political, Judicial, Legirlatit'c, dr., See., J. If. 

j Du Boulay, C.I.E Rs. 3,125 

GeiiaraJ .Marine, d‘€. , Sec.. 'R.H.'EnthoMin, Rs. 2,500 
PuUicAVorksSecs.,Vi'. T.. Cameron, O.si. I. (Rs. 2,750) 

and A. Hill, C.i.E Rs. 2,500 

I Com mr. in Sind, A. D. Youngbnsband...Rs. 3,750 
I Revenue Conmrs,, R. P. Barrow; M. C. Gibb; 

j W. T. Morison each Rs. 3,500 

j Commr. of Customs, W. W. Diw Rs, 3,500 

I Hioh Court op .Tuwoature. 

1 Chief Justice, The Hon. Sir Basil Scott, Kt. 
j Rs. 5,000 

! Jmlye,s% Hon.s. L. P. Ru-ssell ; Karayan Gane.sh 
j Chandavarkar ; S. L. Batchelor ; D. I). Davar ; 
I F, C. 0 . Beaman ; .T. J. Heaton... each Rs. 4,000 
; Judicial Conimr. in Sind (Karachi), A. Lucas 
j ^ ^ Rs. 4,000 

1 Additional ditto, R. Knight Rs. 2,750 
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i (3) BENGAL (reconstituted area, xx5,8x9 SQ. 

, niilei ; pop. 50,722,067) was placed under a 
: Lieutenant-Governor in 1854. Xlie old Bengal 
Presidency included practically all Northeiai and 
<.’entral India, but the present province comprises 
i part of Bengal proper, Behar, Orissa, and Ghota 
N'agpur. Fifteen districts of Eastern Bengal were 
detached from the province in 1905 and combined 
with Assam, while one district from the Central 
Provinces was added to Bengal. Bengal occu- 
! pies the Ganges Valley eastward of Benares, 
and extends from the Himalayas to the mouth 
; of the MahaiiiKidy. Only 5 per cent, of the 
r)opulation live in towns. Nearly 78 per cent. 

« )f the population consists of Hindus. The priiici- 
TKil languages are Bejigali, Hindi, and Eihari. For 
the most part the province is a great alluvial 
! plain, i>roducing rice, and is the most populous 
; and productive In ail British India. Orissa and 
Chota Nagpur are ill-watered and liable to 
drought. The chief products of the province, 

: l.>esid€-s rice, are opium, indigo, oilseeds, sugar, 

! tobacco, silk, tea, and Jute. In the hills border- 
ing the great plain coal measures, yielding the 
; greater part of India’s coal output, are worked. 

; The East Indian Eaihvay is the great artery of 
; the Ganges Talley. The Eastern Bengal Eail- 
; way, running N. from Calcutta, is also impor- 1 
i tant. Other e.xtensive systems are the Bengal 
and North-Western in the north and the Bengal- 
1 Nagpur in the south. The Lieutenant-Governor, 

I under the Indian CouikuIs Act, will be assisted 
I by a Legislative Council of 51 merabcrs, 

'■ partly nominated and partly elected. Impor- 
' tant cities are Patna (134,785) and Howrah 
I (T57>S9fl). jute-inanufacturing centre 

j adjoining Calcutta, 

i Chief Citt, Calcutta, Pop, , including subuihs 
j and Howrah, 1,106,738. 

: Lieutmant-Garermn% Tlie Hon. Sir E. N. Baker, 

! K. as. L (N ov. , 19^) Rs. 8,333 

; Private Secy,, Capt. C. J. L. Allanson, 6 th 

! Goorkha Rifles.... ...Rs. 750 

I AideB‘de-Ca'mp, Lt. E. C. B. B’illiams, 35th 
I Sikhs, and Lt. J. S. Dallas, 6th Goorkha Rifles. 

i SECJiKTARTES TO GoVEKNMEXT. 

; adefSe-v., F. W. Duke Rs. 3,333 

: Jud. and Gen. Sec.^ J, G. Ouniming .Rs. 2,750 

; Fin. and Mvnk. Sec.. H. Wheeler Rs. 2,750 

\ Public FForAra Sees. (Irriy., Hub., and Marine) 
j T. Butler (Rs. 2,500), and (Bldas. and Hoads), 

A. S. Thonnson .Rs. 2,750 

i Board of Revenue, F. A. Slacke, o.s.l ; W. C. Mac- 
j pherson, c.s.r each Rs. 3,750 

■ High Court of .rurncATuiiE. 

, C/ne/ Justice, The Hon. Sir L, H. Jenkins, Ivt., 

j K.C.I.E R.S. 6,000 

! P'uiB 7 ie J udgeB, Hons. R. Harrington ; C. M. W. 

J Brett, c,s.l. ; H. L. Stephen ; J. G. Woodroffe ; 

Dr. A. Mukliarji, C.S.I. ; C. P. Caspersz ; H. 

; Holrnwood ; C. W. Chitty ; E. E. Fletcher ; 
t Saiyid Sharf-ud-din ; H. R. H. Co.ve ; H. W. C. 
j Camduff, c.I.E. ; L. M. Das ; D. Chatarji 
j each Rs. 4,000 

; (4) eastern BENGAL AND ASSAM (recon- 

stituted area, 206, 130 sq. miles ; pop. 30,962,459). 

I In 1005 this province was fonned Ijy the addition 
to Assam of 25 districts of Bengal, and w^as 
; placed under a Lieutenant-Governor, with a 
i Legislative Council. Hnder the Indian Councils 
i Act this Council wdll have 43 members, partly 
elected, partly nominated. Assam had been 
; constituted a separate administration in 2874, 


out of certain Bengal distriess, most of which 
had l3een ceded by Burma in 1825. The High 
Court for the province is that of Calcutta.. 
Much of the transfciTed portion of Bengal 
belongs to the great Gangetic plain. A range , 
of mountams divides Assam into the Sumia 
and Brahmaputra valleys, of which the chief 
towns are Gauhati and Sylhet respectively. Tnc- 
forest area is very large. The rainfall is abun- 
I dant and well distributed. Rice, tea, jute, wheat,.. 

I oilseeds, sugar, and tobacco are cultivated. 

I About 58 per cent, of the people are Muhatu* 

‘ madans, and 37 per cent. Hindus. Large towns- 
are few. There is a great variety of languages- 1 , 
Bengali and Assamese being the principal. The- 
Assam-Bengal and Easteni Bengal Railways 
traverse the province, and the former terminates ; 
at the growing port of Chittagong. Tire census ; 
of 2901 showed that As.sam contained 775,844 irn- : 
migrants from other parts of India, mostly i 
coolies for tea-gardens. ;; 

Chief Citt, Dacca. Population, 90,542. i: 
LieatenanPGovcrnor, The Hon. Sir Lancelot 
Hare, K.c.s.i., G.I.E. (Aug., 2906) ...Rs. 8,333. !' 

Pte.Sec., Capt.L.E.Dening, ssrdLt.Cav. Rs, 750* i 
Capt. J.C.Pearse, 4th Cav. Rs. 530- 

Chief Sec., H. Le IVlesurier, C.I.E Rs. 3,000- : 

Fin. and Munic. Sec., L. J. Kershaw ...Rs. 2,250 ■ 
Judicial and Gen. See., II. B. Hughes- Buller, 

C.I.E Rs. 2,800 i 

Public Works Sec., W. B. Gwyther. Rs. 2,500- ii 

Board of He venue, P. G. Meiitus, C.I.E. ; P. C. t 
Lyon, C.S.I each Rs. 3,500 f, 

(5) The HNITED PROVINCES of AGRA and jj 
OUDH, called “North-Western Provinces and f 
Oudh ” until 2902 (area, 207,164 sq. miles ; pop. ( 
47,692,782), fonn the upper part of the great 1 
Ganges plain to the W. of Bengal, lying between * 
the Himalayas and the hilly border of the central ^ 
plateau. In population they come next to Ben* ■= 
gal. Originally these provinces (excluding Oudh) l! 
fonned part of the Bengal Presidency, bat m J 
2835 a separate administration was formed under I 
a Lieut eiiant-Govenior. Ounn was annexed in ( 
2856 and placed under a (.Tiief Commissioner, i 
After 2877 the two admini.'-itrations were com* ! 
bined. The chief staple is wheat, while rice, j; 
barley, pulse, tobacco, millet, cotton, sugar, and 
oilseeds are widely cultivated. About 8$ per ! 
cent, of the population are Hindus and 24 i)cr 1 
cent. Muhammadans. Hindi and Biliari are tlie | 
chief tongues. The province is served by the- ■! 
East Indian, Oudh and Rohilkhand, and Rohil* I 
khand and Kumaon Raihvays. In 1887 a Legis- • 
lative Council was established. Under theindian -■ 
Councils Act it will consist of 49 member.s,. ; 
partly nominated, partly elected. Among the- ! 
important cities may be named the ancient eity | 
of Agra (288,022), containing the Taj Mahal and 1 
other gi*eat works of architecture, the sacred | 
Hindu city of Benares (209,331), the great manu- [ 
facturing centre, Cawnpore (297,170), and Meerut 
<218,129). 1; 

Chief City (Agra), Allahabad. Pop. 272,032. t 
„ (Oudh), Lucknow. Pop. 264,049. S 
Ziieutenant-Govermr, The Hon. Bir J. P. Hewett, I 
K.O.S.I., c.I.E, (Jan,, 2907) Rs. 8,333 ! 

Priv. Sec. i Maj. R. F. C. Gordon, ssth Lrs.Rs.99s !; 

Aide-de-CamPf lient. R. Y. Pollok, isth 1 

Hussars Rs. 530 ! 

Chief Sec. to Govt., J. M. Holms, c.s.L...Rs. 3,000 ! 

Fiiw/mial Sec., J. W. Hose Rs. 2,250 ! 

Judicial Sec, , F. E. Taylor Rs. 2,250 | 
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pHhUc Woi'Li ,SV,‘S.. (/?//§., (tvj.; e. E. V. Goimient 
z.75o\ and {h'n<ju.)^. F. McLeod Ks. 2,500 
liuanl uf L.' A. S. Porter, C.S.T., and 

D,C. BaiPie each 3,500 

RIOH ToURT of Ji:D 1T'ATCRT5 (for ACtRA only). 
it,u*f The Hon. ,Sir,To}iii Stanley, Kt. 

Rs. 5,000 

piunv^. Jtnhii:>^, Hon^i. Sir G. E. Knox, Kt. ; 
rraniada Charaii BanarJI ; TI. G. Richards ; 
Siiiyid Karainat Iln.sain; H. D. Gritfin ; AV. 

■ Tsidhall each Rs. 4,000 


J f-ifldnlCom ,n /.of 0</,f//nT’I.M.D.ChairiierR.s.3,5oo 

Add. do., L. G. Evaiis Rs. 3,333 

z;>d Add. do. (vacant). 


(ft) The FT'A.TAB (.area. 97,209 sfi. inile.=; ; pop. 1 
20.-330,339) occnpic.s the N.W. angle of the great 
no'rthevu plain of India, and derives its name 
from the “ Five Rivers” which, descending from 
, tile Himalayas, traver.se the plain and unite in 
the Indus." It xvas annexed in 1849, and up 
to* SB53 was under a ik>ard of Administration. 
This Board was then .superseded l»y a Chief Coni- 
mij'sioner, u ho wars made Lieutenant-Governor in 
1859, when alj'O the Delhi Dlvisitni vas transferred 
, to the Punjaii from the North-West Provinces. 

. 'I'he Punjaii is nminly agricnltnral, and, owing 
to the scanty raiufali, riepenus largely for its 
harvests on viist irrigation eai.als,-\vhicli are still 
‘ being largely extemlcd, and are highly remime- 
' rativc. The principal crops are wheat, millet, 
barley, maize, pulse, oilseeds, sugar, and cotton. 

, The Punjab po.sse.s.ses rich deposits of rock-salt, 
which, with wheat and other grains ami cotton. 

: h-mn the pTinciiial exports. AVood is scarce. 

‘ Aiore than half tiie pu]niiation are M'diamnno 
' dans, and more than a third are Hindus. Df 
' the former, the PaUiah.s .are found chielly in tlie 
north-wc.stern hill district'?. The Sikhs nnndter 
; nvei 2,100,000 in the Pnnjali and Pinijal/ Slate'', 
to which they are mainly contiiicd. Punjabi ami 
H^mdi are the chief laugnages. I'lie various 
. branches of the Norili-\A'esicrn Railway serve 
' the Punjab. In 1S97 a Legislative Conncii was 
' cop'diituted, which, under tin; Indian Councils 
' Act, will con.sist <>f 27 members, partly mnui- 
, iv.ikahpJ^Gly oltM'teti. The ancient imperiul city 
of Delhi, with 208,575 inhabitant.?:, is the largest 
' city ; while Amritsar, the sacred city of the 
; SikhS; has ^62,429 peoide. 

CiiY, Lahore. Population, 202,954. 

Ld Hon. Sir L'nii.s\t . 

fc-.C.T.l't. r.s'.T. (May, X90S) ..Ks. 8,333 

, / u\ .Vr •. .c A.D.C., Major E. C. B.iyley Its. 991 

A.U.C., Ga[,t. J. r. Pvu.s.'^dl It-^. 624 

, Ch((fHe<‘, tuGort.. E. l>. Aiaciagan 11s. 3.000 

P(>hiic Wtii’kf^ {Irrdfii.) ,L AlulUdy 

fEs. 2,750) : and koad-d) T. J. Fari'ant 

‘ -Hs. 2,500 

d. Wilson, k r.s.r. Es. 3,500 
' Ctfuimr,. A. 11. Diack, C.V.O. Es. 2,750 

Ohikf Oocrt. 

^ CAoV Judfji\ Sir A. H. B. Reid, Kt Es. 4.000 

1 ./cdf/e.s*, F. A, Robertrson ; A. Kensington ; 1>. C. 

; Johnstone ; H. A, B. Eattigan ...each Es, 3,500 


Bengal, Afadras, and China. Tcnasscrim and •' 
Aracan v/erc annexed after the first Burmese war j 
in 1826, Pcgii after the second vvar in 1852, and ! 
Cpper Burma and the Blian Slates after the third j 
w'ar in 1885. d’he Shan States are admini.stered | 
by local sawbwa.?:, or chiefs, under the super- 
intendence of a political olficor. The province is ' 
thinly peojded; but, owing to remarkable })ros- 
perity, the population is raj»i<lly increasing. 
The inliarntants— of tlie common Indo-Ciunesc ' 
stock -belong to nnmerons tribes, who are di.s- 
tinguisbed by a variety of iiuinner.«, language.s, 
and religions. Al)ont75per cent, speak Burmese. 
Buddhism, now aimo.st confined to Burma, i.s 
the religion of nearly 90 per cent, of tiie people. 
The Burmese are much belter educatcil than the ' 


) natives of India proper, educatUm being con- 
1 ducted by Buddhist monks. The delta eountrv ' 


j of Low'd’ Bui’ina is fiat. Iml above Prome there ' 
I i.s uidaiid, billy country. Rice, the main product j 


of 11m delta region, is largely milled at Rangoon i 
and exported. The la-ineipal export after riee i.s ' 
teak, w'liich comes from the extensive forests 
of Burma and tiie Shan States, and overland 
from Siam. Burma is fairly rich in mineral.-?:, 
e.si«ecially itetrolenm, rubies, and jadestone ; gold 
and silver are also known to exist. The Irra- 
waddy ami its chief tvilmtarics, the Chiiidwin, the 
Shweli, and the Alyitnge, ft>rni important "water- 
ways. The main stream is navigable beyond 
J Bhamo, 900 miles from its mouth, and caTTie.s 
I much traliie. There are considerable exports by 
I land toAVestern China, The Burma Railway has 
! I’eached Myitkina (iii the T-pper Irrawaddy, while 
' a bramdi ha.s been built to the Shan State.s, 

! whirl* lie ill the Sahvin ])a;iin. d'ho Lieut^uaiit- 
' Governor of Ihirma ha.s a Legislative Council, 

[ vhicli. nmler the Indian Councils Act, will con- 
’ sLst <.*! i3 memlH-r??, partly nominated, partly 
. c!ect«;d. Tiic prest-nt capital, ll-uiguon, is fast 
I incivasiug in ](!»p'.dati*>n "owing in commercial 
I iw-i.-^iiciity, while ilie (fid native caiiital, Manda- 
( lay, tend.'i to dcsdine. 


i WBI’KMA is bounded by Ciiina, French 
, I l!i»j0-Ghina, ami Siam oti the east, by the pro- 
1 vinee of Eastern Bengal and Assault on the north, 
' and by the Bjiy of Bengal. It is the largest 


Cinr.r city, Lowkr Berma, Rangoon. 

Poi\ 234,881. 

CiilF.F City, I'p. IMTcVIA, Afandalay. Pop. 183,816. 
TJevJena nt-0 orernin'. 1 ’he Ihm. Sir H. Tiiirkell 

AVhite, K.c.i.F. (Alay, 1905) R«. 8,333 

Priratr S'ce., 0 . S. Peiineli ,%Rs. S33 

Aid/'di'-P'Jini), Lt. E, L, Caldecott, R.A. 

Citnf W. F. Rice Rs. 3,000 

Jiin'/uvp SVr., G. F. Arnold E.s. t,8co 

Puhllc h'oy’/.v (SVc.v. , (L G. AVhite (Rs. 2,750) and 

0 . C. Lees R,!:?. 2.500 

Flnaitiddl Couunitii^lonpr, 11 . P. Todd-Naylor, 

C'..g.T., c.r.E. (<df(f.) E.S. 3,250 

S/tflfinfmt Confnr.. 11 . AT. S. Alathow.s...Es. 2,750 

tSnpf. «{• Polifk'.al 0 /r., ,s'. Gknn AVatc.-;, Hir J. G, 

Scott, K.n.LR R:i. 2.250 

Chief CourtT of Lower Burvia. 

Chief Ji>djn\ The Hon. SirC. E. Fox, Kt.E.s. 4,000 
Judij/x, Hon.«. A. AT. B. Irwin, C.s.l. ; II.’ B. 
Hartnoll; E. each Rs. 3,500 

Jndlchil Com / nU-y loner {Vppe/ Punna), G. AV. 
vBhav, c.s.r Es. 3,500 


i province of the Indian Emjiire, having a total 

1 fiirsia fsf with * tWknnIdtPm nf 


amt txf *36,738 sq. miie.4, with & population of 
TOose figures include the shair States 
■,'%m Hills. Alatif immigrants come "from 


! (8) a’he CENTRAL PEOAHNCEB and BEEAE 

: (reconstitute*! area, excluding Berar, given 
! below, 82,635 sq. miles; pop. 9,237,654). The 
‘ Centra) .Provinces were formed in 5:86x out 
j of territory taken from the North- AVest Pro- 
! Vinces and Aladras, Init originally belonging 
’ to the Alahratta Kingdiun of Nagpur. One 
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, (listncb was (Ictadu^d aiifl adde*! to Btngal 
i» xgtos- I’hc country is hilly and forest-clad, 
auii contains a largo population of alxjnginal 
irilK's. A great deal of ilio waste land is covered 
with jungle. 1’iie people are mostly Hindus, and 
they apeak mainly Hindi and Marathi. Much 
haa')x-en done hy constructing roads and railways 
(belonging to the Indian ^Midland and Great In- 
dian Peninsula and the Bengal -Nagpur systems) 
to open up the coiuitry, which pi.>s,sesses coal- 
' lields and manganese ore, and is an imporhint 
producer of r5<-,e, wheat, millet, pulse, oilseeds, 
and cotton. 'S'liere are cotton mills at Xagiuir. 

Since ast October, 190a, 1-5EHAR has been 
amalgamated with the Central Provinces. Berar 
, (area, X7, 710 sq. miles; p(»p. 2,734,016), which 
lies Lo tlic north of Ilyderahad, was placed in 
our hands Iw the 'Nizam in 1853, payment of 
arrears, and its revenues were charged with the 
■ future cost of the Hydera'oad Contingent. In 
1902 Berar was leased in perpetuity to the 
' Govenimeut of India on ]«iyinent of £167,000 a 
year to the Nizarn, who thus obtains an assured 
insteail of a tiuctuatiug iiux'uue therefrom, 
Berar is ]aiivly agricultural. It is very fertile, 
and yields the finest cotton in India, besides 
millet, oilseeds, etc. The chief language is 
'Marathi, and most of the people are Hindus. 

There is no Legislative Council for the Central 
■provinces and Berar, and ail legislation is done 
’ by the Governor-General’s Council. 

Chief City, Nagjuir. Population, 127,734. 

CEMTKAI. Pl’.oMNCES. 

Chit’/ Cihiiuiii^nioner, The il-m. Mr, E. H, Crad- 
dock, G.s.i. (March, 1907) Es. 5,166 

CfhuifSec. Cml DapL , B. P.Standen, C.I. E. , Rs.2,2So 
! PuHiii Works iSVe., J. B. Jkwenthorpe ...Es. 2,750 
Jmlidnl Oomtnr.yHy, l>rakc-Brocknian,Es.3,5oo 

i)Q. (xsf adtU,), J, K. Butten Es. 3,000 

Do. (ziid adfU.), H. J, Stauyon, O.I.E. ...Es. 2,750 
Fimnd'il Cuuitnr., M. W, Kox-Strangvvays, 

PvH. 3,500 

Beeae. 

CiJin.tnr,, F. G, Sly Es. 2,750 

(9) Tile NoUTH-WEST FllOXTIER FEOMNCE 
pirea, x6,466;'!«{. miles; ptqt, 2,125,480) was con- 
stituted on November 9, 1901, by the transfer 
from the Puujai) of portiiuis of the district of 
Hazara, and the 'rrans-Tndus distrlets ot Pesha- 
war, Koiiat, Banna, and Hera Ismail Khan, 
and }iy the addition of the following Political 
e'iiarges -Ku rr;ini, Maiakand (Bir, Swat, and 
Chitral), Khaihar, d’orhi, Gomul, and Sliirani. 
'rhe officer iii chargtds directly respoirsiblc to the 
Govenuuent of India, d im peojile are chielly 
Muliummmians. The province produces wheat, 
barley and other grains, oilseeds, cotton, d'c. 
It has a considerable trade w itii Afghanistan. 

CHIEF CiTV, Peshawar. Pupulath)!!, 95,147. 
A-jrnf. io thn (Povrnor-Grur'rdl and Chief Commis- 
. .v/uucr. The Hull, Lt.-Col. Sir G. 0. EousKeppel, 

K.C.I.K Es. 4,000 

Judidtd Cenn.ttr., C. B. K. 'Bimhury Es. 2,750 

Revenue Cvnonr., k. L. P. Tucker, C.I. E.Es. 2,750 

(10) A.f.MEK-'MEuwhVKA (area. 2,711 .sq. miles ; 
pop. 476,912), ceded in i8i8, lie.s within Eajputaim. 
The Gove»“mtr-Geneiurs Agent in EaJiuitaua is 
e-x ojicio Chief c’ommissiimer of Ajmer-Merwara 
and the chief executive and judicial authority. 

Chief City, Ajmer. Pi>pulation, 73,839. 
Chief Com inis.s'ioner, E. G. Colvin, 0.S.L Ks. 4,250 
Commr.. Lt.-Col. W. C. E. Stratton Es. 2,250 


(ix) COORG (area, 1,582 sq. miles ; pop. 180,^7),. j 
annexed in 1S34. The Eesident at Mysore : 
is ex officio Chief Commissioner and the chki - 
executive and judicial authority, 

Chk\f Cotmnissioner, The lion. Mr. S. M. Eia.'^frr, 

c.i.E. B3. 4,000) 

ConiniT. L. T. Harris B*;. 1,950 

(x2) British Baiathistax (area, 43,804 .yt | 
ms. ; pop. 308,246) was constituted a .separate j 
administration in 1S88, under the Governor- 1' 
i GeneraTss Agent in Baluchistan, who ako eon- ; 
j trols the affairs of the re.st of Baluchistan,.) 
i including the native states of Kalat and Las : 
j Bela, up to the Persian frontier. T’lie distiichs ; 

I it compilses (namely, the Assigned Idstricia of ! 

I Bibi,Pmhin,Thal-Chotia]i, Quetta, Xitshki, ZLoh, , 

I Chagai, Xaairabad, Jind the Bolan) wei e acquired ‘ 

I partly from Afghanistan by the treaty of Gun- 
i damuk (1879), partly from the Iviiau of Kahd 
i by arrangement. Bahiclnstan consi.sts largely 
! of mountains and sand}' desert.s, and is sparsely 
! xmpulatcd. About 44 p(U’ cent, of the people lead 
: a pastoral, nomad life. In religion they areSuiHii 
j iluhamniadans. The Afghan -Baluch frouti'.-r 
i was demarcated in 1896 -7. To (‘luiman^ on tins 
i frontier, a railway runs tlirough Bahichistaii rm 
I Quetta. A uetv trade-route between India and 
; Seistan, in Pensia, rid Nusbki, in northern Bain- 1 
! ehistan, 3vaR opened in 1896. A railway rtius ' 
i from Quetta to iNbi.sliki. The Khan of KaL^t 
; is the head of a ioose confederacy, and is , 
amenable in all important matters to the , 

I Guvernur-Genevar.s Agent. He receives about : 

:^n,ooo per annum for fpiit-routs .and .subsidy, , 

' British trooxKS oecui>.v <)»ietta, commanding tlie ) 

I Bolan P}i.ss, and liave the treaty j'ight to occupy - 
■ any othei* xiosition. 

Chief Co tnuiismyner of Britidi RaltieMiiimi, JA.- 
I Col, Sii* A. H. .McMahon, k.c.i.k., c.s.l.E.s. 4,000 . 

I JudL and Rec. Comntr., H. E. C. Hobbs, O.I.R. 

I -Es. 2,300 

I (13) The Andahans .‘iud Xicobaics (area, = 
j 3,143 ,s(i. ms.: pop. 24.649) form a chain of klaud.s ' 

' in the cahteru part of tlie Bay (d Bengal. The j 
; A ndamans, in two groups, the Great and Little 
; Amlanuus, are coveroii with luxuriant vege- > 
i tatioii, and inhabiieri by a tribe td NegritS.-«. 

I The laec- is dying out. ?siace 1858 these inlands 
I have been used as a penal settlement by the 
i Indian Government. Port Blair, with its safe 
1 and spacious harbour, ou South Andaman, is Go* 
i coiiAict station. The nninia*r of convicts in ’ 

I 1907 WTirt 14.500. .Much vahiablc timhm’, worked 
! h> coUMct labour, is obtained. The Siedmr 
Idands, w'hich lie ahnwfet due south 'd the Aiu'ifi- 
I mans, and were iirat occupied by the British in ' 
1869. They eompri.se 19 islands (heveu unm- ■ 
i habited), of wiiieh the north erumo-.t (Car Nieto 
I bar) coiitaina half the jHijiUlatlon. I’lie xtrincioal 
‘ ]iroclucts are coeo-mit-. The inhabitams, Nlaiay 
in type, are indolent, and are becoming ektiuet," 
Chief Vouimissumer and Superihiendciit (Port 

Blair), 'Lt.-C'oL H. A. Bi’owning Es. 2,700 ! 

The Laecadire idands ctnnpiise 14 islands ^ 
(nine inhabited), distant 200 mile.s from ihe • 
Malabar coast of the Aiadra.s Prcskleuey.. in. 
which they are iiicl ud ed. { i-k - i>. 10,274. ) 

Aden, /A’rbUjHiid Pi-olectedChief.shif>«.- Fr. m 
old time Aden, situated on a peninsul i oi ( 
volcanic origin, on the southern coast -»t' 
Arabia ami lying on the Eed Seu tradc-runlo 
between Eui‘<->po and the East, has been an ) 
important trade centre. Aden trade decived 
after the Poituguesc discovery <d the Cape lofite, 
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J but with the opening of the Suez Canal it 
i regained more than its old importance. It 
] 'was occupied by the, British in 1839. It is 
^ now a great coaling-station and port of call, 

. <and an emporium for the trade of N.E. Africa 
and vS, Arabia. It is the only fortified point 
' between Egypt and Bombay, and may be regarded 
as an outpost of the Indian Empire. Aden 
and Perim~a small unfortified island serving 
as a coaling station at the southern entrance 
to the Ecd Sea, occupied in 1857 fonn part 
; of the Bombay Presidency, and have an area 
of 80 square miles and a population of 43,974 
(1901). Aden is a free port. The traffic in 
arms and ammunition is subject to special 
regulations. Aden serves as an entr&p 6 t for the 
adjacent Arabian and African coasts. India, the 
United Kingdom, Austria-Hungary, and the 
■ United States have a considerable trade with 
Aden, the chief iinports being cotton goods, 
grain, spices and sugar, and the chief exports 
salt, precious stones, and hides and skins. The 
total trade in 1908-9 was over ^1^7,697,000. In 
i 31907-8, 1,136 vessels entered Aden and 40X 
i entered Perim. Aden has a Port Trast and a 


Chamber of Commerce. In the hinterland of 
Aden the British Government has treaty engage- 
ments with, and subsidises, the neigh Douring 
Arab tribes, both inland and along the coast 
(Hadraraaut), from the Straits of Bab-el-Mandeb 
to Muscat teiTitory at lias Sair. As the result 
of an agi’eement arrived at in 1903-4 with Turkey, 
a line fixing the boundary of the tribes with 
which the British Government has treaty rela- 
tions has been demarcated by a joint British and 
Turkish Commission from Sheikh Sayad, on the 
coast opposite Perim, to the river Bana. 

The Kuna Muria Islands, to the S. of Oman, 
have been in British possession since x8$4. In 
X834 the East India Company occupied liokotra 
(area, 1,400 sq. ms.), 150 miles from Cape Giiarda- 
fui, which has a primitive, pastoral, Muhamma- 
dan population of 12,000, mainly Arabs. A formal 
yirotectorate w-as established in x886. The Sheikh 
receives a small subsidy from the British Govern- 
ment in exchange for a pledge not to cede the 
island to any foreign Power. 

Aden: Political Itesidenty Major-Gen. E. de 

Brath, C.B., c.i.E. -iJcr mensem Es. 3,000 


INDIxVK APPOINTMENTS. j 

The higher civil administration of British 
■ India is recruited from four sources— 1. Open 
' competitive exiimiuation in England, a. The 
,} Indian Army. 3. The patronage of the Secre- 
' tary of State. 4. The patronage of the Local 
I Governments. 

I The d/Hl Sendee Important changes 

, in the regulations took effect in X906. The 
: next examination will commence in London on 
; ist August, X9X0, the number of appointments 
; (usuaiiy about 30) depending on the require- 
ments of the local Governments. Candidates 
, mu it be over 22 and under 24 on that date, 
and of good health and character. Application 
; for admission to compete must be made on or 
i before the xst .Tuly, on forms that can be ob- 
‘ tained from the Secretary, Civil Service Com- 
nnssion, London, W. Examination fee, £ 6 . 
The selected eaudidjftes will be on probation 
‘ in England for one year, and will receive an 
allowance of £t^o if they pass their probation 
at one of the Universities or Colleges approved 
by the Secretary of State for India, conduct 
themselves well, and comply with all rules laid 
down for their guidance, A final examination 
is held in Imiian law’, languages, history, &c. 
Seniority in the service depends on the order in 
which candidates stand in the list resulting from 
the combined marks of the open competitive and 
final examinations. Selected candidates must 
(jualify ia riding. Successful candidates are 
allotted to the various provinces upon a coii- 
, sideration of all the circumstances, including 
their owi*. wishes, hut always subject to the 
needs of the public service. Within a certain 
lime of the candidate’s arrival in India, he must 
; eltx'-t to serve in the executive or the judicial 
•* branch of the administration, the summit of the 
profession iu one branch being the Lieutenant- 
! Governorship of a Province, in the other a 
J Judgeship of a High Court. The salai-y of a 
I cov^ianted civil servant commences usually at 
i 4,800 (£3*0) a year. The number of cirilians 
at present in the service is about x,xoo, 

I XndCo-m Army, —The Native Army absorbs the 
1 larger proportion of the officers ; but a consider- 
I able number are selected for civil employment 


A certain number of apjiointments in the Indian 
Army are offered to cadets of the Eoyal 
Military College, and a certain number to 
candidates from the Universities (regulations 
obtainable from War Office). All King’s Cadets, 
British and Indian, and Honorary King’s 
Cadets, nominated by the Secretary of State 
for India (rules on application to the Military 
Department, India Office), have the option, 
during their last term at the Royal Military Col- 
lege, of electing for appointment to the un- j 
attached list for the Indian Army or forapjioint- ' 
ment to cominissioiis in the Britisli Cavalry 
or Infantry. After the claims of these cadets 
have been satisfied, remaining appointments 
in the Indian Army are allotted in order of merit 
to cadets who satisfy the r<->quirements of the 
regulations respecting admission to the Royal 
Military College, and wdio elect to compete for 
such appointments, at each final examination 
at Sandhumt. Election is made during a cadet’s 
last term at the Royal Military College, and is 
final, no transfer being subsequently possible 
except by exchange. On receiving Ids commis- 
sion a successful candidate is gazetted as second 
lieutenant on the unattached list of the British 
Army, provided with a passage to India, attached 
for a year to a British regiment (receiving 
Indian pay and allowances as , an officer of the 
British Army), and then transferi’ed to a native 
regiment as second lieutenant. Unle^ he is 
found fit in every resiiect and passes certain 
language and professional tests before the end 
of the third year from appointment to the 
Indian Amy, he will be removed from the ser- 
vice. Any officers who may from time to time 
be reipiired to supplement the direct supply 
from Sandhurst are drawm from the R.A. and 
Cavalry and Infantry of the Line serving in 
India, subject to certain conditions. On ap- 
pointment to a native regiment a second 
lieutenant or lieutenant’s initial pay is not less 
than Rs. 3,900 (£s6q) a year. 

The Public Marks Detriment includes a staff 
of engineers engaged in the constmetion and 
! maintenance of State public works. They are 
I recraited from the corps of Royal Engineers, from 
pereons appointed by selection in the United 
i Kingdom, and, in respect of natives, from the 
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civil engineering colleges in India. Other quali- on the combined results of the preliminary and 
fled i>ersons are occasionally admitted. In the final examinations. Officers will be liable for 
summer ot tpio not less than as appointments of military employment in any part of India, but, 
assistant engineers will be made by a Selection with a view to transfers to civil employment, wey 
Committee including at least one eminent en« will stand posted to one of four civil areas, their 

■ gineer. Candidates must be betM^een ax and 24 allocation being determined on a consideration of 
j years of age on 1st July, 19x0, must be of good all the circumstances, including their own wishes. 

I health and character, be able to ride, have passed Officers in one civil area are liable to be trans- 

the A.M.I.C.E. examination, orhai’e obtained a ferred elsewhere or recalled to military duty. 
University degi’ee or an equivalent diploma or Private practice is usually permitted. The com* 
distinction in engineering, and have had some mencing grade pay of a lieutenant is Its. 4,200 
experience of important work. Intending can- (^^280) a year. Ifull infoimation can be obtained 
I didates should apply on a prescribed form to from the Military Secretary, India Office, 
j the Secretary, Judicial and Public Department, Tlie patronage of the Secretary of State far 
! India Office, S.W., before 30th April, 1910. Assist- India is very' small, and is chiefly dependent on 
! ant engineers in India commence at Us. 4,560 the uncertain requirements of the Government of 
I (w ^ a-od there is a prospect of pen- India in the Judicial, Educational, or Eeclesias- 
i sioii and also a provident fund. tical Departments. 

I T/ic of India is reciTiited from Appointments, usually of distinguished gradii- 

i this countiy. The Secretary of State, acting on ates of the Universities of the United Kingdom 
I the advice of a Selection Committee, will appoint with a knowledge 01 teaching, are made by the 
i not less than zo probationers in the summer of Secretary of State to the Indian Educational 
i xgxa Candidates must be under 23 years of age Sermce, which includes teaching and inspecting 
i on xst July, 19x0. Preference will be given to iiosts. Conditions of pay and service are the 
j those who, in addition to a good general educa- same for both. The age is usually from 23 to 30. 

1 tion, possess an honours degree in natural Appointments are in the fimt instance for two . 

I science. Selected candidates, if they succeed in years, the salary beginning at Ks. 500 a month, 
passing a strict medical examination, will spend ! with annual increments of Ps. 50 a month to 
two or three years on probation and in training, j Ps. 750 or Rs. 1,000, with prospects of pro- 
including practical training in Germany, and motion if service is extended. The number of 
they must obtain the Oxford Diploma of appointments varies from year to year, and is 
Forestry. They must he able to ride before going not large. 

to India. Assistant Conservators commence at The Eccleeiamticul Edahlialinmit, which forms 
its. 4,560 (;£^3 o 4) a year. There is a prospect of a civil department, consists of the Bishops of 
pension and a provident fund. Intending can- Calcutta, Madras, and Bombay (others whose 
didates should apply to tlie Secretary, Judicial names are found at page 263 ai'e not Bishops on 
and Public Department, India Office, before j the Establishment), and xso CImplains of the 
! 1st July, 1010. I English and Scottish churches. Chaplains (who 

: Jmhlau uoiicc. ---An examination is to he held in must be between 27 and 34 years of age) are on 

■ this country on 28th June, 19x0, for about 35 probation for three years after appointment, and 
I apiMintments ; Madras, 4 ; Bombay, 3 ; Bengal, 6 ; receive a salary of Its. 5,760 (;^l384) a year. Appli- 
1 United Provinces, 4; Punjab, 6; Burma, 5; cations should be addressed to the Secretary of 

I Central Provinces and Berar, 3 ; Eastern Bengal State, India Office. Certain allowances are ^so ' 

I and Assam, 4. Candidates must be between 19 paid from Indian revenues to other cleigymen, ! 
and 2x on xst June, 19x0, and applications must and to priests and ministers of other denomi- 
Ih} sent before 2nd May, 19x0, to the Secretary", nations when serving with British regiments. 
Judicial and PuhUo Department, India Office, on Appointments are also made by the India 
a printed form to be obtained h orn iiim. There Office to the Jloyai Indiati Marine (limit® of age 
is a strict medical examination, and a test of for officers 27 to 22, for engineers 21 to 25), j 
proficiency in riding. Selected candidates '‘will Bengal Pilot Service (age 18 to 22), Ciml < 

[ be allotted as probationers to the various Veterinary Dept, (age not over 26), ‘ 
provinces upon a consideration of all the cir- Dept., Enrolled Lwt (age 22 to 25), Indian Mill- ' 
cumstances, including their own wishes. On tary Aceounf 8 Dept. Indian Puhliol 

I passing the prescribed departmental examina- Wm-Jes Dept., Accovnis Branch (age 22 to 25), ' 
^ tions, 'which must be done within two years of GeologimlSxirvey Dept Imperial , 

; arrival in India, and being found otherwise fit, Cmtoms (age 22 to 25), AgriculfttraH Service (age ' 
a pntbationer is appointed an assistant-superin- 23 to 30), Asaiat Svpt.f Trafic Indian 

: tendent. The Initial salary of a probationer Is State Mmlwagu (not over 25)’ Telegraph Dept., , 
: Ks. 3,600 (£3140) a year. There is a prospect of Public WorJes A'ecounta Branch, and Military ! 
! pmsion and a provident fund. Eursing Service (age 25 to 32), ! 

i Indian Mediml ♦S'crrfec. —Examinations are The patronage of the Local Governmenis is i 
i usually held in January and July. The number considerable, but no one who is not a native, a 1 
; «jf appointments offered is about xs- Candidates covenanted civilian, or an officer of the Indian ’ 
must be between the ages of z% and 28, of good Ai’my can be appointed to a post of over Pa. 200 | 
‘ health and good character, and must possess a month without the sanction of the Govern- , 
!a registrable qualification to practise both ment of India—the departments excepted from | 
! medicine and surgery in Urn United Kingdom this rule being : Opium, Saif , CuMotktf, Survey, \ 
, and a certificate of ophthalmic instruction. They Minij PuhUc Hh/fe, md P6h‘<je. ^ ^ ^ ' 

; may be married or not. Successful candidates Pay, Leave, and Pendon negotiations of the 
j are required to attend courses of instruction Indian Services are contained in the Civil Seiwice 
; at Aldershot and at the Royal Army Medical Eegulatioiis, of which a partial summary will be 
; College, Millbank, during which period they found in the published by Messrs. 

; recei-ve pay and certain allow ances to cover cost of Harrison, 45, Pall Alall, S. W. Tliis voli^me also 
; mairuienance. A final examination is then held, contains the full regulations regarding Indian 
; and the position on the list of the service depends appoiirtments. 
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THE FIHAHOES OF IHBIA FOE THE YEAES EHBEB Slst HAECH, m% 1908, AKB 1909. 
lliefujures below are given in £, rupees benig converted at xs, ^d. the rupee, or 15 yuipees to the £. 

Expenditure (charoed 


Gross liEVENUifi and Eeceipts. , . 

..Eevieed... 
Estiroiite, 
1906-7. 1907-8, igoa-j. 

Principal Heads 0/ hlneenife : (ooo omitted.) 

Land K^venue ;i£^9j794 j£*8,7S9;^t9,696 


, Opium 

Salt 

Stamps 

: Bwi.se 

‘ Proviudal Eates 

Customs 

tncome Tax 

Forest 

Registration 

Tributes (Native States) 


S,66o 5,345 

4,363 3,339 


4,030 4,360 

5,898 ' 

S16 


5, 
3,2^7 
4,337 


4 , 35 a 

1,424 

1,769 

380 

601 


6,227 6,4x3 

526 532 


5,004 4,853 

1,504 ^,540 


1,733 

4^5 

sss 


1,701 


JJlrect Demands on the Rev* 
Ilefuuds and Drawbacks 
Assignments & Compens. 
Collection Charges, viz. : 

Land Reverme 

Opium 

bait ............... 

Forest....—,........ 

Other Heads.... ...... 


AGAINST Revenue), 
Revised 
Estimate, 
1906-7. 1907-8. 5908-9. 

■ Hues: tooo OJilittcd.) 

£h 3' '£m £m' 

1,X0 2,193 I, SIX 


3,354 

1,913 

364 

949 

890 


3,502 

1,669 

363 

980 

887 


3,667 

1,348^ 

343,1 
2 , 0 « 
1,039 ! 


Total 

Interest 

Post OJke 

Telegraphs 

3i?ut 

Receipts hg Civil Depart mods : 


S85 

;€48,787 £47,557 £49,284 
£973 £966 £926 

£2,752 £2,824 £2,834 

£953 £ 1,007 £952 
£429 £444 


£233 


£S33 
257 
140 
257 

56 

los 

Total ;£^X,IOI £X;097 £1,148 


f.{iw and Justice 

• £523 

£s*8 

Police 

. 150 

254 

Portland Pilotage 

. 144 

239 

Education 

242 

245 

' Medical... 

56 

52 

;Minor Dei)ariments 

87 

89 


Total 

Interest: 

Ou Ordinary Debt (excl. 

Railways & Irrigation) 
On other Obligations 

Total 

Post Office 

Telegraphs 

Mint 


£8,909 £8,837 £8,790 ! 


£1,420 £i,32’J'£2,392T 
496 , 500 ■ 5131 


£2,926 £2,821' £^1,904, 1 


Civil Departments : 
Gen. Administration . . 
Law and J iistice ........ 

Police 

Ports and Pilotage..... 

Education .... 

Ecclesiastical 

Medical 

Political 

Minor l'>e]>artments . 


£2*603 ; 

§2,773 J 

§2,913 1 

£2,226 J 

61,084 ; 

62,033 j 

£267 

£265 

£234 1 

£2,534 '£2',523 '£i,7<.^: I 

3,384 

3,449 

3,673 1 

3.535 

3,823 

4, *^83 1 

262 ^ 

275 

246 i 

2,349 

2,489 

2,69s ' 

226 

224 

X20 

8x6 

857 

XjOIoJ 

2,060 

79S 

■ 992I 

692 

773 

849 1 


MisceUaneoas : 

Superannuation 

Stationery A Printing ... 
Exchange and Mls(*cl>| 
laneous i 


£293 

79 

669 


£223 

9* 

399 


£x 2,646 £i 3,098 /;i 4,470 1 
‘cllaneom Civil Charges: j 

£336 £349 £237 ! 


£940 £723 


Total •<•...•• 

Rmlways: ; 

State liailways (Net t j 

Tralfie Receipts) j’£23, 529 £23,2x7 £9,985 , 

Guaranteed Companies j 
(Net Trattic Rcctd{ds)j 
.Sub-sidised Cos. ( I uterest) 


'i-'otal 

£198 Mu 

92 I Territrl. dt Pol. Pensions 
25t I ^''''* J^'Ridough Allowance.^ 

I Superanmuitioii 

Stationery and Printing.. 

£540 j I^fiscellaueous .... 


343 ' 330 ■ 364 I 

2,948 3,009 3,060 i 

644 736 779 

436 449 439 , 


Total 


399 

229 

™ 1 

S6 

53 

■ 72 ; 


Total . 


..£12.984 £12,499 £20,056 


[riigatiau : 

Direct Receipts £2,536 £2,440 £3.481 

Portion of Land Rev.) _ 

JUftoIrrigatioK / '•“? 


T'ltal £3-SiZ ;£3.4Si £3.S6® 

Other Cteil Pahlic Works £288 £249 £371 

Receipts hg M Hit a ru Depts. £t, 417 £2,267 £2,027 

; Total Revenue* ,..£73,245 £71, oo3£69, 629 


£4,507 £4,773 £4,879 ' 

Famine Relief and In- 
surance £2,020 £2,296 £1,676 

itriilwag Revenue Aecuunt : 

.Slate Kailways (in- 
terest and Annuities) £9,976 £20, 348£a2, 107 ' 
Guar. Cos. (Interest, Ao.) 6z6 592 23' 

Gthcr Railway Exp 74 96 222 

Total £20,676 £2o,936£xt.232 

Irrigation £2,737 £2,834 £2,987 

Other Civil Public Works £4,360 £4.686 £4.546 

Army d'.- Marine Services £21, s86£3o, 425 £20,558 

Total E.xpenditiire £72, 243£7i, 718 £74,112 , 
■4322 —i,(Kc'i -762] 


Net exee.s.s (+) on Pro-) 
vinciai Allotments J 


* Certain hemis in the above titblcg of groHS rwuuc ami expenditure and also the grand totals liave bet-it 
beted by reecnt changes In tiie tenu of the Indian accounts ; > 

{*) ’Working exia-tises of railways are no longer treated as expenditure, but ;is a detluction from reveune ; 

(2) TnmftafifcioTis of District Bkiards ana m’fetn other local WHiics are now ext-luded ; 

m jBtsjwt charges have heea rwdistrihuted between onlinary and railway and imgatiim debt ; ; 

(4) Marine receipts and eliarges, othw than far Porta and Pilotage, have been transferred to Array Serviceb. 
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1 cjeoss anx>. Net eetenue an.i> ExPENBirmiE. 

The ntattmciil f>f <lross ilevenuc and Expentli- 
. uurt.* exhibits all revenue receipt? and payments 
therefrom, exct pt that raiUvay working expenses 
are deducted from revenue. A clearer view of 
the iinaneial jtosition is obtained fi’om the fol- 
toving statement of Net Ilevenue and Expen- 
ditn.re, In v/hieh deparunental receipts, which 
are a set-off ngaiiist cxi>enditnre, have been 
deducted, as, also railway interest charges, in- 
lerest cliarges and working expenses of irriga- 
JlcUi works, refunds and assignments, cost of 
eii'iivnthig ami manufacturing opium, &c. 

In s9o 6~7 there was a surplus of Eevenne over 
' Exjieuditure of bi 1907-8 of ;^3o6,ooo, 

and in 1908-9 (revised estimate) a deficit of 

: j:eT EEVENTJE. Kevised 

1907-8, Estimate, 
1906-7. t'ooo omitted.) 1908-9. 
?.6U(d .........^19,067 £x7,^3 £18,946 

Opium (Export) ^3,744 £8^67^ .£4j6i6 

Taxatloif : 

^ £4 »o 95 £3^073 £3,949 

i^tnmp.s 3.986 4,212 4,287 

; Excise.... 5,83s 6,163 6,342 

Provincial Pates ... 515 525 531 

I Customs 4,232 4,896 4,752 

Income Tax 1,416 *,496 IjSS* 

Registration 379 414 426 


Total, Taxation ...£20,458 
Co'Mmerctal Uuifem 
takhuji) : 

Forests £^1764 

PostOfiice 148 

Telegraphs -17i. 

Railways 2,308 

1 . > Inigatioii 796 


£20,778 £20,818 


£1,728 

51 

-75 

3t,563 

646 


£1,692 

-75 

-SI 

-1,177 

581 


Total, Commercial i 

Undertakings... 

Trilmies from Xdtire\ 

1 *401 

Mint, Exchmiae, andi 
MlmManeons .1' A 442 

£48,956 


£3*9 s® £^7 

£389 £383 

£374 -£d4 

£47,006 £45,665 


Net Expenditure. Revised 

1906-7. 1907-8. Estimiite, 

iooo oniitted.) 1908-9. 
Colhxfiim of Rerenufi £5.356 £5.730 £6,060 

Ifeht Sienirefi £944 £855 £979 

Mifituvii NVrrnv.v; 

Army ami Marine £18,955 £18,022 £18,606 

Mihtaiy Vrorks...... 1.215 1,226 925 


I a pil tSenv€4i(t : 

£”’545 £12,000 £13,322 

Mjsc. Civil Charges 3,757 4,156 4,306 

CHil Works, &e. ... 4,072 4.436 4,275 

! Tula], Civil Services £19,374 £20,592 

Famine Rrlkf amU . J. 

; Lmiram-e £^^^9^ 

Proiinrial Bahmcen : 

Inerea^ea I*,’ I’n-j £3tz£-lfi2l 


spent Grants . 


£ 47,3^ £46 ,700 
Surplus (or Beekjit) 3"S7 


£21,903 

7 «&i ,876 

' £^ 
^^49,387 

'ZEsjIi 


Capital Expenditure.— In addition to the 
expenditure from revenue there was a capital 
outlay in 1907-8, not charged to revenue, of 
£10,567,000 on State Railways, and of £846,000 ■ 
on Inlgation Works. i 

Burden op Taxation.— If taxation proper be ! 
divided among the population ot Briti.sh India, 1 
■without allowing for certain porti<)n.s of Balt, 
Excise, and Customs duties which fall on persons I 
in the native States, the burden in 1908-9 was i 
i.y. per bead, or, if land revemie (which is j 
equivalent to rent) be added, 3.S’. per head. 1 
In 1907 the burden of taxation was lightened by j 
a further reduction of the .salt tax. 

Debt and assets.— O n 3i.st Afarcli, 1909, the 
debt of India amounted to £256,664,000, viz., ' 
Sterling Debt, £166,973,000, and Rupee Debt ; 
(converted into sterling at m. 4^. the rupee), 1 
£89,691,000. ]\fiscellaneous obdigations (Savings , 
Bank balances, A:c.)aniounte<l in addition to about : 
£20,699,000. Up to the same date tiie Indian Go- | 
verninent riad devoted £116,114,000 to the eon- | 
structlon of railways and £30.740,000 to the con- i 
struetion of irrigation work.s. It had purchased j 
from companie.s, by cash payment.s, annuities, or 
the issue of India stock, nine railways, on which, 
at the time of purchase, £108,092,000 had been 
spent. It had lent £13.844,000 to Native .States, 
corporation.^, agik'niturist.s, Ac., and had ad- 
vanced £9,673,000 to railway companies. Other 
assets were the Gold Standard Re.serve of 
£218,503,000, and the ca.sh balances in India and 
England, £10,273,000 and £7,984,000 respec- | 
tively. Thc‘ assets of India exceed the Iiabihtie.s. 1 
In 1908-9 a 3K per cent, loan of £7,500,000 wa.s ! 
rai.sed in England, at 97, and a sbj per cent, loan j 
of a crores (£1,333,000) in India. The.se loams j 
were for railway jairposes. 

Band RKVENrE,— This is the oldest and the I 
most important source of revenue. The State is ' 
the paramount landlord in India, and the land I 
revenue is the State’s share in the rent of the : 
soil. In most of Bengal, about one-foiirth of ! 
Madras, and part of A.ssam the land revenue has 
been permanently fixed ; olsewhere generally the 
assessments, or settlements, are revised penodi- ‘ 
cally (iisualiy once in 20 or 30 years). The nature 
of the settlements varies in different provinces, i 
In parts of Bengal ami Ikunbay, the greater : 
part of the Tlnited TTovinces, the Punjab, the ■ 
N. W. Frontier Province, and the Central Prov- ' 
inces the settlement is with large proprietors I 
or proprietary village comniunitie.s (;:miihulari), I 
and the estate is assessed as a whole. Elsewhere ! 
(e.speeially in Burma, P.er.ar, Bomliay and Hind, : 
Assam, and most of Aladras) the mipufivari 
tenure iirevails, and each raiyat, or peasiint 
proprietor, huhls direct from the State. In 
temporarily .settled zanrindari districts the land ^ 
revenue msually amounts to silxAit 50 per cent. , 
of the rental paid to tlio landlord by tlie eulti- 
vating tenant, wiiile in temporally settled 
raiyatwari di.stricts the revemio varies from 20 per ’ 
cent of the gross produce down to much smaller 
proportions, averaging aln mt 8 per cent. Pri vate 
improvements are exempt from assessment. The 
gross land revenue paid to the Htate in 1907-8 
amDunted to £19,760,000, of w inch £i;o4x ,000 was . 
due to irrigation and credited under that head. , 

The Opium .Revenue.— Poppy maybe grown 
only in parts of Bengal and the United Provinces, ' 
in the Punjab (for local eon.sumption), an(i 
in the Central Indian (Malwa) native States. 
E.xeept in these States the manufacture is a ' 
Government monopoly. In 1907-8 48,900 chests j 
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of Bengal opium wore sold for export. The 
monthly auction Siiles at Calcutta realised 
£4,631,956, the expenses of production, <fec., were 
2i»66S,j:47,and the net receii>ts ;£2,9S5,8o9, In 
addition £^6x9,736 (net) was derived from the 
duty (Rs. 600 a chest) levied in Bombay on Mahva 
opium. Most of the opium produced is exported 
to China and the Straits Settlements. Duty 
and licence fees on opium consumed in ludia 
(credited to Excise) yielded about £981,000. 

1 The total net opium revenue, therefore, was about 
£4, 557, 00a It has been decided to restrict the 

1 cultivation of opium in India in order to reduce 
i exi>ortation to China, on the understanding that 

1 China will reduce her own output. 

1 Excise.™ Licence fees and duties are levied on 
the sale of intoxicating liquors and drugs. The 
j revenue, owing partly to stricter administration, 

1 and partly to enhanced duties, has greatly ex- 
; panded since x897“8, and amounted to £6, <63,000 
■ net in 1907-8. ileforms in excise admiiiistration 
are being effected. 

• CUSTOM.S,— The net revenue was £4,896,000 in 
! <907-8. (For tariff see page 531.) The export 

1 duty on rice yielded £68z,ooo, and the counter' 

1 vailing duty on Indian cotton goo is £337,000. 

{ IN 035 IE Tax. —T his is levied on non-agricul- 
1 tural incomes of Rs. 1,000 to Rs. 2,000 at about 
z per cent., and on those above Rs. 2,000 at 
z}i per cent. It yielded£i,S3i,ooo(net) in <907-8. 

Stamps. —B tamps yielded £4,287,000 (net) in 
<907-8. Most of the revenue is from court fee 
ana commercial stamps. 

Salt. —The .salt duty, which was Rs. 2j< a 
mannd (82 lb.) before <903, over practically the 
whole of India, was thou reduced to Rs. 2. In 
<905 it was reduced to Es. < , and in <907 to Ee. <. 

1 The rate for Burma romain.s .as before at Ee. i. 

• The consumption of salt has increased, owing to 

1 the reduction of duty, to <,643,000 tons, yielding 
' a net revenue of £3,072,000 iu <907-8. 

; FoRESTa— Over 94,000 square miles of forests 
i are reserved and scientitteally w'orked by the 
, State, while about <46,000 square miles besides 
; are under State control. They produced in 
' <907-8 a net revenue of £<,728,000. A third of 
the' revenue comes from Burma, 
j TBLEOE.U’ns.— The length of telegraph wire.s 
on 3xflt Mamh, <908, was 271,944 miles, .and the 
i numter of messages sent was <2,750,000. I’hey 
} yieldcil iu <907 -8 a revenue of 2-01 percent, on 
: tlu'ir capitfil cost of £0,857,000. In addition the 
! Indo-Euroi>ean T<ilegraph Department gave a 
j protit of 3 '34 per cent, on its capital of £997,000. 
Owiisg tf> heavier woiking expenses there was a 
net loss to aovernment on telegraphs. 

Pt.)ST Opfice.— T he Post OfHce, which in 1907-8 
conveyed S27 millions of letters, postcards, 
newsptxpers, ttc., and is.sned 23 millions of 
s money orders, was worked at a net proftt to 
j Doveniment of £51,000. Reductions in i)ostal 
rates Imve recently become operative, and 

1 inhind letter rates are the low'est m the \vorld. 
i Railways.— Nearly all the railways in India 
are owned by the State and administered by a 
Railway Boanl, though many are leased to and 
workefi by companies. The mileage opened for 
tragic in <908-9 was 777, while the mileage under 
oonstmetion or sanctioned was 2,741. Of the 
mileage open or in hand on 1st April, 1909, viz., 
30,983, aVmt 52 per cent. W'as on the standard 
gauge (5l^ ft.), and about 4a per cent on the 
metre gauge. Up to the end of 1908 there was 
a capital outlay on open lines of £274,6x0,000. 
The net eamlnga of the railways in 1908 amounted 

to £11,900,000, equivalent to a return of 4L5 per i 
cent, on the capital outlay. The number of ■ 
passengers increased to 321 million.s, and the 1 
goods traffic remained at 62 million tons. The j 
net gain to the State on the w^orking of the ' 
luihvays >vas £2,308,000 in 1906-7 and £1,563,000 ' 
in 1907-8, after charging to expenditure Interest ' 
on capital outlay and annuity payments in re- 
demption of capital. The total capital expen- 
diture on railways was £10,567,000 in 1907-8. 
Rates are very low, third class passengers ! 
travelling on the average five miles for a ! 
penny. In <908 a special committee of inquii*y j 
into the railways recommended the raising of 1 
larger loans for constraction and equipment, so | 
that £100,000,000 may be expended in the next : 
eight years. In 1907 the State i}urehased the : 
Madras Railway, the last of the old guaranteed 1 
lines, ; 

Irrigation. —The total capital outlay on ■ 
State irrigation works up to 3<.st March, <908, 1 
was £34,543,000, which, apart from the advan- 1 
tages to cultivators and protection against ] 
famine, yielded a profit to the State of about \ 
6% per cent. The area irrigated was over 21 ! 
million acres, while the annual value of the crops ■ 
raised is estimated at about 108 per cent, of the | 
capital outlay. The Irrigation Commission of 
1901-3 recommended the construction of further : 
works estimated to cost eventually nearly ; 
£30,000,000. Three laige canals in the Punjab, | 
besides less important works, have been put in s 
hand. Two-fifths of the irrigation revenue comes * 
from the Punjab. 

Home Charges.— The gross expenditure in 
England, chargeable to Revenue, amounted in 
1907-8 to £18,487,000: — Intere.st on Railway 
Debt and Annuities, £8,102,000 ; Interest on 
Irrigation Debt, £<08,000 ; Intere.st on and 
. Management of I»el)t, other than that for 
; Railwa'ys and Irrigation, £<,820,000 ; Stores, 
£1,462,000, of which £854,000 was for Marine 
and Militaiy Stores ; payimmts for B ifsh 1 
forces, troop service, A:c., £ ,093,000 ; xirmy 
non-etfective charges, £2, 450, 000; Civil annuitie.s, 1 
pensions, <fec., £2,046,000 ; Furlough payment.^, 1 
civil and military, £803,000. The expenditure | 
of the Indian Government in England is mel by : 
bills or telegraphic transfers drawn on India by \ 
the Secretary of State, and sold by him in ; 
I.ondon for sterling, | 

Currency. — Tlie priii<.-ipal coin in use is s 
the silver rupee, containing 180 grains of fine 
.silver and 15 grain, s of alloy. Up to 1893 the 1 
Indian Mints were open by law for the uure- i 
stricted coinage of silver into rupees. Owing, ! 
how'cver, to the almost continuous fall in the ; 
value of the rupee from x8p to <893, legislation | 
in the latter year closed the mints to the 
iniblic, 'With a view to eventually fixing the 
exchange. For a time the rupee continued to ' 
fall, but subsequently it rose, and .since January, 5 
<898, has been practically stable at <^. 4d. , 
This rate has now a legal sanction, since an ; 
Act of 1899 makes the British sovereign legal . 
tender in India at the ratio of <$ rupees to 
the sovereign, the nipee, however, remaining ; 
also legal tender to any amount. At the pre- ; 
sent low price of silver, the rupee at xs. 4U. is 1 
worth much more than the value of the silver ; 
which it contains. For some years after <893 the ; 
coinage of Indian rui>ees almost ceased, but in ■ 
the five years ended <907-8 there were large coin- 1 
ages. From xgoo-x to <906-7, the whole, and In ' 
<907-8 one-half, of the profit on silver coinage \ 
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has? been held as a special reserve— now called 
the Gold Standard Eeserve— wliich is partly in- 
vested in England in sterling securities, for the 
purpose of maintaining the rate of exchange 
jjctween England and India. On 3xst March, 
X909, the investments of this fund in sterling 
< ;ov»h*nment stocks amounted to over ;^7, 445,000 
(cost price), while ;i{;io,587,ooo was held in India in 
rupees, find ^<^470, 000 in cash in England. India 
has a paper currency. The 5, 10, ami 50 rupee notes 
arc legal tender everywhere in India proper, but 
otheriiotesonly wi tliiii their circles of issue. A nic- 
kel anna piece, adopted in 1906, has become popu- 
lar. Copper coins are being replaced by bronze. 

Army.— The Army in India consists, first, of 
British troops, about 79,000; and, secondly, of 
the native troops (largely Muhammadans), about 
xfiafjooo (for details see page 519). In addition, 
the native Army Keserves number 34,450 men, 
and the ImiDerial Service Troops furnished by 
native States contribute 20, 500, including cavaliy, 
transport corps, and sappers. Fmther, there 
^ 5 ’*- ^3*730 European and Euiusian volunteers 
(effieieiit.s). For police duties and frontier service 
the regular military is supplemented by frontier 
militia and local levies. The Army was re- 
nimibered and renamed in 1903. Builng the 
period (1902-9) while Lord Kitchener was Com- 
maader-iu-Chief, considerable changes w^ere 
effected in the organisation and training 
of the Army. On xst June, 1907, there 
was a redistribution of the Army of India, 
which now consists of the Northern and 
Southern Armies, each under a general officer 
and staff. The Northern Army includes five 
divisions and three independent frontier 
brigades, while the Southern comprises four 
divisions and the Burma and Aden garrisons. 
Iffie artillery has been increased. Factories for 
making rifles, cordite, and gun carriages have 
iweii ei*ected. The transport service has been 
improved. A Staff College has been established 
at Quetta. Additions to soldiers’ pay and 
eiiiaiged expenditure on artiileiy, barracks, 
coast and frontier defences, stores, transport, 
factories, &c., have iucreased the net military 
cxpciiditure {'including marine) from ^^*5^375, 000 
in i8gg-tgoo to ^^19, 248,000 in 1907-8. During 
T909-X0 there will be increased expenditure for 
cost of food and forage, increase of Indian 
soldiers' pay, and cost of obtaining ret^ruits and 
relififs for the British Array in India. The health 
of the Anny has greatly improved in recent 
> i‘tf r=‘. Ague i.s the chief cause of sickness among 
troops, and enteric fever the chief cause 
• d death. The trooping service between England 
and Irbiia is curried out by hired steamers, tinder 
the superiiitcndencc of the Admiralty. 

The Royal Indian Marine consists of the four 
trooTJships of over 1,500 tons given below, four 
f Alter steamers of abotit s,ooo tons each, and smal- 
ler craft for harltour and river navigation , survey- 
ing, and submarine mining. The principal officers 
and trwpships of the R.I.M. are as foMows : — 
Jihxctor ih/.ilf., and licmleut Ti'ampoH Officer^ 

Bombay, CtiptAY. Lurasden,li.N.,A.i).c. Es. 2,500 
Deputy ditto (Cakutta), Capt. W. Chandler. 
Jioikt.. ditto (Bombay), Capt, A. W. McArthur. 

[Thenyvres denote grose tonnage and indimted 
hoixe-power.] 

Dnfcrin, Ceuim. F. Dobson. 

Hdnlinge, 5434 (9366). Comm. A. vS. Balfour. 
Northbrook, 5038 (7429)- Comm. A. J. Marsack. 
Dalhmme, 1524 (2202). Comm. E. Stoeken. 

For Indian Dockyards, see page 222. 


Education during 1907 benefited by increased 
grants for primary education. Increased atten- 
tion is being given to primary, commercial, 
agricultural, aitd technical education. In 
State institutions education is secular. The 
institutions in 1907-8 numbered 165,473 and 
the scholars 5,708,238, including 7x0,844 females. 
Of the institutions, about 70 per cent, are 
maintained by the State or aided by grant®, the 
remainder being private and unaided. There are 
five Umver.sities, viz,, those of Calcutta, Madras, 
Bombay, Allahabad, and the Punjab. The 
Indian Universities Act of 1904 provides for a 
teaching system. Of the total expenditure on 
education in 1907-8,^4,0x8,764, ;^x,049,976 came 
from fees, and 155,822 from provincial 
revenues or local and municipal funds. The 
census of 1501 showed that only s male in 10 and 
I female in 144 can read and wTite, 

Local Self-Government, municipal and 
rural, in its present form, is a product of 
British rule. The municipalities in 1907-8 were 
746 in number, controlling a total ix>pulation 
of 16,985,200, and receiving an income of 
^2,848,227 from rates and taxes (octroi, taxes on 
houses and lands, "water, lighting, and conser- 
vancy rates, &c.) and j^x, 057,842 from other 
sources (excluding loans). The members of 
municipal bodies are chiefly natives and non- 
official. In almost all districts in British India 
there are local district boards, paitly representa- 
tive. Nearly one-half of their total expenditui’e 
of ;i^3»3*8,ssa in 1^7-8 was devoted to civil 
works, over one-fifth to education, and the re- 
mainder largely to sanitation and hospitals. 

Justice, Police, and Priso.vs.— There are 
about 7,000 officers exercising civil and criminal 
jurisdiction. Many of the superior and the 
great majority of the inferior officere are natives. 
In 1907 2,970,020 civil cases w’ere decided; 
"While 1,816,827 persons were tried, and 851,097 
convicted, in criminal cases, of whom 468 
were sentenced to death, 1,760 to penal servi- 
tude, and xsz,x$t to imprisonment. The strength 
of the police in 1907 was 10,602 officers and 
161,652 men. There were 754 prisons, witli a 
daily average of 98,853 prisoner, in 1907. At 
the convict settlement Port Blair (Andamans) 
there were 14,235 prisoners on 31 March, 1008. 

Vital Statistics.— The statistics of birtl^nd 
deaths are defective, and tlie apparent increase 
in mortality In recent years is really due to 
completer returns. The recorded death rate 
for British India in the ciecennium ended 1907 
ranged from 26/44 por 1,000 in x8g8 to 38 -gi in 
1900. In igo/ it was 37*18. Fevers of vaiious 
kinds are by far the commonest caii.se of death, 
cholera, dysentery and diarrhma, .small-imx, and 
gincc 1896) plague, being other chief causes. 
The deaths from plague up to the end of 1908 
w’ere about 6,183,000 in India as a whole. About 
22,000 people are killed by snakes eveiy year 
In 2,514 hospitals and dispensaries, maintained 
mostly from public funds, 24,882,000 patients 
were treated in 1907. Hie number of ipersons 
vacemated W’as 9,170,000. Accoiding to the 
census of xgoi theie were 97,340 lepers in India. 

^ Surveys.— The Survey Department superin- 
tends forest and cadastral surveys, as wtR as trig- 
onometrical and topographical surv'eys, special 
explorations, and map production. Manne, 
geological, and botanical surveys are in operation, 
while the archieological survey has been recently 
extended. The Meteorological Department is of 
great service in forecasting rainfall 
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The Indian JSn^m---^Sea-h&me 


CtalTf. fli IhtliiaE. 


Sea-bouxe Tuai>e. 

' '*994^. ; . . 

.1905-6.' 

1906-7. " 

1907-8. 

*908-9. , 

Imports of Private Merchandise ... 

Goverumeut Stores 

(000 oimtted.) 
64,452 
S,* 5 « 

jS 

(000 oiixittcA) 
68,722 
6,020 

£' 

(ooQ;omilied.) 
72,205 ^ 
5,956 

l£ 

[OOO oii,iitteO..,i 
86,597 
4,429 

''■ ' ' '£ " 

',000 oiiiitte<i. j 

80,844 

5,008 

Total Merchandise ... 

69,608 

74,742 

^8,161 

■91,026 

85., 852 


22 ot8 

*3,948 

7, *53 

18,134 
1.1,586 ' 

21,880 

6,309' 

15,088 

75 

Government ... 

aIs** 

Total Treasure 

26,339 

2 X,Z 0 X 

29,720 

28, 189 

* 5 , *63 

Total Imports 

95,54; 

95.843 

107,881 

** 9 , 2*5 

■ 101 , ox 5 ■ 

Expoiis of Private Mci’chandise ; 

Indian Produce, Ac 

P< weign G oods (re-exports) 
; Governmeut .Stores 

102,760 
i .2,249 

1 . *39 

105,460 

2,353 

! ji_ 

: , 

1x5,388 
2 .- 3 * 3 ' ! 
7 * 

. **5,652 

: . ■ 2,5ir 

85 

99,883 

2,114 

77 

! Total Merchandise... 

j' , , 

105,148 

! 107,891 

■1x7,783 

1x8,248 

X 05 S,o 74 

j Treasure -Private 

i Government... 

5.392 

S> 63 S 

1 - 6,013 

1 3,809 ■ 

1 3 

3,63* 

2 

3,97* 

■ ■ ■ 242 

Total Treasure 

1I3O27 

1 *0,313 

3,812 

3,633 

■ ' ■4,2x3 ' 

Total E.xports 

116,17s 

j 118,204 

***,595 

x2X,88z 

'■ 106,287 ■ ’ 

Total Soa-borue Trade 

2 X 2,132 

1 214,047 

229476 

241,096 

207,302 

! Net Imports of Treasure 


j 10,788 ' 

1 ■ 25,908 ■ 

24,556 

• * 0 , 956 ' 

1 Net Exports of Meivhandhe 

1 ' 

35 >S 4 o 

, 33^*49 

1 39,622 

■27,222 

16,222 







i 'I’he foilowins {itiiteuieiit ishowB tho chief articles 
i of the foreign fcraclo of India in xgioS-g : 


iMimTS. 

(000 oioittcd.) 

, Cotton * (roods 

; and Yam 

i Metals 8,663 

j Sugar.***, 7,27* 

i llaiivvmy Material 4,947 


, Mjichinery, &e. 

' Mineral Oil 

Hiir<lware,«v;c. . 

1 Wixdlen Ooods 

1 Provisions 

j j:\pparel 

! Silk Goods 

i hhiuors 

Spices 

i Instruments, 

i Qhm 

; Bilk (raw) 

j Dyes Tans ... 

: Paper, &<? 

' Salt 

Tobacco 

Chemicals ...... 

Matches 


4,411 
2,606 I 

,s,9Sx I 

*594* I 

1,876 , 
x,6si I 
31,52* I 
D3*3 i 

„ ' 9 i&\ 

825 i 
779 : 
679 ' 
668 
618 
S6s 

S«9 

498 

497 


, 1, Medicines, ^'0.485 ! Indigo*. 
Timber, &c. ... 482 ! 


EXI'OHTS. 

(ooo iiiuittecl.) 

Jute (mw) * ;^x3,223 

C< *tton (raw). . . 13,179 

Pice iOiS 93 

.ruteManufacts. 10,491 
Hides and Skins 8,3x2 

Bmls 7,78s 

Oottuii Vr.ni 
and Cloth ... 

Tea 

Opium 

Lac 

Wool (raw) ... 
Wdicat&Plour 

Coffee,.. 

Fodder, &c. ... 

Oils 

Manures 

Pulse, ;MiIiets,<fee, 
Provisions ... 

S'dces 

\Y od,&c....... . 

Sil V (iw) ...... 

C<mI, •*» 


7,691 

6,929 

1,863 

1,389 

1,241 

9*7 

878 

630 

600 

545 

507 

390 

384 

360 

337 

"3*7 


Goveramt. Scores ? 

Material 3,0x3 

380 

1 ' 256 

Atm% «kj. ***.4'. ■’ 


Pe-Exports : 
Cotton Yarn 
and Ctotili., . 
WooHmw)... 

' Pmvisinna... 


751 

*86 

’■aasi 


Among the countries coii'^tituting the British 
I Empire, India come.s second to the ITiited King- 
1 dom itself in the volume of its sea-borne trade, 
wliioh is greater tlsau that of Canada and Aus- 
tralia combined. Tim ordinary course of Indian 
trade shows a large ,V4.'ar]y net export of mer- 
chandise and a net import of treasure. The 
above table exhibits the leading hgiii*C!5 for the 
luBt five years in thousands of 'pounds sterling. 
It will be observed that the yem* 190&-9 showed 
I a great falliug-off from the prosperity of pre- 
, ceding years, especially as regard- expoi-ts, which 
I suffered fivnu tlie results of the general bad 
; harvests. The <Umiuished purchasing js^wor of 
I the people affected imports, 'rins was particu- 
larly noticeable in the reduced imports of cotton 
I goods and yarn, whidi fell away by ;^6,685,ooo 
(or 2x per cent.). But the imports of tlicsc 
^ articles had been s})eoially heavy in 1907-8. Im- 
; ports of metals and metal manufactures showed 
' a trifling decline. Laige imports of machinery 
were a sij^i of industrial activity. Sugar im- 
ponscontiimed to grow, and minerahui increased 
despite the large out])ut in Burma. The im- 
ports of Government stores are mainly 3'aihvay 
materials and- army atore.s. In the export trade 
, there wei-e increases in jute and tea, cotton yarn 
, and cloLh, and hides and skins, but in wheat and 
I other grains, cottem (raw), lac. seeds, and jute 
1 goods there were sesious decreases. The exports 
j of indigo have fallen rapidly in recent years. As 
J win be seen, the great hulk of the imports con- 
sist of manufactured articles, %vlule nearly 70 per 
, cent, of the exports consist of food and raw 
materials. 
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■Xli€ following table show’s tlie distribution of 
Indian 8ea-lx>rne trade in 1908-9 


CWL'.VTKIKS, 

Pmv.\tb 

MEUCnXNmsE OXLV. 


Imports, 

Exports. 

Total Talue (000 omitted) .... 

;(S8o,844 

£ 99*883 


Percent. 

Per cent. 

United Kingdom 

62 *6 

24*0 

i.'hina (incliicling ’Ilong Kong) 

i’9 

X2‘0 

Germany 

4*2 

XO’O 

Ihiited States 1 

2*7 

8*8 

France j 

I'S 

6*4 

Belgium | 

4*2 

4*0 

Japan 

s’7 

4-8 

Straits Settlements. - . . ! 

2-8 

3*5 

njstrria*TTu?‘’*'**ar’^-’ ■ ■ ■ • ■ ■ ■ 


Java * 

33 

5*1 

a * 

Ceylon 

0*7 

3*9 

Italy 

0-9 

3*3 

Mauritius 

2 ‘I 

c *6 

All other countries 

6-5 

3^5*8 


Xa imports, the United Kingdom comes easily 
first with nearly two-thirds of the total, while all 
othei’s, except Java, Belgium, and Germany, 
send less than per cent, In exports, the United 
lungdoTB is much less prominent, on account of 
the widci demand for India’s raw produce for 
food and marnnactiiies 

About 6$ pci cent of India’s total trade is 
T.ith Euiope, and aluait 23 per cent, with Asia. 

CLST(^^^ Dutji s -—I ndcr ilie Indian Tariff Act, 
most go<jds ini])(sTted 3>a5 a duty of 5 percent, off 
mloitm. f’utton yam and thread are exeinpt 
from duty , but the tax on other cotton goods i.s 
3»er cent , a con esp< Hiding Excise duty being 
evicd on those wo^en in Indian mills. There 
are special duties on ai and ammunition, which 
are taxed mainly foi jioliee purposes. Spirits 
pay generally Ils. 7 a gahon *, and salt now juiys 
lie, s D. maund (8 j In.)." Eeflned iietroleum i)a'ys 
on:; anna a gailon. Iron and steel goods ]»n.y 
one per cent. I'dachinery, coal, raw cotton and 
•wool, grain, oiicrda*, manures, living animals, 
unman niactured tobacco, quinine, gold, precious 
stones and jiearls, and a few other articles arc 
duty-free. B«.>unty fc<l sugars pny countervailing 
duties varying v/ith tin- amount of the bounty 
given. There is an expoit duty of 3 annas per 
maund on rice, 'i’he rhivernmoiit of India Inive 
adtjpted an attitude of strong opjiosition to 
preftirential tarih" proposals. They point out 
that < wo-thirds (if iiitiia',-, imports come from the 
United K ingdi Hii, while among tlie remainder are 
many arti. k :• wincli this con nfcr.v cannot produce. 
Xlic exports arc chiefly commodities that are nn- 
taxed or liglitly taxed in foreign countries, and if 
retaliatory imposts w’ere levied on these India’s 
trade would decline and her capacity to meet her 
financial obligations abroad would be impaired. 

In X908-9 the number of vessels 
which entererl fixmi and cleared to foreign 
countries foil toS.oox, with a tonnage of x2, 910,823 
tons. Of this tonnage, approximately 62 per 
cent, was from or to the V nited Kingdom and 
British pos-sessions ; and 80 per cent, of the total 
trade of India was imder the British flag. 

PoE'fS. — The cliief j>orts are Calcutta and 
Bombay, which togefclier do about tliree-fourths 
uf tile total trade. Kext come Puingoon, 
Karachi, lifadras, and Chittagong. These ports 
are administered by port trusts having wide 
Ijowers, but subject to Govenimeut supervision. 

Foueiun Laxb Tbade op India.— As registra- 


tion is difficult, the statistics are of doubtful accu- 
racy, and they include much that is really trade j 
with border tracts administered by, or States sub- i 
ject to, the Indian Government The most iiu- 1 
portant countries are Afghanistan, IS^epal, and ! 
the Shan States. The total frontier trade in [ 
merchandise and treasure has lieen as follows:— | 
Impoits. Exports. Total. ! 

000 omit ted. ooooiintted. cooniuitted. j 

1906- 7 £s^i 5 t 4.375 £ 9 A^ i 

j X907-S 5,7x8 4,643 xo,36x i 

1x908-9 ' 5>S3<S 4,640; . . 'xo, 166 

I AGRicui/ruRE is by far the most important ' 

I occupation of the people of India. Out of a | 

I surveyed area of 6x9 million acres iu British ] 

1 territoiy in x907~8, 266 millions were croj)]>ed or ■ 
falloM', 1 13 millions cultivable waste, 153 inillions . 
not cultivable, and S3 millions under forests, j 
The total area cropped was 238 million acres, of i 
which over 8 i-er cent, was under wheat, f 
32 per cent, under rice, and 40 per cent, under i 
other food-gTain.s and pulses, 6 per rent, undei- , 

I oilseeds, and 8 per cent, under cotton, jute, and 
other fibres. The area under wheat ha.s been con- 
' .siderably increased by the a id of irrigation in the 
I Punjal) and United Provinces. The cultivation j 
j of jute has becv-w-‘.craordinarily profitable. Sugar, ! 

' .Slices, tea, opium, and tobacco are other imiKji- : 

; tant crops. 'J'he cultivation of imiigo has greatly ; 
j declined. The agricultural departments (central ; 

; and provincial), wliichha^e been miiclulcvcloped : 

1 since 1906 -7, siiiiply information as to crop pros- ' 

I pccts, new staples, mranires, crop experiments, ‘ 

1 impicment.s, cattle-breeding, Ac., and distribute ; 
j seeds. Owing to the increasing world demand ! 
j for raw cotton, great efforts are being made, to i 
I cultivate a superior long-stapled cotton in India, j 
Minerals.- -'Jhe output of the coal mines in 
: India in xQoSwas 12,770,000 tons. The production 
I lias inucli incrcase<i in recent years. Eleven- : 
i twclftlKs (.)f the total comes from Bengal, The i 
! production of crude petroleum in India (chiefly j 
Burma) ha.s increased from 19 million gallons in 
X898 to 177 minions in 1908. ’J’he production of I 
salt in 1907 was 1,280,000 tons, ’j’he outjjiit of 
inanganeae ore in recent jeara has been much im I 
creased, but there w as a fall in 1908.10 431,000 tons. ! 
About 20,000 tons of saltpetre are produt'c-d annu- j 
ally and e.xported. 'I'he yield of gold (nemly all | 
from IVlysore) was about 567,000 oz. in 1908. There j 
is a considerable output and expoi t of mica, and j 
a fluctuating ontiait of rubies and jade stunc. I 
ilASUKACTUriEk— In India the ancient village i 
handicrafts still Furvive, though they suffer more | 
and more from the competition of n sad i in e -made | 
goods. Cotton-weaving is by far the most iin - 1 
portant hand industry. Power mil's have grown j 
up under European au.spice.s, but ai’e now largely I 
owned by natives. ’I'iie 227 ctdton mills ai work in ’ 

1907- 8, mostly in Bombay and Ahmedabad, ref>re- 
sonting a cajatal of about j£t3, 160, coo, conlainetJ ; 
5,764,000 spindles and 66,700 b'oms. rp-cTunitry | 
cotton mills have increased. ’Ihe production iu ' 

1908- 9 was 6s7 million Ih. of yarn (mostly of low 1 
eounts)and 292 million lb. of woven goofi.s. ’.rhere ‘ 
is a tendency to produce fmer yarns, and to paj 
more attention to weaving, ’J’bc 50 jute mills, 
situated in or near Calcutta, with a eajdtal of 1 
jC7,oj.g,coo, contained 562,274 sjiindles and 27,244 
looms. ’Jlsere were, in 1907, 6 v oolleu and 8 
;paper mills, 23 brewerirs, and various other 
factories. Owing to complaints of long hours in 1 
mills a new Factory Bill has been iniroduoed, j 
restricting the hours of adult males to xz, of 
women to xx, and of children to 6 per day. j 
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TABLE 01 BRIKCIBAL IKDIAN CHIEFS, SHOWING SALUTES TO WHICH TH-EY ARE 

§ NTITLBD, AND AREA, BOPULATION, PREVAILING RELIGION, AND REVENUE. 
P THEIR >STATES. 


Salute and Title of Chief. 


Salutes of ax Guns. 

Baro<Ia, The Maharaja (Gaekwar) of, G.c.s.i. 
Hyderabad, The Nizam of, G.C.B., G.C.S,!. ... 
Mysore, The Maharaja of, g.c.s.i 

Salutes of ig Guns. i 

I ^Bhopal, The Begum (or Nawab) of, g.c.i.e. i 
=^Gwalior, The Maharaja (Sindhia) of, G.d.s.!, 

G.C.V.O., A.D.C. ■ 

*Indore,»Tlie Maharaja (Holkar) of 

; Mammu and Rashmir, The Maharaja of, 

! Q.as.T 

Ralat, The Wali of, G.C.I.E. 

■ f Roliiapur, The Maharaja of, G.C.S.I. , G.c. v.o. 

: fMovar (Udaipur), The Maharana of, g.c.s.i. 

■ fTravaacore, The iVIaharaia of, g.c.s.i., 

; O.C.I.B 

! Salutes of 17 Guns. 

1 Bahawalpur, The Nawab of 

Bharatpur, The Mahamja of 

Bikaner, The Maharaja of, g.c.i.e., k.c.s.i. 
Bundi,The Alaharao Raja of , g.c.i.e., k.c.s.i. 

Cochin, The Raja of, G.c.s.i 

fdaipms Colonel The Maharaja of, g.c.s.i., 

G.O.I.E., G.C.V.O 

Karaiili, The Maharaja of, fl.c.r.E 

Kota, The Maharao of, g.c.i.e., K.c..s.r 

Kiitch, The Rao of, g.c.i.e 

Marwar (.Todhpiu’), Tiie Maharaja of, k.c.s.i. 

Patiala, The Maharaja of, k.C.s.1. 

Rewa, The Maharaja of, G.c.s.i 

Tonk, The Nawab of, g.c.i.e 

Salutes of 15 Guns. 

Alwar, The 3Iaharaja of, k.c.s.i. 

Banswara, The Maharawal of 

Datia, The Maharaja of,. 

Dcwas, Tbe Senior Riija of 

Dewas, The Junior Raja of 

Dhar, The Raja of 

Dholpiir, The Maharaj Ihina of, k.c.I.e 

Dungaipur, The Maharawal of 

^Llar,Theifaharajaof, G.c.s.i., k.g.b., a.d.c. 

JaLstilmer, The Maharawal of 

Khairpur, The Mir of 

Kishangarh, The Maharaja of, K.C.I.E. ...... 

fOrehha, The Maharaja of, G.c.s.i., g.c.i.e. 
Partabgmb, The Maharawal of 


vMkkim, The Maharaja of 

Sirobi, The Maharuo of, G.C.I.E., K,C.S.I. ... 
SiiluU’s of X3 Guns. 

Jaora, Ilie Nawab of 

Kuch Behar, The Maharaja of,G.c,i.E.,O.B., 
A.P.0 


Rampur, The Nawab of, g.c.i.e. 
Tippera, The Raja of 


Date of 
Suc- 
cession. 

Area in 
sq. miles. 

Population 
ill 1901. 

Prevailing 

Religion. 

^.evonuefor 
last year 
recorded; or 
approxi- 





mate. 

1875 

8,099 

1,952,692 

Hindus 

£ 

8X2,000 

1869 

82,698 

11,141,142! 

Hindus and 
Muhammadans 

} 2 , 393 ,ooo 

1895 

29,444 

5 , 539,399 

Hindus 

*, 433,000 

X901 

d ,997 

665,961 

Hindus 

166,000 

x886 

29,047 

25933,00* 


986,000 

X903 

9,500 

850,690 

n ' 

320,000 

x 885 

80,900 

25905,578 

Muhammadans 

750,000 

S893 

90,000 

507,472 

Hindus 

53-000 

1884 

2,855 

giOjOii 

" 3x7,000 

1884 

12,753 

1,0x8,805 


x6o,ooo 

} 188S 

6,730 

2595*5038 

f Hindus and ) 

{ Ciiristians i 

666,000 

1907 

15,000 

720,877 

Muhammadans 

158,000 

igoo 

1,982 

626,665 

504,627 

Hindus 

246,000 

1887 

23 , 3 ^ 5 ^ 


133,000 

X889 

2,220 

171,227 

{ Hindus and \ 
{ Ciiristians i 

46,000 

189s 

1,362 

812,025 

222,000 

1880 

5 ^ 5,579 

2,658,666 

Hindus 

413,000 

1886 

X,242 

5,684 

156,786 

j, 

33,000 

1889 

544^879 


2x8,000 

1876 

6,500 

488,022 


132,000 

1895 

34,963 

*,935565 

tf Hindus and \ 
1. Sikhs } 

333)000 

xgoo 

5 , 4*2 

1,596,692 

376,000 

1880 

12,676 

*,325,307 

Hindus 

191,000 

1867 

2,553 

273,201 

)> 

^,000 

I 1892 

3 A 4 X 

828,487 

Hindus 

200,000 

I *905 

1,946 

165,350 

Am* mists 

10,000 

1 *907 

9*2 

* 73’ 759 

Hindus 

60,000 

1 xgoo 

446 

62,312 

» 

4,000 


440 

54,904 


4,000 

1 1898 

*,739 

142,7x5 

%T 

73)000 

j 190X 

*,*S 5 

270,973 

if 

■ ' '66,000' 

X898 

1,447 

100,103 


xS,ooo 

xgo2 

1,900 

168,557 


33,000 

xSgz 

x6,o62 

73,370 


9,000 

1909 

6,x09 

* 99 » 3*3 

Muliammadans 

86,000 

xgoo 

858 

90,970 

Hindus 

30,000 

X874 

2,080 

321,634 


40,000 

X890 

886 

2,818 

52,025 

S 9 ,oi 4 { 

Buddhists and 

15,000 

1 

X874 

If Indus 

1 . 7,000 

X87S 

1,964 

* 54,544 

Hindus 

20,000 

*895 

606 

84,185 

Hindus 

' , 60,000 

1863 

*>307 

S 66 , 974 { 

; Hindus and 
iMuhammadans 

^ 1 150,000 

1889 

893 

533,212 

1 ’ Hindus ’ 

■' ,' 230,000 

xgog 

4,086 

* 73 , 32s 

1 X 1,000 


* "Wltlitu their own territories these chiefs have salutes of 2x guns permanently. 

t Hie pre*ent chief has a personal salute of two additional guns, or, in the case of Jaipur, of four additional 
guns. 
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Salute and Title of Chief. 


Salutes of IS Guns. 

Ajaigai'l), The Tuaharaja of, K.C.I.E 

Bhaiuiagar, I'lic Tliakiir Siiliif,) of. K.C.SJ. 

Chamba, the Kaja of, K.C.S.L, C.I.E 

Charkliari; The Maharaja of, c.Ll 

Chhatiirpur, The Maharaja of 

Dlirangadra, The Baja Sahib of, K.C.S.I. ... 
Faridkhut, The Kaja of 


Oorit'ial, TheThakiir Sahib of, G, C.I.E. ... 

Janjira, The Kawah of. G.r.i.E 

Jhalawar, The Raj Kaua oi , K.C.S.I. 

Jlnd, The Kaja of 


*Jiin?.garh, The iCav/ab of, G.c.s.I 

Kapurthala, Tlie Kaja of, K.C.S.I 

Mandi, The Kaja of 

^ Manipur, The Kaja of 

; Morvi, The Thakiir Sahib of, g.c.le 

*Nabha, The Raja of, G.c.s.i., G.C.LE 

Nawanagar, The .Tam of 

Palanpur, TVie Diwan of, g.c.le. 

Panna, The Maharaja of 

Pvdukota The Kaja of 

Kajgjirh Tnc Kaja of, K.C.I.E 

Kajpipia, The Kaja of 

Katlam, The Kaja of, K.c.s.r. 

Sailana, The Raja »>f, K.C.I.E 

Birmur (Xahaii)j The Kaja of, K.C.S.I 

Tehri (Carliwai), The Puija of, K.c.s.r 






Revenue for i 

Date of 
Suc- 
cession. 

Area in 
SU. miles. 

P>pnla{ion 
in sgoi. 

Prevailing 

Religion. 

last year i 
recorded or ! 
approxi- ■ 





mate. : 




' 

£ '' 

x 8 S 9 

77 * 

78,236 

Hindus 

15,000 

1896 

2,860 

412,6641 

Hindus and 
Muhammadans 

1 ■ 200,000 1 

1873 

3,2x6 

127,834 

Hindus 

20,000 , ; 

1908 

703 

123,954 

» 

26,000 1 

1867 

i,xs6 

*56,139 

» 


IQOO 

70,880 

Sikhs and 
Hindus 

9,000 , 

X906 

642 

S24,9X2{ 

1 ' ' 26,000 ■ ; 

X869 

X,024 

262,8S9'[ 

Hindus and 
Muhainmadaiis 

1 125,000 i 

i X879 

324 

85,414 

). » 

37,000 

1899 

8x0 

90,175 


30,000 

1 1906 

*,259 

282,003! 

Hindus aud 

1 Sikhs ■ ! 

} 99^000 

j 1892 

1 3,284 : 

395 > 428 { 

! Hindus and | 
iMuhammadans 

1 180,000 i 

1877 

\ 630 

3 * 4 . 35 * { 

Muhammadans 

1 aud Hindus 

1 ■ 86,000 1 

X902 

I Z, 20 O 

*7 .045 

Hindus , ^ 

33 .o<M . 

1891 

8,456 

28* .465 

j, 

26.000 

1870 

822 

87496 

j> 

5c coo j 

X87I 

92S 

297.949! 

^36,779! 

Hindus and 
Sikhs 

Ilindiu. and 

:\ f 

l| 213,000 

1907 

3 . 79 * 

Muhammu'ians 

X877 

3. *77 

222,627 

" , ” 

46,000 

1902 

2,492 

r. 72,986 

Hindus 

33,000 

xS&6 

x,xoo 

;.; 8 o. 44 o 

97 

73,000 ‘ 

1902 

8S0 

88,376 

>> 

30,000 

X897 

*,S *4 

** 7.*75 

f9 

46,000 

1893 

902 

83.773 


45,000 : 

189s 

500 

aS. 73 * 

n 

XO,OCO 

1898 

1,198 

*35.687 

77 

33,000 

1887 

4,x8o 

268,885 

79 

20,000 


N.B.— There are also tt other chiefs entitled to salutes of ix guns. 


NATIVE STATES OF INDIA. 


The Native or Feudatory States, whose ehief-s 
; are in Hubordiniite alliance with, or uuder the 
, suzerainty of, the King-Euii>eior, comprise about 
two-tiflhs of the area, but only ooe-tifth of the 
' population of India. Their administration, with 
■ a few uiiimi‘ort'ant exceptions, ia not under the 
' direct contr*.)! of British olUciais, but it is 
I subject, in varying degrce.s, to the Supreme 
j Clovcrrmient Tlie cliiefs are entitled to British 
I protecthni, but have no power of making %var 
i and peace, or of .sending ainbassadoi-s to one 
I anothrtr or to foreign State.s ; the military force 
they maintain is strictly limited ; no European 
i is allowed to reside at any of their courts with- 
; r)Ut .si)eclal sanction ; and in case of niisnile the 
i Supremo Oovcrnnient can dethrone the chief or 


his powers. In' matters of Imperial interest, 
trade, main lines of railway, Ac., the Supreme 
Government has juri.sdiction. Some States pay 
tribute, most do nut. Gener.ally speaking, Uie 
States are governed by their native Princes, 
IMinist-ers, and Coumnls, with the advice of a 
political officer of the Supreme Government. 


This ofheer may have charge, asBritisli Ke.sident, 
of one large State, or may lie the Agent for a 
group of States. A common characteriKtic of all ■ 
native States, important or ijisignilicant, is that 
in their territoi'y Brilisli Indian law does not run. 
For them the Legislative (Jouncilsof the Governor' ' 
General or of the Provincial Governments cannot . 
legislate ; and over them the High Courts or ' 
Chief Courts of the Provinces have no jurisdiction, • 
The Assigned Districts of .Mysore (Bangalore)* ' 
Kalat (Quetta and Pishin), and Beiar are still : 
technically Native States ten-itory. The Shaii ' 
States, on the other hand, are technically i 
part of British India, though administered by i 
local Sawbwas ca* petty chiets. Excluding these ; 
territories, the native States have a com})ined ; 


temporarily suspend him from the exercise of area of 679,393 s^Garc miles, and a population 
hia ‘ of 62,461,349. TTic aggregate revenues of the ; 

chiefS' are about' ;£‘x5 5000,000, ' out ' ■ of 'which 'a, i 
tribute of £sZii,5zo {£^33,000 from.Mysore) was | 
paid to the Government of India in 1907-S. They I 
maintain troops of inferior military organisation 
to the aggregate number of S$,ooo mfih in adcii* j 
tion to their Imperial Service troops, mimbei’ing’ [ 


♦ The present chief has a personal salute of four affilitional guns. 
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Tim ImUan Eminre — Native : States » 


I ig.Soo in xgog- !Matiy treaties provide that 
j t^witos shall fiinush troops on the requisition 
i of the Supreme Government, and troops of 
I native, States served in almost every ’Indian 
(/ampaig-n of the igtli century. The States vary 
\ gvealtly in Fise and importance. Hyderabad 
' b: as lai'ge as Italy, and the Nizam enjoys a 
! V cl y large revenue. On the other band, in 
I Kathiavar an.d elsewhere, where family eiistoro 
; lias led to minute subdivision, there are many 
' chiefs of single villages. In the case of such 
j iKitty estates the norhinal chief may have some 


numerous petty chiefsliips of Kathiawar, n. ; 
Baroda. 12. The Southern Mahratta, State.s. 13. ! 
Hyderabad. 14. My.spre* 15. The ilalayalim i 
•States of Travancore and Cochin, lying together : 
in S.W. India. " | 

The States of Hyderabad, IMysore, Baroda, i 
Kaslimh', and Kalat, and those Ijeloiigiiig to the : 
Eajputana and Central Iiulia Agencies.' 17s iii : 
all, are under the direct supervision 'of the i 
Governor - General in Coiuicil. Numerous | 
minor States are under the supervision or con- 1 
trol of variou.s Pj-oviucial Governments, Tlie : 


; The amount of contrf‘1 thus exercised over a ; Travancore and Cochin. UiiVerabad is tlr 


1 religious or tribal connection w-ith the majority | Srinagar, S32,6i8) w^as granted to Gholab Sing 
' of their subject?. Thus the Nizam of Hyderabad \ by Lord Hardinge, after the First Punjab War 


' id a Muhammadan, but most of his people are 
i Hindus. Althongh the native States, large and 
I sm.di, number 680, only about 200 are of any 
i Tea! £r.i]>orlan('e. Tim majority represent the 
.scattered military chiefshi]»s w’hich sprang from 
; the ruins of the ifogbul Empire in the x8th 
century. The nilcr.s of Gwaiior, Indore, and 
, Tkiruda are all desoeiuhints of successful generals 
i who then rose to power. Most of these States 


(1846). It comprises Jammu, Ka.slmnr, Ladakh, 
Gilgit, and Baitistaii. The administration oi ; 
the State has been jnuch improved under the ; 
advice of the Ih-itish Pi,esideut. A British i 
force stationed at Gilgit watches the noith- ' 
ern passes and controls the feudatory chief- ! 
ships of Hunza and Nagar ; while on the j 
west the subordinate chiefship of Ohitral is ' 
occupied by British, troops, depending for their : 


; are of more recent iirigin than the British power ' .support on the Peshawar border. Of the Sikh 
1 in India. Lord Ourznii reformed the Chiefs’ ! States t 


i CoJltiges and inan.gurated an Imperial Cadet 
j Corps of Lnliaii princes and nobles, 
j 'J'be salutes eiijeyed by tlu; native pritices 
: iudii'Ute their relative imjiortance. Those with 
j elevci) guns or m-ore are Jiddres.sed a.s His Iligii- 
j noss. bn pages 532-3 will be found the names 
of 71 ruling chiefs wlio have salute.s of eleven 
guns <n' indrc, with .some particulars <>f their 
States. In each groU}> the .States are given in 
alphabetical order. Some well-known Indians, 
I such as Il.n. the IMaharaja of Benares, G.o.r.K. 
; (who is entitled to u salute of 13 guns), H.U. the 
Agha Khan, d.o.T.E.,tlie .Maharaja of l)arbhauga 


the most important is Patiala. Bajpii- ' 
tana (pop. 9,723,301) extends some 460 miles from | 
north to south, and is 530 miles in breadth. ■ 
Ahrnit luilf of the area is desert. It comprises ! 
Ip States of varying .size and importance. Of i 
these 16 are ruled hy lioroditary Jhijput chiefs, i 
two by .fat chiefs, and r.no by a IMu'hammadan. ’ 
The Guvernor-Generur.s .\gcnt/s he;ulqnartersare i 
at Ajniur ; he has under him Residents for Eustcrii 
and Western Hajputana, and about twenty other i 
olfleers, distril mted among the States to .supervise i 
the afiministration. and give advice wlion it i.i i 
retiuired. Tiic most imi>ortant States are Judhpur '• 
(Manvat'), UdaipiH' (Meivar). and Jaipur. The | 


kIc.i.w., the Maharajah ol’Pjurdwan, iv.c,i.E.,aa<l ! Rajput dynasties, the most ancient in India, go 


the Nuwabof Daeo.a, li.c.s.T,, arc not ruling chiefs. 

The native States may be thus classified 
s. The Imlo-Chinese group of States, and 
the mimerous hill tribes of the N.E. 
front-ier. 2, The ab{)ria'ina1 Gond and Kol 
under petty princes of aboriginal or 
' Kajpnt idc'Oii, in Clmla Nagpur, Orissa, the 
I Ctnir d Pri»vine(-s. and the Jaipur (Vizagapatam) 


hack before the Moghul Empire, and resemble I 
feudal monarchies. A large part of the area of 
Jodiipur, Bikaner, and .lais.ahnir is desert. The ; 
Central India .S'tfCe.v, although in the aggregate ' 
one-third less in extent than tbo.se of Hajputana, ! 
are nearly four times as numerous. All but 17 
are petty chieLshliis, The mo.-t in'p..-itaiit are 
GuaJifiir and Imfori', which inciurle between 


I Ageney. 3, 'J'he Himalayan Hill States, west of ; them one-half of the whole area. The 31 minor 
! NeiKil (ineliidiug h.ishruir). 4. The numerous! | States of Biuidelkhand (largest, Ik'ua) are in 
’ Afglmu and Balueli tribes of the N.W, frontier, j laditical relation with the Central India Agency. , 
I ifdnibiting t}»e mountains from the north 01 } PhopaU one of tlie principal .Muliamm.'idau 
i Peshawar to the b.-ise of the Suleiman range, . States in Indi;i, is now for a fonrin gcneraiio!'i ; 
Ai dislauce of 800 miles. The names of many i under female rule. In 1875 the reigning Gaekwar , 
A-d th«?« tril>e.s, M’aziri.s, Oralizais, Afridts, j of Bureda was deposed, ’out theiritive adminls- , 
'Ac., have become familiar owiiig to the nmiiy j tration ‘*'a.s eoiitinued under an adopted heir. , 
cxptditlous against Ihem. 5. Ealat (including j In i88x JG/.so/v, winch had been admiuiatered 
, Mid'.ran and Kliaran) aiid Las Bela, with tribal i by the Indian Government since 1831, was , 
f .areas in the pf'>fi,sessi*:>n of the Alarri and Bugti ■ restored to native rule. The impfjrta.nt states ' 
j irshi K. 6 . The Sikh States, in the Sirhind plain, j of Travaneare and Corhin, attached t-o Madras 
i south of the Sutlej. 7. The three northern Presidency, represent ancient Hindu dynasties. 

1 Muhammadan States of Eliairpnr (Sind), Baha- I +tvi^.u 5,, ,,1 

1 walpur, anti liampur, from which W'urren 
I Hastinj^^ expelled the Kohillas in 1774. 8. The 
1 ».neient sovereignties of Bajpntana, lying foe- 
j tween Sind and t’ue Ibiifced Provinces, g. The 
States of Central India, lying to the north of Hie 
I Iferl^adda, and to the .south and east of Eaj- 
I piitoa* to. Gujarat, including Kntcfe and the 


The ft»nnei‘ .stands third in popidatiou among 
the native States, and i.s exceedingly pTcm- , 
perouK. 'J’heir Christian poj)uiariou "numbers ; 
about 900,000. Siklchn, a frontiej* State situated ! 
on the borders of Tibet, between Nepal and I 
Bhutan, acknowledged the British protectorate ; 
in 1890, when also the boundaries of Tibbt 'vt’ere : 
defined by the Sikkira-Tibet Convention. i 


tottaebb’s almanack^ 1910. 


The Indian Emidre — Kfjnd^ Bhutan, 

i!iountnr0 tfjc fiutrittii ^pfjrrr of fufinnirr. 


; 'I'lIK nr‘!tive States of Nepal aii <3 Bhutan, 
tlioU}::h i/i India . uiijoy a laive measure of 
imiepenUenee, and miiy' be most eonveniently 
treated a- ’iVitirui the Indian sphere of influence. 
Outsith,* Iiaiia, bur«viihin its sphere of hifiueiice, 

' is Alphanislaii. I'or French and Portngue.se 
puSit'fc.sions in India, see pages 6x7 and 644. 

NEPAL. 

' S't’friX'hp'!, E.li. Maharaja j>!iira,:a Prithvi BIr 
iUkrum Jang Baliaduv Shah Baliadca* 
Shamsher Jung, 6. 1875 : .vy/c. 1881. Salute in 
territory, 21 guns, 

' Pn’nh‘ Mi/m'ii')’. ILK. Madiaraja Sir Ciiandra 
Shaiiisher Jang, IhUiU Baliaiiui', *3.0.13., fJ.c..s.r., 
i 1).€.L. (xgox). 

Nepal (500 mi’es loiigljy ico^nilcs broad ; area, 
Jihoiit 54,000 sq. miles; pop. iibout 4.000,000, 
chiefly Hindus mid Budahi.-t.s) lies between 
BritifJi India and Tibet on Uie S. .slopjes of the 
iiiinaiayas, and includes, among other lofty 
peaks, Ml. Evere.«t (a9,x4i’ft.). Ainid the wild, 
sterile mountains lie many fertile valleys. The 
h'Aver hilts are eovered with jungle, in which wild 
asiimals alyund. Bice, wheat,\tc., are grown. 
Nepal isdi’tided into f*.*ur jti'ftvinces and ilfteen 
tlisivicts. In 1908-9 its ex]>orts t*) British India 
were ^^3.368, 000, wj.ile its imiyrts aiiioinited to 
;^x,xS2,ooo, The principal trade route is tlmt 
hetween Katmandu and tlie Fx ngal frontier 
(76 ndieO. Nepal exports rice and other 
grains, t'ilseed.H,/?/o', "Uttlc, jnte, Ac., and imports 
, cotton goods and yarn, sugar, salt, .spices, inetal.s, 

! Ac. Tiie revenue, reali.sed chiefly from land 
rent, forests, customs, is over 1,000, oco. 

; The aborigines are Mongolian in typo, and 
their religion is Buddhism. The country 
' was coiKpiered i!J 1769 hy the fiuj’khus, who 

■ are Ilimius and claim to be Hajputs. The 
' Mahaiuja is a SK»diya KaJiUit (Hindu). Their 
' frequejit aggressions led to a war w itii the Billish 
I in 18x4-6. l?clati<'!3s have now h uig been I’j’icndly, 

' and the Prime .Minister ]>aid a ni'.jst su^*ce^sfu^ 

visit to Eiigl-'i-ud hi 1908. The policy of sechisEou 
is, however, consistently followed by the native 
; rulers. 'I'he real political pow< r rests with the 
Priiue Mini.ster. The British Political Uosklenfc 

■ at the ('upital does not interfere in internal affairs, 

, lujt foreign relations are tont rolled by theJntlian 

bloveriiincnt. The army nmuber.s about 45,000. 
lioTuplhneiitary ui'issksus are sent quhinnennially 
t') Ulnna. By urrangeimaii w dh Nepal, India ol> 
tains muiiy fine rceriilt.s f<u' its (Jurkha regiments, 

' Capital, Kat}iutiub! (pop. 75.000) -/hgYos'/i A*m- 
I iUnt, Lt.*Coi. J. Alaaiier.s fcniith, d.i.E, 

1 jR,s. 2,500 

: BHUTAN. 

; Bhutan (area, about 20.000 s<p miles ; pop. about 
i 250,000. mainly Bmldhists) also lies on the B E 
' <d' the Himalaya.s, and its iwnfhicts resemble 
' those Nepal. In 1863, owing to outrages oil 

■ British subjects, portions of it were annexed to 
5 India, an animal allow.'ince of ;^3,333 being now' 

paid by the Indian iJovermnent as compensation, 

■ The fonutT dual government of a spiritnal chief 

■ and a tenip^ii-ai chief came to an end wdien the 
t'hlef councillor an>l virtual ruler, known as the 

,T..ng.sa Penlop (Fir I'gyeu Wangchuk, K.C.l.E.', 
, was chosen hereditary Baja in 1907. BhutaiTs 
j total trade with India in X908--9 was 3^^39,000. 
} There is no British llesideut.. 

Capital, Punuhha. 


: AFOHANJM'i'AN, 

j A hur of A fiiho.nhttrn (nnl its li-Je/icfes. His 

! IMajesty ts'iraj-ui-iuiUat-wad-diu Amir Habib- . 

I uilah Khan, «.<.'.3t.G. ; b. 1872, sue. (ictoher 7, , 

1 X90X. fclahite in British territory, 2x guns. 

Afghanistan (called Khoras.san t*y the natis'es) ; 
lies on the' N.^W. frontier of India. Its area is ' 
estimated at 246,000^1]. miles, and its population 
at 5,000,000. it is boiuided on the \V, by Per.Ja 
(boundary fixed 1857 and 1904), uu the d ov 
Baluehistaii (boundary fixed X896-7), on the N, ^ 
hy Asiatic Jlassia (lioundary fixed 1886-7 
X893--5), and on tlie E. b% the Punjali and r 

Frontier Province (bouiidury fixed 1895). 1'bv ^ 

, northern boundary runs from Znlfikar on tiic . 
i Persian frontier to Kushk, the Russian railway : 
j terminus on the b.raneh line from Merv, and ' 

: thence N.E. to tlie Bxus, which forms ths* 
i J-oundary from Kluiiaiab to Lake Victoria, ^ 
wlieiice the iine to the Chinese frontier was fixed 
; Ijy the Pamir agreement of 1895. The Indu* 

I Afghan frontier was settled by the I)urii-nd | 

I agFeement of XQ03. On this frontier from the ' 
i Pamirs tf» the Gon.al Pass are many Putliaii ' 
i tribe.s, who are much inllueneed by mnlhihso 
! Mountain.^, chief among which are the Ilim'n 
i Kusli, cover three-fouiths of the eumitry, the 
I elevation bi'iiig generally over 4,000 feet. There 
; are three great river basins, th;; Oxus, the 
j Helinand, and th.e Kabul. 'i'he vlimal;? Is* 

I diy, with, extreme iemperatnre,-:. in winter ami 
I summer, 'i’he population ifi very mi.xed. The 
! Af.glians (or luiranis) have been predomimHit i 
; .since X747, e.specially in Kandaliaj’ ; next come the? ‘ 
GhiKms (military and ee*nimereial) and tlie Tajdts 
(al toriginals, v, h<j ai’e culti vat oi's or retail traders). 
All fire Sunni IMuhanunadans, except theHaj-'anis , 
and Tviy.ilha.siies, who belong to the .Shiite sect. ' 
The national tongue is Pushtu. 

Afghanistan is divided into six province^, 

I Kabul, Kandaliar, Heitit, ‘ITirkestan, FaiTuh, .md 
; Badakshan (with Kafiristan and M akhan), w'hieU 
! are under governors, with subfU-dijiate nobles 
and jurlge.s, police, and revenue wflieera. Tb.c- 
late Arnir (X8S0-X901) estahii.-ihed a strong eer.tral 
government, and introdiiPed a rt-giUiir civil and 
military organisation, imdudiug oftich^g for 
public works, po.sts. police, finance, trade, Ac. 
He first formed a national army, paid and cou- 
iroUed by liimseif, with tnu..-;p<»rt serviee.^, 

I &c. It comprises about 70,000 regular.^ and 
i 20,000 irregulars, hut lacks diseipliue and 
i cohesion. (Jonsidtralde ipiantities of rifbj.s 
and artillery have been pureiuised hi Europe 
under arrangements made with the Govcrnmonl 
of India. Factories for guns, rifles and ammn- 
nition, and for various cuinmercinl nroduf-is. 
have been erected iu Kabul. The Afghan laws ' 

1 are Islamic sacred laws, tribal laws, aiul tho.«e oi 
the Amir, who is tlie C.kairt of Apjfeal. The law 
. is bulky and the erimiiial law severe. Recently 
'|tcps have been taken to develop education, 
j nitUerto controlled by the AIuHaiis. Most of 
i the people are inditstrious culfivutor.s and tlic 
j coi'*ftry has ijecome fairly .settled, ptaccfid, avA 
prosperous. There is excel leiit iridgation and a i 1 
profitable soil is utilised. T’here arc generally 
two crops a year. <uie of wheat (the sttapl'e 
food), barley, or lentil.«, the- other of rice, milfct , 
maiise, and dal. Afghanistan i.s rfeh in fruits. 
Sheep , ami transport animals are bred. Silk, 

I W'oolleii, and haircloth.s and caiiJcU are mauii- ; 
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exports was 107,000. and of the imports 
j^x^*a,ooo. The peopie (about 73,000) are 
Muhammadans. The Sheikh has been iu treaty 
relatioua since 1820 with the GoveramenKof 
India, which has a Political Agent at Bahrain. 
hi 880 he engaged not to make treaties with 
any other State. 

The independent tribes on tue Pimte (Arab) 

I from Itas-el-Kheima to Odeid are bound 
under ti’eaties with the Indian Government 
<<Mlag from x8»o, and couarmed in 1833 by 


India— Foreign Border States. 


. faetured. Salt, copper, coal, iron, lead, rubies, 

; and gold are found. The roads are generally 
! unsuitable for wheeled traffic, but have lately 
i been improved, particularly where they may 
seiwe military purposes. Goods are conveyed by 
pack-animals. Tlie trade of Afghanistan with 
India in 1908--$ w*as over 1,5x6,000. The exports 
to India are mainly fruits and nuts, raw wool, 

; and ghl; while the imports therefrom are 
, c-^hiefiy cotton yarn and piece goods, metals, 

■' leather goods, tea, and sugar. The Afghan 
. customs duties are heavy. The chief trade 
routes to India are the Khaibar Pass, from 
i Kabul to Peshawar (xpi miles), and the road 
I from Kandahar to Quetta (125 miles). The Sind- 
Pishim railway terminates at Chaman, on the 
. frontier, 6s miles from Kandahar, from wdiich 
a fine road of 31:8 miles runs to Kabul. There 
! is a large export of wool to Persia and Kussia, 
cotton and silk goods, sugar, &c., being taken in 
I exchange. Eiissia gives bounties and rebates. 

! The annual revenue is unknown, and consists 
' laigely of pajunents in kind. It may amount to 
j^9o<i,ooo, including the subsidy of ;£;iao,ooo a 
year from the Government of India. There are 
taxes on land, a grazing tax, customs duties, 

. stamps, fines, poll-taxes, receipts from State lands, 

; monopolies, and factories, and mining royalties, 
j By agreement with the Amir, the “buffer 
i State ” of Afghanistan has no foreign relations 
with any Power except the Government of India. 

In all other respects it is independent, and 
the rule of the Amir despotic. The modern 
history of Afghanistan dates from i88x, when 
' Abdurrahman, the late Amir, was recognised 
! as ruler. As the result of a British mission 
to Kabul in 1904-3 the engagements which had 

jForftfftt CouiUrtrsi ^onitgiiou^ to lintruT. 

: Th-E PEESlASf G CLP.— 'For three centuries Eng- 

land has taken the lead in Persian Gulf trade. 

. She has suppressed piracy, slavery, and inter- 
tribal warfare on land and sea, made surveys, and 
laid down buoys and cables. England and India 
still have the lion’s sliare of the trade, though 
i there has recently been German competition. 

; The bulk of the trade is conducted by Indians, 

; who snake Bombay their entrepot The Arabian 
I shores are low-lying deserts, the Persian coasts 
’ mountainous; while at the head of the Gulf 
i are great alluvial plains. The heat is intense in 
! .summer. Natural liarbours are few. The 
; southern shores are Turkish from Katif Town 
\ up to the vicinity of Koweit, and beyond those 
I limits as far as Basra. 

1 Jtahmii (capital, itanaina), governed by Sheikh 
I Isa ami under the protectorate of the Indian 
I Goveniment, is the largest of a group of islands 
f half-way up the Gulf, near the Arab coast (El 
I Katr). It is the head-quarters of extensive r>earl 
fisheries, and a distributing centre for the adja- 
I cent mainland. Pearls are the only notable ex- 
\ pcjrt ; rice, cotton goods, dates, and spices the 
i chief imports. In x907~8 the value of the 


existed with the late Amir since x88o were re- 
newed by the treaty of 21 March, 1905. Under 
this treaty the British Government engaged to 
refrain from interference in internal affairs, but 
promised to preserve the safety and integrity of 
Afghanistan against any unprovoked attack, 
provided that the Amir acted as a friend and 
ally, and followed unreservedly the British 
Government’s advice in all his external relations. 
The Amir visited India in 1907. By the Anglo- 
Kussian Convention of August, 1907, Russia de- 
clared Afghanistan outside the Russian sphere 
of influence, and engaged to conduct all her 
political relations with Afghanistan through 
Great Britain. Great Britain declared her 
intention not to change the political status of 
Afghanistan, to exercise only a pacific influ- 
ence, and not to take or encourage measures 
that might threaten Russia. After reciting the 
treaty with the Amir in 1905 Great Biitaiu 
engaged not to annex or occupy any pait of 
Afghanistan in contravention of that treaty. 
It w'as agreed that specially designated Russian 
and Afghan frontier officials might establish 
direct relations for settling local non-political 
questions, and that Great Britain and Russia 
should enjoy equality of commercial facilities. 

There is a native British Agent (a Muhamma- 
dan) at Kabul. The Amir has an agent wTtli the 
Government of India, and an agent at Peshawar, 
and also commercial agents in England and India. 

Capital, Kabul (about x5o,ooo). The chief 
commercial centre is Kandahar (30,000). Other 
provincial capitals are Herat (12,000) and 
Tashkurgan (xy.ooo). 

Britlifh Agetit, Fakir Saiyid Iftikliar-ud-din 

Es. x,3oo 


a Treaty of Perpetual Peace) to maintain a inari- 
time truce for the prevention of piracy and 
slavery, and for the cessation of hostilities at sea. 
Hence theirchiefs are sometimes called the “ Tru- 
cial ” chiefs. The British Political Resident in the 
Persian Gulf, stationed at Bushire, is the recog- 
nised arbiter and adviser of these tribes, and 
peace is maintained by the British flag. The 
trade of the Arab coast ports largely consists in 
exports of pearls to India vid Lingah and Balirein. 

Important caravan routes converge at Koiveit^ 
the proposed terminus of the Baghdad rail- 
w'ay, which has an excellent harbour, recently 
buoyed by tlie British India Steam Navigation 
Company, whose steamers call fortnightly.’ The 
Sheikh of Kow-eit (Mubarak bin Sabah) is under 
treaty obligations with the Indian Government 
in respect of Koweit and its vicinity. 

The SuUun of Oman (Muscat) is in treaty re- 
lations with, and subsidisc'd by, the Governineiit 
of India, who hai e a Political Agent at his Court 
{m page 639). 

In tile negotiations connected with the Anglo- 
Eussian Convention of 1907 the policy of Great 
Britain was declared to be the preservation of 
the statm quo and the maintenance of Briti.sh 
trade, and Russia did not deny the special 
interests of Great Britain in the Gulf. 

Political Resident, Persian Gulf (Rjishire), ilajor 

P. Z. Cox, c.S.r., C.I.E per ynensem. Ea. 2,750 

Do., Turkish Arabia (Baghdad), J. G. Lorimer, 

C.I.E Es. 2,300 

Political Agent, Muscat, E, E. Holland Es. 2,200 
Pol. Agent, Bahrein, Capt. C.F. Mackenzie Es. 1,167 
Do., Koweit, Capt. W. H.J. Shakespear Ea.x,i;69 
(For Persia, see pp. 640-642), 
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Liikt— Foreign Border Btates. 


I Persia borders on Bal iicl listan. The demarca- 

; tion of the Perso-Balneh frontier, partially 
, carried out in X872 and 1895, was completed in 
. *905 by CkA. McMahon, wiio, under the treaty of 
■ 3 r 8 S 7 » depiited to examine a Perso- Afghan 
; dispute regarding the course of the HelmandL 
A railway was opened in 1905 from Quetta to 
; Xushki, wlicnce there is a caravan route (478 
miles), with wells, rest-houses, telegraph, &c., to 
Persian Heistan, hut trattlc is sinall. In Pei*sia 
consular oilicers representing British and. Indian 
interests w< »rk side by side. By the Anglo-Bussian 
Convention of August, 1907, S.E. Persia, east of a 
Ji’oe drawn fjoiu the Afghan frontier, rid Gazik, 
iiirjaud, Kerman, and Bunder Abbas, is assigned 
' as a region in which llussiawill not seek political 
or commercial concessions (for railways, &e.), 

; or oppose similar concessions supported by the 
' British Government (see also pp, 640-642). 

Astatic Bcs.-ia.— T he Anglo-Paissian Conven- 
j tion of Ang., 1907, recognises N.W. Persia as a 
I region in which B,us.sia, and S.E. Persia and 
-I Afgharastan as regions in which Great Britain, 

J, have special interest.s. A portion of the Paissian 
i Empire, including tlie -vas.^al State of Bokhara 
j and part of the Pamir Ihgion, is conterminous 
! with Afghanistan. The Bussian Trans-Caspian 
! Eaiiway runs from Kra-iiutv<>dsk, on the Caspian, 
i tid Mhrv, to Samarkand and Tashkent. The 
1 MTu’ghab Valley brant h from Merv to Kuskh 
I on the Afghan frontier, oj>ened in 1898, brings the 
Paissian raiiwajs vithiii 70 miles of Herat, and 
I within 450 iuil« s of the Chuman temiimi.s of the 
' Indian r.uhvavs. Anotlior important .strategic 
' line connects ' I’a^hkent <lirtctly with the main 
: .!{u.s.sian f-j htem at < )renburg. The Amu-Daiya, or 
, O.ms, which scjiarates P.okhaia from Afghanistan 
' for 330 mile'-, is navigated by Kussian steamers. 

J Biissian territory stretches into the Pamir 
I Begion— tlic “ Root of the World ”— -a wind- 
i swept, icy mountain -land, snow-bound for half 
the year. Its southern boundary was fixed 
' in xSgs by the Anglo-Ilussian Pamir agreement. 

China.— India i.s in contact with two depen- 
dencies, Chinese Turkestan and Tibet, and one 
province, of China, Yunnan. 

Chmese Turkestan is .surrounded iiy the moun- 
tains of Tianshaii, tlio Pamir.s, and Kuenlun. 
'I’here are tlirce difilcnlt pavsse.s into llussiau 
Turkestan and two still more difficult ones into 
India. The iKumdary betwu^en Kashrmr and 
Ghin»?se Turkestan lias not been ofiicially defined, 
llu.ssia has st>eeial treaty rights in tiie depen- 
dcn<;y, 'riicre is a British consul at Kashgar 
^ (G. Macaiiney, c.r.E.), 'I'lwle with India, wliich 
' has increased, is chieily carried over the Kara- 
koram Fa.ss (18,500 feet) cid Ladakh, in Kashmir. 

Tibet ^ a xdateau .seldom lower than xo,ooo feet, 

. forms the nortlierii frontier of India, from 
Kashmir to Burma, but is separatciU herefrom by 
the irinminyas. .Nortlieni Tibet is arid, but in 
tile south there are fertile tracts in the valley 
of the 'iVan-po. India imports from Tibet wool, 

' borax, .salt, li\ing animais, ami musk, in 
_ exchatige for cotton an<i woollen goods, coral, 

' and gi’aiii. Tiic total trade in jgo8-9 was about 
! ;jC3o5,ooo. Trade pas.ses from Bengal (through 
* Sikkim) or from the Punjab and the United 
i ITiivinees. The tmee mysterioai.s capital, Lhasa 
, (11,830 ft.), is 333 miies from Darjiling (Bengal). 
The Lamas, or monks, who control the country, 
denied ac(;esK to European travellers after 1846. 
i Under the Angio-Ciiinese Sikkim Convention 
of *890, a trade mart was opened at Yatung; 
I but as the Tibetans disregarded the Convention, 


a political mission w'as despatched from India, ; 
with a military escort. It reached Lhasa, after i 
a very arduous march and sharp fighting, on [ 
3 August, 1904. A new Convention w^as signed | 
(7 Sept), ifhis Convention provided for the 1 
erection of boundai’y pillars bet'iveen Sikkim and j 
Tibet ; for trade marts at Gyantse and Gartok as \ 
well as at Yatung, and for unrestricted traffic by j 
existing routes ; for British and Tibetan agents at j 
the trade marts ; anclfor payment of an indemnity. ! 
Tlie Tibetans pledged themselves not to alienate ; 
any tenitory or grant concessions to, or permit j 
the intervention of, any foreign Power. By the ■ 
Convention of Peking (27 Axwil, 1906) China * 
agreed to the terms 01 the Conventions of 1890 
and X904, and declared that no foreign State \ 
should interfere m Tibet, wlnTe England also 
undertook not to interfere in the adminis- ! 
tration of Tibet or annex territory. By the ; 
Anglo-Eussian Convention of Ang., 5907,' bedh ; 
Powders recognised the suzerain rights of Oliint: 
in Tibet, agreed to maintain its territorial integ- ; 
rity, to refrain from intervention in its internal j 
administration, to treat with Tibet only through ; 
the Chinese Government, not to send represen- 1 
tatives to Lhasa, not to assign any teiritory to j 
either Power, and not to obtain 1 ailw ay, mining, ■; 
or other concession <= , hut dnect relations j 
between British comnKicial agent'- and Tibetan 
authorities under the Coincitmu'- of 1904 and 
1906 are pennitted. 11m nev t 3 ..de marts have 
been opened and trade leanlat'urs “-igned 
In Dec., 1905, the ruler of Tibet, the Taslii Lama, 
visited the chief cities in KorthcJ ii India. The 
Dalai (or Saered)Lama, who fied before the British 
advance on Lhasa, has now returned to Tibe^. , 
The Cln'iiese exercise much more influence than 
formerly in the administration of Tiljet. 

Yunnan ia a Chinese province to the K.E. of 
Burma. By the Angio-Chinese agreements *894 
and *897, a boundary was fixed between Burma I 
and Yunnan, and arrangements wore made about 
trade, extradition, <fec. The boundary towards I 
Assam is undefined. By an agreement of i8g6 * 
Great Britain and France agreed to .sluire equallv • 
all privileges or advantages that might be con- i 
ceded by China in yuniuin. Western Yunnan, • 
with its trade centres of Hsialaian and I’ali-fu, is ' 
reached by a difficult route from Bhamo, in Upper > 
Buniia, The dii-ect trjule was about ;^S5o,ooo in ! 
1908-9. Burma imports ivom Yunnan hides, At., ! 
and exports raw cotton, cotton gf(ods, and jade. ^ 
A raiDvay from Bhamo 10 Teng-yueh (j2o miles) ' 
is under survey. There are treaty “ports” at : 
Tf‘ng-y«eh and Ssumao, near tlui Burma frontier. 
British eonsula are statit>iied at Teng-yueh and ’ 
Yunnan-fu (sec p. 608). 

French Lao8. --Through the cession of a ' 
portion of Lao.s by Cliina in 1894, France ’ 
obtained access to the left, liankof tho Mekong 
at a point where this river forms the liomidarv 
of the Bhan Btates of Burma. I’lie terrikny ' 
fonns part of French J ndo-Cii i na (see i *] >. diy-S). ’ 

Biam (see pp. 649-650) marches with Burma ! 
for many hundreds of miles throuLdi mountain- ; 
OU.S country, and considerable trade is carried 
on over this frontier, chiefly with Chiengmai, : 
the imports being chiefly teak, cattle, and raw' ' 
silk, and the exports cotton and silk uo<»ds. In i 
*908-0 the value of the total trade wasy^5is,ooo. 
The boundary of Burma and K, W. Siam was 
demarcated in i8§i2-3. France in 1904 recognised 
the portion of Siam w^est of the Slenam basin, 
including the Malay peninsula and adj^iceut 
islands, as within the British sphere of influence. 
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Imperial 13 riii's!j dominions. 


.; . Titk iDilc'Vving accounts of the Imperial Dominions have been revi'secj the 
' varioas o.'.verninents, to whom the Editor begs to return his warmest thanks. ; 
i Ho is a’su uidcbted to the “Colonial Office List,” which contains information upon i 
' every subject connected with the Imperial Dominions. • 

CEYLOX, 

an ’slfisnl in Iho Tiuliaii Ocean, to the south-east 
of the [>t‘!un-^iiI;o>f Riudiistan, is situated between 

53h'“-9'" 50' N". lat. and 79*48'— 8x° 52' E. long, 

It® area is (a itli outlying islands) 35,481 square 
n'.lies, or more than three-fourths of that of 
I'rela?!*!. its gretitcsfc length is from nortb to 
sentli; 270 miles’; and its greatest width 140 miles. 

The tuin‘;ite varies with the altitude of the 
diitriet ; 'oat on the wholo, though tropical, it is 
I healthy, except in the low-lying jungle. There are 
5 no groat extremes of temperature, and through- 
‘ out the low countrythe thermometer vai'ies little 
i in the course of the year, the mean temperature 
at Col-.nnho being nearly 81° L The coolest 
' nnv.ifchs .iTv December and Januaiy ; tlie hottest 
' are April and 'M;iy. 

1'he estimated population on December 33c, xpoS, 


members, and a Legislative Council of iSmombers, ‘ 
including the Governor and the Executive Comicli! 
The Legislative Council contains repres-mitativos 
of the prinoi})al races ami interests hi the Ishuid. ’ 
li’oradministrativcpiirpt >sc,s the islaial isdividcfi ' 
into 9 provinces, at the head of each of which ' 
is a (loverniiient agent. The larger towns have ' 
municipalities or local boards ; aiul in the country i 
districts tlie natives retain tlieir village cf-nneib 
and triiuinals for matters of minor in'b'urtaiice. ' 


1907. 

Public revenue 113.36,573,344 

Public expenditure P.s.35'29i,53t 

Public debt [ 

I Ks. 3,135,562 

Total imports Its. 139,316,757 Es.x3:o,29’r,9o8 

Total expoi'ts Ks. 139,570,001 Bs. i3o,x7o.4o5 


2-i»S, ■ ■ 

5''-3S»S75!,8 So I 
Ea5S,o32,o55 ! 

^'4,566,403 
E.s. 3,111,086 


,€1-750.330 ', ' i 
Kingdom, 1908 , i 
„ :05,6o 6 I Flmukig'.* .... €-^79.6oi ! 

Cocoa 179.674 U' intitunon 16.648 

Nuts and Almonda 301.706 Toa 3,^.83,074 

Coco.nufc Oil 493,444' 

€S.i 3‘;.398 

C'AidTAL, Colojiibo (population, 183,058). 
(Anrrwir, ^:JvlL P.. .Ucralluin, d.UM. a Its. 103,060 
’ ’ ’ 4,Soo 

4,,S00' ; 


. . . from U.K., 190 S 

’ was 4 , 038 , 456 , the most important elenieut ))eing | Coal anil Fa-d . ,€ 301,563 ] Mm himn-y. ... € 102,547 

' the Binlnb.'seg desiicndants of colonists from the j CotfcouH 3 G 2 . 4'33 ; Arctah’ . , . ‘' 229,707 

j valley of the G'ange.g, who first settled in the | 
i island about B.O. 543 . (Census, 190 s: Sinhalese, . yr-os- m n 

>, 33 ^ 5 . 807 ; Tamils, a race of Southern Imlia, i ^ ' 

: 95 ^, 740 ; Atoormen and “ other raee.s,” 353 , 625 ; ' 
iiurgliers and Euraiiaus, 33 , 483 ; and Europeans, 

I 9 , 3 X 1 , ineiiiding 3 , 9 x 1 military and .shipjung, 

’ ** Other rm-ea ” include a sprinkling of Vcckhdi.®, 
j who are nerhaps the aboriginal race <;f the 
, islatid, sued 01 Afghan.s aitd Malay, s.) In 1507 the 
Portiiigue--.e huidal in Ceylon and formed, .scttlc- 
’ incuts al.jug the coast; but about 150 years 
i lufer they were flisiKHsessed by the Drdcb, In 
' 1796 lb.e' Dritisli took p().sse.ssioa of the Dutch 
settlements on the i.sla?id, and annexed them to 
. the Picsilenuyof ?dadras; hut live, yeans after, 
in x 3 ox, t '('y?un was erected into a separate Grown 
coloTiy, Tn 18 £5 the King of Ivaiidy was dciiosod 
J and bitalsiied ; a’ul bis dominions, wliich bad up 
i to that liioi- nciintaiucd their indopondence of 
' Ban >}H -an i iile,werc annexed.to the Britisli Crown. 

The priv.lucts of the islands are agri- 

' culDiial, Tia.' most important for homo eon- 
snmptioti i". rice in its two forms of padi and dry 
grain. 'I'ina priiieioal exports arc toa, coffee, 
and ni'M-f.jrt., of the coco-nut p.ahit, ciJichona, 
rulibbr, /-fi'Oiij ciiiiiamon, cardamoms, ebony, 
and a bttic vaailia. 

I About, ouc-umrth of tlie island is under culti- 
vation, !\ad the leading areas in xgoS, in acre. 3 , 
uerc : -Klee, ^ 10,339 ; other grain, 106,635 ; tea, 

' 553 , 348 ; cf.ffee, 1 , 9 x 0 ; c.oco-nuts, 9 J: 5 , 3'^3 ; rubber, 

■ 131 . 695 ; cinchona, 1 , 066 ; cmuaiuon, <*^ 0 ., 54 , 423 ; 

; cocoa, 30 78 S ; and tobac(;o,. x<|,o 6 o. Auiong the 
iitoi'c ijupoitant native indnstries are gold , silver, 


A.D,C., 0;»pf,. K, G. 'nieohr.hl 

/bVc..sVc., A. J. Hedgelaml 

/‘V.,vvx, lU’ieadh'i'-GesK-r.ai A. .L 

Wliibicre Alien, e. n., 

CuJtiioal S‘ <‘iytf(rii,ibm.hh' Oiighi iUi'ord, 

K.C.M.U 

i.st df. , K. Do'-vos 

Additional <h)., k. 0. Glajtnii 

zud Aiyiiiotaiit, E. B. Denhnni 

Compft'odei' n/ liou. \Y. If. 

Jackson (uc/lp. ) 

Coh)malAa(li,toi\ 1). S. McGregor 

7V<-a.‘.o/,rt'r, lion. D. Senior, 

GVo'i.Jpr«Mr./Voc., Hon.L. W. Booth... 

,, „ (\ndrai ,, .h P. Lenir, 

,, ,, Xorfhfr;i ,, F. 11. Pri'ce 

„ „ X.-VM 


Eno'et'a 
, ,V. Cent. 

Um 

, Sahtiraaannf 


d. Suxion 

G. M. Lusliington 
J. 0 . K. Afnntz ... 

B. Hor-dnirgh 

Af. ll. Gumberland 
■u.M. B ilelling. 


ivory air* t;ortoifc--^licnwoyk, pottery, mats, fans, Prmri.pai fJoUeetor 


Survf!'.)fot''(Tr,i'’raf,'P. 'D. Wmreu, 0. r 
I>irectar Pah. Wlw., F. A. Cooo' r, e.Ji.fi, 
PoslmmleMlenend A, S. Pagdiai 


juuibood-.'ai’viiig. Ceylon is famous for precious 
stones, • -.neoially c:it=>eyes, rubieSj &c, ; and the 
pearl rv in ilu* Gulf of Mannar, olf the N.W. 
of the if.d:o!d, yiehled a revenue of ^8.3,405,645 
. in 1905. The manufacture of salt is a Goveru- 
, meet jnon« »fv)Iy, and yielded in 1908 a revenao of 

; There an- 567 miles of .railway open, 500 being 
\ 5 ft* 6 I ft. gauge and 67 miles a ft. 6 in.; and in 
[. *909 tlw post and tch5gra|ii, offices mpubeioBd 403, 
I tmW' 4.063 niidca of telmaph wire. 

' ' ftiiS"OovehJmcTit of' Gerfpn w adminiBter^&d by 


'tdoohn 0 . T. D. 


23.480 ! 

30.000 
*®j2S0' I 
XX, 350 i 

9,000 

r8,ooo . I 

13.000 ' 

31.750 .[ 
16,875 
19,687 I 
16 , 87 s j 
16,313 ' 

28.000 
tt^Uxz 
12,375 

11,8x3 I 

22,937 I 
* 5,937 

20,250 ’ 

* 6,875 I 
26,312 

33.750 

ai,ooo 

21.000 
21,000 


Yigi )r3 

Chief Jndiee^ Sir 3 . liutchinrion 

Eon, Pmane J-whje. Henry LoreriZ vrendt 

Puiaue Jn.dfie, J. P. Ali(ti!uLon 

Do. do. A. Wood Denton 

2}i,d.Jyd<je^0olninha. Jose nh Grenier ^ 1 ^ 2,200 

Do. do. Knnde, B. D!iUecG‘,af/) ......Its. 13.575 

Do. do. Qrtiii’, W. E. Thorpe 11,250 

Do. do. JajT/w, R. N. Thume 10,500 

Attormy-Gev., Alfred Geo, Lsiscelles, jc,r, :;^i, 4 So 

EoUoitur-G(m.,d. f.’. W. Pereira, K.c Rs. 13^500 

Heghitrai'-Oenoral , F. Ariinachalam 18,562 


aOovgnmr, aided by an Executive Cfenhci|pf $ ' M/oetor Public Tmtniction,d.Tlo.TWM'ii... £ z,qoo 
■ ‘^hita’ker’s almanack, 1910 . 


hnimial Britkh Dommiom-^SlraiU' 8 citleme~M^ 539 

C Jf.O.. ^laj.^^h-AlL’m Perry, Kt., H. A.yr.C. £t:,^^Qo i Res. CoiimilUr of Pcmmg^ Hon. It.X. Bland fe,6oo ^ • 

/\»/kv, C, C ].‘>iigden.... Ps.15,000 J>o. Malacea, Hon. ^Y. Evan.s 7,800 

Puvi Mujf'r A, '\V. De* Wilt'.ui 18,000 Chief Justice^ Sir W. H. Ifyiidnian dune.'i £z,cm j 

Mttnamr R(dlw(nj,<!, G. P. Greene ' ■Attorney’Getienif ,-(^x,Soo 1 

^ Tlu-^ Mxu^n n' AncHipKnAao iie.s U the B.W, | Hon. J. 0. Anthoni t. $7,800 . 

; ievlon, a decrees iK>rih ef the equator, i A. Aiiirray, Ci*:.... 7.800 . 

■' the '-eat ul’ e-uvenimeiit, i.-; uhoiit 400 miles | ^ wn-OR’ \L. JlKtiait £^1,4^ ■ 

r.: *•-, ... ri. .-I:.,. ..-I.;..!, T)ti. W. W. Fe4iev s.aao , 


; a decrees ne.rih ef'the equator, i Colofiial fi'agmccr. lhrn^ A, Murray, Ci*:.... 7.800 

■' the '-eat ul’ e-uvenimeiit, i.-; about 400 miles | ^ wu-ou’ b. B. £^ 1 , 4 ^ 

( ^listaut fruiii Ceylon. t<i whieii the ishimls have i v, "•Vi’ ..0’®®° 

* always been nuiniiuilly tributary. The Sultan | 

■' ael;n.o'.\!( d n ” hisalle-ianf-e by .sendiiit^' an annual ! . . J . de M. L. Brauueh 

einbas^v to Colunibe..' The r.ative.s are Moham- ^ ^7,800 

■ medans. rhe hiands iU'e unhealthy, and the | 900 


i Jitain export-' are dried tis’n, e<,»v/ry shells, eoeo*nut 
e‘>ir, and tortoiseshell. 

; Coloiubo, {listaiit 6,300 miles ; transit, 16 days, 

I STE All'S SETTLE.MBXIU'* 

, The Settlements forming what is known as the 


AsslstaM Colonial Seeniut'tj and Cieti' >f 

Coimcils, A. H. LemoJi ;£^9oo to x,o20 ■ 

Insp.-Gen. of Police, A. Cuscadoti $6,000,' 

Pisi rict J udijes (Si agapoee) E. G . Ihx ‘adri«;k, ■ 

j^o6o; G. A. ‘XIall, $5,400; {Penang), I 
\y. C. MicheU i........ $6,000 ! 


•.Alt: i 71 •» . rt* *r -ir t r\it^ st. nr iil , 

.he Straits Seit]e]nait:i have an entire 1 ^ 


areaoi' about 1,660 ?.quare miles. The jjopulaiion 
' in 1901 was 572,249, exeluftive of Labuan, Coco.s, 
’ and Clwifttmas Island tSin‘4apoi'e, 228,555; Pen- 
I ana'', Prov., "WAdieslcy ■ and Bindiims, 248,207; 
i j^ialacca,. 95,487). . Tlie .ejeat bulk of tlie popu- 
, iation eui^-iists lU' Clauesc and Ivialuys. 


C.if.G £i,ooo , 

Seeretanjfoc Chines'} Jffa i iw.\V, i ». B.;nn. s 2,200 ' 

.Vaster Attcfidant, Cxnnu}. V. A. Badeiiire, 

K. N :C78® 900 j 

Jnspeetor tf Prisons, L. P. Ebden to i,oao S 

Si N<tAP0iiE is an Island situated off the southern ' 


' Ui)j.ooueu 0,5 ue- m hreadth 14 mile, ; it emuprises, 

i niio.ueiai tiaiahevb are noinraattd oy Hie C.uiim 1 an area of 206 square I 

bers Coiumerce Uu ^i^^.:■:q^oax* aial lenan.a’ I'fs I oeeupied in 2819, and; 

speetiyely. ine Eesu^ent .. onnen.ors of r enanu, 1 tV)ru<:il]y eodod to the Ihilisli Go\erniiH-ut i)y the j 
I and Haiae'ca have ..-e.;ts m o«;ii} tuune-ns, Ino j istiUan <if Johoreiu 1824 Theseator,<.SoVeS nment ; 

: eonnnoii and stmiite hiw j f,,j. settlenHmt.s is the town oi SiUuanoref, | 

' En'iliimi Ik- it was iii .r.uoiised ny iuaian , situHted on the south side of Hie island in lafc. ! 
Ae.s until xSO? and .nen _ by lyeiil ordin- , ^33^5^^ 

luieen. ilie .supreme Court eoutoists of woc Uncf , inhabitants in 1901. The harbour, ui the e.xtent 
I .Tu.stice and tour puisne pabaos, and constitutes j shijipinj?, is one of the jiri atest ports in Hie "i 
ahso a court of appeid, from wlnyli there is yet ; ^^orld, heinj? a port of call for refuels tratiini; | 

' the Privy | between Enrtpe or India and the Far East, the ^ ' 

i ounciL Hic |urj.''^dietion ottdie i-upreme Court . of Auatralia. and the I!? etherlanda Indies, . 

iiiclimes t.iat of a Colonud Court of ^^Irniralty. ; and is .strongly defended. Tlse 'J'an.iong Pagar ! 

I here are also in eaedi ..e.tlenu'nt and in milnian ! docks and wharves were Gikeu o\er by Gitvern- ! 
di.sHmt courts wnh hunUf civil and cnminai ■ „jont in 1905 at a cost (Iixed )>y urhiiruiion) of ' 
jui-i,-?du-tiori, ami the mmal police magistrates .. c^g,ooo,ooo, and extensi^.e works for their im- i 
' and cor.mers courts. ^ . , , ,, ! proveinenfc and for th.e imp.roveaient of the ' 

ihe chniate oi the cuion.y^is a.inost; unnorm . hifrbourare now in progress. T’hc tr.-idc returns 1 
taruudsout t.ie \car, and iohage is yiereinuai. , ffjj. (including inter - settlement trade)! 

Ihe ramhill lu 1908 ani.miited in bnigapore h) 1 itniounted to $422, 071. 477. the value of exp -liwl | 

85*44 inehe.s, 111 j'emuig to 111*26 inches, and in | tin heinu' $33,477,542. ' 

.Malacca to 72*2 uu‘he.s. ,, i 'i'iie nuinber of inerohaui ve-oeh eiiteiedand: 

'ihe exports com yii'ise ■ gutta-percha, gambler, ; cleared in 1908, exclusive of mdive mfl, was !' 
pepper, rndm-rubber, boms hi le.s, canes, sugar. ; jo, 348, with a tonnage fd' 13,933,205. Tiiet.'dfd for 
lice, saeo, tapio-'ii, epim*;-, (.^e-'dnffs, copra, r:u- i\{q whole colony was 18.495,. a tonnage of | 
''‘'bct-. tooat'co, guni:-,, tiO, uc. _ 21,750,245. The total ncXive c’cit tufered at all . 

ihe elucf nupoi-p-, are nee, eotton piece goods, Pxirports, BingAjiorc. Penang, Malmva, Labuan, * 
opi'im. petroioum, aud coal. i during liie same jear wa-, 17.747 (tonnage,: 

^ « w- ^ i 7a3.S36)- (dinmte is fairly imalth.y for 1 

;:to,o23,oi6 $8,969-015 ; Enropeans, exce]tt for the absence of any ! 

Public cxj-ienditure 9-699.-693 9,837,624 : xnarked change of tcmpcraluic throualmut the , 

i ublic ji>eot(s Dee.) 5, coo, 000 3,000,000 ; year. It 'is a free port ; no diitic.s are levied j 


Tlie chief inipoi t-'. are rice 
opi'im. petroioum, aud eeal, 

Public revenue $■ 

■Puhiic expienditure 

Public Debt (% Dee.) 


i ifJupurhi 35*5.570:20* 395,939 upon anything exce]d opium, spiHfcs, -wines, and j 

• ;“;v 3^'5.303E59®7 *73318,124 ; beer t^onsumed in the colony. "The ophuu and f 

imports ironi i.k 49.434,985 37’59*.-442 | spirit tradie.s are fanned out to Chhie.a*, and t 


lA})ort»s to r.K. 


.llcndcrs^Jii Yoim.c: 


7.5625.7^3 65,013,406 I the CTiinose element is umspicuoiis lunoiig the I 

Gorfi'nnr and Vm/unander-lu-C/thf, Sir I trading classes. "" ‘ 

J^dm Andei'-^on. u.o.Mot £6,oco * Lauuan is an island of the Ybd-iyan Arehi - 1 

-s.iAf ., ( apt. li. ij. K ;-.t»*ck|ey, k.xll.i, 420 * pelago, situated alwit 6 miles <qi' the north-west 

IfOiing I ro’Pj. -beii. i . Perrot t, B. e.oast of Borneo, in 5^^ 16' S. lat. ami 155= iS' 25 . I 

tojjnud Secreting, Hon. Capt. Ml* Arthur j loug.^and forms part of the Settieineni of Siiiga- 


^^7co j pore. Its area is about 31 spnarc. miles; and | 


v'r TkAn^wu- .K.Mr.*rwy's)MO.r 7 ''\’-tV.w,o 7 ir 7 ^ populatioii IS 8,z86. It was oerk'd to Great 

Ul ,,h., n<.«q..iMia.u*<i buit^'s 0. Kal,mt.in. etc., bv the ShltAn of lirmmi in .8.5, bcin- at 


: see )}. 673. 

, I Exclusive of coastuig tniffic 


Britain by the Sultan of Jiruuei in 1846, In'lng at 
that time uniuhahited. Tiie Ldaud ha.s a 'fine 
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Imperiul British Dominions-^ States, 


tebour, and possesses extensive coal-mines, 
wbieh are now being developed, the annual 
export being nearly 50,000 tons. The exports 
consist of cloth, rice, sago, earthenw'are, brass- 
ware, &c. Victoria Harbour, in the south-east, 
is the |)rincipal inlet, and affords good anchorage. 
There is a twible station of the Eastern Extension 
Telegi'aph Company on the island. Imports 
(*908) |i,xag, 378; exports, 11,146,327. 

MeMaent, M. S. H. McArthur. 

CURKSTMAS Island, in the Indian Ocean, about 
aoo miles South- west of Java, and 700 mile.s East 
of the Cocos-Keeling Islands, has an area of about 
56 square miles and a popuhstion about 1,200. A 
Bistrict Ofticer is stationed cm the island, which 
contaiiss enormous phosphate deposits worked 
by the Christmas Island Phosphate Company. 
The amount exporied in sgoS was 109,097 tons. 

Tub Cooos-Keeling Islands are a group of 
about 20 small islands about 700 miles South- 
west of Sumatra, and form part of the settle- 
ment of Singapore. The population is al>out 700, 
and the island exports about Boo tons of copra. 
There is a station of the Eastern Extension 
Telegraph Company on Direction Island. 

Penano is the northeminost of the Settlements. 
It includes Penang or Prince of Wales’.s Island 
(population, igox, 128,830), on the eastern side 
of which is Georgetown, the port and capital, 
and the strip of mainland opposite, known as 
Province Wellesley (population xgox, 1x5,3564), and 
the Bindings. Penang Island, about is miles 
long and 9 broad, is situated oft the west coast of 
the Malay Peninsula, in hit. xW N., long, xoo'^ 
ax' B. , and was ceded to the Government of India 
in X786 by the Ilajaof the neighbouring territoiy, 
KGdah. Area, 107 square miles. At the time it 
was founded, Penang was the only British settle- 
ment in further India ; now it is the eraimrium 
for all the trade of the iiorihoru and more pro.s- 
perou.s parts of Sumatra and the Malay Peninsula. 
Its aggregate trade for xpoB (inchnling inter- 
settlement trade) amounted to $185,882,347 ; the 
eximrt of tin from the port being $38,255,694 in 
xgoa 

Province Wellesle-y is u strip of coast about 
45 miles in length with an area of zBEstpiaie mUos, 
ceded by the Baja of Kt;dah in 1798, with .some 
land B. of the Kiiaii river acquireit more recently. 
The province is in a high state of cultivutivm as 
compared with the neighbouring territory, con- 
fining rice, sugar, spices, tapioca and rubber 
plantiitions. 

The Dindtnos TBRPJTOiiY (area 260 square 
miles, population in 1901 4,113) is at present little 
develoiKKi ; but it contains what is considered 
the best natural port on the western side of tb.e 
peninsula. The hejubpiarters arc at Luinut, whore 
a District Offr*cr is stationed, and stouners call 
regularly at Pangkor. The territory comprises 
a gi'oup of islands (of which Paugkor is the 
iargefct); and a strip of the mainland on the 
west coast of the peninsula, out out of the 
Stale of Perak, and measui iug about 22 miles 
long by about 10 miles in widtln 
Malacca, the- largest of the Settlements, situ- 
ated on the western coast of the peninsula, 
between Bingaro^e and Penang, and about iso 
miles t<j the N. W, of Singapore, oomprisoa an area 
of about 659 s<iuare miles. It is one of the oldest 
European settlements in the East, having been 
taken jwssession of by the Portuguose in 1511, 
and held by tliem till 1640, when the Butch drove 
j them out. In 1795 it was cax)tured by the British, 
, and retained till 1818, when it was restored to the 


Dutch j it finally became a British possession, 
in pursuance of the treaty with Holland, 17 
March, 1824, being exchanged for the British 
settlements in Sumatra. 

Aggregate trade, 1908. $8,853,068 

(Including tapioca, $1,473,423, exported in 1908.) 

Singapore, distant 8,700 miles ; transit, 22 clays. 
Penang, 20 days ; and Malacca, 23 days. 

THE FEDEPvATED MALAY STATES, 
These States are situated on the mainland of 
the Malay Peninsula, and are closely connected 
with the Straits Settlements ; they consist of the 
States of Perak, Selangor, Negri Sembilan, and 
Pahang, which have by treaty (1895) renewed 
their engagements with the British Government, 
and are administered under the advice of a 
British Eesident General, who controls the 
Residents subject to the instructions of the High. 
Commissioner, who is also Governor of the Straits 
Settlements. 

The first three States are on the west coast, and 
extend from the border of Province ^Yellesley to 
that of the independent State of Johore. Pahang 
is on the east const. All are governed by their 
native rulers under the above-mentioned control. 

There are 589 miles of railway all constructed 
from revenue, including the J ohore State Railway 
(120 J 2 miles), which was opened for traffic on 
July I, 1909, thus establishing through com- 
munication between Penang and Singapore. 
There are 2,036 miles of road, and, 732 miles of 
bridle-paths, while the principal riveK are 
navigable for small boats. The chief export and 
source of revenue is tin, of which about seven- 
tenths of the world’s supply is produced. Coffee, 
coconuts, sugar, rice, and rubber are extensively 
cultivated. The climate is veiy uniform, and 
may be described as ht.>t and moist. There is 
no well-marked dry season, and the rainfall 
in the low country Is about 95 inches. The 
average maximum .shade temperature is 90®, 
and the miniinum 70°. 

'J'iic States maintain a hiuhly efiidentregiment 
of Sikh troops (the Malay States Guides), and arc 
poli<*ed by a mixed force of Indians and l^Ialays, 
officered by Europeans, 

1907. 1908. 

Public revenue $28,793,750 $24,623,325 

Pnldic cxpciiditiire ... 20,224.762 2S»8S4,S73 

Public debt 'jnV. niL 

Total imports $36,867,472 $51,343,592 

Total ex'i'Jorts 82,254,433 66,421,978 

Uitth Com in tan loner, 8ir John Andenson, G.C.AI.G. 
(Singapore). 

JSritinh JCenidOit-GcneraJ, Sir "William T. 

Taylor, k.c.alg. (Kuala Lumpur) £i^,z6o 

Brl t hh Rcni den tn— Perak, E. W. Birch, C. M. (3. $20,800 

Selangor, H. C. Belfield, C.sr.G ^^2,400 

L pgri Semhiiam,, J). G. Cauipbell 1,300 

Pahang, E. L, Brudanan, c.m.g 1,300 

Chief JiHlkial Coiuni'mioner, Sij- A. Fitz- 
Gerald Law $10,800 

J udicial Commhdoners, L. iM. Woodward ; 

J. R. limes ; T. de M. L. Braddell j£'x,2oo 

Sec. to llign Conimr., Oliver MarliS £660 to 780 

Federal See., R. G. "Watson i,j5oo 

LegaZ Adcker, F. Belfield 1,200 

Commdh, Malay States Guides, Lt.-Col. R. 

S. F. Walker, c.m.g $6,000 

director of Public Works, J. Trump p!^i,20o 

General Manager Iluiltivys, (vacant) 

D. J. Highet (acting) 1,250 to 1,400 

Treasurer, II. J, B. Vane 1,020 to 1,200 


whitakbr’s almanack, 1930 
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I 0/ Polwe, H. L/ 

I j£x,oatotox,*oo 

Cldmm Affali'n^^ W. I). Banies 1,300 

■, IHndor of Education, J. B. Eleum i:,aoo 

■ Suri'iu/oir General, Col. li. 31 . Jackson, R.E, i:, 3 oo 

: Auditor Gen,, W. P. Huinc to 1,030 

. Director, Poets ajid Tel,, (J. II. Allin... ;£^78oto9oo 

Conservator of Forests, A. AL Burn* 

' 3 furdoc]i .^ 1,030 to ^ 1,300 

‘ S^-a. Warden o/M I ncs, F. J. B. Dykes £^0 to x,ozo 
; Cocomr. Trade and Cmtonu, J. B. 0 . 

Aldwortli £780 to goo 

^ Fupt, Indian Immigrants, L. H. Clayton 
i £7^0 to goo 

Deputy Sa?'iri/or-General,A,KYoaug £720 to 840 
- Director, Institute Ah-d. Itesearch, H. Fraser 800 
^ Director of Agriculture <L’ Govt. Afifcologist, 

: Vr. J, Gallagher ,....£660 to 800 

Geologist, J. B". Scrivenor £660 to 780 

; Knrila Lunipur (Estimated Pox). 40,000) is 
. disuiiit 8.500 miles from London ; transit, ax days 
j (vui Penang). 

HONG KONG. 

i 'The Crown Colony of Hong Kong consists of 
; an island situated off the south-eastern coast of 
; China, at the mouth of the Canton JRiver, in 
; 23 "^* 9*— 22“ 17' N. lat. and 114'^ S'--xx4^ 18' E. 

; long., and of a portion of tlie mainland, 
i Hong Kong was first taken possession of by 
: Great Britain in January, 1841, and was formally 
; ceded by the Treaty of Nankin in 1842, British 
i Kowloon being subseciuently acquired by the 
: Peking Convention of x86o*, and the “NewTerri- 
j tories/* being the soutliern part of the Kwang- 
I tung province, by a lease signed June 9, 1898. It 
i is a militaiy and naval station for the protection 
of Bi'itish commerce. The i.sland is about ix 
; miles long and from 3 to 5 miles broad, with 
an area of rather more than 39 square miles ; 

, the whole colony comindses an area of about 
400 square miles. The island lies close to the 
: mainland, being separated at one jioint by 
i a narrow strait (Lyeemoon) not more than a 
; quarter-mile wide, d’he city of Victoria lies 
; along the northern shore of fhe island, facing 

■ the inainland ; and between the mainland and 
; the city is the harbour, which is one of the 

finest in the world, with a water area of some 
; 10 square miles. The i>ort is free, and is fortified, 
j It jKKSsesses excellent docks, capable of holding 
, the largest vessels for the purposes of r©i>air. 

; There is a coiisidcT*abie shiii repairing and con- 
1 struction industry Shipjnng entered (X907) 

; 18,013,307 tons *, (X908) 17,333,965 tons. 

• The island is broken in shafte and mountainous, : 
; the highest point being Victoria lY‘ak, W'hich is 
I about 3,000 feet tugh. The Peak District is a i 
favourite place of residence, and is reserved for 
Europeans. The hot season lasts from May to 
Oetolkjr. During the winter months, from 
November to Alarch, the climate is cooler, drier , 
and more invigorating. The theriiKaaeter ranges 
from ;i minimum of 33'^ in Februaiy to a maximum 
of 93' in August. The average annual rainfall is 
85111., of which not less than 70 m. are received ' 
between May and September, wTien the S.AV 
momoon xwevails. 

j Hong Kong is the centre ot a vast trade in 
many kinds of produce, chiefly opium, sugar, 

I flour, oil, amber, cotton, ivory, betel, sandal* 

, wood, rice, tea, woollens, .silks, salt, &c. 
i The population of the colony in 1908 W'as 
4®*499» c>f whom 401,461 were Chinese. The 
I white residents, including naval and military, 
j numbered 30,038. 


Aluch encouragement is given by the Goveni* 
ment to education in the colony. Iii 1908 there 
w’^ere 73 schools subject to Govennnent super- 
vision, attended by 6,178 pupils. A University 
is about to be established. 

Hong Kong is a Growm colony, and its gov^eni- 
inent is administered by a Goveroor, aided by an ! 
Executive Council of 8 member's, together with i 
a Legislative Council of 14 members, including 
I himself and a representative from the Chamber 
of Commerce. There is also a Sanitary Board, 
Xiartly elected, which controls all sanitary 
measm'es. 

CapitAI, Victoria ; population (1908), 

1907. 1908. 

Public revenue §6,602,380 §6,104,207 

Public expenditure S»7S75»03 7,929,477 ; 

Public debt, i Jan j^34i,799 jjx, 485,733 

Imports from U.K jt 3 , 35 S 4 o» ;fe 3 >®®^> 34 o 

Exports to U.K 618,860 547,339 ’ 

I Governor and Cmnmander-vi-Chief, H.E. ; 
i Sir F. J.D.Lugarcl, K.C.M.G., C.B. , P.S.O.jfiS,©©© I 

! A.D.a, Capt P. II. M. Taylor, 32 Ii's,i.a. 300 ! 

j Extra A,D.C., Lieut. N. C. S. Siinson... 300 ; 

Commanding the Forces, Maj.-Gen. E.. G. i 

Broadwood, C.B I 

Colonial Secretarit, SirF. H. Alay, K.C.M.d. §10,800 ’ 

Treasurer, dc., Hon. A. M. Thomson 7,200 

Attorney ‘Gen., Hon. Wm.Rees Davie.s,K.c. £t,^ 
Director of Public Works, Hon. W. I 

Chatham, C.M.G §7,800 

liegistrar-Gen., Hon. A. W. Brew in l7,aoo 

Chitf Justice, Sir F. T. Piggott, Kt ;^2,ooo | 

Puisne Judge, H. H. J. Gomx>ertz §8400 ! 

xst Police Magistrate, F. A. Hazeland 6,000 t 
Capt-Supt, Police, Hon. F. J. Badeley ... 7,30c ‘ 
Principal Civil Medical Officer, Hon. 3 . | 

M. Atkinson, m.b 7.80c 1 

IJarhour-Master, tic., Capt. B. E. H. i 

Taylor, R. N . , S 914 j 

Hong Kong, 9,834 miles, vid Suez Caiia? ; tmi* 
sit, 39 days. 

WEIHAIWEI. 

The ten-itory of Weihaiwei was «eascd to 
Great Britain by China by a convention made j 
on the xst day of July, 1898, and lies in latitude i 
37*30 longitude isz’io E. It B situated in 
the Chinese province of Shantung, and comprises 
the island of Liu Kiing, all the islands in the 
Bay of Weihaiwej. and a belt of land 10 English 
miles wide along the entire coast-line, wdth a 
total area ot about 385 square miles, and an 
estimated population of 150,000, in •nTiich are 
included. 4.000 resident on the island of Liu Kung, 
In addition to the leased territory there is a 
i sphere ot influence which compri.ses that portion 
J of the province 01 Shantung lying east of the 
meridian 131*40— an area of 1,500 .square miles. 
The winter is cold, but dry and bracing. The 
summer neat is not excessive, and the rainfall is, 
as a rule, small. 

The Goveinment is administered by a Com- 
. missloner, who discharges his functions under the 
■ Weihaiwei Order in Council of atth Jmi' 1901, by 
which he is empowered to make ordinances, sub- 
ject to the approval of the Secretary of Sta,te for 
the Colonies, for the administration of the teni- 
tory, and provision is made for a High Court, in 
which all Jurisdiction, civil and criminal, is 
vested, subject to an appeal to the Supreme Court 
of Hong Kong, and for District Magistrates’ 
Courts. The village communities are adminis- 
tered through their headmen. Weiliaiwei is a 
port of call for steamers running to and from 
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the Korth of Chinas and there is reg\ilar steam I 
(‘ommnnicatioii with the port of Shanghai. 

Comn/hi Sir J. H. Stewart Lockhart, K. 0. M. 6i. 
Sec. to Goverymunt and Macfistrate^ K. Waiter. 
District O^lficcr and Magidrate, E.. F. Johnston. 
.Ifedical Officers, H. Hickin, M.B, ; W. M. Muat. 

BOEKEO. ■ 

Borneo was discovered iiy the Portuguese in , 
i3si, and is situated in the Eastern Archipelago, 
extending from lat. p 4' K. to 4° 10' S.,and from 
long. loS'^ 50' to 119*^ 20' E. It is about 850 miles in 
length and 600 in breadth, and contains an area 
of 280,000 S'piare miles, divided by the equa- 
torial line into two nearly equal portions. The 
population is probably about 1,846,000, consist- 
ing chiefly of Dyaks, Malay.s, Kyans, Papus or 
isregritos, Chinese, Bapius, Dusims, Musuts and 
Bugis (the aboriginal -Celebes). Rather more 
than two-thirds of the island is now included 
within the Butch possessions in the Bast Indies. 
The remainder of the island is under British 
protection. 

The British Xorth Borneo Company. 

The territory of British North Borneo occupies 
the northern ytart of the island of Borneo, with 
a total area of about 31,000 stiuare miles, and a 
coiisfc line of over cjoo miles. The population is 
about x7S,ooo, consisting mainly of Mohammedan 
settlers on the coast, and aboriginal tribes 
inland, with some Chinese traders and artisans. | 


Resident, Sandakan (vacant) i 

Resident, West Coast, A. Pv. Bunlup $4,800 ; 

Resident, Kudat, W. H. Hastings 3}9do ! 

Resident, Rast Coast, F. W. Fraser 3,600 

Resident, Interwr, E. H. Barraiit 4,800 

Commandant Armed Constabulary, 

G, H. Harington 4,800 ! 

Auditor, B. AIcEnroe 4., 800 

Prime. Medical Officer, J. B. Maepherson, ‘ \ 

C.M.G £400 . 

Post master 'General and Supt. of Tele- J 

graphs, R. Scott Atkinson 54,800 i 

General Manager, Railways, A. J. ’West 7,260 : 

Brunei. [ 

Sultan, H.H. IMohamed Jemal-ul-alanq site, js 
May, 1906. I 

A native State 011 the W'est coast of the inland i 
of Borneo. Tlie total area exceeds 3.000 square j 
miles. The territory w^as placed under British ! 
protection in i388, and on ,lan. i, the j 
Sultan accepted by treaty a British Resident to ) 
assist and advise him in the administration. ; 
The chief town, Brunei, has a population of j 
nearly 10,000, and is built entirely on the water, ! 
communication being possible only by boat. " j 
High Commr., The Governor of the Straits'; 

Settlements, , s 

British Resident, Bri>nri, M. S. H. McAnhnr (.1. : 
Fortescue Owen, acting). | 

Brunei is 5 hours by steamer from Labnaij. ; 

Sar.awak.. • 


The interior is mountahiou.s, Mount Kinabalu | Rajah, H.H. Charles Johnson Brooke, g,c..^{.g, , j 
being 23,700 fbefc high, and is densely timbered.' i f^arn 3 J une, 2829 ; sue. Ins uncle, the Rajah rfii; | 



bi. 

The 
coast.' 
subject 

For administrative purposes 
is divided into ten provinces. The laws are based 
on the Indian codes of 
cedure, amended and adopted „ 
mations. There is an Imam’s Court for Moham' 
medan law. 


2906. 

Revenue , 53 ^>s 86 

Expenditure 497,745 

Exports 4^837,943 

ImfK)its 2,988,976 


2907. 1908. 

$1- 139^354 $1,2*0,676.93 
683,326 74S 383.77 

4,332^9-3 4>di2,84i 
2,921,100 2,754,788 


nu.mt during the absence of H.H. the Rajab). 

•- ■ - A. Baj '$6,000 

;uit) i' 

6,000 i 
2,640 : 
4 , 200 '*' 


criminal and civil pro- j irisumnt, Zbr., Hou. IT. h. 
Topted by local proela- ; Resident, ^ed Dtri.'nt)n (vacant 
lam’s Court for Moham- ' Treasurer, Hou. F. H. Balias. 


1 Commandant, Cajit. Stuart Cnnynghame 

' Postmasfcr'General, C. C. Robison 

Commissioner of Public Works and .S'nr- : 

reys, d'c., II. F. Carew'-Gibson, a.M.LC.E. £600 ; 
Principal Medical Officer, A. J. G. Barker $4,800 | 
The Sarawak territory lies on the "west coast | 
of Borneo, with a seaboard of 400 miles, an | 
area of iii)out 50,000 sijuare miles, and a poiuila- j 
tion of about 600,000, composed of various races. | 
The governmerit uf thi.s di.strict was obtained in 'i 


The chief products are timber, tobacco, sago, 
rice, gums, gutta-percha, eoco-imts, rattans, and 
all varieties of jungle produce. The country is 

suitable for the cultivation of sugar, tapioca, 1 *hV>rnW,' bv ¥->p 

mbher, .m.pep, .n,! gamluer, on I J h^4.«T"u k^ll™ 

''' . I Brooke of Sarawak, and was uncle of tlie present 

' Raja. Other concessions have been made in 2862, 
2882, ,2885,,, 1890, .'and 2904,' Avhen; the ^:;\Lihil:)ahg 
V was , obtained,; ThC' ' Lawas , River,, ' : wa 


Coal and gold have been found. E.\p'‘rts of leaf j 
tobacco, (1906) $2,943,643; (2907) $2,459,222 ; I 
(2908) $3,772,272. A niiiway has been eon- j 
stracted from \Ve.stoii to Beaufort (20 miles) : 

four nmuntwi guns. There Is a Church of Eng- 

land and a Roman Catholic mission, and churches ' ■■ ^ - ’ 

at Bandakan, Kudat, and Jo.s?olt.on. 


‘List of Officers (British HoHh Borneo), 


C^^mrmrand Commander-iH'Chief, E, 
Cv Rearaon, 


$23,800 


Rovehue $2,327,800 $1,441,194 $1,259,482.20 

Expenditure 2,262,169 1,359,273 1,243,643.30 

Imimrts ...... 5,174,280 3,272,004 4,467,988 

Exi>orts 6,883,704 6,727,429 5-732>733 

Chief Town, Kuching, Distance from Loudon 


1 _ , , . •4,200' 8,700 miles; transit, 23 to 30 days. Telegrams 

J, W, Witosn.' -SiS##'' sefUihy post from Singapore ; steamer leaves Sin- 
Bit Turner 1 .;,;*. • 3,600 1 Kapore for Kuching and Kucihng for Singapwe 
(vajsa^ . i .. 1 every Tuesday arriving on Thursdays. 
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' Uvitisi) TSfortij 

Tin; Trij'eriul Dutniiiioiis in Xinlh America include tlie whole of the noitliern part of that 
, tin;^' Alaska, luul the MUall islands of St. Pierre and Aliquelon, in the Gulf of 

j St. [.aurenec. and extend from the Gnited States northern boundary to the Arctic Ocean. 

! From a p'nvt-ical ]>olni of view tlm whole region may be divided into an eastern and a western 
; division, the Itod Pi^er Valley, in long. 97®, forming tbe separating line. The eastern 
; division comprises ihree aroas, presenting radically distinct as})ects : — (ij The south-eastern 
S •ii'ca. I.uvanded by the line of the Gulf and. Eiver St. LawTcnce. from Belle Isle to Quebec, 

' rlu-L*'*' !jy a line runuitig directly south to I^iUke Champlain, which is generally hilly, and 
.-o!iu rino-- moi.iitaitioub, with many fine stretches of agricultural and pastoral lands. (2) The 
southern and western a-rea, presenting, in the main, a broad, level, and slightly imdidating | 

I expaiise. of generally fertile country, with occasional ste|:^like ridges or rocky escarpjnents^. 1 
I'liv main hydinjgrapli’c;;! feature is the chain of lakes, with an area of 150,000 s(j[Uare miles, • 

I contributing to the great river system of the St. Law'rence. (3) The nortlieim area, embracing I 
‘ twu-iiiinis iLe 1 ‘ondnion, with an aYerage elevation of j.ooo feet above the level ■ 

i of the Siia, pTe-eininentiy a region of %vaterways, and including the great Laurentiaii in<’*unt{iin I 
rango. In this area are A.und the other great river systeuis, the Nelson and the ^Mackenzie. | 
riiv ,v4*tt*'nii divi-'ini* rttjrreu to may also be- said to possess two areas equally distinct in | 

' cliaractor. Tlie first stretches from the Red -River Valley' to the Rockj'- Mountains. Here, j 
; ijetween iat. 49^'^ and 54*^, is the great Prairie Region, rising to the 'west in three terrace-like | 
oicvath'>iis, fcv lovsv'r't of wliich is 700 feet, and the third about 3,000 feet above the level of ; 

; rhe sea. N(»rt!i of tlie 54th i-jarallcl the country passes aga'in into forest. The second area, | 

I from the western eilgc of the Pmirie to the Pacific coast, is a distance of 4C0 miles, and con- i 

I tains the Rocky Mountains and tlie Gold and Cascade Ranges, wdiose siiinmits are from 4,ooo '| » 

I to id.CfOo feet high, the country being on the whole densely wooded. The. climate in/ the | j 

i eastern and central iHU-tious of the Dominion presents greater extremes of cold and heat than j 1 

: ill t‘orre,spomiiiig latitudes in Europ.e, but iu tlie south-westera ]'iortion cd tlie Prairie Region ' I 

; and the soidhern portions of die Pacillc slope the climate is milder. Spring, summer/aiwl | f 

; autumn am of aijout seven to eight nitmtiis’ duration, and the winter four to five numths. ! ;■ 

, Tliv v^mutry p..=s>csses great mineral wealtli ; coal, gold, silver, coiJjier, nickel, lead, and. ? 

n-be>;tfv-f arc poaluriMk and Ganada is the principal oil-producing eoindry in the r»ritish ' | 

j Mm]dre; while irtui, plm.spluites; salt, graphite, occur; the tobil value "of the miiuirals ■ 

I produced in 1908 nas over ,*87.000,000. The soil is generally fertile: all the ptroducts oi' i 
■the* tmnperate zone are cmltivated, and Canada, with its vast wheat-growing belt in tin* | 
j ftrovinces of 'Maisitolia. Alberta and Saskatchewan, justifies its claim to bo Bri'fcaiiiV ! 

I G.raiuiry.” I 

TH !•: DOMINION OF ' CANADA. ( 

llic Thvriiirilon of i*aiuula, includes the various.- Provinecs c»f North America, formerly i 
kiiMV, n ah rp]a‘r ami l/.-wcr Canada Dkwy Ontario and Quebec respectively), New Pruiisrvick*, i 

■ Nov. Scotia. Prim,“<> Kvlward. Island, British Columbia, and the territories of the lliidson I 
I Ba) I hmpany, mtw sd} leil IMnuitoba, Saskatchewan, Alberta, the North -MPsl Territories, arul 4 
, tlic Yukon Terrib.-r-. ; iis fact, the xvhole of British North America ex<a‘pt Newfojuuilund 

■ nuit Labmdof, Tiii'r t(‘!’r;i.ory, nearly as large as Kurope, stretches fnun ihe Atlantic lu the ' 

Pucit^'iKv .i.i. and rdimuted io c<mtam a total area < f 3,745,574 S(|uarc miles, and an esti- 
iiKiicd lypuiaiio!! of 7, 185,000 (31 Alarch,; 1909), The descendants of the French cuhusiHt'i i 
rc.'ck- cido iiji. in ti;e Province oftpiebec, wiUTe, outof a total jjopulaiitm t n./Oij *d' i,(MC.3f;8, ' 
1.429,260 are ihunan Catiiolics, the majority of whom still very generally use Pee Freiich 
language. A Religious Census td Canada vras taken in 1001, ami the numbers were;*— ; 
Pioman CuthoHcc- 2,229,000, Meihodists gi6,8S6, Presbyterians 842,442, Church of England I 
680,020, Ibiptists :;Uk477. Congn'gafciouaiists 28.293. and Lutherans C.anada > 

pM-<,c^scs Active Jlilitia nuuibmng 54,097 men (incliiding !nfantrv,'‘"eava]rY, and! 
artillery), and a O'-erve estimated at 1,030,000. The table" cn pagc‘ =45 slews rluC 
expansum of the rc\<-uue. particulars being given for 186S, 1878, and iSSS-jgOQ. The i 

; revenue has increased from $13,687,928 - in' 1867-8 to $85,093,404 iu 1908-9, and them j 
has iH'Cii a t, 4 :a mi surplus since Confederation of $^”3 1,391,740. The pt.i.nl.ation 
Qias incivmwd from 1.538,500 in 1841 to; 5, 371. ,3 15 in 1901, and 7,185 000 
3rst .March, 1900), the iu tor mediate enumerations -being (i85i)J^2, 380,988 ; (1S6.1), 3,182^418 : ■ 
3/35^024; (.iSSii, 4,324,8x0; and (1891)," 4,833,239. In i88x there were 35 ! 
citn-. aic-l towns of 5,c!oo inhabitants and Upwards, having a total pjopnlaCn.n of: 

; 660,040; in rgoi there wore 62 of such cities and toivns, and -their totol population was : 
about i,33o,t>oc.. .Tloutreal has a population of . 476, 000 (with suburbs), and Toroiifco, the i 
, capital of Dntario, has over mhabitauts (including suburbs). Ottawa, tlse political ' 

; c a p ital, has in 1909, 90.000 inhabitants (100,000 including suburbs) ; MTiinipeg,' in A,lanitbba, | 
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from 241 in 1871 j has grown to 42,300 in 1901, and now is estimated to exceed 125,000. 
Vancouver, in British Columbia, which had no existence in 1885, numbers over 26,000, 
The city of Dawson, the ‘‘business centre'’ of the Klondyke gold region, was a barren 
waste in 1897, and in 1901 had a population of 9,142. The general rate of increase 
throughout the Doininion in the last decade was a little over II per cent. 

Canada was originally discovered by Sebastian Cabot in 1497, but its history dates only 
from 1534, when the French took possession of the country. The first settlement (Quebec) 
was founded by them in 1608. In 1759 Quebec succumbed to the British forces under 
General Wolfe, and in 1763 the whole territory of Canada became a possession of Great 
Britain by the treaty of Paris of that year. Nova Scotia was ceded in 1713 by the Treaty 
of Utrecht, the Provinces of New Brunswick and Prince Edward Island being subsequently 
formed out of it. British Columbia was formed into a Crown colony in 1858, having pre- 
viously been a part of the Hudson Bay Territory, and was united to Vancouver Island in 1866. 
By the British North America Act, passed in 1867, the Provinces of Canada (Ontario and 
Quebec), Nova Scotia, and New Brunswick were united under the title of Domixiox of 
Canada, and provision was made in the Act for the admission at any subsequent period of 
the other provinces and territories of British North America. In 1870 the Pro\iiice of 
Manitoba was formed, and, with the remainder of the Hudson Bay Territory, then known 
as the North-West Territories, admitted into the Dominion. In 1905 the Provinces of 
Saskatchewan and Alberta were created, having previously^ fonned part of the North-West 
Territories. British Columbia was admitted to the Dominion in 1871, and Prince Edward 
Island in 1873. By chaps. 3 and 27 of the Acts of 1905, the four pro\risional districts of 
Alberta, Aasiniboia, Saskatchewan, and Athabaska were formed into the two Provinces of 
Alberta and Saskatchewan, and were admitted into the Dominion on the ist Sept. 1905. 
Yukon was made a separate territory by Chap. 6, Acts of Canadian Parliament 1898. 
Newfoundland remains a separate colony. 

Ottawa is 3)S40 miles from London ; letters are six to nine days in transit. 
Telegraph charges, from is. to 3s. 2d. per word. 

FINANCE, TRADE, AND SHIPPING. 

1907-8. 1908-9. [ i,i07-8. *908-9, 

Public revenue $96,034,506 $85,093,404 Imports from a£o,79i,ao9 193,66*, 360 

Public expenditure 76, 64*, 45a 84,064,233 Exports I'.S 113,520,500 91,022,387 

Public Net debt, March3i 277,960,860323,930,279 Gold output 'loci . 908) 


Total imports 

Total exports 

Imports from U.JBC. 


370,786,525 309,756,608 
280,006,606 26*, 5x2, 159 


Shipping entered and cleared. 


95,855,887 70,556,738 Sea-going (tons) 19,491,271 19,765,876 


Exports to U.K. *34,454, 156 *33, 745, 123 Coasting 

I Inland 


50,529,835 52,670,198 
20,083,760 550,933,727 


i Pc LiTiClii Capital and Scat of Government, Ottawa. Pop. (1909), 85,000. ! 

GOVERNltlENT. ! 

Qovemor-General and Commanderdn-Chief, Right Hon. the Earl Grey, r.C., G.O.M.Q., | 

n,o.V.o. (appointed 1904 for live years, and extended for one year) 10,000 ' 

Aides-de^Cmnp.Ua). G. F. Trotter, M.V.O., D.s,o., G. Gds. ; Viscount LascelJcs ; Capt 

A. F. Fife, K.R.a.c each 205 

Govemor-General’s Secretary A- Military Sec.^ Major the Earl of Lanesborough, M.V.O., 

Coldstream Guards 750 

Comptroller of the Homehold, Clement Edward Gresham Leveson-Gower. 

Frimte Secretary ^ Arthur F. Sladen. 

The executive government and authority arc ing to $4,000. The House of Commons is 
vested in the King, and exercised in his name chosen every five years at longest, ami the 
by the Governor-General, aided by a Privy newly - elected Parliament consists of 221 
Council. The legislative power is a Parliament, members; 86 being elected for Ontario, 65 for 
consisting of an Upper House, styled the Senate, Quebec, 18 for Soea Scotia, 13 for Ncm Brimn- 
! and a House of Commons. The Senate consists wick, 10 for Manitoba, j for Britiak Columbia, 4 
i at present of 87 members, distributed between the for Prince Edward latanffy^ for Alberta, xo for 
varioos provinces thus : 24 for Ontario, 24 for Saskatchewan, and i for Yukon. ITie House of 
xo for Nova Scotia, xator New Brttiuwick, Commons is also composed of natural-born or 
4 for Prince Edward Island, 3 for British naturalised subjects of the King ; no property 
Columbia, 4 for Manitoba, 4 for Alberta, and 4 qualification is necessarj”, and its members are 
for ^skatmeimn. Tlie members of the Senate 1 elected upon a very wide suffrage. For electoral 
are appointed for life by the Crown on the norai- purposes each province is divided into districts, 
nation of the Ministry for the time being ; each each of which returns a member on a majority of 
nominee must be thirty years old, a resident in votes taken by ballot. The members of the House 

i the province for which he is appointed, a natural- themselves elect their Speaker, and twenty, in- 
bc3» or naturalised subject of the King, and eluding the Speaker, form a quorum. Each 
the owner of a property qualification amount- province has also a separate Legislature and 
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administration, with a Lieutenant - Governor, 
appointed by the Governor-General, at the head 
ol tiie Executive. Justice is administered, as in 
Enf.:iand, Dv judges, police magistrates, and 
justices of the pence, of whom the first named 
are appointed by the Governor-General, for life, 
from among the foremost men at the Bar in the 
i several provinces. The highest court is the 
i Supreme Court of Canada, composed of a Chief 
I Justice and five puisne judges, and holdingthree 
j sessions in the year at Ottawa. The only other 
I Dominion Court, viz., the Exchequer Court of 
Canada, is presided over by a separate judge, 
and its sittings may be held anywhere in 
, Canada. The Provincial Cou’ s include the Court 
' of Chancery, Court of King’s Bench, Court of 
Error and Appeal, Superior Court.s, County Courts, 

I General Sessions, and Division Courts. The duties 
of cf tw iners are generally analogous to those in 
• force in England, as are also methods of civil and 
' criminal procedure, while trial by Jury prevails. 

TK.inE WITH United Kingdom. 

; The principal articles of trade between Canada 
and the IT.K. in 1909 were as follows : — 

: Doraestic Exports to United Kingdom : 

Animals .,.$10,280.4451 Fish $3,579,627 


Animals $10,280,449! Fish , 

Bacon.... 8,206,107: Fruit (.•tpples) . . 2,692,233 I 

: liutter 1,273,484 Hams 4x8,8c^ j 

; ibeest' 20,268,166 Leatlier 2,210,508 ! 

Corii; Wheat .. 45,161,632 Faiit for Paper.. 1,084,720 ! 

C»at.s .... 97S.a24 Skins & Furs . . 1,233,534 

; Pease .... 532,155 Wood & Timber 9,845,422 

Flour .... 4,532,103 I 

i Domestic Imports from United Kingdom : 

; Cottons $8,272,955 Fliix, Hemp & 

■ Earthen & China flute Mannfs, $1,952,971 

! W’ate 1 065,943 Jute Cloth, Yarn 

I Hats.,.,;.....,. 1,258,388 & Canvas 1,033,185 

i Iron ana Steel Leather Manufs. 541.934 

Manufactures 8,426,695 Spirits and Wines 1,464.3x9 

I j ’SVoolIens 13,021,495 

‘ PfDwe MinfMer and Preddent 0/ Prmj 
Cminail, lit. Hon. Sir Wilfrid Laurier, 

fl.C.M.G., P.C., D.C.L *^12,000 

Ch.rk of the Privy Council^ Eodolphe 

Boudreau 5,000 

Min. Trade and Commerce ^ lit Hon, Sir 

Tlichard John Cai‘twrig]it,p.c.,G.C.M.G. 7,000 

hep. Min. do . , F. C. T, O’Hara 5,000 

Sec.^of State, lion, Charles Murphy, B.A. 7,000 
Cruier do., Thomas Mulvey, li. a., k.c..,. 5,000 


Underdo, far Uxternal J/afr£r, J.Bope, 

C.T.O., LS.O. feooo 

Deputy Min, of PuUic Printing and 
Stationery, C. H. Parmelee ............... 5,000 

Hon. Sir Fred. W. Borden, K.C.M. a, 

B.A., M.D 7, mo 

Dep.Min.do. ,Col.EugfeneFiset,D.s.o.,M.D. 5,000 
Postmaster-General, Hon. Eodolphe IiC- 

mieux, k.c., ll.d 7,000 

Dep. P.M.G. , E. M. Coulter, O.M.G., M.D. 5,000 
AgricidturetDon. SydneyArthur Fisher, B.A. 7,000 
Dep. Min, do., G. F. O’Halloran, B.C.L, 6,000 
Piihlie Works, Hon. William Fugsley, D.C.Ij, 7,000 
Dep, Min. do., James B. Hunter, B.A.... 5,000 
Finance, Hon. William S. Fielding, ld.d, 7,000 

Dep, Min. do.. T. C. Bo'vdlle, B.A 5,000 

Rys. &Canals,'B.on. Geo.Beri7Graham,lL. D. 7,000 
Dep.Min.do.,and Chief Engimer of Govt, 

JRys., Matthew Joseph Butler, C.M.G., 

C.E 8,000 

Interior, Hon. Frank Oliver 7,000 

Dep. Mm. do., Wm. Wall ace Cory, C.M.G. 5,000 

Customs, Hon. William Paterson 7,000 

Do. Commissioner, John McDougald ... 5,000 
Marine d; Fisheries, Hon. Louis Philippe 

Brodeur, K.c., ll.b 7,000 

Dep. Min. do., (vacant) 5, 000 

Inland Revenue, Hon. Wm. Templeman ... 7,000 ! 

Dep. Min. do.,W. J. Gerald, l.s.o. S,ooo j 

Justice, Bon. A. B. Aylesworth, K.C 7,000 1 

Dep. do., E. L. Kewcombe, C.M.G., K.C., I 

, bli.B 7,000 I 

Minister of Labour, Hon. W. L. Mackenzie j 

King, C.M.G., PH.D 7,000 ! 

Dep. Min. do., F. A. Acland....... S,ooo ] 

Solicitor-Gen., Hon. Jacques Bimeau, K.0, 7,000 I 

Auditm'-General, John Fraser, i.s.o. ...... 5,000 i 

Chief Justice of Canada, lit. Hon. Sir i 
Cliarles Fitzpatrick, p.c., K.C.M.G., K.C., i 

LL.D xo,00o ' 

Puisns Jiidges, Hon. Ddsir<§ Girouard, I 

Hon. Sir Louis Davies, K.C.M.G., Hon. J. | 

Idingtou, Hon. Lyman Poore Duff, Hon. I 

Jas.McLennan and Hon.F.G. Anglin each 9,000 i 
Judge of the Court of Exchegim' for the i 

Dominion, Hon, Walter Cassels 8,000 ^ 

* NoTE.-In every case-including the Prime Minister’a 
“#K'o i/toMsajirt h undred doJlctr ^ is paid in addition to a 

Minister of the Crown as his sessional indemnity xis a ' 
member of either the Senate or the House of Commons 

O4 vUtlsitut* 


DGMI.MO N KEYEXrE A\D EXPENDITUEE, 1868, 1878, x888, 'and 1^ 


1 ! 

1 ' Yeartmdwl 

Consolidated Fund. 

1 Ecvenue in 

E.xpenditure 

j : 30 June. 

Re't'cnae. 

Expenditure. 

i excess of 

1 Expenditure. 

In excess 
of Revenue. 

1868 

§ 

$ 

$ 

$ 

13,687,928 

13,486,092 

201,836 


i 1878' , , 

375 , 03:2 

» 3 >So 3 G 58 

1,128, 146 

j 1888 

36,908,463 

36,7x8,49s 


810,032 

; 1898' 

4 ®,SSS ,»38 

38,832,526 

1,722,712 

4 > 837»749 

; 18^ 

46,741,350 

4 x, 903.501 


' 1900' " 

SJS,o* 9,994 

4 *, 97 S,a 8 o 

8,054,7x4 


! 1901 ■' i 

52,514,701 

46,866,368 

5.648,333 

i 

190a 

j. 38,050,790 

So. 759 . 39 * 

7,291,398 

... 

! X903 

' ■ . 66,037,069 

1 51,691,903 

3^4.345,166 


1904 

70,669,817 

55,612,833 

*5,056,984 


1905 

71,182,772 

63,319,683 

7,863,089 


1906 

80,139,360 

67,240,641 

12,898,7x9 


*1907X9 mths.) 1 

67,969,338 

51,542,161 

16,427,167 


( i 

**909 1 

96,054,506 

85,093,404 

76,641,452 

84,064,332 

* 9 , 4 * 3,054 

1,029,172 



• The financial year now ends on March 3 1. and not on Juno 30 as formerly. 

W'HIT.AKER’s ALMANACK, 1910. 


Gross Publie Debt, 


96,896,666 

X74>9S7,268 

284=5x3,843 

338,376*984 

345,160,903 
346,206,980 
3 S 4 * 73®*433 
366,358,477 
361,344,0^ 
364,962,51a!' 
377 j< 578,S8 o 
392,269,680 
379,966,8356 
408 207,158 
478»S3S>4g7 


54 ^ British Domum 

Go^issionir. IK London for the do- Mimtkm, Hon. B. A.'pyne, m.d 

MINION OP Canada *7 Victoria Street, Deputy, A.. H. H. ColqulionD, lD.d, 3,000 

London, S. W.) : Bi Hon* Lord Stratlicona and Agriculture, Hon. James S. Duff 6* 000 

Idoiint Eoyai,G.o.M.o.,a.av.O.,LL.B. DeiwI.?;, C. C. James, m.a. 3,000 

Pertmnent Se&retaTy,W* lj.(^viW:h. La^s, Forests d' Mims, 'Kon.’^^GocYiVixm 6,000' 

Immigratioji Agent in London, J. Obed Smith, Deputy, Lands, A. White 3,^50 j 

xi-xz. Charing Cross, London, S. W. Deputy, Mines, T. Hibson 3,000 | 

Pro?n.»icia6 >&crgtory, Hon. W. J. Hanna... 6,000 * 
Assistant, S. A. Armstrong ...... .......... 3,000 i 

Public Works, Hon. J. 0 . Beaumej m.d. ... 6,000 1 
Assistant, Thomas Mulvey, b.a., k.c. ... 3,000 ! 


Immigration Agent in London, J. Obed Smith, Deputy, Lands, A. White ......i... 

xi-xz. Charing Cross, London, S.W. Deputy, Mines, T. Hibson 

. Pro?Micia6 >&crgtory, Hon. W. J. Hanna. 

• • S. A. Armstrong 

The Proyinoe op Ontario contains a total P^^c Hon. J.O. Beaui^^^ . 
area of 232,000 q. miles, and a population of b.a., k.c. . 


a, *67 ,973, according to the census of 1901. Wif/rntfi Pori/olw, Hons. Col. J. S. Henclrie, | 

The Government is vested in a Lieutenant- Adam Beck, J. B. Lucas. ! 

Hovenior and Legislative Assemblj'^ composed of - j 

X06 meml^ra elected for four years (no property Justice of Ontario, Hon. Sir Charles ' 

qualiffcation being necessary), representing X02 ■j,ioss 'hSooo' 

electoral distilcts into the Province is Puisne Judges" ' 

dmded, but which differ from those sending Osier, J. T. Harrow, J. J. McLaren, and i 

members to the Dominion Parliament. The B. M. Meredith .'eticii 7,000 

Executive Council cons^ts of eleven members, c./., King's Bench, Hon. Sir Qlenholme i 
eight of wliomact as the Ministry of the Province, BalcoTib'’id<>'e 8 000 ' 

and 3 are without portfolio; the legislature KSrHons.'R ’ ! 

meets every year at Toronto. The principal and W B. Bidden 7 000 

cities are Toronto, the capital of the Province, Chief Justice Comraon Picas, Bon! \ 

with great shipping interests on the Lakes, and { ;p,‘ Meredith . . 8 000 ' 

the chief centre of industrial and commercial j Jialges, 'Com\‘ piem^^ ’ j 


activity (population, 3^1, 6oz) ; Hamilton, the 
Birmingham of Canada ” (52,550) ; Ottawa, the 


Federal capital, with a large lumber trade and 


^2) ; Hamilton, the j MacMahon and J. V. Teetzel each 7,000 ' 

(52,55®) ; Ottawa, the Chancellor, Hoii. Sir John Alexander j 
:-ge lumber trade and | Boyd, k.c.m.g 8,000 


Woodenw^e manufactories ( 59 . 9 <«) ; ^Amdon j 


^,^3), Kingston (^043), ^ Belleville ( 9 >« 7 )» Hon. F. Latchford each 7,000 ' 

Chatham (0,0751, . Stratford ( 9 > 959 ), , /^«elph Chief Justice, Exchequer, Hon. Sir William i 

(xj:, 496), St. Catharines (9,946), Brantford (16,613), ; Muloek, K.C.M.G 8,000 ' 

St Thomas (11,48s), Windsor (x2, 154). Judges, Hon. B. 0 . Clute (and a i 

In X908 the total area of cleared land was ^ vacancy) ..each 7,000 ' 

X4, 132,061 acres, of which 9,621,683 acres were , Master Li Ordinary! ThomAs,Boh^m&,K.Q. 4’,ooo * 
under crop.s, the total value of the Land being Betnstrar Sunrems Ct,, Ct of ' Anuml, 

^eyxjSsijOiS. The total area under pasture was h' p Paterson, so . a.xoo ' 

3,326,169 acres, with 338,255 acres of orchards and ’ Mafue! in C’kainher.% i S.'Cai'twrigiitK.f! 3:300 ’ 
vineyards. Average production m bushels per | „ . , , # ‘ ^ 7 7 n i i £ ' 


acre : Fall wheat, 24*2; spring wheat, xs's ; barley, 
28-5 ; oats, 34*8 ; rye, 16 *5 ; peas, X87 ; corn, 78*8 ; 
buckwheat, 23*6 ; beans, i6'9 ; potatoes, in ; 
turnips, 341 ; hay (tons), i‘4a. r,xp cheese 
factories produced 1x6,695,642 lb. of cheese, 
valued at $12,641,055, and 97 creameries made 
9,895,109 lb. of butter ($ 2 , 35 Sii 7 ®). There were 
i 726,471 horses, 2,824,859 cattle, 1,143,898 .slieep, 
j 1,818,763 pigs, and 12,285,6x3 poultry in 1908. 


Emigration Agent in England,'^. B. Colcock, 163 
Strand, W.C. " S 


The Province of Quebec contains an area 
estimated at 346.928 square miie.s, and a popula- 
tion (ounsus Z90X) of 1,620,974. 

The Govcrmneut of the Province is vested in a 
.Lieutenant-Governor and a Legislative CoimciL 


i Fruit is grown on an extensive scale ; there are consistingof 24iDt-mbersai)pf>intt^l for 
: vineyards and peach orchards of 50 or 60 acres Legislative Assembly of 74 mcml.>er.s elected for 
' in extent, and innumerable apple orchards. The five years to represent the .same number of elec- , 
i Ontario Agricultural Gollege at Hiidpli suppHe.s ! toral distiacts m the Province. The pnncipa , 
; a general education, together with a technical . cities are Q\uebec(popu atiou, 78,0^), the capi^ ; 
i training in agriculture. The students meet part ! of the Province, with a large export timber trade, 
i of their expenses by labouring on the experi- ’ the great seaiiort town of Canada; and 
! mental farm, the annual balance of co.st for ! ^bmtreal (population, 389,837), the commercial 
1 board, washing, and tuition being from £to to ' metropolis, and the principal centre of the p-ain 


; board, washing, and tuition being from £to to ' metropolis, and t le principal centre ot tiie grain 
£xS for natives and from £20 to /30 for export trade north of ^ew \ork, situate at 
i students from other parts. Free grants of land , conflmme^ of the Ottawa and St. Lawrence 
.■ are obtainable in this Province, and improved , Bivers. Other important cities are .rhree .Rivers 
i farms can also be bought at advantageous 0 |> 334 ), Hull (17, f®®). bheihrocike (15,000), _st. 
yates. ‘ i Hyacmthe (10,016), Levis (7,301). Ocean -going 

! ' ‘ I steamers ascend the St. llawronce as far a.s 

1 Lieidenant-Governor, His Hon. Col. John I Drontreal. In 1005 1,228,200 tons of ocean-going 

1 Morrison Gibson, e.c., ll.d $10,000 ' shipping entered, and 1,256,930 tons cleared at- 

Oficlal See., Maj. J. F. Macdonald 1,400 ^ Montreal. 

A«.vf. 3 i 50 ., Capt. D. D. Young ; Lt. A. H. i The lumber industry is still by far the mo-st 

Gl’bson 600 : important trade, but the settled portion of the ‘ 

Premier and President of the CoumUt country has been too much denuded of wood, 

Eon. Sir James P. Mlbutney, ld.d. ...... 9,000 and the provincial Government has found it ■ 

Hon. J. J. B'oy, LI..D., E.C. 6,000' necessary to organise an effective service of ^ 
J, lU (Cartwright, m.a., k.C. 4,000 rangers to prevent the destruction of trees by ' 
A> Jv Matheacm 6,060 forest tres. The forest lands cover an area of over } 

/ C, H. Sproule 3,3^ 1 106,900,060 acres, of wddcli 45,000,000 are under ! 


A»MM. C, H. Sproule 


wariAEBE’s; almanack, 1910 . 
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; Ih-enee to cut- timbor. The wttotl-pnlp indusfci'j' 

• is a^suiui!!^ great importance ; several large 

have receiitly been built, and the 
vubu‘ uf the laitput, which was only §800,000 at 
llic hi4 census, is now prt>bably ten times that 
amount-. Iinpr-ijved farm.? may often beol)_taihed 
in tlie ea.'-itern townships, largely occupied by 
settlers fr(mi Great Britain, af from £4 to 
per acre, inclnding dwolling-lionsc, oiithuildhigs, 
am'l fe3ioi?ig 3 while nnlmi>i*oved lands may be 
- iK>u‘-bt irons the Government at from aoto6o 
i cents per acre, and tlie jmrehase -money paid in 
' five instuhrieuts. The area of land subdi^ided 
' for the purpose of settlement unsold on 30 June, 
X908, was 6,404,64a aei'e.s. In 1906 there were 
x,39a cheese factories, 637 butter factories, and 
736 butter and cheese facturies cctmlnned. 
Lk'iihm>nf-G<mr,\ot\'S.on. SirC. Alphonse 

K', Pelletier, p.G ;£a,oco j 

Ah'le-doVart'q), Captain Pelletier ... kmi. | 

Pi'iM'Ai Sec,, A. GcBcrenx 250 i 

Pyfiiic J/hrA'-fer and Aftnrncu-Gc}},, lion, i 

Sir Lomer Gouin 1,000 j 

Landa and ForcH(t^,BL(m. .Tules Allai’d^ 800 I 

Prorincial Trmsm'ey, Hon.W. A. Weir ... 800 j 

' A(}YlmltiiYe, Hon. J. L. Bccarle 800 j 

: Pi'omieml Seon-tarfi, Hon. L. 11 . Koy 8co , 

■ PahUe Workfi and Lahom\ Hon. L. A. i 

Taschcreau 800 : 

Colon ii^ation, Jf/nc.'?, and Fiaheyte^, Hon. j 

Charles E. Devlin i 

Withad Portfolio, IJoD. John C'. Kaine and , 

.1^ Ed. Car«3n. j 

Chief Justice, K.B., Sir Henri , 

T.' Taschereau $8, coo I 

• Puls'M Judftcn, Hons, H. Arehamhaaiilt ; I 

I H. J.' Carroll, ; J. T.avergno ; N. ; 

I W. Trenholme ; A. ( 1 , Cross each;;^i,ooo , 

, CJuJust, Sup. Cowi, Sir M. M. Taifc ; §8,000 ! 

i i)o. (nctimf), Hon. Sir FraiKois Langelier 8,000 , 

P ulnae Judges, Sir L. A. Jette ; E. Cimon ; , 
: C. H, Pelletier, l.L.P. ; C. P. Davidson, . 
: LL.i), ; Ch. C. de Lorimier, ; S. Pagnuelo ; i 
! bonis Tellier; W. Lynch; J. A. Gagne; E\ X. i 

i Lenueux, M.-P. ; J. E. Robi<h)nx ; A. Ilochon ; i 

i II, €. St. Pierre ; Thomas Fortin ; X. Char- j 

1 bonneau ; 11 . Joluj Im.uhjp ; :M. Hutchinson ; i 

! A. ISIalouiu ; L, J. Cannon ; J. C, McCorkill ; 

! A. A, Brnnoau ; D. Monet ; ?. Demers ; Ed. ; 

; Guerin ; P. G. Martineau : Mb l^lercier ; A. 

I Tcs.'fir; E. Lafontainc ; J. S. Archibald ; L. 

S. f'liampapb.g F. S. Touj igny and F. 0 . Dugas. 

each §5,000 to §7,000 

Qtu:bec is 3,634 nautical miles from London, 

, XovA SOfVi'fA, ii Province of the Dominion, is 
' a peninsula Iwtween 4^" 3o'™47''’ X. lat and 60^ 

' 15' W. long., and is connected with Xew 

Brunswick by a low fertile isthmus al'out thirteen 
miles wide. It cc»mpri.se8 an area (with Cajje 
' Breton iKlaml) of 30,600 square miles, one-fifth 
of which consists of lakes, river.s, and inlets 
, of the sea ; of the wlnde, about 10,000,000 acres 
' arc lit for tillage~“t}iat is, over half the entire 
; arCia—and the soil In the western half of the 
Province, paiticuhu'ly in the Annapolis A^alley 
I and itround the Basin of Alinas, is unsurpassed 
for fertility, owing to the dob marine deposits 
left on tlie .shore-land by the tides of the Bay of 
Fundy. The climate is delightful, and the winter 
is ne>t so cold as in other paiis of the Dominion. 
The jM'ijadathm of the enth’e Province in 1901 
was4S9,S74- In 1908 there were 5,064,968 acres 
of land occupied (3,2x9,573 imprt>ve(i), of which 
892,900 acres were under crop, 1,282,050 acres in 


pasture, and 54,051 aere.s in gardens and orchards, 
the remainder being woodland. Hay is the most 
important crop of the Province, occupying one- 
fourth of all the improved land, and yielding 
over X, 000,000 tons. Fruit is extensively cult!-: 
vated, and Xova Scotia apples are claimed to 
be the best in the w'orld (2,000,000 bushels in 
1908), the principal district being the Annapolis 
A’alleyA Halifax, the capital, is one of the 
teiminals of the Intercolonial Railway, and has 
a magnificent harbour covering ten square miks, 
which is one of the principal winter ports of 
Canada, and the entrepdt of a large trade with [ 
the West Indies and South America, with a j 
dockyard and a dry dock wbich can accommo- j 
date the larges?t vessels afloat. 

Tlie coal depoiiits are extensir-e and of good I 
qu ality 6,299,283 gi-oss tons were produced in 190S ; | 
iron ores are plentiful, and extensive manul'act- i 
iires of iron and steel are carried on at Sydney, | 
Cape Breton ; gold mines are being profitably 
worked. The principiil fisheries are upon the eas- 
tern coast, and the largest catches in value made 
are cod, lobster, mackei'el, haddcck, herring, hali- 
but and salmon. The manufacturing interest is 
growing. There is a Government agricultural 
college and experimental faim near Truro for 
men and women. Improved fa: ms of 100 to 250 
acre.s, with house and buildings, may be obtained 
at from j^ioo to £x,ooo, whilst the Government 
offer uncleared Crown lands at §80 per 100 
acres, and 80 cents per acre for any additional 
quantity. Hunting, shooting and fishing abound ; 
among wild animals there are bears, foxe.s, moose- 
deer, otter, mink, sable, mnskrat, hares, racoons, 
and squirrels ; and among the feathered game 
are the woodcock, ploi^'cr, snij^e, partridges, 
ducks, geese, and curlew. 

Xova Scotia has a Provincial Government, ad- 
ministered hy a Lieutenant-Governor, aided by an 
Executive Conn cil ,a Legl slati ve Counci 1 of 2x mem - 
bers, and a Legislative Assembly of 38 membem. 

Capital, Halifax (population, 50,000). Other j 
towns-— Dartmouth (6,000), Truro (7,000), Windsor 
{3»5co), Sydney (*6,occ), Sydney Alines (s,oco), 
Glace Bay (17,000), X. Sydney (4,646), Pictou 
(3,300), New Glasgow (7,000), Annapodis Boyal 
<x,2oo), yarmouth (7,500), Amherst (9,000), and 
Lunenburg (3,000). 

Lieutemnt-Gorervm^ His Hon. Duncan 

Cameron Fraser §^,000 . 

Private Bee. , Alister Fraser 1,250 i 

Pnmimkil Bect'etari/, Hon. G. H. ATurray 

(Premier) 6,000 

Peputy Bee, and Clerk of the Executive 

Comicil, F. F. Alathers 2,500 

Commisdoner, Puhllc Works aud Hines, 

I Hon. C. P, Chisholm 5^000 

I Deputy Comm. ofAImvs,d c., Hiram Donkin 

I Aitornep’G&n..,M.im. A. K. Alaclean. 5, coo 

( Deputy Mtm'ney 'General, Stuart Jenks ... 
i Without Office, II<ms. David AiePherson, 
i B, F. Pearson, J. M. Mack, 0 . T. Daniels, 

} James Afacdonald, and H. S. le Blanc, 
j Chief Justice., Hon. Ohas. J. Townshend...j£'x,ooo 
; Judge in Equity, Hon. tVallace Graham... x,ooo 
; Puisne Judges, X. H. Aleagher, Bcn- 
i jamin Eussell, J. W, Longloy, A. Drys- 

I dale, and B’. A. Lawrence each 800 

j Judge, Vice-Admiralty Court, Hon. James 

j AIcDonald 123 

; Secretary of Industries and Irnmipratwn, 

1 A. $. Barhistead 


Whitaker’s at^manack, 191 0 . 
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AqeiU-General fm* Nova Scotia in London^ John 
Howard, S7A Pall Mall, S.W. 

Halifax is 2,463 miles from Liverpool. 

Cape Bkjeton Island, formei-ly a distinct 
Colony, now incorporated with Nova Scotia, 
contains an area of 3,125 square miles, with a 
population of 97,190 inhawtants. The chief town 
is Sydney, on tne eastern coast, having valuable 
collieries in the neighbourhood. The Inter- 
colonial Eailway connects the island with the 
mainland. 

New Brunswick is situated between 45°— 48° 
N. lat. and 63° 47'~69° W. long. , and comprises 
an area of 27,985 square miles, with a population 
in S90X of 331 , 120. It was first colonised by British 
subjects in 1761, and in 1783 by disbanded troops 
from New England. The chief industrial pur- 
suits arise from the produce of the forests and 
the fislieries. Coal is found; also silver, lead, 
antimony, copper, iron, manganese, and other 
; valuable minerals in considerable quantities, 
i According to the census of 1891 the occupied land 
; amounted to 4,471,250 acres, of which 1,509,790 
’ acres were improved, 1,018,704 acres being under 
crop, 479,607 acres in pasture, and 11,479 acres 
devoted to gardens and orchards. The value of 
agricultural produce in 1900 "svas §12,873,480. 
Free grants of land are offered, and settlement 
encouraged. Improved farms are obtainable at 
reasonable rates. Sport of all kinds is abundant. 
The fisheries include salmon, cod, mackerel, her- 
ring, and shad, and were in 1905 of the value of 
§4,^1,084, rnnking second in importance to 
those of Nova Scotia. St. John is one of the 
principal winter ports of Canada, and is connected 
by the Intercolonial Railway with Montreal. 

The Provincial Government of New Brunswick 
is a^inistered by a Lieutenant-Governor, as- 
sisted by an Executive Council, and a Legislative 
Assemiily of 46 members elected by the people. 

Capital, Fredericton. Pop. (1901), 7,117 ; chief 
cities, St John (40,711) and Moncton (9,026). 

LkiU&na7ii’Governo}% His Hon. Lemuel 

John Tweedie, K.C., ll.d §9, 000 

Premi&r and Attorney-General^ Hon. J. 

Douglas Hazeu 2,100 

ProvincM Secretary^ lion. James K. 

Flemming 2,100 

Pen. Prriv. Sec. and King's Printer, 

it W. L. Tibi fits 1,950 

Dep. Receiver Gen., G. N. Babbitt 1,950 

PxiUU Hon. John Morrissy 2,100 

Surveyor-Gcn . , Hon. W. C. Hazen Grimmer 2,100 
Agrkaiture, Hon. David V. Landry, m,d, 1,700 

SolicUor-Gen., Hon. Harry F. McLeod 1,200 

Chief Justice, Hon. Frederick E, Parker... 6,000 
Vice- Admiralty, Hon. E. McLeod. 

Judge, and Matrimonial Causes, 

Hon. Harrison A. McKeown 

Puisne J vdges, Pierre A. Landry, Ezekiel 
McI..6od, George F. Gregory, Albert S. 

White, and Jeremiah H. Bari-y. 


Agent-General in London, Hon. 

, Norfolk House, Laurence Pountney Hill, 
Ctoion Street, E.C. 

Fredericton is 2,748 miles from Liverpool 
(kpe Race, or 2,535 miles vkl Bellefsie and 
N.B. 

Manitoba^ formerly the Bed River Settlement, 


admitted into the Confederation on isth July in 
the same year. It is situated in about the cei'it j e 
of the continent, between 49°— 53° N. lat. and 
9S°—xoi° W. long, (these parallels and meri- 
dians forming its boundaries). Its area is 
72,864 square miles. Its population, census 1906, 
was 365,688. The Assiniboine and Bed Rivers 
intersect the Province, and the soil is fertile and 
productive; emigration is invited and encouraged, 
and liberal grants of land are made to settlens. 
In 1908 4,987,498 acres were cultivated, of which 
2,850,640 acres were under wheat, and the crops 
were 49,252,530 bushels of wheat, 44,686,043 oats, 
3:8,135,757 barley, and 74,701 flax, rye, and peas. 
The main line of the Canadian Pacific, the 
Canadian Northern and Grand Trunk Pacific 
Bail ways traverse Manitoba, and there are 
several other lines in operation. The Bed and 
i.ssiniboine Bivers are also navigable for a con- 
siderable course in the Province. 

The Government of the Province is adminis- 
tered by a Lieutenant-Governor, assisted by an 
Executive Council of 6 members and a Legislative 
Assembly of 41 members. 

Capital, Winnipeg. Population (1909), 130,000. . 
Other towns, Portage la Prairie, pop. 5,500 ; i 
and Brandon, pop. 11,000 ; Neepaw’a, Minnedosa, | 
Morden, Deloraine, Virden, Carberry, Boissevain, I 
Carman, Dauphin, Emerson, Gretna, Killarney, \ 
Manitou, St. .Boniface, Selkiik, and Souris. | 
Lieut. -Gov., Hon. Sir Daniel Hunter I 

McMillan, K.C.M.Q j<;i,Soo j 

Pres, of Council, Minister of Agriculture 
ami Immigration, and Commissdomr of 
Provincial Lands, Hon. Rodmond P. 

Boblin 1,200 

Provincial Treasurer, M-ow, H. Armstrong x,ooo 
Attorney-Gen., Hon. Colin H. Campbell... x,ooo 
Minister of Education and 3funicipal 

Commissioner, Hon. G. R. Coldwell 1,000 

Public Works, Hon. Bobeit Rogers 1,000 

Provincial Secretary, Hon. J. H. How den 1,000 

Chief Justice, Hon. Joseph Dubuc 1,400 | 

Do., Court o/Ap2>eal, Hon. H. M. Howell 1,600 I 
Puisne Judges {Appeal), Hons. A. E. ; 

Richards, W. E. Perdue, J, D. Cameron, 
each jg'1,400 ; {K.B.), Hons. T. G, 

Mathers, D. A. Macdonald, T, L. Met- 
calfe each 1,200 

I’HE Province OP Saskatchewan was formed, 
by an enactment of the Parliament of Canada 
taking effect September i, 1905, out of the 
territory formerly known as the North-West 
Territories. Saskatchewan covers the area 
included between longitude 102'’ and ixo'^ 
W. of Greenwich, with a small extension east 
! of 102'^ at the south-eastern corner, and between 
latitude 49° and 60° N. I’he Surveyor-General 
of C!anada estimates the Pi'ovince to contain over 

250.000 square miles, of which 86,000 square miles 
i are land suited for grain-growing, 32,000 are land 
i requii’ing imgation, 106,387 are laud suitable for 
' ranchos or other description of farming, and 

27.000 square miles are water. 

The census of 1901 showed the number of 
people within the area as 91,460, wdiilst the 
(luinquennial census taken on June 24, 1906, 
showed the population to have increased to 
257,^3, Province is being rapidly opened up 
l>y the means of railways, and is now traversed 
by the C.P.B. and the Canadian Northern Rail- 
way, while the Grand Trunk Pafsific will cross 
the Province from east to west, with a network 
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was tomed Into a distinct Province in 1870, and i of branches. Several other railway projects are 
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under (Consideration fov opening np coinnmni* 
eatifm between the Province and the deep-water 
ports on Hudson's P»ay, by which it is expecte<i 
that for a number of tnonths in each year the 
<Hstan(‘e betweeii Saskatchewan and European 
markets will be reduced almost to that of New' 
\ ork, t.he great er j)art of which will be by water. 

ihe principal pro<lucts of Saskatchewan are 
grain and cattle, and G'overninent encouragement 
IS being given to the dairy industry. In 1898 
there were but 276,253 acres under wheat, whilst 
m 19C7 there were 2,374,058. In 1898 4-780,440 
bushels were pro.lueed ; in 1908 the yield in- 
creased to 45.000,000 bushels. 

^i'he range country in thoPnivinccisof limited 
e.vtent, being ahm.>yt entirely confined to the 
south - wcatorn corner, adjoining the range 
country of Southern Ai];erta.. 'rite northern 
two-thirds of^ the Pruvinee is known only to 
the trai'b-rs o* the iiudso!ii’s Pav Company and 
i th,e Indian missionary. 

ihe Covernment/ is ve.^ted in tlie Lieutenant- 
ihc,erno:'. aided ainl advised by an Executive 
, < _'»iincii oi fojir mcnihers chosen from time to 
lime by the Lieutenant-Governor. P'ollowing the 
; regular procedure (»f similar .British institutions, 

■ ihe mcnihers of the Exeeutlvc Council seek rc- 
cleetion to the Legislative xL-semldy, in wdiich 
manner the fullest rc-^ponsihllity to the people is 
hia.-iired. Tlie Province is divided into forty-one 
eicetoral dl.^-ti'icts, each of which is represented 
in the Ta'gislativc Assemhlv bv one meiidier. 

, Thu Supreme i'ourt consist, of a Chief Justice 
^ nml4 pnihiie jmiges ; it has original and appellate 
jurisdiction. 'Phere are 8 judicial districts, each 
presided over Ity a District Court Judge, who also 
: acts as Surrogate Court Judge for liis distnet. 

Iliiraleducationalareas, approvimating twenty- 
five square miles in extent, are established as 

■ school districts, and ilieir affairs each managed 
I by an elective board of frustee.s. 

; 'I'he climate 1ms a w ide rangii- from 90® to-4o° 

. at its greatest extreme.s, Kainfall i» not ex- 
_ eessive, and there Is an unusual amount of 
; sunshine at ail periods of the year. 

[ tLvpiTAL, Regina. 

i His Honour Amedthi 

: Emrnannei f\>rget ^ |5,ooo 

Pt-eniier, /bY;,s?dmd i>r Cmo/c#/, and Com- 
utntt-iio/ter oj PuhUc Hon. Walter 

6,000 

; A /,'//, Hon. .-Viphonse I'urgeon 5^000 
i i 'I inn- tttui Poimnh'Moner of 

hdurafuuri and PiaiitHi'ntiioiun" nf JiaiP 
' n-aif^ and Tchphmey, Hun, J. A. Calder 5,000 
/ dniuisaai tSii'iVta I’ll and PaiidtiKsmioner of 

■ W. n. Motherwell 5,000 

in, !/><-■ VouiU’il, J. A. Reid 3,000 

Jm'-mNii, B. S. Page 7co 
nu\fju,t!ci’, Hon. E. V. Wetniore. 

Putme Jmlaes, H. W, Newiands, C. John- 
stone, d. E. 1>. Preiidergast, and J. H. Lamont. 

TnE_ Nokth-Wkst Tkiir [TORIES of Canada 
comprise the present unorganised pai-t of British 
‘V ™ -V^eriea lying V > the north of the Provinces 
of Quebec, Ontario, :ilanitoba, Ba.skatehewan, 
-'Obi-rta. 1 heir administration i.s entrusted to 
the officers of the Royal North-West Mounted 
the Force, Lieut.-CoL 
' ^>t!ing also Commissioner of 

. the Territories, with full executive, legislative, 
and administrative authority. The Territories 
; for ne^ly 250 yeans have been under the almost 
1 ,*®t)SQlute control , of the Hudson’s, Bay Company, 
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but of recent years the .D(uniiiifm of Canada has 
taken an increasingly acti ve jiart in the adminis- ? 
ti'ation of the atfairs of the country. Several I 
expeditions to Hudiion’s P*ay with a view' to] 
ascertaining the feasibility of the navigation of ■ 
the Bay and Straits have been made, and at j 
several points on the shores (d the P>ay I'Kdice] 
posts ai'e maintained, being visifeil from time to ■ 
time by an exploring ship sent into tlic Bay for ! 
that purpose. j 

The Provikce .op Alberta was erected into | 
a Province by an enactment of the Parliament i 
of Canada, taking effect Sept. 3, 1905, out of the ? 
territoi'y acquired from the IIud.soiT.s Bay Com- f 
pany, and until the date above mentk>ned it ! 
formed part of tlic North-West Territories. The : 
total area of the Province is about 253,000 square | 
miles, including about 2,500 .square miles of* 
water, and' the population (1909) is estimated at i 
300, (KK). The Oovernment i,s vested in a Lieu- i 
tenant-Governor and. Legislative Assembly com-' j 
posed of foriy-one (41) member.s, elected for five i 
years, representing 39 electoral districts into | 
which the Province is divided. Cities of I 
Edmonton and Calgary have two members each. ! 
The Executive Coimcil consist.^ of four members. 1 
Alberta is.i*a|)idly developing into a grain-pro- I 
ducing territory, and wdiere, twenty years ago 1 
there existed a wilderness with scattered bands \ 
of iirimitive Indians and stron-g detachments of i 
North-We.st Afounted Pcdice for the sole inhabi- ' 
tant.s, there is now a succession of wheat fields, 
homesteads, villages, and towns. While settlex's 
from the U.a, Eastern Canada, and the British 
Isles arriv’e in annually increasing numbers. 
Ihe total area in crops, year 1908, 837,650 acres. 
Sprmg wheat, 2x2,677 acres, yielding 4,001,503 
bushels ; winter wliciit, 104,956 acres, yielding 
3>®93!>4®® h*^®hcls ; cats, 431,345 acres, yielding 
15,922,974 bushels ; hai-ley, 77,876 acres, yielding 
1,949,164 bushels. The Provimdal Government 
operate 24 creameries, where they manufacture 
butter, l^ee licmcstead.s are available for 
thousands of settlers in desirable localities. 

The principal citie.s arc Edmonton, Wetas- 
kiwm, Calgaiy, Medicine Hat, Lethbridge, and 
Strathcona. , ■ 

• Capital, Edmonton. 

Lfewt;(?erer«rw*, HiK Jlori. G. H. V. Bulvea So.ooo 
Prenmr aridPresidcntoftJa' CotDiril Pro- 
tjneml Treamix’r, and MinuiU^r of 
Hon. A. a 

P/i(Utc M Hon. W. H. Cushing 5 000 

AttorneihQemeral, Hon. C. W. (Aos.s 1 000 

PTQtincial Secretarii and M raider of 

Jffrimmm. IlQjn W. T. Finlay j. <,000 

fMrkofthe Bmecutivc Cru/ncu 7 , Ai. J. Aracleod 800 

Chief Justice, H on. Arthurl., Hifton. 

PiJsm Judges, Hons. HoracellniTev, D. L. Bcott 
,0. A. Stuart, and N. D. ikek. ' 

()¥ Prince Edwarp Lslanb } 
lies lu the^ southern part of the Gulf of St. 
Lawrence, between New Briinswi(-k and Cape 
46 -47 ' N. iat. and 
f* long. It is about 140 miles in 

length, and from 4 to 34 mile? in breadth ; its area 
la 2,000 ^uare inilos (about equal to that of 
the English county of Norfolk), and itsmpuia- 

io 3 »s! 59 - 'Wie isiand was first 
settled by the Fi'encli, who held it for many 
yeai-s as a fishing station. The Britisii took it 
from them m 1745, but afterwards restored it ; 
theyaei^d it again, however, during the Seven 
rears war (1756— 1763), and compelled the 
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, part <>f the Frouoh inhabitants to leave, 

' andfrom tliat time it has remainotl British. The 
inland is divhied into three counties (King’s, 
Queen’s, and Pritice), each of which elects xo 
representatives. Its inha>)itantB are almost 
exdnsively engaged in agriculture, considerable 
attentirm, however, being devoted to the fisheries 
aisd to the l)rec<hng of horses and sheep. There 
, were (iSgx) 718,093 acres of. improved land, of 
which 536, X75 acres are under crops, 178,072 acre.=; 

. of pasiure iand, and 3,845 acre.s of gardens and 
' orchards. Tiie soil (•« insists for the most part of 
a rich red loam, uniform in character and peeii- 
; liai'ly suited to the growtit of grasses. Nearly tiie 
. WTioie of the land is now cleared, and improved 
farms can bo bought at aliout 20 dollars an acre. 

The Provincial < i overnment is vested in a Lieut. - 
Govei’uorand an Executive Council, and a Legisla- 
tive Assem rdy of 30 members elected by the people. 

CMpital, C'havlottetowm, on the shore of Hills- 
borougii Bay, vrhich forms a good harbour, is 
* distant froni .Liverpool 2,630 miles, transit about 
' 8 days. Population, 12,080. Suramerside (pop, 

, 2,875) Georgetown (pop, 1,060), on tiie east 
' coast, are also ports of considerable size, and the 
' centres of shipbuilding trade. 

I Lkut€ii(it(t~Gc,m'twr, Hon. D. A. McKinnon, 

! Ui.B., K.C $7,000 

[ Pt'cmki' and Attonwj-Oen., Hon. Francis 

1 L. Haszard, K,c 

i P/’or, Sr-i'. and Trensa. and Commifta, of 

\ Aij.\eulture, Koii. John Bidiards 

? Pablic Hon. J. H. Ciiramisky 

I Withntt Portj'olin, Hons. George E. 

I HngheB; Benjamin Gallant ; James T>. 

5 Mclmiis ; John .McMillan ; and Lauchliu 
j McDonald. 

Proalndal Andifni', Benjamin Baldcrston 

’ Sup. 0/ Eiuwttnin, A.Andcrson, 

' Asma. Src. and Tinw. ffnd Clerk of E.nw 

\ OouneiL Arthur Newhery, i.s.o 

[ Sea, Public Worke. L. B. McMillan 


British Columbia has very e.Ktensive coal I 
measures, and a vast and 'compact area of 
merchantable timber ; the mines have produced I 
over $399,000,000, and are still in the early stages 
of development ; the fisheries produce an average ! 
annual value of $7,500 000. Only one-tenth of i 
the available agricultural and fruit lands are at i 
present settled upon, and there are acres of j 
pulpwood as yet niioxploited. There are unde- 1 
veloped deposits of magnetite and hematite i 
iron and petroleum. The average annual yield ' 
of the industries is j minerals, $35,800,000; lumber, i 
$12700,000; fisheries, $7,000,000; fruit farm pro- ' 
ducts, $7,500,000 : and manufactures, $13,000,600. 
The climate is healthful and temperate. The 
principal exports are llsh, coal, gold, silver, min- 
erals and timber. In 1908 3,558 sea-going vessels 
(8,116,325 tons) inwards, and 2,793 fs 175,509 tons) 
ouUvards, entered and edeared, while 19,163 coast- 
wise ve.ssels (5,568,941 tons) entered and cleared ] 
outward. There are 1,685 miles of railway in ! 
operation (mainly C.P.E.), and the Grand Trunk | 
Pacific has commenced buiUling its main line j 
eastward from Prince Kiipert. | 

The population of the Province is estimated ! 
at 280,000, exclusive of Indians and Asiatics. j 
C.VPTTAL of the Province, Victoria ; population | 
(1909), 40,000. Vancouver City, population, I 
85,000. Ne>v 'Westminster, 9,500 ; Nanaimo, ; 

1,200 I 7,000 ; Eossland, 6,xoo ; and Nelson, 6,500. • 

j 1905-1906. 1906-1907. 1907-1908. ( 

Revenue...... $3,044,442 $4,444,593 $5, 979.054 ! 

Expenditure 2,328,126 2,849,479 4,590,673 1 

Debt B,to6,x5a - - 

E.xport.s 22,8x7,578 

Imports *5.718,579 


1,200 

X,20O 


8,5a5.«33 


X,2O0 

t,200 


1,200 

1,000 


Official Court Steanarapher and Librarian, 

vf. II. oswkiii 

' Retjiatrar of Dl’l\U and Coriuni-^-Hionrr of 

1 Public Ldn>.l% W, C. ^¥l^ite 1,200 

ProthviUdarii and Clerk of the Crown, 

I John A. Lmigworth 1,250 

1 do,, Leith E. Brecken 650 

' Chief Jitnf ice and Judrfc of Vice^Adnvimlf/} 

I Court, Hon. W. W, Sullivan 6,000 

* AeAntti nt. J inlac of Sn prrior Coart. A Maner j 
] of the floiif ibni. Edward .T. Hodgson ... 5,200 I 
' Am»l, JudaeA R. It. Fitzgerald ... 5,200 

; Afjent-freneraK ILirris(m Watson, 73 Ba.singliall 
Street, E.G. 


f Gou:^rBl.\, Cajmda’s Maritime Pro- 

j vince r.n the Pacific < >ce:in, Is the largest in the 
, Domisdon, its area lieing variously oslimated at 
‘ from 372,63a to 395.6x0 square milesj It i.s a 
gtmt in'egular quadrangle about 700 miles from 
north to .south, with an average width of about 
400 miles, lying between latitudes 49° and 60® N. 
It ig hounded on tlie south by the Strait of Juan 
do Fuca anti the Sl.ites of Washington, Idaho 
and Montana, on the west by. the Pacific Ocean 
md Southern Alaska, on the north by Yukon 
and Mackenzie Territories, and on the east by 
theProyhice of Alberta. From the 49th d-^ee 


4,226,8x8 
33,9411x87 , 
24,180,452 

The Government of tiio Province consist.? of a ! 
Liout. -Governor and .an Executive CVnmcil, to- ' 
gethcr with a I.egislative Assembly of 42 mom- ' 
bers, 7 of them being the Executive Council. : 
Lieut, 'Govrrno}%lliB Ron. ,Tanie.« Dunsmuir $9,000 : 

Private See,, 11. J. S. Muskett 1,300 , 

Premier A Mi n iafer o/M ine,% Hon. Richard f 

McBride, K.C 6,500 ' 

Proviiieial See. A Mini.sfer of Education, ; 

Hon. Henry Esson Yoimg, M.l> 5,000 ’ 

Finance and A fjfriculf lire, 5,000; 

Attormy-Generai, Hon. "W. J. Bowser ....... 5,000 

Lamia, 5,000 

Public W orhti, Ifon. Thomas Taylor 5,000 

Preftident of Estecutke Council, TIoii, F. 

Carter Cotton tnvp. 

Chief Justice, Hon. Gord<ui Hunter 7,000 

PuLme Judyen, H'on. P. H'l Iiwing, $6,000 ; 

Hon. Archer Martin (and Admiralty), 

$7,000 ; Hons, Lyman P. Duff ; ami 

Auiay Morri.sou each 6,000 

A gent-Gencral, John Herbert Turner. Bui l.s- 
'bury House, .Finsbury Cin-us, E.C 2,000 


CANADIAN RAILWAYS. 

The Government Railwavs are the Inter- i 
colonial and the Prince Edward Island Railways. ' 
The length of the Intercolonial system is 1,447 
miles. The main line extends from Montreal to ' 
Halifax, N.S., 837 miles ; to St. John, N.B., 740 j 
miles ; to Sydney, Cape Breton, 990 miles ; and 
to North Sydney, 983 miles. In addition, the 
Government owns and maintains the Windsor 
Branch Railway, from a point on the Inter- 


norih to the S4th degree the eastern boundary eolotual to Windsor, N.vB., 32 miles, which is 
foBewthe axis of the Rocky Momitaina^ and operated under lease. The Intercolonial wa.s | 
, thence north to the xaoth meridfaru } built in fulfilment of the express stipulations' 
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■ of the Ainurica Act of 2367, con- 

federating Ute I^roYinccs of Nova S^coiia, Sew 

: Brunswick ai.v:l 'Baiiatifi, in order to form aeon* 
uected sj'sten;^ jf rai-hvaj' ooniniunicatiou between 
those Froviuco<?. In this work, there were 
abst rbed the cxKiintr Nova Scotia Bait way, ar.d 
the European American Railway, the 

v.hole beiupf oon.soihluled untler the present 
name in 1872. By lca:'in.ut arrangements, it was 
:.xtendc(l to Montreal in 1898; the portion so 
'.ased hein-i the 37^2 miles from Ste. Rosalie 
J, unction to uitre^i. At Sydney nml INorth Sj^d- 
ney, it cisnriectri by stenmer with Newfoundland. 

'hie Prince Edward Island ilaihvay system, 
*07 ;oik-s, exten<ls the whole length of the Island, 
iVoin Sotiris f>ti the east to Tiginsh on the west, 
'^’vith c.ertaiii branches. Connection is made by 
.'-leamej;’, ail the year rcnirai, with the Inter- 
folomhd, a! Pictou from CharlottelowTi, and at 
P’.-iiit eliiA'henc flora r:ummeiv,i'ie. 

The C’.'.S.M'Ltx PAcrFi*',' .sirr-tches aciuss the 
entire eoinhieni, fntm St. John, X.B., to Vaii- 
on the coast of I’-ritish Cuhimbia, a b>tal 
.iiclancc 0: 3,379 ra.ilcs. {UfPd^jiiai'tirti, Aloa- 
•..roai. t- The .‘-hare capital amounts to $202,696,666 
ami $128,930,133 Pebeiitnre Stock. Cha'cnttaii, 
Sir UTliiamC. \'an Horne, K.c.t^i.G. /Vc,«V/cn!:, Sir 
Tii0.vL G. Shauslinc-ssy, K.c.v.o, S^’crciuiy, AV. R. 

, Baker. Ihe t‘»tal length of tiie ranatlhin Padfie 

■ Bailway system is 9,878 miles, in Canada, while 
the total mileage controried both in Canada and 

, the Cnited Slates amounts to over 14,300 miles. 
The Company has large llccts of steamers ]>oth 
, on Athiiitioand Padric. 'Tiit distance from China, 
.lapan, ami tin.; Pacific coast generally to Liver- 
jiool i.s i'r!>m 1,000 to i.zoo miles less by the 
( anadian Pacilic llailuay than by other routes. 
European Headquarters'; 62-65, Charing Cross, 
London, S,W. 

The GK.iND Trunk was originally formed in 
1833 by an Act of the Legi.slatiire, and in 2893 a 
jiuinber of lines were consolidated, foi'ining a 
continuous line through the Provinces of Quebec 
and (mtario. ih'c.Y?dcnC Sir Charles Rivers 
IVilaou, G.C.M.O., e.B. ; ViW^PrenUlent, Alfred W. 
Sinithers ; Acerchn-J/, H. H. Nornuin. London 
Ojficd, Haslnvood House, New J»ron»i Street, lil.C. 

( The total loan and share capital of the eonjpany 
amounts to over ,000,000 sterling. The 
mileage of the lines ovvned and Ic'ased is 3,467 
miles, including the mileage in tlie U.S. The 

■ eastern extretuiiu's of the line arc Qticbec and 
Porthuid (Maine), jun! it extends westward to 

, iJelroii, Chicago, Grand Haven, and Muskegon, 

' supplying the means of coiiunnnieaiion with 
M'-otn-al. Toionio, namiltoii, Niagara, Bulfalo, 
Heiroit, and all the junncipal eities and toAvns 
. in the Fruvinces of lyimbec anti Ontario. The 
, lufenmUimal Liutited, "The Paiihva> Greyhound 
of Canada,” runs every day of the year. About 
3,500 miles are under eonstruetion, including 
T/tc (rrand Trunk Paeijic Ritllwati, an “All 
Red ” route and Iht'only ‘bill Curiadian” trans- 
cnntsnantai route connecting Jlalihix, Nova 
Scotia, o'a the east over the Rocky Mountains to 
the Pacilic C«:>a.st. 

The Canawan Xorthkrn Ra, aw ay was 
f' ■noded in 1897, an aggregate mileage of over 
5,000 miles, and stretches from the Atlantic to 
ihe Rocky Mour.tains. It runs principally in 
! the wlifut-growing an<l lumbering districts of 
Afaiut(dia, Saskatchewan and Alberta. If cad- 
. tinarteri^, d’orouto ; Loudon OiHoe, Bond Court, 

; Walbrook, E.C. 


This island, situated between 46' 37' - $'£p 3$' K. ■ 
lat. and 52-^ 35'— 59^' 25' MC long., <tn the north- 
east side' of the Gulf of iSt. Law'renco, is about [ 
327 miles long and 316 miles broad, and c<>ntani.s ! 
about 40,200 'square miles, and at the cr-nsus of I 
iQoi it had a population of 217,037, not innhuling ! 
those resident.jn the portion of J^abiudoi' (3.547) i 
w'ithin the jurisdiction of Newfomidland. Of i 
I these 75,989 are Roman Catholics, 73,008 Clmrob * 

[ of England, 61,388 Methodists, 1,497 -yterians. 

; and 9,099 various. .At the end of 2507 the , 
j estinuted impnlatiun of Newfoiuidlani W'as ' 
i 23 o>e 29 j of Labrador 4,024. 

; This i.s the oldest English cfsiony, for it 
I was discovered by John Cabot in 7407; ihe 
S first' land seen was hailed as Prhua ‘ 

I the present Cape’ Bona V'isla, The inliubitfsida 
j are chiefly located on the c(-ast-llne of the 
j shore and bays, •and the gi cater part are ' 

; engaged in ihdiing — for cod in suinme.c, and seal 
[ fishing in winter'and spring ; agneulinre, mining, 

I and lumbering arc also engaging attention and 
affording means of eiiiployineiit, while large pulp j 
j and paper mills arO i'n course of erection. Lalces j 
I and livers abound; it is estimated that alwtit < 
one-third of the -surfaeo is covered with wateix ; 
The interior is juacticaily in a state of Nature; j 
but 638 miles of -railway have opened up i.argtj ! 
tracts of rich agricultural, miiu-j-al, and iiiuber 
lands hitheito of small value. The tians-iiisular j 
line rums to Port-aux-Basques, nd Exploits 
-River and Bay of Islands, w itli branch connec- 
tions to Placentia, the principal settk meets in f 
Coneei>tion Bay, and to Lewjs]>orte (in Notre • 
Dame Bay). Tim eliinate is sakibj ious, and the 
people, are a strong, healthy, luudy, industrious' 
race. The ihennometer sel<h,ni falls bepAV zero | 
in winter, and ranges in the sliadc in summer i 
from 70"^ to 80A .• • ' ■ 

The principal .e.xports of the fAdony arc S 
codfish, value $7,873,172; cod, whale, arid seal | 
oil, value $.x, 0x1,426; sealskins, $194 300 ; tinned ' 
lobsters, $383,767 ; copper, copper 01 e, iroU' 
pyrites and other mim-rals, $1,353,760. The 
total value of the lisimi’y products in 1907 was 
$9,942,688. 

I/ABRADOR, a dependiney of Newfoundland, 
forms' the most easterly part of Anunica, and 
extends from Blanc Hablon, in the Stiaits of 
BelIeisie,:Oii the south, toGape tliudicigh, at the 
entrance to Hudson’s Straits, on the noitp. ; it 
possesses valuable cod, herring, trout, aiul salmon 
fisheries. One of the grandest spectacles in tlie 
universe is provided by the Great Falls of 
Lalnvidor, on the Hamilton River. f 

The Government hadmin.istcred by a Governor j 
appointed b,v the Crown, a responsible oxaeulivc i 
of nine, a legislative council of not over eighkam, : 
appointed for. life, and a House of Assembly of t 
thirty-six, elected by ihe peojde every four years. 
In 1890 the franchise was given to all males of 
twenty-one years and over. j 

T. Vl. ■ ' * *504-5- „ X9O6-7. j 

Public revenue $2,574,069 $2,837,142 

Public expenditure 2,443,814 2,7x1,788 ! 

Public debt 22,043,838 22,371,867 I 

. , 1905-6. 1306-7. I 

Total impoits $10,414,274 $10,426,040 ] 

Total -.exparts 12,086,276 ■ 12,101,161 .1 

Imports from U.K. 2,651 ,196 2,669,934 i 

Hxports'to H.K., 1,662,612 .1,492,795.1 
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Jmperkd British Dommwm---Britkh Guima, 


Tiie Capital, St. Jolm’s <^opHlafcion 31,501), 
j contains two cathedrals, several banKs, and 
i numerons public buildinga. 

' tjovcmor, H.E. Sir Ralph Cluampheys 

I Williams, K.C.M.G 

f. Pnwte ASfee., (vacant). x8o 

1 Premier mid (Colonial Secretarif, '*'Rt. Hon. 

1 Sir E. Bond, K.C.M.G 411 

^ MitiisUr of Justice, *Uon, Janies M. Kent, 

K.O., B.A. * 4SI 

Fbimice mid Custmm , ‘*Hon. E. M. Jackman 41 x 
Agnmlture df Mmes, * 13 ori, J. k,Olift, K.c. 4x1 
Mamie^ and FbdieHes, *Hori. Eli Dawe ... 411 

Awlitor’-Qe^ieral, F. C. Berteaii 41X 

Public Works, George W. Gu.shue 411 

Fosbrnster-Geyierab Hon. H. J. B. Woods 4x1 
Ohurf Jastice, Hon. Sir W. M. ITorwood ... 1,037 

Assist. Judge, Hon. George .Emerson 833 

1)0., Hon! G. M. Johnson 833 

* 1'he ministers with an asterisk before their 
: names, together with the Hons. George Knowling, 

' J. S. Pitts, C.M.G., George Shea, and Henrj" Gear, 

1 form tlie Executive Couaclf. 
i St. John’s, 3,500 mile.s ; ti-ansit, seven days. 

I BPJT.rSH GUIANA, 

; which includes the Counties of Demerara, 

J EsseqiiHK), and Berince, is situated on the north- 
i east coast of South America. The boundaries 
[have recently been definitely determined by 
I the awards of the arbitratoi*s in the Venezuela- 
I British Guiana and Brazil -British Guiana boun- 
I dary oases. It has a total area of 90,377*4 square 
■ miles, and a seaboard of more than 300 miles. 
The Es.se(iuibo River intersects the country 
in its entire length, the Corontyne River sepa- 
rates it from Dutch Guiana, and the Cjiyani 
is the great ivaterv ay on the ive.st. The colony 
j is hounded on the .south by Brazil, 0!i the west 
I by Venezuela, and on the uorth and N.E. by the 
. I xltlantie Oce.au. The two towns arc Georgetown 
; (estimated population, Doc. 35, X907, 47,8^) and 
[ New Amsterdam (estimated population, Dec. 31, 

> S907, 9,n4). The climate b hot, but not generally 
I unhealthy! The cultivated portion of the country^ 
’ ; amounting to x89,457 acres (of which 74,543 acres 
i are in sugar-cane), is confined to the sea-coast 
i and to a short distaiuic from the rivers. The 
I coa.stland i-s very like Holland, being below the 
level of the sea, and intersected with canals 
i eonstriu‘t<3<i by its former Dutch owners. At the 
' junctitm of the hoinuhules of British Guiana and 
! Venezuela is Mt, ilorainin, a fiat-topped moun- 
; tain 8.740 feet above sea level, and oiithoPotaro 
1 River is the Kau'teur Fall.s, with a clear drop of 
j 74X feet and a total fall of 833 feet. The ,season.s 
I aredividedintodry and wet, the two dry seasons 
[ la.stingfrom the middle of February to the end of 
I April, and from the middle of August tothc end of 
i NovemlKJV. The temperature ranges between 
I 75® and 90'’ R. The birth-rate in *907 w'as 38*3, 

\ and the death-rate 36*9 per x,ooo. Tlie chief 
; prcRlucfc is sugar, whidi tonus 6$ per cent, of the 
\ export trade. The leading expom for the year 
*9^-1908 were as follow Sugar, value 
' jb 1,004,036 ; rum, £gS,B6<i ; gold, 65,7*7 oz., 
valued at £x3g,zz<si ; diamonds, *,863 carats, 
valued at ; timber, £zo,x7z ; and balata, 
>^76,778. The population, Dec. 31, 1904, w’^as 
3o*v<^3, of whom about one-third were Indian 
itmmigmnt.s. There are about to, 000 aboriginal 
Indiana, belonging chiefly to Amwak, Acawoi, 
Caiib, and Warau tribes ; they are occupied 
largely in fishing, hunting, and raising crops 


The Government consists of a Governor and a 
Court of Policy of *5 other membei*s, 7 official and 
8 elected by the direct y^ote of the people., in 
which the Governor has an original and a casting 
vote, and a veto on any measure at any stage. 
Tlie Coui-t of Policy discharges the functions of 
a Legislative Council, except as to levying taxes, 
which is the prerogative of what is called the Com- 
bined Court, composed of the Court of Policy and 
of 6 Financial Representatives elected directly 
by the people. There is, besides, the Executive 
Council, consisting of the Governor, 6 official and 
3 unofficial members nominated by the Crown, 
which exercises all the executive and administra- 
tive functions of government other than those 
before mentioned. There are 1,000 miles of post- 
office telephone wire, with 4 miles of aerial cable 
and 535 of telegraph lines, 93 miles for railway 
signals and 34 miles submarine cables, and 73 
post-offices ; also post-office telephone exchanges 
in Georgetown and New Amsterdam, with over 
489 siibscribers. There is a line of railway 
along the east sea-coast from Georgetown to 
Rosignol, Berbice, 6 o 5 '< miles in length, owned 
by the Demerara Railway Company, ami 
another line has been opened along the west 
coast of Demerara, extending from Vrecd-cu- 
Hoop to Greenwich Park, is"" miles in length. 
There is another line connecting the Essequibo 
and Demerara .Kiver-s, 19 miles in length, and an 
electric tramway service in the capital. 

CAPiT.iL, Georgetown. Population, 48.802. 



1904-1905. 

1905-1906. 

1906-1907, 

Public revenue 

;€SoS,8o8 :^ 5 *a ,493 ;CS 48 ,a 93 

Public expenditure 

S«. 23 i 

506,173 

531,409 

Total dc))t 

989.620 

988,720 

919,320 


1905.1906. 

1906 1907. 

1907-1908. 

Total import .s 

1,662,205 

1,690,804 

*.7^5.358 

Domestic exports ... 

I >831, 479 

1,659,280 

^545,303 

Tmport.s from ir.K. 

859,954 

931,684 

9 * 5>458 

Exports to the U.IC. 

8x4, x6x 

7*8,533 

SS 9 .*o 9 

Governor, II. E. Sii 

* Frederick 'Mitcbell 


Hodgson, K.C.M.G. 


(With allowance for contingencies, j^i,ooo.) 


■’£^,Soo 
600 
1,500 
800 
800 


Government See., Charles T. Cox, c.m.g. 

Assisi, Govt, Sec., J. Hampden King 
AttorneihGen., Sir Thos. Oro.ssley Raynor 

Avditor-Gen., W. J. Robson 

Immigration AgcnGGcn., Robert Duff ... 
Gorermnent IJinlgration Agent in Indkx, 

R. P. Gibbes 1,000 

ReceiecrJJeneral (vacant) 1,000 

Compf, of Customs (vacant) 800 

Commg. Militia, Jmsp.-Gen. of Police A 

Iiisp.ff Prisons, Col. G. C. de RInzg ... 750 

Assist. Pe.eeiver-Gen., P. Hcmery 500 

Col. Cinl Engineer, J. H. W. Park, M.I.o.e. 800 

Postmaster-General, A. W. Swain 700 

Snrgeon-Gencral, a. Fj. Godfrey, TA.K ...... 1,200 

Medical Insp., W. F. Law, M.i> 900 

Cotnmr. of Lands cf: Mim-is, F. Fowler 800 

Harbour Master, Capt. J. B. Thelwall 600 

Solicitor-Gen., J. J. Nunan, B.A., IL.B. ... 500 

Chief Justice, Sir H. A. Bovell, KT., LL.B. x,8oo 
Puisne Judges^ J. E. Hewick, £t,z$Q; 

M. J. Berkeley j^iooo 

Georgetown, 3,963 miles; transit, x6 days l>y 
Royal Sfail steamer oti alternate Tlmrsdays 
from Bo ithampton. 
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; BEITISH HONDUEAS. 

] Tills tolony comprises about 7,5^2 SQware miles 
of ten’itorv in Ceotril America, extending from 
xS' *9' s" to xs^' 53' 55" N. latitude, ami from 
' 9' to S8'^ 10' \V. longitude. Its extreme 

IcTicrrii and breadtls are 174 m. and <58 ni. respec- 

■ live?,:,- ; it abuts 011 tbe Atlantic, and is bounded 
’ on the 001*1.11 1 »y Yucatan and IMexico, on the west 
! ami south liy Chiatemala, and on the east by the 

C^arihlicjin Sea. The climate generally is damp 
; and hot, but not unhealthy. The temperatm-e 
; ranges from s©^ to 08°. The average lies between 

and 80'^, but tliis is considerably tempered by 
. ibe jii'cvailing sea-breezes. The eountrj^ consists 
clnefiy of primeval forest, with .savannahs and so- 
<*ailed“ pine-ridges,” which are oiien sandy plains 
covered with a wiry grass and dotted with idne- 
ti'ces, affording fair runs for cattle. The gTOuiid is 
' level and swampy along the coast-line, and gene- 
' raily fiat for ai>dut ten to twenty miles inland ; 
aftcj' which hili.s from 500 ft. to 4,000 ft. higli 
’ f^uccecd eacli other to the we.stern boundary. 

; Tiic census (1901) gives the population at 37,497 
/male.-., 19,140; females, 18,339); ^9°^ estimate 

b- 43,270 (sta, 043 males, females). 

The staple products are the natural woods of 
, the colony, principally inaliogany and log^vood ; 

! the export of mahogany, of which the cost 
; ready for shipment is $40 to $50 jier 1,000 ft., 

' amounted in the year 1908 to 14,35^,422 ft., that of 
' logwood ($10 to $15 per ton) being 5,744^ tons, 
i l^ugar is grown, and cacao plantations have been 
i staited. Fruit, including {)anana.s, plantains, 

; co<o-iiuts, pineapples, oranges, and mangoe.s, 

; grow well, while inland there are extensive 
: rijgfons of good pasturage, and there are indica- 
• lions that gold and other minerals exist- Other 
: oxjwrts are eedar-'wood, india-rubber, chewing- 

■ gum, and Imnanas. Tire latest returns show that 
‘ about 50*000 acres are under cultivation. The best 
i description of cocoa trees grow wiki in the bush. 

; Ci owu lands can be purchased at §2 per acre, 

phisco'tof survey, xvhich aveiages about |x.2sper 
i acre, or leased at an annual rental of loe. to 30c. 

; per acie. There are 46 public elementary schools 
i in the colony, of winch 44 arc denominational, 
and 42 in receipt of (lovorimient aid; there are 
; 3 denominational secondary schools in Belize, 
i British flonduras is ginenied as a Crown 
colony. The Executive Council eoicslsts of the 
; f'oluuial Sceretarv, the 'rroasurer, the Attorney- 
tleneral, and three other members appointed 
}>> the .Sovereig}!. 1'iie Legislative Council in* 

; eludes the following meniber.s The Colonial 
; f4e<'ietary, the TTvtu-urer. the Attorney-Ccneral, 

; and not le.ss than live unoflicial members ap- 
: lioiiited by the Sovereign. The Governor is 
! ATe.'ddent of both (anmcils. 

I Ca.I‘{T.xi., Belize. Population (x9ox), 9,1x3. 

1906-7 1907-8. 1908-9. 

, Piiblic revenue $391,860 $395,183 $360,914 

Publie expenditure 321,438 516,700 535,978 

i x9d 6. 1907. i^. 

: Public debt .$x68,8i 5 $168,8x5 $x68,8x5 

' Total impfjrt.s 2,200,541 2,4x5,723 2,676,723 

; T'idai expCH’ts 2,0x9,006 2,2x1,036 2,20X5799 

. Ttnportte froni TJ.iv 587,456 665,009 690,454 

I EKpoiis.to IJ.K.' ... 576,241 , 454,xo,a , 478,145 

i (.kHCe'nOi' mid Comma udt't'-in-Chief H.E. 

; F.rig.-Gen, E. J. B. Swajme, C.‘b. ...... $8,748 

; Prirak .Tee., H, E. Phillips 840 

■ G^'kcdd.SVc., W. Collet, O.M.G. ..Mndhoim 3,500 
. Tmifttirfr awl Collector 0/ Ci(do)m,^V,L. 

MeKiri.stry 


Eutvcyor-G&Ticral^ H. Iniies Perkins, i.s.o. $3,4®* 

P^tblie Wmdes, J. P. Auld 3>*59 

Colo7iial Engineer^ B. W. Baber i,944 

Colonial Sw'geo^i, J. H. Hugh Harrison... 2,916 

Supt of Police,!^. "WyaXit x,Soo 

Po»tmastei', L. Pt- Hulse x,6oo 

Chief Justice, F. M. Alaxwell, K.O. 4»374 

Attorney-General, Colin Bees Davies 2,916 

PegistraT-General, H. K. AIcD. Sisnett... 2,430 

Clerk to Councils, H. E. Phillips x,44o 

Auditor, C. A. Metzgen x,944 

Belize is distant about 5,701 miles; transit, 
13 days. 

THE BEEMUDAS. 

The Bermudas, or Somers Islands, are a cluster 
of about 100 small islands (15 or 16 only of which 
are inhabited, the rest being mere rocks) situated 
in the -west of the Atlantic Ocean, in 32° islH. 
lat. and 64= 51' W. long, comprising an area of 
about 19 square miles, and containing (xgoi) an 
estimated population of 17,535, of whom 6,383 ai'C 
white, exclusive of army and navy. These islands 
derive their name from Bermudez, a Spaniard, 
who sighted them in 1527; hut they were first 
colonised by Admiral Sir George Somers, who 
was shipwTecked here in 1609, on his way to 
Virginia. The nearest point of the mainland 
is Cape Hatteras, in North Carolina, 580 miles 
distant. Bermuda pos.ses.ses a strongly fortified 
dockyard, where the British squadron refits. 

The Government is administered by aGovernor, 
who is also commander-in-chief of the military 
forces. He is advised by an E-xecutive Council of 
6 members, appointed by the Crown. There is also 
a Legislative Council, composed of 9 members 
appointed by the Grown ; and a representative 
House of Assembly consisting of 36 members, 
.four of whom are elected by each of the nine 
parishes. There are 1,318 electoi’s, whose indi- 
vidual qualifications are the possession of free 
hold property of not less value than £60. Hamil 
ton is the chief town and the seat of govern 
ment ; population (1901), 2,246. 


1904. Xro$. 

Puldie revenue ‘■£63a$7 £s3,3zz 

Puldie expenditure... 6x,i33 65,307 

Public debt, 31st Dec. 46,500 46,500 

Imports from U.K 233,405 179,050 

Exports to U.K 3,705 4,727 

Governor Comnianderdn-Chief, Lt- 

Gen. Walter Kitcheiier, c.B 

A.D.G., Capt. 0. H. L. Kicliolson, 

D.s.o 

Colonial i5fec. , E. Pophain Lobb 

Receiver-General, A. F. Smith, i.s.o. ... 

Chief Jastdee, H. C. Gollan 

Assistant Judges, C. V. Ingham and 

H. Lockwood 

Attm’my-Gemral, Reginald Grav, k.c. 

Solicitor-General, 0. T. Middleton 

Postmaster, Q. H. Tucker 


1907. 

59-172 

46,100 
XXI, 831 
1.831 J 

j 

■ . 

400 

500 

700 

Fees. 

Fees, t 


i ATaval OFtcer in Charge, Commander 

i N- Grant, ILN £%oo 

I Co»iwd,9 ii.ri.,Lt.-Col. S. D. Baker, K.Cr.ii. 

I C'ommd^.E.H. , Lt. -Col. H.B, H. Wright, ii.s. 

! Chief Ordnance Officer, Lt.-Col E. D. Caiid. 

;• Pist. Paymaster, Maj. A. Haynes, 
i P.AT.O., Lt.*Col. J. C. Culling, ii.A.it.c. 


2,9x6 ! Hamilton, 2,970 miles ; transit, X2 days. 
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^cmmontoealti) of Hiisfralta, ^c. 


From a pliysical standpoinfe the continent of Australia is divisible into an eastern and ,a ' 
western area : the former containing a regular coast-line with a good harbourage, roadsteads. ■ 
riverSj and inland waterways, and a greater development of fauna and flora ; the latter a 
broken coast-line wdth estuaries rather than rivers, and but little inland water eoninnmica- 
ti<m. The whoic continent is, roughly speaking, a vast, irregular, and imdulatiog plateau, often' 
below the level of the sea, surrounded by a inoimtainoiis coast-line, with f requent intervals 
of low and sandy shore on the north, west and south. A large part of the interior, particii- ■ 
larly in the w'cst. consists of sandy and ston}^ desert, covered with siunifex and containing 1 
numerous salt-marshes, though reaches of grass-land occur here and there. The geologicsi! ‘ 
formation of Australia is remarkable for "its simplicity and regularity ; the of tiie j 

rocks is, with a single exception, coincident with the direction of the mountain-chains, from • 
N. tt) S, ; and the tertiary formation to be found in the N., S., and W. develops in the S.K l 
into a gigantic tertiary plain, wintered by the Darling and the Murray liivers. Nearly all ' 
round thc coast, haw’'ever, and in eastern and south-eastern Australia, stretching far inland i 
from the coastal range, is a rich grazing coimtiy, admirably adapted to the rearing of sheep, j 
The seasons commence about March 2i''( Autumn), June 21 (Winter), September 23 (Spring), ; 
and December 22 (Summer). The principal rivers are the Murray, with its tributaries, the 
Murrumbidgeo, Lachlan, and Darling, in the S.E. part of the island, which fall into tlic-i 
sea on the south coast: on the east coast, the Hawkesbury, Hunter, Clarence, Richmondj.* 
Biiskano, Mary, Burnett, Fitzroy, and Burdekin ; on the west, the Swan,* MurchisOBy ^ 
Gascoyne, Ashburton, Fortescue, De Grey, and Fitzroy ; on the north, the Drysdale, Ord, ' 
Yictoria, and Daly; and the Roper, the Flinders, and Mitchell, wdiich debouch into the' 
Gulf of Carpentaiia. The most extensive momitaiu system on the Australian continent ^ 
takes its rise near the S.E. point, and includes a number of ranges known by clitfereni) 
names in dltferent jilaces, none of them being of any great height. The chief ranges of th(i. ; 
system are the Australian Alps in Victoria and New South Wales, the Blue ^lonntains and( 
the Liverpool Range in Now South M’^ales, and the Craig Range in Queensland, the highest- 
point being IStoimt Kosciusko (7,328 ft.), 327 miles from Sydney, N.S.'W. ' Lakes 'arb'} 
numerous, "but nearly all are salt, depending for their siqqflies of wuiter upon the rivers and] 
floods, and .alternating from immense reedy swamps to areas of submerged levels, with broad 1 
mud-banks for .«ihores that render the water altsoluteiy imapproachabic. But the scarcity.; 
of the natural water siij'ply has been, to a great me.asiire, mitigated by successful Ijoriugs. ; 
Minerals comprise goM, silver, copper, iron, ni\d in large quantities, antimony, mercury, ’ 
tin, zinc, iS:c. 


HISTORICAL EPITOAfE. 


members of an asti-uiioinii-al expedition, landed , 
•it Povei-ty Jbiy, New Zealand, on October 8, * 


The I'enetian traveller, Ihirco Polo (1254- 1769, and ‘afterivards sailed round the islands; 
1324), and Niceoli) del Conti (ai)out 1440), refer to and explored tlie s<jutrii •eastern coast of Australia, '• 
aland called ,/mvt Major, which there is little which he named New South Wales. lu his' 
doubt was Australia. On the Mappamiindi in subsequent voyages round the world Cardain ! 


globe (constructed in X492) also shows part of , was reiuforce<l by free settlors in 1793. In 1795 > 
Australia’s coast-lino. In the Dauphin map Ouvenior Hunter arrived at Sydney to take over ; 
(about 3530-XS36) Australia is referred to as ,/are j the administration of Now South Wales.. In 1.79S ‘ 


touching land, named it La Amtnalia 1803. By the year 1795 Ciptain 

J^spiritAi Sa?ito. About t 6 i 6 Dirck Hartog sailed accunuilatod a flock of 1,000 sheep, and in *707 ! 

. .. . . . .. i, .. .1 . . _ 



shores fromi6»o 10x630, and in 3642 Abel .fanszoon ; was already on the road to prosperity, ■■^vliicli / 
Tasman sailed to the islands of New Zealand and ; was further enhanced by the dlscoveiw Of the 1 
Tasmania, which he named Van Diemen’s Land, fertile plains westward of the Blue Alonntains.. • 
after the Hovornor of Ikitavia. la x688 Dampier ; Tasmania was made a separate governrheut iu i 
[ visited and explored nearly 1,000 miles of the ; xBag. ’Western Australia was founded in xSao, 
f nora-wesFc(»^ of Australia, ^ and in 183s a pemtoent settlement xvas maefe 

i but no further etorts i at , Melbourne, whence the present Stole of- 

of raiTOrtence were made for seventy years, j Victoria sprang in 3837, the same year seeing! 
t when Dapteln Cook, of Bndmmir, with Ailelaide founded by the colonists of South 
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• Australia* In 184a llu^ transportation of con- 
victs to Ncnv Soutli AVales was di3contiime<l, 

I and in x84t New Zealand was constituted a 
; separate g(»verument, the towns of New Ply- 
s niouth and Nelson lacing founded in that year. 

In 1S42 F»ris!>ane was founded, the population of 
-the Australian mainland being over ijts.ooo at 

■ that date. In 1851 the Port Phillip district of 
^ New South W{i]e.s, with a population exceeding 
, 75,000, was proclaimed a separate colony, to be 
; theneeforth known as V ictoria. A. great impetus 

■ to immigration was given in that year by the 
discovery of auriferous districts iu New’ Soutli 

■ Wales aiul A'ictoria. In 1854 the first electric 

■ tolegrapli line was opened in Australia, com- 
' nmnicatkm with (I reat Britain being established 
; in X873. Ill tlie years 2855-56 responsible govern- 

• rnent w’as inaugurated in all the colonies with 

■ ihe exeeptioir of W'estern Australia, where 

• respMjisiblc government dates only from 1890. 
In 2859 the Moreton Bay settlement w’as erected 

. into t-lic colony of Queensland. In 1861 the 
population of the various States w-as estimated 
; at over 1,052,000, of which number A'ictoria coii- 
, taincd 539,000, New South AFales 352,000, South 
. Australia 127,000, and Tasmania 90,000. In 
; 187X the liopalation numbered oeaiiy 1,700,000 

• (Victoria 730,000, New South Wales 503,000, South 
; Australia 185,000, (^iieenslaud 120,000, 'I'asiiiania 

200.000, and Western Australia 25,000). In 
1879-80 international exhibitions were held at 
Sjufiiey and Melbourne, and in iSOx tlie popula- 
tion of Australia was taken at 2,250,000, the 
most notable increases lieing New South Wales to 

750.000, Victoria 862,000, South Australia 280,000, 
.ind Queensland 213,000. In x884~s motions 
embodying the spirit of federation w*ere success- 
fully jnoposed in various legislatures. In 1885 

i Ihe Government of New South V'^ales inaugurated 
, the Qiaiing of Imperial burdens ]jy sending 
, troops to help the “ Old Country ” iu the Soudan. 

I In 1890 further steps were taken towards the 
I adoption of the federation, and in that year the 
> Western Australian Constitution was promul- 
' gated, and from tliat date schemes embodying 
j the idea were dehated in the several State.s. 

I In 1897 the Diamond Jubilee of Queen Vic- 
toria presented an opportunity for a meeting 
, of the Premiers in Lrjudon, and the free 
5 inteichange of views between Australian and 
[ Inijicrial statesmen. On March x6. 1898, the 
, fVnnnionwealth Bill was adopted by the Federal 
' f'uuvontion at Mt-lL*ourne, and after ratification 
' by the several State.s tlie Act wa.s ratified by 
the imperial Parliament on July g, 1900, the 
inauguration of the Commonwealth of Australia 
taking place at Sydney on Jan, x, igox, a 
message from the Queen to the people of 
Australia being read h.y the Earl of Hopetoim^ 
Governor-General. 11.11.31. the Prince of Wales 


i (then the Duke of Cornwall and York) 

{ was designated by Queen Victoria for the pur- 
; pose of opening the Commonwealth Parliament,’ 
! and bidden to undertake the duty by King 
I Edward VII., in spite of the lamented death of 
the Queen in 1901. The Prince and Princess 


sailed from Portsmouth, and declared Parlia- 


I meiit open at ]\Ielbourne on May 9. I he Earl 
I of Hopetoun (now Marquess of Linlithgo’wQ 
; resigned his po.st in 2902, and was succeeded in 
' 3:903 by Lord Tennyson, to be succeeded in 2904 by 
I Lord NorthcMe, who held office until 9 Bept., 

• igc^j-vvheii the .fear? o/D«d/e7/ 3)ecame Governor- 
! General. The carea of the Commonwealth is 
'estimated at 2,974,581 square miles, containing 
' a population of 3,773;8oi at the census of X901, 

I including 6,851 half-caste aborigines. Of this 
' total persons born in the Australian Common- 
I wealth and in New Zealand numbered 2,934,000 ; 
; those hom in England and AVales, 393,000; in 
' Scotland, 202,000 ; in Ireland, 184,000 ; elsewhere, 
i 301,000. Amongst tlie latter ivere 30,000 persons 
; born ia China. By religions there wore in 1901, 

' 354975676 members of the Church of England, 

’ 426,10s Presbyterians, 504, lox Alethodists, 319, 732 
I other Protestants, 850,620 Bonian Catholics, and 
' 15,239 Jews. Thecapital.s of the various *States 
I are Sydney (pop. 592,100 at tlio end of 1908), 

; Melbourne (pop. 549,200), Adelaide (pop. 182,275), 

: Brisbane (pop. 137,670), Perth (pop. 51,722), and 
Holiart (pop. 41,6x0). 

I The Commonii'ealth of J ustralki is a confedera- 
: tion of the six “Original States” of New South 
I AVales, Victoria, Queenslan<l, South Australia, 
i Tasmania, and Western Australia, the executive 
; power being vested in the Sovereign (through 
I the Governor-General), assisted by an Executive 
j Council of seven members. 

I Legislative power is vested iu a Federal 
I Parliament, consisting of the Sovereign (repre- 
; sented l>y the Governor-General), a Senate of 36 
I (six from each of the Original States) and a 
House of Roprescntative.s elected on a population 
i basis in such a manuer that no Original 5State 
' has less than five rcpre.sentatives. Such po'wers 
as are not vested in the Federal Parliament 
■ are regarded as remaining in the Legis- 
I latures of the several States, in which par- 
I ticular the C'ommon wealth differs from the 
I Dominion cjf Canada, whore the residuum of 
' legislative capacity is in the Dominion Parlia- 
ment. The difference may be briefly stated in 
the following way In the Dominion the Central 
Parliament may legislate on all pre.sent matters, 
and such as may occur hereafter, except where 
its power is expressly delegated to the Provincial 
Legislatures, In the Commonwealth the Federal 
Parliament may onlj legislate on certain matters, 

^ or to the degree, surrendered to it by the 
j federating States. 


THE CO.MMONWEALTH BALANCE SHEET, 2908-9, 


Aotual Betexue. 

■ Balance brought forward nil 

Cu.^'lcms and Ex'cise ;£^305843,98s 

Post Offictq Telegraiih, ami Telephone 3.409,037 

Afi-scellancous llevenue 965843 

[ F..stimatedRevenuei9o9“XO;£^i4,555,76s. 

Proceeds of Sale of iTcasury Bonds, 
j(]^2,2oo,ooo. Expeuditurej47,867,62x, 
for distribution among States 
£7,892,482.1 


Total Revenue, 2908-9 •■..£24,349,835 


Actual Expkxpittjue. 

Trade and Customs 

Posts and Telegrai>h.s 

Defence 

Miacellaneou.s 

Public Works 

“New” Expenditure 

Sui-plus Eevenue (dLstriiiutcd among 

States) 

Balance at end of year 


£277,288 

3,027,048 

9*6,767 

484 

666,713 

*,53*5074 

759a7»*34 

3,337 


Total Expenditure, 1908^9 -.£24,349,835 
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Cfie ©obernmi^ttt of tfto €ommotttDMlt5 of 'Australia, 


Govet'nor-General, H.E. the Et Hon. the Earl of Dudley, P.C., G.C.M.G., G.C.T.o 

Pnmte S*'ere.far)jf Walter Callan. 

Chamherlaw, Lord Ilichard Nevill, 0. jl.G. 

M'ilitarif SecretW'i/^ Capfc. Hon. A. Hore-Euthveii, Fiff, xst Dragoon fliiards. 

A kJeii-de-Camp, Oapt. 0 . L. Home, uth Hussars. ; Capt, Otho U S. Gilliat, Rif, Brig, 
Ojjklal Seeretarij, Major George Steward, O.M.G, 


.•.£so.c 


Executivk Council of the Commonwealth. 
Presidimt, ILE. the Governor-General. 
nee-Premient, Senator Hon. E. D. Millen. 
fSi'cretanj, Major George Steward. 

OFFICERS OF Parliament. 

Senate. 

Pt’etiideuf, Senator Hon. Lt.-Col. Sir Albert John 
Gould, 

; Chair inan of Committees, Senator Hon. Henry 
Dobson. 

■ Clerk of Senate, C. B. Boy dell. 

■ Clerk Asdstant, G, E. IJjnvard. 

' Csher of the Black Itod, P. H. Monahan. 

I House of RepresentaUves. 

I < 9 /;effter,Hon. Sir Ercderick Wm. Holder, K.C.M.G. 

' Chairman of Committees, Hon. C. McDonald. 

; Clerk of the Hoim, Charles Gavan Duffy, C. 3 I.G. 

! Clerk Asdstant, Walter Augustus Gale. 
Sermant-at- Arms and Clerk of Committees, Thos. 
\Voollard. 

Principal ParlianienUiry Reporter, B. H. Friend. 

Public Departments. 

Prime .¥Du*.vfer, Hon. Alfred Deakin 
Sec., M. L. Shcidierd. 

Mhi.cfStatefor Defence, Hon. Joseph Cook;i^i,6so 
Sec., S. A. Petliebridge (aetg.). 

Chief Clerk, T. Trnmble («<%.). 

Chief Accounta nt, James A. Thompson, l.s.o. 
Chief of the General Staf, Maj. Gen. J. C. 
Hoad, C.M.G. 

Director of XaMl Forces, Capt. W. 11 . Cress- 
well, C.M.G. 

Treasurer, Rt. Hon. Sir John Forro.st, p.o., 
G.C.M.O. 

See. and Commmioncr of Old Aye Pensions, 
George Thomas Allen, ’l.s.o. 


Comptroller Genercd, Dr. H. N. P. W'ollastoa, 
t C.M.G., I.g.O., LL.I). 

I do., N. Lockyer, l.s.o. ’ 

j Sec. to Minister, mUs. 

\ Commr. of Patents, G. Townsend. ’ 

i Minister of State for Bxternal Affairs, Hon. ‘ 
Littleton E. Groom, 
fo Atlee A. Hunt. 

Chief Clerk, H. H. Lewis. | 

Attorney -Gen., Hon. P. McMahon Glynn £1.650 
/S'ec., Robert R. Garran, c.m.g. 

Chief Clerk, Gordon Harwood Castle. 

Crown Solicitor, Charles Powers. i 

Postmaster-Gen., Eon. Sir .Tohn Quick...... £1,650 ! 

Sec. to Dept, Sir Robert T. Scott, l.S.O. i 

Asri. &c,, Justmian Oxenham. 

Chief Clerk, J. 0 . T. Yavdon. \ 

Chief Electrical Engineer, John Hesketh. 
Mimster of State for Home A tf airs, Hon. George ; 

AVarburton I^iller '. ! 

Sec. to Dept, Col. David Miller, i.s.o. 

W. D. Eingle. ! 

PtfMic Seriice Comm., Dimcan McDiehlan, i 
C.M.G,, I.S.O. 

Commomcealth G. H. Knibbs. j 

Gold.. Meteorologist, H. A. Hunt. i 

Chief Electoral Officer, li, C. OWxam. \ 

Minister without Portfolio, CoL Hon. J. F. 0 . i 
Fo-\ton, C.M.Q. I 

Federal High Court. f 

Chkf Justice, P^t. Hon. Sir Samuel Griffith, P.C'., 

G. C.M.G. 

Judges, Rt, Hon. Sir Edmuii'i Barton, P.C,, ■ 
O.C.3I.G,, K.c. ; Him. Richard E. O'Omnor, K.C. ; I 
Hon. I. A. Isaacs, K.c. ; Hon, H. B.Higgins, K.C, ‘ 
Marshal, Walter D. Bingle. i 

, ^ „ ^ Principal Registrar, Condon VadlG. i 

Aceoimfmit, James Richard Collms. - i 

Chief Clerk, Francis Joseph Ros.s. '■ Commonwealth Offices in I.onlon, TaTjetoria ' 

A wdifcr-Genera?, John Mhlliani Israel. I Street, S.W. ; 

< 7 /nV/C’^<rri;, Percy Whitton. Rtpresenting the Commonwealth in London, ' 

Minister of State for Trade ami Customs, Senator Capt. R. !Mnirhead Coilin.s, n.N., c.m.g, ' 
Hon. Sir Robert M'. Best, K.C.M.G. ...£1,650 Chitf Clerk, Frank Savage. ' 


STATISTICS CONCERNING THE COimONWEALTn OF AI^STOALTA. 


Year. 


1830 

1840 

*850 

x86o 

1870 

1880 

1890 

1900 

190s 

190% 

*903 

X904 

1906 

1907 
55908 


Estiinatcil 
Populiitit>n on 




I 

j 6 He venue. 

SPebt. 

Imports. 

Exports. 

31st becemher. 





£ 

£ 

£ 


76,981 





190,408 

405,356 

966,393 

9,820,180 



*,*45,585 

5,343,239 



*,647,756 

7 , * 33,474 

28,328,480 



*,23*, S 3 * 

*3,787,997 

61,327,0x8 

35,168,171 


3 ,* 5 *, 3 SS 

35,008,273 

143,662,094 

* 9 , 3 **, 33 * 


38,685,314 

192,659,283 

41,388,030 1 

45,956,882 

: 3,826,386 

: 30,778,57* 

203,518,275 

; 44 , 555 , 5 ** 

49,696,172 

3,883,079 

33,241,513 

»* 4 ,*S 5»»59 

42,222,874 

43,9*5,087 

3,926,969 

' 32,853,606 

222,871,765 

38,835,682 

48,250,112'. . 

3,984,390 

33,360,62s 

227,747,6x2 

37,020,842 

57,485,9*5 

4,052,430 

34,038,859 

*30,738,671 

38,346,73* 

56,841,035 

4 ,*X 9 , 4 S* 

1 35,768,079 

238,427,820 

44,744,912 

69,737^763 

4 , *97,037 

38,658,834 

240,149,727 

52,809,033 

72,824,247 

4,275,306 

1 41,037,084 

*43,335,489 

49,786,798 

64,311,0^ 


dudlni; Revwue colloctod by Cknamonw«altb Goverament, 

IS given . for years prior to 1904 are aggrwgatea of entries and clearances for 
Secstate i^iioping. For the five years X904 to 1905 the figures relate to Oversea 
wi mPqt ma o ne deara oce offiy lor each voyag e. §For year ended i 


KnteuHi .'jod 
OlearciL 

■■"■‘T-nk 


3,685,961 

702,353 

7,645,890 
14,083,343 
33,704,204 
36,197,436 
36,791,360 
27,152,668 
j:6, 663,011 
7,444,417 
7,966,658 
8,832,866 
8,5 81,151 


the six States and 
Shipping only, and 
|o June. 


WHITAKEJ^’S AlbMAHAOK, 1910 . 


The GommomveaWi—Neiv South Wcde)s. 


I. KEW SOUTH 'WALES. 

Tlie State of New South Wales is situated 
hot ween the zgtli and 37th parallels of S, lat. 
and i4ir,t and i54tli meridians of E. long., and 
an area of 310,367 sctuare miles— t.e., 
nica’o than six times the area of England, and 
nt:iuiv three times the size of Great Britain and 
I relund— -with a population (censnsMarch 31, igoi) 

« ‘f 722,456 males and 646,677 females, or a total 
nf 1,359,233, and 872,469 males, 755,123: females, 
(tr a kdal of 1,626,590011 30th June, 2909. The 
pf)nulatiou includes 4,287 aborigines of full 
!)iood, of whom 2,452 are males, and 1,836 
females. The births forthe year 1908 were 42,525, 

, death.s 26,090, and marriages 22,642. 

The great plains are admirably adapted for 
siieep-farming, and several breeds of sheep, in- 
cluding the celebrated merino, were introduced 
in 2813. lu 279a there were but 23 bead of 
cattle, IX Imrses, 205 sheep, and 43 pigs. On the 
^ 31st Decern Iter, 1908, there were 590, S57 horses, 
773,693 dairy cows, 2,173,591 all other cattle, 
43'329’384 Bheep, and 215,652 pigs. In 1908, 

! ^8,120,000 ib. (stated as in the grease) of wool, 

I valued at £12,680,000, were produced, 
i The goldfields were discovered in 

; 1851. Coal, coke, copper, silver, lead, zinc, 
i bismuth, tin, iron, antimony, asbesto.s, platinum, 

; alunite, cobalt, and kerosene shale are also found ; 

! and in small quantities, diamonds, rubies, opals, 

I and other precious stones. I’he total value of 
‘ minerals raised during 1908 was £8,384,249, coal 
i accountiDg for £3,353,093, silver, silver-lead and 
I ore £2,260,295, and gold £954,854. 

I Agrimlture is one of the principal industries 
! of tire State ; 2,727,085 acres are under cultivation, 

! producing during the year ended 32 March, 1909, 
i 25,483,276 bushels of wheat, 5,226,038 bushels of 
' maize, 2, 229, 223 buslielsof oats,besidesother kinds 
! of grain, with 71,794 tons of potatoes, and 5,268 
: cwt. of tobacco. Sugar-cane to the extent of 
144.760 tons was produced ; also 736,262 gallons of 
wine, and 654,001 cases of oranges, lemons, &c. 

■ (all citrus fruit) ; an<i almost every kind of fruit 
' and vegetable may be grovrn. The total extent 
of lami alienated and in process of alienation on 
June 30, 2908, was 52,206,748 acres, while the area 
of land leased for pastoral oeeupation and home- 
' stead, mining, and other purposes at the same 
, date was 229,223,240 acres. At .Sydney the mean 
. tenqrcrature in the shade for 50 years averaged 
' 63 ■ ; the mean temperature in the shade for the 
north <*oast is 65-9 \ Hunter and Maiming district 
63'9", south coast S9■4^ nortiiero tableland 57'8''-’, 

, c.JHtral tableland 57‘6^, southern tableland 52*7^, 
north-w'estern slope 64*8^, central western slope 
6x‘6'', south-western slope 58*2'^, horth-w-estern 
plain 67*5'*, central western plain 65*3°, Eiverina 
district 62*4^, and western division 65*5. 

Tltc 'western portion of the country is not well 
watered, but immense reservoirs are being con- 
structed for irrigation purposes, and many 
artesian bores have been laid down. The 
Darling and the Murrumbidgee, both tributaries 
of the Murray, which divides the State from 
Victoria, are only navigable for part of the year. 
The eastern or coastal district is w’atered by the 
, 'Pweed, Eichmoiid, (''lareace, Maeleay, Hastings, 
i ilanning, Karuah, Hunter, Hawkesbury, Shoal- 
iiaven, Clyde, Moruya, Tuross, Bega, Tow^amba, 

, and Snowy. 

I Govern men f . — “ Responsil »le government ” is 
; vested in a Governor appointed by the Crown, 

' and a Legislative Council consisting of not less 
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than 22 members ; the Council in August, 1909, 
consisted of 57 inemhers. The Legislative 
Assembly consists of 90 members, representing 
90 electoral districts. Each member of the 
Legislative Assembly receives £300 per annum.. 
and members of both Houses travel free over 
the Government railways and tramivays in the 
State, and are provided with ojOUcial stamped 
envelopes for the free transmission of corre- 
spondence through the post. With few excep- 
tions all natural-born or naturalised persons, zx 
years of age, who have resided 22 months in the , 
State and three months in the electoral district, 
are entitled to the franchise, which was confen'cd 
upon women in 1902, and was first exercised by . 
them in 2904. 

JReU<jion,-~All religions are free. There is no ; 
establishment, and all pjiyments are voluntary, 
with the excfiption of such as remain due by the . 
State under former arrangements. About two- | 
thirds of the people are Protestants, the mcm- , 
bers of the Church of England in New South 
"Wales, according to the census of 1902, number- , 
ing 623,232 ; Roman Catholics numbering 347,286, 
Presbyterians 232,617, and Methodists 137,638. ; 
In 2904 the places of w’orship in the State ; 
numbered about 5,850. • f 

JSJdticaf ton.— Education is compulsory and free, ; 
school fees in State, piimary, and superior 
schools being abolished in October, 1906, The 
total enrolment in 1908 in 3,235 State schools ■ 
was 233,124, and the average daily attendance ' 
256,000. Tiie State expenditure on Education, [ 
Science, and Art was £x, 292,6x7. The University ; 
of Sydney, with wiiich 4 colleges are affiliated, ! 
including the Women’s College, w'as incorporated ; 
in 1851. In addition to the State schools there ; 
are 792 private colleges and schools, with 57,11s 
scholars, and 20 other schools with 1,972 scholars. ‘ 

Manvfactories and Works.—ln 1908 there 'were 
4,453 manufactories and w’orks ; 80,098 hands : 

: were employed, 67,616 being males and 21,482 ' 
females. | 

Old Aije Pensions.—liincQ July, 1901, Old Age i 
Pensions amounting to £26 a year have been : 
granted under certain conditions to persons over i 
65 years of age, who have been resident in the i 
I State 2$ years, and are in receipt of an income ■ 

I of not more than £52 per annum. ; 

There are (31 Dec., 1908) 136 iios- ! 
pitals ill the State, 20 of them being in the ; 
Metropolitan district, and 116 in the country. j 

Commimicatlons.--Th.ei'e were open on 30 June, i 
3:909, 3,623 mile.s of Government railway, upon ‘ 
tne construction of which £47,612,666 have been • 
spent. In 2908-9 the net earnings amounted to 
£2,075,626. There are also SxjS miles of private I 
railway lines. There are also 251 K miles of ' 
Government tramways (upon which £4,252,732 , 
were spent, the working expenses 79 '77, leaving • 
a net profit in 1908-9 of £222,005), and 6’-* 
miles of private tramways. Of telegi-aphs there ; 
are 15,910 mile.s open, with 82,249 miles of wire 
and 1,278 stations ; messages transmitted outside ) 
New South Wales numbering 2,143,988, inland ■ 
2.9<»35633 :j total 4,047,629, inclusive of 346,027 ; 
messages in transit ; those received from outside ' 
New South Wales numbering 846,664, inland 
2,903,631, total 3,750,295. The Post Offices and 
recemng offices numbered 2,329, the number of ■ 
letters and postcards conveyed being 237,228,658 ; j 
newspapers, 48,340,646 ; packets and book parcels, ! 
35,816,853; and parcels, 1,374,701. \ 
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1908 Uie number of 
entered and deared was 6,415, with a total ton- | 
na'^T'.. of I?, 601, 909, 

ktiiJcing, cfrr. ■— There were (30 June, 1909) *4 
banks of issue, with total assets 3^49, 983, 001, 
wUhin N.S. VV., and liabilities j^46, 768, 133. The 
saviiigij bank deposits on 30 .1 vine, 1908, amounted 

-The number prisoners of all kinds in 
ga A on 31 r>oeembor, 1908, was 1,430, a decrease 
of 41 compared with the same day of 1907. 

, U^feiiGiiS.—On 31 Decern] )er, 1908, the strength 
of the military and naval forces in the State was 
as follows: — Militanf : Permanent 513, militia 
5,449, volunteers 1,987, ride clubs 14,250, cadets 
8,718, unattached list of officers, reserve of 
officers and chaplains 312, total, 31,139. Naval 
Force.?: 530. 

.•^YDNFAb the chief cdty and capital, stands on 
tlie shore of Port Jackson, with a water frontage 
of OTor 200 miles, the finest harbour in the 
world, and is surrounded by scenery of surpas- 
sing beauty. The city e.xteuds four miles north 
arjLf'i south by three miles east and west; aud 
contains {1907) itQX miles of streets, with 32,207 
dwellings and a population of .127,460 on 31 
Becemher, 1908 ; or, including suburbs, 1,800 
miles of streets, 117,955 hou,ses, with a popula- 
tion of 592,100 on 31 December, 1908. In addi- 
tion to the Government buildin,gs, there are the 
Branch Uoyal Hint, the University, National Art 
Gallery, museums, free public library, observa- 
tory, two cathedrals, and numerous churches. 
The parks within the metropolitan area are 
4,475 acres in extent, in addition to which the 
National Park measures 33,719 acres and Kuring- 
gai Chase 35,300 acres. Other towns are Nfew- 
i3astle(with incorporated suburbs), 64,370; Broken 
Hill, 32,020; Bathurst, 9,700; Gonlbiirn, 10,700; 
Granville, 7,770 ; Parramatta, 13,800 ; Lismorc, 
7,100 ; Maitland, E. and W., 11,900; Grafton and 
ftouth Grafton, 5,450; Albury, 6,980; Tamwortlp 
6,8od; Lithgow, 8,16a/, Wagga Wagga, 3,800; and 
Orange ami B. Orange, 7,180. 

1907x908. 1908-1909. 

Net revenue £^ 3 ^^, 7^3 £^ 3 >^^S^o 7 ^ 


370 


3t.37o ' 
2,370 ' 


1,370 


1,370 ' 


800 1 


3-500 ; 


Total expenditiu’e 
An? ounts transferred to 
unds not included in 
Expenditure shown 

above 

i loans Expenditure fni 

. Public Works 

‘ Public debt (30 June) ... 

1 Mineral output 

' Value of total imports 
Value of total exixnts 


11,881,746 12,882,607 


1,604,479 1,809,561 


2,05.329 

87,635,826 

1907. 

10,295,290 

39,456,195 

48,774,978 


2,907,346 

90,307,4^:9 

1904 

8,384,149 

37,643,746 

40,985,759 


Imports of articles, the manufactui-e of the 
ITuited Kingdom, 1908:— 

Ane«, Ammixni- i AhiebinftR, Hachin* 

tion & Exidossve8£axa,997 { ery, & Machine 

* *' ' ■ ’ Tools £1,039.027 

141, 9»S . Metal roanfs. ......913,697 

624, 192 , Paper and Paitcr- 

i hanglues ..v.’,... ■ aaa.973 


and 


■iV. Porter, 

.,th«r Beer 

.\pwarel & -Utire 
M uaio, N e'wa • 


■jiapers 

Boot4 Ac Slioea, &e. 


FMipifttes, 

^ x86,oox 

35*3.998 

■■ ■ - ‘ 

pammXic 

-;e76?.057 | Ra>bit«&Ito» ..£«s.335 
3SlOv9SS 


x 66 ,x 36 . Rails, Fisliplftt 
77.456 ! Fi«hl)oUs, «c, 

248,161 , Spiiiis .... 

6^,655 j Stationery ..... 

155.506 } 

exports to the. United Kingdom, 


Governor^ H.B, Lord Chelmsford, K.O.M.G. 

Pnvate Secretary^ Grenville A. Miller, 11. n. 

4. D.G., Captain B. Verney (Eifie Brigade). 

Cfer/ij, Henry Campbell Budge, 
lAeutenant-Govemor {yacant), 

Execbtite Counctl. ' 

President, H.E. the Governor, 

Premier, Attormy-General and Mlnhier of 
Justiea,B.on. Charles Gregory Wade,K.C..£2,c 
Colonial Treasurer, Hon. T. Waddell ...... 

Colonial Secretary *.b Secretary for Mines, 

Hon. W. H. Wood L.,.. 

Secretary for Lands, ^orx. S. W, Moore ... 
Secretary for Public WorJes, Hon. Charles 

Alfred Lee 1,370 

Minister for Agriculture, Hon. John Perry 
AUnister of Public Instruction, and 
Minister for Labour and Industry, Hon. 

James Alexander Hogue 

Without PorCfoHo, Hon." Charle-sWra. Oakes 
Viee-Premdent of the Executive Council, 

Hon. John Hughes, m.l.c 

Supreme Court. . 

Acting Chief Justice, Hon, G. B. Simpson 
Pwism Judges, Hon. G. B. Simpson 
(Divorce), Hon. Henry Emanuel Cohen, 

Hon. A. H. Simpson (Oh. Judge in \ 

Equity), Hon. P. W. Street (in Bank- 
. ruvtcy and Probate), Hon. Robert D. ; 

Pring, Hon. E. M. Sty each 2,600 | 

Croicn Solicitor, .1, V. Tillett 1,640 i 

P.iRLIAMENT, I 

President of the tegislative Council, Kon, i 

,Sir Franci.? Bathurst Suttor, ic.T. 

Clerk of the ParUaments, John J. Calvert, 

l.S.O.,.r.p. 

Speaker Leg. Assern., Hon. Wm. 'McCourt 
Chairman of Committees, John J, Cohen... 

Clerk of Assemhhj, E. A. Arnold, J.p 

rNPEIl-SECRETARTE.S, A’C. 

Public Service Board, 0, Delohery, ,T.p. ; 

E. H.AVilshire, J.P. ; 0. J. Saimder.?, .t.p. 

(Chairnian) each 

Government Statistician, J. B. Trivett, 

F.R.A.S., E.S.S. 

ITmlcr'Secretary, Chief Secretary's Dejd-, 

John Manifold Gibson, .t,p T 

Treasury, J. W. Holliman 
Lands, R. McDonald, .7.?... 

Public iro>'Z:y, W. J. Hanna . 

Attorney-General ami Dept, of Justice, 

J. L. Willi, aims, R.A , J.P, 

Mines, E. F. Pittman, A.li.S.M., J.P 

Agriculture, H. C, L. Anderson, M.A 

Public Instruction, Peter Board, M.A., J.P. 
Railways and Tramways Chief Conan is- 

sioner, T. E. Johnson 

Railways and Tramways Couanisshner 

(Assistant), J. Harper 

Asmt. Commissioner for Tramways, H. 

Eichardson 

Railways, Engimierdn-Chief fur existing 

Lines, ifames Fraser !. 

Chief Mechanical Engineer, W. Thow 

Secretary, Railways and Tramways, H. 

HcLachlan 

Chief Accountant, T. Hall 


750 

740 

1,000 

740 

960 


650 ' 

1,000 , 
9<JS 
1,000 
1,000 

9*5 

1.000 
865 
955 

3.000 
1,500 


1,060 ; 


900 
1,000 
900 ; 


„ and Tram- 
ways, 0. W, Brain 900 

CoinptrolU r of Stores, A, 800 

Mediced Officer, Br. G. H. Taylor 900 
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i neiihtmr-Gnimtl, G. Hayes-Wiiliaiiis, 

! i .?. * £1^000 

i Amiiim'-Genira], J. Yenioii, J.P 

CommimoihT ofTcmiU(m,lj. S. Spiller ... 

' t'ommksUmc-r mnrqi Ddtks and Taxation, 

i' ' li. K. Johnson 

(ho:. Architect, W. L. Vernon, F.R.I.B.A.... 

: iioncrumcnt Printer, "W. A. Gulliek 

i Chief Mcdiml Officer, J. A. Thompsoiij'M.B., 

' f^ii.periiitendciif of JS'arujatfon, Ca])t. H. 

Newton 

; I nrpecfo r-Gen of Po??'cf',T}u:)S.Garvin,l.S.O. 

1 mpeetoT-Gen.of //?srt[we,Erio Sinclair. M. 1>. 

I Comxitr. - Gen. of Prisons, Capt. F. W. 

; Neitonstein, I.S.O., J.P 

: Chief Enqineer. Irrimtion ami Prainage, 

L. A. li. V ade 

Chief Engisicr-r, liaibray and Tramway 

Cmstrvction, W". Hutchinson 

Po., Ilarmmrs and Water Supply, E. M. 

de Burgh 

Engineer Superintendent, God. . Dockyard i 
.A,'. E. Cutler '. 
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time of the ftrst colonisation of the district were 
about 15,000 in number ; in 1851 the official return 
gave 2,693, and in 1901 652 (367 males and 285 
females). The estimated population on Dec. 31, 
1908, was 1,273,313; males, 640,180; females, 
633>5:33- The biitli-rate of Victoria for 1908 was 
24*58 per 1,000 ; the death-rate was 12*46 per 1,000 ; 
and the marriage -rate was 7*38 per 1,000. 

Religion —‘hiq'mhQV^ of the Church of Engiajid \ 
numbered 424,011, “ Prote.stants ” 8,693, Presby- * 
terians 191,503, Methodists 180,272, Baptists i 
32,64.8, and Homan Catholics 263,710. | 

, if ■— Victoria is one of the leading gold- ‘ 
producing States in Australia. Prom the dis- | 
covei'y of gold in 1851 to the end of the year igo’S, | 
the quantity raised~7o.677, 667 oz.— amounted in 1* 
value to ::;^282,32x,433, the amount produc€id in ! 
1908 being 721,220 oz. The value of other t 
minerals raised to the end of 1908, consisting 
principally of tm, copper, coal, and antimony, 
is estimated at about (including 

buiiding stone, &c,, :^3, 628,260). 

Communicatio'ns.—Thevo were 3,447 miles of 
! railway compdeted at the end of J une, 190S, all 
j of wffiich belonged to the Government, the \ 
I capital cost amounting to ^^41, 019, 376. The ^ 


, J.r., 123-125 Cannon StreetrE.O. ,j(;i,g5o i gross receipts were £3»S8374a. and the working 
r.v, Thomas George White 550 ; expenses ^2,450,318. leaving a net income of | 


i.s.O., 

Secretary, _ ^ . 

, ' ^Therewerei,Lt?stations for electric telegraphs, 

(lunts oi l.ie Mutuieeiau: the B/m/o//, ieino\ed ; extending over 7,037 miles (poles), which pro- 

73:36,041 in 1^8, the total 
15,516, and the telegi’ams 


' fr 


Adueinistrator, W. Houston, o.M.G. ; Officer in 
eharge, M. V. .Murjdiy. It was given a consti- 
, tution ivitli a resident magistrate and elective 
council in i80. Thus was dis.solved in 1903, when 
, an executive council of a President, two elected 
and four appointed members, was constituted. 
Pop. (1908), males 52o,feniides 420, total 940, 

. fneluding Melanesians. Resident Magistrate, 
C{i]itain C. S. Elliot, ii.N.] 

Lord Howe Island (450 miles north-east of 
Sydney). Pop. (1908), 61, females 40, total 

SOI. Visiting 'Matjist rate, ITarik Faniell, J.P. 

Sydney, rid Suez Canal, i.s 12,043 miles from 
London ; transit, from to 42 days. 


ir. VICTORIA, 


transmitted mimbering 2,580,1x8. There were 
also 50,687 miles of telephone wire. 

Trade and Industry. — Wool, gold (including 
specie), wdieat, flour," biscuit, and butter are 
the staple productions of the State ; and the 
manufactures (4,608 factories, Ac., employing 
93,808 hands in 1908) are mainly for home con- 
sumi)tion. In 1908 the chief exporis were : \Yo^]^ 
^^6.059, 934 ; gold (including specie), £4,363,078 ; 
blitter, £i,354»o 67 *, wheat, flour, and biscuit, 


£1,268,036; oats, £37,829 ; leather, £413480 
.skins and hides, £937,256 ; and live stock, 
£1,441,411. A trade is also springing up in pre- 
served and frozen meats, the value of the exports 
(excluding bacon and hams) being £s37j5S* 

1908, Tlie principal imports of the State in i 
were wool, £2,836,606 ; live stock, £1,893,291 • * 
I sugar and molasses, £820,684 ; gold (including ! 

I’liis icniua'y originally formed ]>art of New specie), £920,075 ; cottons, £1,178,216 ; rvoollens, f 
SuuUi Wales (known as the Port Phillip district), i £922,113 ; and timber, £910,019. i 

, i’rmu which it was severed, and erected into a j Af/r/ew/twre. —Agriculture has of late yeans j 
>-cT>;^-atc eoinn.i in the year 1851. It comprises j much improved, wheat and oats chiefly being * 
the s.aUh-(?a.A corner of Australia, at that part j cultivated; the dairy industry has also made 1 
f where its terrritory projects farthest into the j marked progi'ess. Of the 4,496,183 acres under ’ 

. vmthern latitudes : it lies between the 34th and j cultivation in 1908-g, 1.779,905 w*ere wheat oroT>s, > 

, 39th parallolsof south latitude, and the 141st and ; and 419,869 oats, ami 956.371 am*es were cut for ■ 

! isoth meridians of east longituiie. Its extreme j hay. In 190S-9, 1,437,106 gallons of wine vv!-c 
' length from easi lowest is about 420 miles, its] produced. There were in 1908 609,166 milch 
greatest breadth is aiwut 250 miles, and its extent i cows, producing 48461,398 lb. of butter and 


of coast -line nearly 600 miles. The entire area 

■ rompriscH 87.884 S({uare miies, or 56,245,760 
acres, of ^vhich 4,496,183 'were under cultivation 
in 1908-9. 

Pop id a lion, —Its |)opiilation at the census on 
31 March, 1901, was 1,201,341 (603,883 males 
and 597,458 females), intduding about 7,349 
( h inose and 652 ab< >rigines. At the census of 1901 
, the native Victorians numbered 876,003 ; natives 

■ of other Australian States, 65,094; English,. 
113,432 ; Irish, 61,5x2 ; Scottish, 35,751 ; Welsh, 

13,676; Chinese, 6,230; and other nationalities 
j aljoiit 39,643. I’he Victorian alxirigines at the 


4,328,644 lb. of cheese. 

Shipping,— T\ni .shipping statistics of the State 
furnish abundant evidence of the magnitude and 
■value of its trade. In 190S 4,879 vessels, of 
9,008,419 tons, entered and cleared. 

^ 1906-7. looT-e, 

Public levenne £8,343,534 £8,314,480 

Public expenditure 7,679,143 7,862,246 

Public debt, 30th June ... 52,954,989 53,180487 

1907, 1903, 

Gold output oz. 754,270 oz. 721,226 

Total imports £28,198,257 £27,197,6^6 

Total exports 28,735,004 27,1^,201 
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I Imports from U.K., (Board of Trade) 
AppaT©t, &c. 

I ' Arnisandaui- 

HiTinitioa., *52.977 

Eoolcs *79.367 

Cottons .... t,ioa,^2 
I linens *38,038 


MacMnery..i. _ 
Metals, Iron 789.140 
Oilcloth.... 92,955 

Paper *94.894 

Spirits ' ' " 


I Exports to XT.K,, *908 (Board of Trade) 


-:^ 6 , 797 , 7 S 3 


Skins & rursj^ 484 , 93 a 
Tallow, &;c. . . 148,461 

Tto 243,847 

Wheat S 34.*33 

Wool 3.720,963 

;€ 7 > 723 »a 44 


Buttor ....; 5 't, 097 ,S 34 
; Copper, unwt. 346,945 

:i Bead 62,424 

I Beatber...... iss.779 

j Mntton.Presh 4*4.434 
Babbits (dead) 99,044 

> Melbou‘rn’ 15 , the chief city and seat of govern- 
i ineBfc, 38 an episcopal see, and is distinguished for 
j its Eniversiby, Musetim, Mint, Public Gardens, 

■ Observatory, Public Library, Hospital, its 
churches and other mstitiitioas. With its suburbs 

j it ooutained on 31 December, 1908, a population 
i of S49,aoo inhabitants. Other towns are Ballarat, 
i 48,063 ; Bendigo (Sandhurst), 44,510 ; Geelong, 

’ 28,361 ; Castlemalne, 8,500 ; Warrnambool, 6,600 ; 

: Maryborough, 5,930 ; and Stawell, 5,500. 

: The government is vested in a Governor ap- 
i point-ed by the Crown, aided by an Executive 
; Ministry consisting of tt members, and aParlia* 

' ment consisting of a Legislative Council of 34 
; members elected for 57 provinces, and a Legisla- 
: live Assembly of 65 members for 65 districts. 

! Gooemor and Commander-in-Chief H.E. 

Sir Thomas D. Gibson Carmichael, 

Bart K.C.M.G, (27 July, i9c^) ;^S,ooo 

Private Sec., Hon. Victor Nelson Hood. 
JAdes-de-Cawp, Capt Hon. Jas. Boyle 
and Capt. H. 0 , Vaux. 

■ Lt‘-Goi\, Hon. Sir J. Madden, G.aM.G. 

Executive Councib (1909). 

Premier, Clmf Secretary , and M iniater for 

Labour, Hon, John Murray, M.L.A £h4oo 

Treasurer, Hon. W. A. Watt, m.l.A 1,000 

Education and Railways, Hon. A. A. Bill- 

; son, M.B.A x,ooo 

’ Attomey-Gcnemld' Solicitor-General, Ron. 

. J, D. Brown, M.B.C................ x,ooo 

i Mines and Forests, Hon. P. McBride, M. L. A. 1,000 

' Lands, Hon. H. McKenzie, M.B.A 1,000 

Water Supply and Agrimdture, Hon. 

! George Graham, M.L. A 1,000 

' PvMic >rofi:8 and Ileal th, Hon. W. L. 

Bailleau x.ooo 

Withmt Portfolio, Hons. . 1 . Thomson and 
J,. Cameron, m.b.a. 

■ JUBOfiS ANP HE.\n.S' OF BEPARTMEXTS'. 

; Chief Justice, Hou. Sir John Madden, 

, j O.C.M.Q., BB.n £3^600 

. Paitme Judges, Their Honours Sir Thomas 
A’Beckett, H. E. A. Hodges, Joseph H. 

Hood each 3,000 

L, F. B. Cussen 2,500 

County Court Judges, A. W. Chomlcy *,500 

W. E. Johnston, J. G. Eagleson, J. B. 

Box, and W. H. Moule each 1,250 

‘ , Master in Equity and Lunacy, and Income 
1 Tasc Commmioner, T. Prout Webb, K.e. 1,800 
' Crown Prosecutm's (vacant), jJ^x,xoo ; J. A, 

, 1 Garner, £jQ<y ; W. S. Garnett, £660 ; 

1 ! 9. Leon 600 

t I Crown Sdieitor, E, J, D. Guinne.ss..,. x,ooo 

® Pmnfymt Lmislatim Council, Ron. Sir 
.lj,l HeswyX yrison, i£. 4 M.G., 750 
I* i AmmUy, Hon. Franh 

m, I MailwA ' 1,000 

|J^ I 0. G, Morrison x,ooo 


Auditor-General, F. H. Bruford j;^i,ooo 

Secretary to the Premier, F. T. Short 520 

Clerk Eicecutive Council, F. W. Mabbott... 335 
Chief Secretary s Department, Under-Sec- 
retary, W. A. Callaw’ay ................. ....... 800 

Under 'Treasurer, M. A. Minogue 800 

Public Instruction, F. Tate x,ooo 

Law Department, W. Pi.. Anderson 800 

Registrar of the Supreme Court and Regis- 
trar of Titles, T. Byrne 700 I 

Lands, J. W. Skene 800 

Mines, W. Dickson Soo | 

State Rivers & Water Supply Commission, | 

El wood Mead 1,200 ■ 


Agriculture, E. G. Diiffus 520 j 

Pitblic Works, E. T. Drake 800 i 

Pub. Health, Chairman, M, B. Ham, sr.D. 800 1 
Victorian Rail. Commissioners, T. Tait i 

(chairman), £z,Soo ; W. F. Fitzpatrick, I 

£t,$QQ', andC. E. Norman 1,500 ; 

Chief Engineer for Raihoay Construe- \ 

tion,AL E. Kernot 800 I 

Secretary, L. J. McClelland 750 j 

Govt. Statist, A. M. Laughton 537 i 

Penal and Gaols, E. C. Connor 800 | 

Industrial Schools, T. Smith 520 i 

Chief Commissioner of Police, Thos. ■ 

O’Callaghan 900 

Publie Librarian, E. La Touche Armstrong 625 

Astronomer, P. Baraechi 700 ; 

Botanist, Profe.ssor A. J. Ewart, D.Sc 700 ! 

Cu rator of Estates of Deceased Persons, T. 1 

F. Bride, lb-P .......paid by fees i 

Parliamentary Draftsunan, E. Carlile *,300 ! 

Agent -Gen. in London, Hon. J. W. Taverner, i 

Melbourne Place, Strand, W.C. ! 

Secretary, H. Cl. W. Neale 320 

IMelbouruc, distant 11,267 miles ; transit, 3a to | 
37 days. 

III. SOUTH AUSTBALIA. 

South Australia was established as a British 
Province by 4 & s Will. IV., cap. 05, but not pro- 
claimed until aS Dec., 1836, so that iti histoiy 
falls within Queen Victoria’s reign. It is situated 
between 11° and 37'^ S. lat. and izgS and 141° B. 
long., and covers of longitude and 27^^ of j 
latitude. The total length is 1,850 miles, the cx- | 
tremo breadth 650 miles, ■with about 2,000 miles | 
of sea-board, the total area being 903,690 sq. miles, j 
I Poptilation.—The population at the xgox census ! 

I was 362,604 (males, 184,422 ; females, 178,182) ; 
j on 31 December, 1908, 403,8x9 (malc.s, 214,105; I 
I fcm.ales, 189,714) ; birth rate (1908) 2473, aeath ' 

I rate 972, and marriage rate 7-89 per x,ooo. « 

! Meteorology.— The mean temperature of the , 

; original colony is 74 \ with a mean rainfall of 16 
I inches on the jdains and 42 inches in the hills, the : 

; 63 years’ average at Adelaide being 20 inches. : 

I 'Phe winter temperature averages 53-’, with xoo'^ 

' for simimer, hut the climate is so dry that the ' 
I inc(juvenience is comparatively slight, 
j Govermnent.— The government is administered ; 

; by a Governor, the Legislative Council with 18 ! 
! members, and the House of Assembly with 42 , 
, members. There are 6 Cabinet Ministers, mem- , 
i bers of the Legislature and ex oftcio members of 
i the Executive Council, of which the Governor is 
; president. Election is by ballot, with universal 
1 adult suffrage for the House of Assembly for all 
I British subjects, male and female ; there is a small 
; property qualification for electors to the Legis- 
I lativo Council, who numbered 54,864 <14,494 i 
: women) in 1908, those for the Assembly numbei’- 1 
1 ing 191, X29 (94,568 women). j 
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Jjo&al Gorenimcnt.--TheTe are 33 Municipalities 
and X44 District Councils, the aggregate assess- 
ment of ju'operty within their boundaries being 
£z,goz,Bst, and the revenue (1907) ;^a82,904, and 
expenditure (X907), chiefly on roads, 5^38^,784. 

Lmi' and Jmtiee.— The Supreme Court is pre- 
sided over by the Chief Justice and two Puisne 
Judges ; there are Courts of Vice- Admiralty and 
lasdlvency, as well as Local Civil Courts, with 
stipendiary magistrates and the usual Police 
Courts. The Supreme Court convictions average 
about tiz annually, which is at the rate of x in 
every 3,360 of the population. Tlie Eeal Property 
Act (x8s8) simplifies the transfer of land, and 
since the passing of the Act land to the value 
of ;;^x7, 531,000 has been dealt with. 

iieligion.— -In 1905 accommodation was pro- 
vided for 33,8x1 members of the Church of Eng- 
land, 79,44s Methodists, 12,990 Congregationalists, 
14,236 Baptists, 22,018 German Lutherans, in 
addition to about 30,000 ^oman Catholics, in 
i,x2x places of worship. 

Education . — There is an endowed university at 
Adelaide, for:iCied in i8Sx, with 360 under- 
graduate'^ ail classes are open, to women. 
A StiiP- ;»hooi 01 mines siid industries has also 
Ueen established. Primary education is pro- 
vided by the State, and controlled by a responsible 
minister ; it is secular, compulsory, and free ; 
there are 707 S^tate schools, with 1,389 teachers 
and 34,560 scnolars ; the expenditure in 1907 was 
;^*S<S,3 s 8, the total eai^ital outlay on school 
buildings amounting to jCS34)62i. Private schools 
number 209 (1907), with 710 teachers and 9,381 
scholars. The Puiflic Library , MiLseum, Art Gall cry 
and local institutes are supported or as.sisted by the 
State, the sum expended for 1907-8 was ^13,737. 

Efflm'f«g.*---Tiiere are 7 banking institutions in 
Adelaide, with 96 branches, having a totfll lia- 
bility of ;^9 466, 3 f 3 (including A'3 x 3, 272 Per- 
petual Inscribed Stock) and assets 8, 468, 163 in 
xQoS; their note issue amounted to A49S,o79- 
The Government Savings Bank on 30th June, 
1908, had 217 agencies, with 148,718 depositors 
(*5,803,301, bearing interest at 3.1 per cent.). 

Commerce in 1908. —Total value, £zs,oio,oo4. 

, Iim»t>:rts from. Exports to. 

kingdom *2,935,099 :<^3>49S,23S 

British Colonics 6,883,345 7,422,419 

Foreign Countries 1,4x2,826 2,860,880 

;Cx L 23 L 470 :<Cx 3 , 778,534 

SJtiifqnng.—Thc total tonnage iuw’ards and out- 
w'ards in 1908 was 6,106,148 tons; 5, 181,244 tons 
win-e from British poits, and 924,904 tons from 

foreign, 

Jia'ihcag’'^‘.~~The length of Oovcniment lines 

S open in 1908 w'as x.Sjq miles (and 145 iu the N.T.). 

1 The ttflai voat to 31 Dec,, i§o8, was £13,998,6%, 
Set’ £7,449 pei' mile; the working expenses in 
; 1908 w’ere £986,008, and the receipts £1,702, 410, 

1 the net revenue i»eiiig 3 *12 xmr cent, on the cost. 

1 AijncuJture.-^Ot the total area about two-thirds 
j are faruied or grazed, and 3,442,293 acres eulti- 
j vated— urnier wheat 1,693,301 acres, hay 424,924, 
oats78,494, barley 44,911, and ]>otatoe3 8,083 acres, 
with 1,097, 186 acres lying fallow. The quantity of 
wiieat produced in 1908-9 rvas 19,397,672 bushels. 
English fruit, ormiges, lemons, almonds, and 
olives are successfully gi'own, and fniit drying is 
profitable. There were 20,853 acres of vines, the 
export of wine being 760,526 gallons in 1^, 
of which 3t^,S4s gals, (value £30,667) were sent 
to the united Kingdom in 1908. Brandy and 
other spirits are also produced. Tfiere were 

6,898,451 sheep in 1908, and 46>334>z58 Ih. of ; 
wool (valued at £1,629,662) w'ere exported; cattle' j 
number 340,376, and horses 213,385. I 

Minerals . — Copper and gold, silver, lead, man- ! 
ganese, bismuth, iron, and coal are found. i 

1906-7, i^> 7-8. j 

Revenue •£3>*9S5a8S £3>6S4»666 

Expenditure 2,897,61a 3,171,000* 

Debt (30 June) 27,691,112 29,985,8381 

Total imports 9,702,264 11,231,470 ! 

Total exports 11,933,171 135778,534 j 

Imports from D.K. 2,313,376 2,9355099 ! 

Exports to U.K 3 , 350:935 3:4955335* j 

Capital, Adelaide. Population — 31st Dec., i 
1908, iaclusive of suburbs, 179,793. ' 

Governor^ H.E. Admiral Sir Day Hort Bo- . 

sanquet, G.o.v.o., k:.c.b. ..................£4,000 

PHvate Sec.. W, S. Baillie flaniilton. ? 

A.E.C., Capt. E. Wright, B.M.A. 1 

Lieutenant-Goveriwr, Rt. Hon. Sir S. J ; 

Way, Bart., P.C., D.C.L. 

Ministry. . |v 

Fremier, Treasurer., and Minister of Edu- » 

cation, Hon. A. H. Peake, M.P. .. .........£a,os£> 

Chief Secretary and MiJiister of Indmiry, i 

Hon. J. G. fece, M.L.O. i,ooo ! 

Attorney-Gpieral, Hon. S. J. Mitchell, i 

LL.B., M.P 1,000 ; 

CoQumr. of Piihlic Works and Minister for j 

the Northern Territory, Hon. L. O’Lougli- \ 

lin, M.P. 1,000 ! 

Com mr. of Crown La')ids and Im miqrat ion, 

Minister of Agriculture, and Minister 

of Mines, Hon. E. H. Cooinbe, M.P a,c«5o 

Honorary Minister, Hon. A. R. Addison, 

M.L.O. 

CJiief Justice and Judge of Vice-Admiralty, 

Rt. Hon. Sir Samuel James Way, Bart., 

P.O., B.C.L. 2,000 i 

Second Judge, Hon. Sir J. Hannah Gordon 1,700 ; 

Third Jtidge, Hon. Robert Homburg 1,700 ; 

President Legislative Council, Hon. Sir | 

J. L. Stirling, k.c.m.g 600 * 

Speaker, House of Assembly, Hon. Sir 

Jenkin Coles, k.c.m.g. 600 s 

ITnder-Secretaries, Ac. [ 

Undersecretary, Govt. Statist, A Clerk to f 

the Executive Council, L. H. Shell, i.s.o. 630- 

Secretary, Attorncy-Gemral and Educa- '' j 

tion, G. G. Martin 550 ' 

Under-Tremurer, T. Gill, LS.O 

x^eey. Public Works J? Industry, J. W. Jones 330 ! 
Surveyor-General, Wm. Strawbridge, I.S.O. s,aoo' 

Engineer-m-Chiof, G. Stewart Soo ‘ 

Sheriff, 0 . H. Scliomburgk <5<o ^ 

Secy. Commissioner of Lands, T. Duffield... 530 I 
Commr. of Insolvencf/, J. G. Russell, i.B.o. 1,300 ' 

Do. of Axtdit, P. Whitington IJo©, | 

Do. ofPailways,A.B.'MoucYiiif[,Q.M.G, 1,230 • 

Do. ofPolwe, L. G. Madley : 5^0 * 

Master of Suprem e Court , Ac., A, Buchanan 850* ! 

Clerk Legis. Coxineil, F. Halcomb, m. a. ... 600 ' 

Do, Hou.se <f Assembly, 3 . C. Morphett 600’ 

Police Magistrate, J. Cordon 5oo 

Director of Education, A. Williams 700 i 

Secy. Minister of Education, L, W. Stanton too ' 
Mf MecA Bngr., Rlys., B. F. Rushton,. So© 
Colonial Surgeon and Res. Med. Offtcer, 

Lunatic Asylum, W. L. 01 eland, m.b. ... 600 

^pt PublicMdgs. ,C. E. Owen Smyth, 1. 8. 0. * 8co 

Crown Solicitor, Ac., C. J. Dashwood 1,100 

Hydraulic Engineer, C. A. Bayer Soo- 

Prim. Agricultural College, A. J. Perkins 700 
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Dii\,i,or ci- P;y>/. of Jffr/ciiltitre, W. Angus £500 
AlfK'ht’Gcncml in. LondoHy Hon. A. A. 

Xiflcpatrick, 85 Gmeccliureh St., E.C.,.. 1,200 
and JlegiMivr of Stock, J, B. 

j )iifing ! 475 

I ' A’idalde, 23,100 miles ; transit, 35 days. 

; i\'.-~Qi;EE>:SLA>fD 

! 1 ‘Lj.s state, sitiia- ed in lat. so^ 4o'“-29° S., and 
I i38'^-~ss3'^3o' 13., fonipi’ises tlxo wJiole norfch- 
j e/s.-tern portion of the Australian continent. 

I t o.ioensiand proper possesses an area of 670,500 
! stiuare miles (/.e., ctiual to more than 5^12' times 
I the aj'Cta of the I'nitcd Kingdom), of which the 
j ttovernmeut have p,artcd with the fee simple of 
I 25. 108,439 acres 1 under a system of deferretl ]jay- 
' racL-t, 6,200,930 more are iu proces.s of alienation 
I Q\it of the total of 429,220,000 acres, but an 
I additional area of 272,800,385 acres has been 

i leased out for sheep and eatlie runs and granag- v-t;— / 

: farnjs, 258,208 acres as scrub selections, 214,234 | Charters Towers (20,976), and Cympie (14^430). ^ 

I acres under gold-mining and mineral lease, and j The Constitution comprises a Governor, Legi'',- 
; 8,037 for special purposes, leaving 234,629,767 , lativc Council of 45 members nominated for life 
i practically unoeeuiued. The estimated popiila- > by the Crown, and Assembly cd 72 inemlxers ' 
! tion, Dec. 31, xgoS, numbered 558,237, of whom , elected by the people. There is a Supreme Court, 

I 303,887 wore males and 254,400 lexnales. tVheat, ; with a Chief .Uistice, ami four Puisne Judges ; 

I oats, and barley flourish on the Darling downs ; j District Courts, presided over bs District Court 
, while a still larger area is devoted to maize, ' Judges ; and Inferior Courts at all the prinoiijal 
;Vvhich yields an average crop of about 22 towns, presided over by Police Aimdstrates. 

, bushels per acre. Both English and sweet 1 capitat., Brislxane. Pcipulation within lo-miie 
I potatoes are cultivaied ; as also are eolfee, radius CI907^, 137,670. 
r<‘otton, oranges, peaciies, pineapples, grapes, ' (?oivrrto)‘, Sh Wm. MacGregor, G.C.M.G.. 
j bananas, cocoa-nuts, mangoes, iduins, and various | c.b., m.d dQBiOoo 


Domestic imports from U.K., i9o8(/A <>/ Trade ) ; 
Apparel, &c. .. £‘.\gA 7 ^ 1 ‘Maclmwvyjgi^i.ses ! 

(Jottona 395.378 , Inm S^^S.oe? ; 

Woollens .... 253,836 Spirits 82,354 1 

——;rC 3 . 351.3:94 I 

Dome,stie exports to li.K., 2908 {B. of Trade)'.- 

Butter ii'389.990 I Silver < )i'o :^i36,42X 

Copper 678,982 I 'i'allow and 

Lead 72,486 ! Stenriue 169,911 

Heat, Fresh.. 195.3^83 Wool 1.651,419 

Shells 79.475! -^^3,562,607 

The contour of tlic Queensland <'oast-iiiie and 
the relative position of its inland parts operate 
against any cenLralisatioji similar to that at 
Melbourne, Sj'diiey, or Adelaide, and numerous 
ports of consideiuble size extend along the 
coast Brisbane (pop. 137,670), llMckhanipt<m 
(29, 692), Maryborough (12,900), d'ownsviHe 

(25.506), Bo'j’t Dougla.s, Afaekayi 'I’nui-Silay Tslaiu!, ' 

Cooktowii, and Bundaberg. Other places of im- 
portance are lpsw'ich( 23,246), Taowoom 1^8(24,087). 


, English fruits. In the year 1908, 252,098 tons of ! Private Sec., Capt. E, G. Kewton 

i sugar v/ere produced. The chief arLieJes of ex- 1 A.D.C. Capt. It. Verney 

I port the produce of the State in 2908 were: A/ewh-GW, H()n. Sir Arthur Morgan’'kt. 

; Wool, ;G47X29>834 1 £z.tjis,x.zzg\ silver, ' /Vtw. o/Ae£/<T'. Co<//«« 7 , ilon. Sir A. Muvgun 

' i ExKorTivn Cbuxoin. 


flLE, the Governor pu'shhs.) 
Prnnier. VJttrf S^'C., a)i<l Vire-Preriuent. 

lion. )V. Ividstfjii 

Secrctanj for Public hus-t ruction, Hon. AY. 

H. Barnes 

A ttonieihOc neral, Hon. T\ O'Sul li van , Sf . t. C. 
Secrctarif for Public Landr, Mon. D. F. 
Denham . 


suM "tortoise-shelf, ~;£rsz,622 ; meal, iuclihling ! 
e.xtract, ^^850, 772 ; gi-een fruit, 3^262,027; sugar, ' 

f 2,482,330; hides and skins, £zg2Mz; tallow, j 
297,229 ; live stock, :£i,699,38x ; batter, , 

£6xkiH3 timber, ^^130, 794. At Brisbane the 1 
average temperature for 190S was 68’6‘^ ; the 1 
maxiiimm iu the shade was xox'S-) and the 1 
minimum 36-3^ Wool, gold, meat, butter, and j 

sugar are at present the staple productions ; rich nou'‘r'tro ii*’wthoim 

goW, eopi.01-, tin, tenl, silver, antimony, lime- [ •f,„° huilH'Ai ^ v 

atone, ironstone, wolfram, ami coni deposits ai-o i 5 “;, ivC .5. 

found in .severul districts; timixer also, of line | .! rl 

.pmlity for cabinet mann(a.Uure, the Moreton i p"' )V AS liviv: 

Bay pme and the ifahimara. rahunta, together l ‘Tv,f.v«,.,n 

with the cedar of (lueenshuid, forming valimble | .. doitCat PmV’m7 -V>' "’iTop 

products for export. At the emLof 2908 the i ‘“Sow Tic ^ ^ ^ ' 

; UorscH nmnbmvd 529,969. eatlie 4,321,600, .sheep | cicrkoftVc 

28.348,85i,and Pigs 224,749. j 

1 At the end of 2908 tiiere were 3,49s miles of C%i(fJiusiticeSu'prc}tieC<iirrt,Tlicll<}i\. Sir 
j Government railway open. In 1908 there ’were { Pope A. Cooper, Kt. 

. 2,204 Btato seliools in operation, with 2,4x3 
' teachers and an average daily attendance of 
67,309 chihlron ; and 267 private and grammar 
1 schools, v/Hh ail average attendance of 22,898. 

, The banking deposits on the ax.st Dec., 1908, 
were 004,473, apart from the j£!'<5,44o,427 in 
, the. haiuis of the Govc'rnmeiit Savings Bank. 

; The mimber of .sea-going vessels entered 
I inwards durii.*g 2908 w-is 882 fUmnage 2,602, 107), 
and the uuinber outwards 847 (tonnage, 2,563,912). 

I '' *907, 1908. 

Public revtmue ....^£^4, 490,440 j;^4,^,956 

4,03a;, x6o 4,643,65^ 

4 31 Deft,.,,..... 39,068,827 39.568,827 

I 035 . 465,882 085 . 2 , 1975,554 

, I jj^ig, 429,692 

22 ,* 94»977 


300 

300 


2.000 

1.000 


2.000 

1.000 1 


X ,OCO j 

2,000 ! 


£a,5oo I 


Senior PuJisue Jud-jr, Hon. Patrick Tb 
Paime Jud!0~-'^, Hon. C, E. Cluibli 
(Southern), Htjn.A*. Po'ver (Central) Hon. 

W. A. B. Sluind (Asorthern) each a, 000 

Dihfrict Court Jiidfies, George W. Paul, 
Granville G. Miller, Sir Arthur Rut- 
ledge, Kt., Allan W. Macnaugiiton each 2,000 
XJNDEIl-SFCilH^i'.UtiES. ttC. I 

Chief S?cdi< Dept, P. J. !Mi'Dcrmott., 1..S.0. 600 | 

flohU' StnCii Dept., W. ll. Itydcr, i.s.o. ... 700 i 

PiiUia Works, A. B. Brady 750 

Dept of Justice, ,T. B. Hall 600 

frmsurp, \Y. B. Bowles 700 

Pxdtlie Lands, AV. J, Scott, i.s.o 700 ; 

AgricuUnre, E. G, .E. Scriven 550 j 

PtMic Instruction, J. D. Story 500 , 

Miim„ A, R. Macdonald 700 ! 
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700 


i Anditor-Gciteral, 7, Comiali, i.R.O ;^i,ooo 

i Coimnishiouer 0/' I olicf, W. CSI. Ualiill 800 

i Cfoidmush/^er of Income Tu,x^ J. Huf^hes 700 
; Caininiftstouer/orJtaihi'tit^--^,.!, P. TJiallon 2,000 
; Dcp. Com mfot'Jtai7waifti,T. M. King,!, s. o. i 
.Police 3ktphstnde at Brmbinie, 11. 

' J^heri'f and }ifxn.dmt' kStrpnona Courts W, 

A. .Douglas 500 

Croaui Solicitor, Q. V. Ilellicar 700 

Corernmeut Staiifttieian and lleginirar- 

Cencrid, Tboruliill Weedon, F.,s..s 460 

Commit, dcmer of Piiolic Health, Dr. F. W. 

Woolrabe ..." 800 

Poiii.-iader, Captain John Mackay 600 

Co mpf roller, Bvreati of Central Saidtr 

■ Miilr, J. .K. Paddle 

[ Jj-i rector of Education, 11. II. iloe, M.i. ... 700 

Puhlic Serrice Jnr]*eetor and Scc/^darp, 

PnbPe. Serritr. Bviird, 11. D. Bnmiiau ... 500 

korernmenl Printer, A. J. Cmnming 550 

' llTji.drnr ofTitie,^ and Ch icf Coot m miotier 

dfSf<>!.. Mifeiiell 470 

; ImmipnC. -n Am-nt, J. O'-V. Breiian 400 

Pircrior, IntePfannee and Tonriat liitrean, 

; J. 'SI. Campbell 325 

Pi r‘\‘f or of Labour, J. 3, 'McGee 300 

, Engineer for Ilarhoitrs and I!iver/i, .E. A. 

; E. Cullen 600 

Updraidie Engiu'Tr, 3. B. Henderson ... 600 

SuriTpor-General, A. ^powers 550 

iroi'ernmetit Geologi^f B. Duustau 430 


. Agent-General in Lundoit, T. B. ilobiurioiiCo'Cnj./), 

! Alarhlo .Hal!. 409-410 .Strand, D.ndoii, IV.C. 

‘ Seeretunj, J. M. r‘ainxd>e]! (acting). 

Transit from .London, 34 day.s. 

: V.- 1 ’ABMA.NIA 

, is ail island in the Houth Paeiftc Ocean, off the 
' .<ontiiern extretaity of Australia, from which it is 
separated by Bass Straits, in which arc situated 
tlie Furneaux Group and King T.slaud, intduded 
within the colony. It lies between 40 ' 33'--43° 
39' S. lat. and 144'-' 39'-™ 148'’ 23' E. long., ami eoii- 
lain.s an area of 26,215 square miles, or 16,778,000 
acres of laud, of which, on ist March, X909, 
269,446 acres uere. undtiv crop, and 491,423 under 
;»,rtitleially-sou 11 grass; wheat, 29,103; while 
*>338>9S;^ acres (e.xelusivc of ininoi’al land) were 
leased from the Grown ijrincipally for pastoral 
purposes, the terms of purchase ]>eing £1 an 
acre for cash, rw £1 6 h. Bii. in 14 yearly iiistal- 
niimts. d’he population (31 Dee., 1908) was 
185,824,01 whom 90,310 !)eIouged to the Cluircli 
I of Kngianti. 32.68S wiTc llu.maii Catholics, 26,889 
j -Methodists, and 12,413 Pre.sbyterians, The 
! aboriginals have heroine quite extinct, the last 
-a female, “ Tru-ganini ’’--having died in 1876. 

I The i.sland was first discovere<l by Tasman, in 
December, 1642, and named by him “A'an 
Diemen’s Land,” in honour of his patron, the 
then governor of the .Dutch po.ssessions in India. 
Tt was subse(iueiitly partially exjdored by Captain 
^ i.’ook, and in 1803 Lieut. Bowen, dcsy)atche<i from 
' Sydney with a few soldiers and convicts to form 
a penal settlement, fixed upon the spot where 
Ha])art now stands. In 1825 it wa-s severed from 
j New South Wales and formed into a distinct, 
coi< >uy. Transportation of cTuniinals was abolish- ! 
t;d in 3853, and the name officially changed from 
Van Dieraen’H Land to Tasmania. The climate 
is fine ami saiubrioua, and w’ell suiteii to European 
constitutions, and the hot winds of Australia do 
j not reach the island. At Hobart in 1907 the mean 


annual temperature svas the mean summer j 
temperature being and that of winter 46-3'^; : 
the average rainfall for Hobart, 1:907, w’as 25-92 ' 
inches. The surface of the country is generally un- ■ 
dulating forest land wit?i mountains from 1,500 to | 
5,000 feet in height, and wide expanses of level, [ 
open plains. The ciiief products of the State are ' 
wool, gold, silver, copper, timber, tin, and fruit, 

I and sheep ; the two latter being among the '' 
i principal industries. The amount of stock on 
, I March, 1909, was sheep (and lambs), 1,723,563 ; •’ 

I cattle, 205,827 ; hor.ses, 39,281 ; and x>igs, 47.94S- - 
j The forests of Tasmania abound in the most [ 
beautiful calunet woods and the large.sfc size 1 
I timbers, adapted for every variety of purpose. ! 

The fauna include the Tasmanian devil and native ■ 

' tiger, and the curioins duck-bilicd platypus ; while . 
j the wombat, the wallaby, and the opossum supply | 

1 valuable skins. There are silver a^id copper lie ids ; 

I on the west coast ; oyer 45,000 acres have been J 
taken on mineral leases, and mines of both iode • 
and stream tin are being worked in the nortli, : 
The value of tin exported in 1908 was ;^4oo,x96 ; i 
of silver £370,477, and of copper ;ii^54S,327 ; iron- 1 
! ore exists, and the value of gold exported in x^oS j 
j was £zgz,6gx. Coal of a good quality, and in easily 1 
accessible positions, is very generally distributed j 
I over the island. There are in all 620 miles of / 

] 2-aihvay open, including the main line i-uhnlng j 
, from Hobart to Launce.slon, through the islarid ; > 

I and 328 telegraph, stations, with 4,082 mik-s of, i 
wire, including a suiunarine cable (432 miles) i 
! communicating with tiie Vniversai Telegrajh i 
I System ; 1,850 miles of teleidiciie wire ; 4x4 post- ,i 
stations, and 3,399 miles of post roads. On 1 
Dec. 31, X907, the total registered .shipping for tiie' | 
year was 65 steamers and 233 aahiitg vessels, ! 
with a total tonnage of 18,422 tons. The inward | 
entries during were 1,034 (tonnage, x,292;.x69), 1 
and the outward cntrie.s 1,015 (tonnage, x, 290,870). [ ■ 
A Department of Agriculture w/as formea in p 
X902. PrirnaTy education is administered by a ! 
Department, and tiiere are 356 State schools. * j 


Public revenue 

Puiilie expenditure ... 
Public debt, 30 June 

Total imports 

'I’otal exports 

Imports from ILK 

Exports to DAK 


1907-8. 

JKjeS-g, ! 

1, 005,284 

;^ 934 , 4 oS i 

929,985 

960,237 1 

91850,233 

1,039,770 1 

*907. 

1908. 

3,240,293 

3,371,862 

4,068,45$ 

4,030.766 

461,237 

579*782 

, 553. >*23 ■ 

555 . 7^8 


By the Act of 1855 the Legislative Council 
and House of Assembly are coiLstituted “ Tiic 
Parliament.” Thehumcrconsiatsof 18 members, i 
elected for six years : and the latter of 35 | 
members, elected for three year.s. The Governor, ■ 
who is appointed by tlie Crown, is aided by j 
a Cabinet of responsible ilinistew. The fiaii- ■ 
chi.se has been extended to women. J 

Capital, City of Hobart. Population, xrilh f 
suburbs, 44,6x0. Other towns are Launcestoii 1 
(pop. 24,536), Zeehan, Dlverstonis .E. Devonxiort, * 
.Latrobe, M aratah, M'estbury, Longford, Eurnie, I 
and Queenstown, ; 

Goveriior, H.E. Major-General Sir Harry’ I 

Barron (1909) ^^2 750 

Private See., Major H. E. Cadell Puli. ' 

Mon.PrivafeSeeretiirg,GQmge'BmvinQ, ■ i 

I.S.O. 

A.B.C., Col. Evans, v,i>. 

IAent.-Governor, Hoii. Sir J. S. Bjdds, t 

K.aM.d. iO.J.) \ 
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The Commonwealth— Western Australia. 


Executive Council. 
Pretrderii Treasurer, The Hon. Sir Elliott 

Lewis, K.O.M.G., M.A, ... 

Chief Secretari/, Han. G. H. Butler, M.E.C.S. 
Aiiormy-Qeiil. <£r Education, Hon, A. E. 

Solomon, M.A 

Lauds, Works, di Mines, Hon. A. Hean ... 
UNLEK-SEOUET ARIES, &C. 

ITnder-Seeretary, P. C. Douglas 

See. to Premier and Clerk Bxeeiitive 

Council, D’Arcy Addison 

Under ’Treasurer, A. Held, LS.O 

Imperial Paymaster, P. Lovett 

A adUor ’General, Charles Mitchell 

Ilcyisirar-General, H. M. .Johnston, l.s.o. 
S-’cretary to Law Dept., L. J. Hobkirk... 
Gen. Man. of Mys., J. McN. McCormick 

Ducetor of Education (vacant) 

Sarveyor - General and Secretai'y for 

Lands, E. A. Counsel 

Coinndssiomr Ci,f Police, J. E. C. Lord ... 
Clerk of LegislcUive Coiindl, E. C. Howell 
Pres, of Legis. Council, Hon. Tetley Gant 
Speaker of Hotm of Assembly, Hon. Sir 

oohn George Davies, k.c.m.g 

Clerk of do., .J. K. Heid 

Chief Ilcaltk Officer, 5 . S. Elldngtou,!). P. h. 
Gooernment Printer, J. Vail 


£950 

75° 

750 
750 

38s 

300 
550 
320 
500 
600 
360 
800 
600 

530 
450 
400 

350 

350 
400 
600 
500 

j CA«5/i/w5tiCC,Sir J.StokellDoddSjK.C.M.G. £x,soo 
I Puisne Judges, Hons. John JMcIntyre 

and Hon. H, HickoUs each 1,200 

I Sol.’Gen. X* Crown Solicitor, E. D. Dobbie 600 
I Sherijf, Registrar in Bankruptcy, A 
j Curator of Intestates' Estates, R. Boss, 425 
Registrar Supreme Court, P. S. Scager... 550 
! Recorder of Titles, J. W. Whyte 600 

, Agent-General in London, Hon. .John ^fcCall, 

I M.B., s Victoria Street, S. W. 

■; Secy,, Herbert W. Ely. 

Bobart, *3,230 miles ; transit, 36 to 40 days. 

VI.— WESTEKN AUSTRALIA 
includes all that portion of the continent west 
of X29” E. long., tile most westerly point being 
j In 112'’ 52' E. long., and from 13 ’30' to 35° 8' 
S. lat. Its extreme length is, from north to south, 
j *,480 miles, and 1,000 from east to west, and its 
1 total area 973,920 stiuare miles. The jarrah 
! iEucalypius marginata), sometimes erroneously 
' ealle<l mahogany, covers immense tracts of land 
I in the S.W, portion of the State; its timber 
is extraor<linarily duralilc, ami a.s it resists 
the white ant and the Teredo naMlis it is 
admirably adapted for railway sleepers, and for 
])ilo8 for bridges aud iiarbonr works. The saudal- 
ACKid {Santalum cygnoruui) has long been an 
article of exiiort ; the tnart (Eucalyptus gom- j 
uhocepkala) and karri {Eucalyptus dberswolor), ! 
eucalypti of enormous size, are valuable timber I 
trees. A new industry is that of obtaining the * 
t»aik of the mallet tree, exported for tanning pur- ' 
poses : exports <1907) ^98>773 ; (*908) 

The occupied portion of the State extends along 
the western coast for about *,200 miles, while the 
mining t,opulation has penetrated over 300 miles 
into the interior, and the population on June 30 
was, in 1907,254,269; in X908, 269,123; and in x^, 
273,267. The average temperature ot Perth (lat. 
:^S.) for the past 22 years was 65'^, while 
the mean for the barometer for 22 years was 
inches. There are wet and dry seasons, 
the former lasting from May to October. The 


fonder lasting from May to October. 

5 i05;aS ralnlall at Perth during *907 was 

*908, 30*5*, the average for the past 33 


years being 33*02. The chief products are gold, 
wool, timber, pearls and pearl-shells, silver, lead, 
copper, tin, coal, iron, sandalwcol, mallet bark 
for tanning, cereals, fruit, wine, horses, cattle, 
and hides and skins. Cultivation in the past 
was retarded by want of sufficient labour and 
means of transport, but the conditions are 
rapidly improving, and the agi'icultiiral and 
pastoral pursuits are now among the most 
important industries of the State ; sandal-wood 
and other trees grow abundantly in the south- 
western districts, and there were, in 1908, 3,231 
acres of vineyards in the State. Large areas of 
good wheat-growing soil also exist in the southern 
division, and there were, in 1908, 279,609 acres, 
and, in 1909, 284,357 acres under cultivation for 
this cereal. Magnetic iron, lead, copper, and tin 
ores exist in large quantities. 

Gold SfMistics.— -The groups of the Coolgardie 
goldfields (covering a vast portion of the interior 
and extending to the i2Sth meridian), as well 
as other fields, are being constantly worked, 
the production of gold being 207,111 fine oz. in 
X89S, 251, 6x8 oz. in 1896, 603,847 oz. in 1897, 
939,490 oz. in 1898, 1,470,60s oz. in 1899, 1,4x4, 3x1 
oz. in 1900, 1,703,417 oz. in 1901, i,87x,o37 oz. in 
1902, 2,064, Sox oz. in X903, 1,983,230 oz. in 1904, 
3 :i9S553s 6 oz. in 1903, 1,794.^47 oz. in 1906, 1,697,353 
oz. in 1907, X, 647,911 oz. Ill 1908, aud 915,189 oz. 
ill the first seven months of xgog. To the 
Coolgardie group belong the following goldfields : 
North Coolgardie, Broad Arrow, North-East Cool- 
gardie, East Coolgardie, and Coolgardie. The 
largest amounts have been obtained from the 
East Coolgardie field, Murchison being next in 
productiveness. Gold is also found in the Kim- 
berley, Piibara, West Pilbara, Ashburton, Gas- 
coyne, East Murehison, Dundas, Donnylirook, 
Pejik Hill, Valgoo, Mt. Margaret, Yilgarn, and 
Phillips River districts. The total amount pro- 
duced in the State from 1886 to 31 July, 1909, 
is 20,926,887 fineoz. ; of this amount 10,836,86902. 
were received at the Royal Mint, Perth. 

There are 2,741 miles of railway open. A 
proposed tvans -continental line is now under sur- 
vey. There is direct telegraphic communication 
with England and with South Africa. The prin- 
cipal ports are Fremantle, Albany, Bunbury, and 
Broome. The imports chiefly consi.stof provisions, 
sugar, tea, tobacco, spirits, beer, soap, machinery’, 
ironmongery, clothing of vailous kinds, tfec. The 
principal exports are of ^vool, gold, jmTah 
timber, silver, tin, coiiper ore, sandalwood, 
mallet bark for tanning, pearls and pearl-shells, 
kangaroo skins, wheat, A;c. The estimated value 
of the exports for 1908 w'as Wool, ,£637,008; 
timber, £813,591 ; sandalwood, £76,668 ; pearls, 
£100,000 (estimated) ; shell, £190,741 ; gold, 
£2,054,020 ; gold sjiecie, £4,937»734 ; bides and 
skins, £137, 931. The stock returns of the State 
are as follows Horses, xs6,8£o ; cattle, 742,1x0 ; 
sheep, 4.098,319 ; aud pigs, 46,673, In 1908 the 
vessels entered inwards numbered 588 (tonnage, 
1,8x9,492), and those outwards 592 (tonnage, 
1,816,805), 1907-S. 

Revenue £3,893,806 

Expenditure 3,897,785 

Gross debt, 30 Juno ... 20,493,618 

T.Q07 

Imports 6,522,998 

Exports 9,904,860 

Raw Gold exports ... 2,-^7S,862 

Imports from (J.K, ... 2, 267, 4x1 

Exports to U.K 4,434,764 

The Btate is ruled by a Governor appointed 


£3,816,271 

3»9o<5»839 

**> 9531.753 

1908. 

6, 178, 97 
Q,Si8,oiic. 

2,054,020 
.2,032,804 
3,243,647 
■inteTj 
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i>y the Ci-own, a Legislative Coimcil, and a Legis- 
lative Assembly. 

Religions StatUtus.~~ki the census of igox, 
75,654 belonged to the Church of England, and 
40,584 were Koman Catholics. 

AVi'wcaiiew.— Education is compulsorj’ and free, 

, and numerous elementary schools are under the 
control of tlic Minister of Education. Idiere is a 
training college, a technical school, a school of 
mines at Kalgoorlie, and a school in Perth for the 
j higher education of ])03’s. The foundation of a 
- Uiiiversity is under consi<Ieratiou. The total 
i amount expended on education (hiring the year 
; craied 30 June, 1909, was 

■ 'i'he pnncipal towns in the State are :~Perth 
;<i»op., including suburbs, al>out 54,000), on the 
[ fight bank of the Swan Eiver estuary, tz miles 
I from Fremantle ; Fremantle (including suburbs, 

1 about 20,000), and the following luuiiicipalities 
( Albany (2,994), Coolgardie (2,829), Kalgoorlie 
' (6,954), Bouider (10,357), Broome (3,300), Bimbury 
j <3.410), Claremont (3,699), Geraldton (2,593), 

! Midland Juimtion (4,062), and Northam (2,8x3). 

, li.E. Sir Gerald Strickland, 

I E..C.M.G. ....^ 4 ) 0*30 

j Ptimte See.^ Capt. P. A. F. Spence. 

I A. /AC., Capt. J. P. Bhodes. 

I LieuL'Govemnr, Sir Edward A. Stone, Kt. 

1 Executive Couxoil (1909). 

I Pi'eisiier and Colonial Treasurer ^ Hon. 

I Newton dames Moore, C.M.G., M.L. A. .,.£1,200 

iVorks, Hon. Frank ‘Wilson, 3 I.L.A 

Mfinest& Railways, Hon. H. Gregoi-y,M.T..A. 

Lands and Agriculture, Hon. Jas. Mitchell, 

M.L.A. 

I Colmiial Sccretarif, Hon. James Daniel 

‘ Connolly, m.l.C 

i AUor?iey-Gen. and Education, Hon. J. L. 


iBomtnton of Z-calaitt. 


The Dominion of Few Zealand consists of three 
main islands In the South Pacific Ocean, known as 
the Horth, South and Stewart Islands, situate 
about 1,200 miles E. of New SouthWales, between 
33°— 53'^ S. lat. and 162° E. long.— 173° W. long,, 
with several groups of smaller islands lying at 
some distance from the principal group. Portions 
of New Zealand were explored by Tasman, under 
the direction of the Dutch East India Company, 
in 1642, and visited at varioiivS times during the 
i8th century, and in 1777 by Captain Cook, The 
first settlement of Europeans was made in 1814, 
but no colonisation took place until 1839. In 
New Zealand was, by letters patent, erected illto 
a separate colony distinct from New South Wales. 
The entire area (inclusive of the Chatham, Auck- 
land, Kermadec, Cook, and other islands) is 
stated at io4,7Sx square miles, or 67,040,640 
acres (being a little smaller than Great Britain 
and Ireland), of wdiich two-thirds are fitted for 
agriculture and grazing. The North Island com - 1 
prises about 44,468 sq. miles; South Island, | 
58,525 ; Stewart Island, 665, with' only 288 
inhabitants. An adjacent group, named the 
Chatham Islands, contain 375 sq. miles; and 
the Cook and other Pacific islands recently 
included within the boundaries of the dominion, 
280 sq. miles. Kermadec and other Islands 438 
sq. miles. 

The European population at the census of 
Aiiril ag, 1906, was 888,578 (471,008 males and 
417,570 females). The native population (Maoils) 
in X906, was 47,731 (25,538 males and 22,193 
I females), chiefly in the North Island, and 12,340, 
1,000 excluding 776 absent from the islands (6,224 
_ . males and 6,116 females) in the Cook and 

Npson, M.L.A...... ^... 1,000 j other Pacific islands, making the total popu- 

Without P&rt,Mw, Hon. James Price, m.l.a. j lation, including JMaoris, &c., 948,649 persons. 


1,000 

1,000 


1,000 ! 


^ ^ I the census the estiraateef population on 

he tSemoc Cem7>i^?.vlo>?cr, M. E. Jull... AI850 1 30th June, 1909, is ascertained to have been 

mr. 0/ iLailways, .rolin T. Short i?Soo j 1,029,4x7 persons. In 1840 a treaty was coii- 

■. -....n,.. I nn. 'eluded at M’aitangi with the native chiefs, 

j whereby the sovereignty of the islands was 


Pehmanent Staff. 

Pi>hlo ■ ‘ 

Co'iHfil 

Engiimir-m-CMcf, J. Ihompson 

t^udcr-Sccretanj, F. D. North, C.M.a 

f."ndrr‘Trea.^urer, L. S. Eliot, l.s.o 

Cndir Sec. for Lands, R. C. Clifton, i.s.o. 
., Work.% W. F. L. Stronacii 

„ Mines, H. S, King 

, J, LftieDcpC, H. Q. Hampton 
Solicitor -General, W. F. Suyer 


j Of(U f Hamonr- Maker, C. J. Irvine 

i Co, it. nr. of Police, Gnpt. F. A. Hjii’c 

j Vhitf Protector if Altorinuics, 0. F. Gale... 

! Auditor-General, C. S. Toppin 

. f*ri,L. Medical Officer, J. tV. Hope, F.il.C.r. 

i Govt Pnntcr, M'. F. Simpson 

iiCgl.drar-General and Goct, Statisticiany 

Malcolm A, C. Fraser 

; fnsp,~Ge-ii. <f Schools, C. R. P. Andrews... 

. Govt Astronomer, 'VV. E, Cooke 

i ConmiLssioner of Ta-xafion, E. T. Owen ... 

; Surc-cyor-Generul, Il.JA^C.huson 

; Ch ief Justice, His Hon. Sir Stejdicn Heniy 

! Paiker jC2,ooo 

: Puisne Judges, Their Hons. R. F. Mac.Mil- 

Ian, R. B Burnside, and J . Booth each 1,700 

; Afuuit-General in London (vacant). Offices, 15 
' Victoria Street, S.W. j m , o 

Secretary, Reginald C. Hare. 

Transit from Loudon to Perth, 27 days. 


1,200 

600 ^ __ 

750 j ceded to Great Britain, while the chiefs were 
650 1 guaranteed the po.ssession of their lands, 
500 j forests, &c., the right of pre-emption being 
650 reserved to the Crown if they wished to 
SSc ! alienate any iiortion. This right was abolished 
800 i by legislation in 1862, when the Crown relin- 
100 i (iiiished its riglit of pre-emption, whilst at the 
700 ; same time the purchase of native lands for the 
800 j Crown did not a, bate, Imt continued side by side 
600 with the private purchases until 1894, when the 
right of nrivate mnehnse was wUlulrawti tua 


750 ' right of private purcliase was withdrawn. The 
> ! Maori Lands Administration Act of 1900 


450 j Maori Lands Administration Act .... 

800 i with its amendments restrains natives from 
850 I pauperising themselves by parting with the free- 
500 , hold of the baiatice of their lands. 

New Zealand in many parts is very moun- 
500 j tainous ; a mountain chain traverses the west 
750 j side of the South Island, culminating in Alount 
600 I Cook, 12,349 feet in height. The extremes of 
550 I daily temperature vary throughout the year oniv 
700 i by an avcntige of 20® ; London is 7*^ colder than 
ttie North Island and 4= colder than the South 
Island. The mean annual temperature of the 
wliole dominion for the difierent seasons is :— 
Spring, 55° ; Summer, 63°; Autumn, 57° ; and 
W inter,- 48°; and the climate is admirably 


adapted for rai.sing' every fruit, flower, and edible 
that flourishes in Great Britain. Amongst the 
productions are the Kauri pine (found only at 
the northeMi extremity of the islands), much 


Whitaker’s almanack, 1910 . 
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valued for sliipbuildiiig, and for its resin (Ejauri j 
gum) ; and the native flax, which is used for the | 
luaimfacture of ropes and tn ine. The principal ; 
e:q)orts in 1908 v»-erc wool (5^5,332, 78*), frozen ' 
meat (;^3,i88,5i5), gold 004,799), butter and . 
oheos'e (j^i, 954,601), agricultural products, tal- j 
low. Kauri gum and timber. Coal-mining is one ' 
of the largest industries, the output in 1908 being i 
1,860,975 tons, the approximate total output to j 
the end of 190S being 27, 108 , 517 tons, G old-mining, ' 
both alluvial and ' (iiiartz, is an important in- ; 
dustry in many districts, and rich iron ore, in ; 
the form of ironsand, has been found in Taranaki, - 
and in the form of brown haematite at Parapara, ' 
near Kelson ; copper is also found. j 

The total extent of land under all kinds of ; 
crop (excluding lands in artihcial gi-asses), and , 
of land broken up but not under cror>, is (1909) 
1,890,630 acres, wliile there are 23,623,528 acres | 
of land in sown grass, of which 8,868,205 acres , 
had not been lU'eviously ploughed. In 1908 the , 
number of sheep was 22,449,053 ; horned cattle, 
j 1,773,326 ; and horses, 363,259. In ilarch, 1909, 

‘ there were 2,674 miles of Government railway ^ 
lines in working order, and more under con- ; 
struction'; and 29 miles of private lines, together ; 
with an excellent coaching system. During 1908 
the vessels entered inwards numbered 658 (t< >11- [ 
nage, 1,361,047), and those entered oiitw^ards 656 
(tomiago, 1,331,30s), exclusive of coasting ve jsehs. ; 

X907-I908. X908-2909. 


Public revenue 

Public expenditure 

1)0. from loan acets... 
G ross public del dsxMci !. 
Accrued sinking fund, 
31 March 


^^9.063, 989 £9,001; 185 


8,213,965 

*3,318,650 

6<5,453>897 


1.785. S’ i ' 

'•■'4,294,737 

70.938,534 

3,156.389 


2,928,936 

1907. 

17.302,861 
20,068,957 
2,027,490 
7,657,278 
3,420,664 
2,277,700 

, 1908 (/>’. 0/ Tmdej ; 



3I;u.'Inn(;ry .. 4S9.490 
oil Cli.th IS5.729 

183,204 


1909. 

17,471,284 

16,317,494 

2,004,799 

5.332.781 

3,188,515 

1,954,601 


Total imports 

Total exports 

Gold export 

Wool export 

Bh'ozen moat export 

Butter and cheese export 
Total imports from b.K. 

AppJtrei ....£477-405 Linens 

B<>ok 8 143. ‘ 

Oluttinicalii . . 171.^* 

(Jottons 858,348 , Paper 

Uycl«........ 114,467 '( Ships ...... 

Usather 263,723 {HpiritJri S39.473 

Iron 1,341,567 j Woollens . , . , 6x1,608 

8,767,003 

Total exports to ir.K,, 1908 (f>. 0/ Tt'culc) :~~ 
IJoef /fresh' . .£S4i,6<« ,>bitt.)U . . £3.452.584 

Ruttesr 1,250,211 Skins S96.189 

Uhecst! 801,131 1 Tallow, tVf, 590,437 

Uein^) 4 W.. 53 S Wuul S. 94*.765 


iGum., 419,418 


• 14,664,331 


Idle general government consists of a Gover- 
nor aided hy a Ministry, a Legislative Council : 
appointed l>y the Governor (prior to 1891 the I 
appointments were for life ; since that date for ! 
seven years only), at pro.seut consisting of 45 
members, and a Iloiise of llepresentatives, con- , 
histing of 80 members olec.ted for three, years. 
Pour of theiuembem are Manias elected by the 
natives. "Women are entitled to register a.s 
eleetorg and to vote at the elections for Members 
df the House of Kepresentatives, but are not 
utiailflod for election nor for appointment to the 
L^slative Council, 

; *TOie"atate system of ed ucat ion la free, secu lar, 

I * howefar. Incluttes moa»y» 'Spetd imdcr 

. '\hmSt Acts” fox^ purchawstt »»f private 

I iwifiiiTO exjwj.«s in cotoeetlen there* 

I iUt it9!>7*8 «Did ii&6g6,ax7 in 19(^9, 


and compulsory. There were (December, 1908) •* 
1,9^ pulilic primary schools, with 3,989 teachers ! 
and 147,428 scholars ; there are also 307 private ‘ 
schools, with 18,367 scholars, and, in addition, 
97 village schools ior tlie Maoris. The higher 
education of boys and girls in the cities and large 
towns is carried on in 31 endowed colleges and 
grammar schools. The University of New Zealand 
has power to confer degrees. The annual imstal 
circulation was (1908) 189, 306,626 letters and post- 
cards, 41.358,93:3 newspapers, and 52,033,488 
books and packets, and the 'work is effected by 
3.133 post-offices. There are 10,404 miles of tele- 
graph line with 32,564 miles of wire. ■ \ 

JJefenees. — 'New Zealand has torpedo-boats! 
and submarine-mining steamers ; the Calliope •! 
Dock, capable of docking two warsldps, wars i 
subsidised by the Imperial Government in 1898. 
Capital, Wellington, in the Korth Island. . 1 
The estimated population of the chief ciiie.s ' 
and towns on i January, 1909, was as follows:-; 
—’W'ellington (and suburbs), 73,697; Auckland-; 
(and suburb.?), 93,544; Dunedin (and suburbs), ; 
61,279 ; Christchurch (and suburbs), 76,709 ; ; 
Invercargill (and suburbs), 13,700 ; Kapier, 10,459 ; i 
Palmerston Xorth, 11,650 ; Kelson', 8,650 ; Oamaru, j 
5,257 ; Petone, 7,200; Xiinaru, 8,ioo ; Wanganui, 1 
8,511 ; -Masteiton, 5.500 ; Greymouth, 5,079; ami \ 
Kew Plymouth, 5,352. 

Governor and Co}ninander-ui’ChieJ] H.E. * 

Kt. Hull. LordPliinkot, K.C'. 3I. b. ,K. c. V. 0, £7,000 ! 
Primte See., II. C. 'IV'aterheld. j 

A.D.C.'ii, Capt. the Hon, Kigel Gathornc- ; 

Hardy, Pdf. Brig. ; Lieut, W. J. SHrannoii, I 
' 16th Hussars ; Capt. John Hugh Boscawen ! 
(honorary). ' 

* 3 -:xr.cvTiVE Cou.NCiL (August, 1909). I 
(iliM Excellency the (Jovernor iwcsides.) | 
Pr>,ne ilinister, Minister of /'Vjienct', 
Tch’oraphH, IX'feiiee, Landr. 
and Com nU!<>ilvnor of State .Porcstt^, IXt. 
lT(.n. Sir Jusei»h George Ward, P.C., 

K.C.K.G £s,6oo 

Itailwajfr, Murine, and Luhoitr, Hon. 

John Andrew Millar 1,300 

yntire Minister and Minider of iStamp 

iJutu'is, Hon. James Carroll h 1,000 

Aftorneif'Gencral and Juniice, Hon. John 

George Findlay, K.c., l-L.P s,ooo 

PJducutiun. hnniiijratioii, mid Ciu^tovir, 

lion. George Fowlds 1,000 

Puhliti iror/jy ctnd Mi/wii, Hon. iloderick 

McKenzie 1,000 

fnfenial Afaira and Public Health, Hon. 

Davi<l liuddo 1,000 

Indiuitrieti and Comnieree, Tonrint and 
Health ihworLv, and AgricHlture, Horn 

Thomas Ma,ckenzie 1,000 

Pepresentinij the Natke Itaee, Hon. Ajn- 
runa Turuxia A'gata, 

Chief J 'tiee, Hon. Sir Bobl.-Stout, It. £2,000 

PiiitnL i(d;!es, F. -E. Chapman, T. Cooper 
( Welli iiffton ) ; W. B. Edwai'tis(A’.v6‘&te7uD ; 

J. E. Deuniston (Canter>.,.,‘y) ; J. S. 

I Williams (Danedinh ..each 

Solicitor-General, F. Fitchett, LL.P 

Controller d: A udU&r-Gen.J . K. Warburton 
Coinnn 8 )iioncr Crovt. Life Liburance PepL, 
i J. n. Eicliard.sou s.obo 


1,800 

1,000 

1,000 


* Meail>ers of the lixccuUvc. Council travelling within 
the Dominion t.n publie service are eutitlod to &h allow- 
ance ju)t exceeding £z xof!. fn-.r diem when so engaged, 
but net durmg attendance at a scBSion of the Generul 
Assejnbly. 
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”, ^'tfbUe TvU’)<h’e, J. W. Poyiitfm 
hispirfor3!enttd F. Hiiy, 

'i>hU< “ 


, .. , , , . gzs 

Uvalth, Jiospitak aufJ Cbarkabhy 
ImtkBthuF^ 'i'. £1. A. V.'iliiithie, P.KH. 800 


rM>rai-Si:c!iF.TAUTr,-, Arc. 

li>ki'r>i! Afai.r.-:, Pollen £sSo 

7'fVff.' .’07/, i'olonel Jl. J. Collins, I.S.o 900 

ii. Crider ■. . 750 

/ of .S’<‘/,ooo% Ceor^'e ifoerhen, 3L A. 725 
St for Edortifiui}, Sir E. tK Gibbs... 575 

Ju.<S‘F,'F. Wulde.rrJ'ave 650 

P/.'tiK'i' Woiivi, n. J, U. KiMVi" 700 

Croyu Lcmtk a.id I.oihbj/’ah'oo, V/i{li;iia 

C. KeiiHingtou, LS.0 750 

AVi7w)fmr-6'<?ifira/, F. \V. Msiiiisiivl*! 500 

ftorf. Prink )\ Joijji ]\iaeia.T 650 

i' of Taxfn (DoJ 3'cb»rr-G'i‘/j., 

P. HejiS.... 800 

(r( fti'ffd T. PonnyEC... 1,250 

Si (A\'0 Pos-f riJ/hjc, B. Robertsoa ... 900 

f^onuni.^h'v'iicr nf Sltnups, P. (\ Corliss pxt 

frurSieK.Lo K. Baiuford... 635 

f'‘rtS>:r‘>S'foriitttt'u Maie:i, T. H. Ifniuer 650 

ijbvefu'i’ jfvhi'itjH and Ohru.rrnhnien, A. 

iir.milton 500 

Pdifvr See. Safitr Depf., 'i'. W. Fisher 600 

Si>ii't\y!i'>r‘€idticmf .1, Sljauelion yco 

doe (Jttoioyitod Su/'roi/ J. 

Mackintosh lio3 1, PH.i)., F.n.G.s 800 

, .’•i-i'.'' ft,r Aoeuivlfere^ h'. S. Pojte 500 

I Sketviarp fur AnCoir, Fidward Tivirenr 545 

CiDiti.derioner <f lU>lier,\\' . Binnie 6co 

31(1 r me. 0. Aliport 500 

' ft) (jauhnt and Cieek of the 

E.u'unfih; J. F. Andrews 525 

, CoNihii'l h 7 Law Pmffiotj Opm;^ J. \V. Sai- 
! niond, M.A., J.L.K 1,000, 

Ubjh Vtumnimhrwr la Lomkut. Hon. W. Hall- i 

, Wealinujster Chambers, 13 Victoria ' 

> j 

J Sm'iiiarti^ C, ^Vrfiy Palllser. ; 

. PhtwLs Adt.ifiiiUnithm. -The Cook and i 

j tdlier i.diand.s, amsexed to the IJriti.-li Empire in , 
. Ositorjor, S900, JUKI inelndt'd in the bunndaries of j 
: \ev.' ih-aland siiitje June, 1901, eoU'd.^t uf the 
; iCi.ands ai llarot.-nea. AituLakl, ■MaiiGuia, Atin, 

I ALuske, Milhmt, n. Aranihiki, Kalwihan.aa, 1 

' and Xiue or S.'svaao l.si.'Oid, touudhor with a few j 
-n;u<I.,r i.d.ands, ami aie sifnateii in the .Si>nlh ; 
j Fai'Jiie, l»ei,wefa to S. Int. ami 156"'' to > 
K70 \V, The population <’ausi>,t.s of about ' 

J 13,000 iiathcs, fi'id 150 Europeans and other 
. nal/iouaiitlt s. The ehM produets are Uinanus, 

' . and ot!i.;}‘ irupierd fruits, eo]>i‘a, coh’ee, i 

; pearl'sAe;!, an.d i:a^si N sue). Tiie e\]»Oj*tsaventpe ' 

' ainuif ^33,000, and tin? iiss ports about ^$^45,000. ■ 
i narop- jpai is U.e chief i. lasid, wills a native. 
; po7»uiaUou of si. 300, and ji European popula- . 
lion of 107, The sovesTiment is administered ! 
J.H'ssdy si uier th.e direction of New Zesihand. I'he 
Conmiltu the Cook I-.isimis, nruler Use , 
, tiirection of the. Eesideni C'onunissioner sit E.a'o- | 
' tou-:\a, ieiiislaies for ail the islands except Niue, | 
which issts Ji lie.sldciil CommUskujer and sm jshind 
•; Cosmcll of its own. Alakea .Udki still remains ■ 
, as thfs head mitive chief of t];e Cook Islands, and 
n etd\c3 an allowauec from tlse Guvernment. 
Id'o/doiit Coiiihtksioner and Chief Jmkje.^ i 
Pueofo/nja, Cfipt. J. Ewsm dnuth, N.z.M. ;£‘3oo 
^ RtrifL tit GdnnuttO'sluue.r and Maijktrak, ' 

A7iop If. 0. Cornvviill 300’ 

: AVerjiugtoii, 36,000 mile.s ; trauoifc, 38 days. 


Jfi'n- 

This is a group of 200 to 250 islands (of v-'liich 
h some are, however, mere uninhabited islets and 
i rocks) in the South Pa<itic Oc^au, about 1,100 
! miles north of New Z<.ala..tt, which extend 
' 300 miles from east to west, and 300 north 
: to soiithc between 45'~-2i" 10' S. 3 at. and 
; 176^ E.-— 178^ W.'Cong. The gro.ss ai’ea of the 
I group is about 7,435 s<piare mi3*.:s. Tlie islands 
; are of volcanic oi-igin, with lofty mountaiii.*:, 

: am, -vv !1 wooded. The principal arc Viti Levu 
; (C.ea.. rTji) and A^anua Levu (Great Land). The 
; climate is equable and I'cmarkably Iieaithy for 
^ Europeans ; the average temi)erature in the 
j shade in the cool season is 72^, ri'-ing to 84' 

; in the hot sea.son, extremes lyiiig i. uVeen 60' 
i and 94°. A’^egetation is r(.markaiil\ luxuriant, 

I the chief pi-oductioiib being tiio bread-fruit tree, 

: banana, plantain, pea.-niits, ynms, and dab. 

' (taro), eocoamit, sugar-cane, tea, cotton, inako. 

: tobacco, and arrowrout. Sugar, pearl-shell'^, 

; maize, beehe-de-nier, coju*a, aiui coeoanut oli 
i W'cre for some time the chief exports, but the 
principal exports in 1908 were sugar, copra. 

' green fruit, and eocoanuts. The Governor 
I - appointed })y the Crown, and is asskted l>y an 
I Executive Council, consisting of .seven official 
' members. Laws are passed by a Legislativt' 

: Council, 01 wlncli the Governor is president, 

' and vvlncli tuitiiiis ten official and eight un- 
official jiKmlcis, of wiiom six are elected and 
, two (niti\.‘') nominated by the Governot. 

Native adni'amtiation is carried on through the 
; clnef.s under the Governor’s supervision. The 
Tiojuilatic.n (31 March, 3902) wms 120,324 (94,397 
native Fijians, 17,105 Indian immigrraiits, 2,439 
, Europeans, and some Polynesians and others). 


Public income 

Public exjienditure 

*Public debt.... 

Total imports 

From Brit. Colonies 

'Total exports 

To Brit. Colonics., , 


3906. 1907. xgoS, 

£^Ss, 4 z 4 £x 79.8 oz ^^378, 0:5 

349,374 156,831 X97>79S 

14341S J33.9*S ia4>siS 

609,496 643,007 662,634 

568,077 629,953 646,099 

603,410 882,364 878,303 

587,842 856,073 878,3x2 
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Capital, Suva, in the island of Viti Levu. 
(Joeemor, IL E. Hir Everaid iin Tliurn, 

K.C. M.O., O.B. (Citul £300 a,s lliijh 

Co fit Hi. 0/ Weeioru Pacific) 

ChkfJiirilceJPK Hun. ( harles Afajt r(and 
£300 a>s Chief Judicial Coniine., \ye.ueni 

Paeifie). 

Colonial Seeretarif and /level foe'iji'ni/eal, 

Eon, Eyre Hutson 

Aesf. Do., n. S. I>. Rankine 

Aitaemif-Gen., Hun. A. Elrrhaiiit .. 

Chief Med leut OJieee, Hun. G. W. A. L\' ^-h 
Co in tnks loner for Lnnde. Hon Ihs(sn Blaiv 
Satire Comni Isrioner, Hon. W. HutheGand 
Aifcnt-Gca. of Put niigrat Ion. A. K. Coates 
/kplbirar ofSapn me Court and Pealwrar- 
General, M. T. Bods 

Collector of Cinrioms. J. K. AL Eos.s 

/ nn/h.ofor-General of( 'on.d((bfdanfd'Prkt)ns 
d: Sheriff, Ron. Lslay ArcOwati'(m*G‘u,i) ... 6co 
Colonial PorinuiHfvr, il. P. ft. Julian 450 

Chiff Police Magktrafe, G. G. Aluxandi r... 430 

Suva is 33,000 miles froni lomlou ; tv.umit from 
London, vili Vancouver, about 30 day.s ; and 
■ad Sydney, about 44 days. 

. * ;£^SS.8 i5 to Imperial Govt^rmuent, Lt aniig im ini-erest. 
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lapa. 

The tenitory of Papiia, formerly known as 
British New Guinea, comprises the southern and 
south-eastern shores of the island, from the 
341st meridian of east longitude eastward as far 
as East Cape, and thence north-westward as far as 
the 8th parallel of, south latitude in the neigh- 
bourhood of Mitre Rock, together with the teni- 
tory lying south of a line from Mitre Rock, pro- 
ceeding along the said 8th parallel to the 347^1 
degi'ee of east longitude, then in a straight line 
in a north-westerly direction to the point of inter- 
section of the 6th parallel of south latitude and of 
the 144th degi*ee of east longitude, and continuing 
in a west-north-westerly direction to the point of 
intersection of the 5th parallel of south latitude 
and of the 141st degi'ee of east longitude, together 
with the Trobriand, Woodlark, D’Entrecasteaux, 
and Louisiade groups of islands, and all other 
islands lying between the 8th and the 12th 
parallels of south latitude, and between the 141st 
and the issth degrees of east longitude, and not 
forming part of the Colony of Queensland ; and, 
fm’thennore, including all islands and reefs lying 
in the Gulf of Papua to the northward of the 8th 
parallel of south latitude. The ports of entry 
are Samarai, Port Moresby, Daru, and Bonagai, 
There is an Executive Council of 6 members, 
who, with 3 non-official members, form also the 
Legislative Council. 

Capital, Port Moresby. Pop., about 1,500 
natives and 100 Europeans. 

X905-6. 1906-7. *907-8. 

lievenue ;j^ao,236 jQz6,oig 

Grant 20,000 20,000 20,000 

Expenditure 41,804 45,336 48,525 

Imports 79,761 87,776 94,061 

Exports 80,291 63,756 80,6x6 

LxeiiUnant-Gowmor and Chief Judicial \ 

Officer, *.I. H. P. Murray .£19250 

Govt <Sfec.,*Hon. A. M. Campbell 700 ! 

Administrator, Commissioner for Lands, 
Director of Agriculture, Mines, and 

1 Works, *non. M. S. C. Smith 800 

1 Treasurer, Collector of Customs, and Post- 

j master, ^Hon, H. W. Champion ,500 

Chief Medical Officer, *‘B.<yn. 0. 0 Simson... 425 
Resident Magistrates: Central Div., B. W. 
Brnmell ; Western, 0 . B. TIigginson ; 
Mastern, C. 0 . Turner; North Eastern, 

W. M. Strong ; fiouth Eastern, F. Gull ; 

Gulf, J. T. O’ A! alloy ; Mainhare, A. P. 
fyons; Kntnusi, W. N. Beaver £300 to £450 
* Members of the Executive Council. 

Port Moresby is 12,000 miles fr«jm London. 

Pacific Eslantiji. 

(x) The British Solomon Islands, protected since 
1893, and consisting of Guadalcanal*, Malaita, 
hlau Cristoval, New Georgia, and other islands 
.situated in about S. and 160'^ E., with a total 
area of about 8,500 square miles. The Santa 
Cruz Group and several other islands wei-e incor- 
ixirated in the Protectoiate in x8q 8 and 1899 ; 
and in X900 dioiseul Ysabel, with the islands in 
Bougainville Straits and Lord Howie’s group, were 
transferred by treaty from Germany. The reve- 
nue in X908-9 was £10,604, and the expenditure, 
£x 2,6*8; exports, X907, £51 ,602; imports, £49, 252. 
Buroijean residents, 230 ; native pop., x^,ooo. 
The seat of government is Tulagi. 

Charles M. Woo<iford£8oo 
<2) The GiRmi and Ellice Islands Protectorate, 

The Gilbert Group, situated between 4^= N. and 
3^ S. latitude and 172° and 177° W. longitude ■' 
consists of x6 islands, with several small islaiuls ; 
or islets depending upon them ; and the Ellice i 
Group, between S. and ro} 4 ° B. latitude and 
176® E. and 179 *58° W. longitude, consists of nine 1 
islands. Ocean Island (or Paanopa), in lat. ! 
0^52' S. and long. 169° 35' E., was included in the ’ 
Protectorate in 1900. Total area, *66 s<fuare ’ 

miles; population, about 35, 000 and 80 Europeans. ’ 
Revenue, 1907, £4,620; expenditure, ^£4,3^ ; int- * 
ports (1900), £20,369; exports (chiefly copraiJ 
£21,582. f 

Resident Cornmmioner, (yncmit) ........ £800 

(3) The Tonga or Friemily Islmids.—X pi*o- • 

tectorate over the Tonga Islands was proclaimed : 
X9 May, 1900. These islands are situs, ted in the '■ 
Southern Pacific to the E.S.E. of Fiji, and 390 ■ 
miles therefrom, with an ai'ea of 385 square! 
miles, and a population on Jan. i, 1905, of ‘ 
2x,xo3 natives of Tonga, 300 other natives, 155 * 
British subjects, 89 foreigners, and 120 Imlf - 1 
castes. Tlie limits of the group are between 15^ 1 
and 23*^ 30' S. and 173° and 177^ W. Tongatabu is ? 
the seat of government, the king being Jioaji ; 
Tiibou II. Soil generally is fertile ; the principal j 
exports are copra, fungus, gi-een fruit, kava, J 
and candle-nuts. Revenue, 1908, £33,592 ; ex- ! 
penditm'e, £42 ,x 42 ; imports, £98,166 ; exi>orts, | 
£333,272. Of the total shipping, 136,^7 (1908), i 
132,^ tons were British. i 

Agent and Consul, W Telfer Campbell £850 ^ 

(4) The Phoenix Islamls (Wilkes, Gardner, i 
Birnie, Hull, Enderbmy, Phomix, and Sidney), ' 
between 2° 30' and 4*^ 30' S. and x7x'^ and X74‘^ W. j 

(s) The U nion, or Tokelau, Group of six islanck 
and some islets (Quires, Fakaafo (3), Nuknnono, > 
and Atafii). £ 

Depatjf Conimimoner, H.M. Agent, Tonga. ) 

1 (6; Pitcairn Island, situate in lat. 25^’ 3' 30'^ S., 1 

j long. 130"^ 8' 30" W. Pop. (April, 1907) 144, S 
descendants of the mutineers of if. M.S. Bounty, ! 
Arrowroot is manufactured and exported. i 

Deputy Commissioner, A. L. S. Rowley (fI,M. '< 

Consul for the Society Islands), \ 

Chief Magistrate, Edmund McCoy. 1 

ii) Fanning Island, in lat. 3° 51' 33' N. , long. ; 
*59® zi’ 50" W. Pop. , 23 European, s in coniiection j 
with Pacific cable .station, and about 200 Gilbert 1 
Islanders in copra industry. i 

Deputy Commissioner, William Bent. | 

(8) The N&iv IJebrides Group lias between t!io | 

X2th and aoth degree.s of .south latitude and the ; 
i65tli and 170th oi east lf>ngitude. In xoo6 a ' 
Convention was .signed under which the atfmin- ; 
istration of the Group was assumed by Great i 
Britain and Fi-ance. British and ftTench Re-i- 1 
dent Commissioners were ?qq)ointed in *907. j 
Nat. pop. about 300,000. European 677. Priiici]>al \ 
exports, inair.e, (topra, and bmiana;-, also collee, j 
timber,' and sulphur. A British sleuiner runs 
regtil.nrly between Sydney and the group, and ! 
French steamers from Byduey and New Caledonia. 1 
High Commissioner, .Sir Everard im Thurn, | 

lv.C. 3 I,a., O.B. i 

Assistant to the High Commissioner, A. W. j 

Mahafty £800 ' 

British Resident Commissioner, M. King ... 800 ; 
French Resident Commissioner, C. Noiifilard ; 

(9) Tliere are also a large uumber of scattei-ed | 
groups and i.solated islands. 

1 High Commissioner, The Governor of Plji,..£3oo 1 

1 Chief Judicial do,, Tlie Chief Justice of Fiji 300 1 

1 Sec. to High Commn,, A. Montgomerie (aetg.) 450 ; 
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1 TiiK West Tntlies arc an immense number of islands and islets, some of them mere rocks, 

I cxtcii{iirt.!:r from ro'^ to 27'^ North, and from 59® 30' to 85^^ West, comprisirig a total 
j area of about 95,ocx> square miles, of which the Greater Antilles occupy lUft less than 
! 33 ,<X)o Square iiules. Tlie prevalent character of the islands is bold and mountamous. 
j The liijniicst ])oint.s are about 8,cx>o feet abo"e the sea-level, and several of the islands 
i coiilaiu active vfdcaiioes, while nearly all of them show sij^ns of voloaiiic action. The ! 
; mean yearly tem'perature of the islands is about but that of t})e }ui;-her lands is * 
I nCte>a uiuch less. The seasons alternate from drought to moisture, and in most parts of ' 
i the arrhsjielago there are two wet and hvo dry seasons. On the whole it may be said j 
j that tiic climate is gcTiorally healthy, and betw'een the months of November and Iklay j 
I in many of tlie ishnula it is deliglitfiil. The vegetable ]>roductiims are both varied and. j 
I ahijiolant, the principal articles of commerce including sugar, bananas, oranges, coffee, ■' 
■ ec»coa, cotton, pimeist{», nutmegs, indigo, tobacco, maize, guava, ginger, coco-nuts, 

I annorto, aloes, sassafras, the ca.stor-oil tree, cabbage-tree, and niedicimil dnig.s. Of the 
; more common fruits there are the pineapple, pomegranate, cocoa-nut, oranges, lemons, 
f; limes, ckrons, tlic mango, shaddock, papaw, banana, and plantain. Yams, .s’lVGet potiitoes. 

I and manioc aLo grow freely. The mountains in the greater islands furnish a varied 
; abundance of timlier, including mahoganjg cedar, iignuni-vitje, iron-w'ood, Indian-dg, well 
I adajited for eabinet-w'firk, shipbuilding, and other arts. Indian corn yields abundant crops 
1 almo.^c everyvrhcro; and rice in the island of Trinidad. The total population is nearlj' 

{ 4,ox.o.Qoo, of wluun above half are negroes, while the remainder are chiefly mulattt^es. The 
islands at, the time of their discovery w’ere inhabited partly by the Caribs, a tierce and 
warlike race, and partly by a loss savage race known as the Arrowauks; but bt>th these ' 
native Indian races are now practically extinct. * | 

The first spot on which Columbus landed in the New World in 1492 -was San Salvador, ! 
one of the Bahama.^. On tlic same voyage Cuba and Hispaniola were discovered, and 
the other islands very shortly afterwards. For some time the West Indies remained in the 
undisputed possession of Sjuiin, subject only to occasional visits from Frencli and Blnglish 
shi[)S. At the comuionccmcut of the lytli century, however, the English, French, and 
Hutch began to form settiemonts, and to import negroes from West Africa to work the 
plaiitatioiis ; anfi whenever war broke out in Europe it spread to the West Indies. Thev 
are mov divideii as fi'llows ; — JJriihh : Jamaica, Turks and Caicos Islands, Cavman Islands, 
and Morant and Pedro Cays : all the Bahamas ; Antigua, Montserrat, Nevis, St. Christopher, 
Dominica, the Virgin Islands, Grenada, St. Vincent, St. Lucia, Barbados, Trinidad and i 

fp' -A 1 J.I. : .1 .... .. iS' i.1. - ... . J. ‘i* .1. TT-. t.. rt »■ ’ .. . . " ! 


i Margarita. Inf/epnyknt : Hispaniola (divided into Hayti and San Domingo) and Cuba. 

. The British Islands have an area of about 13,73080121116 miles, and a population of 1,3^0,000. 

_ Disastrous hurricaue.s liave from time to time visited the islands, and earthquakes have 
^ <‘ause<l havoc iu many of the towns, as reference to former editions will reveal. 

, D»ane.stjc Imports from United Kingdom, 1908 square miles, and a population, in April, x8ox, of 
j (IJoard of Trade) 639 . 49 *. showing an increase during the previous 
i;i 9 s.as 37 ! Macsinery ..j^s<5,63o decade of 58,687; in 1891 the wlutes mnnhered 

' rS'n ® S'S* ”•* 14,692 ; coloured, 1*1,955; blacks, 488, 624, and there 

i Hap “ Qumber ofowlies ami ruiiwse. Tlie rati- 

; Lcatlicr .... 77, | Woollens .... lis'isM mated population on March 31, 2907, was 830, 26X. 

I 23s, 534 ^ Jamaica was discovered on Jlay 3, *494, by 

i Kingdom. .508 (Board bA"? wTlrnMn 


M'oom. Uiw ss;.93» 1 !sniei>H 130,353 ..uc iojAMu, Wiuuii ciiieL,iuui.e« aucr a inning 

Cottnn, Huvv xfio,49o [ suguv 376.24S resistance. In 1670 it was fonuaily ceded to I 

I £») *23,3*5 England by the Treaty of Madrid. \ 

1 TIM iitM * B'rom the sea-level on all .sides of Jamaica a 

; alK>,igi„,-dly Xay.;,Nr..r. laud ot.Wood and and 

Situate m therm-ibbean Sea, attaining,, in the culmihatiiig Pejik of the*Blue 
i w Mountains, in the eastern part of the island, an 

' f ? ■ 32 boi lb lat. and 76 IS - 78 *i W. long, elevation of 7,4*3 feet. From these mijuntains at 

^ mq.stvaluab e of the Lntisli least 70 streams descend to the north and south i 

; being 144 luiles in length and shores, but none are navigable except tlie. Black i 

I * *9 extiem e bre adth, c o ntainin g an area of 4, 193 Eiveiyand that only for .small craft. There are ^ 

I * Tlie flovemment of .Tain.'iiea jmblishes aiinuallv a and the island is inter- ! 

[ Handlxiok of the Island, full of information respecting secteci by good roads. There are 185 miles of j 
I uie history and persannei of the island. , railway open. Telegraph Stations and post-offices 
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are established in every town and in very many 
villages ; the number of accounts open in the 
savings banks was 39,44<5 (1909), IMost of the staple 
products of tropical ciuuatos arc raised. Sugar 
and rum are manufactured and exported ; 
latter is still counte<l the best in the world ; and 
the coffee raised in certain districts of the Blue 
■Mountains fetches the highest price that is 
given in the London market. There is an ex- 
tensive trade in fruits, chiefly bananas and 
oranges, with the U.S.A. and IJ.K. Maize and 
ludtan corn glow luxuriantly. The Guinea 
gi'a'^s, from four to six feet in height, grows wild, 
and is superior to any otlier for pasturage, while 
the wooils furnish an abundance of rich dye- 
stuffs, <1rug.s, and spices, and the forests abound 
i iu the. rarest of cabinet woods. The Goveimor 
I is assi.sted by a Privy Council not to exceed 8 
I members ; the Legislative Council consists of 
the Governor, the' senior military officer, the 
I Colonial Secretary, the Attorney-General, the 
! IHrcctov of Public Works, and the Collector- 
i General (all cx ofido), and of such otlier persons, 
liot exceeding 10, as the King or the Governor 
m.iy appoint, called dominated Members, and 14 
ciccled by the people, being one for e.acli parish 
of the island. The i.sland is divided into three 
countio.s, Surrey in the east, l^liddlesex in the 
centre, and Cornw.all in the west. The principal 
city is King.ston, the seat of government and tlie 
largest port and town, pop. 46,542 ; the next in 
importance are Spanish Town, pop. 5,019, and 
Montego Bay, 4,803. Chief exports : Fruit, 54*9 ; 
coffee, 5-5; .mgar, 3*6; dyc!-woo<ls, 2-4 ; pimento, 
6 8‘, rum, 8*9 ; and minor product.^, 17-9. The chief 
imstomers arc the U.vS. A. . S7‘8, and the G .K. , 21 -5. 

1997-8. igoS-g. 

Public general revenue ... ^^1,021,937 ;iCi,075,389 

Expenditure from income. 935.384 1,052,101 

E.xpenditure from loans ... 3.820 9,395 

Public debt 3.736.690 3,776,617 

Total imports 2,9x4.013 2,420,335 

Total e.xi>orts 3,376,202 2,268,253 

Cupta fti-Geneml n ud. Goveriior-i n-Oh Irf, 

11. E. Sir Sydney Olivier, k.c.m.o £s.o<>o 

Aide-il’-Cani/J and Private Secretanj, 

Lieut. C. H. Kobiaso!! 

j Joint Private Secretanj, W. Melville 

j Fester, B.C.L 

i (Mndp. Troops, Brig. -G cncial J. W. A. 
Marshall, o.b. 

1 f’olvnial Srrrdar)f, ,H'ou. Philip Clarke 

I / Cork, C.M.d. ■ 

! AssU-t. Crd'.nilal Smrtarp, 11. , Foil nst one... 
j Autllfor-Grn., Tlnu. L. .L Bertram, C.M.O. 

Ifirt’ctnr l*ubAi orks, P. ,11. A. Willoughby, 

Pirertorof Afjni'ultarr, H. H. Cousins 

Hiiiipmfwn Atjenf in Judin, Marsden... 

I lurpctifor-Gi-nernl of Police and J*risoits, 

It. -Col. A. E. Kewhaw 

! imp.nf Schools, Mon, J, 11. Williams, 

3r.A 

■ Med. OiHcir,llou. J. E. Ker, M.h.c..s, 
i J^rotertor o/'j nnnlprants, 0 . W. Doorly ... 

Treasurer, E. d. Audrew.s, i.s.o 

Postmaster, J. B. Lucie-Smith 

Colled or~General, Hon. A. H. Miles, I.S.O. 
Cdledor of Customs and Shipping Master, 

. Kingston, E. A. vSavage 

Government Printer, J, C. Ford 

CkkfJwiice and Keeper of JieeordSt His 

Horn Sir Fielding Clarke * 3, 000 

.Ptdsm Judge, Hon. 0. H. Beard 1,000 

Seeond PiMsm JtaJge (vacant) *,000 


1,200 

600 

800 

1,200 

600 

soo 

800 

700 

800 

350 

650 

600 

800 

SOO 

Soo 


Registrar Supreme Court (vacant) £600 

Attormy-Gen., Hon. E. St. John Branch... 1,000 

Crown Solicitor, A. W. Farquharson 'S20 

Administrator-Gen. and Trustee in Banh- 

niptcy, .John M. Kethersole 400 

Registrar-Gen. and Deputy Keeper of Re.- 

conis, D. Balfour 600 

Kingston, s.ooo miles ; transit, 12 days, 

TUKKS AND CAICOS ISLANDS, 

These islan<is geographically form a sort of 
annexe of the Bahama group, from which Govern- 
ment they were separated iu 1848. In 1873 they 
were annexed to .Tamaica, from the north-west of 
which they are distant about 420 miles. They 
have an area of about 170 square miles. I’lie 
population in 1901 was 5,287, of w'hich the princi- 
pal iisland, Grand Turk, contains 1,731. Salt is- 
the principal industry of the islands, and Sisal 
hemp is growm and exported. 

A Commissioner administers the government of 
the Dependency, a.ssisted by a Legislative Board. 
This Board has control of local finance, and passes 
local ordinances, subject to the assent of the 
Governor of Jamaica, who is also the medium of 
eommiinication between the Commissioner and 
the Colonial Office. The Legislature of Jamaica 
has the iiower to pass laws applying to the Turks 
and Caicos Islands, and the jurisdiction of the 
Supreme Court of Jamaica extends to the Islands 
in matters of divorce and matrimonial cau.se.s. 

1906. 1907. 1908. 

Be venue ^^6,809 ;^7,39i £ 7 Ao 4 - 

Expenditure 7,080 7,119 7,430 

Total imports 27,752 27,660 24,426 

Total exports 24,940 23,817 24,798' 

Commissioner, Fredk. H. Watkins, I.S.O. £6oq 

Judge Sup. Court, (va<,‘ant) Soo 

Grand Turk, from Avoinnouth, X2 daj'S. 

CA VMAN ISLANDS. 

The Cayman Islands, forming a dei>eudeRcy of 
Jamaica, are situated between the meridians 
44' and 81° 26' W., parallels of 19" 44' and 
19° 46' N., and consist of three islands, Grand 
Cayman, Cayman Brae, and Little Cayman. They 
are said to have been discovered by Christopher 
1 Columbus on his return voyage from Porto Bello 
' to Haiti, and called “Las Tortugas.” 

; The islands were originally a rendezvous for 
I pirates, as is evidenced by the finding every now 
! and again of “treasure” buried iii the earth 
' close to the sea coast. 

I During General D'Oyiey’s government of 
Jamaica measures were taken for the protection 
j of the islands, Init no attempt v;as made to 
colonise till 1734, when Daniel Campbell, John 
' IMiddleton, and Mary Campbell took out a patent 
' of land iu Jamaica for all the land on the north 
j side of Grand Cayman. 

The climate is for the most part healthy. The 
j population numbers aliout 6,000, the majority 
being whites. The principal occupation of the 
; inabitants is the .seafaring life, there being no 
■ manufactures and no other means of livelihood. 
The government is administered by a Com- 
missioner, assisted by a Legislative Board, iff 
the same manner as the goverisment of the 
Turks I.slaiids. The principal town is George- 
town, in Grand Cayman. 

j Commismner and Judge of the Grand Court, 
George S. S. Hirst. 1506-7. 

Eeserve Fund .£4,000 

Total imports 28,000 

I Total exports 16,000 
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THE BAHAMAS, 

^ <i chain of islands lying between 21° 42'— 27° 34' 
K. lat. and 72° 40'-- 79° s’ W. long. The group 
consists of about twenty inhabited islands, and an 
; iniiiiense number of islets and rocks, comprising 
I an area of about s,794 square miles, and a popu- 
I latioii in 1908 of -<50,283, the most pait being des- 
! ccndants of liberated Africans, The principal 
: islands are: Kew Pimidence (containing the 
; capital, Nassau), San Salvador, Abaco, Grand 
I Bahama, Long Island, Eleuthera, Exuma, Maya- 
1 guana Harbour Island, Great Inagua, Andros 
I Islands, Watlings Island, Rum Cay, Long Cay 
5 (F.I.), Ragged Island and Biniinis. Originally 
[ settled by Englishmen, the Bahamas were, in 
I 1781, surprised by the Spanish, but at the peace 
I of Versailles were restored to the English. Tlie 
I climate is salubrious, and in the winter Nassau, 

! which is outside the tropics, is frequented by 
; many Americans. The chief industry is sponge- 
: gathering; the exports of sponge in ig^8 being 
! valued at j£!94,j6i. The fruit trade, principally 
' with the United States, is also important, the 
, total value of pineapples exported in 1908 being 
: 1,856 ; bananas, coco-nuts, fruit and vege- 

i tables are also exported. Mahogany, ligimm-vitse, 

' mastic, ironwood, ebony, logwood, and satinwood 
! are found throiighout the islands ; tobacco, castor- 
' oil plants, and cotton flourish, but enterprise is 
j lacking to encourage these industries. A fibre 
! industry is fairly established, the land under the 
i fibre plant being 25,000 acres, and the value of 
I Bahamas hemp fibre exported in 1908, ^£[42,627. 

I The imports are chiefly food-stuffs, wines, spirits, 
cotton, silk and worsted fabrics, and hardware. 

1 Tile Government is vested in a Governor, aided 
; by an Executive Council of 9 members, a Legis- 
i iative Council of 9 members, and a Representative 
5 Assembly of 29 members. 

* Capital, Nassau. 1906. 


! Public revenue 
I Expenditure .. 
i Public debt .. 

1 Total imports 
j Total exports 


£79.058 

711,087 

69,991 

329. 1 IS 

221,925 


^1907- 

£89,694 

79.790 

66,680 

372.937 

233.232 


1908- 

£81,861 

99.655 

63,124 

369,490 

183,558 


Gov. ,H.E; SirWilliam Grey Wilson, k.c.m.g, j^2,ooo 


• CJi iefJu8tice,S>h' Ormond Brimmie Malcolm 
i Colonial Secretary^ W. Hart Bennett, C. M.G. 

j Attormy-Gen.^ F. C. Wells Durraiit 

1 Receiver-Gen.., WL R. Hunt 

i Rod master, J. A. Thompson ......... 

! Surveyor-Gen., William Miller .... 

I Provost-Marshal and Commandt. of Con- 

' dahidary, C. A. Fraser 

i Stipendiary cL* Circuit Magistrates, J. M. 

1 Rae ; (a vacancy) .each 

Inspector of Imperial Lighthouses, Comm. 

; F, J. Lobb, 11.N. 


1,000 

600 

400 

Soo 

350 

$00 

soo 


800 


Nassau is distant 4,000 miles ; transit, 14 days. 

I THE LEEWARD ISLANDS. 

: The Leeward Islands under British authority 
\ consist of the 5 presidencies of (1) Antigua, with 
Barbuda and Redouda ; (2) St. Christopher and 
’ Nevis, with Anguilla ; (3) Dominica, under Ad- 
! ministratoi's ; (4) Alontserrat ; and (5) the Virgin 
I Islands, all, except the latter, having their own 
j local legislature. These 5 presidencies make 
! up the colony of the Leeward Islands, which is 
] administered by a Governor, to whom the Ad- 
' tninistrators and Commissioners are subordinate, 


^ local Legislatures on certain subjects. The federal 
1 colony in 1901 contained 127,434 inhabitants 


(56,952 males and 70,482 females). The General 
Legislative Council consists of 8 ex-ofido and 8 
elective members with the Governor as President. 
Gov,B.. E. SirBickhamSweetEscott,K, c. M. G. j^2,6oo 
Private Sec. and A.D.C., Capt. L, E. 0 . 

Charlton, i>.s.o. 200 

His Honour J. S. Udal 1,000 

Pttisne Judge, His Honour F. H. Parker 700 
Colonial See., 

S. Sidney 600 

Assistant Colonial Secreta'i'y, E, B. Jarvis... 350 
Assist. A.-G., St E. (), Wattley ... 200 

„ „ Dominica, S. R. Pemberton 200 

Auditor-General, W. D. Anchinleck, i.s.O. 520 
Govt. Analytical Chemist and Supt of 

Agriculture, P. Watts* O.M.G., B. Sc 800 

Inspector of Schools, Chas. M. Martin 300 

1906-7. 1907-8. 1908^. 

Public revenue ... £138,155 ;£iSi, 520 j^xS4,333 

Expenditure 129,998 134,273 146,2x6 

Public debt 274,650 273,850 273,650 

Imports 423,752 517,424 567,593 

Exports 392,154 521,509 536,312 

Ti’ausit, 13 to 16 days. 

(i) Antigua (and Babbuba), 

Antigua is the seat of government ana residence 
of the Governor-in-Chief. It lies in 17° 6' N. lat. 
and 61° 4s' W. long. , and is about 70 miles in cir- 
cumference. Its area is nearly 108 square miles, 
equal to 68,980 acres, of which nearly 17,000 are 
under cultivation. The population (with Barbuda) 
in 1901 was 34,953, including 15,861 males and 
19,092 females. Settled by the English in 1^, 
and granted to Lord Willoughby by Charles n., 
this is one of those islands which has always been 
more distinctively English. It was at one time a 
naval and military station of some importance. 
It is much less hilly and wooded than the other 
leeward Islands. It is largely given up to the 
cultivation of sugar, and two central sugar fac- 
tories have been erected, sugar canes being pur- 
chased from surrounding estates and peasants. 
A considerable amoxint of cotton is being planted; 
it^also exports molasses, tamarinds, and arrow- 
root. In March, 1898, the Crown Colony system 
of government was instituted. 

Public revenue 
Expenditure ... 

Public debt ... 

Total imports 
Total expoits 
Capital, St. John’s, population (%9ox), 9,26a. 
President & Island Sec. (the Col. Sec. of the 
Leeward Islands), E. St. J. Branch. 

Treasurer, A. E. Eldridge £350 

Magistrate, W. H. Wliyham, I.S.O.. 500 

CoU^iial Engineer', Mackison, C.E. 450 
Barbuda is situated 30 miles N. of Antigua, of 
which it is a dependency, in lat. 17° 35' N., long, 
6x° 45' W. Area, 75 square miles. Population, 775. 
The island is flat and fertile in parts, producing 
cotton, corn , pepper, tobacco, and vegetables. It 
was f or nierlya possession of theCodrlngtonfamily. 

Magistrate, 0 . Nugent ^50 

Manager, H. G. S. Branch 150 

Medouda, a small island with a phosphate 
industry, has a populatio}i (igos) of 18. 

(2) St. Christopher (St. Kitts) and Nevis 
, (WITH Anguilla). 

The islands of St. Kitts, Nevis, and Anguilla 
were united in 1882 to form one Presidency, and 
taken together they had a population (1901)01 
46,446, and a total area of about 150 square miles. 


1906-7. 

1907-8. 

1908-9. 

£44,175 

£So,6zo 

£51,502 

44,639 

46,968 

49,964 

130,700 

130,500 


132,763 

168,396 

*:'i ,587 

95,971 

174,972 

179,106 
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The climate is decidedly healthy for the troi^ics, 
the temperature being from 78° to 85°. 

St Kitts, the principal island of the Presidency, 
and the oldest colony in the West Indies, is 
situated in lat. 17° 18 N. and long. 48' W., and 
comprises an area of 68 square miles, its greatest 
length being a8 miles, and greatest breadth about 

S miles. It is one of the most eff ectively cultivated 
sugar islands in the West Indies, a continuous 
line of gi’een estates sweeping up all round the 
coast from the sea towards the central cone, which 
rises to a height of 3,7x1 feet (Mount Misery). Tire 
capital, Basseterre, pop, (xpox) 9,962, is a port of 
registry, and had 64 sailing vessels of x,x35 tons 
in 1908. 

Nevis (separated from St. Kitts by a strait 
some 3 miles wide) has an area of go square 
miles, with a population in 1901 of *2,774. Sugai*' 
cane and cotton are grown. Its greatest eleva- 
tion is 3,596 feet. Chief town, Gliarle.stown. 
Pop. (190X), 1,050. 

is about 60 miles K.W. of St. Kitts, 
16 miles in length, and varies in breadth from i to 
3 miles, containing an area of 35 square miles. 
Population (xooi) 3,890. Salt is the principal pro- 
duction, besides cattle, ponies, and garden stock, 
while cotton is extensively cultivated, 

1906-7. 1907-8. 1908T9. 

Public revenue £49,6x2 ;i^47j9*3 

Expenditure. .47,228 47,170 46,443 

Public debt SS,343 43,646 51,891 

Imports 158,8x8 180,347 184,002 

E.xports 160,195 *89,903 ' x8o,S39 

Administrator, T. L, Roxburgh ...£joo to ;^9oo 

Clerk, Primte Sec., <ke., G. C. Johnson 250 

Treasurer, lSidw&,Yd E. Jones 37S 

Reg. of Shirking < 1 ‘ Ship. Master, E. Deraviu Fees 
Magistrates ; St. Kitts, Hon, P. S. Wigley, 

I.S.O., ^400; Captain A. ][h.>ger, ;^35o ; 

Nevis, Hon, C. A. Shand, £350 1 A/ignilla, 

Dr. W. F. Samuels 250 

Supt. of PublicWorks, Hon. L, M. Kortright 400 
(3) DOillNICA, 

the largest island of the colony, and the loftiest 
of the Lesser Antilles, is situate between 15^20'— 
15'^ 4S' N. lat. and 61^ 13'— 61° 30' W. long., 95 
miles S. of Antigua, and is about 29 miles long 
and 15 broad, comprising an area of 291 sq. mile.s, 
or 186,240 acres, of which about 70,000 acres are 
under cultivation. Tlie island is of volcanic 
origin and very mountainous and picturesque, 
abounding in streams fairly well stocked with 
fish, and the soil is very fertile. The tempera- 
ture varies, according to the altitude, from 55^ to 
8$^ Tlie cultivation of sugar has been practi- 
cally replaced by cocoa, limes, coffee, and fruit. 
The population numbered 29,000 iu 1901. The 
climate is healthy, and during the winter months 
very pleasant. Yellow fever is unknown, and 
from Jfovember to Juue the island is .suitable as 
a health resort for pulmonary and rheumatic 
invalids. There is an Executive Council com- 
posed of official ami unofficial members, and a 
Legislative Council, con.slsting of the Adminis- 
trator who sits as President, and 6 official and 6 
non-official members nominated by the Governor. 

principal towns are Roseau, on the south-west 
coast, population {1901) about 6,000, and Ports- 
mouth, population aiiout 2,500. 

1906^. 1907-8. 1008-9, 

Public revenue...... £34**49 £39*865 £42,147 

Expenditure 3*,‘>55 31,486 37,178 

Puolic debt 52,542 51,0x5 50,359 

Imports 103,224 128,650 153,114 

Exports 106,246 124,294 X 12,0x3 

Admimstratof, Hon. W. Douglas young,C.M.a. 
(with £100 allowance) ............ £700 to £900 

Private Sec., Edward Baynes 250 

Hon. W, H. Porter 400 

Colonial Engineer, W.A. Miller, a.m.i.c.E, ... 600 

Registrar, Hon. C. Musgrave 325 

Magistrates, Hon. W. Coull, £350; R. F, 

Garraway ; N. C. Rnggles 300 

Medical Officers, H. A. A. Kicholls, c.M.G., 

£400; W. R. Williams, £300 ; L. S. Sen- 

house ; C. H. Bellot ; A. A. Myers 250 

(4) Montserrat 

is situated in le^^ 45' N. lat. and 62° W. long., 26 
miles S.W. of Antigua. It is about n mile,s iu 
length and 7 in breadth, comprising an area of 
33 square miles, and in 1904 a population of 
13,127 (6,087 males, 7, 040 females). Discovered by 
Columous in 1493, it was settled by Englishmen, 
but conquered and held by the French, and only 
finally assigned to Great Britain in 1784. It is 
justly considered the most healthy and beautiful 
of the Antilles; it contains three active Soufribres 
and several hot springs, while the Scenery is 
charmingly diversified. About two-thirds of the 
island are mountainous, the I’est well cultivated. 
Tlie lime-tree is largely grown, and 227,000 lb. of 
Sea Island cotton, to the value of £13,325, w'ere 
exported in 1908-9. A flourishing fruit and vege- 
table preserving industry has been startea— 
i jams, preserves and pickles, of various sorts, 

I being made in considerable quantities, and 

1 shipped to the U.K. and Canada. The chief town 
j is Pljmiouth, with a population (1901) of 1,461. 

[ 3^06-7. 1907'8. 1908-9. 

: Revenue £8,732 £10,233 £10,950 

Expenditure 6,578 8,016 9,926 

Public debt xx,xoo xx,xoo xx,xoo 

Total imports 22,507 32,756 40,132 

Total exports 22,486 35,183 45,304 

Commissioner d: Treasurer, Lt.-Col. W. B. 

Davidson-Houston £SSo 

Assist Treasurer, Hon. E. F. Dyett 250 

Senior Medical Officer, Hon. M. P. Duke ... 306 

Magistaie, d:c., W. M. Wigley 270 

(s) The Virgin Islands, 
a group of islands belonging chiefly to Clreat 
Britain and Denmark, form a connecting link 
between the Greater and Lesser Antilles. 
Such of the islands as are British became so in 
i666 ; the principal are— Toi'tola (the largest), 
situate in 18*^ 27' N. lat. and 64“ 40' W. long., 
Virgin Gorda, and Anegada. The area of the 
British possessions is 58 square miles, and the 
population in 1901 was 4,908. There is good pas- 
turage for cows, sheep, and goats. Sugar and 
cotton are grown in increasing quantity ; fishing 
and poultry-rearing are also carried on. A valu- 
able mine of copper has been worked at Virgin 
Gorda. Thecai>ital of the group is Road Town, on 
the south-east of Tortola ; population (1901), 352. 

1905-6. 1906-7. 2007-8. 

Reveime £3,028 £3,975 £3,97* 

; Expenditure 3,046 2,573 4,367 

Imports 5,573 6,4x2 7,009 

1 Exports 5,184 5,760 6,027 

I Commissiomr andTreasurer,!^. S. Earl, m.e.£3oo 

THE WI25DWARD ISLANDS. i 

Tlie Windward, or Southern, group of the West ^ 
Indian islands includes Barbados, St. Lucia, St. ! 
Vincent, the Grenadines, Grenada, and Tobago, i 
Of these, Barbados is a separate colony with its i 
own governor, and Tobago is attached to Trinidad. I 
' The Government of the Windward Islands is made , 
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Tip of the three colonies of Grenada (the seat of 
government), St. Vincent, and St. Lucia, with 
their dependencies, the Grenadines being divided 
between Grenada and St. Vincent. There is one 
governor for the three islands ; but there is no 
General Legislative Council as in the Leeward 
Islands, and no common tariff or treasury. There 
is a Court of Appeal, consisting of the judges 
of the three colonies and of Barbados, a common 
Audit, and a common Lunatic Asylum ; but, 
with this exception, each island retains its own 
institutions, and in the governor’s absence is 
governed by an Administrator subordinate to 
him. The aggregate population (1^08) was 
180,67s, and the total area 508 square miles. 
Governm' and Commaml&r-in-Ghief, H.E. 

Sir James Hayes Sadler, k.c.m.g., c.B. £e,soo 

Trimte Secretary, L. T. H. Leland 200 

Transit, about 14 days. 

Grenada (and the Grenadines). 

Grenada is situated between the parallels of 
*2° S8' H. lat. and 61'^ W. long., 

and is about zx miles in length and xz miles in 
breadth ; it is about 96 miles north of Trinidad, 
68 miles S.S.W. of St. Vincent, and 100 miles 
S.W. of Barbados. Area, about 85,120 acres, 
population (including some of the Grenadines), 
72,988 (1908). The country is mountainous and 
very picturesque, and the climate is healthy, 
'file Grand Etaiig, a lake on the summit of a 
mountain I'idge about 1,740 feet above the level 
of the sea, and Lake Antoine, are the most re- 
markable natural curiosities ; near the former a 
sanatorium, under Government auspices, has 
been established. Grenada was discovered by 
Columbus in 1498, and named Conception. It 
was originally colonised by the French, and 
was definitely ceded to Great Britain by the 
Treaty of Versailles in 1783. 

The soil is very fertile, and cocoa, spices, 
rubber, cotton, coffee, and fruit are grown. The 
forests are rich in timbers, particularly bullet 
wood, locust, mahogany, white cedar, and 
galba, and vanilla and several varieties of 
gum -yielding trees are indigenous. Tiatles 
are caught and exported, and whales are met 
with, especially among the Grenadines. The 
imports chiefly comprise dry goods, bread-stuffs, 
hardware, <fec. The Legislative Council consists 
of X4 members, seven of whom are officials. 

St. George’s, on the south-west coast, is the 
chief towm, and possesses a good harbour. 


I Public revenue.. 

I Expenditure 

I Public debt ..... 


I Total imports 
i Total exports., 


••jC 7 i >786 £79,871 £73,182 


I Edward Bawle Dray ton, C.M. a £650 

Treasurer (yacmt) 450 

1 Chief Justice, Bobert Stewai’t Johnstone ... 850 

i Attorney^General, D. T. Tudor, K.c 650 

! Reyistrar and Magistrate, Southern District, 

1 H. A. Kisbet 450 

Magistrates,^. Evan Haynes, 350; 

T. M, Comissiong, W. D^s^., £3So; G. W. 
Smith, AT. Dist c& Cornmr. of Carriacou 350 

Postmaster, T, B. C. Musgrave 300 

The Grenadines are a chain of small islands 
lying between Grenada and St. Vincent (within 
which Governments they are included), com- 
prising an area of 8,46a acres. The largest island 
is Carriacou, attached to the Government of 
Grenada, pop, (1908) 7,660. 


St. Ll'CIA, 

the largest and most picturesque of the 'Windward 
group, situated in 13^ so' N. lat. and 60^^ 58' W. 
long., at a distance of about 90 miles W.I^.W. of 
Barbados, zi miles N. of St. Vincent, and 21 n]iile.s 

S. E. of Martinique, is 24 miles in length, with 
an extreme breadth of 12 miles. It comprises 
an area of 233 square miles, with a population 
(in 1908) of 56,005. It possibly possesses the most 
interesting history of all the smaller islands. 
Fights raged hotly around it, and it constantly 
changed hands as between the English and the 
French. I*t is mountainous, its highest point 
being 3,x4s feet above the sea, and for the most 
part it is covered with forest and tropical vegeta- 
tion. Th§ principal exports are sugar (4,983 tons 
in x^c^), rum (33,440 gals, iu 1908), cocoa (1,355,000 
lb. in X908)— which is now being extensively 
cultivated— fuel, and sticks. The chief places 
are Castries, the capital (pop. x9ox, 8,000), and 
Soufri^jre (pop, 2,300). 

Port Castries, one of the finest in the W.I., 
is a coaling depot. In 1908, 577 steamers (tonnage 
1,084,203) entered Port Castries. 

1906-7. X907-8. 190S-9. 

Public revenue £60,0x2 £67,351 £65,694 

Expenditure 60,293 64,841 65,038 

Public debt 157,779 153,730 t$x,ay> 

Total imports 242,469 310,309 289,775 

Total exjjorts 220,313 264,401 252,668 

Administrator tb Col, Sec., Edward John 
Cameron, c.m.q. (and allowance £300)... £s, 000 

Chief Justice, P. M. C. Sheriff 700 

Attorney -General, A. de Freitas 500 

Treasurer, H. A. Smallwood 500 

St. Vincent, 

an island about 95 miles west of Barbados, situate 
in 13° xo' lat, and 60° 57' W. long., is x8 miles 
in length and xx in breadth, comprising an area 
of X40 sq. miles, and an estimated population 
(1909), including dependencies, of 52,592. In X846 a 
large number of Portuguese labourers, amounting 
to 2,400, immigi*ated hither, and proved a valuable 
acquisition to the island. St. Vincent is more 
thoroughly English than the two other islands 
of the group, though it has been the scene of 
w^arfare. In 1783 it was secured to Great Britain. 

The chief products are sugar, molasses, rum, 
arrowroot, cassava, cocoa, coffee, cotton (foi* 
wdiich a factory has been built by the Govern- 
ment), and spices. The St. Vincent arrowroot 
has a specially good name in London, and its Sea- 
island cotton is of particularly fine quality. Its 
chief imports are linen, cotton and w'oollen manu- 
factures, Amei’ican flour, fish, (fee. The pra-e 
of Crown lands (which are mountain lands only) 
averages from £1 to per acre, according to 
locality and terms of purchase ; steps have also 
beeu taken to settle the lahouring classes on 
lands specially acquired for the piTrpose. 

Capital, Hingstown (pop., 189X, 4,547), 

T, , 1906-7. X907-B. x^^oS-o, 

Public revenue.. £26,031 £27,543 £31, 395 

Expenditure ...24,650 ^27:200 

Total imports ......... 78,008 96,554 113,7x3 

Total exports ......... 83,755 94,265 54,444 

Administrator*, Colonial See. d* Treasurer, 

Hon. C. Gideon Murray (and £too table 

allowance) £800 

Chief Justice and Yice-Chan., and Police 
Magistrate of xst District, W. S. Shaw ... 600 

Ammey-General, D. T. Tudor (Attorney^ 

\ General of Grenada).. 50. 
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I BARBADOS, 

J tlie most '\vintlwar<l of tlie West India Islands, is 
1 situated in 13® 4' y., and longitude 59^ 37' W. It 
i is nearly ax English miles long by 14 broad at the 
i widest i>art, and comprises an area of . 106,470 
' acres (about 166 square miles), about xoo,ooo 
acres being cultivated. The population in 1908 
was estimated at 194,477, being about i,aoo 
to the stpiare mile. The principal exports are 
sugar, molasses, rum and cotton, and the imports 
rice, salted meat, corn, salted fish, butter, nour, 

; and lndiau corn meal. 

: The deposits in the savings bank on March 31, 

1 1905, vrere Liberal provision is made 

; for elementary education, and Harrison’s College 
i provides for higher education. Unlike most of 
; the neighbouring islands, Barbados has always 
' i-emained in the possession of Great Britain, by 
j vdiich it was settled in 1635, In 1885 it was con- 
; stitnted a distinct government, v.dth a Governor, 

; aided by an Executive Council and an Executive 
' Committee, a Legiblative Council of nine members 
! appointed by the Sovereign, and a House of 
' Assembly of twenty-four members elected yearly 
' on the basis of a moderate francdiise. 

I The CiPlT.iL ami port is Bridge town (pop., X908, 

I al>out 30,000), on the shores of an open roadstead 
I (Carlisle Bay). 1906-7. 1907-8. 1908-9. 

' Revenue ;^204,704 ;:Ci89,8oS 

: Expenditure.. 186,0x6 188,296 198,865 

1 Public debt 415,200 404,900 4x0,900 

I Total imports x.x92,328 1,271,530 1,225,870 

I Total exports 932,966 935,256 948,178 

; Imports from i'.K. 482,116 538,148 497,278 

! Exports to r.K. ... 218,744 i8x,98x 107,096 

Goi '. , H.E.Sir Gilbert Thos. Carter, k.c.>i.G.;^2,5oo 
i Prirate Sec.d- A.I).C\, Maj. G. H. Ht.Hill 200 
] Cuhmml Serntat'ij^ Lord Basil Temple 

'i Blackwood 750 

0/AVv/ CoitijyuniAhuj Local Forces Hon. 

1 Lt.-Col. A. K .R. Kaye. 

’• Chief Jud{)e, Sir. Wm. Herbert Greaves ... 1,200 

; Free, ofLe(jifi, Council^ W. P. Leacock 

i do., 11. W. Collymore 

. Speaker, Ilaufic of Asb'embli/, Hon. F. J. 

i t iarke, C.M.a zso 

I Clerk, do., 0. P. Bowen 400 

j A ftormy-Geneml, Hon. G. A. G oodniau, K.c. 850 

; Solidtor-Gen., 0. P, Clarke and fees 250 

I Treas-itrer, W. L. C. Phillips 600 

i AuditorAA’iieral, E. T. Grannum 600 

1 Coid roller of Customs, B. 1’. Harrison, C.M.G. 600 
Inspeetor-Gi’n, of Police and Snpt. of Fire j 

Briqade, Hon. Lt.-Col. A. B. E. Kaye ... 550 

I Colonial postmaster, W. H. Bailey, r.S.o. 500 ! 

i Registrar, W. L. H. Haynes 400 

i Promst-^Murshal, F. B. Bmit‘h,l..s.o 600 

j Health Ofii'er, J. V. E. Bridger, m.b 500 

, Bai'bados, distant 3,63s miles ; transit, ix days. 

i ^ TKTKIDAD kSH TOBAGO. 

! Tr.lNlB.il) i.s the most southerly of the "West 
; lndi.a Islands. ^ It i.s (do.se to the north coast of 
j the continent c ...merica, the nearest point of 
] VeiKi^ucIa bfnng 7 uiiles distant. It lies between 
i xo“ so' A', lat. and 6x^39'— 62^ W. long., 

' and Ik about 55 miles in length by 40 in breadth, 
with m area of 1,750 square miles (382,473 acres 
cultivated), and an estimated population (x9o8'9) 
(»t 325,194. TTie island was discovered by Colum- 
bus in 1498, was colonize*! in 1588 by the 
Spaniards, and capitulated to the British under 
Abercromby in #797. The chief town and port of 
entry,. Port of Spam (pop. 60,000), is one of the 
finest towns in the west Indies, with electric 


lighting, tram, and telephone services. Other 
towns of importance are San Fernando (i)op. 7,610), 
about 30 miles south of the capital ; Princestown 
(pop. 4,497), and Arima (pop. 4,076). A remark- 
able phenomenon is the pitch lake near the 
village of La Brea, no acres in extent, containing 
an apparently inexlmiistible supply; jin 1908-9, 
133,208 tons (;)£! 151, 026) were exported. The soil 
is rich and produetivej the most important pro- 
ducts being sugar, cocoa, molas.ses, rum, and 
coco-nuts, andvarious kinds of timber and fruits. 
The chief exports (1908-9) were Sugar, 39,618 
tons ; rum, 68,723 gals. ; molasses, 358,936 gals. ; 
bitters, 27,194 gals. ; and cocoa, 49,137,088 lb. 

, Coal is fouiKi in Manzaiiilla, and is indicated in 
I other parts of tlie island. There are 8g miles of 
raihvay open, and waterworks and sewage opera- 
tions are in course of construction. The island 
I is crossed by the telegraph wire of tlie West India 
j and Panama Company, by Government telegraph 
‘ and private telephone wires. There is also 
j wireless telegTaphic communication between 
j Trinidad and Tobago and betw'een Trinidad and 
' Demerara— the former owned by the Govern- 
' ment, the latter by a private company. Thirty- 
' eight steamers from Europe arrive every month, 

! and jix from the United States and Canada. 

; The Government is vested in a Governor, an 
I Executive Council, and a Legislative Council, 
all of whom are nominated by the Crown. 


I 1906-7. 1907-8. 1908-9, 

; Revenue £7^S>^7» £671, zox ^6^34)746 

: Expenditure ... 810,474 781,038 855,050 

Public debt ... 1,079, 233 1,075,053 1,068,793 

Imports 3,120,7x7 3,374,824 2,682,702 

^Exports 2,872,325 3,907,503 2,500,195 

I Tobago was annexed in 1889 to the Goverri- 
; ment of Trinidad, and on Jan. 1, 1899, it was con- 
■ stitnted a ward of that island. It is betw'een 
I 11° 9' K lat. and 60° 43' W. long., about 75 miles ! 

! south-east of Grenada, 18 miles north-east of ' 
i Trinidad, and 120 miles B.S.W. of Barbados; is 
26 miles long, and from 6 to 7K broad, and has 
an area of 114 square miles, with an estimated 
population (xgoS-o) of 18,751. It is one of the 
most healthy of the West Indies ; the tempera- 
! ture varies from 81° to 88°. j 

I There are two towns in the i.sland, viz., Scar- | 

I borough (pop, 1,370) and Plymouth. | 

I Gomrnm', SirG. R. Le Hunte, K.c.'jr.a... £5,000 i 
i Private Secretary tk A. D,C.,Ciipt. A. | 

j C. Boddam-Whetham | 

Colonial Secretary, S.W. Knaggs 1,200 , 

I Assistant Do., W. M. Gordon jS^doo-75o 

AUorncy-Creneral, E. L. Agostini, k.o, ... 1,300 i 

Commdt. Loo. For. <1* hwp.-G.of Constabu- 
lary, Lt.-Col. G. D. Swain , 1,00c ; 

Auditor-General, R. Gervase Biishe, b.a. 800 j 

A. van Lucie-Smith 1,500 | 

Dvr. of PuhlicWorhs, itrch.G. Bell, m.t.o.e. 1,200 | 
Solicitor-General, Robt. R. A. Warner, K.C. 607 | 

First Puisne Judge, R. A. Swan 1,000 [ 

Second Puisne Judge, Alex.D. Rus.sell, LL.i>. 1,000 1 

Collector of Customs, H. B. Walcott j^^Soo-goo | 

Snh-Xntendant, CrowuLa n ds, H. F. Gauteanme 600 ] 

Reeeii'er-General, Denis Slyne 800 : 

Protector of Immigrants, Com. W.H. Coombs 800 ; 

Registrar-Gen., E.' C. M. Stone 550 i 

Postmaster-Gen., A. E. C. Ross 550 j 

I Harbour Master, Capt. J. B. Saunders ... 550 ' 

Surgeon-General, H. L. Clare, M.B i,xoo 

Schools I nspector, Lt. -Col. J. H. Collens,y, D, 700 

I Capital, Port- of Spain (pop, 60,000). Transit, 

' 14 days, 
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Coiistituont Parts. 

Area 

(sq. miles). 

Poi,)ul 

European. 

ation. 

Colom*ed. 

=*'Gape Colony (Self-governing) .................. 

*Natal, including Zululand (Self-governing) 

^Transvaal (Self-governing) 

^T)range River Colon 3^ ( Self-go veniing) 

Southern Rhodesia. 

Hasutoland 

276,995 
29,200 
111,196 
50,000 
143,830 1 

10,293 
275,000 

6,536 

580,380 

97,109 

297,277 

U 3 A ^9 

12,623 

975 

1,004 

890 

1,825,172' 
1,011,645 ■ 
972,674 
241,626 
503,141 j 

' 347 , 

119,773 ' 

84,601 1 

Bechuanaland Protectorate 

S wii zilinid 

i ' 


, The Gape of Good Hope was discovered in i486 by Bartholomew Diaz, the commander 
\ot one of the many expeditions sent out by successive Kings of Portugal to discover an 
ocean route to India. Diaz merely doubled the Cape and returned home. Eleven years 
■later, in 1497, Yasco da Gama not only doubled the Cape and landed in what is now Natrd, 

I but successfully accomplished the voyage to India. The Portuguese, however, did not 
hnake any permanent settlement at the Cape, although it was used by their vessels, and 
i subsequently also by those of England and Holland, as a place of call in going to 
and from the East Indies. In 1652 the Dutch East India Company took possession of the 
'shores of Table Bay, established a fort, and occupied the lands adjacent, in order to l>e 
; always ready with kipplies for their passing ships. In 1814 the Cape was formally ceded 
‘ to the British Crown. 

IMPERIAL GOVERNMENT. 

Cornmisno7ier for South Afnca (£^,000) and Governor of the Transvaal, The Et. Hon. 

the Earl of Selborne, K.G. (1905) £'B,ooo 

Tniperial Seoi'etary, 0. H. Eodwell, C.M.a x,aoo 

Private Seeretary, Dougal 0 . Malcolm 700 

Military Secretary, Major E. C. F. Garraway (S.A.C.) 750 

Aide-de-Camp, Capt. E. C. Cameron (Lovat’s Scouts) 300 

GtwmZ Commawd’Mig', /SoMt/i jl/nca, General Lord Methuen, G.c.B. 

AS'ecretfltr.i/, Major C. J. FitzGerald (E.H.G.). 

Jfajer-Gejierai in C/iar^e o/Adminiatra-tion, Maj.-Gen. 0. A. Hadfield. 

The ////A Commmlon . — The office of High Commissioner, which was formerly combined 
with the Governorship of Cape Colony, was by a Commission issued in 1900 vested in Lord 
Milner, and by a similar Commission, dated 15th March, 1905, in Lord Selborne, who is 
also Governor of the Transvaal. The High Commissioner is Governor of Basutoland, and 
supervises the affairs of the Bechuanaland Protectorate, and he exercises the control 
provided by Order in Council over the Administration of the British South Africa Company 
ill Southern Rhodesia (Le., south of the Zambesi), The Southern Rhodesia Order in Council, 
1898, provides for a control by the High Commissioner over legislation, important appoint- 
j nieiitSj and Native affairs in Rhodesia, and for the appointment of a Resident Commissioner, 
j who is paid from Imperial funds and acts as the local representative of the High Com- 
i missioner and the Imperial Government. The Administration of Barotziland (North-Western 
j Rhodesia) and Swaziland is placed under the control of the High Commissioner by Order in 
Coimcil. 


THE SOUTH AFRICAN CUSTOMS STATISTICAL BUREAU. 


As a result of the conference of Customs 
Officers, held in March, 1904, the various 
Governments in the Customs Union agreed to 
the establishment as from July i, 1905,. of a 
South African Customs Statistical Bureau, whose 
headquarters are in Cape Town. This Bureau 
compiles all statistics relating to the imports 
into and exports from all the colonies and 
territories in the Customs Union, as well as 
those relating to inter-colonial trade. The 
Bureau is also charged with the appoitionment 
of the Customs duties due to each colony or 


territory on imported goods entered for eon- ; 
sumption therein. The Bureau is governed by i 
a Board consisting of the principal officers of | 
Customs of the colonies and territories com- : 
prising the South African Customs Union. | 

Principal, A. J. S. Lewis ;i!^x,'Ooo 

Cmtoms Union Clerk, Dallas Forbes $00 \ 

Clerk and Accountant, F. Fisher 47S j 

CUrkAe Examiner of Accounts, A. G. Ashley 435 r 
Senior Statistical Clerk, J. G, Bam ......... 430 ! 

6 g clerks, to j^39S. s 


* By the South Africa Act (9 Edw. VTT., cap. 9) the Cape Colony, Natal, the TrausTaid, and the ! 

River Colony are united, as from a date within one year of the passing of the Act:{Bept. a», 1909). The seat of i 
government is Pretoria; the seat of.the Legislature is Cape Town. ! 
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Imperial British Dominions — South Africa. 


? €APEOOLONY. 

1 The Cape op Oood Hope, strictly speaking, is 
a small promontoiy near the S.W. extremity of 
the continent of Af rica ; but the extensive colony 
I of that name, in which are now included the 
Diamond Fields, the Transkei territories, Bechu- 
analand, and Pondoland, is washed by the Atlan- 
tic and Indian Oceans on the west and south and 
‘ south-east, while upon the north and north-east 
it is bounded by the German Protectorate and 
each of the other colonies of South Africa. 
It reaches in S. lat. from 26° to 34^^ so^ and in E. 
long, from i6° 25' to 30°. Its extreme length from 
E. to W. is nearly 730 miles, and its breadth 550 
miles, with a coast-line of nearly 1,200 miles, and 
I an area of 276,995 square miles, or 177, 376,660 acres, 
according to the latest estimate (1908), of w'hich 
42,210,382 acres were not disposed of in 1908. The 
territory of Walflsh Bay, on the west coast, is also 
a portion of the Colony. 

Cape Colony is divided, geographically, into 
two parts by the main range of mountains, which, 
as already mentioned, follows the line of the 
South Afiican coast at a distance of xoo to 150 
miles from the sea ; and the southern portion is 
divided again by two other ranges which run 
across f rom W. to E., and are not quite so high 
as the first. Between tbe mountains and the sea, 
in the south-western portion of the Colony, are 
the chief grain and wine producing districts ; 
in the south there are extensive forests; and 
along the south-eastern coast, where there are 
summer rains, tobacco and maize are success- 
fully cultivated. Between the two upper ranges 
of mountains is an elevated tract known as the 
Groat Karroo, which extends from W. to E. for 
300 miles, and has a breadth of 70 miles. During 
a great portion of the year the Kan-oo is, as its 
name implies, a diy and barren district, but after j 
rain it Is covered with luxuriant vegetation, and 


females). The births registered in the ten years 
3C899-X908 were 54,548, S 3 » 4 ^» 53»90o, 

56,802, 53,028, 57,870, 60,4x5, and 60,524 ; the deaths 
in the same period amounting to 37,247, 47,604, 
41,043, 41,207, 40,826, 40,695, 36,699, 35,^, 35,491, 
aiid 33,967. The Dutch preponderate in the 
western and the English in the eastern districts. 

number of schools in opera- 
tion (June 30, 1909) was 3,681, attended by 
172,225 children. There are also five colleges, 
with 842 students, and a University (Chancellor, 
H.R.H. the Prince of Wales, K.Ci.), where 9,063 
students have matriculated and 1,070 have taken 
direct degrees. Tlie expenditure under the 
Education Vote in the year ended June 30, 
was £syS,szS. 

Commerce and Tndustrp,~The principal indus- 
tries are the production of wool, wine, and ostrich 
feathers, and the rearing of horses and cattle ; hut 
great attention is paid to the culture of wheat, 
barley, and oats. The principal imports (1908) 
were: animals, living, ;^i4i,s85; agriculture, 
articles for use in, >^246, 251 ; food and drink, 
articles of, ^£^3, 952,861 ; raw materials for 
manufactures, ^1,830,725 ; manufactured arti- 
cles, ^^^9,381,987. The principal exports (xgoS) 


1 were : diamonds, £4,796,655 ; gold, £zo,99z,x37 ; 
I and other produce, ^£6,222, 790. 


j supports countless flocks of sheep and many 
cattle and horses. It is here also that the im- 


portant industry of ostrich-farming is carried on. 
Tlie country to the north of the mountains is still 
more elevated, forming part oi the great South 
African table-land. It supports, like the rest of 
the Colony, large numbers of sheep, and con- 
tains the chief mineral districts. The rivers of 
South Africa are numerous, but practically use- 
less ff)r either irrigation or navigation. Most of 
them flow in deep and precipitous ravines, and, 
except %vhen swollen by the rains, are merely 
shallow torrents, even the largest having only 
suificient water for tlie smallest craft, or bars at 
their mouths which render entrance both difficult 
and dangerous. The climate is healthy, and its 
I peculiar dryness and the uniformity of the 
; temperature cause it to be much favoured by 
Europeans suffering from pulmonary complaints. 
Urn vegetation of Houth Africa has a peculiar 
and distinctive character ; flowers of great 
variety abound everywhere. The principal 
native flora are heaths, protea?, and stapelias (or 
carrion f!«)wers), and dense thorny thickets of 
what is called butth, in whicdi are several species 
of aloe. The native animals are either disappear- 
ing altogether or retreating northward owing to 
the rapid spread of civilization. But elephants 
and buffaloes ai’e still found on the south coast, 
and springbok abound. 

Tbe Population of the whole Colony numbered 
2,409,804 when the census was taken on xy April, 

1 X904, inclusive of the native territories, Griqua- 
land West and Pondoland, the European popula- 
tion then being 579,74% (318,544 males and 26%, 197 


Minerals, d-c.— -There are important mines of 
copper in Namaqualand, the ores being of the 
richest kind, and yielding a percentage of from 
32 to 36. Gold is found in the Knysna division, 
and manganese in the Paarl. Coal of consider- 
able value is also raised, the output in xgoS being 
122,865 tons. The value of diamonds found at 
Kimberley in 1908 was £^2,685,150. 

Railways.— ThQ railways are mostly the pro- 
perty of the Government, which on Dec. 31, 1908, 
j owned and worked 3,265 miles. There were 
also 601 miles of privately owned railways in 
Cape Colony, Bechuanaland Protectorate, and 
Bhodesia, worked by Government, and 376 miles 
privately owned and worked in Cape Colony. 
The Cape to Cairo Eailway scheme places 
Capetowm in communication with Bulawayo, 
the commercial centre of Ehodesia ; Salisbury, | 
the capita’ 3f Rhodesia ; Beira, the Victoria .Falls, 
and BroKen Hill. To the 3xst Dec., 1908, the 
capital expended by Government was j£32,x5s,x56. 
The returns for 1908 show a profit of ;£i xys. M, 
per cent, per annum on the capital expenaed. 

Posts and Telegraphs. — There were (1908) 
1,065 post offices open, and 64,461,573 letters', i 
&c., were conveyed ; money and postal orders 
issued, £^1,376,953 ; savings bank deposits, 
£2,654,062; telegraph offices, 586, with 31,836 
j miles of wire ; telephone wires, 5,751 miles, with 
4,560 sets of lustruments ; postal revenue, j 
■£380,707; telegraph and telephone (1907)1 
I £191,44®. There is cable communication with 
! Europe vid West Coast, vid St. Helena and over- 
land, and a direct line to Australia via, JSratal. ; 
j Pefenoe.— The Colonial Forces in time of peace ' 
j consist of Cape Mounted Riflemen (575 officers 
and men), and horse and foot volunteers (4,008 \ 
I officers and men). There is also a body of j 
j Mounted Police, with about 767 officers and ; 
j men. In cases of emergency every able-bedied i 
man between 18 and 50 years of age may be i 
j called upon to defend the Colony, and there j 
: is an Imperial garrison stationed at Wynberg. | 
I For external purposes a Cape of Good Hope 
j Squadron is stationed in these waters, having 
j a naval dep6t in the Colony at Simon’s Bay, 
i where large naval works are being carried out. 
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jSr£tr&o«Ars.----Exteiisive harbour workshave been 
I constructed at Table Bay (Cai>e Town), Port 
i Elizabeth, East London, and Mossel Bay. The 
I administration of the first three was amalga- 
■ mated with that of the Cape Government Bail- 
ways on X January, 1909, while the last named 
has a l)oard nominated by Government. 

At Table Bay (^£4, 171, 152 exj)ended up to 
31 December, igo8) the docks con .ist of an outer 
basin, area 64 acres, and inner basin, area 
85 ^ acres. Depth of water from 20 ft. to 35 ft. 
(L.W.O.S.T.). Length of berthage zj 4 miles, 
with good anchorage and graving dock. 

The works at Port Elizabeth consist of two 
jetties 1,160 ft. long, which cost £260^000, and 
a third Jetty 1,460 ft. in length, which cost 
j^iSSjOoo. In addition, there is a jetty, 1,380 ft. 
from the shore, with an aerial ropeway, used 
principally for explosives trafiie. 

At East London, situated on the Buffalo Biver, 


Agriculture, the Commissioner of Public Works, 
the Treasurer, and the Attorney-General } 

Capital, Capetown. Pop., 1904, 77,668 (with j 
suburbs 169,641) ; Grahamstown, 13,887 ; Port | 
Elizabeth, 32,959 ; Kimberley, 34,331; East; 
London, 25,220 ; Beaconsfield, 9,378. [ 

Governor and Commander-m-Chief, H.E. 
the Rt. Hon. Sir Walter Francis Hely- 
Hutchinson, P.C., G.C.M. 0.(1901). — ...j^SjOoo 


extensive harbour works have been carried out, 
costing, including interest on loans, to 31 De- 
j cember, 190S, ;^2, 254,462, and the improvements 
j are still proceeding. The dock area is 100 acres, 
I und present length of quay space 5,601 ft. 

; Cape Town , Port Elizabeth , and East London are 
j connected by rail with all the railway systems 
j of Cape Colony and other South African States. 

I Mossel Bay lies between Cape St. Blaize and the 
I Great Brak River, and is about 6 miles wide with 
i a harbour affording excellent shelter to vessels. 

; Mossel Bay is linked with the main line from 
i Cape Town to the northern colonies at Wor- 
I cester, and is also connected by railway with 
i Geoi'ge Town. 

; There are electric tramways in Capetown, Port 
j Elizabeth, East London, and Kimberley, 
j 1905-6. 1906-7. 1907-8. 

I Receipts... ;^ 8 ,a 36 , 88 o 

! Payments 8,231,7x9 8,349,316 7,973,727 

Public debt — 1906. 

Debenture 

&c 43,971,512 

Temporary 5,228,406 

^Imports 18,102,872 

*ExportB 40,048,693 


1907. 


1908. 


4<5,2S9,790 

4,975,553 

*5,586,792 

44,504,450 


48,424,502 

4,721,378 

*3,739,878 

42,0x1,582 


Domestic imports from U. K. , 1908 (R. of Trade) 

Apimrel, &c. .. . .;^i,327,76i 
183,926 


Anns, Ac. 

Books 

Carnages, &c, . . 
Chemicals and 

Medi<?ines 

Coal, &c 

Cottons 

ElectricalCoocls.&c. 

Furniture 

Hal)ei-da8hery and 
Hats 


*63,596 

132,663 

253,841 

. 91.907 
994.783 
38,224 

56.537 

222,425 


Hardware, Ac. . . 

Iron 

Leather 

Machinery 

Meat 

Milk, Condensed 

Soap 

Spirits 

Stationery 


j& 72,476 

476,558 

685.244 

321.659 

76.0x3 

*50,086 

118,772 

70.767 

103,548 


Woollens 566,759 


j(J8,oo2,346 
Exports to XT.K., 1908 (Board of Trade ) : — 

j ^ io 8,643 

807,562 


: AngoraGoat'S'Hair £855,050 
'■ Coi)per, all sorts . . 404,835 

Feathers, onia- 
meiiM *,43*. *95 


Hides, Raw. . 
Skins A Furs . 


M’-ool. 


. 2,253,075 


£6,097,134 

I The Colony is under responsible government. 
There is a Governor appointed by the Crown, a 
' Legislative Council of 26 elected members, and a 
House of Assembly of 107 elected members. The 
Ministers comprised in the Cabinet, who are 
responsible to the Colonial Legislature are the 
Premier, the Colonial Secretary, the Secretary for 

I * Excluding specie. 


500 


450 

400 


Pnvate Secretary^ Capt. W. P. Nimneley 
Col. A.D.C. & Mil. Sec., MaioT R. d’iVi'cy 

Fife.. 

A.D.C., Capt. K. A. B. Baillie-Hamilton 

The Cabinet (23 February, 1904). 
Premier, Rt. Hon. John X. Merriman, 

P.C., M.L.A £250 

Col. Sec., Hon. N. F. de Waal, M.L.A *j5oo 

Treasurer, Rt. Hon. John X. Merriman, 

P.C., M.L.A 1,500 

Attormy-Gen., Hon. H. Burton, K.C., M.L.A. 1,500 
Commissioner Public Hon. J. W. 

Sauer, M.L.A 1,500 

Secretary for Agriculture, Hon. F. S. 

Malan, M.L.A. 1,500 

Without Portfolio, Hon. D. P. de Yilliers 

Graaff, M.L.C unp. 

Hon. H. L. Currey, M.L.A unp. 


Sx^ealcer House of Assembly, Hon. J. T. i 

Molterio, M.L.A -.£1,500 ^ 

Clerk, Ernest Fuller Kilpin, C.M.G 1,200 1 ; 

Secretary to Native Affairs Dept, E. E. I 

Dower Soo : 

Chief Magistrate (Temhuland, Pondoland, [ 

Transkei, mid JE. Griqualand), A. H. B. j, 

Stanford (and quarters) 930! 

Under Colonial Seci'etary, N, Janisch 1,200 i 

Under See. Agric., P. J. du Toit 700 ' 

Medical Officer of Health and liegistrar of j 

Births and Deaths, A. J. Gregory 1,200 i? 

Registrar of Deeds, W. de K Lucas 2,000 

Ass'istant Treasurer, Wm. A. Collard 1,200 ri 

Commissioner of Taxes, and Civil Com- r 

missioner, Cape, J. B. Moffat 2,000 ] 

Controller of Excise, L. B. Smuts 8 qo ; 

Controller & Aud.-Gen., W. E. Gurney 2,200 j- 

Controller of Customs, A. H. Wilshere 1,200 ; 

Postmaster-General, W, T. Hoal t » 

Sec. to Law Department, E. F. Lonsdale ... 
Comfmandant-Gen. Cape Colonial Forces, 
and Officer Commanding Cape Mounted 
Riflemen, CoL H. T. Imkin, C.M.G., n.s.o. 
Supt.-Gen. of Education, Thomas Muir, 

C.M.G., LL.D 

Amsf. Law Advis&i', Howel Jones, K.C. ... 

Asmst. Sec. Law Dept., J. D. Cormack 

Chief Justice <£ Pres, of Legislative Council, 

Rt. Hon. Sir J. H. de Villiers, k.c.m.g. 

Clerk, Legislative Council, H. P. B. Clarke 
Puisiu Judges, Sir Ebenezer J Buchanan, C. 

G. Maasdorp, Sir P. M. Laurence, W. M. 
Hopley, J. G. Kotze (Judge President-of E.D. * 
Ct), each £2,250; J. B. Sheil, k.g., £2,000 ; i; 
J. iH. Lange (Judge President of High Ct of f 
Griqualand West), £2,250; T. L. Graham, K.c', !l 
£2,000. j 

Registrar, H. R. Dale £750 ' 

Master of Sup. Ct, J. G. B. Heyneman ... 
Secretamj for Public Works, C. L.Mansergh, 

_l.S.O.. Xttim 

Director of D'rigation, F. E. Kanthack, 

M.I.C.E. ............................................... i.aoo V 


900 


*,500 . 
1,000 I' 


3 » 25 o ; 
800 
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Imperial British Bommions — South Africa. 


, Geipjral Wmager- of Railways^ T. S. 


■! Surmyor-Qemral^ A. H. Cornish Bowclon 
'■ Mayor of Capetoivii, F. W. Smith. 


THE BECHTJANALAND BEOTECTOBATB. 

McEwen^ a.3£.i.c.k..;i^.... ^.,..,.....,.^^*,500 | ^he Bi’otectorate is bounded on the south by i 

90® 1 Cape Colony, on the east by the Transvaal, 
on the north by Eliodesia and the Zambesi; Atid 
^ « . •{ on the west by German South-Wesv ai'rjce!^ ?it 

Agent-General in London^ Sir Somerset | is about 40® miles long iiu. broad ; | 

French, K.c.M.O., 100 Victoria St., S.W.j£2,ooo i ^rea about 275,000 square miles, and population ! 
A’iwfury, lySUngsby ^^ightmgale ...... Soo ‘ 134,000, of whom 1,000 are whites. 


j Capetown is 5,979 miles from Southampton : 
i transit, x6 day.s. 

; BASUTOLAND. 

I Ba^:utolaud is an inland colony, lying between 
; 45' and 30^ 40' South latitude and 27“ and 

39° 30 East longitude, with a computed area of 
; 10,393 square miles. The census of 1904 showed 
' 347.732 natives and 895 whites. 

Tue territory is well watered, and enjoys a de- 
; Ik'icus Climate. It Is one of the fme.st grain pro- 
j dueing di.stncts in South Africa, and the abun- 
; dant gj'ass enables the Baautos to 3‘eai' immense 
‘ herdCof cattle. The liffahiti ^fountains, forming 
■ a part of the great Drakensberg chain, occupy 
J rno.'t of the country, which is elevated, broken, 
j ami rugged. 

: The territory is governed by a Besident Com- 
; missioner under the direction of the High Com- 
I missioner for South Africa, the latter possessing 
j the legislative authority which is exercised by 
I proclamation. The chiefs adjudicate on cases 
1 between natives, with a right of appeal to the 
\ magistrates' coiii'ts, where all cases between 
Europeans and natives are brought. The revenue 
; arises from the Customs dues, the Post-offiice, 
i native hut-tax, and the sale of licences. Tele- 
i graph offices have been opened at Leiibe, Maseru, 
; Teyateyaneng, ^Morija, Ifafeteng, Mohale’s Hoek 
; Qu thing aJid I*eka in connection with the Cape 
, Colonial system. There are 24S schools, with 
I 13,000 scholar.^, a large propoi'tion being in the 
' schools of the French Protestant Mission. Grants 
’ in aid of education to the extent of ^1^10,630 
' were made in 1908-9. The chief articles of 
I export are grain, wool, cattle, and horses, the 
! imports boi'ng chiefly blankets, hardware and 
i groterie'?. 

. 1906-7. 

£1x1,903 
108,832 
1906. 

M 2 . 3 S 3 
185,155 


) Beveune 

I E.xpenditure 

i Import .s 
1 Export.s ..... 


1907-8. 

£116,529 

126,603 

1907. 

238,600 

248,500 


1908 9. 
£108,637 
126,921 
1908. 
239.830 
i 93»^32 

C.'s.riT.^i., Mitseru. Pop., 1,300(200 whites). 
Rfifiuknf. OnnmUsioner, Herbert Cecil 

ftUdey, c.M.o £i,Soo 

Garernment Secretary, Lewis Wrougliton 856 
Fimnehl ySeeretanj, .fohn Pears IMurray 573 
" ■ ' — . 1.1.^..^-*. - f^a-imiel 


A^i^ltttanf. Cnmniimtnu’t' 


'C/.S, {Mafeteng) 

Barrett, £800 ; (Mohale*s Hoek) E, D'Urban 
Blyth, £736 ; (lerWe) Larae.s Comyn Mac- 
gregor, £736 : (Bereu) William Boxwell, £610 ; 
{Qaeha's AVF)li. B. Smith (neting) ;(Maserii) 
Cliarles Edwar»l Boyes, £598 ; (Quiking) Wih 
tiatu Du Pre Mansel, £560. 

Vetcrinarif Officer ^ X’rank Arthur Terney £600 
TMpeef. of Worhi, Hainlsou W^yatt Gibson 470 
rmpector of EthieatiiOi, Frederick Hugh 

Dutton, M.A 420 

Director, Gott. Indus. ^School, Bev. Nelson 

W. Ft^arty * 400 

PrtTi, Med. Officer, Edward Charles Long 666 

Maseru is distant from London 7,668 miles; 
transit, through the Cape, about 20 days, . 


The climate is healthy during part of the year, 
but malaiial fever is prevalent during February, 
March, and April. The country is essentially 
pastoral, although Kaffir corn is sown and when 
the rainfall is adequate crops are reaped. Cattle 
thrive and are numerous. Much of the country 
is thick bush. The High Commissioner lor South 
Africa has the power of making laws by procla- 
mation for the Protectorate, where he is repre- 
sented by a Resident Commissioner. The popula- 
tion is almost entirely a native one, the principal 
tribes being those of Kbaina (Bamangwato), 
of Linchive (Bakatlila), of Sebele (Bakweni), of 
Bathoen (Bangwaketsi), of Baitlotle (Bainalete), 
and of Mathibe (Batawaria), 

The railway from Kimberley to Tjyburg and 
Mafeking traverses the Protectorate on its way 
to Rhode.sia. There is a telegj'aph line from Cape 
Chlony through from Mafeking, via Gaberones, 
and Francistown to BulaM'ayo and Sali.sbury. 
The chief European centres are Gaberones, 
Francistown, and Serow’e, whither the Chief 
(Khama) and all his people moved a few years 
ago from Palapye. The headquarters of the 
Protectorate Administration are at Mafeking, 
Cape Colony, . 

X906-7, 1907-8, tgd &- g . 

Revenue £29,047 £31,563 £4^,030 

Expenditure 77,xii 75,8ss 75,800 

Resident Comrnmioner, Lt.-Col. F. lY. 

Panzera ^^1,409 

Governnunt Secretary, Barry May 

Assist. Commr. and Magistrate in 
Southern Protectorate, J. Ellenberger 750 
Assist Com. and Magistrate in Northern 
Protectorate, R. M. Daniel £650 to £750 

THE TEANSYAAL. ■ 

The Transvaal has a total area of 210,42578 
square miles (deducting the area of Vryheid 
and Utrecht, districts annexed to Natal), and 
consists of certain district.s bounded oh the 
east by Portuguese possessions, but touching 
Natal at the south-east comer ; on tlie south by 
Natal and the Orange River Colony ; on the west 
by Cape Colony and the Becliuanaland Protec- 
torate ; and on the north by Rhodesia ; about 
20,000 aq. miles lying within the tropics. 

The larger portion lies to the west of the 
Drakensberg (Mt. Manoh, 8,725 feet) and -slopes 
down to the Limpopo River and Becliuanaland ; 
a smaller section lies to the east of that range 
towards the Indian Ocean, and along tlie greater 
part of its eastern frontier is closed in by Portu- 
guese territoi'y from having direct access to the 
sea. 

Steppes and bush predominate and favour pas- 
toral industries, whilst agriculture labours under 
many drawbacks. Gold," first discovered in 1872, 
cou-stitutes the wealth of the country ; diamonds, 
coal and silver are also found, whilst iron ores 
and other metals are known to exist. The 
Central South African Railways, which include 
the lines of the late Netherlands South African 
Railway, the late Orange Free State Government 
Railways, and the line known as the Pretoria- 
Pietersburg Railway, connect the colony with 
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1 Dela-goa Bay, Durban, and tbe Cape; tlie total 
length open for traffic at the end of 1908 was ! 

1 2,627-ii^ miles, and 64^^ miieswere under construc- 
! tion/ Of the commerce about 70 per cent, was 
i with Cape Colony up to 1899. In 1908 the imports 
, were distributed thus : 35-60 per cent, from Cape 

1 Colony, 29 ‘la per cent, from Natal, 27 '67 per cent, 
j from Delagoa Bay, and o'tz per cent, from 
j Swaziland, Rhodesia, Basutoland, and Becliiiana- 
; laud Protectorate. 

: The population according to the census of 
j 1904 %vas 1,268,716, of whom 299,327 were whites, 
i 945,498 aboriginal, and 23,891 other natives. 

In 1882 the revenue only amounted to £ 177,407; 
in 1893 this had increased to 702,685, and in 

1897 to ;^4, 480,218, owing to the increased pros- 
perity of the gold’beariiig districts ; the e.vpendi- 
ture was ;fe4, 394,066 in 1897, 

5^2,675,690 in 1898. Municipal borrowings at 
30 June, 1908, amounted to ^5,795,718 ; Public 
debt in 1908 ; Transvaal and Orange River Colony, 
£35^000,000 ; Treasury Bills, ^^500, 000 ; Railway 
Debentures, 786, 600; total, 36, 286, 600. The 
trade of the country amoimted in 1897 to about 
;)^24,5oo,ooo, of which £x3, 563,827 represented 
the value of imports. The output of gold in 
the year 1897 was valued at 5^11,653,727 ; in 
1901, 231,076 OZ. (;^98 i, 549) ; 190a, 1,718,920 oz. 

; i903> Sj£>72,897 oz. (£12,628,057); 
j 1904, 3,773,5x7 oz. (£16,028,883) ; 1905, 4,909,540 oz. 

; (£20,854,440) ; 1906, 5,786,617 OZ. ; 1907, 6,450,740 
' OZ. (£27,400,992) ; 1908, 7,056,26602. (£29,973,115). 

1 The total value of the diamonds produced is as 
follows: — 1905, 802,174 carats (£922,330); 1906, 
i 1,069,39a carats (£1,563,141); 1907, 2,062,855 carats 

1 (£2,268,075) ; 1908, 2,022,687 carats (£1,549,815). 
The coal output was 1898, 1,907,808 tons— of 
2,000 lb. — (£668,346) ; 1900, 506,074 tons 

(£197,127); 1901,797,144 tons (£329,113) ; 1902, 
*» 590 j 333 tons (£637,640) ; 1903, 2,253,677 
(£877,976) ; 1904, 2,409,033 tons (£883,891) ; 
1905, 2,606,799 tons (£846,272) ; 1906, 2,892,404 
tons (£832,315) ; 1907, 2,883,423 tons (£773,649) ; 
1908, 3,0x2,692 tons (£794,949)* 

The neiv Constitution, ivhich was provided for 
by Letters Patent issued on Dec. 6, 1906, consists 
of a Legislative Council of 15 members elected by 
the Governor, and a Legislative Assembly of 69 
members elected by the registered voters of the 

1 Transvaal. The Legislature is elected for a term 
' of five years but may be prorogued or dismissed 
i by the Governor. The executive is vested in the 

1 Ministers, not more than six, who are appointed 
j by the Governor. Municipalities have already 

1 been created in all the most important towns. 

: The Capital is PRETORIA, pop. 1904, 36,700 
(21,161 whites), the pj'iucipal town being JoHAN- 
RESBURa (the centre of the Witwatersrand gold- 
llelds) ; population in 1904, 158,580 (83,902 whites). 

^ 1905-6. ^ 1906-7. 1907-8. 

Revenue £4,670,23® £4,651,532 £4,670,218 

Expenditure 4,236,537 4,415,476 4,118,848 

Debt — — 28,586,600 

1906. 1907. IgoS. 

Imports 17,699,234 15,758,944 16,196,692 

Exports 27,206,453 31,268,276 33,323,590 

Gimrmr, H.E. the Rt, Hon. the Earl 

of vSelborne, p,o„ K.G., 1905 (and 

£3,000 as High Commissioner) .....*£8,000 

Prime Miniitter, Rt. Hon, General Louis 

Botha. 

Private Sec., Dr. E. W. Bok 500 

Members of Executive Council. 

Minister of Agriculture; The Prime 

Minister £4,000 ; 

Colonial Sec., Hon. J. C. Smuts 3,000 , 

Atlmmey-Gen. d; Mines, Hon. J. de Yiiliers 3,000 , 
Lands di Native Affairs, Hon. J. Rissik ... 3,000 ; 
Public Works, Hon. E. P. Solomon ......... 3,000 ; 

Treasurer, Hon. H. C. Hull 3,000 j 

Departmental Secretaries, ti^e. i 

Assist. Colonial Sec,, "E. H. L. Gorges ...... 1,500 ! 

Sec., Law Dept., J. de V, Roos, ll.b. ...... i.Soo ' 

Do., Native Affairs, W. Windham ......... 1,500 i 

Do., Treasury, James R. Leisk ... 1,500 ■ 

Do. , Mines, H. Warrington Smyth ......... x . 5®® 

Do., Lands, G. R. Hughes — .... 1,000 

Surveyor-Gen., W. H. Gilflllan 1,500 1 

Director of Agriculture, F. B. Smith 1,500 j 

Chief Engineer, Public Works, C. Murray 1,500 | 

Auditor-General, W. H. Moor x,8oo i 

Director of Customs, J. W. Honey, C.M.G. s,8oo j 

Postmaster-General, J. Frank Brown 1,800 

Director of Editeation, . 1 . E. Adamson ... x,5oo j 

Med. Officer of Health, Dv. Walker s,2oo ! 

Do., Supt, Lunatic Asylum, Dr. J. T. | 

Dunston 1840 [ 

Govt. Mining Engineer, R. N. Kotze ...... 1,600 ! 

Judges, Law Officers, &c. I 

Chief Justice, Hon. Sir James Rose-Innes, j 

K. C., K.C.M.G..... 4,000 i 

Hons. SirW.H. Solomon, Sir j 

J.W.Wes.sels,SirW. Smith, A. W. Mason, j 

L. S. Bristows and J. S. Curlew is... each 3,000 j 

Registrar, Supreme Court, and Sheriff of | 

the Transvaal, C. F. Eorke 1,200 ? 

Master of the Sujweme Court of the Tracis- 1 

vaal, T. B. Herold 1,200 

Registrar of Deeds, J. Smuts, I.S.O. 1,200 ; 

Crown Prosecutor, E. W. Douglass ......... 1,500 | 

ActiTig Chief Magistrate, H. O'. Buckle ... | 

Director of Prisons, C. J. Hanrctte 1,200 j 

i Commr. of Police, R. Burns-Begg, K.c. ... 1,800 | 
Legal Advisers to Attorney-Ge7U'ral, E. L, \ 

Matthews £1500, and 0 . W. de Viiliers 1,200 j 

Agent General in London , Hon, Sir Richard \ 

Solomon, k.c.b., k.o.m.g,, k.c.v.o., k.c 3,00c 

Secretary, James Burns, l.s.o £,000 

Pretoria is distant from London 7,200 miles, ' 
Transit, wd Capetown, 19 days. i 

THE ORANGE RIYER COLONY. ? 

i The Orange River Colony is bounded on the 
east by Basutoland and Natal, ou the norfcii by * 
the Transvaal Colony, and on the west and south j 
by the Cape Colony. It was founded, in muoli ; 
the same way as the Transvaal, by Boer emigrants i 
from Cape Colony, and its independence was 
granted in 1854, to be lost when thrown into the : 
cause of its Boer neighbour in the war of 1899- : 
1902. The total area is 50.392 square miles, | 
with a population at the census of 1904 of ; 
387»3 i 5> of whom 142,679 were whites (males ' 
81,571, females 61,108). 

It is essentially a pastoral country, bnt the ; 
eastern part is also admirably adapted for the ; 
cultivation of grain. Diamonds, garnets, and ' 
other precious stones are found, and rich ooal- 
mines exist, while there are indications of gold. 
The chief exports are w-ool, ostrich featikers, 
hides, diamonds, grain, Ac. 

* Exclusive of allowances. 

1 1 And quarters, t Phis jfi'igo personal allow' 
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j Bloemfontein, the Capital and seat of 
: Oavernment, had a poi>ulation of 13,51:2 whites, 

I 3,487 troops, and x6,o33 natives in *905. A new 
; sewerage system and an additional water supply 
' arc in successful operation. Six new bridges of 
j masonry, 85 ft. span, have been built over the 
I Bioem Spruit, which has been straightened to 
! avoid a repetition of the serious flood of J an., 1^04. 
I Other towns are Kroonstad (2,454 whites 
‘ and 3,343 natives), Ladybrand (2,333 whites and 
j x.sis natives), and Harrismith (2,238 whites and 
3,068 natives). 

Under the Constitution of 23rd June, X902, the 
i Government consisted of a Governor and a 
: hiciiteuant-Governor, assisted by an Executive 
; and a legislative Council, By letters Patent, 
dated the sth June, 1907, a Responsible Govern- 
' ment hfis been constituted for the Colony, and 
, was promulgated on the ist July, 1907, on -whieh 
i date also the Lieutenant - Governorship was 
’ abolished and Sir Hamilton Goold-Adams, who 
Iiad held that office, was appointed Governor. 
The new Constitution provides for a Legislative 
, Council of XX members and a Legislative Assembly 
; of 38 members. The latter number has been 
; increased by Act of 1908 to 39, by the division of 
' one of the larger country constituencies into 
two constituencies. The first general election 
was hold on Nov. 20, 1907, and resulted in the 
return of 29 members of the “ Orangia Unie ” 
ivarty, 5 of the Constitutional party, and 4 Inde- 
pendents. 

1906-7. 

Revenue ^^787, 328 

Expenditure 7745S8<5 

Imports 3,761,171 

Exports 3,655.009 

Govermr, H. E. Maj. Sir Hamilton John Goold- 
Adams, G.c.M.G., (1907). 

A.D.C,^ Captain G. P. ( 5 . Springfield. 

Private Secretary^ C. Courtenay -Shaw. 

TiiR Cabinet. 

Prime Minister X* Col. See., Hon. A. Fischer j^2, 400 


1907-8. 

£740,367 

733,233 

3,3*7,770 

3,769,653 


1908-9. 

£9*5,286 

952,5*3 

2,945,860 

3,558,373 


Af tey-Gen. , Gen, The Hon. J. B. M. Hertzog 
Colonial Treasurer, Hon. Hr. A. E. W. 

Itamshottom 

Minister for Agriculture, Gen. The Hon. 

C, R. Do Wet 

Commissioner for Public Lands X 

Mines, Hon. C. H. Wessols * 2,000 

Bloemfontein is distant from Lomlon 6,700 
miles. Transit, rid Capetown, 19 days. 


2,000 


NATAL. 


! Natal derives its nanuj from its discovery by 
! Yasco da Gama on Christinas Day, 1497. The 
i first European settlement was fonned (1824) by 
; a small party of Englishmen, who came by sea 
‘ and established themselves on the coast where 
j Durban now stands. Natal was then a part of 
the great Zulu kingdom under T’Chaka. Between 
: 1835 and 1837 another settlement was formed by 
j a large body of Dutch Boers. In 1843 Natal was 
j proclaimed as British and annexed to the Cape 
I Colony. In 1856 it was erected into a separate 
J colony, and in 1893 acquired responsible govern- 
• ment. It lies on the south-east coast of Africa, 
^ Durban or Port Natal being about 800 miles from 
, Capetown. Speaking roughly, it is in 30° E. long, 
and 30® S. lat. It comprises an area of 35,371 
I square miles, with a seaboard of 376 miles. No 
j less than 35 distinct rivers run through it into 
I the Indian ON^ean, but not one of them is navi* 
^ jgahle. 0 n the N.W., Natal is bounded by the 


Transvaal Colony ; and, as in the Cape Colony, 
the country rises from the sea to the mountains 
by a series of terraces. 

Population, — The estimated population at 
3x December, 1908 (exclusive of military), was : 
Europeans or whites, 91,44^3 ; mixed and others, 
7,386; Indians and Asiatics, xi6,67g; natives, 
990,878— a total of 1,206,386. 

Production, etc.— The coast region, extending 
about 15 miles inland, is highly fertile, and has a 
semi-tropical climate, Alaizeis the most generally 
cultivated crop throughout the colony, and sugar, 
coffee, arrowroot, ginger, tobacco, bananas, vege- 
tables, and pepper thrive in the coast region, and 
the pineapple ripens in the open air. Tea is also 
grown, and its cultivation has become a thriving 
industry. The midland district is more adapted 
for cereals and other European crops. The 
upper district is chiefly grazing land, and sheep- 
farming is the principal occupation of the 
inhabitants ; horses and cattle are also reared 
in large numbers. The coalfields of the colony 
are of large extent, and are connected by 
rail with the seaport of Durban; the output 
for 1908 was 1,669,774 tons, and for 1907 1,530,043 
tons; there is a considerable export trade in 
coal, 710,777 tons being bunkered and 553,157 tons 
exported in xgoS, in addition to 254,1^ tons con- 
sumed by the railway department. Asbestos, 
copper, fireclay, gold, graphite, gypsum, iron, 
lead and silver, limestone and marble, manganese, 
molybdenum, nickel, nitre and tin are also found. 
In the immediate vicinity of Bietemaritzburg 
iron ores, some of very nigh grade, have been 
found in immense quantities, and iron of excel- 
lent quality is being produced at a cost which 
ensures the establishment of an important in- 
dustry. The coke used is manufactured on the 
premises, while fireclay, ganister, and remarkably ' 
good moulding-sand are obtained on the estate. 
Large forests of valuable timber abound in the 
kloofs, and many tracts along the coast are also 
well wooded. Cotton growing is being tried, and 
: promises well. The chief exports are coal, wool, 

' mohair, wattle bark, tea, sugar, tobacco, maize, 
i fruit and preserves, hides and skins, 
j There are 2 Government high 

; schools, at Pietermaritzburg and Dui'baii ; 41 
' primary schools, 2 art schools, s Indian schools, 

; and 2 Government schools for coloured children ; 

I there are also 472 private Government-aided 
j European, native, Indian and coloured schools. 

Rail way 8 ,— There are 93s miles of railway 
open, all constructed or worked by the Govern- 
ment. The main lino extends from the Port of 
Durban to Pietemaritzburg (tbe capital of the 
Colony, 70 miles inland), and thence to Charles- 
town, on the border of the Transvaal (306 miles 
distant from the port), where it connects with 
the line to Johannesburg and Pretoria. Branch 
lines run from Thoruville Junction (sg-X miles 
from the port) to Richmond (17 miles), and from 
Pietermaritzburg a branch connects Grey town 
with the city (64X miles) ; to Harrismith in the 
Orange River Colony, from the main line at the 
xg(o-X mile-post, was opened on July t2, 1892, 
with a mileage of 59^ miles, 353^^ of which are 
in Natal, terminating at Van Reenen. This 
branch was extended to Bethlehem on May x, 
1905, a distance of 64X miles from Hamsmith, 
and a further section of 88X miles to Kroonstad 
in the Orange Rii^er Colony, which place is also 
served by the G.S.A.R. main line ; from Glencoe ; 
Junction (z3x}£ miles from the port) to Vryheid, 
a distance of 59^ miles, northwards from Durban I 
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at Alexandra Junction to TJmzinto, 6}^ miles, 
connecting the main line with the Bluff side 
(Wests) ; from Pietennaritzburg (the Natal 
trunk line junction) to Creighton, a distance of 
95 miles. The total cost of construction of the 
railways up to the end of 1908 was ^^13, 989,202. 
The receipts for 1908 were 1,832, 862, and the 
expenditure ;£!s, 240,319. The net receipts were 
equal to £4 4s. 8.57^, per cent, upon the capital 
expended on open lines. 

Zululand, annexed in 1897, comprises about two- 
thirds of the country formerly under Zulu kings, 
and is bounded on the south and south-west by 
the TugelaRiver ; on the south-east by the Indian 
Ocean ; on the north by the Portuguese posses- 
sions ; and on the west by the new territoiy 
(formerly Utrecht and Vryheid districts of the 
Transvaal) and Swaziland. The Amaputaland 
Rotectorate, created by proclamation of 32 Nov., 
1897, was annexed to Zululand on 27 Dec., 1^7, 
and now forms part of the Province. The 
Northern Districts, so-called, territory (con- 
sisting of the Magisterial Divisions of Vryheid, 
Utrecht, Paulpietersburg, and Babanango) was 
annexed to Natal on 27 January, 1903. 

Defence . — On 31 Dec., 1908, the total defence 
force of Natal consisted of the Natal Police 
(mounted), 857 all ranks, exclusive of native 
and Indian constables, and an active militia force 
of about 2,432 (1,356 mounted and 255 artilleiy). 
The Militia Act, which came into force during 
2904, remodelled the Volunteer Force, and 
changed the title to Militia, giving the govern- 
ment power to call out all males between 18 and 
6 q. There were iilso, at the same date, 122 rifle 
associations, with a total strength of 5,005, ex- 
cluding Natal Police and Militiamen ; besides 
235 senior cadets, and 3,277 school cadets. 

The Government of the Colony consists of a 
Governor, a Legislative Council, and a Legislative 
Assembly. The former consists of 13 members, 
nominated by the Governor in Council, one half 
of whom retire every 5 years. The latter consists 
of 43 members, including 2 each for the new 
districts of Vryheid and Utrecht, elected by 
popular vote. There are 25,463 electors on the 
register, and there is a property qualification. 

PlETBRMAEmBUEG, the capital and seat of 
government, is situated about 54 miles inland 
from Port Natal. Population, exclusive of 
military (estimated at 31 Dec., 1908), 31,230. 

In Durban (pop. 60,244, including 27,327 
Europeans, 1,960 mixed and others, 15,900 
natives, and 15,057 Asiatics as estimated 31 Dec., 
1908), or Port Natal, is the only harbour of 
any importance on the south-east coast. The 
entrance is now safe and navigable for any vessel 
at any time; the average low- water depth at 
the entrance, the bar being no longer existent, 
for 1908 being 33 ft. 7 in. 

1906. 1907. X908. 

Eevenne j^^3>Sxo,3So 

Expenditure 3,673,972 *3,681,914 3,689,752 

Public debt... 19,484,143 *20,760,992 21,135,534 

Imports 9,705,256 8,704,222 7,903,412 

From U.K. ... 14,293,536 ts, 709, 670 fs, 640,9x8 

Exports 10,405,707 10,049,13a 9,622,474 

To U.K 1,487,508 1,779,089 1,663,794 


Domestic imports from U. K. , 1908 (5. of Trade):— 
.. :5476.a77 


d.... 

Cottons 

Leather ........ 331.215 

Machinery .... 377.549 


Metals 544X.681 

^irits ............ 103.579 

Woollens 163.703 


■£3,893.888 


Total exports to the U.K., 1908 ( 5 . of Trade):- 


. . . jg638,S46 
;£!, 373,678 


Angora Hair ...... j£73. 652 ] Wool. Sheep 

Com, Maize. 70,518 

Stuffs 157.325 

Hides, &c xS3.77i 

Governor and Commaiider-m-Chief, M.'Ei. 
Lt.-Col. Sir Matthew Nathan, R.E., 
G. C. 31. 6 


Private Secretary, R. Ponsonby . 

Ministey. 

Prime Minister and JS^ative Affairs, Rt. 

Hon, F, R. Moor, P. c. ,IL. D. , X>. c. L. ,M. L. A, 
Colonial. Secretary and Education, Hon. 

C. O’Grady Gubliins., 31. L.A. 

Agriculture, Hon. W. A. Deane, M.L.A. ... 
Attorney-Gen., Hon. T. F. Carter, K.O., 

3I,L.A 

Treasurer, A. Oliff, 3 r.L.A. 

Minister for PaUways and Harbour, Hon. 

Lt.-Col. E, M. Greene, c.3r.G.,K.o,,3i.L.A. 
President LegMaUce CoimcilyMon. Sir G. 

M. Sutton, K.C.3I.G 

Speaker Legislative Assembly, The Hon. 
R. M. Archibald, J.P 


Law Officers, &c, 

CJdef Justice, The Hon. Sir Henry Bale, 

K.C.3r.G., K.C ....... 

xst Puisne Judge, W. H. Beaumont ......... 

znd do., J. C. Dove "VVilson, K.O., LL.B, ... 

3rd do., W. Broome 

Judge-President Eative High Court, H. 0 . 

Campbell , l, S. 0 

Judges, do., H. G. Boshoff and J. C. 0 . 

Chadwick ...each 

Sec. Law Dept, J. W. F. Bird, I.S.O. ...... 

Master, Supreme Court, H. C. Koch......... 

Registrar, do., C. H. R. Nomian ............ 

ShcHjff, W. P. Gough 


300 


1 , 3 ^ 

9x0 

9x0 

9x0 

9x0 

910 

4 SS 

4 SS 


2,000 

x,75o 

1,750 

x,7So 

1,000 

9x0 

8x9 

650 

..S05 


* Year ended 30th June of each year, 
t Exclusive of Govt, stores, value j£27o,i6i in 1908, 
mainly from U.K. 


Assistants and Deputies. 

Principal Under-Sed'etary a nd Perm anent 
Head of the Civil Service, Christopher 

John Bii’d, 0 . 31 . G.,. J.P........ 1,105 

Assist, do,, A. W. Leslie 639 

/Sec., Tafe A. J. Shepstone, C.M.G. i,aoo 

Sec. to Prime Minister and to Raihvays 
and Harbours, G. T. Plow’man, C.3I.G., 

J.P. X, 02 O 

Under Treasurer, V. G. M. Robinson, J.P. 955 
Collector of Customs a/nd Controller of 

Excise, George Mayston 1,132 

Postmaster-General, 0 . Maxwell Hibberd 1,020 

0/ 0 . J. Mudie 1,020 

Surveyor-Gemral, J. L. Watson 693 

Under See. , Amicultivre, H. A. Hiine 910 

Director of Division of Agriculture and 

E. R. Sawer : 555 

Claude Fuller 630 

See., Attorney-Gen., G. Bull 483 

Aiiditor-Gen&ral, Thomas Orr 1,020 

Gen. Manager of Railways, E. R. Ross . .. 1,844 
Engineer-m-Ch. of Railivays, Solm Wallace 
Snores, C.3f.G. ................................... 1,275 

Ck.- Engineer of Public Works, John 
Frederick Evelyn Barnes, O.M.G............. 1,020 
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JSngineer in Charge of Earhoiir IFits., I). fields to the Victoria Falls (281 miles) was com- 

C. Bavey £ 6 gs pleted in June, 1904, The line crosses the 

Port Captain, Dwrban, J. Rainnie, E.N.R. 763 Zambesi at the Falls, and has been opened to 

Chief Coinmr, of Police, W. J. Clarke 830 Broken Hill in N.W. Rhodesia. The railway is 

Commandant of Militia, Sir Duncan Mac- being extended to the Congo border (132 miles), 

kenzie, k.g.m.g., o.b x,ooo and is expected to be completed by the end of 

0 #cer /or Co?.on.v, E. Hill, D.P.H. 9x0 X9Q9. A light railway (aft. gauge) has been 

Registrar'Qmural, H. Millar 673 completed between Salisbury and the Ayrshire 

GoU. Bacteriologist, H. W. Pitchford,' Mine (84 miles), wth a branch to the Eldorado 

F.R,.C.v,S 819 Mine (12 miles). A line connects Gwelo with 

Chief Vet. Ojjicer, W. M. Powder 630 Selukwe (about 23 miles) ; a line from Bulaw'ayo 

' Astronomer'ib Cltemist, E. MevUl 728 via Gwanda to West ■STicholson (119 miles), opens 

Commr. of Mines, C. J. Gray, a.r.s.m 694 up the gold and coal areas lying to the south- 

Protector of Indian Immigrants, J. A, east ; and a branch to the Mafcopos, w'liere the 

Polkinghorne 723 founder of Rhodesia is buried, was opened on 

District Native Commissioners— I . L. Knight, Nov. 1, 1903. 

;j£'s,ooo’*' ; R. H. Eeachcroft, ^x,ooo*; J, J. The African Transcontinental Telegraph Line 
Cheere Emmett, ;£‘i,ooo* ; R. H. Addison, ! (“Cape to Cairo”) has been constructed as far 
; ;£i,ooo.* I as XJjiji in German East Africa, about 3,230 

i Mayor of Pwtermarltzlnirg, D. Sanders ; Dur- I miles from the Cape. 

{ ban, Walter Greenacre ; Ladysmith, Dr. J. G. j The Natives, enumerated in December 1908, at 
j Anderson ; Neivcaslle, A. Dimton ; Dundee, Dr. I 682,000, have now’ settled dowm, content with 


A. J. Abraham. 


Agent’Generalin London, Robert Russell, 

B.C.L. (acting) £r.,z'js 

Secretary, 

Considting Engineer, H, G. Humby,M.LC.E. x,2oo 
Natal, 6,800 miles ; transit, 20 days. 


their unw'outed prosperity and immunity from 
tyranny and pillage. 

Industrial Progress. — ^o-nthern Rhodesia is 
£x,zjS rich in mineral deposits, and it abounds in traces 
! of the ancient gold-w'orkers. Though the climate 
3. x,2oo ’ is sub-tropical, the average altitude makes it well 
i suited to European fruit-trees, cereals, and vege- 


tables, in addition to the indigenous products of 
the country —e.g. , tobacco, rubber, cotton, and all 

’ l.-inz-ls! r.f o'Voin 'Tlip pmnit.i'v ie 'hAiT»rt< 


1 son), Leieester P. Beaufort feting) ; NoHli- 
I Western (Livingstone), L. A. Wallace (acting). ! The first regular crushing returns began in 
i Head Office, 2 Loudon Wall Buildings, E.C. ( September, 1898, and the gold produced to 
f Manager, H. Wilson Fox ; Secretary, D, E. the 30 Sept., 1909, has an estimated value of 
Brodie*, Assistant Secretary, A. P. Millar, * £x 2 i 7 ^z, 9 S 4 ‘ 'The output for the year ended 


Registrar, R. G. Bolton. 


I 31 December, X908, was valued at £z,sz 6 ,oog, an 


i Emigration and Information Office, 138, Strand, increase of ^^347, 121 in value over the returns 
} W.C. for 1907. The gjold output for the nine months 

'■ Emigration Office for Scotland, 131, Buchanan ended 30 Sept., 1909, is valued at ^x,93x,43i. 


Street, Glasgow’. 

Capetown Agency, W. Olive. 


Silver, copper, coal, diamonds, lead, chrome, 
iron, asbestos, and otlier minerals have also 


Acting Commercial Representative, Bulawayo, been produced in considerable quantities 


J. A. Stevens. 


Southern Rhodesia is adminis- 


1 Director of Land Settlement, C. D. Wise, Salis- teredbytheCompany under the Charter of 1889, as 
{ bury. amended )3.v the Orders in Council of 1894, t893, and 

I Resident Engineer in Rhodesia, A- H. Acker- 1903. The Admini-strator is advised by an 


inann, Bulawayo. 

Northern Riiopesia, 

This ten itory, first opened to British influence 
by Dr. Livingstone, is divided iut<3 North-Eastern 
and North ester a Rhodesia, which are still 
occupied by the native tribes living under their 
I own chiefs. Extensive mineral deposits, copper 


Executive Council of not less than four mem- 
bers, andJ-here is a Legislative Council, con.sistinig 
of the Administrator, the Resident Commissioner 
(e.v. officio), nnd 14 raeinbens, seven of w'hom are 
elected by the registered voters of Mashonaland 
and Matabeleland, and seven nominated by the 
Company with approval of Secretary of State. 

The laws in force in the Cape Colony up 


Southern Rhopesta. 

Railways.-.-'The main arteries of eommunica' 


Council was first convened, law's were amende«l 
or enacted by the ordinances of the Dh-cctors. 


{ tion are the Mashonaiaiul and the Rhodesia i the regulations of the Administrator in Council, 

; Rjiilways. The latter i.s a continuation of the 1 and the proclamations of the High Commis- 
j Hue from Capo Tow'll to Vryburg, rfd Kimberley, f sioner. Municipal solf-govenmient has been 
{ and was opened to Bulaw’ayo in November, | established in Bulawmyo and Salisbury. Rev., 

; % 8 ^, the distance from Cape Town hcl'ZS : x 907 - 8 > i^ 554 »o 29 1 exp., ;(; 543 ..^ 97 . 
i miles. A line to connect .Salisbury with ' The total white population of Southern 
Bulawayo (300 miles) was completed in Out., j Rhodesia at the census of 1907 was 14,007. 

190a, From Salisbm^ the Ma.shonalaud Rail* j The political capital is Salisbury, 4,880 ft. 
way rum eastwards to Umtali and thence to the i above sea-levcl, the chief towm of Mashonaland 
Mrt of Beira (Portuguese), a distance of 373 miles, j (white population in 1907, 1,684). Bula wayo, 
The section from Bulawayo vid the YVauMe coal- 4489 ft. above the sea-level, the chief town of 

;-r-T — 1 Matabeleland, is the commercial centre, with a 

* Ijicludmg £zq<) ti’atdling allowance. 1 white population of 3,491 in 1907. 
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The partition of West Africa among tlie various European Powers is now complete, and 
, the. British Dominions therein consist of the Colonies and Protectorates of the Gambia, Sierra 
i Leone, the Gold Coast, and Southern Nigeria, which are all situated imon the coast of North- 
I Western Africa, between the mouth of the river Senegal and the Cameroons, and of the 
; Protectorate of Northern Nigeria. These Dominions were not originally colonies in the 
! strict sense of the word, but merely trading settlements in which the products of the 
neighbouring countries were collected and exchanged for European goods with as little 
outlay as possible ; but of late years a great part of the revenue has been expended on the 
development of the territories, the advancement of the education of the natives, and on the 
encouragement of the cultivation of natural produce. The climate is such that Europeans, 
cannot live there permanently, and even the native inhabitants siifler from malarial fever. 
The West Coast of Africa has, howevex, been eagerly frequented by European traders since it | 
was first explored by the Portuguese in the latter part of the 15th century, just before the I 
discovery of America by Columbus. In the 17th century all the chief maritime nations of I 
Europe, ‘except the Spaniards, bad forts or factories established on the coast, from which ] 
they used 10 supply slaves to their plantations in the West Indies and on the mainland of j 
America. The importance of the coast was much diminished when these same nations ! 
agreed, at the commencement of the nineteenth ceTitury, to join in putting down the slave I 
trade, and the Dutch and the Danes relinquished their possessions ; but a healthier interest 
in the West Coast has since arisen in the development of a legitimate trade in tropical 
products, of which palm oil is the most important, to take the place of the tnide in slaves. 
The Germans possess the territory of the Cameroons and Togoland, in the immediate 
neighbourhood of the British possessions; and, more to the south, the Congo Free State 
has been founded by the King of the Belgians. British authority has been extended, 
by means of the Colonies and Protectorates, and by the action of the Roval Niger Company, 
which exercised all the functions of government until the territories under its control 
were incorporated with Southern Nigeria in 1900. 

and there is an armed police force in the settle- 
ment (numbering 72 men), which pertorms 
both civil and military duties. There is also a 
volunteer artillery corps consisting of 3 ofiicers 
and 25 rank-and-file. The government, which is 
th^ of a Crown Colony, is now vested in a 
Governor, assisted f»y an Executive Council, 


I 


GAMBIA. 

1 The river Gambia w’as discovered by the 
i Portuguese in 1447 ; and in tgSS, the year of the 
Spanish Armada, Queen Elizabeth, being then at 
1 w'ar witli Spain and Portugal, gave a charter 
I to a British Company to trade with the Gambia, 
j and as early as 1618 an effort to do so was made, 
i but it was not successful. In 1686 a fort was 
; luiilt upon a rocky island, and, in honour of the 
! new King, was named Fort James; but the 
i English merchants had formidable rivals in the 
I Portuguese and French, and it was not until 
1783 that the river was recognised, by the Treaty 
I of Versailles, as British. It had no regular 
j political institutions until 1807, when it was put 
i under the Government of Sierra Leone. The 
: Colony of the Gambia %vas created in 1843, and 
i was constituted a separate goverainent in x888. 
i The colony now consists of the Island of Bt. 

; Mary, British Combo Albreda, the Ceded Mile, 
McCarthy’s Island, and various other islands 
and territories on the banks of the river. The 
population (i April, 1901) was 13,456 (excluding 
Protectorate, 140,000). The climate is unhealthy 
during the rainy season, viz., from June to Octo- 
ber ; but during the rest of the year it is fairly 
healthy. The chief export is ground nuts, which 
foiTii nearly nine-tenths of the total exports. 
They are sent chiefiy to Marseilles, where the oil 
is e.xtraeted and used for the samepuipose as olive 
oil. Bee.swax, rubber, and hides are also exported ; 
and rice, cotton, maize, and a kind of millet 
called kons are produced in the countries border- 
ing the Gambia, but not in sufficient quantities 
for export. The chief imports are cotton goods, 
kola nuts, rice, and tobacco, A Company of the 
W.A.F.F. (3 officers and 120 non-commissioned 
officers and men) is stationed in the Colony, 


1907. 

jG6s,S92 

57,729 

7 ill 

445,359 

408,476 

186,356 

26,573 


1908. 

£& 7 ,B 9 B 

6 x,oq 7 

nil 

390,740 

374i’c38 

133,824 

51,197 


consisting of 3 official members (besides the 
Govei'nor), and by a Legislative Council of 5 
official members and 4 unofficial members, nomi- 
nated by the Ciwn. 

1906. 

Public revenue ;^65,24S 

Public expenditure 56,900 

Public debt nil 

Total imports. 447, dS7 

Total exports 428,678 

Imports from IT. K. 197,421 
Exports to IT. K ... 20,462 

Chief Town, Bathurst. Pop. (i^'i), 8,807.' 
Governor, H.l. Sir George 0. Denton, 

k.C.M.(3. j^2,5oo 

PHvate Sea'etary and A.JD.O., Capt. 

E. H. Kirkpatrick 230 

Colonial Secretanj, H. M. Brandford- 

Griffitli, Q. M. G. *700 

Chief Magistrate, Win. E. Townsend, b.l. ... *750 

Treasurer, ^573 

Legal Assistant, D. Kingdon, Li,. b 450 

Colleetor of Customs, Thomas E. Peirce *500 

Se-nwr Med, Officer, Thomas Hood ...£600 to 700 

Superintendent of Police, dr,, J. Brown 500 

Travelling Commissio 7 iers, H. L. Pryce, £500 ; 
G. H. gangster, £400; W. B. Stanley, J. K. 

McCaUum, and H. F. Sprostoii each £300 

Colonial Engineer, E. Taiighan *450 

Transit, 14 days. 


"^ Exclusive of allowances. 


WHITAKEE’s ALMANACK, 1910. 


Imperial BTitish Bominiom--Gold Coast Golon^^ 


THE GOLD COAST GOLOHY. 

This colony comprises the coast of the Gulf of 
Guinea from about 3° 7' W. to 14' E. of Green- 
wich, with a protectorate extending inland to an 
average distance of 440 miles, or to the 11° of 
N. latitude, bounded on the west and north by 
the French colonies of the Ivory Coast and Fi’eneh 
Soudan, and on the east by the German colony 
of Togoland. The population of the colony is 
estimated, at 895,350 (exclusive of Ashanti 
and the Northern Tenutories), of whom about 
1,000 are Europeans. The natives are almost all 
Pagans, but the number of Mohammedans and 
Chiistians is steadily increasing. The Castle and 
settlement of Elmina was founded by the Portu- 
guese and taken from them by the Dutch. In 1618, 
some English merchants built a fort at Korman- 
tyne, and subsequently many forts and factories 
were established, not only by the English and 
Dutch, but also by the French, the Danes, and the 
Germans, for the purpose of supplying slaves to 
their West Indian and American possessions. 
The first English Company to trade W'ith the Gold 
Coast was chartered in x66z. This was succeeded 
in 1672 by the Hoyal African Company, which 
enlarged and strengthened Cape Coast Castle 
until it was the best on the coast, and also built 
forts at Dixcove, Sekondi, Kommenda, Anama- 
bo, Winneba, and Accra. This was again 
succeeded in 1750 by the African Company of 
Merchants, which was constituted by Act of 
Parliament, with liberty to trade and form 
establishments on the West Coast of Africa ; 
between 20"^ N. and 2xP S. lat. The settlements | 
were in 182s transferred fcothe Crown, and placed . 
under the government of Sierra Leone, from 
which they were finally separated in 1874 under 
the title of Gold Coast Colony. The Dutch and 
English forts were intermingled until 1867, when 
an exchange was effected which gave all those on 
the west of the Sweet Kiver to Holland and those 
on the east to Great Britain. In 1872 tlie Dutch 
transferred all their forts to Great Britain, which 
had previously, in 1850, bought the Danish forts. 
It was out of this transfer that the Ashanti 
war of 1873-4 arose, as the King of Ashanti, who 
had always been on g<Jod terms with the Dutch, 
feared that he w'ould be cut off from the sea. 
In this war, as in those of 1896 and 1900-1, the 
Bntish arms were completely victorious, and 
the kingdom of A.shanti has now been added to 
the dominions of the British Crown. 

The produce of the Gold Coast is chiefly sent 
to Grc'at Britain. Gold is found in consider- 
able quantities, and rubber, ivory, gum-copal, 
cocoa, cotton, lumber, Guinea gmins, and oil 
are also exported to England. The irrincipal 
exports in X908 were : Gold ;Ci,x5*!944» rubber 
;£x68,x 44, palm oil ;£s 29,S3S* palm kernels 
and cocoa j£^S4o, S ax. The chief imports 
are textiles, alcohol, and hardware. The climate 
is damp, hot, malarious, and unhealthy. The 
Government assists the Homan Catholic, Wes- 
leyan, and German missionaides in educational 
matters, and great efforts are beiiig made to 
improve the sanitary condition of the coa.st 
towns. The Government has established schools 
of its own ; the x>rincipal towms are lighted and 
policed, x,xa9 miles of telegraphs have been 
established in the colony, of which 290 miles are 
in Ashanti and 135 miles in the JiTorthern TeiTi- 
toriea The Government railway from Sekondi 
through Tarkwa, the centre of the gold-tniuing 


railway is being constructed from Accra into 
the interior. 


The seat of government is Accra (population 
17,892). The other principal towns ai‘e Cape 
Coast (28,948), Ada (13,240), Elmina (3,000), 
Sekondi (4,095), Tarkwa (4>ooo)> Kwitta (3,018), 
and Axim (2,189). The Legislative Council con- 
sists of 6 official and 4 unofficial members. 

Total revenue ... 5^:683,102 ^^708, 718:^752, X41 
Expenditure ...... 628,906 6x7,124 392,072 

Imports fromU.E. 1, 590,461 1,758,315 1,476,130 
Exportsto U.E. ... 1,523,449 1,954,626 1,952,395 

Total imports 2,458,939 2,366,195 2,029,446 

Total exports ...... 1,996,4x2 2,641,674 2,525,170 

Gowmnr, H.E. Sir J. Pickersgill Pvodger, 

K.o.M.G. (and allowance, £1,000) ... £s,ooo 


Pnvat&Sec. &A.D,C., Capt.A.M.Scoveli 
Colonial Secretary, Maj. H. Bryan, c.M.a. 
Chief Assist. Sec., W. C. F. Hobertson ... 
Assistant Secs., L. W. Bristowej^^Csoo ; 

and A. C. Finlay each 

Junior Assistant Secs., A. Pv. G. Wilber- 
force ; L. W. S. Long ....each 


Chief Clerk, C. E. H. Hellis to 400 


Attorney-G-eneral, A. Hudson 1,000 

Solicitor-Gensral, R. A. Maude 600 

Treasurer (vacant) 750 

Lt. -Col. Comdg. Q, C. liegt. , Col. W. T. F. 

Reeve 800 

Prin. Med. Officer, W. H. Langley, O.M.a. x,ooo 
Director of Works, Capt.W, B. Lees, R.E. x,ooo 

Genl Manager, Mlys, W. B. Smith 2,000 

Comptroller of Ctistoms, S. J. Hood 700 

Comm issioners of Provinces, A. J, Phil- 
brick, J. Maxwell, E. C. Eliot, and 

C. H. Harper. each 650 

Secretary for Mines, P’rank Cogill 800 

Sec., Kative A fairs, F. G. Crowther 650 

Postmaster-General, T. Deacon 650 

Commissr. of Police, Maj. A. W. Kitson 650 

Director of Education, (vacant) 500 

Chief Justice, Sir W. Brandford Griffith 2,500 ' 
Puisne Judges, G. K. T. Purcell, £ 1,000 ; 1 

A. E. Pennington, F. H, Gough, A. 

Earnshaw each 800 

Chief Com., Ashanti, F. C. Fuller, C.M.G. 1,250 
Commissioners, Maj. C. H. Armitage, 

T. E. Fell, Maj. C. E. D. 0. Eew, each 700 
Chief Commisnoner, E. Teiritories, Lt.- 

Col. A. E. G. Watherston,0.M.6.,R.E. 1,250 

Commissioners, Maj. E. A. Irvine, | 

Capt. B. M, Eead, Maj. A. H. j 

Festing, C.M.G., B.s.O. each " 700 j 

Colonial Chaplmn,'Sieiv.'SS\ Hastings Kelk 500 

Distant from Liverpool, 3,920 miles ; transit', 24 ! 
to 30 days. I 

SIEEEA LEONE. j 


The peninsula of Sierra Leone (Lion Mountain) , 
was ceded to Great Britain in 1787 by the native | 
chiefs, to be used as an asylum for the many | 
destitute negroes then in England ; and great 
numbers of liberated Africans from North 1 
America and the West Indies, besides those | 
taken in slavers on the coast, have from time to : 
time been settled there. In this respect Sierra 1 
Leone is really a colony, while it is also of j 
commercial importance. The extreme length is i 
about 185 miles, with an estimated area of 4,000 i 
sq, miles. The population in 1901 amounted to \ 
76,655, of whom 493 were resident Europeans. | 
Of the rest, more than half were liberated Afri- I 
cans and their descendants, while the remainder \ 
belonged to the neighbouringtribes. The liberated | 
Africans were brought from all parts of Airica, f 


industry, to Kumasi (168 miles), has been 
completed and opened for traffic. Another 
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and as the result no less than 6o different lan- 
guages are said to be spoken in Freetown. The 
exports are palm-oil, palm-kernels and kola nuts ; 
but benni-seed, cocoa-nuts, ginger, ground nuts, 
india-rubber, gum-copal, hides, beeswax, and 
I rice are also exported. The principal imports are 
j cotton goods, coal, apparel, hardware, provisions 
and tobacco. A railway (227 miles) has been 
constructed from Freetown into the interior, 
with terminus at Baimea near the Liberian 
frontier. 

A Protectorate was proclaimed on August 31, 

, X896, over territory between 7° and 10° JST., and 11° 
I and 13° W., being bounded on the IST. and N.E. 

‘ by French Guinea, and on the S. and S.E. by 
Liberia. It has an area of about 30,000 
squai'e miles and a population estimated at 
1,000,000. For administrative purposes it is 
divided into 6 districts under District Commis- 
sioners ; the principal peoples being the Limbas 
and Kurankos in the noith, the Timinis in the 
centre, and the Mendis in the south. The prin- 
cipal products are rubber, gum, palm-oil and 
palm -kernels, benni-seed, rice, ground and kola 

I 1906. 1907, 1908. 

Public revenue ;i^J305j074 ;£32i,ooo 

Public expenditure 285,661 345,567 341,871 

I Total imports 885,851 988,022 813,700 

j Total e.xports 716,623 831,259 736,755 

' Imports from U.K. 657,661 708,765 570,908 

Exports to U.K. ... 2x8,180 228,399 177,216 

The Governor is aided by Executive and Legis- 
lative Councils, the latter consisting of 7 official 
and 4 unofficial members. 

Freetown, the cajjital and seat of government, 
is the greatest seaport and has the finest harbour 
in West Africa. 

^ormior,tH.E.Sir Leslie Probyn,K.O.M. G. *£z,ipQ 

A.D.C., H. C. Lukach 250 

Chief J w6to,tSir P. Crampton Smyly,LL.D. *1,200 
Coloriial Sec.,f G. B. Haddon Smith, c.M.G. 

*j^8oo to 1,000 

Attorney-Gen.,fJ). F. ■Wilbraham ... *700 

Treastirer,f E. 0 . Johnson *:^Soo to 700 

Collector of Custotm^f A. P. Viret ......*550 to 650 

Circuit Court Judge, W. B. Townsend ... *800 

P.itf.O., B. M. Forde j^Soo to 1,000 

Solicitor 'Gen., F. A. Van der Meulen 500 

Master Supreine Court, Registrar-General, 

and Police Magistrate, it. J. Beatty 500 

Director of Public Works, C. A. Cop- 
land j^6oo to 800 

P.M.G. t& Savings Bks., J. C. Smith *450 

Bishop of SieiTa Leone, Bight Bev. 
Edmund Henry Elwin, p.d 


Staff of Imperial Forces. 
Major-General Commanding, f E. 0 . F. 

1 Hamilton, c.b. 

I A.D.C., Lt. a B. K. Bacon 

i Gerd. Staff Officer, Maj- C. E. Palmer, D. s. 0. 
\D.A.A.G. and D.A.Q.M.G., Oapt. G. E. 

I Hewitt 

I Commg. R.A., Lt.-Col. W. W. T. Duhan. 

I Commg. R.R, Maj. G. Walker 

( Commg. A.S.O., Maj. A. P. Welman 

j Se 7 iiorM.O,,Mai. F. J. W. Porter, r.a.m.O. 

Chief Ordn. Officer, Capt. B. B. Croftou ... 
District Paymaster, Capt. 0 . G. B. Smith 

Freetowm, 3,078 miles from Liverpool ; transit, 
10 to 14 days. 


* Exclusive of allowances. t Members of Ooimcil. 


SOUTHEBN NIGEBIA. 

The Colony and Protectorate of Southern 
Nigeria now, includes the territories situated on 
the Bight of Benin, between Dahomey on the 
West to the Cameroons on the East, the amalga- 
mation of the administrations of Lagos and of 
the Pi’otectorate previously styled “Southern 
Nigeria” having been carried out on May z, 
19^. The whole territory is now divided into i 
three Provinces, of which the Western coincides ^ 
with the former Colony and Protectorate of 
Lagos, and the Central and Eastern with the 
former Protectorate of Southern Nigeria. The 
headquarters of the Government are at Lagos, and 
the area of the whole territory is 77,260 sq. miles. 
Governor and Commander in Chief, Sii' 

Walter Egerton, IC.C.M.G. 

(And duty allowance j^^i,Soo) 

Lieut. Gov. and Col. Sec., J. J. Thorburn, 

C.M.G. 1,500 

Chief Assistant Col. Sec., Lieut. -Col. H. C. 

Moorhouse, n.s.O j^7oa to 900 

Provincial Commissioners, W. F. W. Fos- 
bery, c.M.G., F. S. James, c.M.G., each 

;]^x,2oo ; H. Bed well 1,000 

Assistant Ptov. Commrs., A. B. Harcourt 
W. E. B. Copland-Crawford 

£goo to £goo and £600 to 800 
Senior District Commrs., W. G. Ambrose^ 

F. P. Pinkett, C. H. Elgee, B. A. Boberts, 

H. M. Douglas, E. A. Simpson-Gray, 

W. J. Watt £600 to 700 

Financial Commr., C. E. Dale i,ioo 

Chief Justice A. Willoughby Osborne x,soo 

Puisne Judges, J. Winktteld, W. H. Stoker, 

E. T. Packard, A. F. C. Weber x,ooo 

Attoimcy-General, A. B. Pennington ...... 1,100 

Solicitor-General, J. E. Green •-‘£700 to 900 

Principal Medical Officer, H. Strachan, 

C.M.G. 000 to 1,200 

Commandant of S. Nigeria Regt. West 
African Frontier Force, Lt.-Col. H. BI. 

Trenchard, D.s.o goo 

Director of Public Works, C. V. Bellamy... 1,100 \ 
Do. Marine, Lt. H. A. Child, R.N. to x, 000 
General Manager of Railway, F. BMford 

Glasier, c.m.g £1,200^0 1,500 

Conservator of Forests, H. N. Thompson 1,000 
Director of Agriculture {vacant) £600 to 800 
/n. 97 )fr.-Gaa.o/PoZfc(?,C.E.Johnstone £600 to 800 
Director of Education, E. G. Bowden £600 to 800 
The chief industry is agidculture, and crops , 
consist of maize, plantains, earth-nuts, yams t 
and cassava, while cocoa, coffee, and cotton are ' 
also grown. The natural products exported are ^ 
palm oil and kernels, ivory, gum copal and rubber, f, 
and the export of cotton and maize is steadily \ 
increasing. A railway has been constructed 
from Iddo Island mt Ilorin to Jeliba on the Niger, : 
a distance of about 304 miles, and is now being ex- ! 
tended through Zungeru, the capital of Northern 1 
Nigeria, to join the railway from Earo to ■ 
Kano in that Protectorate, which is now under ^ 
construction. Centres of trade are Lagos, Gala- ! 
bar, Opobo, Bonny, New Calabar, Brass, Benin, * 
Warn, Sapele, Akassa, and Forcados, the two i- 
last named being situated at the Forcados and '■ 
Nun mouths of the Niger, which, with the rest ' 
of the territories south of Idah on the Niger, 
passed on January i, 1900, from the administra- ' 
Boyal Niger Company to that ■ 
of Southern Nigeria. 

The principal imports are cotton goods,: 
cooper s stores, hardivare, cutlery, and spirits. 
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1907. ' J9<^. 

;Cj>459»SS4 £^> 3 ^ 7,975 

Expenditure Xs 2 i 7,337 *j 3 S 7»763 

Total imports 4,438,906 4,884,830 

Total exports 4,202,704 3,409,:^ 

Imports from IT. K 3,330,785 3,285,509 

Exports to U.K 2,039,821 1,778,158 

Headquarters, Lagos, Transit, 16 days. Tele- 
graph to Lagos, Warri, Bonny, and Calabar, with 
considerable extensions inland, connecting with 
Lagos. 

FOBTHEEN KICEPJA. 


Qomrmr and Commander 4 n-Cltief^ .Sir H. 

Hesketh Bell, K.C.M.O ...;)C3,ooo 

(and duty allowance j£^x,ooo) 
Itenident-General, Sir yf, 'Wallace, K.c. 7 kr.G. 

j<^X,QOO to 1,300 

Jlettulenf.^, Class, W. P. Hewliy, C.M.G,, 

Maj. J. A. Burden, c.M.a., C. L. Temple, 

C.M.G., H. S. Goldsmith, Capt. 0 . W. J. 

Orr, Capt. F. 11 . Iluxton, IMaj. A. W. 

McOlintoek, n.s.o £70“^ to 800 

liesidents, ssnd Class: Capt. W. S, Sharpe, 

P. AL Bwyer, Major II. D. lary- 
more, Maj. J. E. C. Blakeney, 

W. F. Gowers, Capt. E. H. Lewis, .T. A. 

Ley Greaves, Capt. G. Anderson, B\ B. 

Gail, E. C. Duff, Capt. G. Anderson, G. 
Ormaby, E. 3 . Arnett, Capt. W. H. 

Browne, n.s.o., G. W. Webster ;^s5o to 650 

Secretary to Administration, M. H. de la P. 

Beresford, i.S.o ;^6oo to 700 

Treasurer, J. H. Bratt £^00 to 700 

Chief Justice, E. A. Speed ;i^i,ooo to x,2oo 

Attorney-General, E. C. Watson ;^S5o to 650 

Solicitor-General, E. V. Parodi 45010550 

Principal Medical Oficer, S. W, Thomp- 

stone, C.M.G., p.R.c.S £i,ooo to 1,200 

Commandant of X, XlgcrUi Rc(it, ir. A. 

Frontier Force, Col. E. P. Strickland ... x,ooo 
Marine Siipt., 0 . Elliott, ii.N.R ;;^SSoto 65o 


Director of Public Works and Ra ilways, J. 

E. Baglesome, c.M.a £Boo to j;^x,ooo 

This Protectorate was established on January 
X, 1900, and includes the northern portion of 
the territories formerly administered by the 
Eoyal Mger Company. It is hounded on the 
south by Southern Mgeria, to the west and 
north by the French possessions in the hinter- 
land of Dahomey and the Soudan, and on the 
east by Lake Chad and the Gennan territory of 
the Cameroons. 

Since the occupation of Kano and Sokoto 
in February and March, 1903, steps have been 
taken for the establishment of administrative 
control over the whole of the Protectorate, of 
which the area is about 255,700 scpiare miles. The 
population has been estimated at about 8,000,000. 
The centre of administration is Zungeru, near 
the Kadiina Biver, a tributary of the Mger, 
and the Protectorate is divided for administra- 
tive purposes into 12 Provinces. The frontiers 
to the Korth and East were delimited during 
1903 by Anglo-French and Anglo-German Bound- 
ary Commissions, and a further delimitation of 
the northern frontier in accordance with the 
Anglo-French Convention of May 29, 1906, has 
recently been completed. The frontier with the 
German possessions is about to be readjusted on 
a “natural feature” basis. The imports anj 
much the same as in Southern Nigeria, and the 
principal exports are shea butter and shea nuts. 
The importation of spirits is proliibited. There 
is telegraphic communication from Lagos to 
Jebba, Zungeru, and Lokoja, and the line has 
been continued along the Benue, as well as to 
other directions. The construction of a railway 
fromBaro on the Niger to KanOj in tl Zaria, has been 
completed for over 100 miles. Steam communi- 
cation with England vid Forcados. 

The grant-in-aid from Imperial funds to N. 
Nigeria amounted to £zqo,ooo in x9o8'-9, and 
to £zy;,ooo in 1909-xo. 


IMPERIAL COINAGE, 1899-1908. 



I 

Gold. 





Year. 

' r.ondon Aliiit. 

! Australian 

1 , Mints. ■ 

Total. 

Silver. 

Bronze. 

■ 

Total. 

1899 

; -^9,0x0.900 

1 ;|^9, 642,800 

?Ci8.6S3,700 

1,6x6, 246 

£m^o6s 

409,0X1 

*900 

[ J:3,io3,700 

1 10,024,100 

23,X27,8oo 

2,0X3,381 

; 168,29$..,^ 

25,309,47*5 

*901 

1 2,604,000 

I 9.889,000 

12,493,000 

9x4,201 

120,2^ 

*3,527,48* 

X902 

7,1x9,000 

! IX, 411,300 

*8,530,300 

937 j 20 * 

*48,399 

*9,6x5,901 

* 9«»3 

9,928,000 

; XX,Xl8.IOO 

2X ,046,100 

557.247 

1*3.894 

21,7X7,251 

*904 

XX, 042, 000 

j XX, 266, 700 

22,308,700 

605,801 

77,89s 

-22,992,396 \ 

J90S 

7,300,000 

I XX, 288,000 

18.588,000 

5x0,490 

100,325 

19,198,875 

X906 

12,565, 000 

i 11 , 475,000 

24,040,000 

1,705,070 

184,520 

25,929,590 

X907 

2o,55x,ooo 

j 10,844,000 

3 *. 395 .ooo 

2,xo9,828 

227,550 

33,732,378 

J90S 

13,800,000 

1 10 , 457.000 

24,257,000 

' ' 8x5,751 

155,580 

25,228,331 


Xf.te.—Xincc: xByx, inclusive, the designs adopted for gold coins have been identically the same 
in the four AOnts of London, Sydney, Melbourne, and Perth. They are distinguishable, however, 
iu that the Australian coins bear minute “Mint Alarks” immediately above the date on the 
reverse side, the letter & being borne by .Sydney coin.s, AI by those issued from Melbourne, and 
P by those issued from Perth. The letter C is borne on Imperial gold coins struck at the branch 
Mint at Ottawa, Canada, 
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Theke are no British Colonies on the East Coast, of Africa to the north of IShatal 
(already treated of under the head -of “ South Africa”). Bat a large portion of the Con- 
tinent, both on the coast and inland, is under British protection pd is administered direetlj'' 
})y the Imperial Government, through the Colonial Office, which took over the adminis- 
tration of the E. Africa, Uganda, and Somaliland Protectorates on April i, 1905. British 
Central Africa, now styled Kyasaland, was similarly transferred on April i, 1504. The 
only Protectorate in Africa now' under the control of the Foreign Office is ilaiizibar and 
Pemba. Just as on the West Coastj the rivalry of European Pbw'ors has resulted in tiic 
division of the territory on the East into “spheres of influence,” the definition of whose 
boundaries has given rise to much diplomatic negotiation, and is not yet finally com- 
pleted, From the boundary of Amatongaland northward to Cape Delgado is Pvrfn- 
ffuese; from Cape Delgado to the river Uniha is German East Africa; the islands of 
Zanzibar and Pemba form a British Protectorate ; and the East Africa Protectorate extends 
from the Umba to the river Juba, wffiich forms the southern boundiiry of the Italian Hphere 
extending north w’ard as far as the British Protectorate on the Somali Coast. It will be 
observed that on this poxtion of the African Continent the French have made no acquisi- 
tions, but their annexation of the great island of Madagascar places them in a position of 
importance on the East Coast, although their influence does not extend to the mainland. 
The histoiy of the European occupation of East Africa may be briefly stated thus : — The 
Portuguese acquired their rights discoverj'" and conquesL The Germans obtained a 
footing on the mainland opposite Zanzibar bet’vveen 1880 and 1B85, at which latter date the 
Sultan of Zanzibar recognised their Protectorate over Usagara, and in the same year 
they declared a Protectorate over Witn. In 1888 the Ihiporial Britisli East Africa 
Company received a Jloyal Charter, having been granted a few* years ]:)revioiBly by Seyyid 
Earghas'h, Sultan of Zanzibar, administrative rights over his mainland po.s'session&» "in 
1S90 the respective spheres of Great Britain and Germany w^re settled by agreement. 
Zanzibar became a British Protectorate, and Germany w'itlidrow from her Protectorate over 
Witu ill favour of Great Britain. The bonndarics of the Italian Sphere were agreed upon 
in 1891. The Imperial British East Africa Company transferred the admiiiistration of their 
territories to the Imperial Government in 1895, having done much to promote the advance of 
civilisation in the large tract of country now' known as the “East Africa Protectorate,” 

THE SOMALILAND PROTECTORATE. \ Lieut. Governor, F. J. Jackson, C.B., O.iir.G. ;i^i,ooo 

Provincial Commrs., C. W. Hobley, o.m.g., 
fjSo ; J. Ainsworth, c.m.G., £700 ; S. S. 

Bagge, £6so ; S. L. Hinde, ^1^700 ; 

C. R. W. Lane and T. T. Gilkison each 5 oo : 

Principal Judge, R. W. Hamilton goo I 

Judges, J. W, Bartli, and A. T. Bonham ] 

Carter ..j^goo, 3^700 and 600 

Commissioner for Lands, Col. J. A. L, 

Blontgomery, c.S.l 'x,soo f 

Treastp'er, C. C. Bowring, c.M.O. 800 ' 

Chief of Customs, P. W. Major 700 1 

CommandaM of znd Bn. King*s African I 

Rifles, Lt.-Col. E. H. Llewellyn ; srt? 

Bn., Maj. H. B’. Kirkpatrick .........each 700 I 

Secretary for Native Affairs, A. €. Hollis 70® 
See. to Adnnmistratwn', W. j. Alonsou 650 

P.M.O., A. I). Milne............,........f..5^7So toAs® 

mia. 


In 1884 a Protectorate was declai'ed over part 
of Somaliland, a country now subject (e.xcept 
w'here reserved by Great Britain and Italy) to 
Abyssinia, and forming the norili-eastern horn of 
the African continent. The British Protectorate 
contains about 68,000 sq. miles. The population, 
mainly consisting of Somalis, a jMoharamedan 
tiibe, is estimated at 300,000. The boundaries 
are defined by treaty with Abyssinia and Italy ; 
the northern coast as far as 49'^ E. and the 8th 
parallel of N. latitude are the limits on the 
north and south. 

The Principal Towns are Berbera, Bulbar, 
aud Zeyla. 

The Protectorate was transferred in 1898 from 
the administration of the India Office to that of 
the P’oreign Office, and on April i, 1905, to that 
of the Colonial Office. 

Commr. and Conimamler-in-Chief, Capt. 

H. E. S. Cordeaiix, G.B., g.m.g. 1,000 

Asst Pol. Offr., C. E. M. Dansey 500 

Secretary to Administration, H. A. Byatt 
„ j^ 35 o f c 400 

Treasurer, H. T. Powell j^3So to £soo 

Commandant of 6th Bn. K. A. Rifles, 

Lt.-Col. J. A. Haimyngton 900 

Medical Officers, A. J. M. Paget, R. E. 

Drake-Erockman ^£'400 to ^£500 

1907-8. 1908-9; 

Total imports £=^3S,ii3^ £^93,SoS 

Total exports 315,708 «27»783 

THE EAST AFRICA PROTECTORATE. 

Governor and Comnmnd,er-Ln-Chief, Sir^ 

E. P. C. Girouard, k.c.m.q., i>.s.o.‘, n.B. ;;^3,ooo 
(And £1,000 duty allowance) 


Insp. Gen., Police, E. Africa and Ugam , 

Capt. W, F. S. Edwards, o.s.o' £6soto.Boo 

Cmnmr. of Public Works, 0 . K, Watts ... x,zoo 
Local Manager, Uganda Railway, H. A. 

F. Currie, c.M. G £x,soo to 3,000 

Director of Agriculture, A. 0 . Macdonald 
, ;^ 8 oo to 1,000 

Conm'vator of Forests, D. E. Hutchins 

£Boo to 1,000 

Director of Surveys, Major G. E. Smith, 

C.M.G.,R.J !3 800 

Agent-General {Bombay), J. A. Simson ... 700 

^ The Imperial British East Africa Company was 
incorporated by Royal Charter, dated Septeml^er 3, 
1888 ; and under the control 01 the Secretary of 
State for Foreign Affairs, exercised sovereign 
jurisdiction over the territories lea.sed to it by the 
Sultan of Zanzibar, or acquired by treaties en- 
tered into wdth native Chiefs. A Briti.sh Protec- 
toi*ate was announced over these territories on 
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-Time 18, 1895, and the Company handed over the 
administration on J uly x, 1895. 

These territories are now comprised under the 
name of ‘‘The East Africa Protectorate,’* and 
'( include the whole of the coast from the Umba 
to the d^iiba Eiver, granted on a so years’ lease by 
the Sultan of Zanzibar, as also the vast territories 
in the interior Iwinded in part by international 
conventional lines. The southern boundary was 
defined by the Anglo-Oerman conventions of 
1886, 1890, and 1893 ; that on the east (along the 
i Juba) and north-east, by an agreement with Italy 
I (iSgx). On the west the Protectorate adjoins 
^ that of Uganda. The administration of the Pro- 
s tectorate is carried on under the Colonial 
; Office. 

The title of “Commissioner” was changed to 
j “ Governor” in 1907, and Legislative and Execu- 
tive Coimclis were instituted. 

: A great portion of this vast region consists 
of pasture lands dr barren wastes, but there are 
not lacking extensive districts of great natural 
fertility on the coast, as well as in the interior. 
The Protectorate is divided for administrative 
purposes into seven provinces, which are sub- 
divided into districts and sub-districts : (x) 
Seyidie, (2) XJkamba, (3) Tanaland, (4) Juba- 
land, (5) Kenya, (6) Kaivasha, <7) Nyanza, of 
which the centres of administration are respec- 
tively Mombasa, Nairobi, Lamu, Kismayii, Port 
Hall, Naivasha, and Kisumii. Of the seven 
provinces Ukamba and Naivasha are best suit- 
able to colonisation by Europeans. There is 
also a considemble region within the boun- 
daries of the Protectorate which is still 
undeveloped, and has not yet been included 
in any administrative district. The population 
of the Protectorate has been estimated lately 
at 4,000,000, but no census has ever been 
taken. 

The Bast Africa Protectorate also includes 
the Witu Protectorate, a small tract of country 
at the moutli of the river Tana. The British 
Protectorate was proclaimed Nov. m, 1890. In 
March, xBgi, the Imiierial British East Africa 
Company undertook the administration of the 
country, from which they withdrew on July 31, 
X893. Witu is now regarded for administrative 
purposes as part of Tanaland. 
i Mombasa, which is connected with Europe by 
telegraph, possesses perhaps the finest harbour on 
the east coast of Africa (population, about 30,000, 1 
of whom 200 are Europeans). There is also 1 
telegraphic communication along the coast i 
j between Mombasa and Lamu, and . between j 
Mombasa and Entebbe, the capital of the 
I ^Jgauda Protectorate. There are also exten- 
I sions to Kiamlui, Nandi, Wadelai on the Nile, . 
J and Fort Hall. The XTganda itailway has its 
terminus at Mombasa, which is connected with 
the mainlaiid by a railway bridge 1,73a feet in 
length. Nairobi, the capital of the Protectorate, 
and central station of the Uganda Eailway, has 
a population of about x4,ooo, of whom 700 are 
Europeans. There are also some 400 European 
lannem in the immediate neighbourhood of 
* Nairobi. 

i The principal exports are ivory, grain, rubber, 

, and copra; the principal imports are piece- 
goods, rice, grain and Hour, building materials, 

, European provisions, &c. 

The importation of arms and ammunition is 
‘ prohibited, except under the most stringent 
r€^ilationa, and the introduction and local manu- 
I lactore of spirits is also heavily checked. 


1906-7. 1907-8. X908-9. 

Iinports .....£76$, 407 £799.7^7 £797,^$^ 

l.xports 44 o> 7 oS SiS,oSz 436,3x3 


Shipping entered, X908-9, 922,276 tons. 

Capital, Nairobi ; transit, about 21 days. 

THE UGANDA PEOTECTOEATB. 
Governor and Commandernn-Chief, 

(vacant) ..^^2,000 

Chief Secretary, (vacant) 900 

Provincial Commrs., S. C. Tomkins, c.¥.G. ; 

A. G. Boyle, c.M.G. ; F. A. Knowles £6qo to 700 
Judges of the High Court, G. F. M. Ennis, 

W. M. Carter ^^750 and 600 

Crown Advomte, W. A. Eussell 500 

Principal Medical Officer, A. D. P. Hodges 900 

Secretary, J, F. Cunningham 630 

Treasurer, G. D, Smith, O.M.G ;)C 55 <» 700 

Supt. of Marine, Comm. H. Hutchinson, 

B. N.B. iC4So to 500 

Director of Transport, J. W. P. Eussell ... 400 

Chief Engineer, Capt. P, 0 . G. Usborne,R. B. 730 
Commandant of 4th Sn. King’s African 

Rifles, Lt.-CoL B. E. Graham ............... 700 

A British Protectorate over the territory of 
Uganda was proclaimed in the “ London Gazette” 
of June 19, 1894, and included only the country 
subject to King Mwanga, known as Buganda, 
bounded by the territories known as Busoga, 
Bunyoro, Aukole and Toro. This Protectorate 
has since been extended over Bunyoro and 
Busoga'(see notice in “ London Gazette,” July 3, 
1896). Buganda lies on the N.W. shore of 
Lake Victoria, between 300 and 600 miles in a 
direct line from the nearest point on the East 
Coast of Africa. It is situated on and to the N. 
of the Equator. Bun j’’oro lies further to tiie East, 
on the N. shore of the Lake. Busoga is to the 
N.W. of Uganda and extends to Lake Albert. 
Toro is to the S. W. of Uganda. The Protectorate 
is now divided into five provinces. The total 
population of the Protectorate may be roughly 
estimated at between z and 3 millions. 

The capital town of Buganda is Kamjpala, but 
the centre of the Protectorate Administration 
is the neighbouring settlement of Entebbe. The 
population of the Uganda Protectorate is esti- 
mated at over 2,000,000. The principal exports 
are ivory, skins, chillies, and cotton. The ex- 
port of cotton has increased from 838 cwt., 
valued at ^1,089, in 1903-6, to 23,051 cwt., 
valued at j^x,223, in 1908-9. Coffee is also ex- 
ported. Principal imports are cotton cloths, 
prints, groceries, &c. Uganda is connected by 
telegraph with Mombasa (E. Africa Protectorate), 
and there are three Government steamers on 
Lake Victoria, two of them of 600 and one of 
about 1,000 tons displacement. Another steamer 
i is being constructed. 

In .Tilly, 1897, Mwanga left Uganda and headed 
an insurrectionary movement in Buddu, which 
was .suppressed. He then fled to the neighbour- 
ing German territory, and his infant son was 
declared King of Uganda, with a native council 
of regency. King Mwanga died in May, 1903. 
In Sept., 1897, S' mutiny broke out among the 
Soudanese troops in the Protectorate, which was 
only suppressed aftei' several months’ fighting, in 
circumstances of great difficulty and danger, in 
which several British officers lost their lives 
(Parly. Paper, Africa, No. 10, s8g8). The military 
forces have since been completely reorganised. 

The XXganda Railway.— A. survey of the route to 
be followed by a railway to connect Uganda with 


WHITAKEB*S ALMANACK, 1910 , 


Imperial British Dominions— Zanzibar Protectorate. 589 


the coast at Mombasa was made in 1892. In 1895 
H.M. Government decided to proceed with the 
construction of the railway, and in September of 
that year a Committee was formed, with the late 
Sir Percy Anderson, Assistant IJnder'Secretary of 
State for Foreign Affairs, as Chairman, to super- 
vise the undertaking and organise details, under 
the authority of the Secretary of State for Foreign 
Affairs. On the completion of the railway, its 
management was transferred from the Committee 
to the East Africa Protectorate Administration. 

The gauge of the railway is one metre. The 
chief engineer, Sir G. Whitehouse, and staff 
arrived at Mombasa in December, 1893, and a 
large number of labourers wei'e imported from 
India for the work of construction, in addition 
to such local labour as could be engaged. The 
rails were laid to the terminus on Victoria 
Kyanza (384 miles) on December ao, xgoi, on 
winch date the first locomotive completed the 
jommey from the sea to the lake. A three-wdre 
telegraph line has been erected along the rail- 
way, and there is also telegraphic communication 
from the terminus on the lake to Nimxile, on 
the Nile (a distance of about 500 miles), and 
will shortly be extended to Goudokoro on the 
frontier of the Sudan. Messages are accepted 
for Nimule, and sent thence to stations further 
inland by post. A volunteer corps has been 
organised. 

TEE ZANZIBAPv PEOTECTOEATB. 
StiUan, H.H. Ali bin Haraoud, succeeded his 
father, bin Mohanied, July, 1902, 

Agent Consul-General, E. A. W. Clarke £t,Boo 
Judges of H.B.M. Court, Lindsey Smith, 


J. W. Murison £700 to 1,000 

E,B.M. Consul, J. H. Sinclair 600 


j Vice-Consuls, E. M. Kohan, H. S. London 
j £300 to $00 

I First Minister, Capt. F. E. Barton, c.m.g. 

I Legal Member of Council, Peter Grain, 

I Tlie Zanzibar dominions became independent 
I in 1856 under the rule of Seyyid Majid, a son of 
; Seyyid Said, Sultan of Muscat and Zanzibar, 
j They fonnerly extended along the mainland as 
i far south as Tunghi Bay and north as War- 
; sheikh ; but since the cession of the coast-line 
i from Euvuma to Wanga, including the island of 
! Mafia, to Germany in 1890, and of the Benadir 
I coast to Italy in 190^, they are now confined 
I to the islands of Zanzibar and Pemba, a ten-mile 
I coast-line from Wanga to Kipini, the islands of 
: Lamn, Manda, Patta, and Siwa, together with the 
, port of Kismayu, ^vith a radius of xo miles. As 
i far as the mouth of the Juba, the Zanzibar 
! dominions on the mainland are under the 
' administration of H.M. Government through 
; the Governor and Comraander-in-Chief in the 
i East Africa Protectorate (see p. 587). Zan- 
I zibar has been a British Protectorate since 
i November, 1890. 

j By a decree of Sultan Hamoud (1897) the legal 
: status of slavery ceased to be recognised in the 
i islands of Zanziliar and Pemba. 

I The City of Zanzibar, on the island of the 
I same name, is the largest in East Africa, and 
possesses a magnificent harbour, which presents 
great facilities for shipping and trade generally. 
The population of Zanzibar and Pemba is about 
230,000. 

; The principal imports are piece-goods, ivory, 
j hides, rice, and coal ; the exports are ivory, 

; cloves, copra, rubber, gum-copal, and many 
I minor articles. The largest proportion of im - 


ports (;^;344,S38 in 1908) comes from British 
India, £184,175 from the United Kingdom, 
£1x0,838 from Geiinan East Africa, £32,690 
from the United States, and £40,240 from 
Germany. The largest exports are made to 
British India, which in X908 accounted for 
£263,387, the principal other participators being 
German East Africa(£i97,6s8),France(£i36,oS3t)> 
and the United Kingdom (£89,891). These 
figures refer to the port of Zanzibar, and not 
to the trade of the Zanzibar dominions. The 
large quantities of goods which pass through 
Zanzibar in mail and other steamers, and those 
which are transhipped to and from the coasting 
vessels in the harbour %vithout being landed, 
are not included in the statistics from which 
the above figures are taken, which do not, there- 
fore, give an adequate idea of the importance 
of the port of Zanzibar as the centre of trade in 
E. Africa. With the exception of a monthly 
cargo vessel from Loudon, there is no direct 
steam communication with the United Kingdom, 
passengers, mails, and goods having to tranship 
at Aden, between which port and Zanzibar a 
regular monthly service is maintained by the 
British India Steam Navigation Company. There 
are through steamers to and from Europe of the 
Messageries Maritimes and the Deutsche Ost 
Africa Linie ; and a three-weekly service to and 
from Bombay by the latter company. 

The number of ocean-going steamers which 
entered the port in 1908 was— German X2i, British 
53, French 25, and other nationalities 3, the total 
tonnage being 443,330. This does not include 
the coasting and dhow traffic, which^is a very 
large one, extending to Bombay, Arabia, the 
Comoro Islands, and Madagascar. 

^ ^7- 1908- 

Imports ••••••••£i>a32,957 £969,841 

Exporis 1,070,067 977,6:^ 

Imports from U.K X93,24a 184, 17$ 

Expoits to U.K M 2>474 89,891 

Zanzibar is distant 8,064 miles ; transit, 20 days. 

NYASALAND PEOTECTOEATE 
(British Central Africa). 

Governor and Commander -in-Chief, Sir 

Alfred Sharpe, K.C.M.G., O.B ..-..£2,000 

Depv.ty Governor, Maj. F. B. Pearce, C.m.g. 900 
(personal allowance £100) 

AssM Dep. Governor, H. E. Wallis 700 

Commandant of xst Bn. King's Africa7t 

Rifles, Lt.-Col. H. A. Walker 700 

Jtidge of High Court, C. J. Griffin ...£600 to 800 
Vice-Consul and Agent, Chinde, S. Hewitt- 


Fletcher 

Chief A«sf. Secretary, A. Jay SVilliams 
^ £450 to 600 

Treasurer, W. Wheeler, C.M.G. 430 to 700 

Principal Med. Officer, Dr. H, Hearsey 450 to 600 
Supt. of Native Affairs, J. C. Casson 430 to 600 


This country was proclaimed a British Pro- 
tectorate on May x4, iSgx. The Protectorate 
comprises the eastern poriion of British Central 
Africa, and the control of the administration 
was transferred from the Foreign Office to the 
Colonial Office on the ist of April, 1904. The 
remainder of the territory is administered hy 
the British South Africa Company. 

The population of the Protectorate is esti- 
mated at, roughly, 1,000,000, including 594 Euro- 
peans and 457 Asiatics. 

The principal exports are coffee, cotton, chillies, 
and tobacco. The cultivation and export of 
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Public revenue 

Public expenditure 

Public debt 

Paper circulation... 


cotton and tobacco are eonsidei’able, and there 
are prospects of a steady development of these 
I industries. Ivory, tea, ground nuts, and rubber 
I are also exported. The principal imports are 
i soft goods, provisions, and hardware. On Lake 
Xyasa there ar-o seven steamers. There are also 
i twenty-two steamers on the Zambesi and Shire 
I livers. At Chinde, situated in Portuguese terri- 
' tory at the mouth of the Zambesi, is a piece of 
i land leased from the Portuguese Government, 
where goods intended for the Protectorate may 
be transhipped free of duty. 

Chief towns Blantyre (population about 200 
Europeans and 6,000 natives) and Zomba, the 
hcad<piarters of the Government. Communi- 
cation is maintained between Chiromo (at the 
junction of the rivers Piio and Shire), andCiiinde 
by the, African Lakes Company’s steamers and 
the Biltisli Central Africa Co. 

Between Chinde and Europe, the means of 
communication are ilessrs. Bennie’s line viA 
ISTatal, the British India Steam Navigation Co., 
and the German East Africa S.S. Co. 

A railway, 113 miles in length, connecting 
Port Herald (the nearest port to the coast) with 
Blantyre, is open for tralhc, and will probably 
be extended to Lake Nyasa nid Zomba. The Pro- 
tectorate is connected by telegraph overland 
with the Capo, nA Fort Salisbury ; and, with the 
Portuguese wires, to Chinde and Quilimaiie. The 
African Trans-Continental Telegraph Company’s 
line has now been extended northwards as far 
as Ujiji on Lake Tanganyika. 1907-8. 1908-9. 

Imports (excluding transit) 169,541 

Exports (excluding transit) 68,604 122,644 

MAI lUTItS. I Total imports 

Mauritius is an island lying ill the Indian Ocean, ' Total exports 

500 miles east of Madagascar, between 57^ 18'— J Imports fromJLbK. 
57^^ 49' E. long, and S. lat. sB'--zo° 33', and | 
comprising an area of 705 square miles. Tiiepopu- * 
lation at the census of 1901 was 375,385, of whom 
26s, X9X were Indians (the majority originally 
Coolies imported for working the sugar estates), 
and the remainder mainly of French or mixed 
descent. The whole island is practically given 
up to lu'oducing sugar for export, and the neces- 
.saries of life have all to be imported from 
abroad. Bice and grain are obtained from India, 
flour and froigen meat from Au.stralia, oxen 
from Madagascar, and minor imports from South 
Africa and elsewhere, The chief trade of the 
island is 'with India, Being just within the 
tropics it has a hot c;liuiate ; but, except in Port 
Louis ami .some of the low-lying districts, it is 
not unhealthy. The Island is subject to cyclonic 
disturbances, and a Imrricane in 1892 was 
p.articulaiiy .severe. 

Alaiiritius was discovered about the year 1507 
by the Portuguese, but they never formed any 
settlement on it. The Butch visited it in 1598, 
and named it Mauritius, in honour of the Stadt- 
holder, Prince Maurice of Nassau. In 1644 they 
established a small coltmy on the shore, but in 
17x0 or lyxz they absindoiicd the island, and in 
17x5 the French took pos.session of it and changed 
the name to He de France. Ihider the French it 
became a great centre of trade, but in 1789 the 
seat of French Governiueiit in the East was 
removed to it from PondicheiTy, and it was 
taken by a British force in 18x0. The French 
language and French la'^* have been preserved 
under British rule when the ancient name, 

Mauritius, was restored. There is an excellent 
harbour on the K,W, coast, on which the 


capital, Port Louis, stands, and the annual trade 
of the island passes almost entirely through Port 
Louis. In X908 there were miles of railway 
(1x9)^ of 4 ft. in. gauge and xo of 2 ft. Sin.), 
63 post-olnces, 57 telegraph and 13 telephone 
olfices in the island, with 331 miles of telegraph 
and S5 miles telephone wires (Government). 

The Government is administered by a Governor, 
aided by an Executive Council of 5 official and 
2 elected members, and a Legislative Council of 
27 members, 8 being ex-oitlcio, g nominated by 
the Governor, and xo elected by a moderate 
franchise. Port Louis has z members, and each 
of the country districts x. 

The inhabitants of European descent are 
mostly Roman Catholic. Education has two 
bi’anche.s : — (i) Superior or Secondary Instrvetion, 
to which is attached the Go^'erument Royal 
College with its Schools ; (z) Priotary Iiistrw- 
tion, consisting of the Government schools and 
the grant-in-aid .schools. The total expendi- 
ture on education in X90S amounted to Rs. 623,131. 
Of the pupils in the Government and aided 
schools, 63 -82 per cent, are P^-oman Catholics, 
2*58 per cent. Church of England, and x-i3 per 
cent, otlier Christian denominations ; g's 8 per 
cent, being ^lohammedans and 22*90 per cent. 
Hindi >os and otliers. The troops in the Colony 
on 3x Decembei', 1907, numbered 1,196, i 

Capital, Port Louis. Population (1901) 52,740. * 

1906-7. 1907-S. 

Rs. 10,329,618 Rs.8, 722,727 

xo, 174,508 9>8S3 ,oo9 

Rs. 6,876,255 Rs.7,8s8,2S5 

' 1907. xgoS. 

Rs, 31, 798,887 Bs.X7, 2X0,947 


40,478,1x3 

4,442,062 

6,264,505 


33,464,263 

3,648,507 

3,653,900 


Bx])orts to I’.K. 

Goi'crnor < 1 * Coiiinmndcr-in-Clnef, H.E. 

Sir Cavendish Boyle, K.C.M.G 

Commanding Farces^ Aiaj.-Gon. A. G. 

Creagli, c.b., u,A 

Colonial Sec,, Commander Sir John 
Graham-Bower, K.C.M.G., E.N. (ret.) 

Asei^'t. do., J, Middieioii 

Procureur J- Advocate-General, F. A. 

Horchenroder, K.C 

lieceUer-General, G. A. L. Banbury 

Registrar-General and Poor-Law Com- 
mimoner, D. P. Garrioch ...(Uiid/eea) 

Auditor-General, A. Grammm 

Collector of Ciietonif^, L, S, R. du Verge, i.s.O. 
Protector of Iinmigrants, J. F. Trotter 
Director of Public Works A: Surveys, 1 *. 

Le Juge de Segrais, c.E 

Clerk of Councils, L. Koenig 

Chief Judge, Sir V'ictor Belafaye, Kt,... 

Puisne Judges, Hons. R. M. Brown, 

L. A, Thibaud, C. S. Davson each 

Bishop of Mauritms, Rt. Rev. Francis 

Ambro.se Gregory, P.P 

Do. Pt. LouufR.a, Rt. Rev. P. A. 

O Xeiil, O.S.B 

Depekpencies op Mauritius. 

(i.) Roprigues, 350 miles almost due oast of 
Mauritius. R^pulation (Census xoox) 3,162. 
Area, between 80 and 90 square miles. Cattle, 
beans, salt fish and goats are the principal 
exports. The island is under the administration 
of a magistrate who takes his orders from the 
Governor of Mauritius. 

Magistrate, E, Roiiillard Rs.7,000 


£$>000 

913 

Rs. 13,500 

7,200 


13,500 

10,000 

6,000 

10,000 

9.000 

10,000 

8.000 

4,000 

15,000 


7,200 

7,200 
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(a.) Other Dependencies. Most of the scat- 
tered groups of coral islands belonging to Great 
Britain in the Indian Ocean are administered by 
[ the Mauritius Government, being visited periodi- 
cally by two magistrates, whose duty it is to en- 
quire into the condition of the labourers, and 
sett'ie any disputes "which may be referred to 
them. The chief prodnot is cocoa-nut oil. The 
most important is Diego Garcia (pop. xgox, 489), 
one of the Chagos Archipelago, which lies on the 
direct route from the Red Sea to Australia, and, 
as it possesses a good harbour, has been much 
used of late years as a coaling station. The 
total population of the "Other Dependencies” 
(1902) is 2,697. 

Transit, Mauritius, 27 days. 

THE SEYCHELLES ISLANDS., 

By letters patent of Sept. , 1903, these islands, 
which number altogether 89, were erected into 
a separate colony. The principal islands of the 
group are Mali 4 , Traslin, Silhouette, Curieuse, 
and La Digue, and the total area of the islands, 
with dependencies, is estimated at 148]^ square 
miles, of which, according to a recent survey, 
Mah^ occupies nearly 56 square miles. The 
island of Coeti^^, formerly under Mauritius, was 
transferred to the Seychelles Government by 
Letters Patent in 1907. The seat of government 
is at Victoria, the capital, on the N.E. side of 
Mah«§, which has an excellent harbour, andas 
constantly visited by men-of-war of all nations, 
The Admiralty have made Victoria a coaling 
station, and a dep6t for patent fuel; quarantine 
regulations are on a reasonable footing, and the 
harbour dues light. The Seychelles Islands w'ere 
occupied by the French about 1742, captured by 
a British ship in 1794, and were finally assigned 
to Great Britain in 18x4. Although only 4“^ S. of 
the Equator, the islands are very healthy, the 
death-rate in 2908 being xs'sa per 1,000. The 
population of all the islands on May 32, 2902, 
was 29,237 (Mah 4 25,266, Pra.slin 2,621, and La 
Digue 1,074), an increase since the census of 2892 
of 2,526. The estimated population, December 31, 
2908, %vas 21,982. There are 24 Roman Catholic 
and Chui'ch of England primaiy schools, and a 
grant-in-aid of Rs. 20,000 was voted for 2908, In | 
addition^ there is a Government school (the 
"Victoria School”), maintained at an annual 1 
cost of nearly Rs.14,000, wdiere education of a 
higher class is provided. i 

The principal exports are vanilla, cocoa-nuts, 
cocoa-nut oil, tortoise-shell, cacao, soap, and 
guano. Aldabra, one of the dependencies of the 
Seychelles, and about 680 miles from Mahd, is 
famous for the gigantic land tortoises, whilst the 
unique double cocoa-nut, Ooco de M&ir^ is found 
in Hah 4 , and^ in larger quantities, in Praslin, 
where there is a famous valley. Mah6 is in 
telegraphic communication with all important 
parts of the world md Mauritius and Zanzibar. 
The Government, which is that of a Crown 
Colony, is vested in the Governor, asMsted by 
an Executive Council composed of ^ ex'Offhio 
members, and by a Legislative Council consisting 
of 3 oflacial and 3 unofficial members. The 
Governor is President of both Councils. 

igo6, 1907. 190S. 

Revenue B<s. 429,932 Rs.soi,292Rs.473,83S 

Expenditime 37o»97* 381,029 465,753 

Imports 926,396 2,364,786 2,250,742 

Exports 807,780 2,262,829 2,657,274 I 

Savings Bank 

Deposits 232,546 258,283 223,709 

Debt 357,793 250,065 242,226 

Governor it Conimanderdn-CJnef, H.E. 

Walter Edward Davidson , C. M. 0 Rs. 28,000 

Cleric to Governor, Primtc Sec,, and 

Clerk to CoimeiU, W. L. Rind Rs. 3,000 

Chief Justice, A. K. Young Rs.9,000 

Croivn Prosecutor, Legal Adviser, 

Police Magistrate, &c, A. 'Williamson Rs.6,000 
Treasurer and Collector, G. H. Griffiths, 

T.S.0 Rs.5,000 to Rs, 6,000 

Auditor, L. 0 . Chitty Rs.4,000 to Rs.s,ooo 

Chief Med. B. Addison, M.R.C.S. Rs.4,500 

Superintendent of Public Works and 

Surveys, W. M. Vaiulin Rs.4,000 

Registrar of Court gnd Chief Oficer of 

Civil Status, Y. B. P. Crow, Rs. x,8oo to Rs. 2,400 
Inspector of Schools and Headmaster, 

Victoria School, G, Mackay Rs.4,000 

Ciirator of Botanic Statmi, R. Dupont Rs.3,500 
Inspector of Police tfc Supt. of Prisons, 

L. Le Vieux Rs. 3,000 

Port Officer, Capt. D. Sauvage 

Rs. 2,800 to Rs. 2,400 

Post Master, F. Touris Rs. 1,800 to P^-s. 2,400 i 

R.C. Vic.-Ap, and Bishop, Rt. Rev. M. . 1 

Hudrisier, d.d. Rs. 3,000 ! 

Civil Clmplain, Roy. E. A. Newton, ! 

M-A. Rs.3,000 i 

Letters from London via Marseilles, 18 day.s : 
fo London, 28-29 days. 

In tijf Soutl 

ASCENSION, 1 

atk isolated Island in the South Atlantic (3,427 
miles from Plymouth, 760 from St. Helena, and . 
900 from Cape Palmas on the African Coast), is of 
volcanic origin, the peak rising to the height of 
2,820 feet, situated f 55' 55" S. lat., and 24*^ 25' 5" 
W. long. It is said to have been discovered by a 
Portuguese named Jofio de Nova Gallego,onAacen- 
sion Day, 1501, and two years later was visited by 
Alphonse d’Albuqiierqiie, w'ho gave the island its 
present name. Its extreme length is 7K miles, 
and extreme breadth 6 miles, with a circumference 
of 22 miles and an area of about 38 square miles, 
and being situated in the heart of the S.E. trade 
winds, its climate is diy and salubrious up to 
2,800 feet, but above that height to its limit it 
is damp and foggy. It remained uninhabited 

i)«m atlanttc. 

till 2815, when the English took possession of it. 

It now possesses a steam factory, while there 
is also an excellent hospital and sanatoiium. 
Partridges are being preserved for sporting 
pm'poses, and steps _ are being taken to ex- 
1 teiminate the rabbits, which were formerly 

1 preserved and now prove a pest. The island is 

1 visited by the sea-turtle from January to May, 
which lay their eggs in the sand, 200 being 
“ turned ” during 2908, their weight being from 
500 to 800 lb. The sooty tera, or "wide- i 
awake,” use the island as a nesting-place about 
every eighth month, their eggs being much, 
appreciated by the inhabitants. In 1907 there ! 
were about 25 acres of ground under cultiva- i 
tion, producing vegetables and a small quantity j 
of fruit, and there is also a small amount c>f | 
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pasturage for sheep and cattle. The island 
is under the Board of Admiralty, by whom an 
officer is appointed as commandant. The 
inhabitants consist of officers and their 
families, seamen, marines, and Kroomen ; a 
limited number of men also have their families 
with them, the full complement of the island 
being about 8o (exclusive of 15 members of the 
Eastern Telegraph Co.) with about 25 women and 
children. Georgetown, tlie garrison settlement, 
is situated in a small bay on the N.W. coast. 
The island is fortified, and is connected by 
the Eastern Telegraph Co. with St. Vincent, St. 
Helena, and Sierra Leone. 

1907. 1908. 

Domestic imports from II.K. iC4)98o ;£4,5So 

'• Officer in Charge, Caj)t. .T. W. Dnnstan, h.^.l.T. 

I Staff Siirgeony'E., .T. Chater, R.N. 
i Assist, Pag imff ter in Charge y W. H. Hnglies, K.N. 

I Transit, about 14 day.s. 

TPJSTAN D'ACUI^'HA 

is the chief of a group of islands of volcanic 
origin lying in lat. 37° 6' S. and long, z' W. , 
discovered in 1506 by a Portuguese admiral, after 
whom they are named. The population numbers 
about 100, and the inhabitants are said to be very 
long-lived. 

Inaccessible Isl.^.nd is a lofty mass of rock 
with sides « miles in length ; the island is the 
resort of penguins and sea-fowl. 

The Nightingale Islands are three in 
number, of which the largest is j mile long and 
wide, and rises in two peaks, 960 and 
X,xo5 ft. above the sea-level respectively. The 
’ smaller islands, Stoltenhoff and Middle Isle, are 
little more than huge rocks. Numbers of seals 
and sea-elephants vi.sit these islands. 

FALKLAND ISLANDS. 

These, the only considerable cluster in the 
South Atlantic, lie iil)out 300 miles east of tl»e 
Straits of Magellan, between 51^ 15'— 53' S. lat. 
and 57^ 40'-- -62^ W. long. They consi.st of East 
Falkland (area 3,000 sii. mile.s). West Falkland 
(2,^ sq. miles), and upwards of 100 small islands 
(islets, rocks, and sandbanks), comprLsing in the 
aggregate <5,500 sq. mile.s, and a population in 1908 
of 3,6x0. Mount Adam, the loftiest peak in 
the colony, rise.s 2,3x5 feet above the level of the 
sea. The Falklands were discovered by Davis in 
X592,and visited by Hawkin.s in X594. After having 
successively belonged to France anti Spain, they 
were given up tt> Groat Britain about lyyi, but not 
actually occupi ed. In 1820 the Bepublic of Buenos 
Aires established a settlement in these islands, 
which was dc.stroyed by the Americana in 1831. In 
X833 they were again taken iiossession of by the 
English for the protection of the whale-fishery, 
and colonised, and from that time to the present 
have so continued, being, as a whole, the most 
j southerly organised colou'y of the British Empire. 

; The climate, though somewhat bleak, is usually 
considered healthy, and the temperature is on 
the whole equable, the thermometer ranging in 
wintei’ from z<P to 50'-’, and in summer from 40® to 
Tlie islands are chiefly bog-land, and have 
proved suitable for sheep ; kitchen-gardens 
occupy the only cultivated part. The popula- 
tion is mainly British, and is principally engaged 
in ^leep-fanning and seafaring industnes. The 
chief exports in X908 were wool (:/£‘io5,49s) and 
^eepsMns. The total tonnage of vessels entered 
in was ae8x,35i. Tliere are three places of 


worship (one Church of England, one Homan 
Catholic, and one Baptist). The only important 
settlement is Port Stanley, at the head of Port 
William, on the coast of East Falkland. 

There is a volunteer force of about 120 men. 

South Georgia, an island 800 miles east-south- 
east of the Falkland Group, with an area of x,ooo 
square miles, is a dependency of the Falkland 
Islands. Among other dependencies are the 
South Shetlands, Graham’s Land, the South 
Orkneys (on which the Argentine Government 
have, with the permission of H.M, Government, 
established a meteorological station), and the 
Sandwich Group. 


Expenditure . 


1906. 

1907. 

1908. 



^^ 37.775 

. 15,692 

16,054 

19,767 

• 86,433 

73.839 

73,062 

. 185,227 

248,43s 

389,506 

. 58,867 

66,o9X 

85,744 

. x 8 i ,439 

39s. 573 

337,323 


Exports to U.K 3:81,439 ^ 9 S> 57 i 3 : 37 j 32 i I 

Tlie government is vested in a Governor, aided j 
by an Executive Council of three members, and a i 
Legislative Council, the members of both being > 
appointed by the Crowm. i 

Governor a^nd Chief JifMiee, H.E. William j 

Lamond Allardyce, C.m.g (and fees)£xyZco | 

Colonial Secretary y Ac,, H. E. W. Grant .. 500 : 

Colonial Treasurer, Ac., W. A. Thompson ! 

• to 350 : 

Colonial Surgeon, E. T. Born 300 : 

Bishop, Et. Rev. E. F. Every, M.A. j 

Chief Town, Port Stanley. [ 

Port Stanley is distant about 8,130 miles;: 
transit, 27 days, monthly from Liverpool. Tele- i 
grams sent by post from Monte Video or ' 
Punta Arenas. | 

ST. HELENA, I 

probably the best known of all the solitary island.s , 
in the world, is situated in the South Atlantic ; 
Ocean, 955 miles S. of the Equator, 760 S.E. i 
of Ascension, 1,140 from the nearest point | 

: of the American Continent, and 1,800 from the I 
coast of S. America, in 15° 55' S. lat. and 5*^ 42' | 
W. long. It is 1.0% miles long, 6 % broad, and ■ 
encloses an area of 47 square miles, with a 
population in 1908 of 3,558. St. Helena is ' 
of volcanic origin, and consists of numerous i 
rugged mountains, the highest rising to 2,700 ■ 
feet, interspersed with picturesque ravines. The ^ 
climate vies with that of Madeira in point of ! 
salubrity and evenness of temperature. Although ' 
within the tropics, the south-east “ trades ” i 
keep the temperature mild and equable. The ? 
thermometer goes up to 84° in tlie town at the ! 
sea-level ; but in the country, 1,800 feet above the 
sea, the maximum is about 74°, and the mean : 
temperatm*e ranges from 57° in September to 66“ ■ 
in March, there being very little diftereuee ■' 
between night and day ; the lewdest temperature ! 
in winter issx° and the total rainfall (1908) 39.320 ' 
inches. St. Helena was discovered by the Por- ! 
tnguese navigator, Juan de Nova Castella, on ' 
21 May, 1502 (St. Helena’s Day), and remained ; 
unknown to other European nations until 1588, ' 
when it was visited by Captain Cavendish on his ' 
return from his voyage round the world. It : 
remained uninhabited until the Dutch colonised ■ 
it dre. 1645. The English East India Company 1 
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seized it in xSsx ; but it was retaken by the 

1 Dutch in 1673. In 1673 it was again taken from 

1 the Dutch by Capt. Munden, of the English Navy, 
and was held by the East India Company, who 
had obtained a charter for its possession from 
Charles II., until 1834 (with the exception of the 
period 1815 to 1821, during which the British 
Government held it as a residence for Napoleon 
Bonaparte, who died there 5 May, 1821), when 
it was ceded by them to the Crown. In 1900 
the island was used as a place of internment for 
prisoners of war from South Africa, the first 
detachment (consisting of General Cronje and 
3,000 officers and men) arriving in April of that 
year. It was formerly an important station on the 
route to India, but its prosperity received a fatal 

1 blow by the cutting of the Suez Canal, and it is now 
i frequented only by a few sailing ships homeward 
! bound from the East Tndies. The tonnage dues 
' on calling ships were abolished in 1882, and the 
port is now free to all ships except when bringing 
, or taking cargo to and from the port ; the number 
, which called in 1908 was 33. The phormium in- 
j dustry and lace-making, both under Government 
control, were established during 1907. It is of 
strategical importance as a coaling station, and 

has recently been fortified by the Imperial 
Groyernment. St. James’s Bay, on the nortli- 
■west of the island, possesses a good anchorage. 
The garrison was withdrawn in October, 1906. 

The government is administered by a Governor, 
with the aid of ah Executive Council of 4 mem- 
bers, the Governor alone making all ordinances. 
Capital, Jamestown (pop. 1,439). 

j9o 6. 1907. igbS. 

Public revenue ^^8,889 ^'7,207 jC7A3^ 

Expenditure 10,279 8,057 8,104 

Debt ml. nil, nil. 

Total imports 43^,391 35, 000 36,216 

Total exports 9,262 4,704 6,685 

Imports from U.K. ... 38,822 32,000 34,275 

Exports to U.K 2,620 4,598 5,537 

Govemor^'R. B. Lt. -Col . Henry Lionel Gall wey, 

aM.G., D.S.O. J^775 

Colonial Treasurer aiid Harbour Master, 

Robert R. Bruce 270 

Police Magistrate, d'c., J. Homagee. I.S.O,.,. 390 

Emigration Agent, A., Hands fees 

Colonial Surgeon, W. J. J. Arnold, m.b....... 270 

Distance, 4,477 miles ; transit, 17 days. 

3 tn tje iMe 

CTPRt'S , 

' is an island in the Mediterranean Sea, betvreen 
i' N. lat. 34° 30' and 35° 41', and E. long, 32° 15' and 
' 34 ° 3 S'- It is about 60 miles distant from the 
nearest point of Asia Minor ; and 41 miles from 

1 Latakia on the Syrian coast. The distance 
to Port Said, at the entrance of the Suez Canal, 
is 338 miles. The larger part of the island is 
an irregular parallelogram, 100 miles long and 
60 to 30 broad ; from wdiich a narrow peninsula, 

S or 6 miles wide, runs out for 40 miles towards 
the north-east. The area is about 3,584 square 
miles. The population in 1901 numbered 237,022, 
j of whom 21-64 percent, were Mohammedans, 

I and the remainder mostly members of the 
! Orthodox Greek Church. Estimated population 

1 (1907) 049,250. The principal productions are 
j grain of various kinds, sesame, linseed, wine and 
! spirits, silk, olives, locust-beans (carobs), cotton, 
j wooq hides, aniseed, sponges, sumac leaves, 

; terra umbra, gj-psum, and salt. The fertility of 
i the soil has for centuries been proverlnal. In igo8 

1 the wine export was 887,545 gals,, audthatof spirits 
49,230 gals., the bulk of Mne going to Egypt 
and the spirits to Turkey. The climate varies in 
different localities. In the plains the summer 
heat is very gi-eat, and the British troops suffered 
when first stationed in the island. Excellent 
; summer quarters were, however, found in the 
: hills ; and, owing to the enforcement of various 

1 sanitary measures, the death-rate of the whole 
, island is nearly as low as that of any European 
; country. 

I Cyprus still forms pai't of the Ottoman Empire ; 
but by virtue of a treaty made between England 
and the Porte, date(^4 June, 1878^ the govern- 
: ment is administerea by England for so long a 
time as Batoum and Kars may Ibe kept by Russia. 
The inhabitants have been granted a political 
franchise, every man paying direct taxes having 
a vote. The government is administered, under 
the Colonial Office, by a High Commissioner, 
assisted by a Legislative Council composed of 
eighteen members, six being official and twelve 
elected. The island is divided into three electoral 

littmancan. 

districts, each retm-ning one Mohammedan and 
three Christian members. 

Eor administrative and legal purposes it is 
divided into six districts. In each district the 
executive government is represented by a com- 
missioner ; and each has a Court of Law presided 
over by an English judge, who is assisted by 
two native judges, one being a Christian and the 
other a Mohammedan. There is also a Supreme 
Court for the whole island, consisting of W© 
English judges. 

The amount payable to the Sublime Porte yearly 
is £Z'j,Zoo for revenue, ^£5,000 in compensation 
for State lands, and 4,x66,22o okes of salt in kind 
(an oke=2-8 lb.). This sum is not actually paid 
to the Sultan, but is retained as part i)ayment 
of the loss sustained by England and Prance in 
paying the deficiency on the Guaranteed Turkish 
Loan of 1855. 

The capital is Nicosia (Lefkosia), near the 
centre of the island, with a population of 14,752 
in 1901 ; the other principal towns are Larnaca 
(population 7,964), Limassol (8,298), Famagusta 
(3,825), Kyrenia (1,336), and Papho (3,134). 

Important w-orks at Famagusta have rendered 
the inner harbom* accessible to steamers, and a 
narrow^-gange railway connecting the harbour 
with the capital (36 miles) was opened in 1905, 
and has been extended westwards to Morphou, 
a total of 60 miles. There is a regiihir service 
of steamers from Egypt, leaving Port Said everv 
Wednesday 

1906-7. 1907-8. 1908-9. 

Revenue ^^^286, 873 £z'^z,Zxo ^£^303, 477 

Expenditure ... 182,066 203,029 244,061 

1906. *907- 1908. 

Total imports... ;^6 o3, 054 £702, ^^618,781 ‘ 

Total exports... 483,956 635,055 653,580 

ImportsfromTJ.K. 153.142 194,074 158,325 

Exports to U.K. 130,399 1^,265 154,861 

High Commissioner, Sir Charles Anthony 

King-Harman, j^3,ooo 

Private See. A: A.D'iC., J. B. Wodehouse 
(acting)....... 200 


Whitaker’s almanack, 1910 , 


594 Imperial British Dommiom in the Mediterramcm-'-Malta. 

Chief Sec., Maj. J. E. Clauson, r.e., c.m.g. £Q(x> 
AssUiant Sec., T. H. Hatton-Ricliards:.. 350 

Treamrer, W. A. Bowring 600 

Chief Justice, Sir C. B. Tyser j,ooo 

S Anton Bertram 7So 

J. A. S. Bucknill 750 

Chief Med. Officer, J>y, E. A. Cleveland ... 500 

Director, Public Works, CEt. H. Nicolls , 550 

Uegistrar-GourM, Q-. Smith 550 

Ch. Commdt., Police, Csipt. H. Learmonth $00 

Princ. Forest Officer, A. K. Boviil 500 

Chief Collector J.D. Aiisell,l.s.O. 500 

Director of A grieuUure, D. Saracomenos. . . 400 

Commissioners — Nicosia, C. S, Cade, ^^450 ; 
Larnaca, 0 . B. Wodehouse, ^600 ; 
Limassol, B. L. Miehell, £600 ; P'ama- 
giista, F. B. S, Baxendale, ;^5oo ; Papho, 

Major G. G. Bayly, ^£^450 ; Kyrenia, MaJ. 

W. K Bolton 42s 

PresvlenU of District Courts — Nicosia, 

,T. B. Holmes, £szs', Larmea, T. H. 
Haycraft, ;^soo ; Limassol, A. Xj. C. 

Stuart, £s^S l Famagusta, J. C. Ma- 

caskie, £$00 ; Papho, S. A. Bros 450 

Amiilor, E. duBoulay 500 

Island Postmaster, B. H. Hore 370 

Inspector of Schools, Bev. F. 1 ). Newham 250 

Gent Manager, Railways, G. A. Bay ...... 600 

Distance, 3,030 miles ; mail transit, 6 to 9 days. 

3 IALTA, 

an island in the Mediterranean Sea, 58 miles from 
Sicily and about x8o from the African coast, about 
xy miles in length and 9 in breadth, and having 
an area of ox U square miles. The colony includ es 
also the ad joining island of Gozo, with an area of 
24% square miles ; Gomino— the site of the 
Sultan's disaster in 1889 and now a sanitary 
station— and several islets. The civil popula- 
tion of the whole group, i April, X909, was 
estimated at 212,888. In religion the Maltese are 
Boman Catholics. The lower orders are mainly 
Funic in race. The Maltese dialect, which i.s 
generally spoken, is of Semitic origin, and is held 
i>y some to be derived from the Cai’thaginian and 
Arabic bmgiies. Tlie upper classes are mostly 
descendants of those who sought the protection 
of the Order of St. John duiing the Middle 
Ages, fi-om all parts of Southeni Europe. They 
; speak English and Italian. There i.s a Maltese 
; order of jiobility consisting of 29 families. The 
islands arc highly culti%’ated. The chief products 
; are corn, oranges, melons, grapes, forage, cummin 
; seed, onions, and potatoes ; figs and honey are 

1 plentiful. It w'as estimated that in 1908-9 the 
i area under cultivation in !BaIta and Gozo w^as 
i about 41,029 acres. On ceu.sus <lay, 1901, s«497 
‘ females were employed in making lace. The 
principal occupation of the people is in conuec- 
i tion w’ith shipping. In 190X there were 30,768 
; pei*sons living in Valletta, but the total popula- 
, tion of the colony was 1,671 to the square mile. 
The principal harbour is one of the finest in the 
world ; it is very deep, and large vessels can 
anchor alongside the shore. It is an important 
port of calf 'for vessels passing to and from the 
East and the Suez Canal, being about half-way 
between Gibraltar and Port Said. There is an 
extensive araenal and important dockyard, 
Majta being the headquarters of the Mediter- 
. ranean Fleet; and an additional gi’aving dock 
was opened on Feb. 12, xSq?, There is also a 
hydraurm dock, originally constructed by private 

enterprise, which has been taken over by the 
Admiralty. Two new dry docks and both arms of 
the breakwater at the mouth of the principal 
harbour have now been completed. The island 
is strongly fortified, and has a garrison which, on 
31 March, 1909, consisted of 7, 669 0fficers and men. 
The military expenditure for X908-9 amounted j 
■to £Ayy,s^x, of wdiicli j^5,ooo was contributed' 
by the colony. The climate, although not' 
tropical, is very hot in summer. Tlie mean! 
temperature for the summer months (Juno, July, ■ 
August and September) is 757°. In winter the i 
range is from 51 *3^ to 58^. In i9o8-*9 the highest ! 
temperature in the shade was 92*1*^, and the lowest 1 
42*0'^. Citta Vecchia, the former capital of the ! 
island, contains the ancient palace of the coui'ts i 
of justice, the Cathedral, and the Seminary ; its ' 
population has now dwindled to about 300, but 
its suburb, Babato, had 7,194 inhabitants in 
1901. Citta Vecchia has been entirely eclipsed 
in importance by the modern capital of Valletta, 
which was founded in 1566. Malta possesses a 
University and Lyceum ; 99 elementary schools, 

2 secondary schools, and 38 night sehci-ls, main- 
tained at a total cost to the Goverhinent of 
about ;C'4o><>oo; in addition to which there are 
garrison schools, a Dockyard school, and about 
X20 private schools which receive no grants-in- 
aid from the Government. 

The island of Malta is said to have been 
converted to Christianity on the occasion of 
the sl^ip^vl*eck of St. Paul in 58 A.», In the 
Dark Ages it was taken by the Moors, its com- 
merce was destroyed, and it was used mainly as 
a base for pimtical expeditions. In 1090 it was 
again brought under Christian mie, being con- 
quered by the Norman Count Boger of Sicily. 
For 440 years it followed tlie fortunes of that 
kingdom, but was in 1530 handed over to the 
Knights of St. John, who made of it a stronghold 
of Christianity. In 1363 it sustained the famous 
siege, when the last great effort of the Turks 
was successfully withstood by Grand Master La 
Vallette.- The Knights expended large sums in 
fortifying the island and carrying out many mag- 
nificent works, until they were expelled by 
Napoleon in 1798. The Maltese rose against the 
French garrison soon afterwards, and with the 
assistance of some British and Neapolitan troops, 
compelled the French to capitulate in 1800. The 
islands 'were then ceded to Great Britain, the 
cession being contlimed by the Treaty of Paris 
of x8t4. The govermnent is administered by a 
Governor, who is usually a distinguished General, 

1 assisted by an Executive Council consisting of 
XI official and 2 unofficial members, and by a 
Legislative Council, called the Council of Govern- 
ment'- 10 official, and 8 elected members. The 
Governor is President in both. 

In X908-9 the Port of Valletta was entered by 
3,2X2 vessels (tonnage, 4,036,732). 

Capital, Valletta. Population, 30,768 in 1901. 

i9o6“7ji» 1907-8. 1908-9. 

Public revenue ;^'si3tS94 £43^.2^ £ 4 S 7 >S 3 o 
Expenditure ... 446,849 464,669 445,041 

*Imports (actual) 1,2x9,819 1,236,530 1,273,049 

Exports (actual) 123,5x0 i59>436 120,336 

Imports from U.K 

(actual) 2x8,461 269,243 295,852 

* The a>x>ve figures are exclusive of son-dutiable 
goods, as to which no record has been kept, 
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I Mediterranean Cosimand. 

j Field Marshal Commanding 4 n~Chief and 
I High Coimnissioiur in the Mediter- 

ranean^ Field Marshal Viscount Eitcli- 
1 enerof Khartoum, G.O.B.,O.M.jG.G.M.G. 

1 G.C.I.E. 

A n 


€olonial A.D.C., Col. Grech -Biancardi, 
C.V.O,, Malta Militia 


Malta Command. 

Governor and Commander-in-Chief, H.E. 

Oen. Sir H. M. L. Bundle,' k.c.b., 
K.C.M.G., D.s.o. (table allowance^Soo)j£;'4,5oo 
Colonial A.D.C;, Lt. Coiitino Teiima 

Castelletti, K.O. Malta Militia 300 

General Staff Oficer, Major H. E. 

Oogaity 547 

<6 Q,M.G>, Col. E. N. II. Eeade, C.B. 456 
jy.ArA^ ci: ^. 3 LG., Capt. B. J. F. Hay ter, 

Clies. Begt. ; Capt. H. Miisgi'ave, R.E. 

_ each 383 

Commg.M. A. , Maj.-Gen. A.B. Peuton,c.v.o. 3,095 
^ B)y. -Maj. , do. , Capt. B. F. Lock, R. A. . . . 383 

CImf Engineer^ Col. G. F. Le verson 600 

A^'st. Dir. S. cfc T.i Col. G. .Stanley, C.B. ... 547 

Princ. Med. Of., Coi. J. G. MacKeeee, 

H.A.3LC x,oo4 

Asst Dir. Ordn. Stores, Col. T. P. Battersby 600 

Commg. Tnf. Brig., Brig. -General G. G. A. 

Egerton, c.B x,oq5 

A.IXC., Capt. 0. B. Spedding, D.S.O., 

B. I. Bif ; 273 

Brigade-Major, Capt. F. D. Finlay, 

Suffolk Begt ,8? 


opposite coast of Africa. Gibraltar was captui-ed i 
in 1704, during the war of the Spanish Succes - 1 
Sion, by a combined Butch and English force, 
under Sir Gedrge Booke, and ceded by the Treaty 
of Utrecht, 1713. Since that time it has remained 
continuously in possession of the British. Of the 
many attempts to retake it, the most celebrated 
was the great siege in 1779-S3, when General 
Elliott, afterwards Lord Heathfleld, held it for 
3 years and 7 mouths against a combined French 
and Spanish force. The town stands at the foot 
of the promontory on the K. W. side. Gibraltar 
is a free port, and enjoys the advantages of an j 
extensive shipping trade. Buring the year 1908 ; 
3,327 vessels entered, with a total tonnage of; 
4,586,142. Tlie chief sources of revenue are the [ 
port dues, the rent of the Crown estate in the 
town, and duties on wine, spirits, tobacco, and > 
beer. An enclosed harbour with three graving j 
docks, capable of accommodating the largest j 
battleships in the British Kavy, has been com- ; 
pleted. The civilian population (igoi) was 20,355, ! 
and the actual strength of the troops 5,007. j 
The Governor is in command of the garrison, 1 
and exercises all the functions both of govern- i 
ment and legislation ; there being no executive or | 
legislative council. 


Bevenue 

Expenditure 


£9^,005 £83,804 £8z,sz4 I 


71,670 79.523 

Imports from XT. K. 744,905 631,744 603,888 

Exports toll. K. ... 30,214 36,214 23,931! 

Governor and Commdr. 4 n-Chisf, General 
Sir Frederick W. E. F. Forestier- 
Walker, g.c.m.g,, k.c.b. (and table 

allowance £500) £4,^00 

Aissistant Milttary Seereta'i'y, Major 
H. E. B. Leach, S. Wales Borderers... 383 
Aides-de-Camp, Capt C. E. de la Pas- 
ture, S. Gels. ; Lt. H. Castle Smith, 

Suffolk Begt. each 273 

Ge7i. Staff Officer, Maj. B. W. Churcher... 383 
A.A. & Q.M.G., Col. B. B. Williams, c.B. 456 i 
D.A.A. & Q.M.G., Lt.-Col. C. B. Little ... 383 ! 
Gannson Adjt ct Qr.-Mr., Major B. P. 383 ^ 

JNorman 383 

Commanding Boyal Artillery, Major-Gen. 

A. S. Mxom, R.A " x.ooti 

Brigade-Major i?. A., Major C. B. Buckle, 

^ D.s.o, ....i. 383 

Chief Engineer, Col. E, B. Kenyon, R,E.... eoo 

P. 31 . 0 ., Col. H. W, Murray, r.a.M.C 60c 

Officer Commmidmg A.S. Corps, Lt.-Coi. 

G. H. Cardew, d.s.o. §qo 

Assist Director of Ordnance, Lt.“Col. W, 

Lambert...... 600 

Chief Paymr., Col, J. Lowry !.!!!!! goo 

Col Sec., SirF. Evans, k.c.m.g., c.v.o, ...i:i,ooo 

do. , J. C, King 350 

Treasurer and Collector, A. C. Greenwood 

/V i j^4oo to 600 

Captain of the Port, Commr. W. H. Kiles, 

E-N.R ; 

PoHce Mmistrate, B. H. T. Frere ^500 to 600 

(Ai^f of Police, J. Beimet 300 to 400 

Postmast^yC. W. Hill 400 to 500 

mrgeon, Colonml Hospital, W. Turner, M.D. 250 ' 

Justice, Sir H. B. Pipon Schooles ... 3,000 i 

Mtorney-General, A. M. Coll, k.C 800 

Registrar, Supreme Court, E. M. Hutton, 

M,A. ggQ 

Bistance, ijaog miles ; transit, 4% days. 


\icc-Pres. of the Council of Govt, His Hon. 

Sir J. Carbone, G.C.M.G , K.C.V.O., IL.D. 

Lunt. -Governor and Chief Secretary to 
Government, His Hon. Sir E. M, Mere- 

wether, K.O.V.O., O.M.G X 300 

Assistant Secretary, Hon. E, P. S. Boupell, 

D.s.o. soo 

Crown Advocate, Hon. V. Frendo Azopardi, 

C.M.a, LL.D : ’ 600 

Compt of Charitable JnsUtuHom, Hon. sYr 

B. Micallef, k.c.m.g ^70 

PuUic Hon. L. Gatt, C. M. G. ......... 500 

Director of Public Insitruction, Hon, "Brot 

Henry Magro, m.d 

Auditor-General, Hon. G. Gatt ............... goo 

Collector of Cmtoyns and Superintendent of 

Ports, E. Marrable (tempy.) .500 

Reviver-General Director of Contracts, 

Hon. W. Casolani ’ -00 

Postmaster-General, Hon. T. Vella ?oo 

^wenjitendent of Police, X. Curmi, M.T.o. «oo 
Chief duff ice Pres, of Court of Appeal, 
hir.T. tarbone, g.c.m.g., k.c.y.o., ll.d. 1,000 
Judges, Br. Z. Boncali ; Br. G. Pullicino • 

5 **., ^Ucallef, Br. A. Parnis ; Br. G.’ 

each 600 

Malta is 2,280 miles by sea, and vitl Kaples 
about 1,995 ; transit, 4 days. 

GIBBALTAB, 

a rocky promontory, 3 miles in length and 
breadth, and 3,439 feet high at 
^eatfcst elevation, near the southern extremity 
<-'Onnected by a low 
I isttimus. It IS about 34 miles distant from the 
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^Foreign 


Tiik followiiio’ articles provide, in a more or less permanent form, statistics concerning 
the Area, Population, Production, Finance, General Development and Commerce (stating 
the amount of Trade with the United IGngdom), with particulars of Government and 
Diplomatic and Consular Representation of the Principal Countries of the World. 

Special Articles deal with Amdcs, 678-679, pp. 666-667, Education^ pp. 668-670 

and Exploration^ pp. 671-675, and the Events of the year are chronicled in RemarhaUe 
pp^ ^40-4^0. 

Many of the following Articles have been revised under the direction of the varions Governments. 
The Editor is also greatly indebted to His Majesty’s representatives at Foreign Courts, to His 
Majesty’s Consuls, and to several of the Foreign Ministers and Consuls in London. In statistics 
of trade the term “Domestic” Exports signifies the produce and manufactures of the country 
whence they come, and does not include articles re-exported after having been already received 
there from abroad, 

PosTAGK, Pauoel and Telegraph Rates will be found in the Postal Guide, pp. 363-367. 


APWS.S 1 NIA OR ETHIOPIA. 

Emperor (Xegufi NeguHi or King of Kingf{% 
Menelek of Bhoa, G.O.B., g.C-M.g., b. *843, 
prod, xz March, 1889. 

Heir A'pparent, Prince Lidj Eyassu. 

Governors. 

Barrar and Dependencies, Dejazmacli Balclui, 
WoUo, d'O.t H.H. Has Michael. 

Kaffa^ d-c., H.H, Has "SValda Georgis. 

Gore, d'C. , Has Tassama Nado. 

Tigri., Dejazmacb Gabra Selassi, and Dcjazmaeh 
Siyoum Agami Desta. 

Daniot andCtodJam, Has Siyoum. 

Equatorial Provinces, Fitauravi Habta Giorgis. 
Bigimider, Has Guksa. 

Yeju, Ras Wole. 

Abyssinia proper comsists of four provinces— 
Ttgx‘6, Amhara, Godjam, and Bhoa. Die total 
area of Abyssinia and its dcpendemues may be 
reckoned at 350,000 sipiare miles, with a popu- 
lation of three or four millions of Abyssiuians. 
The boundaries of the empire are defined on the 
W., R., and N.E., where they touch, in order, the 
Sudan; the Italian colony of Masso wall (Eritrea), 
the French cohmy of Djihuti ; and the British 
Somaliland Protectorate. Northwards the 
lK>undary is alx>ut 15’’ 30 K. lat., falling just 
south of Kassala, By the I'reaty between the 
B.K. aud Ethiopia of ts May, 1902, the frontier 
iietween Ethiopia and tiie Sudan was fixed as a 
line drawn from Khor Urn Hagar on the river 
Setit to Gallabat, thence to the Blue Nile, Baro, 
Pil.)or, and Akobo Rivcns to Mclile, and onwards 
to the intersection of tiie 6^ N. lat. witli 35° E. 
long. The southern frontier, bordering the 
British East Africa aud Uganda Protectorates, 
was defined by Treaty of December 6, 1907, and 
the frontier bordering the Italian Colony of 
Benadir, by Convention of 16 May, 1908. 

Al)ys.sinia proper is volcanic and mountainous. 
It contains little mineral wealth, though iron 
and coal are not iincomiiKMi. Gold is washed 
in various streams, and salt, saltpetre, sulphur, 
copper, and silver are also procurable. The lower 
country and deep valley gorges are very hot ; the 
higher plateaus are well watered, with a genial 
climate. In the hotter regions, sugar-cane, cotton, 
coffee, indigo, banana, rubber, «fee., flourish; in 
the middle zone the vine, ].)alm, maize, wheat, 
barley, orange, peach, and other finiit trees, 
tobacco, x)obatoe.s, &c., are cultivated ; and above 
9yo<» feet are excellent pastures with some corn 
cultivaMon. There are two seasons in the year, 


a dry winter and a rainy summer from .Tune to 
September. The chief river is the Blue Nile, 
issuing from the Tsana lake ; the Atbara and 
many other tributaries of the Nile also have 
their rise in the Abyssinian highlands. Horses, 
mules, donkeys, camels, oxen, goats, and sheep 
form a large portion of the wealth of the people. 
The wild game consists of elephant, rhinoceros, 
hippopotamus, zebra, giraffe, antelope, ibex, 
buffalo, hyena, lynx, <fcc. To the north-east the 
people are more akin to the Caucasian and the 
Semitic, to the south-east more akin to the negro; 
on the west are the plain-dwellers who talk Am- 
! haric ; on the east the mountaineers speaking 
Tigr^, which is akin to ancient Arabic. The 
Abyssinians are Christian and their kings claim 
descent from Menelek, the son of Solomon by the 
Queen of Sheba. There is no popular literature, 
and no education. The Emperor’s potential 
araiy probably numbers 200,000, armed with 
rifles. I'he principal pursuits are agriculture, 
cattle breeding and hunting ; Industry is looked 
down upon ; the chief exports are coffee, honey, 
civet, wax, gums, spices, hides, rubber, ivory, 
and gold. The currency is the Maria Theresa 
(Austrian) dollar, but Indian rupees also find 
some circulation in Harrar, and a Menelik dollar 
(value zs.) is in circulation. In 1905 a charter 
w^as obtained for a State bank, which was inau- 
gumted at the end of that year. The import 
duty on all goods at Dire-Dawa and Harrar i.s 
8 per cent, ad valorem ; in the interior the duty 
is variable, and 3 per cent, addition is imposed 
on goods brought to the capital. The imports 
were valued at about ^^365, 000 for 1908, the 
exjports being about £ps<ooo. A railway is 
being built under French auspices from Jibuti 
to the capital, of wdiich the first stage is com- 
pleted and open for goods and passenger traffic 
to Dire-Dawa, about 185 miles from Jibuti and 
25 miles from Harrar, to which place a carriage- 
road has been built. The posts and telegraphs 
are under French management, and Abyssinia 
has been admitted to the Bostal Union. Tele- 
graphs and telephones have been constructed, 
aud admission to the International Telegraph 
Convention has been sought. Tlie principal towns 
of Abyssinia, besides Adis Ababa, are Adowa, the 
capital of Tigrd, Gondar, Debra-Markos, Basso, 
Aksum, Antalo, Ankober, Gor6, Dembecha, Ijub^*, 
and Harrar, which is a dependency of Shoa. 
There are ancient architectural remains at 
Aksum, Gondar. aud Ankober; modern archi- 
tecture is very poor. 
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■ 1906. X907. xgoS. 

Imports from IT. K.... £t^,os 6 £zB,S 72 £^^* 7 $^ 

Exports to U.K 1,04s x,8s7 i,6oa 

Capital, Adis Ababa (population fluctuates, 
but is ordinarily about 20,000). 

Envoy Extraordinary^ Minister Plenipotentiapj 
a7id Consul-General, Hon. 'Wilfred Thesiger, 
l).S.o. (1900) ...£x,<fio 

Consul, Lord Herbert Hervey 600 

E%r 6 Dawa— -Consular Agents John Giannato. 
ifan*ar— Cousr/i, J, Gerolimato, c.M.G. 

Adis Ababa is 500 miles from Zaila, vid Barrar ; 
letters from London are from 22 to 23 days in 
transit if the mail connects with steamer service 
from Aden ; caravans take from 35 to 45 days. 

AFGHANISTAN. {See pp. 535 - 6 -) 
ALGERIA. {See “France.") 

ANDORRA. 

A miniature Republic in the Pyrenees, with an 
area of 175 sq. miles, and a population of 6,000 r 
■ it is under the joint suzerainty of France and 
i Spain. There is a Council of Twenty -four, elected 
i by certain of the inhabitants, a judge, and tw'o 
i lay vicars appointed in turn by France and 
the Bishop of Urgel. 

ARGENTINE REPUBLIC. 

President, Dr. Jos 4 Figueroa Alcorta, until 
Oct. 12, 1910 $36,000 

in 1907 and ^,^5, 000, 000 In 1908. There are seven 
factories in operation, of which three are 
English. The exports are made up entirely of 
pastoral and agricultural products, with the ex- 
ception of quebracho, manganese, and wolfram. 
The imports from the United Kingdom are coal, 
machinei’y, linen and woollen goods. There 
are about 13,000 miles of railway open, 
and extensive construction is in progress and 
projected. The railways are almost entirely in 
the hands of British companies, and absorb about 

150,000, 000 of British capital. The total amount 
of British capital invested in the country is 
estimated at ^^500,000,000. Telegraphs about 

32.000 miles, mostly government lines. Immigra- 
tion is encouraged and comes principally from 
Spain and Italy, the immigration of the British 
working-man not being attended with success. 
The principal ports are Buenos Aires, Rosario, 
La Plata, and Bahia Blanca. 1,240 British ships 
entered Buenos Aires during 1908, representing 
58 per cent, of the total, and an increase of 

600.000 tons on 1907. Education (see p. 668). 

Pefence . — The navy consists of five small battle- 
ships (old), seven modern cruisers, and seventeen 
units of torpedo craft. Strength about 5,000 
men. There Is a naval port at Bahia Blanca. 
A naval construction scheme is on hand, com- 
prising two Dreadnoughts. Army {see 666 ). 

The climate is moderate and healthy. Spanish 
is the language of the country. 

5900. 

Vice-Presulent, B. Villanueva x8,ooo 

Minister of the Interior, Dr. Marco Avellaneda. 
Foreign Affairs, Dr. V. de la Plaza. 

Finance, Dr. Manuel de Iriondo. 

Justice and Public hist'i'uction, Dr. R. S. Naon. 
Agriculture, Senor Pedro Ezeurra. 

Public Senor E. Ramos Mexia. 

War, General R. M. Aguirre. 

Marbu, Rear-Admiral Onofre Betbeder. 

Minister in London, Don Florencio L. Dominguez, 

2 Palace Gate, W. 

xst See, of Legation, Vicente J. Dominguez. 
znd Secretary, Luis H. Dominguez. 

Aitachi, Carlos Dominguez. 

Naval AttacM (vacant). 

ConsuhGen,, Dr. Sergio Garcia Uriburu, 3 Budge 
Row, Cannon Street, E. C. 

Vice-Consul, Capt. Don Estevan de Loqui. 

There are also Consulates at Liverpool, South- 
ampton, Cardiff, M anchester, NewcastU-on-Tyne, 
Newport, and Glasgow. 

The River Plate was discovered in 1517, and 
settled by tbe Spaniards in 1535. It was tempo- 
rarily occupied by a British force in 1806. In 
1810 connection with Spain was severed and 
independence proclaimed. The Republic is 
composed of 14 provinces and 9 territories, com- 
prising in all about 1,212,000 .square miles, with 
a population of over 6,000,000. The constitution 
is modelled on that of the U.S. of America. 
The government has enjoyed considerable 
stability since xSgo. The j>rmcipal productions 
are wheat, maize, linseed, sugar, w^ool, cattle, 
sheep and horses. A census of cattle in 1908 
showed cattle 29,1x6,000, sheep 67,2x1,000, 
horses 7,531,000, and there w’ere also mules, 
goats and pigs, the total value being placed at 
^129,000,000, The exports of wheat, oats, and 
linseed in 1908 exceeded all records. The export 
of frozen meat to the United Kingdom is an 
important industry, the value being ^^4, 000, 600 

Revenue ^(^22, 456, 000 

Expenditure 22,2x2,000 

Internal debt 16,839,000 j 

External debt 62,948>ooo 

Paper and nickel in circulationf ... 50,744,000- 

Total imports 54,594,000 ' 

Total exports 73,201,000 

Imports from U.K 18,674,000 | 

Exi)orts to U.K *15,000,000 j 

Capital, Buenos Aires. Pop. (1907), 1,150, 000. 1 

British Minister, "W alter Bemprii Tow'nley ;;^3,soo 
znd Secretaries, Claud Russell ; Ellice 

M. Hicks-Beach each £zoo to 500 

Translator and Ai’ckivist, C. F. A. Bristow 400 

Consul, Alex. C. Ross, C.B. x,ooo 

Vice-Co 7 isul, Gordon 0 . Seers jCsoo to 500 

„ P. E. Davies...... 

„ C. F. A. Bristow............... 

Bahia Blanca — V.-Co^isul, C. C. Ciimming 
„ Pro-Co)w.‘M?, Leonard Guli 

Campana — Vice-Cons., T. R. Wood 

Gallegos— Cons. Agent, J. Bimcan 

La Plata — Vice-Consul, E, T. Pule.ston. 
.®o.-—Co?is. -Agent, S. H. Pul eston. 

Port Madryn — Vice-Consul, C. T. AR. 

Tucuman — Vice-Consul, F. E. Tirbutt... i 

Rosario— Co 7 isul, Hugh M. H. iVlallet 600 • 

Vice-Co 7 isul, Thos. E. Hulme • 

Concordia — y.-Co?»s., Herbert Robinson '■ 

Cordoba— Viee-Conml, J). M. llxmro. 

Parana— Vice-Consul, Follett Holfc ; 

,, Pro-Conszil, G. 0 . Batt • 

Santa Fe — Vice-Comtil, H. G. Norman. j 

Villa Co 7 istitucion—Vice-C^ms.,¥. W. Darcli. j 

Buenos Aires is 7,160 miles from Southainii>ton; 
transit, 22 days. 

* These figures are ill reality very niuc-h larger, .i.-; 
almost all the exports “for orders," amounting in igoS 
to 37 per cent, of the total exports, go to the I'nited 
Kingdom. 

t J&30.344, 000 fully secured b3' gold stored in the Caiu 
arid Fonda de Conversion. 
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AUSTIUA -HUl!? a ARY. 

L~THE JOINT MONARCHY. 

JReu-frdrtg Somrigih Francis Joseph I. Emperor 
of Austria, &c. , aiid Apostolic King of Hungary, 
born i8 August, 1830 ; mceeaUd (as Emperor 
of Austria) 2 Dec., 1848; crowned King of 
Hungary at Buda, June 8, 1867 ; married 
24 April, 1854, Elizabeth, daughter of Maxi- 
nulian Joseph, Duke in Bavaria (60m 24 Dec., 
1837, aii-sussinatedhi Geneva 10 Sept., 1898), and 
has issue 2 datighters. 

Ilrir Presumptive, his nephew (son of the late 
Archduke Charles Louis), Archduke Francis 
Ferdinand of Este, born 18 Dec. , 1863. 

Mi/iirierof Foreign Afairs and of the Imperial 
and Baron Aloi.svon Aehrenthal. 

Minister of Finance, Baron Stephan Burian. 
MhtMer of War, Feldzeugnieister Baron Franz 
Bchonaich. 

Suoy (department of War Office), Comramider, 
Admiral Count ^^lonteeuccoli. 

A mbassador to Germany, LAe Szogyeny-Marich; 
Italy, Count Liitzow ; France, Count Kheven- 
huiler-Metsch ; Papal, Count Szecsen ; Mussia, 
Count Leopold Berchtold ; Spain, Count Welscr- 
sheirab ; Turhey, Markgraf von Pallavaciiii ; 
47 , A*. A., Ladislaiis Baron Hengelrniiller de Hen- 

gervJlr, 

AniUismdor in Loudon, Count Albert ^Men.sdorffi 
Pouiliy-Dietriehstein. Emhassy, tS Belgrave 
Square, S.W. 

C^^^inciUorand First Sec. , Count Adam Tarnowski. 
•Counrillor dt* Couunercial D)Vccfor,Theodor Ippen. 
Secretary, Count Alexander H<jyos, 

Secretary, Count Ivan C.sekonies. 

AttdcM, Count E. Pejaesevieh. 

Chancellor, Karl Poliak. 

Military Attache, Prince Fredencli von iind zii 
liechten.stein. 

Macal Attache, Capt. A. Accurti. 
Co7tsul'Gemral,WM'(m. Alfred de Rothschihl. 
Acting Consid’General, Conte Dandini. 
Vicc-Comuls, Conte Dandini, Theoidiil \'on 
Jaeger. 

; Ofke of Oomidate, 22 and 23 Laurence Pountncy 
' ’ Lane, E. 0 , 

. The largest Empire, next to Russia, o?i the con- 
tinent of Europe, sltuate<l between 42°--s* 'N. 
lut. and 9® 30' —26^ 2o' E. long. It embraces an 
area of 675,887 s<i. kilometers, and a popuhitioii 
(1^5) of nearly 49,425,000. 

The Austro-Hungarian Monarchy con.sists of 
two States, the Em])ire of Austria and the 
Kingdom of Hungary, and of the provinces 
i Bosnia and Herzegovina. Each of the States 


i has its own Con.stitution and Parliament, and for 


.most branches of Stale affairs, its own Ministry 
j and Administration, but they are closely bound 
■ together by the identity of the Ruler and by a 
X^ermanent Constitutional Union, which, upon 
the principle of imssession and defence, 

was th’st proclaimed ])y the Pragmatic Sanction 
of 31723, and has since heeii regiilated by the so- 
called “Compromise” (Ausgleieh-Klegyezes) of 
1867. According to the Constitutional Union 
foreign affairs and the greater part of war 
affairs (Army and Navjb, together witb the 
finances concerning them, are dealt with by 
common ministries. The control of the official 
actions of these ministers and the voting' of the 
otmimon budget is exercised by two Delegations, 
each consisting of 60 members, of whom 20 are 
I chosen from the Ux>per House of Austria (Hen’en- 


haus) and of Hungary (Fdrendihiz), and 40 
from the Lower House of Austria (Abgeord- 
netenhaus) and of Hungary (Kdpviselbhiiz). In 
every other resi)ect legislation concerning the 
common affairs belongs” to tlie two Parliament.s, 
and each State provides separately for its con- 
tribution to the common expenses. The pro- 
portion to be contributed by each State is fixed 
by mutual agreement, renew'able every 10 years, 
and the last so made, which exx)irea in 1897, 
was renewed in 1907. According to this agree- 
ment Austria contributes to the common ex- 
penses with 6^6 per cent., and Hungary with 
36*4 per cent. From 1897 to 31907, no new pro- 
Ijortion having been agi’eed, the quota was fixed 
by the Emperor-King's decision. 

Common expenses ^vere estimated (for the year 
1909) at 31:7, 764, 262. 

Commerce is carried on ]»rincipally with Ger- 
I many, Italy, Russia, France, and Switzerland, 

! and through the ports of Trieste and Fiume, 

1 also direct with the transmarine v.'orld, including 
1 England. In 1907, 40,666 kilometres of railway 
i were open for traffic, in addition to 2,787 kilo- 
metres for industrial purposes, and 1,023 
i metres in Bosnia-Herzegovina. 

In connection wdth the Aiisgleich-Kiegyezes the 
tw'o States also entered into a commercial and 
customs union in 1867, by which the tw'o States 
form one commercial and customs territory, and 
possess the same system of coinage, weights and 
measures, and a joint bank of issue. In the 
same way as the quota agreement, this union, is 
renewable every ten years, and failing a renewal 
each State provides separately for these matters. 
The Union was so renewed in 1877, 1887 and 1907. 
In 5897, no agi’eeraent having been attained, the 
Union was provisoi-ily maintained. 

. The I'jrincipal articles exiiorted from Austria- 
Hungary in 1906, 1907 a!Kl 1908 were 

1906. 1907* X908.* 

Cereals, Ac. 0x7, A^6, 551,629 A^S,5S6,iio 

Eggs 4 j 639.458 S. 534.809 4,840,784 

Skinore 2,333.457 3.510,153 2,7x6,784 

Sugar 8,223,875 8,277,9x6 9,487.379 

Raw Material 36,091,708 37.220,735 36,737,024 

Foodstuffs 24,377,000 24,537,534 26,032,799 

Manufactures 44,430,333 46,854,590 42,885,526 
Semi-manu- 
factures ... 15,849,292 18,3x1,579 17,251,808 
X907. 1908.* 

1 Total exports, A. & H. AT 504, 248, 9x5 AJ 105, 517, 744 
! Total imjjorts, A. & H. 102,386,904 96,874,379 

I From U.K 9,938,705 — 

* To U.K 9,260,271 — 

[In calculating the above amounts the kroim or 
korona is reckoned at the rate of 24 to the 

Defence (for Army, see p. 666),— The navy 
consists of 189 vessels, including 12 battle-ships, 
II cruisers, 13 torpedo-boat deistroyers, and 81 
torpedo boats, with 10 vessels on the Danube. 
Poia is the naval arsenal. 


Bosnia and Herzegovina . — These provinces are 
situated betw'^een 42° 40' to 40° 15' N. lat. and 
33S° 22' to 38" 45' E. long, and contain a total area 
of 51,028 sq. kilometres, and a population of 
1,828,379 (X908), The seat of administration is 
Sarajevo. The local Revenue (1903 : £ j , gzi , B 7 i 5 ) 
suffices for tliecostof administratiQn(A^x,893,72i), 
but not for the maintenance of the army of 
occupation. Capital, Sarajevo (Bosaa-Serai). 
Population (1895), 38,083. 


* Provisional accounts for the year 1908. 
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Bntish Ambassador, His Excellency The 

Right Hon. Sir Eairfax Leighton Cart- 
wright, G.C.V.O., K.C.M.G. j£8,oqo 

I^mbassy, Metternichgasse, Vienna. 

Councillor of Embassy , Hon. Theo. Russell, 

c.v.o 850 

Mil Attadte, Lt.-Col. E. S. E. W. Eardley- 

llussel 1 , M. V. 0 500 

EamlAl'cachACupt, A. H.WiHiamson, E.N. 800 

znd Secretary, A. Akers-Douglas ...^^300 to 500 

’^rd Secretary, C. M. Palairet 250 

Attacks, J. H. S. Birch..... 

Hon.Aftoc/i^A’,Geo. J.Wood ; J.F.Lambton 

Chaplain, Rev. William H. Hechler 300 

Consul-General, P. von Schoeller, C.M.G. ... 

Consul, Owen S. Phillpotts 

Innsb7'ucJc— Vice-Cons,, 

Jjemberg — rice-Cons. , Prof. R. ZaloziecM ... 

P^'ague—Consul, Capt. A. W. Forbes 

„ Vice-Co^is. , Fred. G. de St. Quentin 

Sara}ei'o (Bosna-Se7‘a%)—Cons.,F. G. Freeman 600 
Trieste— Coiisul, John Bo%vring Spence ...... 800 

„ Vice-Cons., N. Salvari 

Grmosa Ragusa— Vice-Consul, N. Lucas 

Shadwell -‘£3^0 to 500 

! Lma—Cons. Agent, Serafino Topich 

II.™ AUSTRIA. 

President of the Couneil, Dr. Rich. Freiherr von 
Bienertli. 

Justiae, Dr. R. v. Hochenhurger. 

Finance, Dr. Leon R. v. Bilii'iski. 

Interior, Freilierr von Hardtl. 

Agriculture, Dr. Alhin Briif. 

Ccmmerce, Dr. Richard Weifskirchner. 

Public Worship & InstTUctio^i, Graf Stiirgkh. 
Railways, Dr. August Ritt. 

Works, 

Defenee, Feldmarschalleutnant Friedrich vofi 
Georgi. • 

Without Portfolio, Dr. R. von Duleha ; Dr. ZuSek ; 
Herr Schreiner. 

Austria contains an ai’ea of 300,008 sq. kilo- 
metres, and a population of 27,995,896 (1907). 
The Central Government of the Empire is 
conducted by the Reichsrath, consisting of an 
Upper (Hen’enhaus) and Lower House (Abge- 
ordnetenhaus). There are 17 provinces, viz. 
Lower Austria, Upper Austria, Salzburg, Styiaa 
or Steiermark, Carinthia or Karnten, Carniola 
; or Krain, Coast Districts (Istria, Gbriz and 
: Gradisca, Trieste), Tyrol, Vorarlberg, Bohemia, 

1 .Moravia, Silesia, Galicia, Bukowiiia and Dal- 
! inatia, each possessing a separate Diet(Landtage) 

1 and also sending representatives to the Reichs- 
i rath. Of the inhabitants, there were in 1900, 

1 9,171, 614 Germans, 5,935,397 Bohemians and 
; Moravians, 4,252,483 Poles, 3,381,570 Ruthenians, 

- and 1,192.780 Slovenes, In addition to Vienna 
! there are six cities with over 100,000 inhabitants 
! and seven in addition with over 50,000. There 
! are 23,797,000 Roman, Greek and Armenian 
; Catholics, 607,000 Orthodox Greek, 494,062 Pi*o- 
i testants and 1,225,000 Jews in the country, 
i The principal industry is agi-lculture, in which 

1 13,700,000 were employed in 1900 ; trade and 
j maimfactiires accounting for about 9,600,000, 

1 while mining occupied 538,819. The chief pro- 
1 ducts are grain, cereals, vrine (4,250,342 hectO" 
litres in 1907), and minerals (coal, iron, lead, 
zinc, silver, quicksilver and copper); the manu- 
factures being woollens, cottons and glass. 
Education (see p. 668). igoS. ^9. 

Estimated revenue ;£|‘89,479,2i2 100, 193,645 

Estimated expenditure 89,474,674 100,273,106 

Special Debt : 1907. 1900. 

Consolidated ^^188,516,019 j£“i 94 > 728 > 7 ^ 3 : 

Floating.................. 2,520,035 2,520,368 

Total 191,036,054 197,249,129 

Capital, Vienna. Population (1908), 2,021,000. 
Vienna is 955 miles from London; transit, 30 hrs. 

III.-HUNGARY. 

President of the Ministry and Finance, Br. ; 

1 Alexander Wekerle. j 

> Minister a latere. Count Aladdr Zichy. | 

I Interior, Count Julius Andi’iissy. j 

Instruction and Religion, Count Ethelbert * 

Apponyi. 

Commerce, Francis de Kossuth. 

Agriculture, Dr, Ignaz de Dariinyi. 

Justice, Dr. Anthony Guenther. 

Rational Defence, de Jekelfalussy. 

Minister for Croatia, Gdza de Josipovicli. 

Hungary, with its dependent states, iia.s an 
area of 324,851 sq. kilometres, about i2S>43o 
miles, and is rather larger than the United 
Kingdom, with a population of 19,254,559 nt the 
census of 1900: to this Croatia and Slavonia 
j contribute 2,416,304. The countiy is divided 
into 71 counties with 474 districts for those 
of Hungary. Hungarian is the official lan- 
guage, except in Croatia and Slaronia, where 
Croatian is spoken. Croatia and Slavonia foim 
an annexe of the Crown of Hungary, with 
autonomy in home affairs, justice and public 
instruction. At the head of the Croatian Govern- 
ment is the Banns (Lord-Lieutenant), Baron 
Paul Rauch, who is responsible to both the 
Diet of Croatia and to the Hungarian Prime 
Minister. The Croatian Diet sends 43 members 
to the Hungarian Parliament, and the Hun- 
garian Ministry contains a Croatian member. 
Parliament consists of a Lower House of 453 
members, elected for five years ; of these Croatia 
sends 40, but they have no vote on matters 
connected with justice, education, and home 
affairs. There is also an Upper House, consist- 
ing of the male members of the dynasty, the 
Barones regni, prelates, such members of the 
magnate families who contribute more than 

6.000 crowns to the land-tax, the J 5 ft 72 with three 
members of Croatia sent by the Diet, and fifty 
members nominated by the Crown. 

Of the inhabitants in 1900, 8,742,000 were 
Hungarians, 2,799,000 Roumanians, 2,135,000 
Germans, 2,020,000 Slovaks, 1,682,000 Croatians 
and 1,049,000 Servians, the Hungarian-speaking 
population numbering xo, 176,000. By religion.s 
(1900) there were 9,920,000 Roman Catholics, 

1.854.000 Greek Catholics, 2,8x6,000 Orthodox 
Greeks, 1,289,000 Lutherans, 2,44x,ooo Calvinists, 
and 851,000 Jew's. In addition to Budapest, 
which had, in 1900, 732,322 inhabitants, there 
are ten cities with over 50,000 inhabitants. 

All the great plains produce gi’ain of excellent 
quality. The returns for 1908 (including Croatia 
and Slavonia) give 57,537,142 hectolitres of wheat, 
16,751,471 of I’ye, 19,608,660 of barley, 24,304,025 
of oats, and 57,402,249 of Indian corn in 1907. 
The cattle number 6,738,000, sheep 8,123,000, 
horses 2,3c^,ooo, and swine 7,330,000. The total 
exports in 1908 were valued at ;C66,iS7,4i6, of 
which sum j(i;34,699,ooo was the value of raw' 
materials, ^^^^7, 448, 000 of semi-manufactures, and 
;^23,897,9 i 6 of manufactures. The imports in 
1908 were valued at ^(^64, 984, 458 (raw materials 1 
jgi2,733,375, semi - manufactures £91^83,0^, 1 
manufactures 0^43,068,041). The chief minemi 1 
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I)rod«icts are gold, silver, copper, lead, quick- 
silver, antimony, iron, coal, and sulphur. The 
mines, however, are not well worked, and might 
be made a much greater source of income. Salt, 
which is a Government monopoly, was produced 
to the value of j£x, 28a, 176 in 1908. 

Defence (for Army, see p. 666). 

EducoMorhisee-^. 

1906. 1907. 

Ilevenue (ordinary) ;£s5,6x8,ooo ;iGsS, 156,000 

Expenditure ( do. )...... 46,341,000 50,405,000 

'^Special Debt 

Consol i dated £ 145, 34x,ooo;[(^ 145, 241 ,000 

I Annuities 44,963,000 44,496,000 

I Treasury Bonds ...... 6,842,000 1,083,000 

I Miscellaneous 7,854,000 8,291,000 

} Arrears 26,548,000 30,063,000 


Kingdom of the Netherlands, an arrangement 
which was upset by the devolution of 1830. On 
Oct. 4, 1830, a National Congress proclaimed its in- 
dependence, and on June 4, 1831, Prince Leopold 
of Saxe -Coburg was chosen hereditary King. In 
Sept., xpo8, the Congo Free State was annexed 
by Belgium. 

Belgium has a frontier of 831 miles, and is 
bounded on the north and east by the Nether- 
lands (268 miles), on the south and v/est by 
France (381 miles), on the east by Germany (60 
miles), and the Grand Duchy of Luxemburg 
(80 miles), with a seaboard of 42 miles. The 
1 Meuse and its tributary the Sambre divide it into 
I two distinct regions, that in the west being gene- 
rally level and fertile, whilst the table-land of the 
Ardennes, in the east, has for the most part a 


8,291,000 [ poor soil. The total area is 11,373 square miles, | 


Total J3C231 > 448, 000 £ 229, 174,000 

Capital, Budapest. Population, 1900, 733,322. 


about equal to the four counties of Hertford, 
Lancashire, York, and Lincoln ; its great har- 
bour and commercial entrepot is Antwerp, a ; 
strongly fortified city on the Schelde. The other J 
harbours are Ostend, Nieuport, Blankenberg, and 


; Cons.-Oen.^ Esni6 W. Howard, C.V.0 j^i.ooo j Zeebrugge. 

I Consul, Ignatz Briill, c.M.G unp. j The “ polders” near the coast, wdiich are pro- 

j Pro-Co-nsiil, Dr. Alexander Kaufmann I tected by dikes against floods, cover an area of 193 

j Fiunie — Consul, George Louis Faber 300 I square miles. The highest hill, Baraque Michel, 

I „ Vice'Consul, Artnur Steinacker unp. 1 rises to a height of 2,230 feet, but the mean 

1 5, Pro-Consul, John Gellettch ] elevation of the whole country does not ex- 

i i« flicii-nTit y frmn Tondon* c^^d 536 feet. The principal rivers are the 

* ^ ^ ’ London, schekle(Escaut) and the Maas (Meuse). Brussels 

i I has a mean temperature of 50"* F. (summer 63^^- 

j winter 37^). 


BELGIUM. 


S King, Leopold II., horn 9 April, 1835; sue. xo 
‘3, Alar 


Doc., xSS's; ‘ mar.zz August, 1853, Alarie Hem 
riette, daughter of the late Archduke Joseph 
i of Austria, b. 23 Aug., 1836, d. 19 Sept., 1902; 
I issue three daughters. 

! Jleir Presumptire, his nephew, Albert, Prince of 
i Belgium, horn April 8, 1875 {mtr. Oct., 1900, 
i the Duchess Elizabeth in Bavaria, who has 
issue two sons, Leopold, h. 3 Nov., 1901, 
Chavloa Theodore, h. so Oct., 1903, and 


The population was 7,317,561 on Dec. 31, 
1907, or 625 to the square mile ; it is conse- 
((uently one of the most densely peopled 
countries of the world. The decennial increase 
is about 10 percent., and since 1867 there has 
been an annual excess of immigrants over 
emigrants. There were (1904) 3,560,419 females 
to 3.514,491 males ; and aunualiy 27 births and 
17 deaths to every 1,000 inhabitants. There are 
nine provinces : Antwerp, Brabant, Flanders (E. 
and W.), Hainaut, Liege, Limburg, Luxemburg, 
and Namur, Brussels (with suburbs, 730,000 


diwi^afcer, Maric-Joscs b. 4 xgoo). ^ inhabitants) is the capital. Other towns with 


Preiiuer and }fLnister of the Interior J? Agri- 
i culture, M. Schollaert. 

Foreign Affuirs, AI. Davignon. 

RailwagSj M. Hcllepiitte. 

, Imlustrif J; Labour, AL Amand Hubert, 
j De Lantsbeere. 

' War, General Hellebaut. 
i Fimnac, AI. Julien Liebaert. 

I Public AI, Augu.stc Delbeke. 

! Sdenee ami Arts, Baron Edouard Descamps- 
i David. 

; Colonies, AI, Eenldn. 


; Minister in London, Comte do Lalaing, 15 West 
; Halkin Street, Belgrave Square, S.AV. 

’ Councillor, AL J. Alelot. 

! xst Secretary, AI. G. do Earnaix. 

' znd Sec., Count Charles do Liedekerke. 
ComuhGen., AI, E. Pollet, 57 Gracecliurch Street, 
i E.C. 


I A Kingdom of Central Europe, anciently in- 
1 haViited by the Belgio (a Celtic-speaking German 
! tribe), and pait of the Gallia Delgica of the 
j Eomans. In 18x5 the country was joined to the 


Austria and TTunKarr havo no coimnon debt, but in 
the oxpenditjjre of the Kingdom of Hungary tbe aum of 
* ia RSft asido annually as a contribution to the set* 

Ticer of me Gmeral Debt of Austria contracted before 1867. 


over 100,000 inhabitants are Antwerp, the chief 
port (327,107 exclusive of subui'bs), Ghent 


(173,036), and Liege (173,939)- 
’ "Gemisb are 


'Fr^mch and FlemisTi' are the joint official 
languages, but while French is the language of 
the upper cla.s.ses, Fiomi.sh is spoken by the 
majority, preponderating in Flanders, Limburg, 
and Brabant, including Antwerp. In 1900, 42 per 
cent, spoke Flemish, 38 per cent. French, and 
12 per cent, both tongues, the latter being a 
rapidly increasing class 


(423,752 in s88o and 
801,587 in i9oo)._ Nearly ah the inhabitants are 


at least nominally Eoman Catholics, and in 1900 
there existed 2,500 convents, inhabited by 6,237 
monks and 31,668 mm.s, this number being now 
increased owing to influx of monks and nnns 
from France. 

Education {see p. 668). 

Belgium is essentially a manufacturing country, 
and it is largely dependent upon foreign supplies 
for its food. The soil was divided (1895) among 
829,625 proprietors. The mineral kingdom yields 
coal (1907, 23,705,190 tons), iron (1907, 316,250 
tons), zinc, lead, and copper. The leading in- 
dustries are collieries, quarries and metallurgic 
(Mons, Charleroi, Liege, Namur, Hainault, and 
Brabant), glass, textiles (Verviers), lace (Brussels, 
Alechlin, Bruges, <fec.), flour and starch mills, 
sugar, distilleries, breweries, &c. The foUow. 
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ing table shows the distribution of Belgian com- 


j Imports from 

] Exports to j 


1907. 

1908. 

1907. 

1908. 

Germany ' 

460 

449 

701 , 

680 

France 

652 

said 

530 

464 

Netherlands 

299 

289 

303 

281 

U.K. 

487 

37d 

410 

334 

Russia 

210 

202 

38 

38 

Italy 

46 

44 

99 

60 

1 U.S.A 

3 s 8 

341 1 

80 

72 

! India 

175 

9d ! 

28 

28 


The exports to the United Kingdom in igo8 
were {Board of Trade) 


Apparel ;^3io,42i 

Brooms & Brushes 146,806 
Butter .......... 130, 186 


Caoutchouc . 
Cement ... 
Cheese ... 
Chemicals . 

Clocks 

Cordage . 


144.369 
103,717 
211,022 
224.743 
248,911 
91,841 

Cotton Manufacts. 1,833,978 


136,^0 

884,686 


Byes 

Eggs 

Electrical Goods, . 

Embroidery 

Flax 

Fruit 

Class....... 

Gloves 

Gold Leaf 

Hats and Bonnets 

Hides 

Hops - 

Iron, Bar 277,335 

„ (Steel) 1.420,337 

„ Girders .... 278,313 


907,583 

X, 148,2x0 
276,323 

1,135,143 

392,038 

110,600 

97,948 

136,218 

133,008 


Iron Nails, &c. .. ;52oi,99i 


152,121 

717.597 

283,418 

491,398 

339,384 

421,945 

650.626 

846,063 

1x4,108 

251,198 

374,963 


323.758 
217,403 
1x4,428 
237,411 

372.245 

178,990 

57.641 

81,289 
216,227 

973.458 

1,170,04s 
556,212 

The imports of British produce and manu- 
facture include (1908) (Board of Trade) : 


Ships' Plates 
„ Other Manfs. 

Leather 

Linen Yarn 

„ Manufactrs. 

Machinery 

Meat, &c 

Motor Cars, &c. . . 

Oil Seed 

Painters’ Colours 

Paper 

Silk Manufactures 1,530,625 
Skins and Furs . . 

Stones 

Straw Plaits 

Sugar, Refined 

„ tJnrctined.. 

Watches 

Wheatmeal 

Wood Manufactrs. 

Wool 

Woollen Manufs.. 

,, Yanr 

Zinc 


Animals (horses) .. £zo<i,x2z 
Beer and Ale ...... 174,097 

Caoutchouc Manfs. 92,548 

Chemicals 138,7^ 

Coals, (See 877,235 

„ Products.... 219,838 

Cotton Yarn 824.963 

„ Manufacts. 1,836,934 
Fish 256.313 


Leather ^ 

Linen Yam 136,783 

Machinery 1,036.384 

Metals 940,638 

Oilcloth 141,238 

Skins and Furs .... 297,433 

Wool 243,802 

, , &c., Y am .... 149.720 

„ Manufactrs. 602,977 
Most of the maritime trade of Belgium is carried 
on in foreign bottoms, the mercantile marine 
only consisting (1909) of 88 vessels (152,325 
tons), in addition to which there were about 
^50 fishing boats. In 1905 a new port W’as 
inaugurated at Zeebrugge with a sea lock and 
inside dry dock. In 1907, 10,306 foreign vessels 
entered at Belgian ports (tonnage 13,465,447). 
In 190S there were 4,604 kilometres (= 2,878 
miles) of railway, (including branch lines and 
private lines rented by the State) ; the tele- 
graphs had a length of 4,369 miles (1908), and 
the post-ofiiee carried 213,504,229, letters, 
103,872,099 post-cards, while 7,700,000 telegrams 
were sent in 1908, The navigable rivers and 
canals have a length of 1,357 miles (1907), and 
there are 5,994 miles of roads. 

The Belgian constitution of 1831 jointly vests 
the legislative power in the King, the Senate, 
and the Chamber of Representatives. The 1x0 
senator.? (with the exception of 27 elected by the 
provincial councils) and 166 representatives are 
elected by the people, the former for eight, the 
latter for four years. Universal male sulfrage, 
with plural voting up to three votes by property 
and educational qualifications, was introduced 
by the Electoral Law of 1894, proportional 
representation being secured by an Act of 1900. 
And the united constituencies numbered 
x» 625,876 voters, with 2,564,7x7 votes, in 1907-8. 


There are in addition representative 

and Communal Councils, elected on a some- * 

what more liberal franchise. 

Defence (for Amy, see p. 667). 

Antwerp is the principal fortress, 

Li^ge and Kamur are also fortified, fonnmg>|! 
“ Tdtes-de-pont ” on the line of the Meuse against '^ 
a violation of neutrality by either France. ©2:/! 
Grermany. Belgium has no navy. (See 


1908. 


X24,S»#39| 
24.529.s60 I 




I 


Estimated revenue ... ;.Cz4,6io,o96 
Estimated expenditure 24,594,050 
Public debt (31 Dec.)... 142,828,826 

*907- 

Imports (excL T3‘ansit)j£'i5o,92o,ooo j(^i33,ioo,ooo.| 
Exports „ ,, 113,920,000 ioo,2s6»ooo| 

Imports from IT. K 19,287,000 15,034,000 ^ 

Exports to U.K 16,238,000 ss.SZ’ffOOo!! 

Capital, Brussels. Pop., with suburbs, 730,000- ^ 
British Minister, Sir Arthur Hardinge, j' 

K.C.B., K.C.M.G ••.£3.230!! 

xst Secretary, Eaid Granville, M.v.O $00 ■ 

Military AttacM, Lt.-Col. Hon. H. Yarde- i] 

Buller, M.v.O., D.S.0 - Swfi 

Naval AttacM, Capt. E. Heaton-Ellis, 

M.v.O., R.N s 

znd Secretary, H. G. Chilton ;^3ooto5»o ‘ 

Hon, AttacM, Charles K. Webber e 

Vice-Consul, Thomas E. Jeffes 'p! 

A nt werp — Consul-Oen. , Sir Cecil Hertslet | 

Vice-Co 7 isul, W. Lydeotte I: 

,, Robert H. Cox - [• 

,, M. Neville Kearney i 

Bruges — F.-Cons,, Lt.-Ool. H. E. Boileau (| 

Charleroi— Vice-Consul, Henry Le Fanu {I 

Glmit — Vice-C&nsid, Frank Lethbridge ;■ 

LiPge — Ffc6-Co7i8'id!, John B. Doli)hin | 

Ostend — Vice-Consul, W. G. E. Hervey fr 

Spa—Vice-Co 7 md, H. Hayenml 

*The Congo.— The territory of tlie Congo In- i 
eludes the right hank of the Congo river from I 
Manyanga to the sea, and 16 miles of sea-eoast i 
north of the estuary ; the left bank froin Noki i 
(80 miles from the sea); and theucefoith 
banks. The total area amounts to 802,000 sq.niiles, ; 
with a native population estimated at 14,000,000 
to 15,000,000. The total European population ^ 
(Jan., 1903) was 2,365, of Mdiom 221 were British, ■ 
41 Americans, 149 Italians, 108 Portuguese, ! 
SAvedes, 67 Germans, and 1,417 Belgians (mostly ■; 
Goveimment officials). The river is navigable ■ 
for large vessels from its mouth at Banana to ' 
Matadi (95 miles), Avhere the European stemners 
discharge and recharge their cargo ; butbet'ween - 
that place and Leopoldville, on Stanley Pool, " 
there occur rapids and falls which have been i 
avoided by a railroad 240 miles in lengtliL 
There is also a second line, 60-ceiitimetre gauge- 
from Boma to the Mayumbe country. The'Gi’cai ' l 
L akes Railway is completed as far as Ponthier- 
yille, about 75^ miles (1906). A line of telegraph ) 
is open to Coquilhatville. There is tek-graphie 
communication with Europe. A terrible disease, i, 
called ■* Sleeping Sickness,” for which no remedy 
has yet been discovered, has of late yeare made ] 
increasing ravages upon the native popnlation, ^ 
and threatens to depopulate large >* 

(especially in the Lower Congo) of a counxiry in ; 
other respects capable of supporting with eose a ’! 
laige population. There are undoubtedly many ] 
fertile tracts, more especially along the Vivere"; j 
but baiTen mountain-land shuts out the coast | 


* See also pp. 702-703. 
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from the more productive interior. The exports 
consist mainly of rub1)er (tlrree-fifths of whole), 
palm-kernels, palm-oil, ivory, and a few minor 
articles. The coh'ee ]daut and cotton grow wild, 
and cofieo, cocoa, and tobaccohave been planted 
with success. Iron, copper, and other minerals 
have been found. Uevenue (1906), 178,2:00 


expenditure, ^^^1,371, 050 ; ^ impoixs <1908), 


;^x,a9o,833; exports (igo8), 2:74,6921. CJapital, 

iJoiua (pop. 3,300); jMatadi has about 4,000 in- 
habitants. GoDvnior-iremral, Baron Wahis; Vice- 
G(rca-nf>i's-Gcner(d, M. Wangerm4e ; M. Fuchs ; 
3.1. Lantoiiiiois ; Sa^rdary of State, Baron van 
Eetvelde. 

Bof/ta. (Congo)-— Cun suI (vacant) £7fx> 

Kasai District— Vice-Coimd, E. W. 

Paget Ihurstan .......;i£3oo to 500 

Katanga— Vice-Com. , Ct. B. Beak ;£3oo to 500 
Lco2n>tdviUe — Vice-Consid, J, P. Arm- 
strong 5^300 to $£50 

Stanliojidlle—V.-Co)t.iQ.CsLmpbe\l 300 to 500 
Brus.sel3, 224 miles from London ; transit, 8hrs. 


BHUTAN. (See p. 535.) 
BOKHARA. (S'ce p. S37.) 


BOLIVIA, Republic of. 
Eliodoro Yillazon, 6 Aug., 1909. 
Koiu.c''’ A fairs, D. S. Biistamente. 

War,' A., S.’ 3Iuhox. 

Jmtiee, Bautista Saavedra. 

Interior, A. Diez de 3Iediua, 

Fimnce, A. Soruee. 

Agriculture d: Colonies, Gorman Zegarra. 


Enmy .Extraordinary and Min. Plen. (vacant). 
OJfLces of Legation, 74 Compayne Gardens, K.W, 
(jomul-General and Charge d! Affaires, Col. Don 

Pedro Suarez, 12 Fenchurch Street, E.C. 

This and Paraguay are the only States of South 
America without a .seaboard, Antofagasta, its 
former port, having beeji ceded to Chile. It was 
formerly comprised in the Spanish Vice-royalty 
of Coh.anbia under the name t>f “ Alto Peru,” 
and derives its present name from its great 
liberator, Simon Bolivar. It extends between 
lat 8*^ and zf S. and long. 57® 30' and 73^ W., 
and its area is said to be 570,000 .square miles. 
The estimated i>oi>ulation in 1907 was 2,x8o,7io. 
The peace ai’iny amounts to about 3,000 men, the 
war elective being about 90,000. The mineral 
prodnetionsare very wihiable ; the silver mines of 
Potosi are believed to be almost inexliaustiblc ; 
while gohl, partly dug ami partly washed, is 
obtained on the Eastern Cordillera of the Andes : 
tin, copper, lead, antiiiiony, wolfram, bismuth, 
salt and sulphur are also found. Its agricultural 
pr£j<hicc consists chlelly of rice, barley, oats, 
maize, cotton, cot?a, indigo, india-nibber, cacao, 
|K)tati>e3, the choicest fruits, cinchona bark, 
medicinal herbs, Ac., which with tin, gold, 
silver and copper are its princii>al exports ; its 
chief imports being iron, cotton and woollen 
goods, hardware, and silks. There are about 400 
miles of tnmk lines of railway and 2,896 miles of 
telegi*ai)h wire. There is direct railway commu- 
nication w'ith La Paz from Antofagasta (Chile), 
and branch lines are under construction from 
Omni to Cochabaiiiba and from Rio Mulato 
(near Ujuini) to Potosi. Communication with 
Peru is effected by rail to Guaqui and thence by 
steamer across Lake Titicaca to the railway at 
Puna A line is under construction fi'om San 
Antonio (Brazil) to Villa Bella in Bolivia ; 63 


miles are in operation and 230 left to complete, 
when it will connect with the steamers on the 
rivers Beni, 3Iamor<i, and other tributaries. A 
line from Buenos Aires to Bolivia is complete to 
La (Jiuiaca. 


Estimated revenue .... 

Estimated expenditure . 
Exports (1907 & 1908)..... 

Imports (1907 & 1908) .. 
Interior debt .............. 

Exterior debt 


1908. 

^ 1909- 

.£i,z^z,o^o 

1, 064, 000 

. ;:'i,48g,48i ' 

I >396,37* 

4,026,52s 

3,770,625 

3,032,809 

* 

3,258,604 

* 

500,000 

500,000 


Exchange 12 *30 

Seat of Government, La Paz. Population, 
78,856. 

British MinMer, Charles Louis des Graz (see 
Lima, Peru). 

La Faz— Consul, Cecil 3V. G. G osling j(^6oo 

rice-Cons'., .John 0. Watson. 

Oruro— Vice-Consul, Dr. J. R. Smith. 

Sucre — Vice-Consul, Ernest F. Aloore. 

Sucre, 8,386 miles fi’om London. 


BRAZIL, Republio OP. 

President, Dr. Kilo Pe^anlia (elected as Vtce- 
President). 

Foreign Affairs, Baron do Rio-Braneo. 

MaHne, Rear-Admiral Alexandrino de Alencar, 
War, General J. A. Boomaii. 

Finance, Dr. Leopold de Bulhoes. 
Communications and Piihlic Worhs, Dr. Fmncisco 
Sd. 

Industry, Commerce, and Agriculture, Dr. A. 
Candido Rudrigues. 

Inferior, Dr. Esmeraldino Olympio de Torres 
Bandeira. 


Mi/iisfer in Londmi, Senlior Regis de Oliveira, 44 
Grosvenoi' Place, vS.W. 

Councillor and ist Secretary, Sylvino Gurgel do 
Amaral. 

znd Secretaries, Jose de Paula Rodrigues Alves ; 

Abelard 0 Rocas. 

Attach', Gastello Branco Clark. 

Military Attachf Col. Gabriel de Souza Pereira 
Botafogo. 

Naval Aito.che, Captain A. C. Jones-Pereira. 
Consul in London, F, A.]ves Vieii'a, Coventry 
House, Soutli Place, I’insbiiry, E.C. 

Consul-Gen. in Liverpool, Cant. J, 0. daF. Pereira 
Pinto. 


The Republic of the Tnited States of Brazil 
was founded on the jsth £>f November, 1889, by a 
bloodless revolution which drove Dom Pedro 
from the tlirone. On February 24, 189X, a new 
Constitution was voted by the Constituent 
Assembly by wliich the President’s term of ofiice 
was fixed at four years ; Church and State were 
separated, civil marriages only made valid, and 
education secularised. 

Brazil, the most extensive State of South 
America, discovered in xsoo by Pedro Alvarez 
Cabral, Portuguese navigator, is bounded on the 
north by the Atlantic Ocean, Guiaria, and Vene- 
zuela ; on the west by Ecuador, Peni, Bolivia, 
Paraguay, and Argentina ; on the south by Uru- 
guay ; and on the east by the Atlantic Ocean. 
This immense country extends between lat. 4“ 


* Bonvls to value of ^£^104, 000 in circulation, for the re- 
demption of which the Government have the necessary 
funds in the Treasury. 
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zz’ N. and 33® 43* S. and lonj^. 34® 40' and 73 ° ^S' 
W., ])ein;^ 3,600 miles from north to south, and 
a,Soo from west to east ; with a coast-line on the 
Atlantic of 3,700 miles. It comprises an area 
of 3,218,266 s<jnare miles, and contains a popu- 
lation e.^ti mated at 20,000,000. There are said 
tn he about 1,000,000 “ vvi]<r’ Indians; 94,693 
immij'i'antb aiiived in 290S, an increase of 27,000 
over the prevhuis yejtr. Tor Armij see p. 667 ; 
llie, Xavn ('2909) consisted of 3 Breadnoiiglits, 
3 old halt] e-ships, 3 p.otectcd cruisers and other 
snui Her craft, ineiuding ii torpedo boat destroy- 
ers, ami 3 siihmarines. 3 rii"st-c]as.s battle-ships 
and 4 eruiser.s are under construction. There are 
4.2 ports along tlm coast, of wliich the principal 
Is ilio, with a shore lino of 133 miles. Brazil is 
iine«pialled for the nnndjcr and extent of its 
T’ivers : the Amazon, the large.'st, though not the 
Iccegest, in tim world, with its immediate tribu- 
taries, and the Tocantins, San Fiancisco, and 
otbei’s. The mineirJ.s are very considerable and 
vail. able, coiuprisiiig gold, silver, iron, diamonds, 
topazes, and other precious stones. Its forests 
are iurmeiifte, abornullng in the greatest variety 
of useful and i.eantiful vo>ods adapted for dyeing, 
cabinet wo]'k, or Miii)-biii]ding ; among these are 
nia’uogany, logw,),,d, rosev.'ood, brazilwood, Ac. 
In the exti'eme south. lovsar«ls the interior the 
laud rises by gentle gradations to the height of 
from 2,oco to’ 5,000 feet above the level of the 
aea, and in tlm.sc regions Envopean fruits and 
gi'ain a”o reared, while other jaarts are foruid 
e.xti'eniL-ly favourable foi' tiie raising of sugar, 
eulfee, cotton, roeoa, iiidia-rultL'er, toliacco, and 
ti*!>]>ica[ pi'odneis, man} of which are indigenous. 
]t:j ag'’ieuitural 'produce is abundant; maize, 
beans, easKiva-root, a,nd nuts are very gen e’rally 
cultivated ; also, insojne paids, wheat and other 
Europcarj cereals. Cattle raising is an important 
industry, the tmmber being itlTicfally computed at 
28,000,000. Cott<')n is ])eiiJg largely cultivated for 
exj.ort. and is being used in growing quantities 
f(»r home manriiactures. Sugar-cane is grown in 
large and intu-easing quantities in the northern 
p»ruvince.s, rernauihuco beiisg the centre of the 
sugar-pnv'dn.cing zone. lndia-riihl‘er comes from 
the more northern }u-<>vliu'es, especially the 
valley of th.e Amazon, and is sliipped from Pai'd 
and .Man:i".s; and cotfee, tlaaigh also grown in 
the mulh, comes ch-Ietiy from JTio de Janeiro 
Alina.'-'’, Sao Parihu aiid Esperito Santo. Tobacco 
ami ctK;ua in-e grov, n largely, especially in Bahia. 
The evpoi'ts coirdst solely of the rav/ produce of 
the soil, am! o,vu!g tu the vast extent of the 
country, jip.d th.e C‘('n.seqiient very different 
pecnliai-lties of Cie soil and climate, their nature 
varit'.s cruisideraldy. I’iie imjKU'ts consist of 
every description of uianufacturcd articles, but 
there were in 200S no iewej’thau 2, 542 industrial 
establishinents including x6i cotton-mills, giving 
employment to 45,943 lunuls, and representing 
an invested capital of 334,428 of cmitos of reis. 
The enoiu'iou.“ protective duties wore again in- 
ercased in 2S87, 1893, 2S96 and 2906. In 1907, 
there were xi,goo miles of I'aiiv.’ay open. Length" 
of feiegrapli wii'es in 2907 42,210 miles. 

^'cjv Education, Hccj). QOS. 

Estimated rjevenue 

1908. 1909, 

(^old $92,493,714 $97 i909»S33=£i 1,0x4,833 

I aper 272,217,400 306,320,300=^^27,907,531 

Estimated Expenditure : — 

Oold $63,623,605 $75,390,271= ^^'8,482,403 

' '=;^20, 647,048 


^ 1907. 

Total imports .*40-527,603 

Total exports 54, 176, 898 

Coffee exported 28,539,063 

Rubber exported ... 13,594,028 

Imports from U.K. ... 22,255,220 

Exports to U.K 8,657,955 

External debt (31 Alarch, i§o8) 

Internal debt „ . ,, 

Number of British vesscLs entered at Brazilian 
ports in 1908, 2,199 (6,224,347 tons) ; all 
4,918 (21,888,928 tons). 

Capital, Rio de Janeiro. Population, 8x2,443 
British Mimster, Sir \V. Haggard, K. C. M. G. , 

C.B 

xst See.^ Alilne Cheetham 

3rd Sec., II. A. Grant 'Watson 

Xaval Attache, Capt. C. E. BowerbjqluK. 

Translator, Reginald P. Ray ..... 

Consul-General, Roger Casement, C.K. G. 
Viee-Cojmil, *300 

Cuiiaha — Vice-Cons., J. L. Ii. Atkinson. 
Hurra- Velho— V. -Cons , , B. Joltu Spear 
Sao Joao del Iletj — 1 \ -Co ns. , C. Causer 

Bahia— Consul, W. H. M. Sinclair 600 

Vice-Cons., Prank Steveusmi 

Aracetju: — rmc-Cv:ru,‘^?,d, 'j’hales Eerraz. 

Tara— Consul, George A: Pogsoii 600 I 

At andos— V. -Cons. jAEyndiiairiRobilliard ! 

Alarauham — F.-Cmw., Ernest Glissold i 

Pc nannhaco— Consul, G. L. 'AI. Pearson... , , 6o» 1 
Vice-Cotusul, Rev. G. AV. Baile, B.A. ... imp. 

Cua2>la!n, Rev. G. A?. Baile, B.A.. j 

CcroN .---- 1 TctoCon-vtd, William Stodart... ; 

M a Ci to— Vice-Consul, George Simpson 
Pa ra iba— V.-Com . , Kenneth 0 . Aiaciay 
i Perfo Ainbrose Archer... 600 

j Pent Gr:tnde(loSid—V.-Cons.¥j.A.Vii)^^£2Po to 500 
j Urvjuai/ana, — Vioe-Cuns., F. Ambier...* 

I Sao J*((ulo— Consul, jy.B. O’Sullivan -Beare 600 

j Curitnbd — Vice-Cons., H. H. Gomm ... 

I Sa n ta Cn fharina — F. - Cons. , W. B. Chai:>iin 
Sautos — Vice-Consul, II. A. Sandall...... 


R'lo de Janeiro, 5,730 miles distant; transit. 


17 days. 


BULGARIA. 


Paper 329.470,837 330,352,780= 


Tsar, Ferdinand, horn z 6 Feb. , 2862 ; elecied ' 
7 July, 28S7 ; prodaimed T,sar 3 Octolper, 2908 ; , 
m., (2) 20 April, 2S03, Biince.ss Alaiie Louise of 
Bo;irl)on, d. of Robert, Duke of Parma {horn , 
27 Jan., 1S70, died- 31 Jan., 2899) ; (2) 28 Feb., ‘ 
1908, Princess Eieonorc <.f Reiiss-Kbstritz {b. 
zz Aug., i860), and las i.ssue— Prince Boris 
(see below); Prince Cyril, h, 27 Nov., 2895 
Princess Eiidoxie, b. 27 Jan., 1898 ; Princes,- 
Nadejda, h. 30 Jan. , 1S99. 

Heir Apiparciit, Boris, Prince of Tirnovo, h. 
30 Jan., 2894. 

Presklent of the Council A- liflnister of 
rnuntcatiom, Alali noli’. 

Foreign Affairs, General Paprikoff. 

War, General Nicoiaieff. 

Tidmor, Takeif. 

Corninerce Ar Agriculture, Liaptclieff. 

Kresteflf, 

Salabasheff. 

Public Instruction, Alushanoff. 

Bulgaria was created by the Treaty 
T3th of July, 1878, and is governed by a Prince 
elected by the National Assembly or Sobranje, 
with a popular legislature and constitutional 


WHITAKER’S almanack, 1910. 


6 04 


Foreign Countries — Bulgaria^ Chile. 


, ; in 2:908 the country threw off its 

' alip^'ijince to Turkc^y, and is now independent. 

ii’uisi.eru .Ikuinnolia, likewise a creation ot the 
; Krvlin Treaty of 1S78, has an area of 13,863 
’ P^iiuuv. miles, and 998,431 inhahitants ; it was 
i iuteii(lo»i to form an autonomous province, hut 
' aineo the suecessiul revoLntion at Philippopolis 
; ot Si-ptember iSth, 1883, it has been incorporated 
' %’i^jLii .bu1'j:fiL-ia, under the name of Southern 
, Butia.'isn 'auil the accomplished fact was recog- 
■' nfsc'l (5> the arrangeineiit of April s, 1886 it 
I now loi'ms !ui iniejiral ^mvtion of 3^ul-4aria, with 
i the siiioe 1 uier, laws, and mode of administration. 

.by nv id; ifi!;al i( )ii of the !'< mstitution, 1893, there 
' i'j n-nv ouf '‘’‘Uiiity to eacii 30,000 inhahitants, 115 
; for the northern, and 5: for the southern pro- 
’■iviiice. 

iA'dviflc (for Ainny, p. 666).— The navy 
, of a torpedo gunboat and a few small 

.! steamers.^ 

Edi'C/idhu? (mCC X 5. 66S). 

rnlted IJuigaiia is liounrled on the north by 
! lioumarda, from which it is separated by the 
Onnuho ; on the west by Servia and Macedonia ; 
on tile cu-^L h>,. the iliack Sea ; and on the south 
by the Turkish province of Adrianople. The 
e'dioriL^ con.'ist pi'incipally of cereals (especially 
; vheat), live .■stuck, cs.'scnce of ro.ses, woollens, 

; >skiu,s, cheese, eags, timber, cocoons, and tobacco ; 

' theiirincipal Iiiiports b ii.14 textiles, metul goods 
, and Uriel i 111 cry, colonial wares, leather, building 
; fiiatei-iids, iict roleuni and other oils, paper, salt 
' bsli, rice, and coal. The principal towns, with 
' their po]iulrdion3 in 1905, are Sofia (82,621), 

' Faiiipiioj'iuiis (45,707), Yarna (37,417), Rustchuk 
i'’53-'533l, Slivcu (25,027), and Siiumla (22,275). 
'.I’pe princijnil fioi’ls are Varna and Rourgas. In 
,'c9o 8. 5,955 vc.ksels (1,634,09s tons) entered and 
at ports on tiie fUack Sea. Tiiero are 
(1908! 965 miles of railway open; 3,688 miles of 
; te1(.grapi‘. and 1,170 m;le.s of telcjilione wires. 
Yor'lh buluaria has an area of 24,237 square miles, 
and Soutn hut-aria an area of 12,706 sijuare miles. 
Topulatlou accord iij’4 to language or nationality 
I and rcligiuu (census of x .iamiary, 1903):— 

, N.\'i ui.*'; .iM'ui,:-'. | Rmugions. 

' naUniiiiU". 2.205.C03 Orthodox Urceks.. 3,343.995 

.Tujks /jq7,8.y I tlfilmminwlaiis,.., 603,113 

■ Ibiiuuaiiiuv, as.fus i l,vraelito 37.^33 

Oict-'s'. 69.757 ; ththolics 39.443 

Oil." ic-J ...... 94.S49 ! Armenian (frego* 

. i!ov;s 36.435! rians 12,694 

I Perm mi.vAn.stn.uii, 5,o.n 1 IToP stants 5,402 

, iia.'.d.iu 3,270 ; Unknown 1,326 

■ ......... 39.706 I 


Rustclink—Conaular Anmt, S. IMayer 

VaTtia— V. -Com. .Henry C. Venabk’S;^3So to 450 
BoiiTfias — Comvlar Agent, A. Tacchella 
Sofia is 1,416 miles fi’om London; Philippoi)olis, 
1,505 ; trankt, 3 days. 

CHILE, Republic of. 

President, Pedro Montt ; iu.s'faf/lijd 18 Sex)t., 1906 
(for live years). 

Premier and Inferior (1909), Ismael Tocornal. 
Foreign Affair)^, Agu.stiii Edward.s. 

Justice a- PnUio I Emiliano Eigueroa. 
Finance, Manuel Sarmas. 

War and Marine, Auib-al Rodriguez:. 

Industry Je Public Works, Eduardo Delano. 

Envoy Extr. and 3[in. Hen., Domingo Gana, 29 
Queen’s Gate Terrace, S. tY. 

I xst Secretary, Enriipie Cuevos, 14 St. George’s 
' Court, Gloucester Road, S.tY. 
z)id Secretary, Felii)t; Auinat. 

Consul, Vicente Echeverria Larrain, 4 Lloyd’s 
Avenue, E.C. 

A State of South America, of Si)anish origin, 
lying between the Andes and the shores 01 the 
South Pacific, exteudijig coastwise ironi the ilio 
Sama to Cape Horn south, Imtweeii hit. 18 ' 28' and 


4.035.623 , 


1908. 


i RevciiUt- (c''Umat e<l) ^(^5,0%, 000 

Expeudh urc ,, 10,468,402 

Pui-d ic ! L-1 )t (J ail uary 1). . 


Duju'rts .... 
bn. froiii 

ExT'oit'"’ 

IK*. toU.K 


\K. . 


1906. 

^^4.333, 975 
784,021 
4,482,934 

599*403 


4.033.623 

1909. 

j;^6,i26,778 

6,125,684 

19,640,000 

190k 

j^5,206,026 

928,093 
4,494,270 
387,210 


CAi'crAii, S-dia,]iop, (1905) 82,621; Philippopolis 
(capitiil of E, iiuumeiuu, 45,707. 

Ptiv<ni E.vtr., Min. Plenipotentiary <{; Cormtl- 
Ceneral, fd. de C. Findlay, O.B., C.M.h. _;^x,6oo 
mt Secretary, Hun. F. 0. Lindley ...ji^3Qoto j^soo 
Military ACaeJii--~A,t.‘Col. Hon. H, D. 

'Napier, c.M.d 

VictnCintsuI-AV. 1>. Heard j435o^6>;ijS^45o 

Philippopolis — Tice - Con , , Avalon 
Shipley jC3Sot0 45o 


56^ 3S' S. , a nd lung. 66 " 30' and 75 ' 40' \V. Extreme 
length of coast-line about 2,485 miles. Its ex- 
treme length is .about 2,800 miles, with an avei’age 
breadth, north of 41'^, of 100 miles. Tne great 
chain of the Andes runs along its eastern limit, 
with a genera] elevation of 5,000 to xo,ooo feet 
above the level of the sea : but numeroris summits 
attain the lieigbt of 18,000 feet— the highest, 
Aconcagua, an extinct volcano, being 22,422 feet. 
The cliain, however, lower.s con.sidei’aldy toward.^ 
its sonlhorn extremity. Tiiere are no rivers of 
great .siz.o, and none of them are of much 
.service as n;ivigal)le highways. In tlio north the 
country is arid. Chile is divided into 21 provinces 
and 3 territories, the aggregate area of which is 
estimated at 290.74s square miles, with a popula- 
tion (1900) of about 3,110,000, exclusive of Aram 
caniaiis, Bolivian and American Indians 
numbering about 50,000. The principal town.s. 
W'ith their estimated populations (looS), are 
Santiago (380,000), Yalparaiso (if)o,ooo). Con- 
ceiicion (62,000), Talca (45,000), lipiiipie (45,000), 
Chilian (34,000), and Antofagasta (26,500). 1'he 
natural increase in the pojmlation is slow, but 
immigration is slowly redressing the railance, 
the majority of incomers hailing from ,Sr ain. 
Agriculture and mining are the iirincipal occupa- 
tions. \Vheat, maize, barley, oats, beans, ])eas, 
lentils, wine.s, tobacco, llax, beinp, Chile jaqqier, 
and potatoes are grown extensively ; the vine and 
all European fiaiit-trees nourish. Tlie live .stock 
includes about 1,000,000 cattle, 1,500,000 .■-lieep, 
200,000 horses, 170,000 goats and 150,000 pigs. 
The mineral wealth i.s considerable, tlje c )untry 
being extremtdy rich in copper-ove, and s^im »-ich 
• gold mines have been di.seovcred, Tnc I’-hdcss 
north yields more especially nitrate of so- b. i sdine, 
borate of soda, gold and silver, a large mn;i.'.er uf 
mines yielding both lieing in actual Wij.rk in 
Tarapaca, Guanaeo, and Caehinal in Atacama, ami 
Caracoles in Antofagasta ; the centre, copja-rand 
silver; and the south, iron and coal, 'riiere are 
smelting-w'orks for co])j>er and silver, tanneries, 
corn and saw mills, .=:t;irch, soa]), biscuit, rope, 
cloth, cheese, furniture, candle, and paper fac- 
tories, brewerje.saiuidi.stilleiies,and the dome.stie 
industry furnishes cloth, embroideries, ba.skets, 
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and pottery. The many ports favour commerce, 
and six lines of steamers connect the^ country 
with Panama and the Magellan Strait direct 
with Europe, a passage to Liverpool occupying 
from 40 days. There are (1908) about 3,300 miles 
of railway open, nearly 15,000 miles of telegraph, 
over 850 post-offices, and 8,000 miles of telephone, 
the last worked by an English company. In 
1904 u contract was signed for the completion 
of the Chilian section of the trans-Andean 
line, which it is hoped to complete in 1910. 
The commercial marine numbers 153 vessels (94 
steamers), of 157,997 tons. In 1907, 2,900 foreign 
vessels of a total tonnage of 6,500,000 entered at 
Chilian ports. The staple articles of export are 
nitmte of soda, iodine, &c. , copper bars and ores, 
silver ores, corn, flour, hides, and guano. Tire 
imports include silks, woollens and other textiles, 
food, and machinery. About 40 per cent, of the 
foreign trade is carried on with England. The 
paper currency was worth about xod. in 1909 ; 
conversion to x 8 d. is stipulated by law to take 
place on Jan. 1, 1915. 

Defence (for Army, see p. 666). — The navy con- 
sists' of 1 battle-ship, 2 armoured cruisers, and 
f 4 protected cruisers ; two Dreadnoughts are 
projected, 

Education (see p. 668). 1908. 

Bevenue (Estimate) §190,583,790 §237,8^,712.35 
Exi'ienditure „ 3:84,237,798 197,719,009.78 

External Debt 392, 900.00 

internal Debt §148,000,000 §i79>985j349-S8 

Imports 203,681,85s 109,900,356.00 

Do.fromU.K £ 7 i 7 ^S^ 794 ‘ 5^4.183,152 

Eximrts §280,080,730 §395653,723-00 

Do. toU.K ;£^6 ,o37,21s 5^7,381,156 

Capital, Santiago. Population (1908), 350,00a 

, Envoy Extraordinary and Minister Plenipoten- 
tiary^ H. C. Lowther ^2,000 

Secretary to Il.M.'s Minister, Allen C. Kerr. 

Antofagasta— Consul, G. Hewett £Soo 

, „ Vice-Consul, H. Vf. W. Bird. 

CaUUra — Vice-Consul, H. B. Beazley. 

Caleta Caloso— Vice-Consul, A. Reid. 

Carrizal Bajo — Vice-Consul, John King. 
Chaflaral—Cons. Agt, William Sheriff. 
Copmpo—Cons. Agent, George Fergie. 
MejUlones — Vice-Consul, G. M. Clarke. 

Taltal— Vice-Consul, H. T. S. Pearch. 

Tocopilla — Cons. Agent, C. Nicholls. , 

Tquique— Consul, E. F. Hudson. j^6oo 

Vice-Consul, Herbert B. Lowe. 

Artca — Vice-Consul, W. Johnston. 

Caleta Buena — Vice-Consul, C. C. Aitkeii. 
Junin — Vice-Consul, L. J. Garratt. 

Pisagiia — Vice-Consul, T. G. Patrickson. 
Valparaiso— Cons.-Gen., Alexander Finn j^i,ooo 

„ "Vice-Conmd, G. F. Atlee 5G300 to 500 

Anmd-Vice-Consul, Wm. H. Turner. 
Concepcion — Cons. Agent, Wm. Borrowman. 
Coqidmbo — Consid, G. L. Ansted. 

Coronal — Vice-Consul, Edward Cooper. 

Corral — Vice-Consul, Josiah Bogers. 

Los Andes, Cons. Agent, T. S. Tuffield. 

Lota— Vice-Consul, H. H. Maguire. 
Puntaxirenm — Vice-Con., Capt. C. A. Milward. 
Talcahuano— Vice-Consul, Alfred Steel, 
Temuco, Cons. Agent, John Patillo. 

TomA — Vice-Consul, ill. S. Pasmore. 
Traiguen~Vice-Cons.,E. XndQvioiL 
Santiago, distant 9,000 miles vid Panama, and 
11,000 via the Strait ; transit 34 to 39 days. 
Vid Buenos Aires and Andes during summer 
months (Nov. to May), ti*ausit 22 to 28 days. 


Regent, Prince Chun, father of the Emperor 
President of the Foreign Office, Prince Ching. 
Adviser to the Government, Sir W. C. Hillier, 
K.C.M.G. 

Envoy Extr. <fc Min. Plen. in London, Li Ching 
Fong, K.C.V.O., 49 Portland Place, W. 
Secretaries, Ivan Ch6n ; Wang Keh Tsiien. 
AttacUs, Whung Yung Liang ; Liu Ti Tao ; Tung 
Cheng Ling. 

Coynmercial Attachi, Cheo Fong Kong. 

China proper (or the Eighteen Provinces) con- 
tains an area of over 1,500,000 square miles. Its 
length from north to south is 1,860 miles, and its 
breadth 1,520 miles, and its population, accord- 
ing to the latest Chinese estimates, exceeds 
400,000,000. On the north of the 18 provinces 
lie the vast regions of Mongolia and Manchuria, 
and on the west are Tibet and Turkestan, all 
of which are integral parts of the Chinese 
Empire ; the area of these dependencies is over 
2,500,000 square miles, with a scattered popula- 
tion of 19,000,000. The civil government of the 
18 provinces is entrusted to viceroys and 
governors, and under them each province is 
subdivided into circuits superintended by tao- 
tais or intendants, and again into prefectures 
and districts. All the territorial officials are 
appointed by the Imperial Government, and the 
provincial viceroys and governors, though free 
to act independently in man^ matters of local 
detail and finance, are responsible to the central 
Government at Peking in all important ques- 
tions, and especially so in foreign affairs. The 
administration of Mongolia and Turkestan is 
entrusted to Military Lieutenant Governoi*s, 
who, with the Chinese officials in Tibet, are 
under the direction of the Mongolian Super- 
intendentcy, or Colonial Office, in Peking. 

I Foreign relations with the Chinese Empire 
I have existed for many centuries. In the 13th 
century the Venetian merchant - adventurer 
Marco Polo resided in Cambaluc (the present 
Peking), and was employed by the Mongol 
Emperor Kublai Khan as adviser. In the 17th 
century Jesuit missionaries had attained con- 
siderable influence, but their power aroused 
jealousy, and they were expelled. The Dutch 
and Portuguese traders had for centuries main- 
tained commercial dealings with the port of 
Canton, but towards the end of the 18th century 
they were largely displaced by the British East 
India Company, and when the Comi>any’s 
monopoly was withdrawn, in 1833, the position 
of British merchants in Canton became a national 
question, and contributed towards the first 
Chinese War of 1840. A treaty was signed at 
Nanking, as the result of these operations, 
ceding Hong Kong to Great Britain and olden- 
ing five ports to foreign trade and residence ; 
but the principle of extra-territoriality was main- 
tained, and foreigners remained amenable only 
to the laws of their own countries. The con- 
tinued exclusiveness of the Chinese Government 
led by a long chain of events to the war of i860, 
when British and French troops captured Peking 
and burnt the Summer Palace. From this date 
the development of foreign trade began to be 
most important, and for many years Great 
Britain’s share of it was greatly predominant. 
In 1894 China fought a disastrous war with 
Japan, resulting in the loss of Formosa and the 
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* establishment of Corea as an independent state. ! 
! An abortive attempt ^vas made, in 1898, by the 
I Emperor to introduce administrative reforms, 

I liiit hbj reactionary ministers persuaded, the 
i Dowager Empress (his aunt) to reassume the 
. reins of government. Under her rule a plot 
was hatched to rid the country of foreigners ; 

. and ill the summer of igoo the Legations in 
’ Peking and the foreign set tleineuts in Tientsin 
were fiercely attacked and bombarded for many 
weeks. TSic situation was relieved at its most 
i.ntical moment by tlie arrival of an allied army 
' (.ie..-paiclic(l by noarl5* all the 'J’reaty Powers, and 
; Ti eiitsi 1 1 a i id Pek i ng were captured. " The Imperial 
r.ourt fiod, and remained in voluntary exile 
uatil early in igos. .Meanv/hiie, a Peace Protocol 
was .sieued between th.c Envoys of the Treaty 
Powers niidthcDbinese Ploiiipolcntlaries, Prince 
Ch’ing ai.d the late Li ilinig Ohaug. This pro- 
vides for an indemnity of ;^65. 000,000, to be paid 
within lue next 39 yeai’f). Subsequent nego- 
tiations re.snlted ins new commercial treaties— 
t£)bctvont the I'.K. and China (3 Sept., 1903); 
fa) P.S. and China (8 Cot., 1903) ; and (3) Japan 
end Clrb.ui (9 Oet., 1903). Under the two last 
Prukdi u, laLungkow, Ciiang-sha, and Antung in 
ManciUifia, were made Treaty po’ls. 

Initiatory nie/Liures have been taken by Cliina, 

' under tim first of those I'reaties, to ii'itroduee 
^ two imp utanfc reforms-— namely, tiie protection 
I of trade-marks and tlie establisinnent of a iini- 
« ' form nu' tonal Coinage. As regards the former, 
provisional regulations have already hoen framed, 
and the laLter was the subject of invesUgation 
' by a joint American and Mexican (.V»ininis-<ion, 
j M’liicli rsnbmifticl a scheme to the (Jlnnese Govern- 
. ment for the adoption of a gold .standard. 

On tin* eonolusion of the war between Kussia 
, and .hip;!!i in 1905, a 'i’rcaty and Additional 
Agroeuieiit rel.itimg to .Mam-huria were entered 
into be!v.«*eii .laiian and China. P.y the former 
the Chinese Government eon~mnted to all the 
i transfers aufi a'<d>ruinents made by Russia to 
.lapnn in rdaneinnia ; and the latter provides, 
■hih>r (rt;, for the Speedy opemheg hy China of 
the folleuing cities and towns in Maiiehnri.i as 
pliicfs I'f iutes'natioiKil residence and trade:-— 
Eeng-huang-cii'eng, biao-yang, Ifsininintiin, 
Tuiig-chiuH'.-tzu (on the Liao {liver), and Ea-ku- 
men in io-ngiicii Province; Oh’ang-eif nn, Kirin, 

* llarliin. Vineiita, ilnnehhin, and San.sing in the 
Kirin Provinc;* ; and T.sitHih-ar, ITailar, Aihuu, 

■ and Masciiaii in liie Deiinngiiiiang Pjovince. 

1 baits: e-.u’mate.s t>f tiie foreign resMenfcs at 
j the open ports tii' China are as follows : — Dribish, 
19,043; .iapaiw>e, 44,143 i Americans, 3,545! 

; llu.-'siau', 5,520 ; Germans, 3,637 ; Preiich, 2,029 *. 

, Por{ugUt'-e,'3.333 ; Italian, 534; the total being 
77.960. Glib of a total of 2,409 foreign tirms in 
j China, 487 are P>ritish, 1.149 Ta]>anese, 274 
I German. log Aiuerican, 88 Erench, 54 Portuguese, 
i anti Spanish. 

i {f<»r Army, fiee p. 667).— Tlie navy has 

t not re.-overed from the elfecbs of the Chino- 
Japam-.'f war, when more than ten important 
war vi's.-t-ls were sunk or captured. China novv 
liesses^cs s .second-class crui.sers (4,300 tons), and 
XI third-class cniisens (875-2,5001011$) ; 3 torpedo 
gimhoals {349-1,000 tons), 4 gunboats (2s5-'4xx 
tons), 32 first-class torpedo boats, and 12 second- 
tdasB ''torpedo boats. Most of these were 
laimcdied between 1885 and 1902- Of the torpedo 
boats about half only arc ftfc for action. Four 
destroyers, built in xSgS-o, were captured by the 
Allied Forces in xgoo, ana were appropriated by 


Great Britain, France, Germany and Paissia 
respectively. Full complement of the navy is 
about 2,500. 

SHlPFlNa.— The mercantile marine (xgoi) con- 
sisted of 46 steam vessels over 100 tons register, 
with a total net tonnage of 40,178 tons ; in 1908 
the total tonnage of vessels entered and cleared 
at the treaty ports was 83,991,289, the largest 
total yet recorded ; of these 41 per cciiL xvere 
British, 20 per eent. Chinese, 8 jicr cent. Ger- 
man, 21*5 per cent. Japanese, 6 per cent. French, 
1 per cent. Norwegian, i imr cent. American, 
and X *5 per cent, other eouati'ie.s. 

Commerce.-— T he total foreign trade of China 
in . 1908 amounted to ;^39.4Sa.784 (imiiorts 
_;£!52,6 oo,73o, exports pC 36, 888, 054), a rici-i'case of 
;£2 i, 138,302 as compared iviih 1907. 'll was 
shared by the nniioirs of the win-id as umh-r m 
1908 : — 

Porei^,'!!, '■'g 

Jarum, — .. 

IJ.S.A 

,Eur(,tpe (exc. ivussia) 

Hiis‘-Ta 

Other countries 3‘34 

% Poreijui ...... '44*44 


9 '7 
S3'7S 
S-63 


British. 

Oreat itritain ■ 

Monpf Kong 

India 

Other British -'L’cnl- 

tui'ies 

Britl-h ; 

The principal exiiorts to tills country fi-om 
Cliina in 1908 were tea ( £7z5,ios), silk 
skins and furs of all kinds (£z^t,76s\ siraw 
for idaiting purpo.-Jcs (£i6z,o8g\ hair(/AS3.424), 
and bristles (,-^240, 103) ; v.'hile the chief doiue.siic 
imports from (he Cnited Kingdom xvero cottons 
(£6 178,700), woollens and worsteds (;5338,632), 
iron, vrrouglit and nnwronght (;^646,775b 
inachiuory (£402,777), caudles (£85,501), 
chemicals (£121.320), e(»tton yain (£158,753), 
tobacco (£265.180), and soap (^Sg^gno). 

EnUC.Vi'TON (,src p. 6681. 

k.iiLW.iv.s. — Aliout 4,500 mi'c.s were open (rgcg) 
inclusive of the Abinchnrian line.s. 1'iie foliovvjn'g': 
are the linc.s completed and working :■ -J/c,//- 
cJint'Utti !{a t.l fra >ffi {(''//,' )ies-t^ I^l/aifrra Rffilirrfi/ Co.) 
—(a) Araiiciniri.a station re) ifarbiii to Dalny and 
Port Arthur (1.200 mile.s), with 1:57 oiilo.s of 
brancli lines, (h) Ifarhin to Pegranii elm.-iya ou 
the East Manchurian fi’ontier. Jmnorial Rail- 
waytf of North EaniiuGS of intra-mural 

section mortgaged to Britisii ixaidbolders. (a) 
Pekingto Newchang(47on)iics),witli brarieii from 
Peking to Timgcliovr (12 nriles). (h) Konpangtse 
to Alukden (302 miles), via Rsinraintnn. (e) Cbin- 
clKiu-fu to tiie Nanp'lao coal mines (30 inilos). 
(f?) Kao-po-tien (on tlio Peihan linel to Hsiling 
Vye.stcrn Tom i»s, 30 miles. Peihan lutiiivay. from 
Peking to Dankbw (750 miles), with branches 
from Ghingcl ion to Kiafeug Fu (3510110'-), K ah'enfu 
to Honaiifu (120 miles), and Chongtinfu to Tai- 
yuanfu (150 miles). TfiiniR.ao-Chiimnfa Railivajj 
(250 mjle.s). Geiman direction. A branch line- 
runs to Poshan (30 mile.s). Taok'ou-Gh'inahvu- 
Railu'wy (Honan), 90 miles, crossing the Peihan 
line. Shanghtri-Nantmg Raiiwati (zoo miles). 
CantonSamfih ui Railv'ay (30 miles). P'i nyhPiany 
to L'ilhyy border.s of Kjang.si-Huaaii (56 miles). 
Smttov'-Chaochovfu Raihray (32 miles). Peking 
to Kalgan (125 miles). Pt'king to IMaritokow 
(17 miles). Nanking to Chinkiang and Kiingyik 
to Sunning (40 miles). 

The following lines are under constnidiou • 
Canton to Rmikoiv (650 miles). About 57 miles 
open from Canton to Yuntan. Kunyyi'k-Smming 
line to be extemled to Kong Aloon (36 miles). 
Laohai to Yunnan-Fii (390 miles). Peking to 
Kalgan (X25 miles). KmiyyUi (Knangfihtg)'', vid 
Sunning., f® SaMkahoi (59 miles). Wiihu to 
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Kuangteclioio (90 miles), TUnt^n • Nanking 
Raihmg (600 miles). Canton to Koioloon (xoo 
miles). Shanghai to Kashing. Hangchow to 
Sha'’>'jhai. Anioy to Changchow (30 miles). 
Shanghai to Ningpo (2isB miles), tog miles laid. 
Cliinese capital and engineers. 

The following lines are contemplated 
British capital—Buchow to Ningpo, viil Hang- 
chow (170 miles). German capital , — ^Techow to 
Ohengtingfii (100 miles); yenchoii to Kaifengfu 
(150 miles). French capital . — Longsan to Nan- 
ning, vid Lungchow (150 miles). Japanese capi- 
tal-- Amoy to Foochow (130 miles). There are 
also projects for lines from Hankow to Chengtu 
(Szechuan), md Wanhsien, Chinese engineers 
and construcUon ; Canton to Amoy ; Kalgan to 
Kulun (Manchuria); Lanchoufu to Hi (Kansu); 
Kiukiang to Nanchang; Kuanchengtze to Kirin ; 
Shihchiachuang (Chihli) to Tehchou (Shantung) ; 
Hsinmintun to Fakuman ; and Loyang to Tung- 
kuan (Honan) ; in Canton district— Fatshan to 
Kong Moon ; Canton to Swatow ; Samshui to 
Wuciiow ; line from Kua Chou at mouth of 
Grand Canal to Tsiiig Kiang Fu and Hsu Chou 
thence joining Peking-Hankow line md K’ai 
Fengfu— the Chinkiang-Hsuchou-K’aifeng por- 
tion to be first laid ; line 47 miles long from 
coal mines at Tsao Chuang to T’ai Chuang on 
Grand Canal ; line to join Wei-Hsien on the 
Chinan-Tsingtao Eailway with Chefoo; Chinese 
Eastern Railway Co., Ta Shih Chiao to New- 
chwang(3o miles) ; ditto, Kirin to Kuanchengtze. 

Telegraphs are being rapidly constructed by 
the Imperial Government, and Peking is in com- 
mimicatiou overland with Europe and Tibet, 
the line being extended to Lhasa. The total 
length of line in operation at end of 1905 was 
as, 379 miles. 

Customs anb Posts.— T lie Imperial Maritime 
Customs is the controlling service; this body 
consists of nearly x,ooo Europeans, a large pro- 
portion of them British subjects, all under the 
control of Sir Robert Hart, g.C.m.G. By an 
Imperial Decree of May, 1906, the Maritime 
Customs Dept, was transferred from the Foreign 
Board to the Board of Revenue, and two Chinese 
Administrators-General were appointed. It is 
not yet exactly known how far this change will 
affect the i.)owers hitherto exercised by the 
Inspector-G eneral. In addition to the collection 
of dues at the Treaty Ports this service manages 
the lighting and navigation thereof, and keeps 
a small fleet of cruisers to enforce its regu- 
lations ; it also manages the Imperial Post Office, 
whose operations have been much developed in 
the last two years. Already letters can be sent 
all over tlie 18 provinces at a uniform rate of 
* cents (or less than one halfpenny) per 
half-ounce. The number of Chinese post offices 
is 3,493 ; 252,000,000 postal packets and 2,455,000 
parcels were handled in 1908. 

Finances.— S ir R. Hart, in 1901, estimated 
the annual revenue as follows : Land tax, 

26.500.000 taels ; provincial duties aud receipts, 

2.600.000 taels ; grain commutation, 3,100,000 
taels; salt gabelle, 13,500,000; likin, x6, 000, 000; 
customs (maritime), 23,800,000, (native) 2,700,000 ; 
total, 88,200,000 taels. The expenditui’e was 
estimated at xox, 120,000 taels. 

*Total debt (about) ..................... ^^54, 500, 000 

♦Interest due (about) 2,500,000 

1906. 1907. 1908. 

flmports ...;(l67,523,6i7 £ 6 g, 66 s,zzz jCS2>6oo,73o 
fExpoi-ts ... 38,916,838 42,961,863 36,888,054 

From U.K. 12,306,188 12,137,977 9,674,786 

ToU.K 3 > 3 i 4>453 3 A 7 ^> 9 S 3 

Capital, Peking. Population, 1,000,000. \ 

British Minister, Sir John N. Jordan, K.C. B. 

K.C.M.G ;^^4^Soo 

Councillor, W. G. Max Muller, M.v.o. ... 8bo 
Naval AttacM, Cai)t. C. H. Dundas, r.n. 800 
Mil. AttacM, Lt.-Col. M. E. Willoughby. 

Chinese Sec., C. W. Campbell, c.m.g. ...... x,ooo 

Commercial Attaeld, W. P. Ker x,ooo 

2nd Secretary, Joseph Addison (actg.) ... 500 

znd Secretary, Wm. Seeds ..................... 400 

Physician, Dr. Douglas Gray.. 800 

Chaplain, Rt. Rev. Bishop Scott ......... 200 

Amoy — Consul, A. J. Sundius 800 

Canton~Con.-Gen., J. W. Jamieson x,2oo 

Vice-Consul, C. D, Smith (actg.) 600 

Changsha — Consul, H. F. King 800 

Chefoo — Co 7 isul, R. H. Mortimore 800 

W. H. Wilkinson 900 
Chungkmg — Vice-Consul, ......... 600 

Chinan}u — Consul, E. C. Wilton, C.M.G. 800 

Ckinkiang — Consul, Geo. D. Pitzipios 800 

Foochow— Cons'ul, G. M. H. Playfair ...... 1,000 

Pagoda Island— Cons. Agent, Dr. W. W. 

Myers 

Ha^iqchow — Consul, Robert Willis 800 

Ningpo — Vice-Co 7 isid, I j.IL R. Banfactg.) 600 
Hankotv—Consul-Ge 7 i.,E.I).lI.FmsGV,Q.M.Q. 1,200 

Ichang — Corisul, H. A. Little 800 

Kiu-ktang — Consul, E. T, C. Werner 800 

Eiungchow and Pakhoi—Cotmil, F. E. Wil- 
kinson 800 

Mukden— Cons. -Gen., H. E. Fulford, C.M.G. 900 
Antung — Vice-Cons. , Victor L. Savage ... 600 

Nanking— Consul, Herbert Goffe ............ 800 

Newdiwang — Consul, W. J. Clonnell......... 700 | 

Shanghai— Judge of Supreme Court, Sir j 

Havillaiid W, de Sausmarez ;£'i,8oo ; 

Co 7 mil-Ge 7 ieral and Registrar of Shippmg, 

Sir Pelham L. Warren, K.C.M.G 1,500 

Assist. Judge, F. S. A. Bourne, C.M.G. ... 1,200 
Cmrn Ada., Hiram Parkes Wilkinson ... 600 

Registrar and Chief Clerk, G. W. King 

j<Jsoo to 600 

Chief Clerk, W. R. Strickland 300 to 400 ! 

Vice-Consul, 700 

Swatow— Co 7 isul, P. F. Hausser 800 

Teng-yueh — Consul, Berthold G. Toui’S 800 

Tientsin— Co 7 is.-Gen. , Sir A. Hosie 1,000 

Vice’Co 7 i 8 ul, 600 

WuFhow—Co 7 isul, H. A. Ottewill 800 

Wuhu — Cbnstd, H. H. Fox 800 

y%mnan-fu,Cons.-Qen. , P. E. O’Brien-Biitler 900 

Peking, distant 11,770 miles; transit, 39 days 
(or by Siberian Railway 23 days). 

COLOMBIA, Republic op. 

P^vsident, General Ramon Gonzdlez Valencia, 
elected -^ August, 1909 (for one year), 

Fo 7 'eig 7 i A ff aid's. Dr. Carlos Calderon. 

Envoy Extraordinary and Minister Plenipo- 
tentiary i 7 i E 7 igtmid, iCon Santiago Perez 
Tiiana, 42 Holland Road, W. 

Secretary of Legation, Pablo Lorenzana. 

* The tael reckoned at 3«, 3d 

t The tael reckoned at 38. 0^/1 od, in 1905, 38. 3§d. in 
1906, 38. 3d. in 1907, and 28. 8d. in 1^. 
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CP^ETE (or Canma). 


COBTA PICA, Eepublic op. 

Pr$BidenU Cleto Gonzalez Tifiuez, assumed o£ioe 
^ 8 May, *906, fox; 4 years. ^ 


Minister of Foreign A ffairst Uicardo Eernandez 
Gnardia. 

€(mmer 6 & S Finance, Alberto Eehandi 


whitakbe’s almanack, 1910, 


Foreign Gountries- — GolomMa^ Gohtn Rica, Grete, 


Co7md'General, Erancisco Becerra, Eriar^s 
House, New Broad Street, E.C. 

Co 7 md in Lvm^^pool, Victor M. Salazar, 

Consul at So7cthampton, faimfy GxitieiTvez, 


rn-terio?*, Alfredo Volio. 

War and Afarim, Vidal Qiiiros. 


Formerly New Granada — a Republic with 
Constitution, 5 August, i8S6~ consisting of 
the Capital District of Bogotd and 34 Depart- 
ments created by a Law of s April, 1908. In 
the most North-West part of South America, 
having a coast -line on both the Atlantic 
and Pacific Oceans. It is situated between 
2*^ 40' S. to 12^^ 25' N. lat. and 68^ to 79° W. 


long., comprising an area of 473,000 square 
miles, and possessing an estimated population I 
(1893) of about 4,000,000, of whom more than | 
one-half are whites and half-castes. It has been 
frequently subjected to revolutionary changes 
aud civil wars, and in December, X903, the Depart- 
ment of Panama proclaimed its independence and 
now exists as a separate republic. The country is 
intersected by three great ranges of the Andes, 
known as the Western, Central, and Eastern 
Cordilleras ; the second contains the highest 
peaks, hut the latter is the more important as 
it consists of a series of vast table-lands, cool 
and healthy. This temperate region is the most 
densely-peopled portion of the Eepublic. Its 
forests are extensive ; among the trees are 
mahogany, cedar, fustic, and other dye-w'oods 
and medicinal plants. Its mineral productions 
are gold, silver, platimim, copper, iron, lead, 
coal, and emeralds. Its principal agricultural 
products are coffee, cotton, plantains, and 
bananas, and in some parts tobacco, wheat and 
other cereals. Its manufactures, for home con- 
sumption, consist of woollen and cotton stuffs. 
The chief exports are coffee, precious metals, 
hides, and india-mbber. All religions are tole- 
rated. Tlie standing army consists of about 
6,000 men ; the navy htis been abolished, 
liailroads are in their infancj% about 410 miles 
being open in 1907, with 8,680 (1907) miles of 
telegraph. The rate, of excliange is about $too 
paper==:$i gold ; $300 paper =;^i (approximately). 


1908. xgog. 

lievenue (estimate) gold $13,992,863 $16,600,000 

Expenditure (est.) „ 3 : 5 > 99®.^3 3:6,600,000 

Foreign debt ;£z,7oo,ooo ;i^2,7oo,ooo 

Internal debt gold $3,063,018 3,108,624 

1907. 1908. 

Total imports $12,088,363 $i3»5’^3i89o 

Total exports 13,791,442 14,998,434 

Exports to C.Iv A30S5993 *296, ^2 

Imports from C.K ij 037)473 963,0x8 

Capital, Bogot;L Population, about 100,000. 

British Min. Residrnt, Francis W. Stronge ^£^2,000 
Vice-Consid, V. H. St. John Huckin ;C3oo to 500 
Uimda—Viee-Comid, ,lohn Owen. 
MedelUn~-~Vice~Co}md, Maurice Badian. 
Barranquilla—Cons., John Gillies, 
Bitenaventiira—Cuns. AgeM, E. H. Mason. 
Carthagena-Vice-Cons., G. Beeston. 

Banta Martha— Yke^Oom., Mansel F. Carr 
Tumaco—Oons. Agent, Wm. Jarvis. 

Distant 6,200 miles ; transit, 33 days. 


Chargi d' Affaires and Conml-Gen. for TJ.K., 

Wenceslao de la Guardia 38, Lombai’d Street, 

' ' ■ ■ 

The Kepublic of Costa Eica, the most southern 
State of Central America, extending across the 
isthmus, between 8° 17' and 11° 10' N. lat. and 
from 82® 30' to 8 s°4s' W. long,, contains an area of 
about 23,000 English square miles, and a popula- 
tion (1908) of 361,779. The chief expoi'tsare coffee 
(146,320 bags, value ;iS'4ao, 96s, 1908), bananas 
(10,060,009 bunches in 1908, value ;£^962,68o), 
cacao, ceuarwood, fustic, and hides. The imports 
are dry goods, hardware, provisions, railway 
material, machinery, paints, and general mer- 
chandise (in 1908, 46*5 per cent, from United 
' States, 22-78 from United Kingdom, 13-05 from 
Germany, 7*77 from lYance, and 7*9 from other 
countries). 

The chief ports are Limon, on the Atlantic 
coast, through which the whole of the important 
banana trade with the United States and 
England is done, as well as by far the larger part 
of the other exports and imports, and Pimtarenas 
on the Pacific coast. 

The Costa llica Eailway runs from Limon to 
the capital, San Jose (103 miles), and is continued 
13 miles to Alajuela (Costa Eica branch lines 

f 7 miles). The Northern Eailway runs from 
limon as terminus, and comprises 131 miles 
of main line and l)ranches, runuing through 
the banana districts on the Atlantic coast ; 
the services of the above two lines were 
amalgamated from i July, 1903. The Govem- 
ment own and operate the Pacific Eailway, from 
San Josb to Orotina (46 miles), and the coast 
section of the same, Esparta to Puntarenas 
(13 miles) ; a new section from Orotina to join 
the PuntareTias section is expected to be open 
in 1910. The journey from Limon to the 
capital takes six lioiirs, and from the capital 
to Puntarenas one day under ordinary circum- 
stances. A considerable amount of English 
capital is embarked in the Eepublic, 

1907-8. 1908.* 

Public income £ 7 S 7 iSS 7 5^498,486 

Public expenditure 879,364 S79,s8o 

Foreign del )t (consol. 188S) 2,000,000 2,000,000 

Internal debt 933»27s 998,3253 

1908. 


1,870,820 

349,^39 

324,420 


IjS96,44S 

2S3>Si7 

687,041 


I Total impoits 1,511,627 138,493 

1 Total exports 1,870,820 1,396,44s 

Impoi'ts from XbK.& Cols. 349,639 5 eS 3 ,Si 7 

Exports to U.K. & Cols. 324,420 687,041 

Average exchange, 1909, 10-82 colones — 
CapitaLj San Jose. Pop. (1908), about 27,300. 

; British Minister, C. C. Mallet, C.M.G. (Panama). 
Sam Jose — C(nisul, F. Nutter Cox. 

Fort Limon— Vice-Consul, C. G. McGrigor. 

San Jose is 3,687 miles from London ; transit 
direct, 17 days ; ml New "York, x6 days. 


Suzerain, H.M. the Sultan of Turkey. 

Ifigh Commissioner, Alexander T. A. Zaimis, 
assumed office 30 Sept., 1906, for 5 years. 

Crete (or Candia) is an island in the Mediter- 
ranean, about 148 miles long and 7 to 30 miles in 
breadth, with an area of 2,930 square miles; 


* 9 iDouths ended 31 Dec,, the financial year being now 1 
changed from 31 Mar. to 31 Dec. 


Foreign Oountries — Crete, Gula, Fenmarlc, 609 

the population is 303,543, of whom 269,3x9 are 
Christians, 33,496 Mussulmans, and 728 Jews, 
llie island formed part of the early and later 
Eoman Empires, and in 1669 was captured by 
the Turks. 

The island now has impartial administration 
under the high suzerainty of Turkey, but inde- 
pendent of its suzerain under the High Commis- 
sioner appointed by the Powers. The climate is 
healthy, and a fine anchorage is presented by 
Suda Bay. The chief products are wheat and 
fruit *, and wool, soap, olive oil, carobs, sallona, 
and cheese are the principal exports. The chief 
towns are Candia(pop. 22,331), Canea, the capital 
(pop. 20,972), and iletimo (pop. 9,308). 

1905-6. 1906-7. 

Eevenue (about) ;;^22S,ii8 ^^201,054 

Expenditure (about) 170,610 175,167 

^ 1905. 1907. 

imports 5^607,400 ^750,061 

Exports 448,975 478,680 

Imports from TJ.K. (1907-8)... 55,645 66,580 

Exports to U.E. (1907-8) 26,958 100,264 

Canea-Comul-Generali A. C. Wratislaw, 

C.M.G :£i.,ooo 

Vice-Consul, E. Wyldbore Smith ..-£350 to 450 
„ E. Gassimatis. 

„ C. Moazzo. 

CamUa— Vice-Consul, A. Calocherino. 

Betimo— Vice-Consul, Teodoro A. TrifiUi. 

CUBA. 

President of the Republic, Josd Miguel Gomez, 
msiimed office Jan. z8, 1909. 

Vice-Presid'ent, Alfredo Zayas. 

Foreign Affairs (vacant). 

Justice, Octavio Divifio. 

Finance, Manuel Villegas. 

Public Works, J. Chalons. 

Interior, Lopez Ley va. 

AStem'faf/on, Dr. M. Varona Suarez. 

Public Instruction, E. Meza. 

Agriculture, Otelio Eoyo. 

Envoy Extraordinary and Min. Plenipotentiary, 
Eafael Montoro, 3 Grosvenor Mansions, Victoria 
Street, S.W. 

Charge d’ Affaires, Gabriel Zendegui. 

The island of Cuba lies between 74° and W. 
long., and 19° and 23*^ N. lat., with a total area 
of about 44,000 sq. miles and a population of 
2,028,282 (1907). Cuba suffered many years of 
internal discord, from its discovery by Columbus 
until its liberation in 1898, having been a Spanish 
possession until the Spauish-American War, of 
which it was the main bone of contention. A 
Cuban constituent convention met at the end 
of 1900 and agreed upon a Constitution (1901), 
which was ratified on certain conditions by the 
IT.S.A. in 1902. In 1906 disturbances broke out 
and resulted in the renewed occupation by 
American troops and the establishment of a 
provisional administration, which ceased when 
President Gomez took over the administration 
in 1909. 

The chief products of the island are tobacco 
and sugar ; 1,899 tniles of railway were open on 
J line 30, 1908, and 5,065 miles of telegraph line. 
The imports from the United States for 1907 
w'ere ,:^io,689,435, and the exports to the United 
States were ;^i8, 932,103. 

Capital, Havana (pop. about 275,000) ; other 
towns are Santiago (40,000), Matanzas (37,000), 
Cienfuegos (30,000), Cardenas (22,000), and Cama- 
guey (20,000),. 

1907-8. X908-9. 

Eevenue j^S, 093,262 ^S6, 128,159 

Expenditure 4,661,908 S>o 59>438 

1906. 1907. 

Imports ;;Gl9^907^930 :£2 i,92o,4S9 

Exports 21,781,930 24,290,134 

Imports from U.K. (1907-8) 3,063,491 2,360,315 

Exports to U.K. (1907-8) 303 » 74 o 290,177 

British Minister Res. and Consul-Qeneral, 

Stephen Leech 600 

Vice-Consul, J. Lowdon >,.............;i(^3oo to 500 

Cardenas — Vice-Consul, A. EitzGibbon. 
Cienfuegos — Vice-Consul, Geo. E. Eowler. 
Guantanamo, Vice-Co7is., Theodore Brooks. 
if«f«n2a6'—IT6*^-Con.9., Stewart Hamilton. 
Santiago — Consul, William Mason. 

DENMAEK. 

King, Frederik VIII., horn 3 June, 1843 ; sue. 29 
Jan,, 1906; married, 28 July, 1869, Louise, 
Princess of Sweden and Norway, &.3il>ct., 1851. 
Heir Apparent, Crown Prince Christian, b. 

26 Sept., 1870, ni., 1898, Princess Alexandrine 
of Mecklenburg-Schwerin, and has issue 3 sons 
(b. II March, 1899, and 27 July, 1900). 

Premier and Minisier of Justice, M. Zable. 

War and Marine, M. Elrabbe. 

Interior, Dr. Munch. 

Foreign A fairs, E. Scavenius. 

Public Warship and Instruction, Eav. Nielson 
Vemmelev, 

Finance, Dr. Edward Brandes. 

Comrmmications and Public TrorJl‘6’, M. Jensen. 
AgHcidture, Paul Christensen. 

Commerce, M. Weiman, 

Minister for Iceland, Bjorn Jonsson. 

Envoy Extraordinary and Min. Plen. in London, 
Constantin Brun, 6 Upper Belgrave Street, 

S.W. 

Secretary (vacant). 

Hon. Attache, Count J. Wedell, 25 Wilton 
Street, S.W. 

Consul-Gen. in London, J. W. Faber, 8 Byward 
Street, Great Tower Street, E.C. 

Vice-Consul J.Sorensen. 

Consid-General — Leith, W. 0 . Berry. 

There are also Consuls at Hull, Liverpool, 
Manchester, Belfast, Falmouth, Guernsey and 
Newcastle-on-Tyne. 

A Kingdom of Northern Europe, and the 
smallest of the Northern States, with a Consti- 
tution dated 28 July, 1866 ; consisting of the 
islands of Zeeland, Fiinen, Lolland, <fec.,the penin- 
sula of Jutland, and the outlying island of Born- 
holm in the Baltic. Denmark is situated between 
54^ 34 “ 57 ° 44' N. lat. and 8° s'— -12° 40' E. long. ; 
its present contracted dimensions being the 
result of the Dano-Germau war of 1864, which 
stripped it of the Duchies of Schleswig-Holstein 
and Lauenburg. It comprises an area of 14,844 
.square miles ( 9 » 37 S» 4 o 3 acres), with a population 
m 1906 of 2,588,919 (174 per square mile), nearly 
one-half of whom live exclusively by agriculture, 
and one-fourth by manufactures and trade. The 
common products are wheat, lye, oats, barley, 
potatoes, cattle, horses, pigs, sheep, and butter. 
Its manufactures are, for the most part, forborne 
consumption. Its principal imports are coals, 
manufactured goods (woollens, silks, cottons), 
iron, hardware, wine, fruit, tea, maize, and 
colonial produce. In 1908, 2,871,590 acres were 
under corn crops and 3, 103,5x9 permanent pasture. 
In 1903 the livestock numbered 486,935 horses, 
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Foreign Countries— Dmmar^^^ Dominican Eepuhlic, 


1,840,466 cows, 876,830 sheep, x, 436, 699 swine, and 
38,^4 goats. The corn crops in X907 amounted to 
100,308,892 bushels, of which over one-third was 
oats. Its chief exports are agiicultural produce, 
including w'heat and barley, bacon, hams, flour, 
butter, eggs, hides, skins, corn-meal and oil-cake, 
horses, and cattle. The value of butter exported 
to the United Kingdom in 1908 was £to,^t7zx, 
eggs accounting for 1,824, 273, and bacon 
;€S5®85,3 z 6 ; the principal imports from the U.K. 
being coal and fuel (j£x>78s,782). There is a sea- 
going mercantile marine of 870 vessels, Mdth a 
tonnage of 733,790. There are (1908) 2,090 miles 
of railway and 8,800 miles of telegraph line 
(1908). 

I Defence (for Arms^ see p, 667). The navj' eon- 
I sists of 37 steam vessels (including 4 ironclads), 
; mounting zz^ guns, with 1,270 oSicers and men. 

I Education (see p. 668). 

; Revenue 

j Expenditure ..... 


monopoly, and 3 islands in the West Indies— 
St. Oroix, St. Thomas, and St. Joiih (142 sip m., 
pop. 32,786). These latter export sugar and rum. 

Exports Danish Possessions to IT. K. , 1908 j;^202,673 
Imports from United Kingdom, i9(^ ... 212,147 

Copenhagen, distant 728ihileS; transit, 32 hours. 


DOMIKICAK REPITBLIC. 


! Reserve fund . 


1907-8. 1908-9. 

;^5,4i6,653 ;!C5,228,o36 
5,228,862 5,288,507 

1907. 1908. 

£994,210 £994,210 


President, Ramon Caceres, ejected (under the hew 
constitution, June, 1908) for 6 years, 
j Foreigii Affairs, .Tosd M. Cabral. 

I War and Marine, Manuel Lamarche Gai*cia. 

I B’rederico Velasquez. 

Agricult ure and Immigration (vacant). 

Public Imtruction and Justice, Emilio 0. 
! Joubert. 

I Interior and Police, Miguel A. Roman. 
Communications, Promotion, and PuUk WarM, 
E. T. Bonetti. 


! Public debt 14,329,544 14,218,511 


Total imports (1906-7)...... 


'I'obai e.xports (1906-7)...... 


Imports from U, 
Exports to U.K. 


31,092,778 33,335,554 
21,825,1x1 23,121,667 
6,124,039 S,^$x,^os 

18,262,542 19,475,739 
Population (1907) (in- 


Capttar, Copenhagen, 
eluding sulnivbs), 532,000. 

British M inister, Hon. Sir Alan Johnstone, 

Q.O.V.O *£3,000 


Soc 


600 


xst Sec., John C. I’. Vaughan, M.Y.o. ... 

Hon. A ttachii, Charles Brudencll-Briice. 

MU. Attache (see Belgium), 

, Naval do. (see Germany). 

; Chaplfdn, Rev. M. E. Kennedy, M. A.,M.r.O. 

Consul for DemnarJc, Lionel C. Liddell, 

; M.v.o* 

1 Vice-Consul, C. H. launch, m.y.o. 

I Do., R. Turner, 

A alhorg— Vice -Consul, Vi. IL Godbey. 

Aarhus — Vice-Consitl , E. G. E. von dor Hu<le. 
Bandhohn— Vice-Consul, H. C. L. Hovmand. 
j Elsinore— Vice-Consul, Albert Wright, 
t Esbjerg — Consul. .1. Kiel sen. 

; Fredehcia -Vice-Consul, R. Eri5kine£3oo to 500 
! Frederiksharn— Vice-Consul, Sophus Korup. 

: Ilorsens— Vice-Consul, Poul Korgaard. 

I Kastrup - Vice-Consul , Silvio Alfred B’ugl. 

' Kolding— Vice-Consul, Ghristian B’. Eff. 
r Korsikr—Vfcc-C<nisu.l, Sophus Aloller. 

! Lenaig— Vice-Consul, L. Kier. 

Nghorg— •Vice-Consul, August Birch. 

; Odense— Vice-Consul, Laurids B. Muus. 
i Itayulers-Vm-Consul, A. Kraunsbe. 
t Roane (Bornholm)— Vice-Consul, G. P. Lund, 
j Srendborg— 1 ice-Consul, Irigvard A. Petersen. 

: Thutcd—ViiX‘-Consul, 0. F. Bendixsen. 

; .ST. Thomas & Stc. Croix— Consul, G. Kellard, 
i Chaplain, Rev. Eyre Hutson. 

; Bassin (Ste, Croh^-V.-Cou., R. Armstrong, 

? FredexUcsted— Vice-Consul, Robei't L. Merwin, 

I Thorshavn (Fariic)— Consul, A. G. Coates, 

M.Y.O £600 

Vice-Coimd, Valdemar Lutzen. 


AI mister to France and 0".K., F. Leoiite Vasquez, 

Paris. 

Cons.-Gen. in London, Miguel Ventura, 17 Cole- 
man Street, E. C. 

Consul, Octavio Ventura. 

Santo Domingo, fomierly the Spanish portion of 
the island of Hayti, is the oldest settieihent of 
European origin in America, having been founded 
in 1496 by Bartolomeo Columbus ; it comprises 
an area of about 18,045 square miles, with an 
estimated population of nearly 600,000. Cocoa, 
is the most important crop, and su^r, coffee, 
and tobacco are grown in great (iuantities, th© 
other products being mahogany, furniture woods, 
wax, honey, logwood, fustic, turtle-shell, liides, 
Itauanas, and divi-divi. Gold is found. There 
are about 120 miles of railway, and telegi-aphic 
and telephonic communication has been e.stab- 
lished tlironghout the Republic, which is con- 
nected by cable with North and South America. 
Do Forest wireless telegraph installations have 
been erected at the capital and inland at ' 
Santiago de los Caballeros. The Customs are | 
admiiiistered temporarily by officials appointed j 
by the United States Government, under a 
Treaty by which the IT.S. collects the Customs, 
assists the Government to maintain peace, and , 
acts as intermediary betw^een the Republic and , 
its foreign creditors. Since April, 1905, 55 per j 
cent, of the Reveiines are being deposited in j 
a New York Bank to the credit of the Foreign i 
and Interior Debt. ; 


British trade is hampered by the absence of 
direct maritime communication. 


Capital, Santo Domingo. 


Estimated Revenue 
E.xpenditure 


and 


Population, 20,000. 
1908. 1909. 


The outlying pos.sessions and colonies of Den- 


mark have an area of 75,115 sqnai'e miles, v/ith 
« - the Faroe or 


127,184 inhabitants. 


Sheep Islands ^^15 sq. m.^pop. 12,955); ICELAND 


(see p. 1^); Greenland (g4,^ sq. m., pop. 


trade of which is a government 


$359845300 $4,024,230 
( , 1907. 'IQOS. ■" 

j National Debt £8,247,424 £6,044,879 

i Imports 1,026,73s 1,068,221 

; Exports 1,582,646 1,976,321 

i BHtlsh Comul-General for JJuyti and Dominican 
i RejnihUe, Alexander Murray (see Hayti)£i,ooo 
I San Pedro de Macons — Vice-Consul, C. R. 

' Schumacher. 

' Banto Domingo— Vice-Constd, E. M. de Garston 
j £300 to £500 

' Pticrlo-Plata— Vice-Consul, C. H. Loinaz. 
j "Santo Domingo is distant 4,600 miles ; transit, 
i 21 to 25 days. 
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EGUABOB., Republic op. 

PmahJcnt, Eloy Alfaro (1907, for 4 years) §34,000 
Foraiim Aff-iur,% Dr. Alfredo Monge. 

Interior, Amalio Puga. 

Finn lice, Tomds Gagliardo. 

Piiljlic Instruction, (vacant). 

Far mid Marine^ Gen. F. flipolito Moncayo. 

CJimrfe d’ Affaires and Consul-Geneml inLmd^on^ 
Ceiso Nevares, xao Bisliopsgate Street Within, 
E.C. , 

A State of South America, on its western side, 
being that portion of the original Republic of 
Colombia which lies on each side of the Equator, 
extending from lat. x°38'N. to6^a6' S. (according 
to the Ecuadorian geography, but there are 
boundary disputes with Peru and Colombia), and 
between yo'-' and 81° W. long., comprising an 
area of 120,000 English sq. miles. It has a popu- 
lation of about 1,270,000, mostly descendants of j 
the Snaniards, aboriginal Indians, and Mestizoes. 
The giant chain of the Andes here presents the 
CIn n >oi izo, 2x,S2S feet, the Cotopaxi, 19,613 feet, 
the Antisana, 19,333 feet, Cayambe, 19,186 feet 
abfu, e the level of the sea, and others. Ecuador 
IS vatcied by the Upper Amazon, and by the 
rivers Guayaquil, Mira, Santiago, Chones, and j 
Esmeraldas on the Pacific coast. There are ex- | 
tensive forests, and the cinchona bark tree is 
common. Its chief products are cocoa, vegetable 
ivory, cotton, coffee, india-rubber, orchella weed, 
straw hats and hammocks, bark, yams, toliaeco, 
fruits, sarsaparilla, wheat, &c. Its minerals con- 
sist of gold, quicksilver, lead, iron, and copper ; 
emeralds and rubies are occasionally met with, 
and sulphur is found in many parts. The chief 
exports are~eocoa, caoutchouc, silver specie 
and gold, cinchona bark, Panama hats, coffee, 
and cattle. Ecuador is divided into 15 provinces 
and one territory. A railway connecting Guaya- 
quil and Quito was opened in 1908. An arrange- 
ment was recently made %vith the bondholders 
for the conversion of the Debt, but the Dictator, 
in 189s, suspended payment pending a further 
and less onerous arrangement ; meanwhile a 10 
per cent, siirtax upon import dues is being 
collected and deposited in a Guaya(iuil bank. 
Gua,ya<juil is the chief port; population, 1908, 
about 60,000 ; other chief towns being Quito, 
33,000 ; Cuenca, 25,000; and Riobamba, 12,000, 
The currency is a gold condor (of 10 su&res) 
value £x. 

j The GALAPAhos Islands (2,400 square miles) 

I belong to Ecuador ; only about 200 miles are sus- 
j ceptii)le of cultivation. 

, Reveime (Budget) ;^i)272,4So 

E.xpenditure ,, 1,300,000 1,540,180 

lotal Debt (i Ian.) 3,320,730 ... 

1 1906. . 1907. . 

imports ^ ........................ 1,701,600 1,970,000 

Do. from U.K. (1907-8) 480,550 508,408 

Exports 2,195,000 2,290,000 

Do. to IJ.K. (1907-8) ... 207,092 353,586 

Capital, Quito. Population, about 55,000. 
British Minister, (iharles Louis des Graz {see 
Lima, Peru). 

Consul, Ludovico Sbderstrom. 

(xumjaquil — Go n-mZ, Alfred Gartwright. 

„ rvc(?-Con6'wZ, George A. Powell. 
Frsm<?rrtZda,s---“U. -Coa.s*. , Frederick Ashton. 
Manta—ViceM^onsiil, G. T. Blackett. 

Quito, 6,560 miles ; transit, 35 days. 


(A)— EGYPT PROPER. 

Khedive or Reigning Sovereign, Abbas Pasha 
Hilmi, G.C.B., G.O.M.G., &. 14 July, 1874; sue. 

7 Jan., 1892. 

Heir Apparent, Abdul Mouneim Bey, son of the 
Khedive, horn 20 Feb., 1899 ; other children 
are the Princesses Emina (1895), Atbieli (1896), 
Fethiiah (1S97), and Loutfiah,( 1900), and Prince 
Abdul Kader (Feb. 4, 1902). 

President of Council and I'oreign Affairs, Boutros 
Pasha Ghaly, G.c.v.o., K.O.M.a. 

Interior, Mohammed Said Bey. 

Adviser, k. Ghitty, C.M.G. 
cT-wsf/ce, Hussein Riishdy Pasha. 

Adviser to the Khedive, Sir Ma icoln: ' 

K.C.M.G. 

War and Navy, Ismail Sirry Pasha. I 

SirdarofEgypitianArmy,Jjt.-GQn. Sir Reginald 1 
Wingate, k.c.B., k. 0 .M;G., D.S.O., k.A., A.D.C. ' 
P'wMo Forifc^r, Ismail Sirry Pasha. 

Adviser, C. Dnpuis. 

Under See., k. Bevvy. 

Saad Bey Zaghloul. 

A don'm’, Douglas Dll 11 IbpjLL.l). 

Mimster of Finance, Hishmet Pasha. 

Financial Adviser, Henry Paul Harvey, O.B. 
Under- Secretary, Loi’d Edward Cecil, D.S.O. 
Cornmanding British Troops, Maj.-Gen. Sir J. G. I 
Maxwell, k.c.B., c.v.o., c.m.g., d,s.o. | 

General Manager, Government Railways, Col. G. i 
B. Macauley, C.M.G. ‘ | 

Director-General of Customs, A. King-Lewis. I 
Director-General of Ports and Lighthouses, Rear- I 
Admiral H. R. Robinson, k.N. 

A countiT in the north-east corner of the Con- 
tinent of Aizica ; was made part of the Turkish 
Empire in the latter part of the 12th century. 
Its history became interwoven with that of 
Europe when the army of Napoleon the Gi-eat 
entered into possession in 1801. British successes 
drove out the invaders, and in 1803 the new- 
comers also evacuated the country, which they 
endeavoured to restore to the control of the 
Sultan of Turkey; but after the aliandonment 
by Great Britain a struggle arose between two 
Turkish parties, the Albanians and the Ghuzz, the 
former being completely xictorious under their 
leader, Mehemet AU, who, in 1811, in .spite of the 
attempted intervention of Great Britain, ob- 
tained the supreme power and ruled the country, 
agreeing to pay an annual tribute to the Porte 
of £682, ogz. His successors wore Ihrah ini (1848), 
Ahbas (1848-1854), Said (1854-1863), whose reign 
was mai’ked by the Suez Canal concession, and 
Is'mml (1863-1879), who by a firman of the 
Sultan (14 Ma’^ 1867) was granted tlie title 
of Khediv Misa, or Ruler of Egvpt, the pre- 
vious mlers having had the title of Vaii, or 
Governor. In the early years of his reign 
the Egyptian dominions were very largely ex- 
tended, until in 187s its territories comprised 
an area of nearly 1,500,000 square miles, with a 
population of about 16,000,000. But on the heels 
of annexation and conquest followed mi.sgoveni* 
ment and financial embarrassment. At this 
point the Governments of France and Great 
Britain intervened, and forced Ismail to abdicate, 
appointing, his son Mohanied Teuffk (1879-1892) 
to succeed him. By a decree of 10 Kov., 1879, 
a Comtroller-Gemral was appointed liy each 
Power. In 1882, however, their work of rufomi 
was interrupted by a military revolt, headed by 
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an officer of the Egyptian army (Arabi Easha), ] 
and, the French Government aeclining to co- ( 
operate, a British expedition was despatched 1 
to re-establish the authority of the ]l^edive. : 
The Bual Control was abolished by a decree of 
the Khedive (sS Jan., 5883), and a British 
hnancial adviser appointed as a member of the 
Khedi vial Government. Meanwhile a revolt had 
broken out in the southern provinces, headed by 
Sheikh Mohamed Ahmed of Bongola, who pro- 
claimed himself a Mahdi, or prophet, foretold by 
the Moslems. General Gordon, the hero of the 
Chinese rebellion, was despatched to Khartoum 
(Jan., 1884) as Governor-General of the Soudan, 
but this step was not followed by immediate move- 
ments of troops against the rebels, and in 1883 
General Gordon fell at the capture of Khartoum 
(a6 Jan.) before the Nile relief expedition 
reached him. 

In 1883 the Khedive created a Legislative 
Council of 30 members, and a G eneral Assembly, 
consisting of the Legislative Council, the seven 
Ministers of State, and 46 members elected by the 
people. These bodies, however, were, and still are, 
mainly consultative, the real legislative power 
resting with the Khedive and his Ministers. The 
command of the army is made by Khedivial de- 
cree with the consent of the British Government. 

In i^as (7 Jan.), the Khedive Mohamed 
Tewfik died, and was Sdcceeded by his elder son 
Abbas, the present ruler. 

For the purposes of local government the 
country is divided into governorships and 
provinces, the latter being sub-divided into dis- 
tricts, Justice is administered by (i) Religious 
Courts ; (2) the Mixed Tribunals established in 
1875, to deal with questions ari.sing between 
foieign inhabitants of different nationality and 
civil suits between natives and foreign subjects ; 
(3) the Consular Courts, by which criminal charges 
against foreign subjects are investigated; and 
(4 the Native Tribunals containing Egyptian and 
foreign judges, dealing with criminal charges 
against natives, and with civil cases in which 
both plaiutiff and defendant are local subjects. 
A British Judicial Adviser to the Khedive 
watches the proceedings of the latter. 

The population in 1882 was 6,814,000, including 
00,886 European foreigners (37,301 Greeks, 18,665 
Italians, 55,7x6 French, 8,022 Austrians, 6,xi8 
English, Ac.) ; and by the censas of 1907, Egypt 
Proper contains xx, 287, 359 inhabitants, of wiiom 
62,973 were Greeks, 34,926 Italians, 20,653 British 
subjects, 5,000 British army, 54, 581 French sub- 
jects, 7,704 Austrians, 2,4x0 Russians, and 1,847 
Geiman.s. 

The cultivated portion of EgjTt is confined to 
the country annually inundated by the Nile, or 
capable of being irrigated by canals. The great 
irrigation works, to which Egj’pt may be said to 
owe its existence, are being further extended by 
elevating daiiLs across the Nile at Assuan, Assiut, 
Zifta, and Esneh (inaugurated in 5902, and 
completed in X909) for raising the water. 

Education (sec p. 668). 

AffrkiiZtureand Industry. --Its'^Yodnots consist 
of cotton, millet, maize, wheat, rice, melons, 
gourds, sugar, hemp, Ac. No metals have been 
worked within recent times in any considerable 
quantity, but recently prospecting has been 
undertaken in the ancient mining districts foi 
gold, copper, lead, sulphur, emeralds, Ac., and 
^voral mines are being opened up. Salt if 

plentiful, about x, 000, 000 tons being extracted 
every year. Nitre, marble, red granite, Oriental 
alabaster, and limestone are found, in addition to 
ndications of petroleum and coal Most of the 
mrquoises of the world come from the mines in 
the Sinai peninsula. 

Trade.— The chief imports are cotton stuffs, 
coals, provisions, woollens, coffee, tobacco, indigo, 
hardware, timber, wine and spirits, and machin- 
ery’. The exports consist mainly of cotton and 
cotton-seed (90 per cent.), beaus, wheat, sugar, 
maize, rice, gums, hides, wool, barley, cigarettes, 
ivoi-y, and ostrich-feathers. Of the entire trade 
over 42 per cent, is British, 9 per cent, being 
carried on with France, 8 per cent, with Turkey, 
and 6 per cent, with Germany and Austria. 

Com 7 nwiicatiom.---ThQTe is a network of rail- 
ways in the Belta, the principal lines radiating 
from Cairo to Alexandria, Bamietta, Ismailia 
(continuing northwards to Fort Said and south- 
wards to Suez) and Sliellal. The total length 
of these lines (exclusive of the Wadi Halfa- 
Khartoiim line) was 1,464 miles on 31 Dec., xpbS, 
and 22,8sx,66x passengers and 3,927,644 tons of 
goods were carried in 1908, the net receipts being 
jGBx:,353>2«o- From the terminus to Luxor the 
standard gauge is used, but thence to Shellal 
the gauge is 3ft. 6 in., as in the extensions from 
Wadi Haifa to Kerma and Wadi Haifa to Khar- 
toum. There are (1908) 2,907 miles of telegraph, 
with 12,480 miles of wire, over which 3,868,202 
messages were transmitted in 1908, and 2,546 
miles of telephone. The net postal revenue was 
;;(^E30,4 i 8 in 1908. 

Defence.— The British army of occupation 
numbers about 5,000 men. The Egyptian forces 
number 17,507. 

Fin.a'iice. — The situation of the Debt on 
31 July, 1909, was as follows 

Guaranteed debt, ... ... ... ^£7,551,900 

Privileged „ 32,127,780 

Unified „ 4Y0 55)97x,96o 

Domains „ 664,140 

By the agreement (8 April, 1904) between Great 
Britain and France, to which all the Powers 
subse(iuently adliered, the restrictions which, ' 
since 1876, have hampered the liberty of the ' 
Egyptian Government in financial matters were 
ahhli.shed. Though the Caisse de la Dette still 
exists, its duties are limited to receiving the 
revenues necessary for the interest and to the 
payment of the coupons. 

X907. 1908. 

Public revenue ;^Ei6,367,Si8 £Ei5,S2i,775 

Public expenditure ... 14,280,413 14,408,144 

1 Annual debt charge... 3,595,8x4 3,595,814 

1 Reserve fund, 31 Bee. • 8,961,461 7,374,891 

*Total imports 26,120,783 25,100,397 

«^Total exports 28,0x3,185 21,3x5,673 

*Importsfrom U.K..,. 8,492,847 8,264,813 

^Exports to U.K 15,225, xi6 ix, 147, 800 

Detailed accounts of the various adminis- 
trative and financial reform.s which have been 
carried out since 1882, and have entii'ely changed 
s the state of the country, may be found in the 
i annual repoi'ts addressed to the Foreign 
‘ Office. 

[ - - 

* *Exclusix'e of specie. 
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, . The Suez CANAL,.' 

The vSiiez Canal was opened in 1869, the British 
Government acquiring: by purchase (25 Nov. , 1875) 
shares to the amount of ;;S4, 000,000 (the value gx 
Marcli, igo8, being fully ^^31, 000, 000). The total 
length of tlie canal is 99 miles, with a width of 37 
metres (laift. sin.), having cost ;£^24, 000,000 to 
construct and enlarge ; the maximum draught of 
water allowed for ves.sels using the canal is 8*53 
metres (28 feet). By a convention, signed on 29 
Oct., 1888, the canal was exempted from blockade, 
and vessels of all natioms, whether armed or not, 
are to l)e allow^ed to i:>ass through it in peace or 
war. Tlie rnanagement of the canal is entrirsted 
to a council of 32 administrators, of whom 10 are 
British (three representing H. M. Government 
and seven the shipowning interest). The British 
directors are Sir Henry Austin Lee, k.c.m.g., C.B., 
Henry Torrens Anstruther, and Sir W. E. 
Garstin, g.g.m.G., representing the Govern- 
ment ; and E.. Alexander, E. S. Donkin, F. Green, 
Sir 1 . L. Mackay, g.c.m.g., Lord Eathmore, J. W. 
Hughes, and Sir Thomas Sutherland, G.C.AI.G., 
representing the shipping interest. 

The tmnsit receipts in 1869 were ^^2,178; in 
1870, ;£!so 6,273; in 1895, ^3,134,148; in 1900, 
;^3,624,944 ; in 1905, 1 *906, 

^^4,326,476 ; in 1907, ;44,64 o,ooo ; and in 1908, 

The present rate of transit dues is 7fr. 75c. per 
ton. 

The net dividends for the yeai* 1908 amounted 
to J42fr., on tlie ordinary soofr. shares, and 
ii6fr, on the Actions de Jonis.sance. 

The following table shows the number aid 
tounage of vessels which, have passed through 
the Suez Canal at certain dates since 1S69, with 
the percentage of British vessels. 


Year. ■ 

No. of Vessels 

!.( Net Ttms. ! 

“p hntish 
Tonnage. 

1869 

I xo 

6,576 

95 ‘6 

1870 

486 

436,609 

664 

xSgo 

3.389 

6,890,094 

77 '3 

189s 

3.434 

8,448,383 

71 

X900 

3.441 

9.738, xsa 

57*6 

X90S 

1 4,xx6 

23,134,105 

636 

X906 1 

1 3.957 

13^445,504 

61 *7 

1907 

4,267 

14,728,434 

64*5 

1908 ! 

, 3.795 

13=^33.383 

60 ‘9 

Capital. 

, Cairo. Population (2897) 

1, 570,000 ; 


Alexandria, chief port, pop. 320,000 ; other towns 
being Taut ah. 57,000 ; Zagazig, 36,000 *, Mansurah, 
36,000; Eorr Said, 42,000 ; Suez, 17,000; Ismailia, 
7,000. In Upper Egypt Assiut has 42,000 inhabi- 
tants and Keneb 27,000. 

Ca iro— Bt ■itixh A gen f , Consul-General and Minister 
I Plentpofenfiarg, SirEldon Gorst,K.C.B.;£'7,ooo 

i Cauiu'iVnr, Ronald W. Graliam 800 

I zml Seoretari/, E. H. Clive ;£3oo to 500 

! ,, E. G. Tansittart ... 300 to 500 

I A ttaeJi \ Raymond C. Parr 

i Consvh Arthur B. Alban 800 

; Oriental Beeretarg, Ronald Btorrs 700 

j Medical Adeiser, Alexander Murison, M.D. 

BirI;et-es.Sah-~Co/wdar Agent, Alex. W. 

I Murdoch. 

! Mansonrah—Cons. Agent, Fredk. Murdoch. 

; Xagazig-Vice-Consifl, G. Diacono. 

I AlexaiHlria — Consnl-Gen., Donald Andreas 

I Cameron 800 

! „ Umc-Con, s'w E. M, Graves ...jCsSo to 450 

! „ Chaplain (Scotch), Rex. Mxigh.'F .Reid 


AlexandriaSurgcon, A. Morrison, M.r>, ..v-i^ 3.73 
Tantadi-Cons.-Agent, .foscpli Ingiis. 

Port Said — Consul-General, 

Soc- . 

„ Vice-Cons., Thos. D. Dnnlop...j£3So to 450 i 
Cairo is 2,520 miles from London ; transit, 6^ 
days, or by P. & 0 . mail via Brindisi, s da;,‘s. 

(B)— THE SUDAN PEOVINCm ■ [ 
I. Central Adniinktrationj ■ . i: 

Govemor-Gcmral, His Excellency Lieut. -General I 
Sir F. Reginald IVingate. K.n.i;,, .K.c.rJ.G., ! 
D.S.O., B.A. (Sirdar of the Ugiintian Arnvjp \ 
Private Sec., Cai>t. G. F. Clayluii. i 

Mil. See., Capt. H. F. E. Lcwiii. 

Asst. Priv. Sec., Capt. E. J. V. Vaunhar;. 

A.IJ.a, Capt. E. E. B. Mackininsh."' 
Inspector-General, Sir Eudolpli von Slatln, ! 

Pasha, K.C.M.G., Iv.C.T.O,, c.B. ! 

Civil Siecretary, Major P. E. Phixips. 

Asst, do., Capt. E. M. Feiklen. ; 

Do., Stores and Prisons, Maj. M‘. Coul ts. 

Sudan Agent and Director of Initil’qencc, Major I 
L. O. F. Stack. ' ! 

Directs rs of InteUigence, Capt. If. F. S. ’ 
Amery ; Cl pt. H. W. Cbanner. 

Legal Seeretarg, E. Bonham Cartel’, C,.W.G, 
Advocate-General, E. If. Dun. ' i 

Chief Judge, Vi Vi&ey * 

Financial Sec., Col. E, E. Bernard, C.jr.G. 

do., Maj. W. S. E, May. > 

Director of Surveys, Capt. II. D. Pearson, R.E!, 

Asst, do,, Lt. A. E, Coningham, ii.E. ;■ 

Director of Education, 3. Currie. ■' 

Asst. do. , M. P. Simpson. 1 

Directm'-General, Sudan Medical Dept, Lt.-Coi. ' 
H. B. Mathias, P.s.o. 

Assist, do., Dr. E. S. Crispin. 

Director of Woods and Forests, A. F. Brorn. 
Director of Itailways, Capt. E. C. Midwinter, 
B.S.O. 

Asst, do., Capt, W. E. Longfield. t 

Director of Steamers, Eng. -Commander* E. E. ■ 
Bond, l>.s.o., E.N. j 

Asst, do., Eng. -Lieut. lU. Scott-Hill, u.n. 
Director of Public Works, Capt. Ml E. Komieflv, J 
D.S.O., R.E. “ i 

Comptroller of Harbours a7id Lights. Lieut. W. B. • 
Drury, R. n. ' i 

Director of Posts and Telegraphs, jlaj. E. T. { 
Turner, R.E. ‘ 

H.s’.v^. do., Capt. H. G. Gandy, R.E. ' 

Principal Vety. Officer, Capt. F. V. Carr. 

Director of Ctistoms, Maj. 'W. Hayes-Satller, 

Asst, do., Capt. C. Afcfccy. 

Supt. Game Preservation Dept., A. L. Butler, 

Sec., Central Ecomymic Board, H. P. He wins. 
Marine Biologist, 0 . Crossland. 

Governors of Provinces : — ^ 

Bahr-el-Ghazal (}Vau), Maj. H. Gordom 
Berber (El Darner), Col. E.‘ B. lUilkinsom ’ 
Blm Nile (Wad Medani), Alaj. E. A. Dickinsom ' 
Dongola (M&rowe), Col. 'IT. V,'. Jackson, c.ic. 
Haifa (Haifa), Cfipt. C. II, Townsend. 

Kassala (Kassala), Capt. A. Cameron, 
KhaHomniKhartoam), Maj. C. E. WilsoTu 
Fordofan (El Obeid), Capt.'E. Savile. 
Mongalla (Mongalla), Capt. E. C. E. 

. C.M.Q. , , 

Bed Sea (Port Sudani), Graham G. Kerr. 

Semmr (Singa^ Capt. G. S. Nickersom 
Ujyper NUeiKodoh), Col. G. E. Alatihews. 

White Nile (El Dueim), 3. H. Butler Bev. 
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i II, Egyptian Departments represented! ■ 

: I iiP^pedor-Gciieml o/Vrr^aiwWjP.M. Tottenham. 

, Jjireetor of Reirremon of Slmei’yt Capt. A. 
Mclvlurdo, n.s.o. 

' Assistant Director ( 7 o., Maj. H. V, Bavens- 
ciolt. 

i The Sudan Provinces were recovered by Anglo- 
; Egyi.>tian expeditions, X896-1899, and their extent 
1 is <letiiied in a. convention signed, on 19 Jan., 

‘ XS99, })y Vis<*ount (mow Earl of) Cromer and the 
"Egyptian illnister for Foreign Affairs, laying 
' dovv'ii the pritioiples of adniiiiistration. The 
, territories affected are a! 1 those lying south of the 
‘ asTifi pai;illel of latitude, v/hich have never been 
■ evacuated by Egyptian troops since 1882, and 
' tlioso which, if" evacuated and temporarily 
' lost, have since ])ten, or shall henceforth be, 

1 reconquered by the two Govenuneiits acting in 
‘ concert. The Governmcivt is to he administered 
; ]>y a Governor-Geiieial in supreme civil and 
military command, appointed and removable by 
, Kbodiviul decree wit’n the consent of the liritish 
' Government. The Governor-C-leneral may legis- 
' late by proclamation with the consent of the 
r-overnments, atid the territories do not fall 
' imder the jurisdiction of tlie iSIixed Tribunals. 

1 Tile British and Egyi-dian flags together are used 
, in the Budaii. 

\ The .sent of Oovernment is Khartoum, where 
! a iialaeo for the Governor-General and Goveru- 
rnent oillcos and liarraeks have been built. Tlic 
; town luis been lighted throughout by electricity 
'and is provided with an eliicient water supidy, 
Iruiepeudi'ut of the river. On $ Jan., 1899, 

; the foundation stone was laid of the Goi-flbn 
. Memoriai College, for the establishment of whicli 
' Viscount Kitv'heuer obtained the necessary 
; funds liy public suitscription. "J'ho College wa.', 

' formally opeiu'd by VistT. Kitchener on 8 Nov., 

' xgoz, and in 1906 the number of .student-^ 
anuaiutovl to about 500, the majority of wdunn 
pay small annual fees. There arc ;ilst) primary 
schools, where Eugllsri taught at Omdnrman 
(300 jmpils in 1906), Haifa and j^nakin, and 
small schoob at Berber, Dongola, Wad iMedani, 
Kassala, Ac,, also two industrial schools .at 
' Kii^sala and Wad Med.aui, ami training college.s 
at Kliarttmm for tcach.crs in English and the 
veniaculii'. One of the l.ai'ge.st .and fine.st of 
modern niostiucs has been luiilt at Khartoum, 
ar that city \G11 be the centre of IVlohammcdan 
odigion in tiie EayptiJu Sudan. Two good 
hotels have been iciilt at Khartoum, "and 
(ru>f(o;s-lits rim tm ilic .Sudan P.ailway. Tourists 
v-aii now perform the Journey {v<jm Cairo to 
; Ivhai'toiim ri » .Shehal and Fl.ihain 53 liour.s in 
: trains ami steamers riudete witli every comfort, 
i An a1t..'rnatlve .service has also been estabiishc-tl 
j t'/b r'lUez and Port Sudan (Bed Boa) by which 
I pa-!riengcr.g couM travel between Cairo and 
; Kliartoum in 93 hours ; oud tourist steamers 
also run from KhadmualoGondokorofCgauda), 
rio Kodokand the uniiiue “sudd” region. The 
terdiories me divided 'into 23 province.s. The 
Hudiin Jtaiiway reached Khartoum in 1899; 
line from Atbara to the Red !^ea at Port ftudan 
ami f^nakiii, and a bi'umdi to the Haifa Khartoum 
Une from Abu Hanied ici Kareima to tap the 
Dongola Province ivere opened in igo6. A bridge 
is being coustriicled over the Blue Kile at 
Khartoufu in connection with the further ex- 
tension of the railway southwards. South of 
Khartoum communication is established by 


steamers and boats on the Blue and White Kile.3, 
Sobat and Balir-el-Ghazal and inland chiefly 
by camels and donkeys. Kassala, Gallabat (on 
Abys.sinian frontier), Eo.seires, Tantikia (so miles 
south of Eodok), El Obeid and Kahud (on the 
Darfur border) are in telegraphic communication 
with Khartoum, also Ijahr-el-Gliazal Province, 
Mongalla Province and Gondokoro (ITganda) 
close to the Sudan-Uganda boundary. The cost 
of military operations in tlie Sudan in the yeai's 
1883-6 amounted to and on the 

expeilition by which these "territories were re- 
covered the sum of ;^789,8o3 oiily vns cxxionded, 
excluding the sum of j^asx.ooo provided in 7897-8 
by the Egyi>lian Government, Tiie iorritonc.s 
are not oxTiected to provide an inctunc equivalent 
to their cost for some time ; long jicriods of war, 
famine, and disease have caused great ravages 
amongst the population, and some years must 
elapse before a siilislantial revenue may he ex- 
Xiected, the co.st of administration being mean- 
while partly borne l>y ilio Egy^duian G(A’-erimient. 
The population of the territories at the present 
time is roughly estimated at 2,000,000. 

Capital, Khartoum. Pojiulation x8,23S, con- 
sisting of merchants, woiknmn, Ac., and the 
! ganlsou ; the p(}]‘ulation of Oiudurman, with 
I the garri.'^un, is a’lOiii 4.?, 780, and Khartoum 
I K.^rtli ami suburbs 35,283, making a total of 
! 96,300. Distance fnmi Lorn ion i'h? Cairo, 4,196 
I miles. 

! Pori Sudan. Vice-Coiisxilf B. W, Echlin. 

I FP.AKCB. 

Pre.sidrnf of the Jtehuidir, An .and Fallieres, horn 
I at Mcziii ('Lot-et-Garonmo. 6 Novemboi', 1841; 

tdccled 27 .lanuary. xgc ,6 (in »»)aee of Emile 
I Lmbel, rctii’r-d). Foniwrly Preddent of the 

i .Senate ;jG24,ooo 

' Preiuier. Minister of' tin', Inferior and Pvhlic 
WfH'ship, ?>I. Avisiide Briand (24 July, 1909). 

I Minister of Forei^jn .l/dnV.v, Al. Stephen Piclion. 

Minister (f Finance, AL Georges Gocht-ry. 

1 Minister of .htsiire, M. ].ouis Barthou. 

I Minister (f PaMir, 1 ityfrnrfion, M. Doumergue. 

Minister of Uhfr, Geiimul Brun. 
j Minnier of Marin- , Admiral Boue do Lapeyiire. 

' Minister of Coniiin.i'ee and Itnlustrp, Al. Joan 
I Dupuy. 

Minister of P Ilf die 'tVarJes, Posts and Telenrcnnhs, 

1 AL Alexandre Millerand. 

Minister of Colonies, AL Georges Trouillot. 
Minister of Ai/rieidf are, AL Kuan. 

Minister of Labour and Social Proridence, AL 
Viviani. 

Awhassador to Piossia, AL Georges Louis; 
Austria - flu ntff 'rib AL Crozicr ; German if, 
AL Jiile.s Camb<m; 7 hv?//, Af. Barrcre : Spain, 
ALKthajil; Tnrkeij, Al. Louis Bompard ; F.S.A.y 
Al. Jusserand. 


AwhassrfdOr in London, AL Paul Cambon, Albert 
Gate House, Hyde Park. 

Minister PJenipotentiarii, AL Daeschner. 
xst Seeretarif, Al. A, de Edeurian. 
znd Secretary!, Atarqui.s de la Begassicre. 

3rd Secretaries, Comte de Lastours ; AL Sabatier. 
Attaches, Comte de Alontholon ; ATeomte do 
Folcoiirt ; Al. Bevard. 

Military Attache, Lt.-Col. Huguefc, fsf.y.o. 

Naml AttaeJn'b Capitaine de Frigate Baron 
Atercier de Lostende. 
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C()mm<;mal AtMcM,'^L 

Secretary ArchivMe, M. Josepli Kneelit. 
Comulde Gemral, 4, Cliristoplier Street, Fms- 

biiry, E.O, 

Cotmil-General, M. Lawrence de Lalande. 

ComuU (su-ppleants), M. de SorMer ; M, de 

Pongnadoresse. 

M. Duchesne. 

The most westerly State of Central Europe, 
extending from 42'^ 20' to st*^ 5' N. lat., and from 
7^45' E. to 4" 45' W. long., bounded on the north 
i)y the ciiannel and Straits of Dover, which 
separate it from England. Its circumference is 
estimated at about 3,000 miles, and its present 
area at 207,2x8 square miles. Tlie territory lost in 
jSyi amounted to 5,602 sriuare miles. Eranee is 
divided into 87 departments, including the island 
of Coi'sioa, in the Mediterranean, off the west 
cf>ast of 1 1 aly. 'Che head of tlie Government is the 
Prer.ideiit, elected .sentenniaily. The principal 
rivers are the Seine, Loire, Garonne, and Elidne ; 
the pi'lmdpal forests Ardennes, Compiegne, Eon- 
tainebliiau, and Orleans, consisting chiefly of 
oak, l)i!vli, pine, beech, elm, chestnut, and the 
cork-tree in the south. Ei ait trees abound, and 
are very i)ro(iuctive, the principal being the 
olive, chestnut, walmit, almond, apple, pear, 
cit]-ou, tig, plum, A'c. I’ lie vine is cuitivated_ to 
a very great extent (1,362,268,352 gallons of wine 
were'iuv'duced in 2908), as the' names Bordeaux, 
BiirgTlud:>. Glimnpagne, imiversally testify; 
cider-making is also an Important industry, and 
the production in 1508 amounted to 371,219,200 
gallons. The chief agricsdtural products are 
wheat, !)arley, rye, mal/.e, oats, potatoes, beet- 
root, for tbe manufacture of sugar, hops, &g. 
Its Hiiiieral resources are comparatively small. 
They include, however, coal (1908, 37,622,556 
metric tons), pig iron (3 412,393 metric tons), 
copper, hnid, silver, antimony, and salt. The 
snost important manufactures are of metals, 
v/atches, jewtllery, calunet-work, carving, pot- 
tciy, glass, cheTuicals, dyeing, paper-making, 

woollens, carpet.s, linen, .silk, and lace. Tlie 
cnltnre of oysbu’s is an important industrial 
feature, and in the year 1905 952,121,^35 oysters 
were pri'sluced, repi'csentinga value of ^635,540. 
The increase of ]>; emulation is very slow, as will 
be seen fiami tiie I'oliowuig table : — 

Year. Poi)nlation. ! Yttar. Poimlation. 

1700 j9,6Co,320 1873 36,102,921 

i 3 oz 27,349,003 i 38 i 37,672.048 

i 32 i 30,461,873 ' z886 33,218,903 

1331 32. Sf >9 F - S 3 1891 .............. 38 , 343 .* 9 « 

x 341 24,230,173 ' 1S96 38,517,97s 

1856 36.039.36.4 I 1901 38,961.945 

1866 33,067.064 , 1906 39.253,245 

The movement the population is practically 
stationary, as will be seen from the following 
table 

hirtlis. Beaf.hs. Births. Deaths, 

1894 855,388 815.620 1902 — 845,378 761,434 

zSqS 834,173 851,986 1903.. ..826,712 753,606 

1896 865,586 771.886 1904.... 8 * 3 , 229 761,203 

*897 859,107 75 '£9 1905.... 807, 292 770,171 

1S98 .. ,843,933 810,073 1906.. ..806,847 780,196 

1899 847.G27 826,233 1907 ■.••773.969 793.889 

1900 — 827,297 853,285 1903.... 791, 712 745^271 

1901 857,274 7^,876 

Franco has always been attractive to foreigners, 
of whom (1906) 1,009,415 were re.sident there, or 
a -31 per cent, of the legal population ; this 
mimber included 330,465 Italians, 3^3,390 
Belgians, 89,773 Germans, 36,948 English, 13,336 
of the latter residing in the .Department of 


the Seine. 20 per cent, of the foreign population 
was bom in France. In 1906, the total popula- 
tion of the French colonies (exclusive of Algeria 
and Tunis) amounted to 39,093,391 souls, of 
which 630,637 were French and 18,543 foreigners. 
About 36,000 Frenchmen are stated to be resident 
in England. 

Defence (toT Army, see p. 666). y | 

The Xaxy consisted in 1909 of 26 battleships 1 
(and 6 building), 7 armoured coast defence; 
vessels, 20 armoured cruisers (and z building), i 
38 protected cruisers, i uiiprotca'tcd cruiser, ; 
13 torpedo vessels, 4 gunboats, 7 river gunboats, j 
56 destroyers (also 16 building and 5 ordered), j 
269 torpedo boats, 49 submnriiie boats (and zx ! 
building, 34 ordered), with 3,879 oflicers and ; 
53,906 men. ? 

Education (see pp. 668-9). I 

Communications. — Tr-e .system of railways in ; 
France is very extensive ; they are almost ■ 
entirely concedes, and l.ecome State pi’opt-rty 
after the expiration of tl-e coii<‘essi<m. The 
length of lines of general iutere.st, incitisive of ; 
local lines, open for traifle on 3s December, 1:907, ■ 
was 3S,xoo miles, the totrd receipts from pas- 
.senger and goods traOic, Ac., being ^^^67, 136, 799. ; 
The length of telegiaph wire.s is 354,874 miles. 
At the ist of .lamiary, :co7, tlie mercantilo ; 
marine, comprising boats of 2 tons and ujovards, i 
amounted to 26,999 vessels of 1,390,542 net tons , 
(of which 15,488 w ere sailing .ship.s, repre.seniing . 
677,055 net tons). The sums voted by Pariiament | 
for construction and navigation Bounties to i 
Shii)ping in 1909 amountied to £1,6x6,000, and | 
;j^i,oS9,438 for Porstal Service Suliventions. | 
Commerce . — The principal im])ort.s in 1908 were | 
w’ool, cotton, coal, silk, oleaginou.s fruits and! 
seeds, machinery, raw' skins, copper, timber, ; 
wines, coflee, caoutchouc, cereals, and mincJ’als. I 
The principal exports were cotton tissues, ! 
silk tissues, wool, woolleri tissues, wines, siik.s, ' 
smalhvares, millinery and firtiflcial flowers, auto- i 
mobiles, raw hides, tools and metal goods, i 
dressed skins, injichineiy, ladies’ imule-np gar- | 
ments, chemical products, pig iron and iron and ’ 
steel, woollen yarns, raxv caoutchouc, butter and ^ 
refined sugar. 0 

The trade in 1908 was .shared a,s under • 
E.XpOrtS to (1908, ;^ 302 , 0 eS, 000 )— 

Great Britain.. ^£47, 184, 000 < F.;S,A £12.388,000 . 

Belgium ..... . 25,96.4,000 j Hui-'sin 2,912,000 

Germany . — 24,684,000 | L-ioiliind 2,240,000; 

Imports /ro 771(1908, £335,620,000)— .. . ■: j 

Great Britain.. £31,716,002 ! Pi>k'ium £.'6,380,000 ' 

TJ.S.A. ........ 36 ,'' 84,000 1 KuM-ia 9.58^,000 i 

Germany . 2.4,300,000 j Ilolkmd 4,003,000, 

Tlie chief articles expr.rteu to tlic United ■ 
Kingdom in 1908 were valued at f 
Francs. | Francij. 

Silk Tissues x . . . 150,768,000 < iDiaraenta! i 

Woollen, Tissues 121,276,000 , tVutlier.s 11,260,000 ' 

Millinery, &c. .. 119,942,000 Potatoes 22,477.000 1 

Butter .......... 46,369,000 Vogetu}>lys 12,734,000 ' 

Wines .......... 31,120,000 Fruit 'Tahlo) .... 25.594.000 ‘ 

Dressed Skins . . 23,035,000 Copiic-r 9,929,0001', 

Automobiles .... 61,053,0(30 ' Kaxv CaoutGaaic 13,606,000 ' 
W'ool and Wool Egg.s uf Poultiy 

Waste ........ 23,882,000 I & (iuine 12,436,000. 

Beatber Goods .. 29,792,000 ! Fix'sli and Salted i 

Paidsian Articles 30,436,000 ; Me,‘(t 6.99,6,00c 

Smalhvares .... 36.072,000 , Refined Sugar .. 6.837,000' 

Tiinber 23,785,000 IRawSugiu* 18.856.000 

Cotton Tissues . . 34,633,000 ( ‘loeks & Watches 3,4So,tK>.o ' 

HiiW Hides* &C. .. . Oils, 9,772^000 = 

Brandy and Preserved Fruits, 

Li(4ueTirs ...... 18,348,000 r.iscuits, .. 2,9*36,000 , 
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{ The chief articles imported from the United 
; Kir«giLi.om in 1908 were valued at • 


Pnin.cs. 

s' GraJ 223,264,000 

: WckA ;ind 'VYool 

.i', \¥aste 85,985,000. 

■' !i[achuvM’y 51,576,000 

) OniiuutiiUid 

F«s>ihws 45,050,000. 

Tissues 26,478,000 
5 f-'horaiailprod’ets 28,169,000 
• PicTA-tml ,Skins.. 20,103,000 
and 

'I 'Gr.tta ' poivha 
j" frav; ,& reiuelted) 28,100,000 
Cocton Tissue.'! .. 18,537,000 

. l*{4n'0,;LU‘n 7,972,000 

icdsn-rubltcv, &c., 
i| ■ C?,ocds.......... 14,446,000' 

iSTKppiw//.— -During the 


Prancs. 
Leather Goods, &c. 15.758,000 
Linen Tissues . . 5,094,000 
Cast Iron, Iron 
and Steel,..., . 12,175,000 
Ships of Iron or 
Steel .......... 17,612,000 

Cotton Yarn .... 20,779,000 

Metal Goods .... 9,607,000 

Copper,.... 10,363,000 

Rags 6,768,000 

Raw Tin 7,065,000 

Sweets, Preserves 
& Biscuits .... 1,855,000 
Linen & made-up 

Garments 2,757.000 

Sowing Seeds .... 1,568,000 
year 1906 the total 


quicksilver, 2iuo, and lead mines are being 
worked. In 1908 there were about 2,013 miles 
of railway open for traffic, and in 1907 the number 
of ships entering and clearing Algerian ports was 
9,139, of a tonnage of 8,787,506 tons. The princi- 
pal town is Algiers, the capital (population, 1906, 
586,062), a most important coaling station and 
much frequented as a health resort ; other large 
towns are Oran, Constantine, Bone, and Tleni^en. 


Population (1006), 2,763,393. 

i FUavpotentiary i 


' number of French and foreign vessels entering 
i French ports with cargo amounted to 26,985, 
'‘representing a tonnage of 23,789,944 tons, of 
* wMefi only 2444 per cent, was French, while the 
' total cJ&aving.s i it !i cargo amounted to 21, 163 ships 
j of a tonnage of 17,889,380 tons, of which 3o'25 
■ per cent, was French. British tonnage entering 
; amounted to 35-35 per cent. again.st 31 '24 clearing. 
•' I}'2be . — The lS'ati<ma] Debt is .stupendous, the 

. Titmdnal capital of the Funded Ded)t amounting 
m rgoSto 159,553, 115, and the Floating Debt 
■: to :fe7i,386,3S9, the licaviest debt ever yet in- 
> curml by any nation in the world. The Public 
( Debt of France In 1870 amounted to ;£’5ii,84o,ooo. 
I The total service of the Public Debt iu 1908 
^ luid S009 was as follows 

? 1908. 1909. 

i FerpetuaTsperOents. £z6,z^,66$ 
t Hedccnia’olo 3 percents, r, _ 

’«■ andaiinuilics ^*>703>97i 

!, Pensions Mother Credits 14.583,205 


Total 


. Itcveoue 

'■ Exi«;aLdiLiire.. 


:!£53-5ai.84x 
Z908. 


12,481,855 

_i 6 ,oso, 97 ;s 

£54,766,494 


1909- 


Imports 

I ExiKata 

* Itaj-fc-ris from F.K. 

' 'iExx«ta to U.JSi 


£155.423.347 £160,2x7,800 
156,411,334 160,208,987 

1907. 1908. 

£248,920,000 £225,620,000 
223,644,000 202,028,000 

35,328,000 31,716,000 

54,752»ooo 47,184,000 


AfjH'rta.—Tl^o. three departments of Algeria— 
Algiers, Oi-an, a.ud Constantine— form an integral 
part iff Fr.unce, under a Governor-General, 
assisf.o-i by a Consultative Council. 7'liese depart- 
ment's lie i between 4 ’ 35' W. to 6^ 16' E. longitude, 
If'- 6' X. to an nudetermined S, limit, about 
30’' h'., roves-j ng an area e.stimatcd in 1906 at 
alKH-d. 2,3:?9.4 i 6 sqn.are miles, with a population 
of 5,231,850, ('f whom 729,960 were Europeans 
4,501.890 natives. 'J’he revenue in 1908 was 
estiui-ttc I at £4.343,688, and the expenditure at 
*£433'h£33i ti 10 imports in 1907 were valued at 
£)c8,.:;^7,oca, and the e.xports at £16,126,133. 
Tnc hsifk of the trade is with France, and 
acowdiuu tv> French statistics the imports into 
. Fram-c junomiteil to £11,623,880, and the exports 
' fiYim Frti.’ice U> £15,708,240; the trade with the 
F.K. in 1907 anutimtiug in exports to £8x0,379, 
ml iu im])ort s to £555,409. The exports consist 
1 ■T.mrily et wine, wheat and other cereals, sheep 
,.md amt-n, skius, Indts, zinc and iron ores, olive 
'] ojT, phosphates, cork wood, esimrto grass, mami- 
' tactxired ttxbacco, and vegetables. The principal 
* imports from the l.bK. were coal and patent fuel, 
, m«hi«ery, eotUm oih ci>tton tissues, tin plates, 
and luepared skins. Iron, copper, 


Capital, Pari.s. 

Amhassado}’ Extraordinary and 
HLs Excellency Rt. Hon. Sir Francis L. Bertie! 

G.C.B., G.C.M.G., G.C.V.O. (1905) ....£11,509 

Enihassy, 39 Faubourg St. Honord. 

Councillor, Hon. L. D. Carnegie 1,000 

Mil. Attache, Col. W, E, Fairliolme, i 

C.M.G.,ll.A I 

Xaval do., Capt. E. H. F. Heaton -Ellis, | 

R.N., M.Y.O 800 I 

Commercial Attache and British Ad- | 

minwtrator of the Suez Canal Com- \ 

pnfa?y,Sirny.AustmLec,K.C.M.G.,C.B. 1,500 ! 
isf See., Geo. D, Gruhame, II.V.O. £300 to 500 : 

znd Sec., Eric C. E. Phipps 300 to 500 ■ 

,, Hugh Gurney 300 to 500 i 

3r<.f Sec., Reginald Bridgeman 250 , 

,, Hon. F. G. Agar-Ro))ai'tes, M.Y.O. 150 I 

Hon. Attache, Lord Berwmk i 

,, Walter B. Alontgomery ... ! 

A r chi cist, W. D. Ciitlihertson £250^350 

Consul-General, A.BQYcy Inglis, M.Y.O. ,I.S.O. 800 

Vice-Consul, Geo. B. Michell £300 to 500 

Chantilly ~~V. -Con. , E. Spearman ,C.M.G. 

Rei nis— V. -Cons. , J ohn Lewthwaite .. . 

Ajaccio— Consul, Hon. K. C. Dundas 500 

Bastia — rm<?-6Vm.s'., Arthui-0. Southwell I 

Alyiers-Cons.-Goi., Basil S. Cave, 1,000 I 

„ r-Conxid, L. G. G. Graliaia.. £300 to 500 ! 
Arzen and Mostayanon — ]'ice-Constd, 

Aimc Gauti-ay, M.l> | 

Bone — ) 1 .Herbert Scratchley, M.Y.O. j 

Omn.— 176r-Coa.s-uA Thomas Barber ... 1 

Phili'pperille-V.-Cohs., William Aliller 

Antananarivo— Conmd, T. P. Porter 

Majunya-Vicc-Consid, 

Bordeaux— Consul, R. D. G. Alacdonald... 

Vice-Cormil, 

Arcachon— Vice-Consul, F. Audap 

Bayonne — V.-C<msid, Paul Sctioedelin 
Biarritz — 1 Hce-ConsidAl. Bellai t‘.s, m. V, 0. 

Ln Rochelle— r.-CTi.,C.,?.IIauslIamillon 
Limoges — F.-CLa-v., Hein’i F. do Luze... 

Pan — Vice-Cons., H. Heweisoii 

Pauillac — r.-Coa.s‘., Afaurice Adde 

Sables d' Dionne— Cons. Agt,,¥. Alaillard 
Tonnay Charente — ILVf'.-Gtm.'f., E. Rizat 
Toidomse— Viee-Ctm.^ni, TiiomasHuggius 
Calais— Consul, C. A. Payton, m.y.o. 

„ Vice-Con.sal, E. 11. Blomeheld ... 

Ami eiu—V. -Consul, William Sutcliffe 
Bovlogite — f’/’ec-Cfnj.suLHenryF. Fanner 

Croix — Vice-Coimd, A. Faulkner 

Lille— V.-Cons., Jas. E. Walker 

Cayenne— Consul, ,T. R. W. Pigott 

„ r/cr-CYm.s-a/, Henri Fourrage... i 

Dakar— Con.-Gen.f'xiit.C. Braithwaite Wallis Soo ' 

„ Vice-Consul, F, Champion i 

Grand Bassani— Vice-Consul, H, A. i 

Richards £300 to 500 I 

Dunkirk- -Consul, P. 0. Sarell 600 ; 

„ V'lce-Consul, John E. AVintle | 

Hamri—Conmd, T. F. Oariisle 600 : 

• Haiphong— Vice-Consul, 1 

Saigon— Vice-Consul, J. L. O’ConneH... i 


£600 I 


700 


600 j 

50 1 


800 i 
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Ham'e-Conml-Gen. , Harry L. Cliurcliill ^900 
„ V.’Conii., Claude ’Dudley Wallis 

Caen — Vice-Conaulf Charles Hettier ... 
Dieppe~V.-Conml, H. W. Lee-.Tortin 

Ficamp — F'te-CoimtJ, Alex. G. B, Bax 

Honfleur — F?'ce- Cow^f.jJ.E.D.Charlessou 

TrSport mid Eu — Viee-Connd, E. Har- 

risen Barker 

Lyons— Consul, Edward E. E. Yicars 600 

F -Cons. ,Wa] ter Amiett 

Gre 7 whle—V, Consul, J. Lewis 

M arseilles—Com. -Gen . , M. C. GiU'iiey ,M. v. 0. 1,000 

„ V.’Cons., E. G. Eule jCsootosoo 

„ ,, Frederick T. Hamling 

Cette— Vice-Consul, Hippolyte Negre... 

Tly'eres — V ke-Cunsul, Jesse Hook 

Toulon— V .-Consul, A. C. Charlton j^3oo to 500 
Martinique — Consul, Henry J. Meagher 
GiutdeLoupie — Viee-Consul, J. E.Devaiix 

New Caledonia— Consul, W. J. Holmes... 700 

„ Vice-Consul, T. Maning 

' Nice— Consul, Alex. McMillan... 

5, iHce 'Consul, L. 'Wookey 

Cannes — Vice-Consul, John Taylor 

Mentone, V.-C&ns., Hector H. Hill ...... 

Pondicherry (India) — Consul, Lieut. -Coi, 

A. de C. Eemiick 

Re'imkm — Consul, E. G. B. Maxse, c.M.G. 900 

„ XHce-Cons., John T. Fiat 

Rouen — Consul, C. B. 0 . Clipperton 600 

Brest— V.- Co ns., Spencer S. Dickson j^^aootosoo 
Cherbourg— V. -Cons., Capt. C.D. Beresford 
Lorient—Cons. Agent, Henry Joiibert 

Nantes & St Nazaire-V.-Con., Alf. Trillot 

St. Brieuc—V.-Cons., Henry W. Begliiii 

St M alo— V.’Con. , Hon. E. Henniker-Major 100 
St. Pierre and Miquelon— Consul, Y. K. 

Kestell Oornish 600 

Tahiti— 'Comul, Arthur L. S. Eowley 600 

„ Fte-Com*., A. J. dll Temple 

Tamatave— Consul, Anatole Saiizier 800 

Diego Suarez-Cons. A gent, Thtio. J. L^iques 

Paris is distant from London 367 miles ; transit, 

7 to 8 hours. Telegrams, per word, zd. 

Peench Colonies and Dependencies. 

The total area of French Colonies and Depen- 
dencies (excluding Algeria, 1,1x9,416 sq. m., and 
Tunis, 46,300 sq. m.) was estimated at about 
2,807,776 square miles in 1906, with a total 
jiopulation of 39,093,391. 

Prench Colonial Office Expenditure.* 

1891 ;C2)843,627 1901 j^4, 474,660 

189® 3,433,113 1903 4,630,422 

*893 3^31,630 1903 4,388,357 

1894 3,413,940 X904 4 , 33 J:, 7 o 8 

^895 3,434,4x4 1905 4,431,173 

*896 3,117,052 1906 4,416,604 

*897 3,829,051 1907 4,378,950 

1898 3,866,065 1908 3,930,760 

^899 .. 3,595,832 1909 ........ 3,907,948 

^900 4,259,734 

Trade of the Colonies. 

1906. 1907. 

Imports* ......... 197,807 j^2i, 279,024 

Exports* 16,842,929 20,584,508 

Total......... i;3S,o4o, 736 863,532 

Trade with the TTnited Kingdom. 

1907. 1908. 

Imports from U.K.* ... £1,179,343 £1,578,8x2 

Exports to U.K.* ...... 1,822,974 9x3,700 

Total £3,002,517 £2,492,512 

Geogi-aphically, the ITench Colonies are divi- 
sible into four main groups, according to their 
situation in Asia, Africa, America, Oceania. 

I. Asiatic; French India.— Thsi area of the 
French possessions in India is 200 square miles_; 
pop. (1908), 273,185; (1891, 282,923). Pondi- 
cherry (area 115 sq. miles, pop. 1908, 174,456), 
the chief of these dependencies, is on the 
Coromandel coast, 85 miles S. hy W. from 
Madras. The town of Pondicherry lias 46,887 
inhabitants. The fortifications were once strong, 
but in the war with England they were destroyed, 
and under the Treaty of Paris (1814) they must 
not be rebuilt, while the French garrison must he 
only sufficient for police purposes. Eice and 
pulse are cultivated. The chief industry is 
cotton spinning. There are four cotton-mills, 
employing about 5,000 hands. In 1908 the sea- 
borne imports into French India \vere valued 
at £396,000, and the expoits at £1,082,000. The 
chief exports are ground nuts, cotton goods, and 
oilcakes, the chief imports raw cotton, cotton 
goods, seeds, and pulse. There is no harbour, 
though the roadstead is good. The minor 
settlements ai'e Chandernagore , on the Hooghly, 
17 miles north of Calcutta (area 4 sq. ms., 
pop. 26,831); Kankal, in the Cauvery delta 
(area 53 sq. ms., pop. 56,595) ; Yanaon, in the 
Godavery delta (areas sq. ms., pop. 5,005); and 
on the Malabar coast (area 26 sq. ms., 
pop. 10,298). There are 23 miles of railway, con- 
necting Pondicheriy and Karikal with the South 
Indian Eailway. French India has an elective 
general council. The revenue (budget of 1909) 
amounts to £106,400, of which £10,000 is contri- 
buted by the Home Government. Governor, 
M. Angoulvant. 

French Indo-Cfnna.—Yl[iQS,e possessions have 
an area of about 310,000 square miles and a 
population estimated at about 16,000,000 (in- 
cluding 15,500 French). Three-fourths are of the 
Annamite race. On the north and east they march 
with China. The river Mekong forms the western 
boundary. The coast-line on the south is about 
1,560 miles long. French Iiulo-China comprises 
Cochin-China, and the four protectorates of 
Cambodia (enlarged in 1907 by the annexation of 
Siamese territory), Annam, Tonkin, and Laos. 
In 1898-9 Kwang-Chow-Wan (i.)op. 190,000), a 
free port on the Lien-Chow peninsula, was ac- 
quired on a lease of 99 years from China. French 
Indo-Gbina has been rapidly developed since 1893 
by the construction of public works, by the 
influx of capital and enterprise, and by the 
reorganisation of the finances. The financial 
and political unity of Indo-OIiina was finally 
established ill 1898. These reforms were chiefl'y 
the work of the late Governor-General, M. Paul 
Doumer. The revenue, about 47 54 million piastres 
in 1909, is derived mainly frohi customs, excise, 
and other indirect taxes. The delta regions of 
Cochin-China and Toiikin are fertile. Annam, 
connecting them, is a long mountainous tract, 
with a naiTow littoral, habitable and ciiltivalde, 
on one side, and a wild, sparsely ixjpiilated hill- 
tract stretching to the Mekong on the other. 
Laos, the largest of the five territories, is 

i * Exclusive of Algeria .and Tunis. 

* Exclusive of Algeria and Tunis. 
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very •undeveloped and lacks population. It is by Great Britain and France delimitating th 
practically inaccessible except by this river, boundaries of co-terminous temtories in th 
The chief rivers are the Mekong (x ,5^0 miles "west, and, o'wing to the British advance in th 
long), which, notwithstanding obstructions, has Kile region, delimitating their respective sphere 
been navigated as far as Chinese territory ; the in East and Central Africa. 

Songkoi or Bed B-iver, navigable by small On the East Coast is .Jibuti, the port am 
steamers as far as Ltiokai in Yunnan ; and the seat of govenimentof the French Somali coas 
[ Black Biver. Bice is by far the most important protectorate. The coast-line of this territor; 
i crop, while maize, silk, cotton, sugar, poppy, tea, extends for 60 miles; the inland frontier 11 
1 seeds, tobacco and pepper are produced. The fixed at a distance of about 57 miles. The tota 
priucipalmmeralproductiscoal, which is mined area is about 46,300 square miles, The popula 
, chiefly at Hongay on the Tonkin coast. Zinc is tion is about 208,000, A railway from Jibuti t< 
worked and exported. Laos has large forests. Harrar and thence to Adis Ababa, the preseni 
Therearemillsforrice, cotton, yarn, cement, &c. capital of Abyssinia, is being constmcted, anc 
Tlie x)rincipai harbours are Saigon, Haiphong in has been completed as far as BiiA-Daouah (193 
Tonkin (48 hours by mail steamer from Hong miles). At .Tiljuti a jetty, 800 metres in length, 
Bong), and Toiiraiie in Annam. The length of has been erected and is used principally bj 


railways is over 900 miles, including lines from 
Haiphong to Hanoi , and thence to the border of 
Bwangsi, China, and to Laokai on the Yunnan 
frontier. The latter is being extended to 
Yunnan-fii (about 296 mile.s) by a subsidised 
company. It will prol^ably be completed early 


srhall craft, and a second one of 900 metres in 
length is being constructed for the requirements 
of large vessels. The imports, which are princi- 
pally in transit to Abyssinia (chiefly cotton 
goods) amounted to ^^734, 224 in 1907, while the 
exports amounted to 923, 640 ; the imports 


in X9X0. The foreign trade in merchandise in * from France in 1907 amounting to ;^i79, 700, and 
1908 was valued at— Imports, ;£“x 1,393, ocwo ; exports to France ;^52,9i^. There is an 

Exports, ;)£9, 677,000. About one-fifth is transit Anglo-French agreement defining the boundary 
trade passing to and fr<nn the Yunnan treaty of the French and English spheres of influence 
“port’’ of Mengtz through Tonkin. By far the *in the direction of Harrar, which place neither 
largest export from French IndO'China is rice party is at liberty to annex. 

(chiefly from Cochin-China), fish, maize, and Qovemor-~M. Pascal ; Envoy to the Bvirperor 
pepper coming next. The chief imi)orts are metal 3feneUk of Etkloirla^M.. Bvice, 
manufactures, cotton manufactures and yarns, Off the East coast, in the Indian Ocean, is the 
jute l>aga, liquors, machinery, petroleum, silk vast island of Madaoascar, the foxirth largest 
goods, paper, opium, Ax*. The yarns and jute island in the world, being 975 miles long and 350 
feaes are mainly from India. Saigon, in Cochin miles broad at its greatest width. The total 


bags are mainly from India. Saigon, in Cochin 
China, has the largest trade. Tlie French customs 
tariff is in force, with some exceptions. The 
great bulk of the trade is with France, Hong- 
Kong, and India. The shipping is eliiefly British, 
Fi'ench, and German. The French army of 
occupation numbers about x2,ooo, in addition to 


miles broad at its greatest width. The total 
area is about 226,000 square miles, and the 
native population in 1906 amounted to 2,690,381, 
the Hova being the domiiiHnt tribe. In addi- 
tion, tbei'e were 7,606 French and 2,088 foreigners, | 
t,2S5 being British subjects. Christian mis- 
sions have been active in the island, and about 


X3,ooo native troops. There is a French Bank of 450,000 of tlie natives are Protestants, and 
Indo-China. Exports from the United Kingdom ai.out 50.000 Boinan Catholics. A French 
in 1908, ^ Imports into ditto, ^^407, 220. colonial station was planted, under the protee- 


‘30,000. /Tiay—H. M. Buy-Tan, a minor (sue. in Brickaville on the coast to the capital (An- 
; X907). Capital (»f haos, Luang Prabaiig. j tanariarivo or Tananarive) is in coiuvse of con- 

I li. AfxiQ2Lni Tiie Ih'encii African Empire con- j strnction ; x66 miles of which were open to 
sists of the colony of Algeria and the protectorate traffic in jgog. 

I of Tunis in the nortlU; in the north-west of an In xgoo a loan of ;^2,4oo,ooo was raised for the 
i immensetractof country, in four main divisions, j construction of railways, roads, telegraphs, Ac. 
on tlie coast-line (Bcnegai, B’rencli Guinea, Ivory i Fully 3,000 miles of telcgrapli,, lines’ have been 
Coast, and Dahohuy), penetrating inwards to ; constructed as well as tivo new’ telephone lines, 
meet the French possessiems of Upi>er Senegal- one at Antananarivo of 27 miles, and the other 
Kiger and Territory of Mauritania, which form at Tamatavc of 10 miles. Cold reefs have Ijeen 


; sions wliioh form the common hinterland of the j are British. Minerals are found in large <tiianti- 
north-w'estei'n possessions. This common hinter- j ties, and in the lowlands rice, manioc, arrowroot, 
iand stretches northwards in the direction of | sugar-cane, tobacco, hemp, cotton, vanilla, tea 
Algeria and Tunis, so that the 'u^hole north- and coffee are successfully grown; caoutchouc 
westeiu portion of the vast continent, except and gum -copal are Indigenous, and there is a 
where occupied Jiy Morocco and Tripidi, and wealth of timber. The revenue of the colony in 
Spanisli, Portuguese, British, and Geimau posses- X904 amounted to ^^994.612. and the expenditure 
sions, Is claimed by France. In the east France to 5^^97,357- Tlie priricijial exports in 1907 
possesses a fiortion of Somaliland and the island (^^*,114.536) were gohl (3,3x9 kilos, of the value 
of Madagascar in the Indian Ocean, with certain of ;^3i9,28o), rubber, hides, rafia-fibre, beeswax, 
dependencies. Conventions have been signed bullocks, and straw hats ; the imports, largely 
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reduced, since the hit'll protective tariff of 1897, 
are mainly cotton gO(xls, wine, spirits, metal 
marmiactures, food-stuff s, and bnihiing material, 
and amounted to 001, 184. The total import 
and export trade with France amonn red to 
;i^s,633,7g6, atid with the United Kingdom 
;^66,ooo. The capital, Tananarive (called by 
the natives Antananarivo), had in 1901 55,579 
inhabitants. Tamatave is the chief port, 
others being Majunga, Tolia, Faradofay, Man- 
anjura, iffahanoro, and Tatomandry. Mada- 
gascar has immediate dependencies in the 
islands of Nossi Be and Sain te Marie, while 
furtlR-r cast (450 miles fivjni Madagascar) is the 
isLand <»f JIeunion (capital St. Denis, area of 
965 stjiiaie miles, population estimated at 
177,677) ; imports in 1907, .1^579,636 ; exports, 
AS59f072 ; with the OOMORO Islands, halfway 
between Madagascar and the coast, and the 
islands of St. Paul and AMSTERiiASU uikIKer- 
gui:lj:n to the south-east. 

of M a dagmcar, M. Aiigagneur, 

W est Africa. — The administration of the French 
posse.^sioiis in Nortli-West Africa (exclusive of 
tlie French Congo), wliicli lias lieen in iJtocess of 
rer»rgaitjsatioii since 1895, was completed and 
consolidated by a Decree of 18 October, 2904. 
Tlie tesTitories of Senegamltia and the Kiger 
s itave ?»eeii converted into a sejuirate colony 
I under the name of Ujiper Senegal- Niger, and a 
conunissioner attached to tins general govern- 
I ment has been apiiointed for the administratioii 
I of the civil territory of Alaiuitania, or vast 
I regions on the right liank of the Senegal River, 

■ aiici which will prol)alily lie eventually extended 
to tile French possessions in South Algeria 
(estimated area, 344,975 s<innre mile.s)." A 
general budget has been created, to bo settled by 
the governor-general in eonncil, to which are 
devoted the funds deri ved from the customs and 
navjgatl‘;n duties of all the constituent colonies, 
and winch provides for all expenses which in- 
terest all the colonies generaily. The several 
coloTues, therefore, can only reckon on the funds 
arisiiig from their internal resources, such as 
capitation tax, trading licences, tfec., but they 
are at the same time relieved of many exx>enses 
wliicli have been transferred to the general 
budget. Provision is also made in the general 
budget for subventions to tliose of the colonies 
requiring tinaneial hel]). 'I'he colony of Diter 
Senega l-Niger may be said to comprise the 
whole, of tlie hintorland of W'est Africa, and 
includes the jgroat bend of the JSiger and the 
territories enclosed witiiiu it, l)!it it has no sea- 
port. it is divided into a civil and a military 
territory, and is a-dm ini, stored b^’ a lieutenant- 
governor, reddent at P>armuako, under whom is 
a su]|)>erior officer eiitruteted with "the administra- 
tion of the Niger military territory. The total 
population in 1906 amounted to 5,058,656, and 
the area of the civil and military territories is 
estimated at 836,281 square miles. SttNEGAL is 
the oiliest and most important of tlie French 
possessions in ^yest Africa. It is situated to the 
north of the British colony of the Gambia, and 
has an area of 73,974 Sipiare miles and a popula- 
tion estimated at 393,945 ; capital, St. Louis (local 
revenue in 1904, ;i^28o,9i8). The principal exports 
are gold, ground-nuts, gum, palm nuts and oil, 
and rubber. The exports from Senegal and Upper 
Senegal-lSriger in 1907 w^ere valued at ;;^i,7S4,353, 
and the imports at :^z,x87,8s6; 546 ships (ton- 
nage 707,603) entered, and 559 of a tonnage of 
720,812 tons cleared at Senegalese ports in X906. ' 


1 A railway has been constructed from Dakar to 
I Rufisque, and thence north-xvest to St. Louis at 
i the mouth of the Senegal Kiver, a distance of 
! *65 miles, and from Kayes, on the same river, a , 
' naiTOw-gauge line has been constructed of 347 i 
j miles to Koulikoro, on the Niger. Next in order ; 
’ to the south comes French Guinea (local budget | 
in 1903, ^160,000 ; imports, 1907, £653,768, ex- i 
ports -^6395588), comprising the settlements of j 
RtY.TERES DU SUD (capital, Konakri) and Futa ! 
Jallon, and extending up the whole of tiio north- 
west coast (save where intercepted by Portuguese 
Guinea and the British colony of the Gambia) to 
join the colony of Senegal. Between the British 
colony of the Gold Coast and the Republic of 
Liberia is the FRENCH IVORY COAST (local revenue 
in 1904, £157337 ; imports, 1907, £syz,76Si ex* 
ports ^^436,420), comprising the settlements or ! 
Grand Bassam and Assinie and the Kroo j 
country with tlie hinterland. To the south is 
Da liOSiEY, between the British colony of .Lagos 
and Geiman Tpgoland (local revenue in 1904, 
;£^3i 9,998; imports, 1907, ^£^466, 212, exports 
_3U386,836) ; it consists of about 95 miles of the 
Benin coast, where are the settlements of 
KoTONOu and Grand Popo with the hinterland. 
The arieierit capital of the colony is Aboiney, 
which lias now been transferred to Porto Novo, 
'j’he cl'ief port is Kotonou. The I’RENOH CONGO 
borders the Congo Free State on the south 
and east, and tlie German Canieroons on the 
north and west, hut iiruiefined to the north-east, 
comprises the co]<.>ny of the Gaboon, the middle 
Congo, the territory of Ubangui-Shari, and the 
Lake Chad territory (local revenue in 1904, 
£255,620). The principal exports are ivoiy, 
india-rubber, cocoa, coffee, ebony and other 
wood, gum-eopal, palm oil, and amounted in 
3907 to 783, 768. The Imports, consisting chiefly 
of cotlon goods, spirits, ammunition, tobacco, 
rice, and salt, were valued at ;i^6o6,464 ; the chief 
town and trading station being Libreville, on 
the coast. 

III. American : France possesses two small 
groups of islands off the sou th-east coast of Nexv- 
foundland, of which S'.r. Pierre and Miquelon are 
the largest respectively ; their combined area is 
about 93 square miles, with a total jiopulatioii in 
3906 of 6,482, and they form an excellent basis | 
J’orbbeFienchcod fisiiery. Local revenue in igo8, | 
£ig,ix2 ; importations in 3907, £zox,z77 ; ex- | 
ports, £2^0,240. In the Indies two of the | 
most fertile of the Lesser Antilles belong to j 
France, viz., Martinique (capital Port de j 
France), area about 380 square miles ; popula- 
tion in 1906 of 182,024 ; (local revenue in 1904. j 
^^206,184 ; total imports, 1907, £637,600, exports j 
.£759,888) ; and Guadai-oufe and Basse Teiire j 
(capital PuiTite-a-Pitre), area about 780 stjiiare I 
miles, population 190,273 in 1906 (local revenue ! 
in 1904, ;£242 ,o 22 ; total imTiorts, 3907, £‘537,024, I 
exports £650,756). Thqy have six dependencies; ! 
Marie Gal ante and Ile des Baintes to the | 
south and south-east, and Petite Terre on the ! 
east (part of the administrative island), with Bt. ' 
.Bartholomeiv and the northern half of St. i 
Martin, about 350 miles north-west and almost ; 
due south of Anguilla (British), In South j 
Ammm, Cayenne or French Guiana has an [ 
area of about 34,000 square miles, and an 
estimated population of about 39,337 in 3906 
(town population 32,426). The local revenue of 
the colony in 3904 amounted to£ 337, 216 (im- 
ports, 3907, £560,520, exports £493,268). 

IV. la Oceania; France possesses the i>cna] 
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colony of Kbw Caledonia (capital Noumea), a 
large island containing an area of about 7,300 
square miles (population, 1906, estimated at 
55,886, of whom about 13,000 are of free and xi,ooo 
of convict origin, whilst there is a native popu- 
lation of about 29,000), with its dependencies, Isle 
of Pines, Loyalty Islands, Huon Islands, Chester- 
field Islands, and the Wallis Archipelago, annexed 
in 1853 (local revenue in 1904, £xzg,io2; total 
I imports into New Caledonia, 1907, £376, 

I exports 3(^340,166) ; and the SociExy Islands, 

I Tahiti, Moorea, &c. (local revenue in 1904,^^77,257; 

imports into Tahiti, 1907, 133, 272, exports 

3^145,598), the Low Archipelago or Tiiamotu, 
the Marquesas, and the Austral Isles ' or 
Tubuai, and the Gambibr IslanDvS, altogether 
amounting to about 1, 182 square miles, with about 
30,563 i nliabitants in 1906. By a convention with 
Great Britain of 16 Nov., 1887, it was agreed that 
the protection of Iversons and property in the 
New Hebrides (5,106 square miles, population 
70,000) should be secured by means of a mixed 
commission of naval officers belonging to the 
Brench and British naval stations in the Pacific. 
This arrangement has, however, been superseded 
by the conclusion of a convention signed on 20 
Oct., 1906, by which the group of the New Heb- 
rides, including the Banks and Torres Islands, 
shall foim a region of joint influence under the 
administration of two High Commissioners 
appointed by Great Britain and Prance, 
afeo Tunis, p. 654. 

THE GEHMAN EMPIEE. ' 

Emper&r, William II. (King of Prussia), son 
of the Emperor Predencklll. and the Empress 
Ylctoria, Princess Eoyal of Great Britain. 
Bom 27 Jan., 1859 ; his father 15 

June, 1088; married^ *7 Feb., 1881, Piincess 
Augusta Victoria of Schleswig-Holstein, hom 
aa Oct., 1858 6 sons and a daughter). 

Eei^r Apparent^ H.I. <fc II.H. Crown Prince 
William, hom 6 May.1882; married (1905) H.E.H. 
Cecilie of Mecklenburg-Schwerin, and has issue, 
Prince Wilhelm, h. 4 July, 1906, and two other 
sons, b. 9 Nov., 1907, and 30 Sept., 1909. 
Imperial Chmioellor wui PruBSian Premier, 
Dr. von Bethraann-Holiweg. 

Interior, Herr Delbriick. 

Foreign A ffairs, Herr von Schoen. 

Colonies, Herr Demburg. 

Eavp, Admiral von Tirpitz. 

Justice, Dr. Lisco. 

Im^rial Treamry, Herr Wermiith. 

Posts and Telegraphs, Herr Kraetke. 

President, Imperial Uailways T>ept., Dr. Schulz. 
German And>assadnr UAmiria, Herr von Tschir- 
schky uiid B tgendorff ; Italy, Herr von Tagow ; 
France, Prince von Kadolin ; TiwArc?/, Baron 
Mavschall von Bieberstein; tl.S.A., Count von 
Beriistorfl ; Hioisia, Count Pourtal^s ; Japan, 
Baron Munmi von Schwartzenstein. 

A mfmsaJor i n London , Count Paul Wolff-Metter- 
nich, G.c.v.o., 9 Carlton Hou.se Terrace, S.W. 
Coundllor of Embassy Man' Kichd. von KQhlmann. 
md Sea-etar}!, Cowu'illor of Legation, Dr. Haniel 
von Haimhausen. 

2fd Sec., Count Hans von Berchem. 

Attaches, Dr. von Wesodoiik and Herr von Gold- 
schmidt-Rothschild. 


Chanceliers, PketT Hans Meinck, Herr Ferdinand 1 
(jarow, Herr Herrmann Dorner, and Herr Wil- 
helm Baatb. 

Consui-Gen. Dr. Johannes, aiA Bedford Place, 
Russell Square, W.C. 

Consul, Herr Humbert. 

Vice-Consuls, Herr Weidemann, Dr. Bittle, Herr 
von Ranke. 

The Empire, according to the Constitution of 
April s6, 1871, is a Confederate League, bearing 
the name German Empire, under the hereditary 
presidentship of the King of Prussia, whO' hold’s! 
the title of German Emperor, and whose eldest 
son is styled His Imperial and Royal Highness. 
The Emperor as such represents the Empire in 
all matters affecting international law ; in the 
name of the Empire he declares war and makes 
peace, concludes alliances and treaties with 
foreign States, and accredits and receives Am- 
bassadors. Except to repel an attack on the 
territory or the coasts of the League, the 
Emperor cannot declare war in the name of 
the Empire without the consent of the Federal 
Council. The consent of the Federal Council 
and Reichstag is necessary in regard to 
certain specified treaties (cf. Art. 4 of the Con- 
stitution). The Emperor has the right to 
summon, open, adjourn, and close the Reichstag. 
The Federal Council and Reichstag must be 
summoned to meet every year ; the Reichstag 
cannot he summoned without the adherence of 
the Federal Council. All bills are brought 
before the Reichstag in the name of the Emperor 
after acceptance by the Federal Council. Laws 
are promulgated by the Emperor in the name of 
the German Empire after acceptance by the 
Federal Council and the Reichstag. All edicts 
and orders of the Emperor made in the name of 
the Empire must be countersigned by the Chan- 
cellor, who is thereby responsible for them. 
The Emperor is the Bimdesfeldherr, or Federal 
Conimander-in-Chief of the whole German Army. 
In time of war he holds supreme command ; in 
time of peace the Kings of Bavaria, Saxony, and 
Wiirttemberg retain their sovereign rights as 
heads of their respective armies. In time of 
peace the Bavarian army administration is 
wholly independent of that of the rest of the 
German army, and only falls under the direct 
command of the Emperor when the army is 
mobilised for war. The rights of 1110 Kings of 
Saxony and Wiirttemberg in time of peace are 
not quite so extended as those of the King of ' 
Bavaria ; but their armies remain distinct and i 
form separate army coips. The contingents of 1 
all the other Federal States are under th^e direct 
command of the King of Prussia, and under 
Prussian administration. The troops of all the 
Federal States swear loyalty to their respective 
sovereigns and obedience to the orders of the 
Emperor— in the case of Bavaria this obedience 
is limited to war-time. On the other hand, the 
German Navy is Imperial (Kaiserlieh), and the 
Emperor as such is the supreme Admiral-in- 
Command of the Impeiial German Navy in 
peace as well as war. The Reichstag, or 
imperial Diet, consists of 397 Deputies; the 
original idea was that there should be one 
deputy to every 100,000 inhabitants of the 
Empire. The Reichstag sits for a period of 
five years, unless previously dissolved by the 
Emperor. Amongst the matters belonging to 
the jurisdiction of the Empire are all those that 
refer to the army and navy ; the common, civil 
and penal law of the Empire ; posts and tele- 


Muitanj Attacks, Major Ostertag. 

Nasal AttaeM, Commander Widenmaim, 
Dit&dor of Cie Chancery of the Embassy, Hofrat 
C. Lentae. 
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graphs (not including the special rights reserved 
% Bavaria and Wiirttemberg) ; the railways 
(subject to Bavaria’s rights) ; inland navigation ; 
the Cnstoms of the Empire ; weights and 
measures ; coinage ; banking ; patents ; foreign 
trade; the German mercantile marine; the i 
Press ; everything relating to the right of 
forming corporations ; colonisation. A majority 
of the Federal Council and Keichstag is necessary, 
and also suificient, for the validity of a law. 
The laws of the Empire take precedence of 
the laws of the Confederate States within the 
scope of the Constitution of the Empire : they are 
compulsory on all Governments of the Empire. 

The German Empire consists of the following 
a6 States Prussia (including Lauenburg, and 
—since 1890— Heligoland) ; Bavaria ; Saxony ; 
Wiirttemberg ; P.aden ; Hesse ; Mecklenburg- 
Sehwerin ; Saxe-Weimar ; Mecklenburg-Strelitz ; 
Oldenburg ; Brunswick ; Saxe - Meiningen ; 
Saxe-Altenburg ; Sax*e-Coburg-Gotha ; Anhalt ; 
Schwarzbiirg - Sondershausen ; Schwarzburg- 
Eudolstadt ; Waldeck ; E.euss (elder line) ; Eeuss 
(younger line) ; Scliaumbiirg-Eippe ; Lij)pe ; 
Eeichsland ; Liibeck ; Bremen ; Hamburg. 

The census of 1905 shows a total population of 
60,641,278, of whom 29,884,681 are males, and 
30,756,597 females. 

The religious confessions "were divided in 
1905 as follows 37,646,853 Protestants (62 per 
cent.), 22,109,644 Homan Catholics f36'4 per 
cent.), !SS9'7^7 Christians of other categories, 
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607,862 Jews (i per cent.), 17,203 adherents of 
other religions, or unknown. 


other religions, or unknown. 

There were in 1900 4,231,129 persons residing 
within the limits of the Empire who spoke a 
non-German language, viz, 8o,36x Dutch, 20,677 
Frisians, x4t,o6i Danish (and Norwegians), 8,998 


Propuction and Industry. —Gennany is be- 
coming more and morearnanufacturiBg country. 
Tn 1907, 32‘6 per cent, of the population xvere 
supported by agriculture, 37 per cent, ‘by in- 
dustry and mining, 21 -5 per cent, by trade and 
traffic. Of the total area in 2900, 48*6 per 
cent, was under cultivation, 26 per cent, con- 
sisted of meadows and pastures, and 26 per 
cent, of forest land. Germany supports nine- 
tenths of her population by her own produce. 
The mineral produce was valued in 2907 at 
£qz,z46,ooo, and included 243,285,700 English 
tons of coal, 62,546,700 of lignite, 27,697,200 of 
iron ore, 5,749,400 of kali, kainit, and other kali 
salts. The total mineral produce amounted to 
242,615,200 English tons, including, besides the 
al)ove, rock-salt, lead-ore, gold and silver ore, 
graphite, asphalt, petroleum, Epsora-salts, bora- 
cite, tin-ore, quicksilver-ore, antimony-ore, co- 
balt-ore, nickel-ore, arsenic-ore, manganese-ore, 
bi.smuth-ore, uraninm-ore, wolfram-ore, pyrites, 
vitriolic-ore, and alum-ore. Crefeld, Elbevfeld- 
Barmen, Miihlhausen, Chemnitz, and the pro- 
vinces of Westphalia and Silesia are the great 
centres of the textile industries. 

The chief articles of export to the United 
Kingdom in the year 2908 were the following 


Swedish, 20,227 English, 221,679 French, 22,842 
W^alloons, 65,962 Italians, 2,059 Spanish, 479 Por- 
tuguese, 3,086.489 Poles, 142,049 Massurians, 
200,213 Kassubians, 93,032 Wends, 64,382 Mora- 
vians, 43,026 Tzechs, 9,627 Eussians, 206,305 
Lithuanians, 8,158 Hungarians, 24,535 not above 
specified. 

There are 42 large towns with over 200,000 
inhabitants, and of these 29 are in Prussia, 4 in 
Saxony, 2 in Bavaria and Baden, and i each in 
Hamburg, Wiirtteml)erg, Bremen, Eeichsland, 
and Brunswick. 

Education p. 66g). 

EsriGRATiON.— At the commencement of the 
nineteenth century few Germans emigrated, hnt 
about fifty years afterwards there was a strong 
desire to leave the mother country. The figures 
are as follows 


Sugar, raw and refined 185,000 

Woollen Cloth Stuffs i.SSO.ooo 

Cotton Gloves, Hair Nets 2,^40,000 

Part-Silk Stuffs 1,325,000 

Billot Iron, Pig Iron, Ingots 1,135,000 

Oats... 1,015,000 

Toys 885,000 

Aniline Dyes 865,000 

Upper Leather for Boots, Shoes, &c 795,000 

Saddle and Luggage Wares.. 730,000 

Printed Cottons 650.00a 

Purs 640,000 

Bicycle Pa rts 635,000 

Women’s Clothing 590,000 

IManos..,. 510,000 

C!otton. Woollen, and Linen Emliroideries .... 475,000 

Cotton T,ace, Lace 375,000 

Porcelain 370,000 

Cotton Underclothing 360,000 


2832-42 ... 252,000 2872-80 ... 623,000 

2842-50 ... 435,000 2881-90 ... 2,342,432 

1852-60 ... 952,000 2892-00 ... 529»87S 

2861-70 ... 822,000 290X-05 ... 246,540 

Out of thirty millions of emigrants from 
Europe in the nineteenth Gentury Germany con- 
tributed about five millions— viz., ^ of the whole 
number. 

In the eighties the average number per annum 
was over 200,000. In 1880 the mimbil of emi- 
grants was 217,097 ; in 2881 it rose to 220,902-^ 
the highest figure hitherto attained in one year. 
The statistics since 2880 arc as fnllows ! — 


2881 ... 

... 220,902 x886 

2882 ... 

... 203,585 1887 

2883 ... 

273,616 2888 

2884 ... 

... 249,065 2889 

2885 ... 

... 220,2x9 X890 


The chief imports from the U.K. were 1 

Coal ^1^7,290,000 1 

Precious Metals 4,595,000 f 

Woollen Yam 4,015,000 

Cotton Yam 3,025,000 

Woollen Stuffs. 875.000 

Salted Herrings 750,000 

Pig Iron eio.ooo 

Pelts 595,000 

Tinplates 490,000 

Mercantile Marine.- O n January xst, 2909, 
the Mercantile Marine consisted of 2,953 
goingsteamersof 17 *65 register tons and upwards ' 
(357797364 tons gro,ss register), and of 2,361 sailing 
vessels (464,158 tons gross register). The gross 
tonnage of the British Mercantile Marine is ; 
about five times as great as that of the German 
Mercantile Marine. 

The number of seamen in the German Mercan- 
tile Marine on January xst, 1909, was 72,450 
(January xst, 190S, 72,853). Germany now ranks 
second in the list of the countries of the world 
that own shipping. In 2870 Germany’s fleet of 
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niei'chaiit steamers was half as large as 
that of lYauce ; now it is twice as large. During 
rlie last two years the shipping industry has 
iiiidergone a serious crisis. There were com- 
pleted ill 1908 at German yards for German 
I hrms, 67: sea-going* ships of 212,761 tons gross, 
i ait 1 lit German yards for foreign firms, 73 soa- 
! going ships of 15,341 tons gross (1907, 673 sliips 1 
j o; 308,034 tons gross for German firms, and 68 ' 
s ships of 10,621 tons gross for fm-eign firms), 
j Cojinj UXIOATIONS. —The total length of the/ 2 a? 7 - 
j in the Empire at the emi of 3907 extended to 
I 56.193 kilometres = 34,956 miles, of which about | 
! 93 per cent, belong to the State ; the total cost of | 
: constraction iras ^^20,918 ])or mile ; the expenses i 
' i;c 1906 were ;£^85, 039.347, and the receipts ' 
! ;£^i 3 i, 663 ,o 8 i. 

IiiPT^iurAL Post (including Bavaria and Wiirt- 
; t’emberg), 1907: — Length of telegraph lines, 152,600 
) kijoinetre.? (length of wires, 598,200 kilometres) ; 

I telegrams handed in, 45,818,000 ; post ofiices, 
40.083 ; telegraph oftices, 37,309 ; telephone call- 
1 stations, 30,901 ; letters delivered, 5,339,300,000 ; 

1 cash on delivery orders, ;^5o, 580,000 ; money 
' orders, ;j$^637,33o,ooo ; telegrams despatched, 
43,841,000 ; telegrams received, 45,818,000. The 
numl>er of employtis in the service of posts and 
telegraphs was 312,708. 

Debt.-— T he National Debt amounted at the 
end of 1908 to ^(^206, 1^5,000, which ;j(j93,ooo,ooo 
bears interest at per cent., :^89, 175,000 at 3 
per cent., 18,000,000 are Treasury Bonds, and 
j^6.ooo,ooo are Bank Notes. The debt of the 
former* Norddeutscher IBund was cancelled by 
ilmitatioii at the end of 1902. 

Defence (for Army, see p. 666). — The 
Thipenal Xam( consisted in ilay, 1909, of the 
I following ships, built or Iniilding: 34battleshii)s, 

; 7 ironclad coast defence ships, 12 large armoured 
j and 6 large protected cruisers, 31 small protected 
I cruisers (under 5.000 tons displacement), 6 gun- 
I VK'eite, S07 torpedo boats of over 200 tons dis- 
'1 placement (30 under construction), 73 torpedo 
boats of from 80 tr^ 300 tons displacement, and 
11 special sliips for mine-laying, repairing, and 
other technical purposes ; 8 submarines are 
1 either built or in building. The personnel of 
I the Imperial Navy consists of 1,735 officers, 363 
j engineer officers, 260 surgeons, 207 paymasters, 
25 ehajilains, 583 cadets, 175 technical and 
t'-'i'pedo ttlTiccrs, and 45,469 petty ofiicers and 
s.'-ameu—tMtal, 48,8x7; in addition to which, 
eli.'.rged U}> 03 i the naval estimates, are 1,4x5 
n;a lines and 3,693 men belonging to the naval 
anillrry and mining department, making alto- 
gether 53,925 officers and men. 

Drj) AOF, ANi> iNPiRMirv Insurance.— nie 
German scheme of social legislation gives all 
-iibordlnate bread winners in the Empire a legal 
right to pecuniary subvention when unfitted for 
w>trk through sickness, accitlent, premature in- 
firmity, or old age. Insurance is compulsory. The 
National Insurance is busi-d on mutual insurance 
and self-administration. The Infirmity Insurance 
Act came into force i January, 1900. In 1907, 
a total of ;^8,644 ,s 65 was paid out under the 
Act, ;£^6, 334,575 being as pensions to invalids 
(i.c., persons unfit for work); ;;^865,58i5 as old 
age pensions ; jS 759»3*S medical assistance ; 

40,64a for support of dependents, Ac ; £zz,zqo 
m home relief for inftnu workmen ; £x 79 ,sqs for 
sick pensions ; :ig442,745 refunded, the total 
the state contmutM ^£■2,461,030. The insured 
■ are divided into five classes, according to the 


amount of their annual earnings, of ;(^i7 los., 
£z7 loff., ^47 so-s., /S7 los,, and ,7^100 respectively^ 
Contributions are paid weekly, via., i Id, 2id.j 
2,;d., 3ltA, and 4id. respectively— one half by 
the employer, the other by the emjiloyed : the 
State contributes a subsidy of ':£z tos, to the 
pension. The injirniity pensions amount respec- 
tively (including the State subsidy) to £B zs., 
£xx S.9., £xs xos., £x5 is.s“., and ^18 ; the oM aye 
pensions to ^5 xos., £7, £B xos,, ^'10, and ;^ii los. 
respectively. The insured include all x>ersons 
working for wages or salary as workpeople, 
artisans, journeymen, apprentices, domestic 
servants, laundresses, dressmakers, sempstresses, 
housekeepers, charwomen ; overseers, foremen, 
engineers, assistants, clerks and apprentices in 
merchants’ offices (excepting assistants and 
apprentices in chemists’ shops), schoolmasters, 
schoolmistresses, tutors and governesses— in so 
far as the incomes do not exceed. ^100— including 
foreigners working in Germany under these 
categories, }?ensioiis for premature infirmity 
are given to insured persons when unfit for 
work ; old age pensions to ail insured persons 
on attaining the age of 70, though still capable 
of woi-k. 

X907--8. 1908-9. 

! Bo venue, Ordinary and 

I Extraordinary ;^i39,S53)53o 1425500,695 

i of which Loans ... - 

Expenditure ... 

of which Army ... 

„ Navy 

Imports 

from U.K T 

E.xports 

tolT.K .. 

'Tile import.s from tlie TJ. 3 C. and the British 
Colonies formed 18*5 of Germany’s total imports 
in 1908 (1907, 18*3); the exports to the U.K. and , 
j the British Colonies formed 20*4 of Germany’s 
total exports for 1908 (1907, 22-0). The year ! 
1908 witnessed a marked decline in Germany’s i 
external trade (the first decline on record in 
recent times), the imports from the U.K. and 
Coh.)nies deedining by about £xSfS°o,ooo, while 
the exports from Germany to the U.K. and 
Colonies show a decline of over ;£x,4oo,ooo. The j 
imports from Eusnia and the United States of 
America to Germ tny far exceeded those from 
the U.K. in X908, but the U.K. remains Ger- 
^ many’s best customer, 

i The Imperial War Treasure deposited in the 
j .Tillius Tow’er at Bpandau amounts to ;£^5,873,7i5- 

1 Briftsh AmlmssaOor, His Excellency the 
1 E.t. Hon. Sir William Edward Gosehen, 

G.O.UC., G.O.V.O £8,ood 

Embassy, 70 Wiihelmstrasse, Berlin. 
Councillor, Count de Salis, c. v.o. , G.M.G. ... 850 

MU. A ttacid, Col, F. J. A. Trench, C.Y.o., 

D.S.0 800 

Natal Attachl, Captain H. L, Heath, 

■ M.r.#, R.N 800. 

'znd Secretary, S. Seymour, 'M.Y.O.^'sootosoo 

3rd Secretary, H. . 1 . Bruce, m.y.o 250 

,, „ A. Kerr- Cl ark 250 

I Eo'/i. Attaches, John Monck ; J. A. C. Durham. 

I ComuWemral, H. Boyle ^£900 

I Maydehwrg — Yice-Com., Edgar Drake 

: Dantzig^Consul, Col. A. M.’ Brookfield ... 600 

[ „ Vice.-Comul, Edward A. Grandt ...... 

Breslau — Vice'Coimd, Hei’niaim Humbert 


13,047,050 

10,113,380 

• x 39 »S 535 S 30 

X42,5oo,69S 

• 395204.953 

38,518,955 

13,609,378 

14 , 937.455 

^ 1907- 

X908. 

;^ 478 , 4 io,ooo ■ 

£415,095,000 

.. 48,830,000 

34,845,000 

.. 372,070,000 

350,930,000 

50,302,000 

49,875,000 
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Foreign Coimtrm—Tiie German Empire, Prussia. 623 

Konigshcfci — Ticc-Coiis..) Otto Birth 

Memel—Vice-Cons-ul, Heinrich Pietsch ... 

Pillau — Vice'Conmdy E. Lietke 

J)u8tSiMorf~Consid-Gen., I)r. I’. P. Koenig 

,, Consul, F. K. Giitersloh 

Colog7ie— Consul, C. A. Kiessen, C.V.O. ... 

P VfwiA^ori, Co^i-CrV/i. , Sir Francis Opi) enh eimer 

,5 Vice-Consul, 

„ „ Charles Gardner... 

Hamburg— Cons-Gen . , Sir W. Ward, C.V. 0. j^i, 3 So 

Vice-Comul, F, A. Oliver 3C300 to 500 

„ W. E. K. Gandell 

Brake— Vice-Consul, Franz Ohlrogge 

Bremen— Consul, Christian Mosle 

Bfemerhaven-V.-Con., Korman C. Haag 

;:^300 to 500 

CuxJiave7i— Vice-Consul, George Starke... 
Bniden— Vice-Consul, Constantine Graham 

to 500 

Flenshurg, Vice-Consul, Thos. Hoilesen i 

Hanover— V. -Consul, C. C. Stevenson .... 
Harhurg— Vice-Consul, Hermann Eenck i 

Jlusum — Vice-Cons'ul, Carl Christiansen. 

Kiel— Vice-Consul, A. L. A. Sartori,M.V.O. 
JAiheck— Vice-Con., Heinrich L. Behncke 

Papenhurg— Viee-Consul, C. Brims 

Biostock— Vice-Consul, H. Ohlerich 

To7ining—Vice’Co7mil, Carl Becker 

Wismar— Vice-Consul, Heinrich Podeiis 
Heo'bertsh oh e (A " etc Guinea^)— Consul, J . M. C. 

Forsayth 

Samoa— Acting Vice-Coimd, T. Trood 

Stetim— Consul, Ealph Bernal 700 

Swinem ilnde— Vice-Consul, Edward Eose 
Tsintau (Kiaochow)--~Consid-Agent, E. H. 
Eckford. 

PETJSSIA. 

Khig, William II. , G erman Emperor (q. v.). 
Pi'eskUnt of the Mmisb'y mid Mimsterfor Foi'eign 
Affairs, Dr, von Bethinann-Hollweg. 

Interior, Count Moltke. 

Finance, Baron von Eheinliaben. 

Tfar, General von Heeringen. 

Public Works, Herr Breitenhach. 

Aqrie,, IT'ooda and Forests, Herr von Arnim- 
Krievren. 

Trade and Commerce, Herr Sydow. 

Instruction and Worship, Herr von Trott zu Solz. 
Minister 0/ Justice, Dr. Beseler. 

Prns.sia comprises the larger portion of Ger- 
many, and consists of 13 pro vinces, with area and 
population in 1903 - 

Provinces. Sq. miles, English. Poxnilation. 

1. East Prussia ......... i4,2d6’38 ... 2,030,176 

2. We.st Prussia 9 j856-47 ... 1,641,746 

3. Brandenburg ^S,Z 77'09 

City of Berlin 24*47 ••• 2,040,148 

4. Pomerania 11,626 ‘Si ... 1.684.326 

$. Posen 11,182*57 ... 1,986,637 

6. Silesia ... 4,942,611 

7. Prov. Saxony 9,748*54 ... 2,979,321 

8. Schleswig-Holstein & 

Heligoland 7,335*65 ... 1,504,248 

9. Hanover 14,865*24 ... 2,759,544 

10. 'iYestphalia 7,801*29 ... 3,618,090 

11. Hesse-Nassau 6,059*92 ... 2,070,05®! 

12. Ehineland 10,420*07 ... 6,436,337 

13. Hohenzollern 440*92 ... 68,28a 

Total 134,658*34 37,293,324 

Of the total population 18,398,903 are males 
and 18,894,421 females. According to Eeligions, 
Evangelicals (l.c., National Church) number 
23,34* ,502 Eoman Catholics 13,352,444 ; and Jews 

409,501. There are 29 towns with over 100,000 
inhabitants, 

Prussia possesses a large number of navigable 
rivers intersecting thecountry-viz., the ISiemen, 
Pregel, Vistula, Oder, Elbe, Weser, and Ehine. 
The coasts of the Baltic and ISTorth Seas form a 
nnmber of gulfs and bays. Its principal moun- 
tains are the Harz and the Giant Mountains, the 
latter reaching an altitude of 5,25s feet. The 
forests are extensive, occupying an area of nearly 
20,435,491 acres, chiefly consisting of fir. 
Minerals consist of iron, copper, lead, alum, 
nitre, zinc, cobalt, sulphur, nickel, arsenic, 
baryta, amber, agate, jasper, onyx, Are., and, to 
a small extent, silver. Salt (from the brine 
springs of Prussian Saxony) is abundant, also 
coal. Metallic ores, salt, precious stones belong 
partially, and amber totally, to the Crown. 
Agriculture and the rearing of cattle are the 
principal industries. Wheat, rye, oats, barley, 
peas, millet, rape-seed, maize, linseed, flax, hemp, 
tobacco, hops, &c., are extensively cultivated and 
are exported. Its manufactures consist chieiiy 
of cotton goods, machines of all kinds. Tiie 
cotton works are extensive, and there are 
numerous manufactories of silk, woollen, 
mixed cotton and linen fabrics, including 
shawls, carpets, Arc., and woollens, *wirh 
leather, earthenware, glass, paper, and tobacco 
manufactures, and working in metals. Brewing 
is a business of great importance. The principal 
imports comprise coffee, tea, cotton, and other 
produce of the colonies ; wines, silk, fruit, 
manufactured goods, tin, furs, and dye-stufis. 
The principal exports comprise linens, woollens, 
hardware, wool, timber, pitch, linseed, tobacco, 
mineral waters; to which maybe added homes, 
hoimed cattle, hams, salt meat, and wine from 
the Ehenish provinces. 

1907. 1908, 

Eeveniie (Budget) ...£156, 001, 430 165, 976, 760 

Expenditure do. ... 156,001,430 x6s,976576o 

Total debt, 31 March 380,062,526 398,183,550 

Capital, Berlin. Population (1905), 2,040,148. 
Berlin to London, transit, 22 hours. 

Alsace-Lobratxe. 

Statihalter, Count Carl von "Wetlel (1907). 

Minister of State, Biubn Zorn von Bulach. 

The “ Eeichsland ” of Alsace-Lorraine (Elsass- 
Lothriugen), which W'as annexed by France from 
the old German Empire between i648aiid 1697, 
and restored to Germany In 1871, embraces the 

1 fertile plain between the Ehine and the Vosges, 
and stretches beyond these mountains as far 
as Luxemburg. Wine, tobacco, and hops, iron 
and coal are among its leading productions, and 
the cotton industry is most flourishiiig. There 
is an elective Provincial Committee of 
58 members. The area is 5,591 square miles, 
divided for administrative purposes into three 
districts, Ober- and Unter-Elsass and Lotliringen. 
The population in Dec., 1905, ivas 1,814.564, of 
whom 935,807 were males and 878,757 females; 
w'hile 1,387,462 w’ere Catholics, 391,067 Pro- 
testants, and 31,708 JeW'S. French was spoken 
by about 200,000 persons. Principal towns, 
Strassburg (pop. 167,678), Miilhausen, and Aletz. 
Eevenue and Expenditure (1909-10)... 

Debt (1909).. .......(EenteS j^S6,354) ... 1,878.455 

Anhalt, Duchy of. 

Friedrich Il.^boni xg August, 1836; suc- 
ceeded ±4 3 m,, married, 2 July, 1889, 

PiinceFS Hade of Baden ; horn 26 July, 1S65. 
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624 Foreign Gowntries — The German Empire, Bavaria, 

Heir Fmwmptive, Prince Edward, born i8 April, German Empire ; their strength is fixed at 68,4*6 
1861 ; married, 6 Feb., 1885, Princess Louise of men on a peace footing. The rivers are the 
Saxe-Altenburg. Danube, Rhine, Main, Lech, Isar, and Inn. Its 

Prime Minister, Herr von Dallwitz. forests are extensive, covering nearly a third of 

A Duchy of Central Gemiany, in two principal the country ; the soil is highly productive, 
portions, surrounded by Prussian Saxony, con- "wheat, rye, oats, and barley being the chief 
taining 006 square miles and a population of products; buckwheat and maize are also grown, 
3*8.020. Budget, xno9-io, £737,100. and tobacco is one of the staple articles. Wine 

T^Aaeon pAniii«HAn ctf IS uroduced in ‘the Palatinate, in Lower Fran- 


Capital, Dessau. Population 53,134. is produced in -the Palatinate, m Lower Fran- 

conia, and in Middle Franconia. The hop-plant 
Baden, Grand Duchy of. is most extensively cultivated. The chief 

, Grand Duke, Frederick II., 60m 9 .Tiily, 1857; minerals are salt, coal, iron, copper, and pyrites ; 
1 w. 20 Sept., 188s, Princess Hilda of Nassau, manganese is found m some places. Many 
i Zebras Nov., 1864; Grand Duke, aSSept., 1907. important manufactures are carried on. The 
, Ueir Apparent, Max, h. 10 July, 1867. brewing of beer is carried to great perfection, 

i President of Ministry, Dr. Freiherr von Busch. Tbe chief imports are sugar, coffee, woollens. 


important manufactures are carried on. The 
brewing of beer is carried to great perfection. 
The chief imports are sugar, coffee, woollens, 


A State of the German Bmpira, situate in the Umber’ uratrwfnf 

south-western part. The Ehiue forms its S Sier 

southern and western boundary, separating it leathei, glass, jewellery, Ac. 

from vSwitzerland and Alsace. A great part of Budget, 19^ and 1909..................... £31,562,755 

. the surface is mountainous, and includes the Public debt, 31 I^c. 1908 (including 

I Black Forest and Odenwald. It comjirises an railway debt, £77,570,974) 99,250,135 

■'area of 5,888 square miles (3,253 cultivated— Capital, Munich. Population (1905), 538,983, 

] corn, wine, fruit, potatoes, tobacco, hemp, hops, ... . o-. ■» 

i and chicory being the chief produce— and 2,277 Ralph 

forests). The population in 1905 was a, on, 000, 


; and Pforzheim have over 50,000 inhabitants, 
j Principal industries are agriculture and manu- 


Brunswick, Duchy of. 


facturos (cigars, cotton and silk stuffs, straw hats, Regent, H.H. Duke John Albrecht of Mecklen- 
bnishes, trinkets, clocks, chemicals, paper, and burg. 

maohinery). There are 1,250 miles of railway, A State of Northern Germany, consisting 
ofMvhich 985 miles belong to the State, con* chiefly of thi’ee detached parts, comprising an 
strueted at a total cost of £35,633,000. area of 1,418 English sipiare miles, and a popu- 

Budget, 1909 (including railways) £12,018,000 of 485.958, of whom 455,680 were 

Debt, Jan. i, 1909 (only railways) 24.096,000 Li’otestants, 26,376 Roman Cutholics, mid 1,815 

afpmi, Karlsruhe. Population (r^o,), xax.occ, 


British Chargi d’Afaires, F. D. Harford, C.V.O. 
(Darmstadt). 

Mannheini—Vo'nmd, Dr. Paul Ladenburg. ! 

BAVARIA. 

King, Otto, horn 27 April, 1848; succeeded his 
late brother, Louis IL, 13 June, 1886. 


Caiutal, Bninsivick ; population (1905), 136,397. 
Hesse, Grand Duchy of. 

Grand Duke, Ernest Louis, horn 25 Nov., 1868; 
site. 13 Mar. , 1892 ; w . 2 Feb. , 1905, Princess 
Elenore zu Solms-Hoheusolms-Lich, b. 17 
Sept., 1871. 


Regent and Heir Presumptive, Prince Luitpold, Seir Apparent, George, ?>. 8 Nov., 1906. 
born X2 March, 1821, uncle of the late aud President of Ministry, K. Ewald. 

A central State in the west of Germany, com- 
ofAmstrla^i’Ssany: wfm dial i April, 1M4.' ^ discouneeted territories, nearly eq ual 


, nearly equal 


Foreign Affu i r#,’, Dr. Baron veil Pedewils-Durniz ; 

voii von lircittreicli * fcwo^tliirds wtic ]PiOt6sti{Xli1jS. Ihc biiifcicc of tlio 

eastern portion of both parts is mountainous. 

Ptilf; Cwnmukmitiom, von ’lYauendorfer ; t *"? 

H’«r, Oen. Baron vou Horn. highlf cultivate" DL 4 St,'M^^^^ | 

The second Kingdom in size and population and Offenbach have over 50,000 inhabitants. 

01 the German Empire. It is divided into two ^ r .c i 

uneijual parts. The eastern portion, comprising V ■ 

eleven-twelfths of the whole, is situated bkween *^09 (mostlj foi lailways) 21,403,976 j 

47 ‘ 16'"— so' 34' N. lat, and 9^—13'^ 50' E. long. ; Capital, Darmstadt. Pox>uIation (1909), 90,800. | 
the western part, forming the Palatinate, on the m i n i 

left bank of the Rhine. Bavaria is divided into - ! 

eiiiht circles rihmer Bavaria. Loiver Bavaria. ^.v.O. (.iiarui.^aut) £Soo i 


47-‘ le"— so' 34' N. lat and 9'^— 50' E. long. ; Capital, Darmstadt Populatii 
the western part, forming the Palatinate, on the v n 

left bank of the Rhine. Bavaria is divided into /no 2 c.^ d'A 


I eight circles (Fpper Bavaria, Low'er Bavaria, 


SSS &f.£':ti?I&tplnheimer (atPranlc 

an area of 29,549 sflwe railas, and a population PritiAiAoU+v Af 


Kin X905) of 6,524,372 (4,608,469 were Roman 


Lippe, Principality of. 


Catholics, 1,844,699 Protestants, and 55,341 Prince, Leopold, b. 30 May, 1871. 

Jews), The capital (538,983) and Nurerabeig Area, 470 .sq. miles ; population (1905), 145,577 ; 
(2^,426) are the largest towns. Bavaria con- rev. (1909-10), £120,222; exp., £127,044; debt, 
tributes three corps d\tnn 4 e to the force.s of the £100,590. Capital, Detmold ; pop. (1905), 13,272. 
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^ ^ German Bmpire^ Saxony. 625 | 

MecklenbueG'Schwerin, Grand Duchy of. 
Grand Duke, Frederick Francis IV., h. 9 April, 
1882 ; snic. 10 April, 1897; mar. 7 June, 1904, 
Princess Alexandra of Brunswick and Luneburg, 
5orn 29 Sept., 1882. 

Minuter of State, K, H. L. Graf von Bassewitz- 
Levetzow. 

Comprises an area of 5^x35 square miles on 
the Baltic, with a population of 625,045. The 
Legislative power is vested in representatives of 
the towns, and of the Knights’ estates. Revenue 
(1908-9), \;3<j2,o93,4io ; exp. ij^JzjoSgjgis ; debt 
(1908), ^^6,771,230. Capital, Schw^erin; pop. 41,628. 

Mecklenburg-Sthelitz, Grand Duchy of. 
Grand Duke, Adolphus Friedrich, b. 22 July, 1848 ; 
mar. 17 April, 1877, the Princess Elizabeth 
of Anhalt, born 7 Sept., 1857, 

Heir Apparent, Adolphus Friedrich, born 17 
June, 1882. 

Consists of two detached parts, separated by 
Alecklenburg-Schw^erin. Area, 1,144 square 
miles ; population, 103,451. No proper budget. 
Finances in good condition. Capital, Neu- 
Strelitz ; pop. 11,658. 

Oldenburg, Grand Duchy of. 

Grand Duke, Frederic Augustus, b. 16 Nov., 1852 ; 
sue. 13 June, 1900; married (i), Feb. 18, 
1878, to the late Princess Elizabeth (second 
i daughter of the late Prince Frederick Charles 
of Prussia), who died 28 August, 1805 ; and 
(2) to Princess Elizabeth of Mecklenburg* 
Schw’erin, bo7'n 10 Ai gu ;t, 1869. 

Heir Apparent, Nicholas, b. 10 August, 1897. 

Situate on the North Sea and the Weser. 
Area, 2,508 square miles ; pop. 398,500 ; rev. 
(1900), j^;^49x, 603; exp., ^<^460,947; debt, j^2, 804, 511. 
Capital, Oldenburg ; pop. 26,000. 

ReusS, Elder Line. 

Prince, Henry XXIV., i/om 20 March, 1878 ; sue. 
19 April, 1902. 

Pritice Regent, Henry XXVII., b. to Nov, 1858. 

Area, 120 square miles ; population (1905), 
70,603 ; revenue and expenditure (1909), 76, 000. 

No debt. Capital, Greiz ; pop. (1905), 23,118. 

Reuss, Younger Line. 

Reigning Prmce, Henry XI V, , h. 28 May, 1832; 
sue. 14 July, 1867 ; mar. Princess Agnes of 
IrViirttemberg (died' 10 July, i886). 

' Heir Ap)parent and Regent, Henry XXVII. 

Area, 320 sq. miles ; pop. (1905), 144,584 ; rev. 
(1908-10), ;(Ci3t:i 939; exp. debt (1908), 

j;£iS2,o27. Capital, Gera *, pop. (1905), 46,909. 

Saxe-Altenburg, Duchy of. 

Duke, Ernest, b. 31 Aug,, 1871; sue. 7 Feb., 
1908; mar. xj Feb., 1898, Princess Adelheid 
of Sohaumburg-Lippe, h. 22 Sept. , 1875. 

Heir Presumptive, Geo. Moritz, A. 13 May, 1900. 

Area, 512 square miles ; population (1905), 
206,508, of whom over 200,500 are Protestants ; 
revenue and expenditure (1908-10), ;!^234,928 ; 
debt (1908), ;^;44,37» 1 reserve fund, ^^219, 360. 
Capital, Altenburg ; pop. (1905), 38,818. 

Saxe-Coburg and Gotha, Duchies of. 

: Dtike, Charles Edward (H.R.H. Duke of Albany), 
born 19 July, 1884; (mar. xi Oct, 1905, Prss. 
Victoria Adelaide of Schleswig-Holstein- 
Sonderburg-Gliicksburg, and has issue z sons) ; 
sue. 30 July, 1900; assumed government ig 
July, 1905. 

Heir Apparent, H.R.H. Prince Johann Leopold, 
&om 2 Aug., 1906. ! 

Minister of State, Herr Dr. von Richter. 

A State consisting of two principal and several 
smaller detached portions, with an area of 763 
English sq. miles, and a population (1905) of 
242,432, of whom 237,187 were Protestants. 
Capital, Gotha (pop. 36,947). Coburg (the other 
capital) has 22,488 inhabitants. The common 
state revenue is set down at £8$, too ; the state 
and domain revenues at ^£‘201, 000 for Gotha and 
£B7,^S for Coburg. There are 181 miles of 
railway open (1902), and at Gotha there is an 
English church. 

British Minuter Resident (see 
//fm. A Edw^ard Trench. 

ConsuDGen., Baron von Tauchnitz (Leipzig), 

Saxe-Meiningen, Duchy of. 

Duke, George 11. , h. a April, i8a6; sue. 20 Sept., 
1866; mar. (1) Princess Charlotte of Prussia 
(d. 30 March, 1855), ( 2 ) Princess Feodora of 
Hohenlohe-Langenburg (d. xo Feb., 1S72), (3), 
morganatically, Helene, Baroness of Heldburg. 
Heir Apparent, Bernhard, b. i April, 1851. 

Area, 945 sq. miles ; pop. (1905), 268,916 ; rev. 
and exp. {1908-10), :;(I^483,o7S ; debt (1909), 

£^6x,soo. Capital, Meiningen ; pop.(i9o5), 15,945. 

Saxe-Weimar. 

Grand Dxeke, William Ernest, b. xo J une, 1876 ; 
sue. 5 January, 1901. 

Mmister of State, Dr. JRothe. i 

Area, 1,397 sq. miles ; pop. (1905), 388,09s ; rev. 
and exp. (1908-10), £szt5zZ‘ There is a British 
and American church at the capital. Capital, 
Weimar; pop. (1905), 31,117. 

i 

SAXONY. 

King, Frederic Augustus III., horn 25 May, 1865; 
sue. 15 Oct., 190^ 

Heir Ap>parent, his son, Crown Prince George, : 
h. 15 Jan., 1893. 

Ministers of State, Dr. von Riiger, Dr. von Otto, ' 
FreiheiT von Hausen, Dr. Beck, Graf Vitzthum 
von EckstUdt. 

A Kingdom of Germany, the third in import- 
ance and population of the German Empire, 

1 comprising an area of 5,856 English square miles, 
with a population (1905) of 4,508,601, among 
whom 218,113 were Roman Catholics, and 14,699 
Jews. More than one-half of the surface is ; 
arable, and has ahvays been in a high state of 
cultivation, producing the usual cereals and 
leguminous plants, with rape, buckwheat, flax, 
and fniits. The forests supply timber of ex- 
cellent quality ; minerals are rich and abundant 
(coal, silver, tin, bismuth, cobalt, iron, zinc, lead, 
nickel, arsenic, <fee,, besides marble, porcelain, 
earth, and various gems) ; special manufactures 
of Saxony are : —Machinery, cottons, worsted 
yarns, soft wool tissues, caiTiages, furs, clotli- 
ing, jute, furniture stuffs, hosiery, gloves, and 
other knitted goods, laces, embroideries, curtains, 
paper, wood and straw pulp, bottle glass, 
musical instruments, chocolates, sweets, cigarsj 
and Meissen porcelain. The imports are elxieflj^ 
corn, wine, salt, cotton, silk, flax, hemp, wool, 
coffee, tea, &c. Its chief towns are Dresden 
(pop. 516,996), Leipzig (pop. 503,672), the great i 
book-market, with, next to those of Berlin and ; 
Munich, the most frequented TJniversity of ' 
Germany (having 4,341 matriculated students in •' 


Whitaker’s almanack, 1910. 



TOitakir’s axiHAkack* 1910. 


Foreign Gountrm—The German Fmg)ire, Wurttemberg. 


\ X907) ; Freilierg (pop. 30,860), in tlie mining 
! district ; Zwickau (pop. 68,502), and Chemnitz 
j (pop. 24<i,927), the Manchester of Saxony. 

: Revenue and expenditure, X908-9 ... ^^17, 000, 000 

,! X)ebt (railways), 1908 45,000,000 

j Capital, Dresden. Pop. (1905), 5x6,90. 

: Brit, Mini'iter ReMdenty A. C. Grant Duff >^950 
? £ro?j.. Mffoc/oi, Edward Trench. 

! Comuly H. Palmid. 

Vice-Consul~<j, W. Palinid. 

Leipzig — Cons. -< 3 en., Dr. Baron 0 . C. B. von 
Tauchnitz. 

Viae-Consul, Dr. Curt Otto. 
Cliemrdtz~^Yioe--Consnly F. H. Felkin, 

i Schauiiburg-Lippb, Principality of. 
{Reigning George, K 10 Oct., 1846; 

3 me. 8 May, 1893 ; 'tnm\ Princess Marie Anna of 
1 Saxe-Altenlmrg. 

lltlr Apparent^ Adolphus, h. 23 Feb., 1883 
Area, 130 sq, miles ; pop. (1905), 44,992 ; rev. 
and exp. (xgog-xo), £^ZyZ7Z ; debt (1909), 
j^i7,oo2. Capital, Buckebnrg ; pop. (1905), 5,683. 

SCHWARZBURG-itUDOLSTADT, Principality of. 
Prince, Gunther, b. ax August, 1852 ; sue. 19 
Jan., X890 ; mar. Princess Anna Louise of 
Sdi iinl'iurg-Waideuburg. 

Area, 360 sq. miles; pop. (1905), 0,835; 
aud exp. (1009-11), ^144,766 ; debt, £z2^,66B. 
Capital, Eudolstadt ; pop. (1905), 12,495. 

SOHWARZBURG-SONBERSHArsBN, Principality of. 
Prince, Gunther (see Schwarzburg - Budolstadt 

above). 

' Are.'i, 333 sq. miles ; pop. (1905), 85,152 ; rev. and 
i (5909), ;€x64,44o ; debt (1909), £271,043 
(£112,000 for railways). Capital, Sondershaiisen ; 
i pop. (190s), 7,383- 

I 

j Walpeok. 

Prince, Frederick, Prince of \yaldeck-Pynnont, 

; Count of Eappolstein, Seigueiir of Hobenack 
and Geroldseck, Masziegen, (fre,, horn zo Jan., 
1865; sue. 12 May, iSgs'^; mar., 9 Aug., 1895, 
}?rineess Batliildis of ^>chauraburg-Lippe, and 
has issue 4 chihlren. 

Hi ir-A-pparent, Josias George Mblliam, 6. 13 
May, x 80 . 

Area, 43S sq. miles ; pop. 59,127 ; income and 
exp. £69.612; debt, £81,795. Capital, Arolscn ; 

I pop. 3,000. 

; British Charije d'Affaires, A. C. Grant Duff 
I (Dresden). 

i WlTvTTE^CBERG. 

; King, yrilliam II., bom 25 Feb., 1848 ; succeeded 
! 6 Oct., i8qx ; tnar. (x) Princesss Marie of 
i lyahleck (died 30 April, 1882) ; (2) Prince.ss 
I Cliarlotte of Schauniburg-Lippe. 

I President of Mimsirg, Dr. von Weizsacker. 

! A Kingdom of South Germany, with an area of 
7.534 English sciuarc miles, and a population (in 
1905) of 2,302,179, of whom 30 per cent, are 
Eouian Catholics. Wuvttemberg furnishes the 
13th Corps to the German Army, consisting of 
24,523 men on a peace footing. It possesses rich 
cultivated fields, orchards, gardens, and hills 
covered w'ith vines; the forest, grain, and pasture- 
land being nearly equally distributed through- 
out. Spelt, wheat, rye, oats, barley, hemp, hops, 


potatoes, beans, maize, and turnips are the 
principal agricultural products. The minerals, 
consisting chiefly of salt, iron, granite, limestone, 
ironstone, fireclay, <fec,, abound in the kingdom ; 
mineral springs are also numerous. The prin- 
cipal rivers are the Heckar and the Danube. The 
manufactures generally are linen, woollen and 
cotton fabrics, carpets, paper, leather, gun- 
powder, firearms, tobacco, iron and steel goods, 
pianos, clocks, pottery, cabinet work, tfcc. There 
are also many oil mills, breweries, and brandy 
distilleries. The principal exports are grain, 
cattle, wood, gunpowder, firearms, pianos, 
clocks, salt, oil, leather, woollen, hosiery, cotton 
and linen fabrics, stays, beer, wine, &c. 


„ , 19x0. 

Revenue .....£4,842,520 £ 5 .o 3 a» 74 o 

Expenditure 4,8x0,416 S»oS7»x97 

Public debt, April ...... 29,259,381 zg, 072, 72,0 

Of which for railw'ays 28,052,385 275891,694 

Capital, Stiittgai-t. 

Brit. Minist&i' Resident, Sir Ralph Paget, K.C,M.G. , 
c.v.o, 

(.vee Bavaria). 

Consul, James Hardwyn Harilss Gastrell 
Vice-Consid, B. Ehrenbacher. 

The Freien and Hansb Towns. 

The Free Hanse Towns comprise the three cities 
of Hamburg, Bremen, and Liibeck, each with a 
I small rural territory, retaining their sovereignty 
I and local self-government, like the other States 
j of the Empire, and are situated in the Korth 
j of Germany, on the Elbe, Weser, and Trave 
, respectively. Hamburg is the great emporium 
; of Germany, and is 65 miles from Cuxhaven, 
I to which port it is connected by railway, 
j Bremen is much smaller, but very prosperous, 

I and only second in commercial importance 
to Hamburg. It is connected by railway with 
the outportof Brenierhaven, 35 miles distant, 
and carries on a very extensive American trade. 
Liibeck is situate near the Baltic, and is con- 
nected with the Elbe by the Elbe-Trave Canal ; 
its commerce is principally with Denmark, 
Norway, Sw'eden, and Russia. 

IlAMBUP.G, area 160 s<i. miles, pop. (190S), 951,120. 

Burgomaster, 1909, Dr. Burchard. 

! 1907. 1908. 

Public revenue £d,Sio>S7* £6,825,395 

j Public expenditure 6,326,656 6,858,055 

Public debt 29,361,4x3 31,666,860 

Total imports 201,960, 167 264,969,402 

Total exports 259,130,971 236,482,581 

British Consul-Gen., Sir William Ward, c.v.o. 

£s,3So 

Vice-Con.9,, F. A. Oliver £300 to £500 

„ tv. R. K. Gandell 

Hamburg, transit, 21 hours. 

Bremen, area 99 sq. miles, pop. 282,686. 
Burgomaster, 1909, Dr. Yictor Alarcns. 


Public revenue .. 


••£25002,498 £2.065,952 


, Public expenditure 257335893 2,6955316 

Total value of imports ... 92,290,576 82,737,591 
Total value of exports ... 87,170,457 78,731,358 

British Cmmd, Christian Mosle, 
Breimrhaven—ViGe-Cons., Norman C. Haag , 
£300 to 500 1 
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Lubeck, area I is sq. milefs, pop. 113,300. 
B'urgomadery igoc^xo, Dr. Eaeheiiburg. 

'igoy-S.' ' 1908-9. 

Public revenue ............... ^^443, 050 jC448i7^3 

Public expenditure ......... 443.)05o 468,901 

i Public debt, J'au. 1 2,518,026 2,718,026 


south tongues of land at the iiiouth of the , 
harbour. ! 

Germany’s share in the trade with her ; 

in 1908 was 35 per cent. 


I 1907. X90S. 

I Total value of imports. ..j£3o, 200, 000 ,-^19,700,000 
; do. exports ... 19,200,000 17,400,000 

i Britwli Vice-Consul, Heinricli Ludwig Behncke. 


, GEParAX COLOXIES. 

i The German Colonies liave a total area of 
: 2.658,449 stf, kUs. =1.028,182 .stj. iiiiles, and have 
’ a, po])!i]}Uion (if ab'iut 14. 500.000, of wiiom 13,342 
: arc whites. Of tlie.se whiles about 9,786 are 
' set tied <;eniians. 

’ Xv'\\hW.-~Ti'i!nland : Area, 87,300 S(|. kns.= 
* 33' 650 su. TuiliVs; popelaLioU about 1,000, coo. 

rapiiul, Li'ir.e. llmlget; S909: floeeipt.s, 216,700 ; 
’ expeniiiCne, ;4!'ty6,7oo. 1907: 1 m port . s, 335, coo; 
i expOTls, -^.^93.800.— CVo/u'rb'iu ; Ai ea, 495,000 sq. 

, kil.'i. = 291,074 srj. miles; po]iulalion, 3,000000. 

, Capital. Cnala. Budget for 2905 : Keceipts, 
;£^333 ,SSo, of whicii Biate nid,;s$jTi3,'35o; expemli- 
; tiire, ^333.350. 2907; Finporls. £864,850 ;^eX“ 

I ports, £794,550. — G.mf//-!re>v/ Africa: 

! Area, 835,100 sq. kils.=3£3,348 S(|.mile.'5 ; popula* 
j tion, 220,000. I'apilal, tVindiioel;. Budget, 1909 ; 
! .‘Reiei})(s, £2.273.650; evTienditure, £1,320.300. 

; Slatt; aid. £S56.£5 o. 2907: Iinperl s. £1,629.800 ; 

; exports, £8o.Soo. — Ccrmau. /'bn'.-f Africa: Area, 
j 993,000 Sq. kiU. = 384,075 S(p miles ;* popu,lati<m, 
10,000,000. 0 :qi tal, l)ar"fc','>Ba]aaui. " Budget, 
'1909: Eoceipts, £657,350, (»f which State aid, 
i £578,950 ; (JXiHUidifcure, £683,450. 1907: Im- 

; XMirts, £2,290,300 ; ex]K>!'U, £'635.000 . — (ierrnan 
1 Australia, under which name aie now iucUided 
; 'Sow Guinea,, Kai.S(!r Vrilheiiii .band, Bi.'Tuarck 
i Archipelago, Solomon Lslands, Alarsli.-i'l T.-lands, 

I Caroline, Peiew, and badroiieCMa.'lanno i.sland.sj. 
Total area, 4S0.4S1 sq. kil.'!. = 286,249 sq-. inilc.s; 
popidatiC'n, 356. coo. Budget, 2909: .Eeeeipl 
£112.350, iiieludiiig St.’ite and, £43,800 ; e.xjiend!- 
tiire, £70,000. 2907: .hii|:Ojts,£;-85.9oo ; expoids 
1 £273,500.— S'u.m (Iff ; Area. 2,588 s<i. = i,co^ 

, .“sq. uiiles ; f;(q!nl;iliou. 37.000. Cafdtal, An 1 
: .ibid, get, 29C9 ; .K'eeeipis, £30.400: ex'penditin'o. 

! £32,5S'3* ^907- Tinporfs, £142. 3*0 : exports 

£238,500. — i'.ino-CIuio : l.oascd I'or a ]?eriod of 09 
,\ear.s from China in 2898. Area, 501 S(i. ld]s.= 
.293 .sq. iiiiles; i>0])ulation (in leased territory), 
33,000 ; in .sphei-e of interest, 92,000. ChieLseat 
of government, T.-ingtau. Budget, 1908; lle- 
cclpts, £608,300, of v/hicli State aid, £427,250 ; 
exj)ciuliture, £475,200. The German garri.son 
in TCiao-Chao eon.sisteof 92 officers, 2,374 German 
non-equimissioned ofbeer.s and men, amt one 
j liatt.'ilion of the Ea.st Asiatic Garrison brigade. 

' It was further agreed that uitliin a so-ldl.'zone 
i(3iEngli.sh milo.s) from all points of the leased 
, Territory the- Chinese Government slioiild no 
longer, for the space of 99 years, be entitled to 
; take any steps without pi*evious authorisation 
' froni the German Government. Germany also 
' received mining and railway concessions in the 
.province of Bliau-Tnug, which is called “the 
i sphere oi intiuence,” area about 2,750 English 
{ S(}. miles, population 84,000. The leased terri- 
I tqry, as it is called, compidses the bay up to 
j high-water mark,- its islands, and the north and 


King of the ITdlfmes, George, second sou C'f . 
King Christian I A, of Denmark, horn 24 lA-.;., ; 
xZa$\ elected 30 (28) !Mareh, 2863: <y(ff;v.'. d; 
27 Oct., 1867, (dga, eldest daugbiei of the j 
Grand Duke Gonslantme of Bu>,.sia, t-n’c 
3 Sei»t., 2852 (iwffc, s .sous and a djiughter). | 
Heir ApijTff.'mn':, Piiulc ( oust anliiio.s, Duke of i 
Sparta, horn 2 Aug, 2868: nut /vied 27 Cot., ! 
• 28E9, to the Princess Stqdua, SiSAer of the Ger- ' 

; man Emfieror, burn 24 ,T line, 1870 

!■ Prime Minister and Foreign Affairs (AuguB, ' 
2909), C. IMavromichalis. * ; 

' Finanee, A. Eutaxias. 

Interior, X. Triantai>hilacos. ; 

A/ffWff/;, I. Damiaii<;>s. 

I Justice, A. E' nnas. 

I Edueaf ion and Religion, P. 2 amiis. 
j ILff r, L. Laimtliiotis. 

I Enrog Ecrtrri ordinary and Minuter Plempqtm-'\ 

I liarg in London, Alhos Eomanos, iS Grosvetior I 
! Gaoleu.^ .S.\T. j 

j Secretary, J*, an Diagoumis. j 

j Cons.-Cen., 'i\ Stavridis, 40 Old Broad St., .E.C, j 

I A. maritime Kingdom in the south-east of j 
: EuiMpe, situate in !at. 35'^ 40—40^-’ so' N. and i 
i long. 20'— so' E. comprising an aiei 
I 24,977 square miles (inclusive of the 1 eiiitOiX t ‘ 
j by tlie rectilication of the Tliessaliaii fi ont »■ r ; 
i after the war with Turkey in 1897), with i p( 1 ( 

; lation (in 2907)0! 2,631,952. The coi:nti\ is ( ^ -5 
posed of a coritineutai portion, alma t «-cpai c .1 s 
; into two parts by the G ulfs of Patras ind Lep B .» ! 
on the w’e&t, and tlie Gulf of cEgiiia on the 1 1 t. i 
, tlie Archipelago of tlie *Plgeaii Sea and tlieloiuwa ' 

' I.siands, and is divided into tTventy-six provinces, | 
called Xomarchie.s. The surface is nearly all \ 

' nnnntainous ; the coasts are elevated, irregular, 
ii d deeply indented. The most important of th.e 
II lb trees are the olive, the vine, orange, lemon. ; 
f inond, citron, pomegranate, and currant- , 
ipe The imports are cotton and other manu- 
li lu e.s, corn, timber, cattle, hide.s, sugar, sub , 
li u ai d coal. Its exports eon.si.st of cinTard.s, , 

1 oJive oil, Aviue, cognac, tobai^co, liidf.s, b-ai, 

, n.a.3nesiiim, emery, marble, and .spoiige.s. 

I .Dc/cncc (for Army, sec p. 666). Tlie nav }- 1 
i consisted of 3 ironclads, 2 aruioiu'ed ve.s.<^e]s, 2 
cruiser, 10 gunboats, 4 .steam corvette.^, 8 
schooners, 7 torpedo boats, 3 transports, ru.i 
7 various V'essels, mostly obsolete, it.i July, 2503. 
Ed-ueation (see p. 669). '' i 

Comnmmeatmis,-~TheTe are 830 miles of luil- 
Tvay open for traffic. There is a sliip c-auai 
cutting through the Isthmus of Corinth, but ■ 
it is rarely used by foreign vessels. Telegraiiir-.. 
4,952 miles. The mercantile marine consist, s of 
1,035 sailing vessels above 30 tons capacity, and 
206 steamers (298,682 tons). 

Finance.— -On December 31, 1907, the public ' 
Gold Debt of Greece amounted to £28,703,300. | 
involving an annual charge of £888,708, aiKrthc 
Interior Paper Debt to 266,891,073 draclimre,w ith 
a charge of 7,539,794 drachmse. In the Gold Ineb-t ■ 
is included the hi'st portion (£880,000) of a 4 iwr 
cent, loan contracted in Alareli, 2902, for the 


■whitakie’s almanack, 1910 . 



* IiiTOobinjs converted at par as dr. *« £x for purposes 
of comparison. 
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' construction of a railway from the Piraeus to 
j Bfinerly in Thessaly. The second portion 
1 <:^i87o,ooo) was issued in .Tune, 1904, and a further 
' iustaliuent (:^23o,ooo) for the extension of the 
I railway to Larissa was issued in Jan., 1905, and 
' the final instalment of £zyo,ooo in 1906. The 
I service of the Debt was entrusted (1898) to an 
' International Commission, sitting at Athens, 

[ cuusisting of representatives of the Governments 
I t*f Great Britain, Prance, Germany, Bussia, 

' Aasti'ia-IIungary, and Italy. To them ai*e 
j rtssi:;'ned the revenues from (i) the State mono- 
I po'iies (salt, matches, petroleum, playing cards, 

' cigarette paper, and emery), (a) the tobacco tax, 
ahil 0) the stamp duties, together with the 
I revenue from the Pirpcus Custom-house as a 
; supplementary guarantee. The gross receipts 
, from the first three sources mentioned ai’e 
: estimated at 28,900,000 drachnuc, out of M^hich a 
minimum interest of 43 per cent, of the original 
, interest on the Monopoly Loan (3887), and 32 xier 
' cent, of the original interest on all other loans 
contracted previous to 1898, as well as the full 
interest of z}<2 per cent, on the loan of 1898, is 
guaranteed. If the receipts exceed 28,900,000 
drachmm, the siu'plus, less 18 per cent, for ex- 
penses of administration, is divided between the 
Government and the bond-holders, in the fol- 
loiving proportion.s : 30 per cent, for increase of 
interest, 30 per cent, for increase of sinking fund, 
and 40 per cent, to the Hellenic Government. 
Profit on exchange is distributed in the same 
proportions. If the receipts fall short of the 
estimate, the revenue from the custom-houses 
at Laurium, Patras, Volo, and Corfu are suc^ 
cessively assigned to make good the deficit. 

The trade of Greece is hampered by a forced 
circulation of about 150,000,000 drachniic (nomi- 
nally equal to the French franc) in a depreciated 
paper currency. The agio on gold has been 
steadily declining during the last few years, and 
the average exchange constantly improving. 

2908. 2909. 

Estimated revenue *j€Si*o4»9i4 


; Estimated expenditure 


1 


* 5 , 36 t, 76 z 

1907. 

x. 843 , 94 X 

Ij994.i53 

3,962,710 

4,704,808 


*S,oxg,o66 

1908. 

1,948,069 

1,934,282 

6,105,415 

4,370,187 


Imports from XJ.K. 

! Exports to U.K. 

Tfdal imports 

' Total exports 

f.’APiTAL, Athens, Population, 1907 (including 
the Pmeus), 235,461. 

Erifish Sir Francis E. Hugh 

; Elliot, a.C. V.O., K.C.M.G £3^00 

zsf Si'crctartf^ 0 . Alban Toung, M. v.o. ... 500 

i ziid Seor^tartf, H. C. Goodliart :^1^3co to 500 

i Chaplain, Ilev. W. Alau Gardner. M.A. 100 

‘ 7V-7iw?Ufur, Shirley C, Atchley.... £zoo 

; Ih'iiish lydnaafe on Intema.fioyial Fhmn- 
; eial Co//o/cuw?(Oi,C. Alban Young, M.v.o. 

! €>’r/u—Coih^id, George Baymond, M.v.o.... 

; ,, Pericles Papadachi ... 

I OphaUnwi ~ Vta'-Cmisid, John Saunders 

I Xania~-CU’(i-Co',mil, A. L. Crowe 

I Pafrm—Co'imtl, Frederick B. Wood 

! „ Vica-Coihwl, George W. Crowe ... 

1 Errol MncDonell 

„ Mee-Contad, John Joamiidis 

Mrpafftcria (Lmnium) — Tice~C(ynml, 
Spiridon Desposito 
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Syra—Co7isul, John Saliba 

„ Fme-Con-m?, Alex. Germani 

3{ilo—Co7isular Agent, Andrea Gialerald 
Santorm—Co'mnlar Agent, A. Baseggio 
Seri/phos—Consular Agent, 'R. QtQhmimii 
Volo— Consul, A. A. C. E. Meiiiu ... ;£3oo to 500 
Athens, transit, $ days. 

GUATEMALA, Espublio OF. 

President, Manuel Estrada Cabrera, elected z Oot., 
1898, and re-elected July, 1904, to serve from 
April, 1905, to April, 1911. 

AHji. of d\mign a fairs, Jxitm Barvios. 
Consul-General, F. de Arce, 11 Queen Victoria 
Street, E.C. 

Guatemala, the most northerly of the Repub- 
lican States of Central America, is situated in H, 
i lat. from 13'^ 40' to 17^^ 40^ and in W. Long, from 
I 88 ^ 15' to 92 ’ 30', and comprises an area of 47,424 
I srpiare miles, and a population in 1908 of 1,901,261. 
i The Republic is divided into 23 dei)artments, and 
I is traversed from W. to E. by an elevated moun- 
tain chain, containing several volcanic summits 
; rising to 13,000 feet above the sea : earthquakes 
I are frequent. The country is well watered by 
i numerous rivers; the climate is hot and uu- 
1 healthy near tlie coast, but more temperate and 
! salul>rioiis in tlie higher regions. The Northern 
! Railway connects P. Barrios (Atlantic) with the 
; capital. The Central Railway connects the 
' port of San Josd (Pacific) with the capital. 

' About 490 miles were open for traffic in 1907, 

, There were 3,790 kilometres of telegraph working 
; in 1905. The chief ports are San Jos6 de 
! Guatemala, Champerico on the Pacific, and 
: Livingston and Puerto Barrios on the Atlantic 
j side. The principal export is coffee, valued at 
' iC’^.’:39>437 io 1908 ; the other articles are sugar, 

! rubber, hides, bananas, and timber. 

I 1907. igo8. 

I Revenue £S 7 ^M 3 ;^48o,823 

Expenditure 73o»49S 578^629 

! Foreign Bonded Debt ... 2,943,952 2,994,662 

; Other liabilities ... 2,670,073 

I Assets, December 816,733 875,432 

' Imports 2,463,314 93 i» 03 S 

Do. from Brit. Empire... 318,175 2 ^ 3>734 

Exports 2,034,897 x,3S2>228 

Do. from Brit. Empire... 214,294 263,925 

Average exchange, 2908, about S77-65=:;:^i. 
Exchauge September 1909, $9o=;^x (upward 
tendency). 

, C.A.PTTA]., Guatemala. Pop. about 80,000. 

I British jfniister Ilesident, Lionel E. G. 

! Carden £z,ooo 

Vice-Constd, Godfrey Haggard £300 to 500 

,, ChaT‘lesFleischmami 

Livingston mid Puerto Barrios — Vice-Consul, 
\Y. P. BiTAvn. 

Quezaltenan go— Consul, Hugo Fleischmaim. 
jSua Jo,w----rH;c-Co«,wi, David Savage. 

Transit rid New York and Puerto Barrios, 
18 to 20 days. 

HAYTI, EKPUBLIC of. 

P7'esident,G eneral Antoine Simon, ax.wwed 
gfice as from 15 May, 2909, for seven 

.years £^,Boo 

Mmisfer of Foreign Agairs efr Public Instruction^ 
Alurat Claude. 

War and Xai'y, Geueral Septimus Marius. 


Foreign Countries — Hayti^ Hoiiduras^ Iceland^ Itdy, 


JntenorandPolicerls^^ 

‘ Finance and Comme^'ce, Candelon Bigaud. 
Justice and Worship, J. G. Arteaiid. 

Public Works, Potion Pierre Andrd. 

^ Minister in London, M. B. Vaval, 17 Tavistock 
Square, W.C. 

Consul, Maurice Erdmann, 32 Fenchurch Street. 
The Bepublio of Hay ti is the western or iTench 
, portion of the island of San Domingo, which, 

' next to Cuba, is the largest of the VVest India 
Islands. It contains 29,830 square miles, of which 
9,242 s<iuare miles belong to Hayti. It lies in N. 
I fat. ];)etweeu 17° 37'— 20^^, and in W. longitude 
I between 68° 20'— 74° 28' ; and belongs to the group 
I of the Greater Antilles. The portion belonging 
I to Hayti contains a population of 2,029,700 (xgoS). 
I The mountains are richly and heavily timbered, 
i and susceptible of cultivation nearly to their 
• summit-s ; it is probably the most fertile spot in 
i the West Indies, whilst its harbours, especially 
' Port-au-Prince, offer considerable facilities to 
' foreign trade. The principal productions are 
i coffee, logwood, cocoa, cotton, hides, sugar, 
i honey, gains, these being the chief exports. It 
j is said d,o contain mines of gold, silver, copper, 

. tin, ami iron. Its commercial prosperity has 
f bLcu almost annihilated liy repeated revolutions, 
j The pi lucipal foreign trade is carried on with 
j the { nded vStates, Great and Greater Britain, 
Fiance, and Germany. 


j Eevenue, gold 

I ,, paper 

Expenditiire.gold 

I ,, paper 


1908-9. 

1909-10. 

$2,760,888 

$3,329,010 

7,408,542 

8,254,324 

2,777,687 

3,329,010 

7)283,953 

8,246,841 

1906-7. 

1907-8. 

;^S, 184,840 

;£5)836 ,i 84 

$12,320,248 

$8,821,067 

t ;^101,058 

$466,836 


Total debt ;)!Cs»s84>840 ;£'5 j836,x84 

Paper money in circula- 
tion $12,320,248 $8,821,067 

: Imports from IT. K., 1907-8 ;^ioi,o58 $466,836 

: Exports to U.K., ,, 83,985 

Capital, Port-au-Prince. Population, 100,000. 
British Ckmsul-Gen., Alex. P. Murray ... ;!$^i,ooo 
Transit, 15 days. 

I HON'DITBAS, EEPUBLIC OF. 

; Preskhn.f, General Miguel E. Davila, asstimed 
I 18 April, 1907. 

CoosuCCencrfil in Londo7i, M. J. Milly, 8 Idol 
lane, E.C. 

'.riie Middle State of Central America, stretch- 
ing in N. hit. between 13° 10' and 16°, and W. 
long', between 83° 10' and 88° 40'; containing 
I 42,658 English square miles, including a small 
j ]Jort:(in of the lMo.sqn.1to Territory, and the Bay 
I Islands in the Gulf of Honduras. The popiila- 
I tion in 5902 was 774,900, mostly of aboriginal 
olood. It has a coast-line of nearly 400 miles bn 
I tlio Ca]‘ir)]>ean Soa, chief ports, TTuxillo, Puerto 
i Port ex, Omoa, Eofitan, and La Ceiba; but only 
! fd'oui, 40 miles on the Gulf of Fonseca, on the 
I Pari He side, chJef port, Amapala. Txje country is 
‘ mountainous, being traversed by the Cordilleras. 
The ]>roducts are niahogany, fruit, cattle, cotton, 
sugar, to})acco, coffee, indigo, sarsaparilla, hides 
and skins, india-nibber, cedar, fustic, rose, and 
Lima wool. Its mineral wealth i.s great. Tlie 
only railway (42-inch gauge) I’uns from Puerto 
Corte.x to Pimienta, 60 mil e.s, which itis mtended 
to develop into an inter-oceanic railway, con- 
necting the Atlantic with the Pacific. 


1906-7. X907-8. 

Eevenue 

Expenditure aS';>6S9 

Debt (internal) 3i3»277 3x6,162 

Debt (exterior) 5>398,S7«> S>398,57<> 

Exports 42S>4S6 382,096 

Imports 466)307 566,008 

Imports from IJ.K 53)957 67,949 

Exports to U.K. 2,03a 6,694 

Chief Tov\'N, Tegucigalpa. Pop. (1902), 17,000. 
British Minister Resident, L. E. G. Carden 
(Guatemala). 

Ainapala — Bntish Ccnisul, Eobert Motz. 

Puerto Co7'tez (Onioap-Cons. , William J. Bain. 
San Pedro Sula — Vice'Co7md, H. 2\ Panting. 

La Ceiba — Vice-Consul, A. Tayelor. 

Tegucigalpa — Cooisul, 

TruodUo—Comul, Alfred E. Melhado. 

La Ceiba — Vice-Cons^d, A. E, Tayeloi*. 

Distance 5,930 miles ; transit, 18 to 20 days. 

HtJHGAEY. {See pp. 599-600.) 

TCELAlsTD {Baalish Dependency), 

Minuter for Iceland {Resident), Bjorn Jonson, 
appd, 31 March, 1909. 

Iceland is a large, volcanic, and treeless island 
in the North Atlantic Ocean, extending from 63° 
23' to 66“ 33' N. lat., and from 13“ 22^024° 35' W. i 
long., with an estimated area of 40,497 square 
miles, or greater than that of Ireland. The 
population was estimated in 1898 at 76,237. 

The present constitution was granted in 1904, 
and the assembly (Al-thing) is more or less con- 
trolled by the Government at Copenhagen. The 
principal products of the island are sheep, cattle, 
ponies, and fish, and the imports consist of almost 
all the necessaries of life, the chief items being 
grain and meal, sugar, coffee, salt, cotton goods, 
tobacco, spirits, hardware, and timber. Total 
imports (1907) : ;^i,oo6,667 ; exports, ;;^678,889. 
Iceland is now in direct telegraphic communica- 
tion with this country. 

Capital, Eeykjavik. Population, about 11,000. 
Other towns are Isafjbrgur, Akureyri, and 
Seydisfjord. 

Reykjavik~-Consui, A. G. Coates, M.v.o. £600 
„ Vice-Conml, Asgeir Sigiirdsson. 
Seydisfjord— Vice-CoQisid, E. T. Hallgrimsson. 
Westmann Islands— Vice-CoJis.^ Gisli' J. Johnsen. 
Transit, 5 days. 

ITALY. 

I Emg, Victor Emmanuel, bornix November, 1S69 ; 

I mmried 24 Oct., 1896, Princess Helen of Monte- 
negro. ■ 

Heir Apparent, H.E.H. Humbert, Prince of 
Piedmont, &oni 15 Sej>t., 1904. 

Prenvler and I nterior (May 6, 1906), Signor Giolitti. 
Signor K 

I Justice, Signor Orlando. 

War, General Spingadi. 

J/amwj, Admiral Mirabello. 

, Public Instruction, Signor Eava, 

' Treasury, Signor Carcano. 

Finance, Signor Lacava. 

A gri culture, WWP.OX 

Public WorJss, Signor Bertolini. 

PosU and Telegraphs, Siemor Schanzer. 
Ambassador to France, Conte Gallina ; 

G. Melegari; Germany, Signor Pansa ; AtutHa, 
Duea Avarua ; Tvrkoy, Marchese G. Imperiali ; 

H. S.A., Baron Mayor des Planches ; Spain, 

Signor Silvestrelli j 
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Foreign Gomtrm—Italy. 


i A' 7 )ihimador in London, Marquis di San Giuliano, 
! G.O.V.O., «o Grosvenor Square, W. 

! Cavaliere Carlo Sforza. 

i lA'i Secretary, Alberto Martin-Franklin. 

Secretary, Luigi Vaiinntelli. 

; yd Secretary, Count L. Nani-Mocenigo. 

' Military AUachn, Major llgo BagiianiV 
Maiml AttncM, Coininandahte A. llesio. 

■ A Signor Catafii. 

Cnnml, Marclieso Caa di Bruno. 

Vice-Conml, CavrJiereP. iUglietfci. 


An (IS, Arnraimi- 
tion, :ind Mili- 
tary* ami Naval 
Stores .£577.007 


508,643 


i;45i.i84 

240.015 

1,9153,162 
s, 386.459 
754. 753 
433,001 


A Ivingdoui in tlie South of Europe, consisting 
; of a T>eniiisula. tlie large islands of Sicily and 
: Sardinia, tlio island of Elba, and aiiont 66 niinor 
island-s. It is sitnate between lat. 36' 38' 30" — 

, 46^^40' 30" N. and long. 6-’ 30' — 28" 30' E., and 
comprises a total area of 110,623 square miles 
(91,377 nijiinland, 19,346 islands), with a popula- 
tion (x Jan., igoS) 01 33,910,000. Formerly it 
was composed of the various States of Sardinia, 
the Two Sicilies, Ibe rontilical States, the Loui- 
' bardo-A’eactian provinces of the Austrian Em- 
pire, the Grand Inudiy of 'i'nscany, and the | straw and felt hats, furniture, cheuiical produets', 
, Duchie.s of Parma and Modena. In :i87_o the ! paper, agricultural and other iiiaehinery, pre- 


The exports to the XJ.K. in 1908 were : — 

Hemii and Tow . . £2^7, 


Art, Works of, 
other than Pic- 
tures — 

Chemical Manu- 
factures and 
Products ...... 

Sulistances used 
in Tiuining or 

Dyeing 

Fresh Fruit 


£7-^,7^ 


27s. 739 

553.74® 


Hides, raw 395,753 

Zinc, Ore of 106.093 

Oil, Olive 213,350 

Stones, rougii- 
hewn or nmnu- 

: factured 206,425 

Vegetables, i»re- 
'seiwed by can- 
ning...... 184,712 


The imports of British produce and mtinnfac- 
tures (igo8) include 


Copper, Sulphate 

of 

Coal, Coke, and 
Manufactured 

Fuel... ..... 5,849,621 1 laclui’cs 524,573 

The manufactures are woullen, cotton, .silk, 
hemp, and linen yarns and tissues, ieatluir 


Cotton Manufic- 
tores .......... 

Fish 

Macliinc-ry 

Iron and tSi eel .. 
Ships and hoe.fs.. 

Wool 

Woollen and 
Woi’sted ?il;inu- 
factures 



1 its north 8 


lern limits, dividing it from Fram^e. | and military port of the kingdom, is .securely 
The chief rivers are tlioPo, tile .\dige, the Tiber, ’ fortified. Education {iiee jk 
and the Arno. I’!h; prineipJil tuvvn.s are Pome ! Foreign mendiants vessels of i3,t7,2.8s 6 total 

(462,783), Nu-plos (364,000), Milan (over 500,000), ' tonnage entered and of x8.xas,43i ton.s cleared 

' ' 

tons 


Turin, Palermo (over 300,000), Genoa, Kiorence ; at Italian ports in 1907. Italian vosveb 
(over 300,000), an.d bologna. Venice, Catania, ' 24.433,175 tons entered and of 24,395,476 t 
and Leghorn (over 103,000 inha'oitanl.s), Fcrara ; cleared in 1907. 1907-8. 1908-* 


1 and Padua (over 80,000}, while there are twenty 
' other towns wiili over 50,000 inhabitant-^. Its 
; wino,s are numerous arui celebrated, and olive.s 
! and olive-oil are furnished r>y 'I'uscany, Liguria 
I and the province of Pari ; while frnit ai>ounds and 
i is largely exported. Tiie cultivation of .si Ik forms 
; an imisortaiit agricultural iuihjstry. Among the 
principal minerals are iron, load, zinc, copper, 
manganese, andautimony ore.s, anlidnir, gyp-.um. 
i amianthus, alum, and hoi'acic acid. .Silver is 
' found in Sardinia, and some gold in tlic Alps. 


cleared in 1907. 

1907-8. 

1908-9. 

Fidilie revenue ....... 

“£ 90 , 061 ,890 

;^8 i, 094,54S* 

PuImk; expenditure . 

... 87,594,8x6 

79>3S9^233’'’' 

Pub he debt 

.. ;6S24»787 >o*>i£ 53 s ,oSo, ig6 

Interest on debt 

.... 19,239,407 

19,438,637 


190S. ■ 

■ xoa?. 

Total imT>ort.s 

...;£96,67I,520 3Civo,4-iq,oc}0 

Total e.xports ......... 

73434, 0S6 

74,039,564 


1907. 

,1908. , 

Imports from TJ. K. 

155252483 

16,066,875 

E.xports to H.K 

... 3350^875 

3,440,466 


, Salt is a (lavemment monopoly, and 319,343 t<ms Capital, Eome. Population (mo?), 46;3.78^ 
, w’^ero in-odueed in 1906. 'I'he imneral produce , .. . -n . n n 


in 1907 Included iron ore (;;£36o,coo), zinc ore ; 
■ (^^780,000), and crude .sulphur (,1^1,300,000). The : 
railwfi)' bvstmn is making rapid progress through- 
, out the kingdom ; In S907 tiieve were 10,7x3 miles 
open for trulUc, and 29,788 miU^sof telegraph line, 
i Ttic sea-going eounuercial marinefsQoS) consisted 
i of i,<^8 ve,s,seis (419 sU-anuTs), of 1,285,225 toms, 

I Tile iinports ebietly consist of cotton, wheat, 

: eoai, coke, chemicals, coionial produce, yarns, 

I (ute and 7 uaiinfactii red goods, Wi)ul 1 on.s, raw .silk, 

. .siikworniH’ eg'gs and cocoons, machinery, iron 
, and stf'cl in iiai-.q platu.s and rails, har<iware, 

! raw hides, horses utid cows, fixed oils, s.alt fish, 

' dye-stuffs, tobacco, eartheinvare, <fec. The 
principal eXT>orts are olive-oil, wine, candied 
citron, sienna earth.s, pa.stes, coral, rag.s, boracic 
acid, raw and thrown silk, hemp, cattle, straw 
hata, rice, iron, zinc and copper ores, sulphur, 
marble, fruit, vegetables, fresh and prepared: 
meats, poultry, eliemical products, wooa.s, roots, 

I ^c., for dyeing and tanning, artistic works, &c. 


Britiah A uibar-sador, His Excellency the 

Ft. Hon. Sir Ileuneil Ilodd, G.c.V.o., j 

K.C.M.q., C'.B £ 7 >ooo : 

JLtiMfiry, via \Tmti Settemlit’e, Ivome. 1 

Coimeillor 0/ Embueay, Percy C, Vyuid- | 

hniu Soo j 

yaml Attache, (‘'apt. A. ILlVillijimson, j 

• M.V .0 800 j 

AliUfary Attucla\ Lt.-Col. €. .Deime | 

Iladciift'e, C.V.O., O.M.G Soo j 

Xfd Secretary, Hon. IV. Erskine {actimj) 500 1 

yd Secretary, R. H. Hoai’e 250 ! 

„ Hon. M. Herbert 250 ’ 

Attache, Francis Gtalolphin O.sbonie. \ 

Hon. Attache, Marquess of Granby. | 

Coimd, 0 . Ceeearelli Morgan ! 

Cimta’-Vecchki—Y.-Cons., P. H. Mac- 
kenzie I 

Brindisi— Comul, S. G. Cocoto, M.v.o. ... : 

* Figures for 1908-9 art- Budget Estiawte.'?. j 
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Cagliari— Consul, Henry H. Pernis......... 

Carlo Forte, San Antico, and San Pietro— 
Vice-Co7isul, 'Emuimele Armeni ...... 

SassaH — V. -Cools. , Chev. G.Sechi-Pieroni 
Tet'raoio'oa — Vice-Cooisul, Gerolailio 

Tamponi 

Moo'ence-Co'mul-Geoieo'alyWf^.i^.Pej'oy 

Chapman j£8oo 

„ F^ce-Gom‘wZ,Gennaro Placci 

Aoicona—V.-Coo%svl, Edward A. Kane 

Elba— Vice-Consul, J. C. K. Aiiey 

Venice— Consul, E. de Znccato.... 

Cenoa-Consul-Geoi., W. Keene. M.Y.O.... x 000 

„ Vice-Consul, A. E. Turton. ’ 

Boo'dighera— Vice-Cons., E. E. Berry... 

Saoi Beono—V. -Consul, Meysey Turton 
Savona— Consul, Salvatore Guattari... 

Spezia-V.-Coow., A. 5. Ogston iTsoo to goo 

T'urioi-Vice-Cooisul, Ernesto Anfione ... 

LegJunn— Consul, M. Carmichael 600 

Mtein—ConmZ, Joseph H. To wsey 600 

„ V.-Coois., 

Naples and S. Italy— Cooisul, S. J. A. 

Clnirchill, M.v.o 800 

Bao'i — Vice-Consul, Emil Berner 

Bai'letta — Vice-Consoil, A. Reichliu 

Capoi—Cons. Agent, Harold K. Trower 
CasteUaonme—V.-Goo\s., E. S. Albanese 
Gio§a Tauo'o—V.-Coois., Edward Bidgiia 
Maoifredooiia — Vice-Consul, Francesco 

Cafarelli 

Reggio — Vice-Consod, 

Salerno— Vice-Consul, Pio Consiglio ... 

Paleo'ono (Sieily)—Con., 11, G. Macbean, 

M.V.O 600 

„ Vice-Comul, Win. A. Morrison 
Catania— Viee-Cons'id,W. A. Franck... 
hicata— Vice-Consul, A. Verderame ... 

Manala—V.-Coomd, 0 . F. Gray 

Mazzafa — 'i^ice-Consoil, Onofrio Favara 

Maccagnone 

Mazzarelli—V.-Constd, E. Criscione 
Messina — Vice-Consxd, J. B. Heynes ... 
Milazzo—Vice-Consid, Stefano fiiilletti 
Porto Empedocle—V,-Co7isul, Edward 

A. Oates 

Pozzallo—Vice-Coxmd, Francesco P. 

Giunta 

Siracusa— Vice-Consul, Joseph Lobb ... 
Taormina— Vice-Cons., Dr. Salvatore 

Cacciola 

Terra7wpa—yice-Co'm.,YinGemoBre&mes. 
Trapani— Vice-Cotmd, Giuseppe Marino 
CkiLONiES. — Italy possesses the colony of 
Eritrea, and a protectorate over part of the 
bomalj coast, extending from Cape Guardafui to 
the Jnba river, on which they have a station ; an 
animal rent is paid to the Sultan of Zanzibar for 
the Benadir ports leased by him to Italy. The 
Colony of Eritrea includes also the Dahlar 
Archipelago, 

The protectorate includes Aussa and the 
paiuikil country, the Somali countries of the 
Sultans of Migiiertini and of Obbia, as well as 
the Benadir, which is now a colony. By new 
conventions signed with the Emperor Menelek 
m May, 1908, Italy obtains a slight extension of 
irontmrs, and obtains the country between Dolo 
and Bardera. The commencement of Italian 
influence was made in 1880, when the district of 
Assab was transferred from a trading company 
to the Government. The tract of 'land now 
known as Eritrea (“Bed Sea”) consists of a 
triangular portion of bairen and sandy lowland 
between 12'^ and x8° K., containing in all a coast- 


WHITAKBE’S ALMANAGK, 1910 . 


line along the Bed Sea of about 700 miles, with 
a total area of 85,000 to 90,000 square miles, and 
a population of about 300,000, of whom about 
3,000 are Europeans. The capital is Asmara, 
Massowa being the chief port, where there is a 
good harbour, and the principal product, salt, 
of great value as being the monetary currency 
of Southern Abyssinia. 

'ROM'E— Sovereign Pontif, Pius X., bo7*n a June, 
1835 ; eZccied 4 August, 1903. 

Secretary of State to His IloUness, The Cardinal 
Merry del Val, appointed 1903. 

Borne, transit, 44 hours. 

JAPAK. 

Bmp&i'or, Mutsuhito, horn 3 Kov., suc- 

ceeded 13 Feb., 1867; crowned 13 Oct., 1868 ; 
7nar. Haruko, 9 Feb., 1869, and has issue x son 
and 4 daughters. 

Heir Apparexit, Prince Yoshihito, boxn 31 Aug., 
1879 ; installed Crown Prince 3 Kov., x8^ ; 
came of age, and took his seat in Upper House, 
X897 ; 10 May, X900, Sadako, daughter of 

Prince Knjo, and has issue three sons. 

Prime Minister, Marquis Katsura. 

Interior, Baron Hirata. 

Foreign Affairs, Count Komnra. 

Agxicxdture and Coxmnerce, Baron Oura. 

Finance, Marquis Katsura. 

War, General Viscount Terauchi. 

Marine, Vice-Admiral Baron Saito. 

Justice, Viscount Okabe. 

Coniimmicaimis, Baron Goto. 

Education, Mr. Komatsubara. 

Axnbassador in London, M. Takaaki Kato 4 
Grosvenor Gardens, S.W. ’ ■ i 

Couneillor, Mr. Enjiro Yamaza. j 

xsf /S'ecrefarj/, J. Sakata. ^ 

zfiid Secretaries, (vacant). 

3rd Secretaxies, Tsuneo Matsudaira, S. Furuva 
Y. Shibata. ’ 

Attaches, K. Hirota, K, Komnra. 

Ckancellw’s, T. Fujita, K. Kichi. 

Military Attache, Lt.-Col. 0. Higashi. 

AsmdanFdo., Major Hata. 

Naval AttacM, Comm. K. Kato, i.j.n. 

Financial Attache, X. 'Mi'/.umaehi. 

Consul-General, J. Sakata, x Broad Street Place, 

E. C., and 72 Kensington Park Boad, W. 

Consul at Glasgou\ A. B. Brown. 

„ at Liverpool, P. E. J. Hemelryk. 

„ ui ilf 4 dd^e^f 6 rot/-fSf/qWaynman Bixon. 

This ancient and extensive Empire, now in 
alliance with the United Kingdom, consists of 
four large and many small islands, said to com- 
prisejn all above 4,223, the principal of which 
xr’u »ame of the Empire being 

Kihon), Shikoku, Kiu-shu, Hokkaidd or Yezo 
situate to the north of the main island, from 
which it is separated by the Tsiigani Straits, and 
lormosa, called by the Japanese, Taiwan. The 
Amu, an uncivilised but harmless tribe, who in 
ancient times occupied the greater part of the 
country are still found in Yezo. The Kurile 
Islands have belonged to Japan since 1875, and 
m X876 she incorporated the Lnchu (Biu-kiu) 
Islands nndw the name of “ Prefectiu'e of 
ujanawa. The empire comprises an area of 
r6z,6ss square miles, with a population of 
49 , 23 a» 8 *a, according to the last census, there 
men and 24,368,437 women. In 
addition, the Busso* J apanese war gave to Japan 
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the southern portion of the island of Saghalin, 
(.Japanese, Karafuto). 

Ja|)an is said to possess a written history ex- 
tending over a,soo years, and its sovereigns to 
have formed an unbroken dynasty since 660 b . c ., 
the present Emperor being the xaiat of his race ; 
but the authentic history begins about 400 a . d . 
Within the last 40 years Japan has made un- 
paralleled progress in civilisation and the adop- 
tion of Western manners and customs. The feudal 
system, under which the country was governed 
by numerous lords under a supi'eme military 
governor, the “Shogun,” has been abolished, 
and the Mikado is now absolutely the Sovereign 
of the State, which has since the revolution of 
i8d8 shown a most remarkable power of adopting 
Western knowledge and e.xperience. A vise and 
enlightened rulerls at the head of the nation, 
and the first national Parliament, the outcome 
of the constitution granted to the people by the 
Emperor, promulgated xt Feb., tSSg, met for 
the first time in November, 1890. The feudal 
lords TTho have lost all their powders of goveni- 
ment, still retain their high social positions, and 
a ne V aristocracy with these as its basis has been 
formed ; it consists of five grades, corresponding 
to the European titles of Prince (not Imperial), 
Marctuis, Count, Viscount, and Baron. The 
islands are eminently volcanic, and 18 of the 
summits are still active ; the chief of these, 
Fuji-san, or Fuji-yama, the loftiest and most 
sacred mountain of J apan, about sixty miles from 
Tokio, is 12,370 ft. high, and has been dormant 
since 1707. Japan is also liable to frequent, 
and occasionally disastrous earthquakes. The 
country is very mountainoiis, and not more than 
one-sixth of its area is available for cultivation. 
It possesses numerous fine harbours. The soil is 
productive, teeming with every variety of agricul- 
tural produce. Copper, iron, and suli>hur abound, 
whilst agate, cornelian, and rock crystal are also 
found. Gold is found in the island of Sado, and 
silver mining is prosecuted on a small scale; 
while there is a good supply of middling coal. 
Among the vegetable productions may be noted 
the camphor-tree, i)aper mulberry, vegetable 
wax-tree, and a lac(pier-troc, which furnishes the 
celebrated “ lacquer ” of Japan. The principal 
timber trees are the Cryptoineria japonica, Pinus 
Massoniana, and Zelkowa Keaki ; the Paulownia 
imperialis is largely used for fancy boxes and 
works of art ; the maple is merely for ornament. 
Chestnut, oak, beech, and elm are comparatively 
rare and little used. The tol)acco-plaut, tea- 
shrub, potato, rice, wheat and other cereals are 
all cultivated ; agriculture, upon which the 
Japanese bestow great care, being their chief 
oc;cupation. The coasts are extremely rich in 
fish. The lloral kingdom is rich, beautiful, and 
varied, though .scented llowers are comparatively 
few. Fruit, for the most part of inferior quality, 
is abundant ; English fruits, such as apples, 
strawbetTios, pears, grapes, figs, and peaches are 
being pz’oduced 

Cotiiuwrce and Industry.— The chief manu- 
factures are .silk and cotton, cotton yarn, 
matches, paper, glass, lacquer ware, porcelain, 
and bronze, ami shipbuilding is an important 
industry in the yards. The chief imports are 
raw cotton from India, V.S., Egypt, and China; 
flour from the V.S. ; and piece goods, metals, 
manures, woollens, wool, drugs, rails, locomo- 
tives, and machinery from Europe and the [J.S-A. 
Sv^ar islai^ely imported from Java, Philippines, 
Germany, Austria, Hong Kong, and Formosa; 


indigo from Germany, British India, and Java ; 
kerosene oil from XJ.S. and the Butch Indies; 
beans, peas, and pulse from China and Korea ; 
and rice, principally from British India, French 
India, Korea, Siam, and China. The chief 
exports are silk, cotton yarns, rice, tea, fish, 
copper, matches, coal, camphor, straw plaits, 
and marine products. 

Gommivnications . — There were 4,899 miles of 
railway open in 1908. A Japanese line has been 
built in Korea from Fusan to Seoul, while 
the South Manchurian Eailway is also under 
Japanese control. The gross receipts for pas- 
senger and goods traffic on all the lines in Japan 
during 1907-8 was ^(^8,399,058. The mercantile 
marine consisted in 1908 of 870 vessels above 100 
tons (86s steamers), 1,142,468 tons. Of the 13,029 
vessels (tonnage 20,2x5,577) that entered Japanese 
ports (1908) 2,267 were British (tonnage 6,409,122). 

Defence (for Army, see p. 667). The Navy as at 
31 March, 1909, is given on p. 473 ; it was manned 
by about 34,000 officers and men. 

Education (see p. 669). 

Oomnierce.—The following table shows the dis- 
tribution of the foreign trade in 1908 among the 
countries principally concerned : — 

Exports. 


British Empire ^£^7,206,8x4 

XJ.S.A x2, 199,658 

China 6,050,699 

5’rance 3.374,575 

Germany 797>S8x 

The imports of British produce and manufac' 
tures (1908) include 


Imports. 

3^17,012,743 

7.763,655 

5,096,688 

524,644 

4,627,861 


Cotton Yavn .... jSxa3,4ii 
„ Manufac- 
tures 

Hats of all sorts 
Linen Manufac- 
tures 

Machinery 

Manure 


1,778,0*4 

48,943 


77.914 

M37-663 

506,657 


Iron and Steel 
Ships and Boats, 
with their Ma- 
chinery 

Woollen and 
Worsted Manu- 
factures 678,561 


The principal exports to the IT.K. in 1908 
were : — 


Oil, Seed ^^*67,360 

Plaiting of Stmw 
and other Mate- 
lials ............ 2x6,240 

Plants, Shrubs, 

Trees, and Flower 

Roots 52,236 

Silk Manufactures . " 


Chemical Manufac- 
tures & Products 3^41,728 
Com, Grain, Rice, 

and Flour 49,85° 

Curios 9*.759 

Copper, unwrought 728,6*6 
Oil, Fish ; Tmin, 

Blubber, &c. .... 87,890 

1908-9. 1909-10. 

Koveime (Budget) ;iC48,56s,ooo* 53,152,646* 

Expenditure (Budget) ... 43,609,000* 53, 151 ,809* 

Total debt 232,425,000 229,7x8,821 

X907. X908. 

Imports 0003(^44, 684,728 

Exports 44,142,000 38,742,804 

Imports from TLK. ...... 12,279,498 10,128,084 

Exports to U.K 3,241,568 2,922,515 

The local exchange value of the yen is about 
zs. o%d. 

Formosa.— The island of Foianosa was ceded 
by China to Japan (2 June, 1895) in accordance 
with the Treaty of Peace. Its total area is 
13,500 square miles, with about 3,080,000 inhabi- 
tants (1908). 

Korea. 

Emperor, Chbk, horn 1874, acceded 20 July, 1907. 
Japanese Resident Gen,, Viscount Arasuke Sone. 
Chief Commissioner of Customs, T. Nagahama. 


* Includes extraordinary expenses, which in. x909-*° 
are estimated at 36:4,975,432 (rev.) and ***,699,334 (exp,). 
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Korea is situated between and xaS’ E. 
long., and between 34° and 43° K, lat., and the 
coast is fringed with innumerable islands, of 
which tlie largest is Quelpart. Total length, 600 
miles from north to south, and greatest breadth 
135 miles from east to west, with an area of 
some 71,000 square miles. Population estimated 
at about 10,000,000; there are about 115,000 
Japanese in the country. Since the conclusion 
of the Busso- Japanese War in 1905 the admini- 
strative control of Korea has gradually passed 
into Jaimnese hands. In Kovember, 1905, Japan 
assumed a protectorate over the country ; and 
the powers thus obtained were strengthened by 
a second Convention on July 31, 1907. The soil 
is feiiile, but mountainous except in the river 
valleys. About 4,500,000 acres are under culti- 
vation, the staple agricultural products being 
rice and other cereals, beaus, cotton, tobacco, 
and hemp ; the other natural products are chiefly 
gold and hides. Ginseng, a medicinal root much 
aflected by the Chinese, is largely grown under 
Government supervision in the province of 
Pyeng-An, and, being a Government monopoly, 
forms a rich source of revenue. Gold, copper, 
coal, iron, and other minerals are distributed 
throughout the country. The principal exports 
are beans, rice, livestock, cowhides and gin.seng. 
Manufactures are as yet in a primitive condition, 
the principarbeing hemp cloth, brass ware, and 
an excellent quality of paper resembling the 
J apanese article, but stouter. About 80 per cent, 
of the sea-borne trade is carried in Japanese 
bottoms. Considerable progress is being made 
in the direction of the proper lighting of the 
coast. The postal, telegraph, and telephone 
systems of Korea were placed under Japanese 
administration by an agreement signed in 1905, 
and the railways, two of which w'ere Japanese 
companies and the third a Japanese military 
line, were transferred to the Japanese Govern- 
ment .simultaneously with the nationalisation 'f 
the Japanese railways in 1906. The total rail- 
way mileage is 639 miles. 


1909-X0, 

Revenue (Budget) £z, 143,373 

Expenditure 2,336,865 

1907. 1908. 

Imports j£^4, 190,467 ;)£‘4, 103,552 

Export.s (excl. specie) ... 1,717,705 1,4x1,331 

Specie Impoids 284,930 1,239,641 

„ Bxi)orts 539,891 611,456 

Capital, Seoul or Sb\il. Pop. (estd.), 250,000. 

Seoid-ConKid-Gen., H. A. C. Bonar ;;^i,2oo 

Chenudpo—Conmd, Arthur H. Lay ;^8oo 

Seoul is distant 11,560 miles; transit, 3o*-4o 
day.s ; rid Silieria, 18-20 days. 

Capital, Tokid, formerly called Yedo, the 
residence of the Emperor ; population (1903), 
1,818,655. Other cities are— Osaka, 999,965; Kioto, 
the ancient capital, 380,568; Nagoya, 288,639; 
Kobe, 285,003 ; Yokohama, 326,035 ; Hiroshima, 
131,176 ; Nagasaki, 153,293 ; Sendai, 100,331. 
There were also (1903) nineteen other towns of 
between 50,000 and xoo,ooo. A census of the 
country i.s taken every 5 years. 

British Aiiibarmdor, Et. Hon. Sir Claude Maxwell 
MacDonald, G.C.M.Q., G.o. V.O., K.C.B. £s,ooq 
C ouneiUor of JSmbasfty, H. G. Mi. Bum- 

bold, M.V.O 800 

C’apt. C. Dundasof Dundas, 

R.N 

AZZttc/ie,Lt.-Col.B.W.Boger,li.p.A. 


Japanese See., E. M, Hobart-Hamj)den... j^goo 

Commercial AttacM, E. T. F. Crowe 900 

znd Sec , , M. Lampson, M. V. 0. 400 

. 3rd Sec., Neville M. Henderson 250 

Medical Officer, Dr. W. Hughes 350 

Dairen (Matny), Vice’Co 7 mtl, J. T. MTiwn... 600 

Hakodate—Vice-Comtcl, H. G. Parlett 600 

Kobe— Consul-General, B. cle B. Layard x,ooo 

Vice-Consul, John B. Rentiers 600 

Osaha-Vice-Cons. W. B Cunningham ...... 

Nagasaki— Cmml, 900 

Shimonoseki—Consul, E. A. Griflitlis 800 

Yokoha^na-Cons.-Gen., J. C. Hall, I.S.O.... 1,000 

Vice-Consul, T. J. Harrington 600 

Formosa: Tainan—Cons., B. G. E. Forster 800 

Tammii— Consul, A. M. Chalmers 800 

Y'okohama, 11,260 miles distant ; transit,' 38 
days(<5id Vancouver, 23 days ; vid Siberia, 21 days). 

JERUSALEM— PALESTINE. 

Tm'Msh Governor, Subhi Bey, appointed Sept., 

1908. 

Palestine, which occupies so prominent a place 
in tlie history of human kind, and in the affec- 
tions of the Christian world, is a country capable 
of considerable development, and, although her 
ancient glories are departed, still produces wine 
and olives, corn and the most varied fruits. Its 
population is not far short of 700,000, of whom 
upwards of 150,000 are J ews. In and about J eru- 
salem, the .lews number from 60,000 to 65,000. 

Geographically, Palestine consists of a mari- 
time lowland, the mountain region of Judm,' 
which forms its backbone, the remarkable de- 
pression .through which the Jordan wends its 
course towards the Dead Sea, and the elevated 
region lying to the east of the Jordan. It is 
barren only during the dry season, when the 
grasses are dried up, and the herdsmen retire 
with their flocks of sheep and goats to the loftier 
mountains, but the alluvial lowland to the south 
of Mount Carmel is as fruitful as ever, and it only 
needs an honest and vigorous administration to 
restore Palestine to its former prosperous condi- 
tion. The entire area is computed to be about 
11,000 square miles. 

P.slestine comprises the independent mnte.s- 
sarifiikof Jerusalem (el Kuds), together with the 
mutessarifliks of Acre and Nablus, the two last 
named belonging, for administrative iJin-poses, 
to the vilayet (province) of Beirut. Since March, 
1906, however, the kaza (district) of Nazareth, 
in the mntessariflik of Acre, has been included 
in the mutessariflik of Jerusalem. The stream 
Auja, which enters the sea a few miles north 
of Jaifa, forms the boundary between the inde- 
pendent district of Jerusalem and the above- 
named vilayet, the country to the east of the 
Jordan and the Dead Sea being subordinate to the 
vilayet of Damascus. Arabic is the language 
commonly spoken, and 80 per cent, of the popula- 
tion are Mohammedans ; in addition to Moham- 
medans and Jews there are many Orthodox 
Greeks and foreigners of all denominations. A 
railway was constructed connecting Jaffa (Joppa) 
and Jerusalem in 1892. 

The principal ports of Palestine are Acre, 
Haifa, Jaffa, and Gaza, and their exports amount 
annually to over ;i^^6oo,ooo, consisting principally 
of sesame, oranges, fruits, barley, olive oil, maize, 
and articles of Christian veneration, these latter 
weighing 3,700 owt. The imports are estimated 
at j^8oo,ooo annually. The XJ.K. and Austria- 
Hungary take the lead in this commerce. 
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Jeniii(ilf.}ii—Co-ih'uit^ E. C> 3 '>leeh £700 I LIEOHTENBTECN. 

Jafa---Vice~Coni^ul, X. Falanga (acting) 300 | Priitce, .Tobunii I■I.,&sO(•t..,I84o;.s'/^c. xa Nov., 1838. 

(r(t-m~~Co)ib'. A{j€}}t; A. A- Knesevieb imp. | principality on the Upper Phinc, between 


Distant by oyerlaml route, about a, 300 milesj 
by sea 3,700 miles ; transit, 8 to so tlays. 


LIBEitlA. 


Ph.ndent^ A. Barclcy, bjrn 1854, re-eUcted Afay, 
190;^ until Jan., 1C 1 1. 

Vlce-Pi’efi(dent, J. J.’Dossen. 

Seci'etanj 0/ Stati\ 1 ’. E. E. Johnson. 

Tfeusm'Hi D. E. Howard. 

Attoimy-Creneml^ 0 . D. B. King. 
Pofitiiuxb'ter-Gi’neml, S. T, Prout. 

Oiief Ttiispedor 0/ Customs and Fhmndal 

' Admser, William J. Larnont ;jCi,ooo 

Asat do., J. M. Haiaiitoii. 

Cowmajidant tb Impedor-Getieral Frontier 
Force, (vacant) 600 


tli <3 Austl’ian province of Voraiiberg and Bwitzer- 
j laud; ai'ea 59-6 square miles, pop. (1906) 9,630. 
i The main industries are agriculture (chief pro- 
' duets being corn, wine and turf), textiles and 
j embroidcrjv Revenue (1908), 795,068 K. ; exp. 
i 739,333 K. ; no debt. Capital, Vaduz. 


Conml-General and Charge d' Affaires in London, 
C. AL Higgins, 8 Crosby Square, E.C. 

Consul, J. T. Grein, 29 Afincing Lane, E.C. 


Lt^VEMBURG. 

Grand Duke, AVilliam Alexander, h. 22 April, 
1832; sue. 17 Nov., 1905; mar. 21 June, 1893, 
Priuces.s Alaria Atuki of Braganza {Regent'). 
.Vruwfer q/bSV.ah'., At. Eyscheu. 

A Grand Duchy in Central Europe, l)ounded iiy 
Germany, Belgium, and France ; it formed part of 
the Germanic Confederation, i8iS“66, and is still 
included in the German “Zollverein.” In 1867 
the Treaty of London .declared it a neutral terri- 
tory under the sovereignty of the King of the 
Netherlands, on whose decease, Nov. asrd, 1890, 
it i>assed to the Duke of Nassau. The area is 
999 square miles ; the population (1907) 230,911, 
} nearly all Roman Catholics. The principality is 
I rich in iron-ore. Tlie revenue in 1908 wa3>£“637, 464, 


An independent Negro Repuhlic of Western 
Africa, occupying that part of the coast of North 

GuinsawMchis bet^veen the river Cavalla,S.E., ; ... ^ ^'7■ 

and Alaima, N. W., a distance of about 350 miles, ! expenditure ;£ 595 , 6 jh; debt(Jan. 1, 1909) £420,460. 
with an area of about 48,000 square limes, and ' miles of railwav. ihe aimv 

e.xten<Hng to the inter it»r to latitude 8° 30', a dis- 


tance of 250 miles from the seaboard. It was 
founded by the American Colonization Society 
in 2820, and has been recognised by the United 
Stat©.s and the European powers since 1847 as an 
index>endent State. I'lie population numbers 
nearly x, 300, 000, including about xo,ooo Americo- 
Uherians. Tlie principal exports are coffee, cocoa, | 
pahn-kernels, palm-oil, ivory, prassava, rubber, i 
and camwood. The chief imports are cottons, j 
haberdashery, salt, rice, pmvisions, arms and j 
ammunition, tobacco, hardware, glass and | 
earthenware, rum, gin, timber, and beads, j 
The executive power is vested in a President 1 
elected for four years, assisted by a ministry; 

J there are two houses of Legislature, the Senate, { 
j with eight members elected for four yeans, and, ■ 
i the House of Representatives with fourteen * 
j hiemhers elected for two years. There is no 
I regular anny, but a frontier force imder Eui*o- 


There are 328 miles of railwa3\ The army 
numbers about 300 men. The capital, Luxem- 
burg (population 20,682), is a dismantled fortress, 
British Envoy, Sir G. Buchanan, G.c.V.O,, 
K.c,M.a., c.B. (The Hague). 

N. le Gallais. 


AIADAGASCAR. 

(French J\fSses.non-~See pp. 618-9.) 


AIEXICO, Fedeeal Republic of. 
President of the Bepuhlie, Porfirio Diaz, horn 
IS Sept., 1830, acceded i Dec., (re’Cleeted 
71.11 time X904 nntil 1920). 

Vice-President, Ramon Corral (2 Dec., 1904). 
Minister of Foreign Affairs, Ignacio Alariscal. 


Minister in England, Miguel Covarrubias, 87 
Cromwell Road, S.W, 


UiUlV} UUl/ it AUl UC lUiUCl JCfUW , 

i pean oiilcers is being raised. The organisation tH beGreUmj, Luisllicoy. 

I of the customs is being carried out by ofticers i 2Hd Secretary, Luis S. Carmona, 
i lent by the British Government with successful ! F^i^ancml Agent, Luis Camacho, 83 iMUsbiiry 
; results. There are thirteen ports of entiy along j , 

; the 330 miles of coast, 

Monrovia, Alarshall. Grand , - , 

Greensville, Kaima Kroo, Harper, Half Cavalla, ! A country in the southern part of the continent 
Jenne, Webo, (?rand Cess, and Garraway. In ! of North America, with an extensive seaboard to 

*008,’ 

cleared 

I ami comprising one of the richest and most varied 
zones in the world, but from various causes her 


viz. : Roliertsporb i Gomul, Adolfo Biille, Broad Bt. House, E.C. 

[ Bassa, River Cess’, j Eniilio Aleman, 

larper, Half Cavalla’ ! A country in the southern part of thecontin 

. and Garraway. In ' of North America, with an extensive seaboari 
343 vessiels (^8,748 net tons) entered and | both the Atlantic and Pacific OceaiLs, extending 
'ed at Alonrovia. 1 from to 32'' 30' N. lat. and 87 ' to 217^ long., 


_ ■ 2903. 2908. 

Customs Revenue £47,000 £77,000 

Other Revenue 6.000 

Expenditure S9,7<So 

Internal Imndcd Debt 27,000 

External Debt 78,230 

113,843 

E.xport3 1X2,3^ 


27,000 
178,230 
240,000 
282,708 

CaiEP Towjsf, Alonrovia. Population, 6,00a 


BrM^ Consid-General, AlajorJ. G. Baldwin £800 
Vm-Comitt, AI. Y. H. Parks. 


Monrovia; 3,630 miles distant ; transit, English 
steamer Liveiqiool, 24 days ; German steamer 
iM toithampW’n, « days. 


, resources have never been fairly developed. It 
i cornpiises 27 states, 3 territories, and the federal 
j district of AXexico, making in all 31 political divi- 
I sions, compreheiuling an area of 767,003 square 
i miles, with an e.stimated population of (2900) 
i *3,545,462, of whom “ only about 3.300,000 are 
1 taxable,” The surface consists of an elevated pla- 
i teau, commencing at a few miles from the coast, 
and containing several volcanic summits, the 
highest of which, Ixtaccihuatl and Popocatepetl, 
rise to 27,879 and 19,784 feet above the sea. Aca- 
pulco, Alanzanillo, Afazatlan, Salina Cruz, and 
Giiaymas are the chief ports on the Pacific ; and 
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Vers Cruz, TanipiCvO, Progreso, and Puerto Mexico 
on the Atiantio or tlulf <jf Mexico. There were 
15,100 miles of railway open on Sei:)t. x6, 1909, and . 
30,007 miles of telegraph. The raihvays have ' 
in a large measure been built by American 
and English companies. The Mexican Central ’* 
joins El Paso (Texas) vritli the city of Mexico, 
by which passengers can travel in five days from 
Sew York without ciiange of carriage.. The 
Sational ilailway tkl Laredo takes 4*^ days to 
Sew York, and there is a third route titl Eagle 
Pass (Interna tionai Eailway). The princiiial 
crops are maize, wheat, barley. Chile-pepper, i 
sugar, coffee, cotton, tobacco, vanilla, flax,grapes, 
and ail kinds of tropical fruit. The maguey, i 
or Mexican aloe, yields a favourite beverage, 
“puhixie”; other .spe( ies of the same plant 
supply i)ita-flax and si.sal-lxemp (henequen). The 
forests abound in mahogany, rosewood, ebony, 
and caoutchouc trees The mineral wealth is 
very great ; silver and gold, copper, lead, and 
quicksilver, iron and coal, are the leading pi‘o- 
ducts of tlie mines. Woollen and cotton spin- 
ning and weaving, and other brandies of indu.stry, 
are encouraged by high protective duties. The , 
imports, nevertheless, consist very largely of | 
textile manufactures. Of the exports 45 per cent, 
consist of silver and gold; sizal hemp (heaequen), 
coffee, hides and skins, timber, logwotid, vanilla, 
tobacco, dye-stuffs, sugar and drugs ranking next 
in importance. 

The Navy is limited to 7 small vessels. 

IJtiueaUon (nee p. 669). 

Ft nance, The following figures have been 

officially supplied, th.c value of the Mexican dollar 
being taken at 24^. 


Acaimlco—VkC‘Co}is., P. E’ernaudez 

Socomt-nco—V'ice-ConHiil, E.. 0. Stevenson 
Hubert W.W'ilson 

Montei^ey— Vice-Consul, J, B. Sanford ... 

Saltillo mid Concepcion del Oro-^Vicc- - 

Consul, Jasper Lynch 

Vera Cmz—Conml, Loftiis J. C, Nunn 
FronUm----Viee-Cons., C. \Y. Pickard ... 

Puerto Mexico — Vice Consul,'!'. Geminil I 
H. M. Greer ... 

Transit, 14 days. 

MONACO. 

Sovereign Prince, Albert, Itorn 13 Nov., 1848; sue. 
10 Sept., 18^; man X869, (i) Lady Mary 
Douglas-Haniilton, daughter of ixtli Duke of 
Hamilton; (2) Oct., X889, the Diichesse de 
Hichelieu, horn 10 E’ebriiary, 1838. 

Hedr, Prince Louis, horn 12 July, 1870. 
Governor-General, Admiral Hautefeuille# 
Secretary-General, AI. Alatissiere. 


Estimated roveiwic ... 
Estimated expenditure 

[ Exports 
I Imports 

I Imports from U.K,. 
i Exports to U.K. ... 

I External debt ...... 

; Internal debt 

! IGoating Debt — .1 


1908-9. 1909-10. 

$103,385,000 $97,261,000 
103,203,824 96,935,400 
X907-S- 1908-9. , 

$242,738,906 $231,101,795 j 
33 i >535,993 ^56*504.447 ! 


1907. 

;i^ 3 ,IIOj 890 

3.006,555 
3*. 051,533 
13,329,001 
72,413 


1908. 
£z,^B6,6zo 
1.9^.734 
30,736,263 
13.373.687 
46,502 


; capital, Mexico City. Pop. 368,777(censu.s 1900). 

I Envoy Extraordinary and Mi aider Pie al- 
\ Eeginakl T. Tower, c.v.O... /s2,soo 

I x.d Secretary, .Tames E, Madeay ,-^^300 to 500 

I Hon. Attache, C'hrisiophev Louther 

• Translator, Geo. ¥. llolirweger 300 

I Consul General, C. E. W. Stringer 800 

I Vice-Consul, S. P. Smith 

I Chlknal.ua — Calvert G. Scobcll 
I Ensenada— Vice-Consul, J. H. Packard 
! Guadalajara. — Vice-Consal , P. Holms ... 

(Ctarajuafo— Vice-Cons:, E. McCormack. 

; Gnayinas andSta, Itosalia — Vice-Cons., 

; John Heap 

; Puebla and Oaxaca— Vice-Consul, J-r A. 

i Chisholm 

; Colima— Consul, B. G. C. AlacNoill 

i La Pay— Vice-Consul, E. "W, Moore ... 
i Mazatlan — V.-Oon., E. Stait-Gardner 

Progreso — Consul, Arthur Peirce * 

Laguna de Terminos — Vice-Consul, G* A. 

Luclewig 

Xcalab—Gons. Agent, George Hyde 

Salina Cruz— Cornu I, VY illiam S. Buchanan 


Consul-Gcmval in London, Theodore Lumley, 37 i 
Conduit Street, Bond Street, W. i 

Vice-Consul, Paul Cremieu-Javal, J.P,, 43 Hill 
Street, Berkeley Square, W. 

A miniature Principality on the Alediterranean, 
between France and Italy, consisting of the old 
town of Alonaco, La Condamine, and Monte Carlo, 
where is the gambling establishment, and com- 
prising a narrow strip of country extending from 
the Alonaco Cemetery on the west to St. .Eoman 
on the east ; it il about smiles long and x% miles 
broad, with (1904) 16,000 inhabitants, and a yearly 
average of over 1,250,000 visitors. The v/hole 
available ground is built over, so that there is 
no cultivation. There is an army of 126 men. , 
British Comul, A\e\. AIcAiillan (Nit^e). 

British Viee-Consid, J. W. Keogh (Monaco). ■ 
English Chaplain, Ven. Archdeacon Spens. 

AIONTENEGEO. 

Prince, Nicholas, horn 25 Sept. (O.S.), 8 October 
(N.S.), 1841 ; sue. his uncle, Prince Banilo,' 
14 Aug., i860 ; VI. i860, AXilena, daughter of 
Voyevod Peter Vukotich, h. 4 May, 1847 ; issue 
3 sons, 6 daughters. ' . 

Hetr Apparent, Banilo Alexander, horn 29 June 
1871 ; 1899, Princess Jutta of Mecklenbura- 

Strelitz. 

Pres, of State Council and Minister for Foreign 
Afdvrs, T>v. Tomanovic. 


Consul-General Col. Sir J. Eoper Parkington, J.?., 
P.L., 24, Crutched Friars, E.C', 

A small Principality, which has alw^ays claimed 
to be independent, and recognised to be so by 
the Treaty of Berlin. It has an area of 3,486 
square miles, and a population dimini.shea by 
emigration to about 225,000, of whom 13,000 ai’e 
Mussulmans, 14,000 Eoman Catholics, and the 
remainder Orthodox Sla^-^s. The suifacO forms a 
series of elevated ridges -with lofty mountain- 
peaks, many of which are covered wdth forests. 
Chief products are maize, potatoes, sumac, 
cattle, castradina (smoked mutton), hides, and . 
tobacco, which has been created a monopoljV 
and conceded for 25 years to aii Italian company. 
The only manufactures are coarse "woollens. 
Agriculture is the principal occupation. The 
ports are Antivari and Ihilcigno. Thete is a 
railway from Antivari to, Lake Scutari. A repre- 
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sentative parliament was granted s November, 
1905. 

Si* 1900. 1907. 

Revenue (estimated) jj^ii6,ooo 1314, 160 

PiiVjlic Debt ,, 70,000 70,000 

Total Imports ,, ............ 240,000 ’ 261,000 

Total E.xports , , 81,000 56,000 

i CAPITAL, Cettinje. Population (1907) 5,000 
(exclusive of permanent garrison of 600 men). 
Bniish Charge d' Affaires, Henry D. Beaumont. 

Distant about 1,100 miles ; transit, average s 
days. 

MOROCCO, Empire of. 

Sultan, Muley Abdul Hafid, b. 1873, assumed 

1)0 wer Aug. *1908; recognised by the Powers, 

Jan.jigoQ. 

Grand Vimr, El Madani el Glawi. 

Minister of Foreign Affairs, Sid Aissa ben Omar. 
Cow inissiomr for Foreign Affairs at Tangier, Sid 

MoUaimned el Guebbas. 

The largest of the Barbary States, situate in 
the N.%Y. of Africa, between 27“— 36° N. lat. and 
I j-o— 11° 40' W. long. The Empire, wliicli is an 
j ai)solute monarchy, consists of the Kingdom of 
i Eez and Morocco, to tpemorth of the Atlas, and 
the territories of Sds, BiA, Wadi Taftlet, Tuat, 

1 and others to the south, which are again sub- 
divided into 33 districts, each under the superin- 
tendence of a “Kaid”; but the semi-indepen- 
dent tribes are ruled by tlieir own chiefs, and 
scarcely acknowledge the authority of the Sultan. 
Morocco contains about 314,000 square miles, of 
which the “Tell,” or fertile regions of the moun- 
tains and coast, contain 76,000, the steppe-land 
26,000, and the Sahara 217,000, with a population 
variously estimated at from 4,500,000 to 8,000,000. 
The Jews number about 300,000, chiefly in the 
cities. Among the chief products of the country 
are wheat, barley, maize, beans, peas, oil, esparto, 
and hemp ; among fruits, the fig, almond, pome- 
granate, lemon, olive, orange, and date are 
common *, but agriculture is greatly neglected. 
Morocco is said to be rich in mineral treasures : 
antimony, iron, coal, cox)per, lead, tin— the 
last three in considerable quantities. Gold and 
silver also are found, and wool is plentiful. 
The chief ports are Tetuan, Tangier (where 
the Representatives of foreign nations reside), 
El Araish (Laraiche), Rabat, Oasa Blanca (or 
I>ar-al-)jaida), Mazagan, Safli, and Mogador. 
There are no railways, and telegraphic com- 
munication from Tangier is by submarine cable 
! of Eastern Telegraph Company to Gibraltar, by 
.Spanish Government telegraph to Tarifa, and by 
French cable to Oran (Algeria) ; there ai’e wire- 
less stations at Tangier, Rabat, Casa Blanca, 
and Mogador. The principal exports (1908) were 
barley (;jC^3i,85x), oxen (^£285, 000), goat-skins 
£t7Z,zx<j), eggs {£zzzM^), almonds (jtioz,xo3), 
and olive oil (^^100,952) ; and the imports are 
cottons (j;^!, 048, 474), sugar (;^7ox,428), tea 
{£zzx,z% 6 ), iron and hardware (^121,288), linen, 
muslin and woollen goods, coffee, candles, cloth, 
silk, ttc. The army consists of between 15,000 
and 20,000, one-liaU’ of whom are negroes, Sul- 
tan’s bodyguard, and a sort of militia, of various 
arms, amounting to 80,000 men. An English 
newspaper, Al Mogkrcb-al-Aksa, several in 
French and Spanish and a German paper, are 
published at Tangier. There are three capitals, 
of %'hlch Fez, population x3fo,ooo, is the seat of 
government, and Morocco (Marrakesh), 50,000, 


is the capital of the Moorish Empire; and 
Mequinez, 56,000. 

1907. 1908. 

Imports £z, 6 gz,$z$ j€ 3 >oSOj 8 i 4 

E.xpoi*ts 1,947,226 2,484,670 

Imports from XJ.K.. ........ 935>444 1,2705013 

Expoi’ts to XJ.K. 538,150 7®3 j993 

British Fnmy Extraordinary, a 7 id Minis- ■ 
ter Plenipotentiary, Hon. Reginald 

Lister, c. y. 0 ;£2, sod 

Cotmd-General, with local rank of ist 
Secretary, Herbert E. White, c.M.O. ... 800 

znd Sec., W. P. Rattigau £^00 to $00 

Hon. Attache, Cyril Rattigau. 

Interpreter Jc Dragoman, A. Irwin £^00 to 600 

Vice-Comul, Ernest Bristow j^SSo to 450 

AmI. Interpreter, C. D. Elphick 200 to 300 

Alcazar— Cons. Agent, B. P. Caiietou. 
Arzila—Cons. Agent, Isaac L. Beinshiton. ! 
Laraiche— ■Vice-Comiil,'LQVfm ...... | 

Tetuan— Vice-Conml, W. S. Bewicke...... 250 

Casa Blanca— Com., A. M. Madden, c.M.G. 600 * 


Vice-Consul, E. G. Lomas ....•;<^3So to 400 

Do., R. H. Broome 300 


Mazagan-— Vice-Consul, T. G. Spinney ... 
Mogador— Vice-Cons., H. B. Johnstone 

:^35o to 450 

Morocco City {Marrakesh)— Cons. Agent, 

A. Lennox 

liabat — Vice-Consul, G. E. Neroutsos ... 

Saff— Vice-Consul, George P. Hun ot 

Fez— Consul, James McIverKacleod 600 

Tangier is distant by sea about 1,200 miles ; 
transit, $ days, or by the Sud Express, 3 days. 

MUSCAT. (See Oman.) 

NEPAL. ( 5 eap. 535.) 

NETHERLANDS (OR HOLLAND, KINGDOM OF). 
Queen, Wilhelmina Helena Paulina Maria, born 
3xst August, 1880, succeeded her late father, 
King William III., 23 Nov., 1890 ; mar. 7 Feb., 
1901, H.R.H. Prince Henry, Prince of the 
Netherlands and Duke of Mecklenburg, 
Heiress Apparent, Princess Juliana of Orange- 
Nassau, Duchess of Mecklenbm’g, 6£)?ui3o Ajnil, 
1909. 

Queen-Mother, Emma, Princess of Waldeck and 
Pyrmont, born z August, 1858 ; married the 
late King, 7 Jan., 1879, who died 23 November, 
1890 ; acted as Regent 1890-2898. 

M inister of Interior, Dr. Tli. Heemskerk. 

Foreign Affairs, Jhr. Dr. de IMarecs van 
Swi'nderen. 

Finance, Dr. M. J. C. M, Kolkman. 

Colonies, Dr. J. H. de Waal Malofijt. 

Justice, Dr, A. P. L, Nelissen, 

War, Maj.-Gen. W. Cool. 

Marine, Vice-Admiral J. Weiitholt. 

Waterways, Dr. L. H. W. Reguut. 

Agriculture, Industry tb Cmnmerce, A. S. Talma. 


Minister in London, Baron Gericke van Her- 
wijnen, 8 Grosvenor Gardens, S. W. 

Councillor of Legation, Jonklieer A. van der Goes, 
12 Montagu Place, Bryanston Stp, W. 
Chancellor, H. N. Brouwer, 2 Stevenage Road, 
Bishop’s Park, S.W. 

Cormd-Gen., H. S. J. Maas, 12 Blonifleld St., E.C. 

A maritime Kingdom of Central Europe, situate 
on the North Sea, in lat. 50° 46'— 53^ 34' N. and 
long. 3^22'— 7° 14' E., consisting of 12 provinces, 
and containing a total area of 12,582 square miles, 
with a population, on Dec, 31, 2906, of 5,672,237. 
The majority, about three-fifths, belong to the 
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several Eeformed Churches ; and the remainder 
are Itoman Catholics, with a small number of 
Jews, mainly in large towns such as Amsterdam, 
where there are about 70,000. The land is gener- 
ally flat and low, intersected by numerous canals 
and connecting rivers— in fact, a network of 
water courses. The principal rivers are the B-hine, 
Maas, and Yssel, with the mouths of the Schelde. 
The chief native products are herrings and other 
fish, cattle, horses, swine, sheep, poultry, eggs, 
seeds, potatoes, oats, rye, wheat, barley, beans, 
peas, buckwheat, beetroot, chicory, fla.v, hemp, 
tobacco, and dairy produce. ^ The principal 
manufactures are shipping, 'bricks, margarine, 
cocoa, chocolate, linen, rich damasks, cottons, 
woollens, cigars and other manufactured to- 
bacco, candles, confectionery, earthenware and 
pottery, chemical and pharmaceutical products, 
sugar, printing, bicycles and automobiles, boots 
and shoes, starch, potato flour, engines, metal 
substances, oils, beer, “geneva” and other 
Ikiueurs. Diamond-cutting employs numerous 
hands in Amsterdam. 

Comfiiunications. — There are 3,125 kilometres 
of railway open (31 Dec. , 1907), and 34>3<59 ^ho- 
metres of telegraph. The mercantile marine, 
on the 31st Dec., 1905, consisted of 271 steamers, 
tonnage 1,009,746 cubic metres, and 479 sailing 
vessels (170,534 cubic metres), employing 10,198 
men on 31 Dec., 1905. 

Dc/ence (for Army, see p. 667). The royal 
Navy consisted, on July x, 1908, of_ 109 vessels (8 
of them ironclads, 7 protected cruisers, 15 coast 
and harbour defence vessels, 3 river gunboats, 45 
torpedo-boats (9 for the colonies), ao special service 
vessels and 11 for special service in the colonies). 

Education {see p. 669). 

Trade and Commerce. — ^Holland figures largely 
in the trade returns of this country, a quarter of 
the value of which is represented by agricul- 
tural produce, but much of the merchandise 
sent to Holland was for distribution in Ger- 
many and other parts. The following are the 
Board of Trade figures for imports from the 
United kingdom in the year 1908 

Oaoutehotw ;^iao,i67i Machinery £ 6 zo,zqo 

Chemical products 350,560 Metals 1,569,870 

Coal, coke, & fuel 1,231,811! Oil 353.744 

Corn and grain .. 336,6531 Oilcioth 136.135 

Cotton yarn ..... . 1,684,676 Ships 781,163 

Cotton manuftrs.. j 954,032 Wool 198,269 

Crease," &c. ...... 208,4891 AVoolleii manufts. 493,463 

Horse.s 183,0991 Woollen yam,... 123,635 

Leather 169,1381 

1'he exi:)orts* to the U.K. for xgo8 stand at 
the following amounts in forms in the Nether- 
lands Government return 


1908. 

Butter 11.13,653.793 


Cheese 
Chemical inanfs. 

China, 

Cocoa, hotter & 


5,098.380 

1,383,567 

158,790 


chocolate — 3,375, i94 

Cotton raanfs. . . 13,856,050 
Dye stuffs, &c.., 19.479,544 
Bai’iniicertus sub- 
stances O^read- 

stuffs) 17,436,733 

Fish, includiu/,' 
oysters, mus- 
sels, shrimps, 
and lol)ster3 . , 3,384,437 


igo8. 

Glass manufac- 
tures, &c 0,195.627 

Hides & leather 4,839,281 
Iron & steel, &c., 
excepting ore . 75,091,703 
Margarine — 33.106,605 
Mutton & pork 17,362,390 
Painters’colours, 

490.275 

Paper 50,195.483 

Sugar, refined . . 34,922,106 

Tf (hacco ... 800,480 

Mercery, includ- 
ringtoys.. .... 5.446,540 
Wool manufac- 
tures 3,513,880 

Yeast 3,700,850 


■* In compiling this statement the classification followed 
is that ohtaiuing in the British Board of Trade returns, 

a t that “ White Lead " is classed under “ Dye 
” and not under “Painters’ colours." 


1908. 1909. 

Revenue (Budget) fl.183, 077,171 11.184,728,33* 

Expenditure (Budget) i94» 7^8,959 200,576,140 

Army 27.539.S7S s7.485.s99 

Navy *8, 386, 651 19,734.580 

Colonial Office.... 3. *03.787 s.SSS.Sso 

Public Debt t, 133, 848,450 1,128,179,300 

1907. 1908. 

Imports 2,671,698,498 2,823,740,015 

Do. from U.K 324, 5*9,748 295,884,973 

Exports.. 2,2X2, 141,046 2 ,i8x,os6,86o 

Do. to U.K 445,781, XX2 489.948,57* 

Commercial Caimtals, Amsterdam, population 
(1900), 523,558; and Rotterdam, population 

(1900), 3x8,468. 

Court Capital, The Hague. Pop. (1900), 206,023. 
British Minister, Sir G. W. Buchanan, 

G.C.V.O., K.C.M.G., C.B 

ist Secreta't'y, Lord Acton, M.v.O ..;;^j3oo to 500 

Naval Attach^, Capt. H. L. Heath, B,.N., M.v.O. 
Military Attache, Lieut. -Colonel Hon. H. 

Yarde-Buller, M.v.O., 3>.s.o 

3rd Secretary, Count Charles Beiitinck ... 250 

Arc/iimt, 'Francis A. Chambers ...£zoo to 250 
Bon. Chaplain, Rev. H. Ratford, B.A. ... 

Vice-Consul, Gerrit Barger 

Amsterdam — Consul, Whii. A. Churchill 600 

Vice-Consul, Emile J. Labarre 

Groningen — Fice-Coni-iiZ,!!. J. Schilthiiis 
BarUngen—Vice-Coimil, Dirk Fontein 
Helder— Vice-Consul, W. J. Van Neck 
Utrecht— Vice-Consul, John Twiss. 

Ymuiden — F.-Uon6\, S.C.L.Reigersberg 
Batavia(Java) — Com-id, John W. Stewart 
Samarang — Vice-Consul, Donald M. 

Campbell 

Sourabay a— Vice-Corn., A. C. Ballingal 
Macassar (Celehes), F.-Oons.,S.P.Btephens 

Curacao— Co 7 isid, Jacob Jesurun 

Parammdbo—Bee Surimni. 

Motterdam — UonmZ, Henry Turing ...... 550 

Vice-Cons., Robert C. Michell ; J. W. 

Van Dyk ,.....^^300 to 500 

Dordrecht— Vice-Con. , J. G. YYiesendorp 
FlusJmig— Vice-Consul, P. de Bruyne 
Mactssluis — Cons. Agent, G, Dirkz wager 
Terneuzen—Cons. A.,if. A. van Rompii 

Surinam— Consul, J. R. W, Pigott.. 800 

Vice-Cons., Yqv. W. L. Kissack, M.A. 
Alci’me— Fiee-C'oiwwl, G. J, Hettasch 
Transit, 12 hours. 

Dependencies.— T he Dutch posse-ssious in the 
East Indies are very considerable, comprising 
the whole of the Sunda Islands, with the excep- 
tion of a small portion of Borneo and Eastern 
Timor, together with Western New Guinea, 
with an area of 738,000 square miles, and a 
population (1905) of 37,8x5,400, of whom as many 
as 30,098,000 live in the islands of Java and 
Madura. Java and Madura (customs receipts, 
*909, j^i,3i 8, 708) produce a sufficient supply of 
food for a dense population, besides furnishing 
sugar, tobacco, tea, coffee and other products 
for exportation to Europe. The “ outlying ” 
islands are freciueutly administered by their own 
princes, subject to the directions of a Dutch 
Resident. There is a colonial army of 1,396 
officers and 35,185 men. The colonial revenue 
or 1909 was estimated at ^^*51*^8,343, and 
was largely derived from the sale of coffee, 
salt, bark, and tin ; whilst the estimated 
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expeiKliture] was 161,549. The exports, in 
addition to the above, include also tobacco, 
indigo, gums, and spices, and amounted in 1907, 
for Java, Madura, and the other outlying islands, 
to j£ 28, 963,553, while the imports for the same 
year amounted to jCs9)387,i66. 

In Sonrh America the colony of Burin am, or 
Dutch Guiana (imports, 1907, ^^313, 800 ; exports, 
;^357,663), embraces 46,073 square miles and 
contains 84,113 inhabitants ; and in the West 
Indies, CURAQAO (imports, ;£'i7o,493 ; exports, 
£x^,6Zo ; population 30,883) and five other small 
islands belong to H<jlland, having an area of 
436 square miles, with a population of 53,065. 

1906. X907. 

Exports to U.K j^898,x2t j^z,o8i,9x8 

Imports from U.K 2 > 794 ; 53 C 4 4,011,602 

iViCAKAGGA, llEPUBRIC OP. 

Preisident, Jose Santos Zelaya, boni 1852, Jirst 
elected June, 1893 ; re-elected 1906 for 6 years. 
Mimeter i)i London, Gustavo Gomez. 

The largest State of Central America, with a 
long seaboard on both the Atlantic and Pacific 
Oceans, situate between ^ 4S'— *5^ N. lat. and 
83^ 4 o'~- 87''’ 38' W. long., containing an area of 
51,660 English square miles, including a large 
portion of the Mosquito Territory, and a popu- 
lation of about 600,000 (1906), of whom about 
three-quarters are mixed blood and the rest 
Indians, besides the Mosquitos, who are mostly 
in a savage state. There are 173 miles of railway 
open, and about 250 miles under contemplation, 
with 1,591 miles of telegraph, connected 
with the Pacific calde from Mexico to Peru. 
A ship canal to connect the Pacific with 
the Atlantic was commenced in Oct., 1890, 
but the company collapsed in 1899 ; in 1899 

a new company obtained the concession, but 
failed to comply with the terms obtained, and 
the concession was revoked in August, 1900. The 
canal, which had been begun in 1890, is now 
almost entirely filled up. 

1906. 

Public revenue ;£^*j335)Ooo 

Public expenditure 1,337,000 

^Public debt, external to G. Britai n 4 p. c. 245,000 

Do. to U.B.A. 6 p.c 200,000 

Do. to various 18,000 

Internal Debt 800,000 

1906. 1908. 

Exports ;!(j846,ooo ^£[709,600 

Imports 700,000 591,800 

Exports to IT.K 90,400 100,600 

Imports from U.K 155,000 165,300 

Chi'KK' Town, Managua. Population, 36,000; 
j T.eon, 45,000 ; Granada, 26,000 ; Pdva.s, 8,000 ; 
IMaltagalpa, 8,000. 

BritPh Minister Resident, L. E. G. Carden 

(Guatemala).... 

Mnnainid—Comul, A. J. Martin 
Oorinto—Comular Agent, Hem*y Palazio. 
i4regtown-~Consul, Herbert E. Bingham. 
Bhiejlekl^~-Vice-Comv.l, 

Distent s,8oo miles ; transit, 25 days. 


^ In May, igogi, the Nicarairuan Government obtained 
a foreign loan of £x,z$ct,ooo issumg Gold Bonds with 
interest at 6 per cent, Of the product of the sale of 
these Gold Bonds, they are to pay off the English Loan 
of ifi86 of about £suiS,ooo and the American Loan of 1904 
of jgaoo.ooo. The sum of ;£!43o,ooo is to bo set aside for 
th® construction of the now railroad from the Lake of 
Granada, to Monkey Point on the Atlantic mboard, 

1 3»b ittitoi* 


NOKWAY, KIxNTtDOM op. 

Ring, Haakon VII., second son of the King 
of Denmark, born 3 Aug., 1872, accepted the 
Crown 18 Nov., 1905, married 1896 H.R.H. 
Princess Maud (b. 26 Nov. 1869), daughter of 
King Edward Yll. 1 

Ileir-Apiyarent, Olav, Crown Prince, b. 2 July, 

1903* 

Vremdent of the Cvitnc'd of Mimatere, MiiiL'ter of 
State and Chief of the Mimiitry for Finance 
and CmtoniK, G. Kniidsen. 

Foreign Afair^, W. Chri.stoT)her.«ien. 

Bcdesiasiical AJj'airs a ml ‘ Public Instruction, 
K. J.iHougen. 

Justice and Police, J. Castberg. 

Corn^naeree., Faiu’gatlon, d- Ind’trg, L. Abrahamsen. 
Agricidture and Public Accounts, K. K. H. 
Eoosnas. 

Public Works, N. Ihien. 

Defence, Col. A. G. Spbrek. 

State Secretary, N. Hesselberg. 

Minister in London, Johannes Irgeiis. 

Offices of Legation, 63 Eaton Square, S.W. 
Secretarg of Legation, E. Huitfeldt, 25 Harring- 
ton Gardens, S.W. 

Consul-General, H. A. IT. Eckell, 22 Great Sb. 
Helen’s, E.C. 

Vice-Consul, H. L. Briikstad. 

Norway, an independent kingdom, founded in 
872 (fundamental law of 17 May, 18x4), was united 
with Sweden under the same King from 4 Nov., 
7614, to 7 June, 1905, when the unioii was dissolved. 
The Parliament of 123 members is called the 
‘‘ Storthing,” vhich is divided into two sections, 
chosen by itself to discuss projected Bills, called 
“ Odelsting ” and “ Lagting. ” N orway,the western 
and nortlieru portion of theScandinavianpenin- 
snla, is about 1,100 miles in length, its greate.st 
width about 250 miles. It is divided into 20 pro- 
vinces, or amts, and comprises an area of 124,130 
sq. miles with a population (1909) of 2,358,000. Ihe 
coast-line is extensive, deeply indented with 
numerous fiords, and fringed with an immense 
number of rocky island.s. Th e surface is mountain- 
ous, consisting of elevated and barren taijle- 
lands, separated by deep and narrow valleys. The 
cultivated area is about one-thirtieth part of 
the country ; forests cover nearly one-fourth ; 
the rest consists of highland pastures or unin- 
habitable mountains. Agriculture, though pur- 
sued with some vigour of late, is unable to 
f urni.sh sufficient produce for home consumption ; 
hence it has been necessary to import consider- 
able quantities of corn, meat, and pork. The 
fisheries give employment to a large part of the 
population throughout the year. The most im- 
portant are cod and herring ; the exports of 
these with other sea-produets and fish-oil were 
valued at 63,169,000 kroner* in 1908. The 
mineral products are of late increasing. Timber- 
dressing, mechanical engineering, textile manu- 
factures, ship-building, and pulp-making are 
the principal departments of Norwegian in- 
dustry. The exports of produce of the forests 
were valued at 75,465,000 kroner in 1908, the value 
of wood-pulp alone being 34,573,000 kroner. The 
imports consist chiefly of the necessary articles 
of consumption. The chief exports consist of 
timber, matches, fish, oil, and other products of 
the fisheries, pulp, paper, skins and furs, nails, 
minerals, stone, ice, calcium carbide, condensed 
milk, huttei-, margarine, tinned goods, <fec. The 


* 18 kroner = 1 . 
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principal domestic exports from Norway to the 
United Kinpjdom in 1908 were pax>eraii(l paper- 
making matei'ials, timber* fish, and condensed 
milk : and the principal domestic inipoiiis from 
the United Kingdom in 1908 w^ere coal, steam- 
ships, Manchester goods, metals, and woollens. 

3efe')ice (for Army, see p. 667). The Na-vy 
consists of 4 ironclacls, z coast defence monitors, 
38 torpedo vessels, 11 gunboats, x t.b.d., i sub- 
* marine, and a few smaller vessels. 

Ed'um tmi (see j>. 66g). 

Cowin^»/??ica«iVrfi«.*--The total length of railways 
open in 1909 was 1,808 miles, of which 293 miles 
were private lines. The lengdih of telegraphs and 
telei>houes belonging to the State in June, 1909, 
w’as ii,72smiles. The mercantile marine, 31 Dec., 
*908, consisted of 8,550 vessels, of 1,577,659 tons. 

1906-X907. 1907-1908. 

Kroner. Kroner. 

Bevenue 1x4,209,224 xx4,936,824f 

E.xpenditure 109,800,4x0 xo8, 1x8,864 

Public Debt 338,798,988 334, 744,126$ 

Total imports (X907-X908) 385,707,800 376,129,200 

Do. from ir.K.'( ,, ) 104,778,800 94,400,200 

Total exports ( ,, ) 253, too, 900 240,076,600 
Do. to U. K. ( ,, ) 95,051,500 91,730,200 
Capital, Christiania. Pop. Feb. t (1909), 235,674. 
British Minister, Sir Arthur J. Herbert, 

G.C.V.O. £^,Soo 

znd Secretary, 0 . J. Wingfield ;^3oo to 500 

Son. AttacM, Viscount Campden. 

Naval AttacM, Comm. Aubrey C. H. Smith, 11.N. 

Tramlator—'B.m.vy C. Dick 200 

Eon. Chaplain, Bev. G. E. Mooney, m.a. 

Consul, Francis Edward Drummond Hay, 

M.y.o 600 

John Bentinck Martin... 

Pro-Consul, H. G. Kirsebom. 

A midaZ---rw€-Co?i6‘t;Z, Morten Kallevig.. 
BergeM—Vim-Consnl, E. F. Gray ...;(g’3oo to 500 
Pro-Consul, E. Gram. 

Bodfi— Vice-Consul, M. Christoffersen ... 
Christiansaml— V. -Con . , Gottlob Carl Beinhardt 
Christtansund—Y.-Con., Gram Parelius 
Brammen— Viee-Consul, Anders Sveaas.. 
Egersuml— -Vice-Con^., 0 . M. Puntervold 
Flekkejiord — Vtee-Consul, ,1. F. M. Eyde.. 
Predr'ikshald~~Vice-€o7mtl, W. Klein ... 
Fredrikstad—Viee-Cons., Oscar Thiis ... 
Eammerfest—V.’C., Charles Bobertson.. 
Sawjcsund~~V.-C., B. A. Stolt-Nielsen 
Kragero~~Vice-Consv.l, Thomas Parker... 
Larvik-Vice-Consul, Christian Nielsen : 
Lofoten(Svolvcer)— Vice-Consul, John Berg 

M an dal— Vice-Com., Tonnes F. Andorsen 

MohU— Vice-Consul, Peter F. Dahll 

Mosjoen — Vice-Consul, E. Bothen. 

3foss— Vice-Consul, Jdrgen H. Vogt ...... 

Narnsos—V.-Con., Johan Sommerschield 

Porsgr mid— Vice-Cons., James Franklin 

Bwor — rfce-Com’wZ, A. F. Fiime 

Stiivanger— Vice-Consul, T. W’aage 

Ton,sherg,Vwe-Cons. — H. WGlhelmsen ... 

Trom.sU — Fice-C'o/i., Uh’ikF. 0 . Aagaard 

Tro ndhjcm — V. -Con. , Francis Kj el dsberg, 

M.V.O 

VadsU — F.-Co??..*?., Bernhard Akermand 

Fardti — Vice-Consul, Gustav Gundersen 
Christiania, 656 miles ; transit, 59 hours. 

OMAN. 

Sultan, or Sovereign, Seyyid Feysal bin Turki, 
G.o.r.E., horn 1864, sue. 4 Jime, xS88. 

Oman (area 81,000 sq. miles, pop. 400,000) is 
a Mohahmiedan State in N.E. Arabia with a 
coost-Iine of about 1,560 miles along the Persian 
Gulf, the Gulf ’of Oman, and the Arabian Sea 
from El-Katar to Bas Sair. The country, much 
of which is arid and desert, attains in Jebel 
Akhdar an elevation of 10,000 feet. The rainfall 
averages only about 5 inches annually. Among the 
Bedouins the authority of the Sultan is nominally 
recognised, but in the interior Ms authority is 
slight, and trade is hampered by tribal warfare 
and robbery. The population is chiefly Arab, but 
includes also a considerable foreign element — 
Indians, Persians, Baluchis and Swahili negroes. 
The Sultan is in treaty relations with, and 
subsidised by, the Government of India, who 
have a political agent at his court. A joint 
Anglo-French declaration of 1862 guarantees his 
independence. Since 1798 the relations between 
Muscat and England have been friendly, and 
nine treaties and conventions have been made. 
British warships have upheld the Sultan’s 
authority against rebellious tribesmen. The 
Sultan is pledged not to cede territory to any 
Power but tbe British Government. Oman has 
no independent coinage except copper ihce ; 
the Indian rupee is the chief currency at Muscat 
and the Maria Theresa dollar in the interior. 
JMuscat, the capital, with its commercial suburl) 
of Muttra (pop. 30,000), possesses the only good 
harbour, and has a considerable trade, amount- 
ing in 1907-8 to ;^939,5oo. About 76 per cent 
of the foreign trade is with England and India, 
and 86 per cent, of the shipping is British. 
Indians (who numbered 1,300 in X903)do most of 
the business, Bombay serving as an entrepot. 
Dates, the staple food product, are the chief ex- 
port, and rice, arms, sugar, petroleum, coffee, 
cotton and silk goods the chief imports. The 
imports from the United Kingdom were about 
;^xo3,ooo in 1907-8. An import duty of 5 per 
cent, is levied. There are four British steam- 
ship lines and a weekly mail service to Karachi 
and Bombay, and there are also German and 
Bussian steamship services with Europe. There 
is a cable to India ria Jask. 

British Consul ami Political Agent, Capt. F. 

McConaghey, I.A. 

Transit, x8 to 20 days. 

PANAMA, Bbpublio OF. 

Pmftof, Jos 4 Domingo de Obaldia, horn 1845, 

ass^imed affice Oct. i, 1908, for four years. 
Vice-President, Dr. Carlos A. Mendoza. 

Secretary of Government and Justice, Kamon IVl. 

Valdes. 

PGr<%w A/ffO-s, Samuel Lewis. , 

Treasury, Carlos A, Mendoza. 

Publfv Imtruction, Eusebio A, Morales. 

P'iiklic Work.s, foBo'E. Lefevi'e. 

Minister in London, Bicardo M. Arango, 16 St. 
Helen’s Place, E.C. 

Comul General, C. U. Zachrisson, 35 Chapel Walk. 

Liverpool. (Fiee-Com., J. B. Chevalier.) 

Consul at Manchester, F. A. Cortez-Leigh. 

One of the nine Departments of Colombia 
revolted in Nov. 1903, and established a separate 
Gbyernment. A treaty was concluded with the 
Uni ucd States which guarantees the independ- 
ence of the Bepublic, and also paid ten millions 
of dollars, in return for which Panama grants 
to the United States, in perpetuity, a zone of 
land for the construction and operation of a 
canal, of the width of ten miles, extending to the 

t Including loans, &c. 
t At the end of the fiscal year. 
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distance of five miles on each aide, with sove- 
reign rights within the strip. A new poi*t has 
been established at Cristobal, in the Atlantic, 
and Port Ancon, on the Pacific, is also adminis- 
tered by American officials and laws. The area 
of the Republic is 31,890 square miles, the popu- 
lation (1904) about 330,000. There are 165 primary 
schools, at which 9,1:81 children attend ; the 
present system of puVfiic instruction is to be 
thoroughly reorganised and reformed. The 
once famous pearl-fisheries in the Grulf of 
Panama yield now but little, but other beds are 
being worked along the Xorth coast. The pros- 
perity of the State depends upon its favourable 
geographical position, which facilitates transit 
fi'om the Atlantic to the Pacific. The distance 
from Limon Bay to Panama on the latter is only 
3 S miles, and the highest elevation of the water- 
shed does not exceed 278 feet. Until 1896 
Panama and Colon were free ports. A general 
import duty is now levied at the rate of 10 per 
cent, gold on tiie value of all imports, except 
liquors, which are provided for separately. 
A special agreement between the IbS. and 
Panama was signed in December, 1904, esta]^- 
lishing free trade between the Republic and the 
Canal Zone. 3klerchandise entering the zone for 
consumption pays import dues to the Panama 
Government identical with those levied on the 
importations into the Republic. All supplies 
imported for account of the Isthmian Canal 
Commission are exempted from all taxation. 
A railway 47 miles in length (fare, first class 
$2.40, second class $1.30) (luggage 2 cents a lb.) 
(U.S. gold) joins the two oceans. The imports 
in 1:908 were valued at 561,362 (from U.S., 
^^891,956, exclusive of canal materials; from 
U.K., ;£3 io,7io ; from Germany, ^£[158,716), and 
consisted chiefly of manufactured goods aud 
foodstuffs. Tlie exports (principally gold dust 
and bars, hides, rubber, motiier-of-pearl shells, 
cabinet woods, bananas, and medicinal plants) 

The Pamma Canal.— k ship canal was com- 
menced in 1879 by Ferdinand de Lesseps, the 
diggings being begun in 1881, bub in March, 
18^, work ceased owing to lack of funds. A 
, French syndicate then assumed charge of the 
I property and continued the works at the Culebra 
! cut until the sale of the property to the IbS. for 
forty millions of dollars in 1904. A lock canal 
has been definitely decided upon, in 85 ft. 
level, with 6 locks ; 3 will be located at Gatun, 
I at Putlro Miguel, and 2 at Mirafiores, all in 
dtiplicate, 'Wiih tlie work already done it is 
estimated it can bo completed by 1915. Total 
length will be about 46 miles, and at surface of 

water 300 to 500 ft. ; dei>th, 40 ft. 

Paimam—Min. Remdont and Con, Gen., Claude 
0 . Mallet, C.M.G. (alvso to Costa Rica) ^£’1,320 

Vim-Ooymd^ D. F. Filliter j^sootosoo 

Boea^^ del Toro— Conn. Agent, P. P. Hamilton 

(gnitwig). 

Colon-Vice-Cons., B'. 0 . Chalkley ;£!3oot0 5oo 
Panama, 5,466 miles ; transit from Liverpool 
direct every ten days, 17 days, or from 
Bouthaiiipton fortnightly, x8 days; wti New 
York x4 days. 

PARAGUAY, REPUBLIC OP. 

Premdmt, Erniliano Gonzalez JUBTfevo, asswned 
q^ce s ?iily X90S (for 4 years) j£x,goo 

Secretari/, Manuel Gondra. 

Minister PUnifoUnlmn! to London and Paris, 
Sefior B\)«ebio Machain. 


Comul-General in, London, Alfred James, iS, 
Eldon Street, E.C. 

Consul in London, (vacant). 

An inland State of South America, situate 
between 22° 4'— 27° 30 S. lat and 54° 32'~6i° 20' 
Mb long. Its area is computed at 145,400 square 
miles, enclosed within the rivers Parana and 
Paraguay ; and contains a population (1900) of 
about 635,600. The chief crops are maize, rice, 
coffee, manioc, tobacco, sugar-cane, and oranges. 
Among its principal trees are several species of 
dye-wood, and many yielding juices or gums, as 
the caoutchouc or india-rubber ; the Quebracho, 
used for tanning, and the “ Yerba Matd,” or 
Paraguay tea-plant ; there are also hard w^ood and 
other timber trees and medicinal plants. Stock- 
raising is the chief industry. The chief articles 
of export are oranges, hides, tobacco, yerba matd, 
and timber. The army numbers about 40,000 
men ; there is no navy. A railway, 155 miles in 
length, belongs to an English company. 

1906. X907. 1908. 

Revenue (Estimate) j£^ 44 i, 3x6 ^£^6x4, 400 jC6oo,257 

Expenditure 389>949 S77>9S3 

1906. 1907. 1908. 

Imports £i,2S3>439 £hS7^,^SS £Sx 4 , 59 x 

Exports 539,028 647,222 773,419 

Capital, Asuncion. Population (1903), 60,000. 
British Minister, Walter B. Towuiley (Buenos 
Aires). 

Coimtl, G. W. E. Griffith ;£;6oo 

PERSIA. 

Sovereign, Sultan Ahmed Mirza, Shah, h. 20 Jan., 
1898 ; sue. x7 July 1909. 

Heir Prenwnptive, Mohammed Hassan Mirza. 
Regent, Azad-ul-M iilk. 

Prime Minister, Sipahdar-i-Azem. 

Foreign Minister, Ala-es-Sultaneh. 

Envoy Extry. and Minister Pleny, in London, 
JVfirza Mehcli Khan, 36 Queen’s Gate Terrace, i 
S.W. 

ConsiU-Gemo'al, Harry Seymour Foster. ' 

J)o, for Scotland, A. C. C. vScliultz. I 

Persia-called by the natives Iran— comprises I 
630,000 square miles. The population, widely 
scattered, is estimated at xo, 000,000. By the 
Anglo-Russian Convention of Aug., 1907, Great 
Britain and Russia mutually engaged to respect 
the integrity and independence of Pensia, while 
marking out certain regions in S.E. and 
Persia respectively in which each had, for geo- 
graphical and economic reasons, special interests. 
Prussia engaged not to seek political or commercial I 
concessions (for railways, mines, &c.) beyond a ' 
line running from the Afghan frontier via Gazik, 
Birjaml, and Kerman to Bunder Abbas, wdiile 
Great Britain made alike engagement as regards 
a line running from Kasr-i-Shiriii via Ispahan, 
Yezd, and Kakhk to a point on the frontier at 
the intoi-section of the Russian and Afghan 
frontiers. Russia did not deny the special 
interests of England in the Persian Gulf, the 
result of British action in those waters for over 
100 yciirs. The ill-defined western frontier of 
Persia marches with Turkey, with which thei’e 
have been serious boundary disputes since 1906. 

Persia is mostly a bare and arid table-land, 

I encircled, excex)t on the east, by mountains, 
those in the north rising to 18,700 ft. The 
central and eastern portion is a vast salt desert. 
The only navigable river is the Karun, which 
was opened to foreign navigation from Moha- 
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merali to Aliwaz ill 1888. Messrs. Lyneh Bros., 
aided by a British-Indian subsidy, run a fort- 
nightly steamer to Ahwaz, whence there is a 
new road to Ispahan made by British capital. 
The Upper Kanin, navigable as far as Shuster, is 
reserved to the Persian flag. There is one 
(Belgian) railway of eight miles running south 
from Tehran. Most of the telegraphs are managed 
by the Indo-Euiopean Telegraph Department of 
the Government of India. The main telegiaph is 
from Julfa, on the Kussian frontier, to Bushire, 
whence there is a cable to Bombay. The con- 
vention for this telegraph lasts till 1925. A new 
land telegraph has been constructed by British 
agency from Karachi (India) vi/i Quetta, Kobat, 
Yezd, and Kerman, to Tehran. It is leased to the 
Persian Government, but maintained by British 
directors and staff. The chief routes to Persia are 
those iM Batoum-Tiflis-Tabriz and Baku-Kesht, 
constructed and controlled by Kussians, and 
closed to non-Paissian merchandise, except tea ; 
the Trebizond-Tabriz route, long and costly ; the 
Bunder Abbas route to Kerman, Yezd, and Seistan, 
liable to robbery ; the Bushire-Shii-az-Ispahan 
route, long and difficult ; the Bussorah-Baghdad- 
Kerraanshah route, suited for bulky or heavy 
goods ; and the increasingly popular Moham- 
merah-Ahwaz-Ispahan route, shorter, cheaper, 
and better than the Bushire route. Several good 
cart-roads have been made or are in progress. 
I'ravelling is mostly by caravans, and transport 
by pack-animals. The cost of carriage is, there- 
fore, very lieavj^ The chief products are cereals, 
cotton, gums, dried fruits, silk, tobacco, and 
opium. The minerals (little worked) are salt, 
iron, coal, copper, lead, sulphur, <fec., with 
turquoises. Oilfields in Southern Persia have 
been successfully worked by an English com- 
pany since 1902. The only important manu- 
facture is that of woollen carpets (mostly a 
domestic industry), but shawls, silks, and cotton 
fabrics are also produced. There are extensive 
forests in the north and west. Sheep and goats 
are numerous, and good wool is produced. 
The principal towns are Tehran (pop. 210,000), 
Tabriz (180,000), Ispahan (60,000), Meshed (80,000), 
Korinan (50, 000), Yezd (60,000), and Shiraz (60,000). 
j The Persians are mostly Shiah Muhammadans ; 

I hut there are many adherents of Babism and Ar- 
I mcnian Christians. The laws and popular educa- 
I tion are based on the precepts of the Koran, 
i Persia is divided into provinces, of which the 
I principal are under Governors or Governors- 
I General. Owing to increasing popular misery 
j and to discontent -with a corrupt and incom- 
! petcnt administration and an extravagant Court, 
% nationalist movement began in Dec., 1905. 
In Ang., 1906, the Shah, admitting the need for 
reforms, granted a Constitution. The Mefliss 
(National Council or Consultative Assembly) 
con.sists of x 62 rcpresentative.s of the princes 
(kajar-s), clergy, nobles, landowners and agri- 
culturists, merchants and tradesmen, who are 
elected by their peers. The first elections were 
held in Oct., 1906. A new^ Cabinet of eight re- 
sponsible Ministers was formed in Sept., 1907. 
In Oct., 1907, the Shah signed a new constitution, I 
limiting the sovereign prerogatives and ecclesi- 
a.stical authority, and granting liberty of con- 
science, of the person, of education, of the press, 
of association, and of speech. But he broke his 
pledges and violently dis.solved the Mejliss, As a 
result a fresh nationalist movement sprang up, 
Tabriz being the centre of revolt. Owdng to the 
vacillation of the Shah and the anarchical state 


of affairs, England and Eiissia made strong 
representations in favour of the restoration of a 
constitutional A Eussian force eventu- 

ally crossed the frontier, while the revolutionary 
bands concentrated on Tehran, which was 
occupied without much fighting on 13 July, 1909. 
The Shah was deposed by the National Council, 
and his son, aged eleven years, appointed to 
succeed him. Brigandage and disorder are still 
rife in the provinces. The nevdy- elected Mejlim 
was opened on Nov. 15. The revenue, estimated 
ut j^7,ooo,coo for 1907-8, is derived from land tax, 
Crown lands, customs, and lease of monopolies. 
Eoreign trade is developing. The total imports 
of merchandise into Persia in 1907-8 amounted 
to 408,000,000 kra ns, and the exports to 317,000,000 
krans. Eussia had about 47 per cent, of the 
imports and 64 per cent, of the export.^ ; the 
British Empire 41 per cent, of the imports and 
12 per cent, of the exports. Turkey and France 
were the other chief participators. Proximity to 
the best cultivated and most populous provinces, 
railways in Transcaspia, bounties on sugar, &c., 
and new roads from the frontier, have extended 
Eussia’s trade and influence. Persia’s trade with 
Eussia is chiefly through ports on the Caspian 
(on which only Enssian vessels are allowed) or 
by the Trans-Caspian Eailway, and with England 
and British India by way of the Persian Gulf. 
The sea-borne trade of Persia passes chiefly 
through the ports of Bushire and Bunder Abbas, 
and vU Baghdad. There are several English 
firms at Bushire, the chief port on the Gulf 
and an entrep 6 t for trade with Shiraz, Ispahan, 
and Tehran, and many European business 
houses at Tehran, now the central exchange 
and money market, and at Tabriz, the mtrexiut 
for European goods coming wd. Trebizond. The 
shipping of the Persian Gulf is ja-iucipally British. 
A subsidised Eussian line runs four steamers 
a year from Odessa, and a German line runs 
from Hamburg. Persia’s chief imports are cotton 
piece-goods (mainly from England, India, and 
Eussia) and sugar (from Eussia, Austria-Hungary 
and France), with woollen goods, silkgoods, cotton 
yarn, tea, metalwares, gold and silver, petroleum, 
and indigo. The principal exports are dried 
fruits, raw cotton, pearls, opium, rice, wool, fish, 
carpets, and silk cocoons. A new specific tariff 
on imports and exports was introduced in 1903, 
when vexatious internal dues were abolislied. 
The customs (as also the post-office) ha^-e, 
since 1900, been managed by European officials. 
Native dealers are reputed to be dishonest, 
and legal redress is hard to obtain. The 
(English) Imperial Bank of Persia has its head 
office at Tehran, with branches in the chief cities, 
and issues notes. There ax*e also one Eussian and 
two native hanks. A. concession for a German 
bank was granted in 1907. A national bank is 
to be established. The foreign debt of Persia 
is about 400, 000. at 6 pei* cent., borrowed 

in 1900 and 1902 from the Eussian Banq.iie 
d’Escompte for 73 years, and irredeemable for 10 
years. It is guaranteed by the Eussian Govern- 
ment, and secured on the customs. 

Exports from United Kingdom, 1908 ... ^^482, 171 
Imports into ditto, 1908 289,786 

Capital, Tehran. Population, 210,000. 

Envoy ExtmorMnary it Plenipo- 

tentiary Consui-General, George 

Barclay, K.c.M.a., C.V.o. j^4,5oo 

CotmeiUor, E. A. Eennie, 3vr.T. 0 730 

Military AttacM^ Major C. B. Stokes (/.A.) 500 
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znd Secretary, E. E. Gye 

P'd Semitary, Lancelot Oliphant ' 

Oriental Seohtary, G. P. Churchill ...£^oq to 600 1 
Ucad of Oriental Chancery, Abbas Kuli j 

iChan, o.M.G iSsoo to 400 I 

AttacM, Sir Ooleriflge Kennard, Bart. 

Physician, Br. Anthony Neligan 600 

Vice-Consul, W. A. Smart jS3S«> to 450 

Iieskt-~-Vice-Conml, H, L. Eabino ...^£330 to 430 
Sidtanahad-Vice-Comnl, E. T. Strauss. 

Bushire — Cons. -Gen. d' Political Resident, Maj. 

P. Z. Cox, C.S,I., C.LE. PwS. z,y^o per rmnsem 

Vice-Comid, H. G. Chick £^° to 

Bunder Abbas— Vice-Consul, Capt. M. E. 

Kae Bs. 700 per mensem 

Lingak—Vice-Consid, Rowland E. New. 
Js2mhan—Coiis.-Gen., Thos,. G. Gi-ahame... £Boo 
j Vice-Consul, M. S. P. Aganoor, 

Yezd — Vice-Comid (vacant), 
i Kerman— Consitl, Major Claude T. Bucat 
i Rs. 1,600 per mensem 

i Kermaiiskah— Consul, W. McBouall ;€6c»o 

1 Vice-Consul, Capt. H. Crossle, M.P. 

I Khorassan-Cons.-Gen. and Agent to Govt. 
j of India {Meshed), Major Percy M. 

Sykes, aM.G P*-s. 2,230 per mensem 

Muhammerah— Cons., C&pt. L. B. H. Haworth. 

Ahrcaz— Consul, Capt. B. L. R. LorimerRs. 700 
Seistand Kain— Consul, Major W. E. T. 

O'Connor, c.T.Ji Rs. 1,700 per mensem 

Vice-Con., Capt. J. B. B. Hunter, i.M.s. 

(Aotinxj) Rs. goopermensem 

Bhiraz—Cotmil {v-Acant) £600 

Tabriz— Consul, H. S. Shipley, C.M.G 800 

Vice-Consul, Charles Stevens 

Maragha—Cons. Agt. , Br. H. M. Vatarnian. 
Tiirhat-i-Haidavi— Consul, Capt. T. H. 

ICeyes Rs. 900 i)cr mensem 

PERU, Republic op. 

President, Sehor Augusto B. Lcguia, installed 
24 Sept. , 1908, for four years. 

Premier and Interior, Rafael Villanueva. 
Foreign A fairs, Meliton E. Porras. 

Justice and Public InstrueMon, .T. Matias Leon. 
Finance andiCommerce, Carlos Eorero. 

and Marine, Col. Ernesto Zapata, 
Agriculture and PuhUc Works, Bavid Matio. 
Minister in London (resident in Paris), Bon Carlos 
(r. Candamo. {Legation : io4Victoria St. , S. W.). 
Bees., Bon R. E. Lembeke ; Bon E. Leguia. 
Attache, Bon P. E, Caballero. 

Charge d'A (mires and Comvl-Gen., Bon Eduardo 
Lenibckc, 104 Victoria Street, S.W. 

Consul at Liverpool, Don Bernardino Codesido. 
Z).')., Southampton, Carlos G. Estenos. 

Do., Glasgow, Don M. B. Berteano. 

Peru is a maritime Republic of South 
America, situated between 1“^* 31' 29'' and 
j xs' latitude and between 62^ 6' and 81® 20' 45" 

! IV. 'J’he territory between 4/ S. and 19*^ 13' 
i S. is still occupied by Chili. The question of the 
! provinces of Tacna and Ariea is due to be settled 
I by a plebiscite, which will determine to which of 
; the two countries these territories are to belong, 

I but it has not yet been possible to arrive at an 
armngement for carrying out the stipulations of 
; the Treaty of Ancon concerning these two 
provinces. Peru has a coast line of about *,300 
miles. It i.s iKumded on the north by the 
republics of Ecuador and Colombia, as the latter 
claims a temtory in the Amazonian basin ; on 
the east by the Brazils and Bolivia, and on the 
south by Chile and Bolivia. Peru has boundary 
questions with all the neighbouring republics. 


It is customary to estimate the area of Peru at 
alx)ut 300,000 square miles, but if the extreme 
claims of Peru be taken into consideration, the 
area is, of course, infinitely larger. The popu- 
lation is estimated at 4,000,000 by the Lima 
Geographical Society, but no census has been 
taken since *876. The country is traversed 
throughout its length by the Andes, run- 
ning parallel to the Pacific coast. The coast 
region is sandy desert, except where watered 
by transverse mountain streams, but capalde of 
cultivation in the highest degree by irrigation. 
The valleys running to the coast are very fertile, 
i and the mountains are rich in minerals, among 
j 'which silver, quicksilver, copper and coal (of 
! inferior quality) are conspicuous ; ivhilc in the 
j department of Tumbes, along the coast, there are 
j important beds of petroleum. Gold is found in 
} many districts, but especially in the province of 
I Carabaya, where mining on an important scale 
is carried on. An American syndicate has bought 
four-fifths of the whole mineral zone of Cerro de 
Pasco, and many others in neighbouring mining 
districts, and has constructed a raihvay from 
Oroya to Cerro de Pasco. The eastern provinces 
are of vast extent and fertility, with a tropical 
climate. The medicinal productions of that 
region are of gi*eat value, comprising cinchona, 
or Peruvian bark (of which little is now exported), 
sarsaparilla, copaiba, &c. India-rubber is an 
important product of the country. Coca, cocoa, 
and coffee are grown on a small scale. Sugar is 
' the staple agricultural article of the country. 

I The Lobos and other islands on the Pacific coast 
provide the guano. 

The total length of the railways open (1908) 
was *,47x miles, and extensions are contem- 
plated from Sicnaiii to Cuzco and from Oroya 
to Juaja. There is also steam navigation on 
that lake and the River Besaguadero. The 
eastern rivers are also navigated to some extent 
by steam craft. Wireless telegraphy stations 
have been established in many places, and several 
are contemplated in the near future. 

The Navy consists of six vessels, all in good con- 
dition, including two swift cruisers built at Bar- 
row. The principal imports are coal, cotton, wool- 
i len, linen, and silk goods, drugs, earthen and stone 
I wares, machinery, explosives, metals and manii- 
I factures thereof, oils, stationery, paper manufac- 
tures, timber, and wdieat. The chief exports are 
sugar, copper and other ores, guano, gold, silver, 
cotton, llama and alpaca wool, rubber, and co- 
caine. A small quantity of coffee is also e.xported. 

Eor Edxicaticyn, see pp. 669-670. 

Peru has no foreign debt. An arrangement 
w'as concluded in January, 1890, by the Peruviaif 
Government for the cancelling of the external 
debt (w'hich amounted, with arrears of interest, 
to over 5^30,000,000), under which the State 
railways, the guano up to 2,000,000 tons, certain 
rights in the Cerro de Pasco district, and vast 
tracts of land are vested in the Peruvian Corpor- 
ation. The disputes between the Government 
and the Corporation were settled in June, 1907. 
A loan of 5^600,000 has been concluded with the 
German Bank, guaranteed by the salt tax. 

The total amount of the capital of the interest- 
bearing funded debt is £^,660,64$, bearing 
interest at the rate of t per cent. Claims of 
every kind upon the Government are being con- 
verted into a non interest bearing funded debt 
(called Deuda de A mortizacion), redeemed at a 
low rate, which fluctuates. On 30 June, 1907, the 
capital of this debt was 3^2, 171, 163. 
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Foreign Countries — Peru^ Portugal. 


Peril lias now a gold standard. Exchange 
flnetuates at aliout 241:?.. to the 

.''1907. ■ ■ I'poS. 

Public revenue ^£2, 679, 266 3^2)861,299 

Public expenditure 2,107,04* 2,823,059 

Total imports... 5 » 29 S> 62 S 

Total exports............... S» 747 ) 73 * S»37S>7*2 

Impoi’ts from U.K. ...... 2,163,927 x,S 25 » 9*6 

Exports to F.K. ......... 2,786,034 2,887,438 

Capital, Lima. Population (1908), 14* ,000. 

British Minister, Charles des Graz ......... 3^^2,000 

Vice-Consul, ilobert A. Clay 

Areqidpa— Vice-Consul, G-eo. Stafford. 

Cerroih Pasco~~Co 7 is, Agent, Kemy Bitone. 
MoUendo~~Vice-Consul, Jas. Golding. 

Payta— Vice-Consul (vacant). 

Pereni— -Vice-Consul, J. A. Furlong ... 

Piseo-rViee- Consul (vacant) 

Salmerrif mid Trujillo — Viee-Cons-id, 

Juan Balman 

Callao— Cons. -Gen. , Lucien J. J erome 3^800 

„ -Vice-Consul, George G. Wilson... 400 
Jquitos—Consifl, Eavid Cazes.j 
Lima, 7,020 miles; transit, md Southampton. 
40 days, or vid New York & Colon, about 3a days. 

POETUGAL. 

King, Dom Manuel, k.g. , hornx$ November, 1889 ; 
sue. t February, 1908. 

Beir Presumptive, l)om Affonso Henriques, Duke 
of Oporto, born 31 July, 1865. 

President of Council and Minister of the Interior, 
Wenceslau de Lima, G.c.v.o. 

Foreign A fairs, Colonel Carlos Eoma dii Bocage. 
Finance, Slajor Francisco de Paula Azevedo. 
Justice, Francisco Jos6 de Medeiros. 

War, General Alveo Cardeira. 

Marim and Colonies, Manuel Terra Pereira 
Viauna. 

Public Worlcs, Colonel Barjona de Freitas. 


Fnvoy Extr. A: Minister Plen. in London, Marquis 
de Several, g.c.m.g., g.c.v.o., 12 Gloucester 
Place, W. 

Cow'iwiZZor o/ LejgrutioiijJ. da Camara Mauoel,C,V.O. 
znd Sec., A. Ferreira d’ Almeida Carvalho, 
Attache, Marquis de Jacome Correa, 

Commercial Attache Consul-General, J. Batalha 
Eeis, M.Y.O. , . 
jp/M«.«aaZ 

The most westerly Kingdom of Europe, and a 
part of the great Iberian Peninsula ; it lies 11137° 
—42° 8' N. lat. and 6° 15' — 9° 30' W. long., being 
360 miles in length from N. to S., and averaging 
about xoo in breadth from E. to W. Continental 
Portugal contains an area of 34,254 square miles, 
with a population in *900 of 5,03:6,267, exclusive 
of the colonies. The Azores and Madeira (1,237 
square miles, pop. 406,865) form pai't of the 
kingdom, which thus has a population of 
S» 423 »* 3 «: I'iic chief jiroducts are wheat, barley, 
oats, maize, flax, hemp, and the vine in elevated 
tracts; in the lowlands, rice, olives, oranges, 
lemons, citrons, figs, and almonds. There are 
extensive forests of oak, chestnut, sea-pine, and 
cork, the cultivation of the vine and the olive 
being among the chief branches of industry ; 
the rich red wine known to Us as “ port ” is 
shipped from Oporto. Its mineral products are 
important- copper, lead, tin, antimony, coal, 
manganese, iron, slate, and bay-salt, which last, 
from its hardness and purity, is in demand. Its 
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manufactures consist of gloves, silk, woollen, 
linen, and cotton falu’ics, metal and earthenware 
goods, tobacco, cigars, &e. The exports consist 
to the extent of 50 per cent, of wine, which is 
the chief industrial product of the country; 
others are cork, cattle, copper-ore, fruits, oil, 
sardines and salt. The imports are manufactured 
goods— hardware, cotton and woollen stuffs, 
machinery, wheat, sugar, dried fish, coal, Ac. 
The commercial marine (1906) numbered 630 
steam and sailing vessels, of which only 17 steam 
and 5 sailing vessels exceeded 900 gross 
tonnage. Eailways 1,504 miles in extent were 
opeii for traffic in 1906, and there are 5,301 miles 
of telegraph wire in 1902. For many years the 
national income has l>een considerably less than 
the expenditure ; this deficiency has added to 
the national debt- 

Befence (for Army, .9^^ p. 667). The Na\'y 
consists of 39 steamers and x6 sailing vessels, 
many scarcely seaworthy, and al)Out 4,898 sailors. 

Education (see -p. 670). 

1907-1908. 1908-1909. 

Eevenue (estimate) 3^15,174,000 31^14, 106,000 

Expenditure (estimate) 15,402,000 14,540,000 

1906, 1908. 

Debt, Consold.(June 30) 188,151,000 154,122,800 

,, Floating 16,299,000 15,968,600 

1906. 3:907. 

Imports 17,016,000 15,959,600 

From IT. K. (1907-8)... 3,310,471 2,973,795 

Exports 10,394,000 9,778,600 

To U.K. (1907-8) 3)546,215 2,956,171 

Capital, Lisbon. Population (1900), 356,009 ; 
Oporto had a population (1900) of 167,955. 

British Minister, Hon. Sir F. H. Villiers, 


K.C.M.G., C.B £3,500 

znd Secretary, Hugh Gaisford .........3(^300 to 500 

3rd Secretary, Edward Hope Vere.. .......... 150 

Consul, Philip A. Somers Cocks... 800 

Translator, H. Oakley £200 to 300 

Vice-Consul, Harold E. Jones 


jBe^ewi-TL-Cous:., Charles J. Ffrench Duff 
Faro and Tavira— Vice-Consul, Candido 

P. dos Santos 

Portimdo—V.-Cons., Jos6 P. d’Azevedo 
Setubal— Vice-Cons., Joaqnira P. Fryxell 
Villa Real de San A ntonio — Vice-Consul, 

Francisco Jose L, Tavares 

Funckal(Madeira)— Consul, Capt. J. Boyle, 

M.V .0 600 

„ Vice-Consul, E. )Sarsfield 

Loanda— Consul, H. G, A. Mackie 600 

„ Vice-Consul, Arnold Beseke 

Lobito— Vice-Cons., J. W. H. Fussell. 

St: Thorne— Cons. Agent, Francisco 0 . 

Marin 

; Lorenzo Marques— Cons. , E. C. F. Maugham 700 

,, Vice-Consul, A. T. Long 

Beira— Vice-Consul, L. E. Keyser £300 to 500 
Chiiide—Cdnml, Stanley H. Fletcher ... £532 
Momrrdbique—V.-Cons., 

Quilimane — Vice-Consul, Gustave Bovay 
Marmagao (Portuguese India) — Con. , 

Eobert A. Becher 

Opcrrto—Conmd, Monovins Qv&nt 600 

Figueira— Vice-Consul, George Laidley 
. Leixoes— Vice-Consul, T. Cover! ey. 

Vianna and Caminha — Vice-Consid, 

Joao de Castro 

Forbuguese Guinea— Co 7 isnl-General, Oiipt. 

C. B. Wallis 

Bissau— Vice-Consul, J. V. E. De Laet 
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St MlchaeVs (Azores)— Consid^ Wm. Bead. 

Antonio J. Viveiros ...... 

Fayal — Vice-Oo7iml^ S. Millier-Wood ... 

Flurex-Vice-ConmU James McKay 

St. Gmrge—Conft. Agent., J. ,T. Oardozo... 

St Vincent— Comul, W. Bice 

„ Vlce-Conml., G. J. Smalleombe 

St. Jago—Cons. Agent, 3 , B. da Silva ... 

Lisbon, distance i,iio miles ; transit, go hours. 

Colonies and Devenbencies. 

Madeiha (imports, 1906, ;iC4S45So6 ; exports, 
^£332,840) and the Azores are an integral part 
of Portugal proper ; the Cape Verde Islands, 
off the Cape of that name in Senegambia, consist 
of St. Antonio, St. IJiTicolas, Fogo, Santiago, 
Jioa vista, Sal, and some smaller islands, having a 
total area of 1,490 stiuare miles, and a population 
of about 150,000 ; the capital is Porto Praia. In 
West Africa a portion of the Guinea Coast, with 
the B1S.SAG0.S Islands, was acquired in 1885 ; the 
capital is Caeheo, and the territory has an area of 
14,370 square miles with about 1,500,000 inhabi- 
tants. In the Gulf of Guinea the two islands of 
St. Thomas (direct and transit trade with mother 
country, 1904, £1,7x5^000; principal export, 
cocoa) and Principe were obtained in 1879; 
area 420 square miles (population about 40,000). 
Between the French Congo and the Free State 
are the territories of Landana and Cabenda, 
area about 2,030 stpiare miles (population 30,000); 
and extending from the left l3ank of the Congo 
river to the right ))ank of the Cumene river is the 
vast province of Angola, Oov.-Gen., Maj. H. de 
Paiva Conceiro (direct and transit trade with 
mother country, 1904, 162, 000 ; principal ex- 

port, rubber), with about 1,350 miles of coast-line 
and an area of 5x0,670 square miles (population 
about 4,000,000). The cai)ital of Angola is St. Paul 
de Loanda ; railways, 300 miles open, and about 
250 miles of telegraph wires. Lorenzo Marques 
and Mozambique together constitute Portu- 
guese East Africa, Goc.-Gen., Col, Freire 
dAndrade ; area about 207,750 square miles, 
population 3,000,000. In the southern province 
are the ports of Lorenzo ]V[arqiies (Delagoa Bay) 
and Beira, and in the northern, Quilimane, 
Mozambique, and Ibo: the exports of Portu- 
guese East Africa amounting to ^^1,500,000 in 
1903, and the imijorts to £750,000. Parts of 
IMbzambique are lea.sed to the Mozambique 
Compaay and to the Nyas.sa Company ; Bailway.s 
— Dolagoa Bay Bailway from Lorenzo Marques 
north-west to join the Transvaal system on 
the frontier, al)out 60 miles, and the Beira 
Bail way, from Beira to tJmtali on the borders 
of Rhodesia, about 200 miles. Portuguese 
lNDTA.-~Thc territory of GoA contains an area 
of 1,301 S((. miles, and a population of 475,513 
(1901), The city of Nova Goa (New Goa or 
Panjim), capital of that tcrritoiy, and of all the 
Portuguese possessions east of the Cape of Good 
Hoi)e, is situated on the Malabar Coast, about 
265 miles S.S.E. of Bombay. Old Goa, five or six 
miles inland, has fallen into decay, but is still 
remai'kable for its cathedral and ancient build- 
ings. The Portuguese "VYest of India Bailway 
(51 miles) connects the rising port of Mormngao 
with the Madras and;;;^Southeru Mahratta-lUil- 
way in British India. The chief products are 
rice, coco-nuts, and salt. The direct foreign 
trade Is small, but there is a large transit teade 
with British India. Commerce is chiefly in the 
hands of natives of British India, The prin- 
cipal imports are cotton piece-goods, rice, kero- 


sene, sugar, tobacco, <fec. ; the principal exports 
are coco-nuts, manganese ore, salt, betel-nuts, 
<fcc. The other Portuguese possessions in India 
are Bamaun (area 149 sq. miles, pop. 4^9671), to 
the north of Bombay ; and Diu, a town and fort 
on an island oft' the Gujarat coast (pop. 14,6x4, 
area 20 sq. miles). Of the total population 
(531,798) of Portuguese India, 262,648 are Catho- 
lics, 260,144 Hindus, and 8,431 Mohammedans. 
The revenue of the Portuguese possessions 
amounts to about 155 ,000. 

Governor-General, H.E. Sehor Horta e Costa. 

Portugal also possesses rather more than half 
the island of Timor in the East Indian Archi- 
pelago and Macao, an island near the mouth of 
the Canton river. 

1903. 1906. 

Imports from IJ.K ;£^3,5i8,S48 ;)(^3,893,o46 

Exports to U.K 341,208 394)777 

BUMANIA. 

King, Charles, second son of Prince Charles 
Antoine of Hohenzollern-Sigmaringen, 5 om 
20 April, 1839 (O.S.); elected HeredUarg Prinee 
26 Mar., 1866; confirmed 24 Oct., 1866 ; 
claimed King by vote of botli Cliambers, 26 
March ; cTOwned 22 May, 1881 ; mar. 15 Nov. , 
1869, Elizabeth (Carmen-vSylva), daughter of 
the late Prince Hermann von Wied, horn 
20 Dec. , 1843. 

Heir Presumptive(Ke'phew),'BnuQe Ferdinand von 
Hohenzollern, 24 August, 1865 ; proclaimed 
Heir Presumptive 26 March, 1889 ; mar. 10 
January, 1893, to Princess Marie of Edinburgh, 
and has i.mie Carol, b. 15 (28) October, 11^3, 
Elizabeth, h. 1894, Marie, h. xgoo, and Nicolas, 
b. 5 (18) August, 1903. 

Premier and Foreign Affairs, Ion Bratiano. 
Interior, Ion Bratiano. 

War, Toma Stelian. 

Finance, E. Gostinesco. 

Instruction, Spiru Haret. 

Agriculture and Lands, Anton Carp. 

Public IPorAis*, V. G. Mortim. 

Justice, Toma Stelian. 

Commerce and Industri/, L. Djuvara. 

Envoy Extraordinary and Minister Plenipotent, 
Al. Catargi, 4 Cromwell Place, S.W. 
tst Secretary of Legation, Prince Antoine Bibesco, 
12 Half Moon St., W. 

Cotmd-General, Alfred Stead, 49, Parliament 
Street, S.W. 

The Kingdom of Bumania consists of the 
Moldo-Wallachian provinces formerly belonging 
to Turkey, but which by the Treaty of Berlin, 13 
July, 1878, were recognised as an independent 
State, and the territory of the Dobruja added to 
them. On the 26th March, 1881, Bumania was 
raised to a Kingdom. The entire area is 50,702 
square miles, with a population of about 
6,700,000. The dominating religion is that of 
the Greek Church (5,200,000) ; Bbman Catholics, 
1X4,200 ; Pi’otestants, 13,800 ; J ews, 400,000. The 
soil is among the richest in Europe, and, but for 
the fearful summer droughts, would be also the 
most productive. The climate is extreme, for 
summer heats and winter colds are intense. The 
agricultural produce consists of wheat, maize, 
millet, barley, rye, beans, and peas. Vines and 
fruits are abundant. The forests are of great 
extent and importance, but the riches of the 
country consist mainly in its cattle and sheep. 
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Minerals and precious metals are said to be 
abundant, but only salt and petroleum are ob- 
tained. The imports are chiefly the manufactured 
goods of Western Euroi^ie ; the exports consist 
principally of wheat, barley, maize, petroleum 
(over 000,000 in 1906), rock-salt, spirits, hides, 

wood and cattle. The total length of railways 
is 2,zgs miles (1904), and there are 323 telegraph 
offices with 9,915 miles of wire. 

All International Commission, created by the 
freaty of Paris, 1856, and whose powers were 
enlarged by the Treaty of Berlin, 1878, has its 
seat at Galatz, and exercises sovereign powers 
over the navigation of the Danube. Its income, 
principally derived from shipping dues, amounts 
to about ;^6o,ooo per annum. On November 10, 
X892, a large dock was opened at Ibraila, and in 
1896 a canal through the “Iron Gates” rendered 
that hitlierto dangerous jiart perfectly navigable. 

Defence (for Army, see p. C67). There is a 
small navy of 45 vessels. 

Education (see p. 670). 

„ 1908-9, 1909-10. 

Eo venue (Budget) j^i6, 440, 441 £^7,^27 

Expenditure (Budget) ... 16,349,651 18,039,007 

Public debt (1909) ... S9>3io,o89 

1906. 1907- 

Total imports j(Ci^jS3I)9oo £17,220,3,64^ 

Iniiiorts from ir.K 2,457,000 2,795,224 

Total exports 19,269,020 22,160,744 

E.xports to IJ.K 2,060,894 3,455,460 

Capital, Bucharest. Pop. (about) 300,000. 

British Minister, Sir W. Coiiyngliam 

Greene, k.c.b 1^^2,400 

1st Secretary, Eonald J. Hamilton ...£300 to 500 

Consul, Oliver Wardrop 600 

Vice'Co7is., W. G. Boxshall 

Calatz— -Danube Commissioner, Hamilton 

E. Browne 400 

,, Vice-Cons., Joseph Pyke £300 to 500 

Braila — V.-Cons., Wm. J. Norcop \;£3oo £0500 
Constantza— -Vice-Cons., T. Broadwood 

£300 to 500 

SnUna~V.-Co7is., Eredk. Watson ^£300 to 500 
Transit, 2% days. 

THE RUSSIAN EMPIEE. 

Tsar, Nicholas II., Emperor of all the Eussias, 
b. 6 (19) May, 1868; sue. 20 Oct (1 Nov.), 
1894; 7n. 14 (26) Nov., 1894, Princess Alix of 
Hesse (Alexandra Peodorovna), grand-daughter 
of Queen Victoria, and has issue a son, Alexis 
Nicholaievitch, b. 30 July (12 Aug.), 1904, and 

4 daughters, Olga, b. 15(27) Nov., 1895, Tatiana, 
b. 10 (22) J line, 1897, Mane, b. 26 June (8 July), 
1899, and Anastasia, h. 18 June (x July), igoi. 
Heir Apparent, Grand Duke Alexis Nicholaie- 
viteh (Oesarevitch), h. 30 July (12 Aug.^ 1904. 
President erf the Council of the Bmpire, M. 
Akimov. 

Minister of Toiperkd Household, General Baron 
do Fredericks. 

President- of the Council of Mmisters, M. 

Stolypine (also Mmister of Interior). 

Foreign Affairs, M. Iswolsky. 

Finance, M. Kokovtsov. 

Public Insti'iiction, M.. ^QhwQXz. 

Public Works, M. Eukhioff. 

War, General Sukhomlinof. 

Marine, Vice-Admiral Voyevodsky. 

Justice, M. Stcheglovitoff. 

Commerce, IVf. Miiller. 

Ayncultu re and Crown Domains, A. Krivosheyn. 

A^nbassador to Fra^ice, M. NelidoiT ; Germany, 
Count Osten-Sacken ; Anshda-IImigary, Prince 
Friisoif ; Italy, Prince Doigorouky ; Turkey, 
M. Tcharykof; Baron Eoseu. 

Ainbassador in London, Count Benckendorff, 
Chesham House, S.W. 

Councillor, M. de Etter. 
xst Secretary, M. Sevastopoulo. 

’ 2nd Secretaries, Prince Sviatopolk-Mirski, M. B. 
deSiebert. 

Attaches, Baron Meyendorff ; Count Alfred 
Tyszkiewicz. 

j¥i 7 »:far^ ..4 General Yermoloff. 

Naval Attachi, Capt. Koerber. 

Agent of Ministry of Finances, M. Eutkowski. 
Co7isul-General Baron A. de Hey king. 

An Empire comprising one-sixtli of the teni- 
torial surface of tlie globe, stretching over a 
large portion of its northern regions, and ai;>- 
proaching very nearly in extent to the dominion 
under British rule. In addition to Eiissia in 
Europe (exclusive of the Caucasus), situate 
between lat. 44'^ 28'— 76° 33' N. and if^ 40-- 
64°33'E. long., and embracing more than half 
of that continent, it comprehends one-third of 
Asia, and until 1867 included also a large section 
of North America. The emxnre comiuises : 

European Rmaia : , 

Eussia Proper (50 Provs.) s, '859,195 ' 1x3,841,000 

Poland (10 Provs.) 49,084 ... 11,360,900 

Finland (Grand Duchy) 144,211 ... 2,968,600 
Asiatic Russia 

Caucasia (n Provs.) 181,550 ... 10,008,400 

Siberia (8 Provs. and 

Eegions) 4,817,687 ... 7,049,200 

Central Asia (xo Provs. 
and Eegions) 1,327,317 ... 9,305,200 

(or 19,099,886-9 sq, versts) 8,379,044 155,433,300 

Of the total population 77,696,400 were men and 
77,73^,900 women, and the population is 26*8 per 
square verst in European Eussia, lox -8 in Poland, 
26-2 in the Caucasus, o-6 in Siberia, 2-9 in 
Central Asiatic possessions, 10-3 in Finland, and 
8*1 for the whole Empire.* 

In the European parts of Eussia alone the 
population increases annually at the rate of 
nearly a million and a half. The largest towns 
are St. Petersburg (1,678,000), Moscow (i;i73, 427), 
Warsaw (756,426), Odessa (449, «73), 1 -odz (351,570), 
Kieff (329,000), Eiga (256,197), Kbarkoft’ (197,405), 
Vilna (162,633), Saratov (143,431), Kazan (143,707), 
Ekaterinoslav (1^,552), Eostoff (1x9,88^, Astra- 
khan (121,580), Tula (109,279), and Kishineff 
(125,787); whilst Nijni Novgorod, Nikolaieff, . 
Samara and Minsk have populations between 
9o,ooo_ and 95,000. In Asiatic Eussia the Caucasus 
contains two towns with over 100,000 inhabitants, 
Baku (179,133) and Tiflis (160,645) 1 Turkestan 
contains five large towns, Tashkend (156,000), 
Namangan, Samarkand and Andijan ; in Siberia 
Tomsk, Irkutsk, and Ekaterinburg have each 
about 50,000 inhabitants. Nijni Novgorod, though 
small, is a station on the Trans-Siberian Eailway, 
and has annually the largest fair in the world. 

Nationalities various nationali- 

ties were represented about as follows -Euss, 
two-thirds of the whole population, or 63-3^0; 
Poles, 6'2°/a ; Lithuanians, 2'4% ; Germans, i ’6% ; 

Figures taken from the Annual (Oflicial) Publication 

Of Stetistics, issued by the Central Statistical Committee 
of the Ministry of the Interior for the year 1908, and 
published May, 1909 (St. Petersburg). 
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Avmeniaus, 0-9^^' ; Jews, ; Caucasians, oVA *» 
Finns, 4?s'’/'o ; Turco-Tarbars, io'6fo ; Hougola, 
0*4%" various, a*o>. 

Relicjlom (1903)*.— The established religion of 
the empire is the llusso-Greek Church, officially 
called the Orthodox Catholic Faith. According 
to religions there were ’Orthodox, ' 69^/0 ; 
Unsctiilmnn • XU)mau Oatholics, • 


from the mines in the Altai Mountains. Paissia 
is iihw the largest producer of petroleum in 
the world, the butput ainoiihting to 410,000,600 
poods (of 36 lbs.) in 1903. Ah immense bed of 
coal, both steam and anthracite, and apparently 
inexhaustible, has been discovered in the basin 
, ^ . of the Donetz (between tiie rivers Oonetz and 

Mussulman, lo'Ss'^o ; XU)man Oatholics, 8'9t^t ! Dnieper). fXhe coal (uitput for the whole of 
Protestants, 4'$s“/o ; Jews, 4*o3?/o ; other Christian | Russia in 1906 was 21,000,000 tons ; other mineral 
ijeliefs, 0-96^ ; other non-Christian beliefs, o*5o“/». | products in 1907 were pig iron (4,227,419 tons); 
Eimjpeaii Russia consists mainly of iminense i gold, *904 (1,193,93602.) ; platinum (306 i)oods 


plain ; the V aldai hills in the west rise only to 
about 1,000 ft., and the Lublin hills in the south- 
west to about 1,300 ft. On the right l>ank of 
fjake Imandra, in tlieKola peninsula, is an eleva- 
tion of 3,300 ft. The Timanski range, in the 
province of Archangel, rises to about 3,000 ft., 
and Mount Lujaiir-Ort in Finland to about 
3,400 ft. In the Crimea and 0<aucasus various 
heights are over 4,300 ft., and the Obdorsk and 
'Oral Mountains, which form the borderland 
between Europe and Asia, rise in many places 
to between 4,000 and 3,000 ft. In Siberia the 
l)riueipal ranges are the Altai, vSayansk, Baikal, 
Fablonoi and Verkhoiansk mountains, with a 
volcanic chain in Kamtclmtka. In Russian 
Turkestan are portions of the Thian Shan range, 
and in Bokhara are the Pamirs, 


tons, being 95 per cent, of the wm-ld’s ontputj; 
steel and rails (1906, 2,000,000 tons), copper 
(14,401, 000 pouds in 1907), and (iUi('ksilver(32S tons 
in 1904). 

Porfs.— -The principal ports ra'e Petersburg, "the 
naval depot and fortress Kronstadt, Xarva, Riga, 
Libau, Pernaii and Ndndau (Baltic), Kango (Gulf 
of Bothnia), Revel, Helsingfors amnViborg(Gulf 
of Finland), Archangel and Ekatcrinsk (Arctic 
and \Vhite Sea,s), Odessa, Xicolaieff, Sevastopol, 
IS eva-Rossiisk, Berdiansk, and Bat<.)um. Taganrog, 
Mariupol, RostofifandKertch (Black Sea and Hea 
of Azov),t Astrakhan, Derbeut and Baku (Oaspian 
Sea), and Nicolaieifsk, TXadivostok, and Petro- 
pauiovsk in Kamtchatka (Pacific). 

Tmde and Cojiruiem. —Exports in 1908 w^ere 


, the “ Roof of I estimated at j(J98, 996.019, and exhibits a tlecrease 
the World,” and in all these ranges are heights j e(iual to 5*47° as compared with 1007, )mt the 
of over 5,000 ft. The principal river, s are the ; imports have increased by 6 '3V"’ 'The chief im- 
Volga, Ural, Dnieper, Dniester, Don, Dvina, ; ports are cotton, tea, and other colonial luoduec, 
Duna, and Neva. The Volga is the largest river j iron and machinery, wool, wdne, fruits and vege- 
in Europe, and is navigable almost to its source. 1 tables, oil, &c. The chief exports are grain (36 
In Liberia,, the Olt Venisei, Lena, and Amur are : per cent.), raw and dressed flax, linseed, timber, 
each larger than the Volga, with many important j hides and skins, hemp, tallow, wool, spirits, 
tribu^irlea. Theriver Amur, dividing MaiicUmua tow and bristles. fThe trade of Russia in 1908 


from Ea, stern Siberia, i.s navigable from its mouth 
to Chita, in theTrans-Bailcal province, by shallow 
dmught steanier.s, and is of importance, together 
with the Trans-Siberian Railway, in spreading 
Russian influence in the outlying portions of the 
Chinese Empire. 

AgncxLltui'C;—k great portion of Russia is iin* 
ftt for cultivation ; iu the north the tundras are 
almost constantly frozen, but in a short summer 
provide gO{>d pastime and certain berries fit for 
human food ; in the .south, round the head of the 
Caspian Sea, is an immense sandy desert steppe ; 
whilst Some of the interior province? (to the 
(Extent of about 460,000,000 acres) and nearly 
the whole'of Siiberia are clothed with forests, in 
whioh the fir, pine, birch, oak, lime, maple and 
ash predominate. The country between the Baltic 
and Black Sea, liowever, is eminently fertile, pro- 
ducing abundance of grain, fThe chief cereals 
raiijed in 2908 were rye (winter-sowm, 20,172,709 
tons ; spring-sow'ib 347,335 tons), wheat (winter, 
3,082,097 tons ; ‘spring, *1,297,468 tons), barley ; 
(8,108,0^ tons), oats (13,471,335 tons), millet s 
(2 ,x8o,»x tons), maize (x, 534, 548 tons), buckwheat ; 
(o^»S49 tons) ; making a total, with other crops, 
of about 49,000,000 tons. Hemp and flax are 
extensively cultivated, and of late years potatoes 1 
(29,0x0,855 tons in X908) and tolmcco (xoo,ooo tons | 


was divided among the principal commercial 
nations as follow's (in millions of £ sterling) :■ 
Imiiovtfi from 


1907. 1908. 

3a‘7 33*8 
130 I2'8 

$•6 7'9 

30 37 

— 3 ® 
Austria- Hungary — a' 6 


Gemiany , 

r.K 

IT.y 

Ifrauce - 
Finland 


Exports to 

1907. 1908. 

ficrriismy 30'S 09*4 

L'.K 04‘o 23*3 

U.y 0*8 0*3 

France 7*7 6*8 

Finland 

Austria- Hunpra vy 
Hnllrtud 


Imports from T'.K. . 
Exports to i;.K 


Total Imports 
Total Exxiorts... 


ri 

— S’* 

— 5*1 

. 18*0 9*9 

X908. 

;<^12,774,983 
23,225,231 
*908. 

;€97»940,S78 
106,246, 300 

fThe chief Russian exports in 1908 to the 
United Kingdom were 

Wheat ;^r.687,S93 Raw and half-l 

Barley 2,179,945 inunufuctured 

Oats X, 218, 150 goods 

Maize 759,78? Naphtha and 

484,642 products 

Butter i 2,473.243 1 Linseed 

MSii 2,240,419 ' Oil Cake 

Timber 4,174,979 ; Hemp 

Max 2,325,064 ! Hides and Skins 


^ 1907- 

. ;6i2,o29,894 
24,081.052 
X907. 

jS,9r ,300,000 
. 1x3,900,300 


,jg74i,2is 

■493,718: 
607.386 
3x0,700 

448,064 
352.294 

fThe' chief British imports into Russia in 1908 
■were 

£^,7^4,333 

'154, 'SIO 
. 401,58* 


The Obdorsk and Ural Mountains and Otke . £z,s 6 o,ssS 1 Machinery 

ppnt'fVih very great mineral riches, and, with the j * ' * ’ ' Vf 

Altai range, are the. principal seat if mining ! ■ Hernngs . 

gn4. metallic industry, producing gold, platinum, I Vefenee (for Army, see p. 667). The Navy 
oopper, iron of very superior quality, rock-salt, j (fer which nj^xo, 125,000 was allowed in 19x0) 
marble, and kaolin, or china-clay. Bilver, gold, ! consisted of the Baltic Fleet, the Oaspian flotilla, 
"and lead are also obtained in large quantities I “le Black Sea Fleet, there being 17 battle- 
: , ships (of w hich 4 building), x6crui.sers (2 building), 


f Sm foot-note on preceding: iwige. . , 1 

f $0 mtirkctl are from the Annual Consular | 

xgiq^ , A I 


i Figures so marked .are front the Annual C'onsnlar 
Report on'Enssia for 1903 . 
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73 “squadron” ami $1 '‘iminbcretr’ torpedo 
boats, and other craft. Of these, 10 battleships, 
16 cruisers, and X19 torpedo boats were in the 
Baltic ; 12 battleships, 2 cruisers, and 35 torpedo 
boats in the Black Sea ; and i transport and 
3 steamers in the Caspian. The was 

manned by 2,442 othcers and 52,901 men. 

Education (sez p. 670). 

fCoinmunimtdon)^.--~ThG total length of lines 
<l>pen for traffic in 1908 was over 41,647 miles 
(28,266 Cloverninent, and 13,381 private lines), 


are Finns, 400,000 S\vedes, 19,000 Kussians, 3,000 
Gemans and 3,000 Laps, leading a nomadic life 
in the nortli. ISTearly all the inhabitants are 
Lutherans, There is a university atHelaingfors, 
Avith 2,512 students, of Avhoni 518 are women. 
The leading crops are rye, barley, oats, potatoes. 
SaAv mills and paper inannfacturc provide the 
chief industry, and the forests are a great source 
of wealth, immense quantities of timber being 
prepared for export; dairy ■ produce is also ex- 
ported. There are, 2,582 miles of raihvay; and 


exclusive of 2,124 miles iu Finland, and 1,078 i a merchant fleet of 3,120 vessels (mostly small), 
miles of the Eastern China Eailway- In 1908 | of which 399 are steamers. 


the gross revenue amounted to h>r 

Govornnieut railways, and jj^24,6si, 4G3 for pri- 
vate railways. The number of passengers carried 
was 102,903,971, and goods traffic amounted to 
164,215,710 tons. 

*There were (1906) 14,340 post-offices, carrying 
1,528,374,412 letters, &e. Of telegraphs there 
were (1906) 7,153 offices, Avith 300,000 miles of line. 

The sea-going commercial marine consisted in 
1907 of 687 steamers, Avith a total tonnage of 
730,198, and 672 sailing A'essels of 217,713 gross 
tons ; the ocean shipping of the Eussiaii Empire 
is comparatively insignificant, but tlie internal 
(lake and river) shipping is considerable. 

Mna/i&e.— The main source of reA'euue is the 
liquor traffic. The revenue (1907) from the 
Government spirits monopoly (which has hoaa' 
been introduced practically throughout the Em- 
pire) was, gross revenue ^^^71, 000, 000, and net 

jiJSljOOO.OOO. 

fBudget Eeveiiue, 1909 and 1930 (estimated)— 

^909- 

Ordinary ;i(J'263,5ii,ooo 

Eictraordmary x8i,ooa 

To he rained by Credit 
operational 16, 192,000 


1910. 

£z6g,y66^ooo 

1,064,000 


8,957,000 


;<(i^«79,884,ooo ^^279,787,000 
’^'Budget Expenditure, 2909 ami 19x0 (estimated)— 
1909. 1910. 

Ordinary ,^z 6 z^ 979,000 ;i(J^267,o23 ,000 

Extraordinary 16,915,000 12,766,000 

j(;^279,884,ooo 379,787,000 


The country ivas formerly governed by the 
Imperial Finnish vSenate, of 22 members, Avifch a 
Diet of 4 estates elected by the people. ■ TTiis 
fonn of government gave w-^ay on Jan. i, 1907, to 
a new Constitution involving a single Chamber 
elected by imiA’-ersal suffrage of both sexes. 
Women ai’e likeAvise eligible for election to tlie 
Chamber, Finland is thus the first country to 
concede woman suffrage and representation, 
and it is notcAvorthy that it has been gained 
Avithout agitation. Tbe Finnish troops only 
exist in name, the Diet having A'oted ;^4oo,ooo 
lier annum to the Russian Treasury in lieu of 
furnisbing- Finnish recruits to the army or 
navy, and Finland has been made part of the 
Petersburg Military District. The estimated 
revenue in 19*^ is ;i^3, 109,000, and the esti- 
mated expenditure ,^3,318.000; the debt 
amounts to ;^5iSS6,4io. fXhe imx)orts in.;;9o8 
Avere ^(^14,504,000 (of \vhich 60 per cent, was 
timber), and the exports ;;^9,728.,ooo. TTie capital 
is BCelsxngfors , population, 160,000 (iuciudiug 
Russian gariison) 

see p 670. 

CAPITAIi OF THK RUSSIAN EMFIRF, St. Petei’S- 
biU'g, Population (1905), 1,678,000. 

BriUnh Amhassado) , His Ex’eellency the lit. 

Hon. Sir A, Nicolsoti, Bart, G.C.B,, ’ 

G.C.M.G., G.C.V.O., K.C.r.E £B,€ioo 

E 7 iiha 8 sy ,4 Court Quay, St. Petersburg. 
Couhdllor of Embassy, H. J. O’Beirne, 

C.B., C.V.O. x,ooo 

Naml AttacinS, Oapt. Aubrey Smith, ■ 
M.AVO., R.N. 800 


National The Mational Delit amounted i MiiManjdo., Col. G. P. Wyndham, m.y.o., £Boo 
in January, 1908, to j(;87i,2o6,ooo (about). The i Tfnd Secretaries, G. J. Kidston; W. J. 

" in the Stat( 


total of g<dd in the State Bank at the close of , 
1907 was j;^99,4oo,ooo, being an increase of i 
£ 6 ,zoo,ooo as compared Ai’ith 1906. On the other i 
hand, the gold deposited by the Bank abroad ' 
fell from ;^3i, 100,000 at the close of 1906 to 
ji^22, 400, 000 at the close of 1907, In the course 
of the year (1907) the value of the bank notes 
in circulation was reduced from ;jSj25,7oo,ooo to 

j(]^I2X,500,000. 

The Grand Duchy of Finland. 

(iratid TJnke, The Emperor of Russia. 

Cover no r-Ge lie ral. General Beckman. 

Adjoint, General Seyn. 

A Grand Duchy on the gulfs of Finland and 
Bothnia, whicli was conquered by Russia from 
Sw^eden, and finally annexed in 1808. The area 
is 144,254 s(j.uarc miles, Avith a population of 
about 3,000,000 in 1907, of whom about 2,600,000 

« Figures taken from the Annual (Official) Publication 
of htatiftties. issued by the Central Statistical Committee 
of the Ministry of the Interior for the year 1907, and 
published June, 1908 (St. Pojtersburgt. 

r iqgures^so marked are fi'om the Annual Consular 
Report on Russia for 1908. 


Gaiiiett 

Attaches, Hon. T. A. Bpring-Riee 
Gerald Wellesley 
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Commercial A ttaofie (with local rank of 2nd - 

Secretary), H; A. Gooke 

Translator, Captain BoAAdand Smith ... 300^ 

Arthur W, Wood house .• 600 

yiee-€onsitl, C. H. Mackie j;^3oot0 5oo 

Afohayiyel--^yiee'Con., G.' Annesley West 
Crbnstadt'-^V'ke-ConsiO, A. Fishv/ick....‘.. 
Frederichdiamn-'~-Vi€e’C(>n.. {vaosjxi). 

Earm — Vice-Comiil, G. Cottam 

Bevel-^— Vice-C., Baron E. G. de Soucantou, 

M.V.O. 

Batmmi — C&ns. ,PatrickWm. JoseiihSteveus 
JBahi—Vke-Cons., A. E. Ranald McDoueil 
Novorosswk — 'Vice-Consul, 0. Geelmuyden 
Potir— Vice-Consul, John Pavoni (acting) 

Helsingfors— Consul, C. J, Cooke. 

Aho — Vice-Consul, S, W. Wancke 

Bwga-Consular- Agent, R. Lindroth ... 
Gdmla Karlehy~Vice-Con., Karl Forsen 

Mango — Vice-Consul, Fno Cairenius 

Kotka — Vice-Consu l, Alex. Gullichsen ... 


700 
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. Lovisa— Vice-Consul, August Ljungquist. 

I , Mcoladstadt— Vice-Consul, Karl Kurten 
1 Tmmnerfors-— V. - Con . , Baron G. Cronsfcedt 

ITleaborg, Vice-Consul, B. Blunt — . 

Wiborg—V''ice-Comul, y. Frisk 

Kieff—doimd, Harry Baton Smith 

Moscow—Consid, Heniy M. Grove 600 

„ . . Vice-Consul, B. M. Hallward 

Omsk— Vice-Consul, 1A. B. Bandrup ...... 

-Gen., Ohas. S. Smith t,ooo 

, , V, -Con. , Charles A. Goodwin ji^3oo to 500 
Berdiansk—lnce-Consid, J. E. Greaves 
Jhipafmna— Canmtlar Agent , Martin 
Kertch—Vice-Consul, it E. Dickie ...^<^300-500 

Kharkov — Vice-Consul, C. Blakey 

Kherson — Vice-Consul, E. Gariiana 

Mariupol— Vice-Consul, W. S. Walton ... 


Chief Town, San Salvador. Pop. drc. 60,000. 
British Minister, L. E. G. Carden (Guate- 
mala). 

Cons’id, Walter E. Coldwell ..... 

IHce-Consid, W. Gibson 

La Union — F, Cons., J. B. Courtade ...... 

Salvador is 5,700 miles from London ; transit, 
33 days. 


Mrdia7Uk-Vice-Cotisul,'vK. Gygslvqs Prince A. Kopassy Bey. ^ 

A’Mpa^ma“*Cansnto;rAflre??i,H.J.B. Martin Senetion*?, Th. Anemunis, M. Carathauassis, T. 
Kertch — Nee-Can, it E. Dickie ...^<^300-500 Leveudis, and S. Chastas. 

Kharkoo—Vice-Consul, C. Blakey A principality of the Ottoman Empire, more 

Khei'son— Vice-Consul, E.C&vxi&iin or less independent under the guarantee of 

Mariupol— Vice-Consid, W- S. Walton ... Great Britain, France and Russia (1833), is one 

yicolaief-Vice-G., J. Pictoii Bagge;^3oo to 500 of the Anatolian Islands, with an area of 180 sq. 
Itostof-on-Don— Vice-Corn., KKEt-GlniT miles and about 50,000 inhabitants, the capital 

.%MAVapoZ~F.-Can.Douglas Young j^3So to 450 (Vathy) having a good harbour. The whole 
Taganrog— V. -Con. , V. H. C. Bosanquet 300 to 500 island is fertile, and wine, raisins, olive-oil, and 
TAcad.mrt----F.-CVn., W. E, W. von Stiirler tobacco are produced and exported. The im- 
Riga— Consul, Arthur Woodhouse 650 ports are valued at about ^^200, 000 (of which 


Vke-Coivind, Thos. N. Coulter ~ about 25 per cent, are British), and the exports 

Libau— Vice-Consul, C. J. Hill at the same figure, principally wine, and includ- 

Perna,u-^Vice-Consid, J. Dicks ing cigarettes and tobaccos. The revenue for 

W i udaiij—Vice-Consxd, E. H. Buffmann 1906-7 was ;£3S,5oo, and expenditure ;<^35,ooo. 

Vladimstoek-Vice-Comul, B. MacLeod Antimony, silver-lead, manganese, emery, and 

Hodgson jCsoo to 500 copper are known to exist in the island. 

Warsaw— Cnmid, C. Clive Bayley 600 Capital, Vathy. Pop. drc. 25,000. 

,, IVVc-Oausrtd, B.. B. Kimens n t, i\r 


St. Petersbui’g, dd Calais, is 1,709 miles from 
London ; transit, 3 days. 


British Vice-Consul, Gregory D. L. Marc. 


SAK MABIKO. 


» ., (Rlpublic OF). ^ small Bepublic in the hills near Bimipi, 

X^resident, General Fernando Iigueroa, h. 4 on the Adriatic, founded, it is stated, by a pious 
March, *849; installed i March, 1907, for H^ason of Dalmatia in the 4th century, and 
four years. . ^ . 1 governed l)y a Council of 60 (20 nobles, 20 towns- 

I^rcuj)iA ffairs,pv. Salvador Bodngu^. | nien, and 20 x>easants), of whom two are elected 


Public Instructwn and Interior, Dr. Tomas G. i as Regents for six months (i April and i October), 


Palomo. ^ ^ . t X thereafter ineligible for office for three 

If rtr and Marine The President. years. The area is 33 kpiare miles, the popula- 

h mance, Lopez Mencia. tion 11,000. There is an army of about 100. 

" , T ~' V~ir OTI 1 r village of San Marino (pop. 1,500) occupies 

Consul-General, .l\r, J. Kelly, 8 Idol Lane, E.C. the slope of Mount Titan, and has an impreg- 
Salvador externls along the Pacific coast for nable castle, where King Berengar of Lombardy 
170 miles, wit-ha general breadth of 43 miles, and took refuge in 950 A.l)., a fine church and 

contains an estimated area of 7,23a square Government palace, and a theatre. Agriculture 

miles, with a population estimated at 1,000,000. and viticulture flourish. By a treaty concluded 
It is divided into 14 departments, and has four in 1872 the Bepublic has placed itself under the 
ports, Acajntia, La Libertad, La Union, and El protection of Italy. 


Consul-General, ."M, J. Kelly, 8 Idol Lane, E.C. 


Triumfo. The principal exports are coffee, BriiM CoiwaZ, Maj. W. P. Chapman (Florence). 


indigo, tobacco, sugar, siU'er, balpm (known as Consul-General [for Great' Britain, Commenda- 


balsam of Peru), rice, hides, cedar, and fustic. 
*A raihvay nearly 100 miles in length connects 


tore Arthur Serena, J.P., f.e.g.s., 34 Leaden - 
hall Street, E.C. 


Acajntia with the capital and Santa Ana, the Consul, Commendatore William Le Quoux. 
(;oftee centre. Earthquakes are frequent, and Minories Chambers, Birmingham, and Villa 
the capital (now rebuilt) was entirely destroyed Eenata Florence, Italy. 

1 i’,!' rv-rni T.fwtr lirto rvf to + a ■•r-f’. ■■■ i m * ...... .. 


by c>ne in 1873 ; but the country has of late ViGe-Co7isui, Birminnhani, E. Clutterbuck. 
years .suffered comparative immunity. There are 
85 post-offices and 168 telegraph offices, with 

.,800 miles of wire. SERVU. j 

B,e venue ^^^582,917 ^^678, 760 £%zo,i6o KingVeievH. (Karageorgevitch), h. 1844, elected 


E.xpenditure 762,024 979,746 1,000,750 June, 1903, married, 1883, Princess Zorka of 

Imports 869,2x4 832,7^ 301,420 Montenegro (who died 1890), and has issue 

Exports 1,127,907 1,304,684 1,409,300 Prince George, b. 1887, Prince Alexander, b. 

Internal debt 832,431 893,049 ... xM8, and Princess Helene, &. 1884. 

*External debt nil. nil nil. ^^dr Apparenit, Prince Alexander, b. 1888. 

Imports from tl.K. 309,341 268,888 289,290 Premier, Kikola Pashitch. 

Exports to U.K. ... 178,742 75,495 42,8x9 Interior, Luliomir Yovanovitch. 

Foreign Affairs, Milovan IMilovanovitch, 

* The external debt was extinguished In 1899 by a "V^lizar Marinovitch. 

Financial Syndicate, who also pnrchjised the railway and ^ 'ustim, Kosta Timotievitch. 
obtained a concession to complete it as far as the capital. Public Pistructwi, Yovan Tuyovitch. 


762,024 979,746 1,000,750 

869,214 832,7^ 301,420 

1,127,907 1,304,684 1,409,300 

832,431 893,049 

nil. ml. ml. 

309,341 268,888 289,290 

178,742 75,495 42,819 
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Commerce and AgTicuUure, YsiBh3ii Prodanovitch, 
Stoyan ‘Protituli. 

Ptc&Iiq Velislav Vulovitch. 

Minister in London, (vacant), 40 Pont Street, 

's:'w. 

CMrfjffl Slavko Gronit^^ 

Secrekiry, Voislav Antonie vitcli. 

Ccms'id-General in London, Alexander Tucker, 17 
Seymour House, Waterloo Place, S. W. 

A Kingdom of Eastern Europe, separated from 
Hungary by the Danube and Save. By the con- 
stitution of 1889 a “ Skupstchina,” a parliament 
elected by ballot, represented the people ; this 
constitution was re-established by the present 
king. By the Berlin Treaty, 1878, it received 
a large accession of territory, and now has an 
area estimated at 18,757 square miles, with a 
population in 1905 of 2,700,000. The surface of 
the country is mountainous, containing the re- 
mains of formerly extensive forests and uncul- 
tivated heaths. Agriculture is carried on in a 
somewhat primitive fashion. The principal 
crops are maize for home consumption, and 
wheat for export ; flax, hemp, and tobacco are 
also grown, and silk-culture is carried on to a 
limited extent. The imports consist mainly 
of cottons, sugar, and colonial goods, hard- 
ware, woollens, &c. ; the export, of dried prunes 
(ii-6 per cent.), pigs, and wool, besides wheat, 
wine, hides, cattle, and horses. The bulk of the 
trade is with Austria. There were (1909) 400 
miles of railway, and, in 1908, 2,200 miles of 
telegraph, with 1,460 post-offices and 1,100 miles 
of telephone. 

(Fox' Defence, see p. 667.) 

(For Education, see p. 670.) 

1907.' 1908. 

Eevenue 110^^3,809,560 

Expenditure 3,6x5,489 3,803,648 

Public debt......... ... 21,825,0^ 

Total imports 2,823,333 

Imports from IJ.K 159,7^ 243,105 

Total exports 3,259,650 

Exports to U.K 93,498 17,923 

Capital, Belgrade. Population, 1905, 78,000. 
Britwh Mmwter, Sir James B. WHiitchead, 

IV.O.M.G j^^i,8oo 

znd 56 ' 6 '.v*,Eihce M. Hicks Beach ...jS'300 to 500 

Vice-Consul, Charles L. Blakeney 

JDXA«a/c/n?,Lt.-Col. Hon. H. D. Napier, c.M.G. 
Belgrade, 1,175 miles from London. Tran-sit, 1 
z% days. ' ! 

SIAM. 

King, Somdeth Phra Paraminda Maha Chulalon- 
korn, h. 21 Sept., 1853 ; succeeded 1 Oct-, 1S68. ! 
Crown Prince, Prince Somdetch Chowfa Maha 
Vajiravudh, h, 1880 ; prod 17 Jan. 1895. 

Foreign Minister, H.B.H. Krom Luang Dewa- 
wongse. 

Envoy Extr. and Min. Plen. in Loidon, Phya 
Visutr Kosa, 23 Ash burn Place, S.W. 
Consul-General (vacant). 

The Kingdom of Siam, or IMuong T’ai, (area 
aboTit 200,000 s<iuare miles ; pop. about 6^ 
millions), is a buffer State between British Bunna 
and French Tndo-China. The boundary of Burma 
and N.W. Siam was demarcated in 1891. By 
the Anglo-French agreement of May, 1896, 
the main central part of Siam, including the 
basins of the rivers Menam, Petchaburi, and 
Peti'iu, was neutralised, the two Governments 

agreeing not to send troops or obtain any 
exclusive advantages in it, while retaining 
freedom of action in the regions w'est and 
east of the neutralised zone. The western 
portion, . adjoining British territory, included 
the Malay States dependent on Siam. The 
eastem portion, the Mekong Valley, including 
Battambang and Angkor, adjoined Cambodia 
and the territories acquired by France under the 
treaty with Siam in 1893. By the Anglo-Fi'ench 
Agreement of April, 1904, both Powers disclaimed 
any intention of annexing the Siamese territory 
in their respective spheres of influence. By an 
arrangement with Siam France abandoned Clian- 
tabun and the 25-kilometre neutral zone of the 
1893 treaty ; but the port of Krat became French, 
thus giving Cambodia access to the sea, while 
France received trading concessions on the right 
bank of the Mekong and power to make railways 
where navigation of the river is impossible. The 
provinces of Meliipre and Bassac were recognised 
as French. By a further treaty in 1907, the 
territories of Battambang, Siem-reap, and 
Angkor (total area 20,000 sq. kils., pop. 200,000), 
on the frontier of Cambodia, were ceded by Siam 
to France, which, in return, gave back to Siam 
the district of Krat, and made slight concessions 
in Dansai (Laos), at the same time concluding 
an arrangement for the gradual abandonment of 
the ex-territorial privileges hitherto enjoyed by 
French Asiatic subjects and proteges in Siam. 
In 1909 Siam transferred to Great Britain all 
rights over the Malay States of Kelantan, Tring- 
ganu, Kedah, Peiiis, and adjacent islands. In 
future British subjects are to come under the 
jurisdiction of the ordinary Siamese Courts. 
The upper part of Siam is mountainous, the 
lower flat. Siam contains many Chinese (largely 
engaged in trade and industi*y), besides Shans, 
Laos, Malays, Burmese, and Cambodians, and 
over x,2oo Europeans, The principal religion is 
Buddhism, and education is mostly conducted 
by the Buddhist monks. Bangkok is the only 
much-frequented port. Over So per cent, of 
Siamese sea-borne trade, which centres at 
Bangkok, is with the British Empire, and is 
largely in. the hands of British Arms <u* of 
Chinese trading from Singapore and Hong Kong. 
German shipping now largely exceeds British 
through the purchase of certain British steam- 
sliip lines. Norwegian shipping also exceeds 
British. The chief products of Siam are rice and 
teak. The area under rice is being much enl arged 
by irrigation. There are about 60 rice mills, 
mostly in or near Bangkok. The teak industry 
in the great forests of N, Siam is mainly in 
English hands. In 1908-9 rice constituted 79 per 
cent, and teak 12 per cent, of the exports ; while 
pepper, hides, and marine products are also 
exported in considerable quantities. Among im- 
ports are treasure, cotton goods and yarn, silk 
goods, provisions, gunny bags, kerosene, sugar, 
opium, metals and metal wares, machinery, &c. 
The general tariff rate is 3 per cent, ad valvreni. 
In 1908-9 the total imports hjBesk'weve £5,782,000, 
and the exports ^^7,583,000 (rfee £5,975,000, and 
teak g^887,ooo). Burma imports teak and cattle 
overland from Siam, and exports thither cotton 
and silk goods, &c. Except tin, rubies and 
sapphires, there are no important mineral 
products. The King is an absolute monarch. 
He appoints his successor. There is an Executive 
Council of Ministers with a general European 
adviser, and, since 1895, a TjCgislative Cotincil of 
State, consisting of the Ministers, six royal 
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princes, and from ten to twenty members 
appointed by the King, who has aii absolute 
power of veto. A number of English, French, 
Gormans, Italians, Danes, and Japanese are 
employect in the various State departments. 
Th'i administration of the revenue and of justice 
and the police has been improved. The revenue 
(about so,ooo,ooo ticals) is derived from opium 
and spirit monopolies, land, fishery, and capita- 
tion taxes, customs, &c. The first Siamese loan 
was raised in 1904 at 95, ;^i,ooo,ooo being re- 
quired for railways. A second loan of 000,000 
was raised in 2907 at 93^^. Siam has an army of 
about 26,000 men, and a few small gunboats. 
About 600 miles of railways (mostly State-owned) 
are now open for traffic. Bangkok is connected 
by rail with Petchabiiri (95 miles to the \vest), 
aiid with Korat (165 miles to the north-east). 
The f(,>rinGr is being extended southwards down 
the Malay Peninsula. The northern State line 
1 that is being constructed to Chiengmai (pop. 
50,000), the second towm in size and near the 
Bunna-Siam frontier, has reached Utaradit, The 
eastern State line from Bangkok was opened as 
far as Petriu in 1908. Good roads are few. There 
are 3,000 miles of telegraph lines. 

The currency is the tical ; the introduction of 
a gold standard is contemplated whereby the 
value of the tical will be fixed. The Mint was 
closed to the free coinage of silver in Nov.; 1902. 
In N.W. Siam the Indian rupee is current. The 
Government issues notes. 

Exports from Guited Kingdom, 1908. .. ;C89* ,415 
Imiiorts into United Kingdom, 1908... 683,845 

Capital, Bangkok. Population, 400,000. 

British Minister and Comul’General, 

A. K. Peel ;^2,ooo 

11 . D. Beckett, c.m.g. 800 
Vice-Cons., W. N. Dunn and J. Crosby 450 

Chiemmai—Coimd, T. H. Lyle 700 

dVakaiiui lMmpatvj-~-ViGe’Con., G. H. 

K. Moor 450 

Fnket~-Contnil, 500 

Seiifffforn — Vice-Consal, 'VV. A, 11 . Wood 450 
Jitd‘jc of ILB.M.Coiirtjbr Siam, Skinner 

Turner 1,000 

Asst. Judfje, M. F. Bitszard 700 


I SOCIETY ISLANDS, 

j (French Possession; seep. 6zo.) 

SPAIN. 

Kim/, Alfonso XIII., son of Alfonso XTT. and of 
Queen Maria Christina, born ty May, x886; 
warned 32 Afay, 2906, IT Jl.H. Princess Victoria 
Eugenie Julia Ena Maria Christina of Batten- 
i berg (bnni 24 Oct. , 2887). 

' Heir Apparent, H.Il.II, The Prince of the As- 
turias, Don Alfonso, born 20 Alay, 2907. 

i Premier and Interior, Sigismuudo Aloret. 
j Jxmtke, Eduardo Alartiuez del Campo. 

! War, General Luque. 
j Marine, Admiral Cancas. 
t Mm nee, Senor Alvarado. 

Public Instr^wtion, Antonio Barroso, 

Pu^Uc Works, Eafael Gasset. 

Foreign Affairs, Juan Perez Cabalero. 
Arnbmsmor in London, AYenceslao Eamiress de 
Villa UiTutia, 2 Grosvenor Gardens, S.iv. 


Minister, and Cotmcillor of Bmhassy, Juan G. do 

Salazar. 

and -Sberefuriv, Don Antonio Phi. 

E. Alartiiiez, E. Pena. 

Military Attaches, Alajor Julio Vicens, Lieut. 

Alarq'uis de Oainpollano. 

Consul-Gen.,, J. M Torroja, Trinity Square, E.C. 

Vice-Consul, Alfredo Amigo. 

A Kingdom situate in the south-west of Europe, 
between 36^— 43^45' N. lat. and 4^ 25' ^.—9^^ 20' 
W. long., bounded on the south and east by the 
Mediterranean, on the west by the Atlantic and 
Portugal, and on the north by the Bay of Biscay j 
and France, from which it is separated by the 
Pyrenees ; and occupying the larger portion of the 
great Iberian Peniusiila. Its coast-line extends 
1,3x7 miles~722 formed by the Alediterraneau and 
60s by th® Atlantic. It was formerly divided i nto 
24 kingdoms (noiv forming 49 provinces); the 
ancient Provinces still best understood are New 
Castile, La Alaneha, Old Castile, Leon, Asturias, 
Galicia, Estremadura, Andalusia, Alurcia, Valen- 
cia, Aragon, Catalonia, Basque Provinces, with 
the Canary Isles and the Balearic Isles (Alajorca 
and Alinorca), comprising a total area of 
5:96,273 English sipiare miles, and an estimated 
population, 31 Dec., 2907, of 29,722,585. The 
principal towns are Madrid (pop., S4 o,sxk)), 
Barcelona (533,000), Valencia (214,000), Seville 
(250,000), Alalaga (230,000), Alurcia (2x2,000), 
Carthagena (100,000), ami Saragossa (200,000); 
and there are also eleven towns with over 50,000 
inhabitants. The Constitution upon wduch the 
present government is formed is dated 30 
June, 2876. The interior of the peninsula con- 
sists of an elevated tableland, surrounded and 
traversed by mountain ranges—the Pyrenees, the 
Cantabrian Alountains, the Sierra Guadarrama, 
S. Alorena, S. Nevada, Montes de Toledo, &c. 
The principal rivers are the Douro, the Tagus, 
the Guadiaua, the Guadalquiver, the Ebro, and 
the Alinho. Spain is rich in iron, copper, and 
lead; its mineral resources are only partially 
exploited, and principally by foreign capital 
under foreign direction. The country is gener- 
ally fertile, and well adapted to agriculture 
and the cultivation of heat-loving fruits--as 
olives, oranges, lemons, almonds, pomegranates, 
and dates. The agricultural products comprise 
wheat, barley, maize, oats, rice, with hemp and 
flax of the best quality. I*he vine is cultivated 
in every province ; in the south -W’est, Jerez, the 
Avell-known sherry and teut wines are made; 
in the south-east, the Alalaga and Alicante; 
'I’he principal articles imported are raw cotton, 
spirits, fish, wheat and flour, sugar, coal, timber, 
woollen manufactures, machinery and railway 
materials, hides, Ac. The principal exports are 
wine, copper and copper ores, lead, iron oj-es, 
olive oil, cattle, raisins, oranges, cork, esparto 
grass, wool, salt, quicksilver, grapes. &c. Trade 
was for many years mostly confined to France 
and Great Britain, but Germany and the United 
States are now competing for a share. Home 
manufacture is rigidly protected by high customs 
duties. 

The sea-going mercantile marine in 2908 con- 
sisted of 469 steamers and 82 sailing vessels over 
200 tons, of a total tonnage of 702,278 ; during 
1907 vessels of 28,024,248 tons entered, and of 
* 9 >o 59 ) 5 oS tions cleared at Spanish ports. 

Nearly all the 49 Provinces are now' connected 
by railways, of which about 12,268 miles of 
normal gauge were open in 2906; there are 
about 20,000 miles of telegraph. 
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514.687 

127.776 

4x6,607 


'■.I’he principal exportfi to the ‘United Kingdom 
ill 1908 were 

CJopper 283.893 ' Raisins 

Cork 273 993 ; l-.vritos 

Fruit, .Preserved *21,929 [ Quicksilver 

I Crapes, Kinv .... 497 . 3*3 I Rspurto, &o 

i Oviingcs 1,899,0x9 ! Onions. 

i Iron Ore 3,509,700 j Silver Ore.. 

! Lead 1,352,707 1 Wine 

; Xnts I in* ■.Almonds) 349 . 8 zi l 

i And the chief domestic imports from, the 
Ihiited Kingdom in 1908 were:— 

' Chemicals . . .;^28i,9S7 1 Manure .£ 7 * 4 , S 7 i 

' (.‘ua,l luul Coke .... 1,450,242 ; Met.als, all sorts . . 508,660 

Cotton .Manufacts, 239,310 ! Wool, &e 269,425 

]\[:ichinery 594,975 ! Yarn. Jute & Linen 96,^5 

JJcjnice (for Army, see p. 667). 

The Navy was almost entirely de.stroyed during 
the war of 1S97 with the XJ.S.A., and there now 
remain one second-class battleship of 10,000 tons, 
the Pelayo (1886) ; a cruiser of io,x2a tons, the 
Carlos T”. (1895), and three of 7,000 tons, the 
Ca rdrna I Cwieros (1897), Catalu'M' (3900), Prm- 
eesa de Ast urias (1896) ; two old armoured coast 
defence ships of 7,300 tons, Kumauda (186^) and 
Vitoria (1865) ; the royal yacht Giralda, 2,057 
tons ; four cruisers of over 1,000 tons, four 
d.estroyers, three training ships, and small craft. 

Hdumtion (see p. 670). 

1906. 1907- 

Eevenne (Budget) ......;£37,634,ooo *;£37,9S2,'67o 


Expenditure (Budget). . . 36, 094. 000 

National Debt 

Debt Charges 

Total imports 

Total exports 

Imports from U.K. .. 

Exiiorts to IJ.K 


Capital, aiadrid. 
urbs (1:900), 540,000. 
British A m bassador 


... 36,923,745 
... 32,650,981 
••• 5.339.688 

... 15.827,733 

Population, including sul)- 


36,507,415 

332.057.595 

14,732,8x9 
33.910,872 
33,849,136 
5,892,082 
16,843, x86 


His Excellency Kt. 

Hon. 8ir M. W.' de Bunsen, g.o.m.g., 

G.c.V.o,, C.B SOO 

OmmiUov of Embassy, E. M. Grant 

Duff 700 

Militmy .Attache, Col. W. E, Fairholme, 

C.M.O... 500 

JSiaml A ttache, Capt. E. ,H. Heaton- 

Ellis, R.K., M.Y.O £800 

znd Secretarn, Arnold Eo]tertson...£^3oo to 500 
^rd Secretaries, Thomas H. Lyons; Sir 

SoineryiUe Head, Bart...., •.••;C25o 

A rchivist it' Consul, Arthur .Tackson ;3C2Sot0 35o 

Chaplain, 200 

Barcelona—Consnl’Gen., ,T. F. Roberts 800 

,, Vice-Consul, G. B. Gi]liat-Smith£j3oo to 500 
,, Vice-Consnl, Geo, II. Smither. 

Ahcanic—U,- Con.?., Jasper W. Cumming 
Biirriana— Vice-Cons, (vacant) 

Benia— Vice-Consul, Joseph R. Moraad 
(ktndia, Ac.— V. -Consul, F. Romaguem 
Xviza— Vice-Cons., Jose S. Lopejs............ 

Pablo Matas ... 
Palma(Bal Is . ) — F. - Con. ,B. Bosch y Cerda 
PoH Mahon— Vice-Cons., B. Escudero, 

M.r.o. 

San Feliu de Guixols— Vice-Cons., Josd 

Sibils 

Saragossa— V. -Cons. , Enrique Miret ...... 

Parra;)?ona'--Th're-ConsHi,IgnacioNayarro 
Torrevieja — FA'e-ConMiL M- Ballester ... 
Valencia — IJdward Harker 


* Budget estimates converted at 27I pesetas — £t. 


Bilbao— Consul, Alim 'iiiaclem £600 

Vice-Consul, .James Inncs 

Castro- Urdiales— - Cons . , R, V. Shade 
San Sebastian— Vice-Consul, A. Jhidd, 



Santander— Vice-Consul, lU. Pineiro 

Corunna — Com'i/-?. Arthur F. H. Medhiirst 6co 

„ Vice-Consul, Thonias Guyatt 

Carril and ViUagarda — Vice - Consul, 

Reginald 'Walker 

Corcubion-^ Vice-Cons., VlacUtndeCniitYO 
Ferrot— Vice-Consul, Emilio Anton ...... 

Arthur I/weiace...... 

Jiivadesella — Vice-Con . , W. D. McKens:! e 
Fi'^o-~Fme-Co7?,s:ni, M. Barcena y Andres 

Malaga— Consul, P. J. B\ Staniforth 600 

Vice-Consul, Edward R. Thornton 

Adra—Cons. Agent, Henry Benet 

Aguilas — F'icc-Cbvmd, Thomas H. Naftel 

Ahnerin—V.-Cons., John Murison 

Carthagena — Vice-Consul, J ohn C. (Jray 
Garrucha and Vilkmcos— Vice-Consul, 

Pedro Gea 

Granada— Vice-Cons., C. E. S. Davenhill 
Linares— Vice-Consul, John M. Power ... 
Marbella — Vice-Consul, Miguel Calzado ‘ 
Alazarron—Cons. Agent, E. G. Pcarse ... 

Pormmi—Cons. Agent, M. Zapata — 

Teneriffe — Consul, John E. Croker 600 

„ “ Vice-Consul, R. C. Griftiths 

La Palma— Vice-Consul, R. F. ^fillar ... 

Las Palmas and Puerto de la. Luz— 17 <‘e- 

Peter Swan ston 

! Orotava — Thomas M.Eeid... 

Seville— Consul, Arthur L. Keyser 600 

Vice-Consul, A. Henderson 

Algeciras—V.-Cons., YYm. J. Smith 

Cadiz— Vice-Consul, B,. Calvert 

Cordoba — Vic€-Cons\il, Richard E. Carr... 

Huelva — Vice-Co7isul, W. A. Bice 

Jerez— Vice-Consul, W. J. Buck 

Port St. Mary— V. -Com., Rbt. J. Pitman 
SanLucar—V.-Con., Arthur Williams ... 

San Roque— V. -Cons., Cm. V. Cornwell 

Madrid, 1,150 miles ; transit, about 36 hours. 

Spanish Over-Sea Possessions. 

The over-sea possessions are regarded as an 
integral part of Spain, the head-quarters of the 
local administration being Teneriffe, in the 
Canary Island.^. In the Gulf of Guinea, the 
island of I’ernando Po, and Annobom, Cokiso 
and Eloby islands olf tlie coast of French Congo. 
On the mainland Cape San Juan and the right 
of navigation over the rivers Benito and Muni, 
with the district bounded on the north by 
the German Gameroons, on the east by the 
9th meridian E. of Paris, and on the south by 
the Muiii river, while the district between 
Capes Bojador and Blanco is under protec- 
tion. To the north-west are the Canary Isles 
(area about 3,060 square miles, population 
334,521), the capital being Santa Cruz (Tenerife), 
In Morocco are several “Presidios”; and 
Tetuan and Ceuta (30 square miles, population 
i6,ooo)j opposite Gibraltar, and the coast towns 
of Gomera, Alhucemas, Melilla, and the Zaffarin 
Islands. These possessions have drawn Spain 
into an expensive though not inglorious war 
with the Sultan of Morocco. The total area of 
Spain’s African possessions is about 344,000 
square miles, with a population of about 135,000. 
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SWEBEK, Kingdom 01’. 

King of Sweden of the Goths and the Vandals, 
Oiistaf V., born x 6 June, 1:858 ; sue. 8 December, 
1907 ; mur. 20 Sept., 1881, Victoria, dau. of Grand 
Duke of Baden, &oni 7 August, 1862 (and has 
issue 3 sons). 

Beir Apparent, Gustaf Adolf, Duke of Skane, 
Crown Brince, bom xi Nov., 1882 ; manned, 15 
June, 1905, Margaret, daugliter of H.R.H. the 
Duke of Connaught, horn 15 January, X882. 
Prune Mumter, S. A, A. Lindrnan. 

Foreign A fairs, Count A. F. Taube. 

Minister of Justice, G. A. Petersson. 

War, Major-General 0. B. Malm. 

Marine, Commodore Count C. A. Ehrensvard. 
Inferior, Count H. E. G. Hamilton. 

Finance, C. J. G. Swartz. 

Iristrmtion, P, E. Lindstrom. 

Agriculture, S. 0. Nylander. 

Ministers sans portefmille, C. F. W. Hederstierna 
and K. H, von Sydow. 

Envoy Ext and Minister Plenipotentmrg in 
London, Count H. Wrangel. Legation, 73 
Portland Place, W. 

Conmillor of Legation, Bon C. A. Beck-Friis. 
Faval Attache, Lieut, -Comm, J. C. Sclmeidler. 
Military Attache, GaiAain E. de Linder. 
Chancellor of Legation, J. G. Kihlman. 
Conwl’Generdl, D. Banielsson, to Lloyds Avenue, 
E. C. 

Vice-Consul, C. W. Espersson, 

Sweden comprises the eastern half of the 
Scandinavian peninsula, and, except the capital, 
is divided into 24 governments, “Lan,” with an 
area of 172,876 square miles, and a population, 
31 Dec., 1908, of 5,429,600, nearly all Protestant. 
Nearly SI percent, of the population are devoted 
to agriculture, about 299,000 being owners and 
53,000 tenants of the land they cultivate. The 
country for the most part is flat, with pleasant 
undulations, rising in the north-west to the 
Kblen Mountains, which separate Sweden from 
Norway ; and may be divided into three separate 
districts— the northern, forest ; central, mining ; 
the southern, agricultural. The lakes cover about 
one-twelfth of the surface. The climate in the 
south is favourable for producing grain. The 
principal articles of cultivation are the various 
cereals— oats, rye, barley, wheat— -and potatoes. 
The forests are very extensive, covering one- 
half of the surface of the country, and con- 
sisting of pine, birch, fir ; these are of great im- 
portance, supplying timber, pitch, and tar, and 
also the chief fuel. The mineral products are 
extremely rich ; iron of excellent quality, that 
known as the Dannemora iron being converted 
into the finest steel ; gold an<i silver in small 
proportions ; copper, lead, nickel, zinc, cobalt, 
alum, sulphur, porphyry, and marble. There is 
a railroad opening up the rich iron-ore districts 
of Lapland, and mineral trains run from Gelli- 
vare and Kiruna to Liilea on the Gulf of Bothnia 
and to Narvik on the Atlantic. Considerable 
mines of coal are being worked in Scania. The 
chief imports are coffee, wine, tobacco, and other 
ordinary colonial produce, coal, cloth, yarn, wool, 
cotton, hides, manure, iron, fi.sh, oils, wheat, rye, 
pork, and machinery. The chief articles of export 
are timber, butter, iron, steel, wood pulp, paper, 
matches, stone, ii‘on and zinc ores, &c. The chief 
domestic exports to Great Britain in 1907 were 
batter, iron, paper and paper-making materials. 


and tiniber ; and the chief domestic imports 
from Great Britain in 1907 were coal, machinery, 
metals, wool and woollen manufactures. 

Commercial travellers in Sweden are compelled 
to take out a licence, costing xoo crowns a month, 
or they incur the risk of being fined. 

Railways 8,305 miles in length (of which 2,698 
are the property of the State) were open at 
the end of 1908; and 19,313 miles of telegraph 
wires (exclusive of 14,777 railway telegraph wires), 
178 stations, and 1,659 railway and 795 other 
telegi’aph stations (1907). There were at the 
same date about 190,000 miles of telephone wires. 

Defence (for Army, see p. 667). The Navy 
consists of 82 fighting vessels (438 guns), 23 being 
ironclads, with submarines, submersibles and 
some training ships, &c. 


Ediication'isee p. 670). 

^ xgog. 

19x0. 

Eevenue (Budget) 

jL 11,945,600 £12,562,700 

Expenditure (Budget).... 

.. 11,945,600 

12,562,700 

*Debt(Jan.) 

.. 25.5701476 



1906. 

X907- 

Imports 

A3S.475.io4 A37.S6o,827 

Do. from! I. K. 

.. 8,850,426 

9.830.837 

Exports 

. 27,768,988 

28,830,111 

Do. to U.K 

.. 9.4*4.146 

10,028,359 


600 


Capital, Stockholm. Pop. (1908), 339,582. 
British Minister, Sir Cecil Arthur Spring Bice, 

K.C-M.G. £z,$oo 

2nd Sec., Lord Kilmarnock...... ....;;^3oo to 500 

A rchivist and FA*e-ComitZ, Wni. Sterling 200 

Kev. B. Selwyn Smith, B.A.... 

Consul, Henry M. Villiers, M.v.o. 

Vice-Consul, C. A. E. Bolinder 

Borgholni—Cons. Agent, G. E. Erickson 

G(ijfe— Vice-Consul, Eobert Carrick 

Gotland — Vice-Consul, Edward Cramer. 
JIdrnosand~Vice-Con. , Paul Biirchardt 
ILiidiksvall— Vice-Con., C. J. Henric 

Amn<5us 

Kalnmr— Vice-Consul, John Jeansson... 
Luled— Vice-C(msul, A. J. Westerberg... 
Norrkbping— Vice-Cons., Gustaf B'redrik 

August EnhOrning 

Fykoping— Vice-Con., A. Helander. 

Ola.nd— Vice-Con., Capt. Svante Olivier 

Theodor Matthiesen 

Ornskbldsvik — V.-Con., Henric Ohngren 
Oskarsha.mn — Vice-Consul, 0. Wingren 
Skellefted— Vice-Consul, Emil B'orssell... 
Sbderfmtin—V.-Gon. , Christoff er Mylire 

Stindsvall—V.-C., .Takob K. Barth 

Umea— Vice-Consul, Andreas Grahn ... 
Vmtervik— Vice-Con., Erik W. Tillberg 

Gottenburg — Consid, John Duff 

„ Vice-Consul, Kichard Duff 

Balmstad — Vice-Consul, T. Scheie 

BfUsingborg— Vice-Cons., Carl Westrup 
Karlski'ona — Vice-Con,, Gustaf W, Al- 
brecht 

Landskro‘na~-V.-Con., Fred. E. Neess... 

Mahno— -V.-Con., F. J. Carter 

Marstrand-V.-Cons,, C. A. Christenson 
Strbwstad— Vice-Consul, Wilhelm Theo- 
dor Lundgren 

Udclevalla — Vice-Consul, Charles David 

Thorburn 

Varberg— Vice-Consul, C. E. T. Jobson 
Ystad-Vice-Comul, Emil A. Borg 

Stockholm, 1,132 miles ; transit, 2 days. 


» Ex]>endea in the eonstruction of railways. 
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S WITZEELANB (Swiss Confederation). 

* Preside 7 it (tgog), M. A. Bencher. 

Mce-Pfeskimit, M. Comtesse, 

MinMef for Foreig^i Affairs^ The President. 
CommeFoe, Pndustry^ tf;c. J. A. Schobinger. 
Depart^mnt of TPa?*, E. Miiller. 

Interior, M. Euchet. 

Judiee, E. Bremner. 

Finanoe, E. Comtesse. 

Posts and liailivays, B. Forrer. 

^^res. of National Couneil, G Beroppet. 

Pres, of Council of States, A. Wirz. 

Federal Cfmicellor, G. Eingier. 

Federal Tribunal (Lausanne), 19 members and 
representatives, President, Br. Karl Jager 
Director, Inteniational Posts, E. EiifFy. 

Direc., Intematio 7 ial Telegraphs, Emil Frey. 
Jnternatmial Industry, Literature & Fine Arts, 
Henri Morel. 

Direc., InUrnat Railway Offices, Br. Hans Weber. 
Director-General of Posts, Henri Lutz. 

„ „ of Telegraphs, Louis Yanoui. 


Mimster in London, Gaston Carlin, 38 

Beauchamp Place, S.W. 

The Helvetia of the Homans, a Federal 
ilepublic of Central Europe, situated between 
45^ so'— 47“ 48' ISr. lat. and 5"^ 58'— io° 30' E. long. 
It is composed of z& Cantons, of very dissimilar 
size, united under a Constitution dated 29 May, 
1874, and comprises a total area of square 

miles, with a population of 3,463,(^ in 1905, 
who are divided between Homan Catholics, 40 
per cent., and Protestants, 59 per cent., Jews 
numbering 7,400 and others 11,000. The popula- 
tion is formed by three nationalities, distinct by 
their language, as German 71 per cent., French 
21 per cent. , Italian 6 per cent. , and Homanshe 
(in the Gilsons), i % per cent. The most impor- 
tant cities are Zurich, i)op. (1909) 190,000, Basle 
130,000, Geneva x2o,ooo, Berne 75,000, and Lau- 
sanne 56,000. It is the most mountainous 
country in Europe, having the Alps, covered 
with perennial snow and glaciers, rising from 

5.000 to xs,2X3 feet in height, not only along 
its southern and eastern frohtierSj but through- 
out the chief part of its interior ; and the 
J lira mouiitains in the north - west. Agri- 
culture is followed chiefly in the valleys, 
where wheat, oats, maize, barley, flax, hemp, 
and tobacco are produced, and nearly all English 
fruits and vegetables ai‘e grown. The forests 
cover about one-sixth of the whole surface. The 
manufactures consist chiefly of silks, cottons, 
linen, lace, thread, woollens, t%c. ; clocks and 
watches have long been the staple products of 
Geneva and Neufchatel, while leather, gloves, 
p(.)ttery, tobacco and snuff, cheesej &c., are 
made. Being an inland country, the direct trade 
v\‘ith the United Kingdom is comparatively 
small. In 1909 there were 3,200 miles of railway 
in working order, 5,500 miles of telegraph line, 

11.000 miles of telephone line, and 1,850 post 
oflices. 

'J'he legislative power is vested in a Parliament, 
consisting of two Chambers, a National Council 
of X47 members, and a Council of States of 44 
members ; both Chambers united are called the 
Federal Assembly, and the members of the 
National Council are elected for three years, an 
election taking place in October. The executive 


* The President is elected in December, and remains 
in office from i Jan.— 31 Dec. ; he is generally succeeded 
by the Vice-President. 


power is in the hands of a Federal Council of 7 
members, elected by the Federal Assembly, pre- 
sided over by the President of the Confederation. 
The President has a salary of £gzo ; the Vice- 
President and other members of the Federal 
Council ;^48 o each. The members of the Federal 
Council are elected for three years ; each year 
the Federal Assembly elects from this council 
the President and the Vice-President ; they are 
elected for one year, the five other members for 
three years. Not more than one of the same 
canton may be elected member of the Federal 
Council. (For Defence, see p. 667; for Bd%i- 
cation, see p. 670.) _ 

X907. 1908. 

Public revenue pCS, 881,000 

Public expenditure S>57 »j 4 oo 

National debt 4,031,000 3»9S=c,s33 

Federal reserve 4,285,000 4,569,472 

1906. X907. 

Total imports 58,702,000 66,400,000 

Total exports 42,994,000 46,117,300 

Imports from U.K 3>348,4oo 4,7x6,800 

Exports to U.K 7,114,300 7,541,000 

Capital, Berne. Popul ation , 1900,. 64,064, 
Bntish Minister, Outram Bax-Ironside ...;^s,45o 
z7ul Secretary B. Brooke (aeting). 

Hon, Attache, H. Kenelm Bigby. 

Hon. Chaplain, Kev. H. H. Pring, M.A. 

Consul, Gaston de Mural t 

NetLchatel— Vice-Consul, Edouard Chalile 
Geneva — Sir George Phillippo ... 

„ Lewis Stein 

Lam'uaae—CoyawZ, Alfred Galland 

Montreux — Vice-Cons., Marcel Cu<§nod. 

Zurich — Coimd'Gen. (to the German mid 
Italian-speakmg Cantons), SivTienYy 
Angst, K.C.M.G ......... 

„ Vice-Consul, John C. Milligan ^^300 to 500 

Bale — Vice-Co7md, E. Paravicini 

Davos— -Com., Br. W. H. Huggard. 

Lucerne— Cooisul, Louis A. Falck 

Lugano— Vice-Consul, H, H. Hamilton 
St. GaU—Vice-Co^mil, J. J. Nef-Kern. 

St. Moritz— Com., Br. Frank Holland. 

Berne, transit, 22 hours. 

TIBET (see p. 537). 

TONQITIN (see pp. 6x7-8). 

THIPOLL 

Goveimor-Ge^ieral, Mossein Musni Pasha, ap- 
pointed August, 1909. 

A Vilayet, or Province of the Ottoman Empire, 
on the northern coast of Africa, and the most 
easterly of the Barbary States, extending from 
the frontiers of Tunis to those of Egypt, a 
distance along the coast line of nearly 
i,xoo miles, and inland to the south a distance 
of about 800 miles. Formerly (X713-1835) it 
was under a native (Karamanly) dynasty, and 
passed under direct Turkish control in 1835. 
It comprises the four sub-provinees or Miites- 
sariflicks of Tripoli, Khoms, Jabel-el-Gharb 
and Fezzan, and also of Benghazi or Cyrenaica, 
the latter being under the direct government of 
Constantinople since 1875. It has an area of 

410,000 square miles j and a population of 
over 1,000,000 in Tripoli proper and Cyrenaica. 
There are no rivers in the country, and, the 
rainfall being precarious, a good harvest can 
only be reckoned on every four or five years. 
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The military force of the country now numbers 
xo,ooo men. The revenue is chiefly raised by a 
poll-tax, reft-ulated according to the wealth of 
each individual, and by tithes, but steps are 
being taken to co-ordinate the incidence of taxa- 
tion with that obtaining in other parts of Turkey. 
Barley, dates, olives, oranges, lemons and vege- 
tables are produced, and the principal imports 
are metals, British and other European manufac- 
tures, tea, beads, wine and spirits, besides a 
number of articles for barter in Wadai, Bornu, 
and the Western Sudan, whither caravans pro- 
j ceed from Tripoli ; hut the caravan trade, once 
i the mainstay of the country, has seriously 
I diminished of late years. The principal articles 
! of exports are ostrich feathers, ivory, skins, 

; sponges, hides, e.sparfco grass, cattle and horse.s. 
i The ancient ruins in Cyrenaica, at Cyrene, 
Ptolemais, and ApoUonia, are interesting to ex- 
plorers, as well as those at Leptis Magna, which is 
close to KhomSjOr 70 miles from the cityof Tripoli; 
agricultural colonies of Cretan Moslem refugees 
are being formed in the neighbourhood of ! 
</yrene and Apollonia (ISfarsa Susa). The town ; 
I of Benghazi has a population of about as, 000, | 
consisting of Arabs, Creeks, Maltese, and a few | 
* Levautiiies. The commerce in cereals, wool, 
j cattle for J^Ialta, and other agricultural produce, 
j is considerable, when a sufficient rainfall causes I 
.good Harvests. i 

Total imports ;^443,6 oo ;g42!9,8oo | 

Total exports 386,300 377,400 370,100; 

Imports from I'.K. 84,500 89,800 86,5500 ; 

Exports to r.K. ... 375,000 X37,93o 157,700 : 

Capital, Tripoli. Population, about 40,000. i 
Comul-Gen, ^ Jxx^im C. W, Alvarez, l.s.o. ;^^8oo 

Vhe-Cfutml, Alfred Dickson...., jiCsSoto 450 

Hon. FIi}/sk'kt)i, Dr. Angelo Mizzi 

Khomit — Vt('.e‘Con>iul, Joseph Tate 

Benr/hitzi — Consul, J. P. Jones 600 

TCNIS. 

( French Protectorate,) 

Bey, Mohamed en-Nasir Bey; born 1855 ; sue. 
13 IWuy, 1906. 

}Jeir Mohamed Ben Malimoim Bey, 

6. 1858. 

French Pesident-General, Gabriel Alapetite (7 
Eeb., 1907). 

The Eegency of Tunis— -the ancient lybia— 
was occupied (it is believed) by the Phoenicians 
so far back us the 14th century B.c. ; by the 
Etmians in 146 b.o. ; by the Vandals in 439 A.». ; 
and by the Arabs in 698 A.». This latter period 
witnessed a succession of powers— Berber (*048), 
RpanisU (1535), Turki.sh (1573), and Husseinite 
(1705). finally, by the Treaty of Tlie Bardo ” 
(i» .May, 1881), the Regency passed into the 
1 hands of Prance, and is under the control of a 
1 Prench Resident General. By its terms the 
: occupation is to covminate when both Prencli 
1 and Junisian authorities mutually recognise 
1 that the local Government is capable of main- 
i taining order. By a convention of t8 Sept., 

1 1897, all previously executed treaties ami con- 
! ventions between the U.IC and Prance were 
j extended to Tunisia, and Article z of. this con- 
vention, dealing with British cotton goods, 
remains in force up to the end of 3t9x». By 
convention of 10 July, 1883, the Bey is granted 
a civil list of ^<^37,500, and the Beylical princes 
^30,000, Area, 44, 930 square miles. Population, 
x,8ocr,ooo. .* Barley, beans, blankets, bran, 


carpets, cork, dates,' esparto grass, Fez caps, goats, 
hides, lead, oats, olive oil, ijhosphates, .sheep, 
silk goods, tan bark, tunny lish, wheat, wine, 
wool, zinc, <fec. Imports : Alcohol, boots and 
shoes, building matmial, clocks and watches, 
coal, cotton goods, cars and carriages, flour, 
glassware, hard^varo, milk (condensed), motors, 
rail and tram cars, wrought iron, and steel. 

The chief town, Tunis (pop. 227,519 composed 
of~Moslems 100,000, Jews 50,000, French 18,626 
Italians 52,076, Maltese 6,174), is an inland 
port, with a basin of 1,800 .square metr(S 
with feet of water, 1,875 feet of quay.s, 
cranes up to 20 tons, connected with the sea by 
a canal 10 kilometre,? long, 98 feet wide, anil 
dredged to zxVz feet. Port dues i fr. per ton 
(phosphates 50 e.), iuirbour dues 30 c. , sanitary 
dues x8 c. l^.S. of Tunis is the site of ancient 
Carthage (15 kilometres). There are 713 miles 
of railivjad and 3,906 of telegraph. 

1906. 1907. 

Revenue ;€’ii5375i59 :jCi,72o,ooo 

Expenditure 1,374,898 1,370,208 

i *Debt (Consolidated 1884) 9,287,260 9,287,260 

I Imports 3,373,978 4,1x4,408 

: Exports 3,223,805 4,134,442 

j Dome.^tic imports fromV.lv. 353,702 390,420 

j Total exports to the r. lC.... 371,766 610,638 

i Consul-General, E. J. L. Berkeley, C.B £900 

" •.•;^300 to 500 


V.-Cuns,, P. ‘Wilkinson 5^300 to 500 

,, R. Schembri 

Bizerta — TVec-(rbn«u?,Hoii.TereiK:c Bourke 

I Gabes— Cons. Agent, F. Calleja 

Gerha, Cons. Agent, Giacomo Parieiite ... 

Mehdkih-~Oons, Agent, G. Violante 

Monaster, Coiis, Age^it, Carmelo Diacono 

Sfaoc — Viee-Comid, Bilvio 'Leonardi 

Snsa — Vice-Consul, Williain Galea 

Tunis, 1,330 miles. 

TrPtKEY (The Ottoman Empire)- 

Sultan, Mehmed V., b. 3 Nov., 1844; proclaimed 
27 April, 1909. 

Heir Presv.ni2)tire, Youssouf Izzedin, h. 1857. 
Prime uMbiister (Grand Vizier), Hussein Jlilmi 
Pa.sha. 

Foreign AJTs. {Khardjie-Xaziri), E.ifaat Pa.sha. 
Interior, Talaat Bey, 

Finance, Djavid Bey. 

Justice, vacant. 

Public Instruction, vacant. 

Marine, vacant. 

War, Salih Pasha. 

Commerce and Public V/orJes, Helajian Eft’emli. 
Pious Foundations (Ftkafs), Shomseddin .Bey. 
President of Council of State, Tevfik Pasha. 
3 Hnes and Forests, Mavrocordato Effendi. 

Police, Sami Pasha. 

Director Gen, 0/ Customs, Raif Pasha. 

Turkish Ambassador to France, Naoum Pasha; 
Russia, Turkhan Pasha ; Germany, Osman 
Nizami Pasha; Anslria-II., Rechid Bey; 
J tot Zia Pasha; U.S.A. Kiazim Bey. 

Ambassador in London. Tewflk Pasha, 69 Port- 
land Place, W. 

**rbis total includes ^07.667, 320, unpaid balance of 
Cionsolidated Debt (1892), 494.949 unpaid baknee of 

Railway Loan (1903) and £125,000, being the amouiit 
of a Loan (1903) foi' the creation of a “ Oaisse de PrCd.s 
Comiuunaxix.’’ which means practically a central fund 
from, wliieh to issue Municipal Loans. 
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Couiii'iUor of JUmliasb'ij, Bjevacl Bey. 

x-y^. See.-, Essad Bey. 

2 ) 1(1 do., Abdul Hak Hussein Bey. 

3) ’d do., Dauial Bey. 

//on,. AWrtc/ic, Liioien Moril Bey, 

i/naw, Hehmed Eedjai EfFeudi. 

Consul-General, Befet Bey, 140, Leadenhall 

Street Place, B.O. 

^ Area.— ThQ Ottoman Empire comprises an area 
of about 66,500 square miles in South Eastern 
Europe, about 680,000 square miles in Asia, and 
about 399,000 square miles in Africa, containing 
altogether about 25,000,000 inhabitants. The 
Sultan is also suzerain of Crete, Cyprus, Samos, 
and Eg.ypt ; and until the annexation of Bosnia 
and Herzegovina by Austria-Hungary, and the 
declaration of independence by Bulgaria in 1908, 
of those territories also. 

Government . — A form of constitution modelled 
on that of Western European countries vas 
s\iggested by various reformers from 1856-X878, 
but until 1908 the rule of the Sultan was based 
on the precepts of the Koran, On 24 July, 1908 
an Imperial Iradd promulgated a constitution ! 
which embraced an elective legislature. i 

I. Turkey iisr Europe, formerly very exten- j 
sive, is now reduced to 66,500 square miles, with 
a population (xgox) of about 6,000,000, including 
about 700,000 Turks, 1,500,000 Albanians, and 
1,300,000 Greeks, Bulgarians, and Wallachians. 
About 2,500,000 are Mohammedans. European 
Turkey comprises tlie vilayets of Adrianople, 
Salonika, Monastir, Kossovo, Scutari, and Jaiiina, 
together with the administrative district of 
Constantinople and the separate sanjak of 
Chatalja. The principal towns are Constanti- 
nople, the capital (pop. 1,100,000), Salonika 
(x2o,ooo), and Adrianople (80,000). A great part 
of the surface is covered with mountains of 
moderate elevation. The principal rivers are the 
Vardar, the Struma, and the Maritza. The soil is 
for the most part fertile, but owing to various 
causes little progress has been made in agricul- 
ture. The cultivated products are maize, rice, 
barley, millet, sesame and other oil seeds and 
tobacco; the natural products are the pine, 
beech, Valonia oak, oak, lime, and ash, with the 
palm, maple, sycamore, walnut, chestnut, carob, 
box, myrtle, laurel, &c. , south of the Balkans; large 
forests of pine andfir in the north-west ; the olive, 
orange, citron, vine, peach, plum, and fruit trees 
in Albania. The breeding of sheep is carried on 
extensively, and wool constitutes an important 
ai-ticle of trade. The mineral products are iron 
ill large (piantity, lead blended with silver, 
copper, sulphur, salt, alum, and coal. Its manu- 
factures are almost entirely domestic, such as 
woollen and cotton stuffs, caipets, shawls, 
leather, firearms, with dyeing and printing 
works. About t,2oo miles of railway were open 
in 1901. 

II. I'URKEY IN Asia, the larger of the two 
divisions, has ,a total area of 680,000 square miles, 
and an estimated population of nearly xy, 000, 000 
inhabitants. Asia Alinor (pop., about 9,400,000) 
comprises the following vilayets : Bronssa, 
Smyrna, Castamonni, Angora, Konia, Adana, 
Sivas, Trebizoud, the islands of the Archipelago, 
and the Mutessarifats of Ismid and Bigha ; in 
Armenia (pop., about », 500,000) tbe vilayets of 
Erzeroum, Mamouret-ul-aziz (Kharput) Diar-; 
bekir, Bitlis and Van; in Ambfa (pop. about 
2,500,000) Alossul, Baghdad, Basra, Hedjaz and 


Yemen ; in Syrki (pop. about 3,z$o,ooo) Aleppo, 
Zor, Syria and Beyrout, with Jerusalem (^eepp. 
603-4) Lebanon. The principal towns are 
Smyi’na (200,000), Baghdad (145,000), Damascus 
(200,000), Aleppo (125,000), and Beyruti(x2o,ooo). 
Not far from Baghdad is Kerbela, the most 
[ sacred centre of pilgrimage for the Shia 
(Persian) Mohammedans, The trade of the 
Shat-el-Arab and its branches is considerable; 
much of it is carried by the vessels of the 
I (British) Euphrates and Tigris Steam Navigation 
i Coini)any. The foreign trade, which passes 
; chiefly through Bussorah, is mainly in the hands 
' of the British India Steam Navigation Company. 

' Beyond the Arabian desert, and lying along the 
J N.E. coast of the Ited Sea are the Turkish 
' vilayets of the Hejaz and Yemen. The Hejaz 
' includes the sacred cities of Mecca and Medina, 

I the home of Mohammed, with the port of 
. Jeddah (pop. 40,000), the mainstay of which is 
’ the pilgrim traffic. In Yemen are the towns of 
1 Sanaa, Assir, and Taiz. For some years past 
. Yemen has been the scene of a serious rebellion. 
Hodeida (pop. 33,000), is its chief port. The 
' Damascus-Mecca railway was opened for traffic 
as far as Medina in Sept., 1908. The Sinai 
. peninsula belongs politically to Egypt. 

‘ In Africa, Turkey rules Tripoli and Barka (see 

[ 1>. <SS4)- 

. Commerce. — Tlie exports include tobacco, 
i cereals, fruits, silk, opium, mohair, cotton, coffee, 

, skins, wool, oii-seeds, valonia, carpets, <fec., and 
, are largely derived from the Asiatic provinces. 

E Becently large quantities of wine and of raisins 
f for the niamifactiire of wine have been exported. 

- Among the imports, cotton and woollen manu- 
i factures take the foremost rank. Since the 
b establishment of the Anatolian railway by 
i German enterprise, the export of cereals, chiefly 
3 malting barley, has largely increased. The British 
5 Chamber of Commerce was established at Stam- 
3 bold, Constantinople, in 1887, with branches at 

- Smyrna and Salonica, and in the North of Eng- 
, land (Manchester) ; Pres., Sir Adam Block, 

1 K.c.M.Q. ; See., H. E. Mountain. The commer- 
, cial marine of Turkey consisted in igoi of about 
3 180 steamers, 60,000 tons, and 200 sea-going 
, sailing vessels, 50,000 tons. 

B There are Bribi sh Post-offices at Constantinople, 

, Salonica, Smyrna, Beyrut, and Baghdad, 
s The principal domestic exports to the United 
1 Kingdom are corn, fruit, wool, and mohairs; .; 
t the chief domestic imports from the United I 
a Kingdom are coal, Manchester goods, metals,! 
•, and woollens. i 

* Pefence (for Army, see p. 667). In 1906 the j 
s Navy consisted of 50 ships (including x6 
•> armoured vessels) and 40 torpedo craft; of 

0 which only 5 armoured and 2 unarmoured vessels, 
with 20 torpedo craft, are fairly modern and fit 
for service. It has a total peace force of about 
15,000 men. Besides this, there is the Makhsussa 

, Fleet of about 75 steamers of various sorts, 
worked by the Government and available as 
V transport's, storeships, and coastguard cruisers, 

^ In 3909 Rear-Admiral G amble of tlie British N avy 
was engaged, with six Juiiior officers, to reor- 
ganise the Navy. 

1 J Edmatimi (see f). 670). 

f Firiance.—The first official budget w-as pub- 

lished in March, 1909. By the Russo-Turkish 

t agreement of the same year Russia relinquished 
1 40 out of 74 annuities of j£T35o,ooo. 
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Estimated Revenue (1909-1910) ...,..;]^T25,294,xsx 

Turkish Debt do 104, 108, *56 

Sinking Fund and Interest (1909-1910) 3,232,557 

Total Imports, 1906 31,366,021 

Total Exports, *906 19,672,370 

Total Imports from D.K., 1907 ...... 3^7,545)000 

Total Exports to U.K. , 1907 , : 65 ,oos,ooo 

t)APiTAii, Constantinople. Estimated popula- 
tion (1904), CaVC. 1,100,000. 

BritMi A mbassador, His Excellency The Rt. Hon. 
Si r G crard Augu stus Lowther, K. c. m. G. , 

C-B j£8,ooo 

Councillor of Brnhassy^ C. M. Marling ... x,ooo 
Naval AttacM, Capt. A. H. Williamson, 

K.N., M.y.o 800 

Military Attachn^ Cai3t. G. E. Tyrrell, R.A. 800 

Judge of Sup. Court, R. B. P. Gator 1,000 

A.<isistant Judge, George B. Piggott 800 

Chuf Dragoman, G. H. Fitzmaurice, C.B., 

C.k.G, £900 to 1,000 

xst Secretary, T. B. Hohler A 300 to 500 

Commercial AttachA, E. Weakley, C.M.G. 800 

ziid Secretary, G. A. Moiinsey £2,00 to 500 

Consid'General, Harry C. A. Eyres 900 

Consul and Dragoman, Alex. T. Wangh 630 to 750 
Chaplain, Rev. F. C. Whitehonse, M.a. ... 300 

Physician, Frank G. Ciemow, M.I> 700 

3rd Secretary, Hon. Patrick Ramsay 3S0 

„ Edmund St. J. Monsou 350 

Attache, H. Knatclxbull-Hugessen - 

Hon. Attaches, G. Tyrrwhitt; R. Smith 
Barry 


Jerttsaleyn—Consid, M. C. Blech £700 

Gaza~~ConsulaF Agent, A. A.KueBeVmh 
Jaffa — Vice-Coyisul, J. Falanga (acting) 300 

M oyiastir— Vice-Qo'nsul, A. B. Geary ...... 

Salonioa-Cons.-Gen., Harry H. Lamb ... 1,000 

Cavalla— Vice-Co7is. , Stanislas Pecchioli 
Janina—Gons. Agent, Mario Caniicia 

(acting)..... 

Prevesa—Cons. Agent, C. Conemenos 

(acting) 

Scutari— Vice-Considy N, J. Summa 

Hskiib-~Vice-ConsulyB.. 'Et. Satow ^350 to 430 
Smyrna-Consul-Gen., H. D. Barnham, 

C.M.G. 900 

„ F. -Crnmd, C. B. Heathcote-Smith 

;^j3So to 450 

„ . Clerk, E. F. A. Eldridge 300 to 300 

Adalia — rice-Co'/md, Gustave A. Keim 
Aidin — Vice-Coyisiil, Robert Loriraer ... 

Airah', ttr.-— Flce-Gou-wZ, E. Eliopulo... 

F.-Constti:, Fredk. Hadkinson 
it/iodes-- Ft ce-Consid, A. Biliotti ......... 

Saynos-Vice-Conml, G. B. L. Mare...... 

Scala A^uma-~-Vice-Con., John AlQXB.(:hi 
Sew and 'Vchmne~-Vice-Cons., Di\ G. 
Anamissaki. 

Tetmlos~Vice-Cons.,D. A. Tolmides 
Trebizond—Cons., Henry Z. Longwortli ... £600 
Sarnsoon— Cons. Agent, D. Papadopoulos 
Constantinople, 1,814 miles; transit by ordinary 
daily train, 84 hours ; by express, thrice weekly, 
or via Con stanza, tv, Tee weekly, 73 hours. A 

Dragomdn and Archivist, £7 ^ to 800 ! favourite route is via Marseilles per Messageries 

znd Dragoman (Embassy), A.Ryan ...£600 to 800 t steamer 5 to 3 days ; from Liverpool by sea is 14 
■ dragoman, R.. W. Bullard (actg.) £450 to s5o 1 excluMve of stoppages en route. 

Cons. Interpreter, W. S. Edmond 


^rd Dragoman, R.. W. Bullard (actg.) £420 to 550 
Vice-Cons. Interpreter, W. S. Edmonds 350 to 450 

Brussa—Vw-Consul, E, Gilbertson 

Dardanelles— F.-Cou.'?'iti, ••• 4 > 3 S° 45 ** 

Dede-Agatch — Vice-Cons., G. Badetti ... | 

GallipoU—Vice-Consid, W. Grech | 

Jsmuit—Cons. Agent, A. Amat ! 

Konieh and Mersina — 1 Ice-Consul, Maj. 

C. H. M. Doughty-Wylie, C.M.G. (aetg.) £200 
Panderma—Cons. Agent, M. Summa ... 
Rodosto— Vice-Consul, Edmond Dussi ... 
Adrianople— Consul, Maj. L. L. R. Samson 500 

Aleppo— Coimd, R. A. Fontana 600 

Alexu'ud.retta— Vice - Comul, Augustine 

Catoni 

I)agdad(TurkishArahia)~Con,ml-General, 

Lt.-Col. J, Ramsay, C.i.E. Rs. 2,500 
per month. Paid by India. 

Kerhala, Ac. — V.-Cons., Afiihammad 

Hassan 3 Ioh.sm 

Mosul— Vice-Consul, C. A. Greig ...£260 to 450 

Basrah— Consul, Francis E. Crow 700 

Bey rut— Cons. ‘Gen., H. A. Curaberbatch, 

C.M.G 1,000 

„ Vice-Constil, H. E. Wilkie Young 

£350 to 450 

Ilaiffa-V.-Con., Pietro Abela 

LaiaJcia— V. -Consttl, H icholas Vital i . . . 
Safed-Vice-Oonsid, C. L. Micklasiewitz 

Sidon— Vice-Consul, Joseph Abela 

I'^TipoU—Vice-Cmmd, (vacant) 

Damascus— Consul, Geo. P. Devey 600 

Bneroum^Consxd, P. J. C. McGregor...,,. 800 

Bitlis— Vice-Consul, (vacant) 36^350 to 450 

DiarheUr— Vice-Co7is. , . ..£330 to 450 

Vayy^Vke-Consid, Capt.B. Dickson, r. A. 500 

Jeddah— Consxd, J. H, Monahan 600 

„ Vice-Com., Shaikh Mohammad 

I ■ Hussain 

HodeidoK-Ficc-Con., Geo, A. Richardson 


UNITED STATES OF AMERICA. 
President, William Howard Taft, horn 15 
Sept., 1857; came into office 4 March, 
xgog (ter)ih expires 4 March, 1913) j^xo.ooo 


Sec. of State, Philander C. Knox 

,, Treasury, Hon. Franklin MeVeagh 
„ , War, Hon. Jacob M. Dickinson ... 
„ Na>vy,^ Hon. George Von L. Meyer 
„ Interior, Hon. Richard A. Ballinger 

,, Agriculture, Hon. James Wilson... 

Postmaster -General, Frank H, Hitchcock 
Attorney-General, Hon. John H. Wickers- 

ham 

Commerce A* Labour, Hon. Charles Nagel 
Chief Justice of Supreme Court, Hon. Mel- 
ville Weston Fuller 

American Ambassador to France, Robert 
Bacon ; Germany, David J. Hill ; Italy, 
John G. A. Leishman ; Russia, William 
Woodville Rockhill ; Austria-Hung., 
Charles S, Francis ; Japan, Thomas J. 
O’Brien ; Turkey, Oscar S. Straus 

OJicB of Bmhassy, 123 Victoria St., S.W. 
Ambassador Bxtraord, A Plenipotentiary 
in London, Hon. MTbiitelaw Reid. Ad- 
drass, Dorchester House, Park Lane, W. 
Secretary of Embassy, William Phillips, 

123, Victoria vStreet, S.W 

znd Secretary, Hugh Gibson, X23 Victoria 

Street, S.W 

3rd Secretan^, Arthur Orr, 123 Victoria 

Street, S.W 7 . 

Naval AttachA, Com. Edward Simpson, 15, 
Chesham Street, Belgrave Square, S.W. 
Military AitacM, Capt. Sydney Cloman... 
Consul-Gen. in London, John L. Griffiths 
and fees 


2,400 

2,400 

2,400 

2,400 

2,400 

2,400 

2,400 

2,400 

2,400 

2,600 


3)500 

600 


240 


2,400 
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Vice tfc Deputy Consul-Qeru iu London, 

Eicliard Westacott..... 

Deputy Con.-Ge7ieml, Carl E. Loop 

(Jomthlar Office, jz St. Helen’s Elace, Bishopsgate 

Street, E.C. 

Despatch Agent, E. Newton Crane, 4 Trafalgar 

Square, S.W. 

^ A Federal Eepnblic, consisting of 45 partially in- 
^dependent States, 5 organized and 2 unorganized 
Territories, occupies the central portion of 
North America, between the Atlantic and Pacific 
Oceans, in lat. 25°— 49° N. and long. 67^^— 124° 
30' W. , and also the territory of Alaska and the 
island of Hawaii. The area is estimated at 
3,622,933 square miles, of which rivers and lakes 
cover 55,562 square miles, excluding the water 
area of Alaska and Haw^aii. This area Includes 
the vast district of Alaska, in the extreme north- 
west of the continent, purchased from Eussia 
18 October, 1867, comprising 590,884 square miles. 
About one-third of the country is estimated to 
be in a state of cultivation. The population of 
the whole of the States and Territories, accord- 
ing to the Census of 1900, was 76,356,000. In 1890 
the Indians on reservation numbered 133,417 ; 
off reservation, 115,836 (including 58,806 civilised 
Indians); Chinese, 107,475 ; .Japanese, 2,039 5 
Alaska, 32,052 (23,531 Indians). The increase in 
the ten years, 1880-1890, was 12,466,467, and 
1890-1900, 13,018,609, exclusive of certain dis- 
tricts above alluded to. 

Its coast-line on l:>oth oceans is reckoned to 
have a length of about 13,200 miles, besides 3,620 
miles on the gi’eat lakes. The principal river 
is the mighty Mississippi -Missouri, traversing the 
whole country from north to south, and having 
a course of 4,500 miles to its mouth in the Gulf of 
Mexico ; with many large affluents, the chief of 
which are the Yellowstone, Nebraska, Arkansas, 
Ohio, and Eed rivers. The rivers flowing into the 
Atlantic and Pacific Oceans are comparatively 
small ; among the former may be noticed the 
Hudson, Delaware, Susquehanna, Potomac, and 
Savannah ; of the latter, the Columbia, Sacra- 
mento, and Colorado. The Mobile and Colorado 
of Texas fall into the Gulf of Mexico, also the Eio 
Grande, a large river partly forming the boundary 
with Mexico," The areas of the water-basins have 
been estimated as follows : --Eivers flowing to the 
Pacific, 644,040 square miles ; to the Atlantic, 
488,877 ; and to the Gulf of Mexico, 1,683,325 
square miles, of which 1,257,547 are drained by 
the Mississippi-Missouri. The chain of the Eocky 
Mountains sepm’ates the western portion of the 
territory from tlie remainder, all communication 
being carried on over certain elevated passes, 
.sevei-al of which are now traversed by railroads ; 
west of tiie.se, bordenng the Pacific coast, the 
C^ascade M'oimtains and Sierra Nevada form the 
outer edge of a high table-land, consisting in gi’eat 
part of stony and sandy desert, and in which 
occurs the Great Salt Lake, extending to the 
Eock}^ Mountains. Eastward the country is a 
vast, gently undulating plain, with a general 
slope southwards towards the marshy fiats of the 
Gulf of Mexico, extending to the Atlantic, inter- 
rupted only by the Alleghany Mountains, of in-- 
ferior elevation, in the Eastern States. Nearly 
the whole of this plain, from the Eocky Mountains 
to some distance beyond the Mississippi, consists 
of immense treeless savannahs and prairies of 
luxuriant grass. In the Eastern States (which 
(form the more settled and most thickly inhabited 
iportion of the territory) large forests of valuable 

timber, as beech, birch, maple, oak, pine, spruce, 
elm, ash, walnut ; and in the south, live-oak, 
water-oak, magnolia, palmetto, tulip-tree, cypress, 
&c., still exist, the remnants of the wooded region 
which formerly extended over all the Atlantic 
slope, but into which great inroads have been 
made by the advance of civilisation. The Missis- 
sippi valley is eminently fertile. The mineral 
kingdom iJi’oduces in great abundance copper, 
iron, coal, lime, salt and lead, which in Missouri, 
Colorado, and Idaho appears inexhaustible; there 
are also rich lead-mines in Illinois and Wisconsin. 
California produces silvei’, copper, and lead, and 
gold in large quantities. The petroleum output 
Gnainly Pennsylvania and California, with grow- 
ing importance in Mexico) in 1907 was over 
165,000,000 barrels of 42 gallons, valued at 
$120,000,000. 

FLmnce.—TYiQ financial condition of the 
Hnited States of America exerts a great influence 
on that of other nations. The following is a state- 
ment of the debt on i Oct. , 1907 and 1908 

1907. X908. 

2 % bonds $676,250,150 $700,882, X30 

3 70 bonds 63,945,460 77,881,960 

4 °/o bonds and cer- 
tificates xx8,489,90o 118,489,900 

On which interest 

has ceased 8,272,545 3,823,195 

Bearing no interest 400,592,^7 396,239,038 

Certificates &> Trea- 
sury notes offset 

by cash 1,200,3x9,869 x, 335, 020, 869 

Total debt .$2,467,869,991 $2,632,337,092 

Less cash and re- 
serve in Treasury 1,589,871,183 1,664,073,44a 

Actual indebtedness|^77,998,8o8 $968,263,650 
The total decrease in the debt since 31 August, 
1865, when, after deducting the cash in the Trea- 
sury, it amounted to $2,756,431,571, to 1 Oct., 
1908, has been $1,788,167,921. 

Balance Sheet for Years ending 3,0 June, 

1907 and 1908. 

Eeceipt.s ; — *907* 1908. 

Customs $332,233,363 $286,113,130 

Internal Eevenue ...... 269,666,773 251,711,127 

Miscellaneous sources 61,240,198 63,301,862 

$663,140,334 $601,126,119 
Expenditure:— 1907. 1908. 

Civil & Miscellaneous $180,244,532 $175,420,409 

W'ar Department 122,576,466 175,840,453 i 

Navy Department 97,128,469 118,037,097 

Indians 15,163,609 ^4, 579, 736 

Pensions 139,309, 514 153,892,467 

Interest on public debt 24,481,158 21,426,138 

For the sinking fund... 30,590,889 34,342,600 

$609,494,637 $693,538,920 
Defence (for Army see p. 667, for Navy see 
P. 473 )- . V' 

Education {see p. 670). 

Comtitution and Gocern7nent.~-~The govern- 
ment of the United States is,, by the Consti- 
tution, entrusted to three separate authorities 
—the Executive, the Legislative, and the Judicial. 
The Executive power is vested in a President, 
who is elected every four years,’ and is eligible 
for re-election. The mode of electing the Presi- 
dent is as follows Bach State appoints, in such 
manner as the Legislature thereof directs, a 
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number of electors, equal to the whole niiinber 
of Senators and Representatives to which the 
State may be entitled in the Congress 5 bht no 
>Senator or Bepresehtative, or anyone holding 
ofiice under Government, shaii he appointed an 
elector. The electors for each State meet at their 
respective State Capitals on a day appointed, 
and there vote for a President by ballot. 
The ballots are then sent to Washington, and 
opened by the President of the Senate in presence 
of Congress, and the candidate who has received 
a majoritjf of the whole number of electoral 
votes cast is declared President for the ensuing 
term. If no one lias a majority, then from the 
three highest on the list the House of Eepresen- 
tatives elects a President, the votes being taken 
by States, the representation from each State 
having one vote. There is also a Vice-President, 
who, on the death of the President, becomes ex- 
officio President for the remainder of the term. 
In case of the removal or death of both President 
and Vice-President, a statute provides for the 
succession of the Secretary of State, Secretai'y of 
the Treasury, Secretary of War, and others, so that 
the State can never be without a Head or Euler. 

The Legislative power is vested in two Houses, 
the Senate and the House of Eepresentatives, the 
President having a veto power, which may be 
overcome by a two-thirds vote of each House. 
Two Senators from each State are elected by the 
Legislature thereof for the term of si.x years ; 
and Eepresentatives are chosen in each State, 
by popular vote, for two years. The number of 
Eepresentatives for each State is allotted in 
propoi-tion to its population— at present x for 
*73, 901* The Senate consists of 90 members, 
and the House of Eepresentatives of 357 repre- 
•sentatives and territorial delegates. 

The supreme judicial authority is vested in 
a Chief Justice and eight Justices, who are 
appointed by the President, by and wdtli the 
advice and consent of the Senate, to hold their 
offices during good behaviour. 

Tbade with IJniteb Kingdom. 

The imports from, and domestic exports to, 
the XJ.K. are given below (merchandise only) : — 


Iniporis. 

tB 6 $ S 83,240,527 

*875 *42,445,648 

1885 114,686,954 

189s x 34 .S 77 ; 52 o 

*900 i33>2Sfi,394 

X905 147,259,920 

*906 174,928,658 

*907 205,443,333 

*908 *90,355>47S 

The chief exports to 
*908 were (B, of Trade) 
Animalfi, Hving £/i,6oz,2zg 
Apples 729,843 

Bacon 6,035,493 

„ iHanis) ,. 2,340,838 
Beef (fresh) .... 1 3,368,5^ 

Boots & Shoes . . 361,366 

Cheese......... 302,662 

Chemical Mannfrs. 467,678 
Coffee 429.459 

CopiM^r, &e 3.769.^* 

Com, wheat. — 11,450,396 
„ Barley .. 743,373 

Oatmeal, &c. 242,6^ 
Maixe — a, 015,70.x 
„ ^ThJ8latmeal 

Clottom raw , ; . , .39,*86.a62 
266.697 


Dorn. Esiv)rts. 

.$ 93,626,922 
271,101,911 
332,274,029 
341 >339,703 
461,062,4x4 
485,4x8,^5 
535,160,199 
563,202,827 
S 74 > 439>726 


Total. 

$176,867,449 
4 ^ 3 , 547.559 
446,860,983 
475,917,223 
594,318,808 
632,678,905 
710,088,857 
768,646 x6o 
764,795,201 


the United King<lom in 


Fish 

Hardware 

Lard 

Leather 

Machinery .... 
Oil seed cake .. 
Oleo-mai'garine 

Fapci", &c 

Pai’affiii .. 
Petvoleam.,.,.. 
Fork .......... 

Freserved Meat 

Ilosin 

Skins and Fvira 
Sttffiir i 

Tobacco 

Turpentine .... 
Wooil, all kinds 


:;^ 436 ,o 36 

106,107 

3,661,864 

3.973.5=54 

2.405,278 

596,765 

723,167 

280,318 

912,507 

4 . 537 , 1 X 0 

351,456 

639,369 

469.978 

953.972 

737,010 
4*3*4, ^9 
746,68s 
4.417,188 


Cotton iaanfrs. 8,831,819 
yarn .. 478,679 

chmaware 465,224 

Fish 484,883 

Hides, raw .... 856,1^ 

Jute inanuf rs. . . 866,896 

Leather ........ 391,789 


Linens ........ ^£'2,874,583 

Machinery 513, an 

Metals, all kinds 8,246,085 
Bags, &c., for 
paper.......; 

Silk & manufrs. 

Skins and fiirs. 585,172 
Spirits ........ 449.729 

wool ... , . ..... 014,356 

'Woollens ...... 1,025,881) 


28 S> 4 S 7 

808,170 


AIercantile MAeinB.— O n July i, igoS, it 
consisted of 25,425 vessels, of which 10,926 were 
steamers, and 14,499 other than steamers, the 
total gross tonnage being 7,365,445. 

COMMEHOE OF THE UNITED STATES. 
Alerchandise only. 


YE.iR. 

' Expoets. 

Imports. 

TOT.iL. 


Sollars. 

SoUars. 

Dollars. 

1792 



30,753,098 

18^ 

333 rS 76,057 

353,616,1x9 

687 ,X 92 ,X 76 

1865 

166,029,303 

5 S 38 , 74 S>s 8 o 

404,774,883 

1870 

39 s, 77 L 768 

435,958,408 

828,730,176 

187s 

5 * 3 > 442 > 7 ** 

533,005,436 

1,046,448,147 

x88o 

835 >d 38 , 6 s 8 

667,954,746 

X, 503, 593, 404 

1885 

742,189,755 

577,537,329 

*,3*9,7*7,084 

1890 

857,828,684 

789,3x0,409 

1,647,139,093 

189s 

807,538,165 

73 *, 969, 96s 

*,539,508,130 

1900 

*> 394 . 483 >o 83 

849,941,184 

2,244,424,266 

1905 

ijS*8,56i,666 

X, 1x7,513, 071 

2,636,074,737 

1906 

1,743,864,500 

1,226,562,446 

2,970,426,946 

1907 

1,880,851,078 

*, 434 , 4a*, 42s 

3,3*5,372,503 

1908 

1,860,773,346 

*,* 94 , 34 *, 79a 

3 ,o 55 >** 5,*38 


The total domestic exports 'for the last 
four fiscal years ending June 30 have 
been: 1904, $i, 435 >i 79 >o *7 ? * 9 o 5 > $*>49*)744jd43t >’ 
1906, $1,7x7,953,382 ; 1907, $1,853,718,034 ; 1908, 
$1,834,786,357. 

Eailways. — For the year ending June 30, 1907, 
the length of single track mileage was 229,951 
miles, an increase of 5,588 since 1906. The mileage 
of tracks of all kinds for which operations were 
reported (inclucling 227,45s miles of single 
track) was 327,975, increase 10,892 miles, and 
the gross earnings $2,589,105,578; the number of 
railway employees was 1,672,074. 

Postal. —The number of Post Offices In the 
United States, June 30, 1908, was 61,158. The 
postal revenue (1908) was $191, 478,663. The nuin - 
her of inland money orders issued was 60,864,570, 
and the amount ^$498,699,637. Of inter- 
national money orders the number issued was 
3,711,640, value $88,972,388 ; postal expenditure, 
$208,351,886. 

Precious AIetals.— The Director of the lb S. 
Alint estimates the (1907) production of gold at 
4>374>827 fine oz. ($90,435,700), silver 56,514,700 
fine oz. ($37,299,700 commercial value), the total 
value therefore being $127,734,400. 

Teeritorial Expansion. 

In the year 1898 the U.S.A. became involved in 
war with Spain on account of the unsettled state 
of affairs in the neighbouring i.sland of Cuba. 
The result of -the war was the freedom of that 
island from Spanish control and the cession of 
the Philippine Islands and the Island of Guam, 
the Island of Puerto Eico, which was captured 
during the war, being retained ; these conditions 
were confirmed by a Treaty of Peace signed at 
Pari.s (10 Dee., 1898). During the year the inde* 
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pendent islands of the Hawaiian group were 
annexed by a rcs<dution of Coiigi’ess, and in 1899, 
under the provisions of the Samoan Convention, 
those islands of the Samoan Archipelago not an- 
nexed by Germany f ell to the share of the IhS. A. 

In a few months, therefore, the U.S. A. assiimdd 
the responsibility of a vast over-sea dominion, 
'^^th between 9,000,000 and xo, 000, 000 inhabitants. 

Hawaii is a gTon|) of islands in the H. Pacific 
in lat. to 23° xs' H., and long. 154° 48' to 
160° 20' W., with a total area of about 6,449 
sq. miles, and a population of about 170,000 
(Orientals 95,000, Latins 27,000, Teutons 13.000, 
Hawaiians 35,000). The capital is Honolulu in 


Oaku, pop. about 39,300. 
The Samoan Mand^.- 


By the Anglo-German 


agreement of 14 Hov., 1899, tlie island of Tiituila 
and all other islands in the Archipelago east of 
171^ E. long, were reserved to the TJ.S.A. 

In the iresf Indies : The Island of Puerto 
llioo, captured during the war, has an area 
of about 3,600 square miles, and 953,243 inhabi- 
tants ; the capital, San Juan, has a Tiopulation 
of 32,048, Ponce (27,952) and Mayaguez (15,187) 
being also towns of importance. The products 
are sugar, coffee, and tobacco. 

In the Hast Indies: The Philippine Islands 
have an area of about 121,395 square miles, with 
a population (1903) of 7,635,426 (civilised, or 
partly so, 6,987,686 ; wild and uncivilised 647,740). 
The capital is Manila, in the island of Luzon 
(population 219,928), other large towns being 
Laoag (34459)^ bipa (37,943)1 Bauan (39,094), 
Batangas (33,131). The principal products are 
hemp, sugar, coffee, indigo, and copra, in addi- 
tion to the tobacco plant, which is extensively 
grown in the island of Luzon. The total trade 
in 1907 was $30,453,810 for imports, and 
$33,097,867 for exports. 

Mam, the largest island of the Ladrone (or 
Marianne) group, is situated in 145^ E. and 14^ N., 
and has an area of about 150 squai’e miles, with 
about 11,490 inhabitants. The capital is Agana. 

Federal Capital, Washington (3,850 miles 
from London). Pop. 1900, including the District 
of Columbia), 278,718. 

Ambassador Extraon^duiary and Plenipo- 
tentianf His Excellency Bt. Hon. James 

Bryce, o.M ..•;/Jio,ooo 

Connecticut Avenue, Wash- 
ington. 

Councillor of Bmhassy, A. Mitehell-Innes 900 
Lt. -Col. H. James ......... 500 

Xaval Attache, Capt. Ghas. F. Sowerby, r.n. 800 

znd Secretaries, George Young, m.v.o. ; 
Howard W. Kennard; Esmond Ovey ; 

^300 to Soo 

3rd Secretary, H. T. Beresford-Hope ...... 250 

//on. Hugo Charteris 

IWv-C'oji.vMf, H. B. Eonvland ........... 

BaMhaore, Ma.-~Consitl, Gilbert Fraser ... goo 

,, V.-Cons., .........;£!'3oo to 500 

Sewpon Hews— T" ‘Cons. , J, Haughton. . . 
Xorfolk,Va. — rifc-CcmsM/, Barton Myers 
Itichmnhd, Va.—V.~Cun., Arthur P. 

Wilmer 

Boston, Mass . — Co ns. -Gen., F. P. Leay...... 800 

„ V.-Cons., ;i^3oot0 5oo 

Portland, Me.—V,-Consul, J. B. Keating 
Chicago, Ill,—Cons,-G<m, H. D. Kugent ... 800 

„ ViemCons., A. A. Adams ... to goo 
Denver, Colorado — Vicc'Com., Alfred 
Crebbiu 


£600 


Soo 


1,000 

500 


Detroit. — Vice-Cons., H. G. Meredith ... 

Duhitk— Vice-Cons., Henry Taylor 

Omaha — Vice-Cons., AL A. Hall 

St. Paul— Vice-Cons., V. E. Hamilton ... 
Galveston, Tex.— Consul., XX A. S. Perceval 
„ Ffee-Cens., S. W. Barnes 
Sabine Pass— Vice-Cons., Jn. K. Adams 
Ilonokdu (Hawaii)— Cons., 

„ Vice-Consul, 

Manila— Cgns.-Gen., A. E. Wilemau 

„ Vice-Consul (actmg), Hugh Horne 

Cebu—Viee-C&mul,I. T. Knowles 

Iloilo— Vice-Consul, Vi. St. OyrPurdon... 

Keiv Orleans, La.— Cons. ,H. T. Care w-Hunt 1 , too 
„ V.-Cons., Chas. H. C, Bicardo ;^3ootosoo 
Apalachicola — F.^C'on.!?., Thos. F. Porter 

Biloxi— V.-Cons., J. J. Lemon 

Fernandma,Fla. — V. -Con . , W. B. C. Duryee 
GulfpoH — Vice-Consul, G. F. 'Walker ... 
Jacksonville, Fla. — V. -Con.,^!. Aluckloiir 
Key West, Fla.—V.-C.,m\\. J. H. Taylor 
31 ohile,A la.—V, -Con . , Edmund J. Seiders 
Pensacola, Fla.-V.-Con., FTormau King 

£300 to 500 

Port Tampa, Fla.— V.-C., Jas.W. Morris 
Hew York, H.Y. — Cons. -Gen,, C. W. 

Bennett, o.r.E 1,200 

„ Co7md, Hon. Pveginald Walsh, 31 . v.o. 600 

,, Fire-Con. ,F. W. Manners £zoq to 500 

,, ,, J. J. Broderick 300 to 500 

Buffalo — Vice-Comtil, W. H. J. Cole 

Providence, R.I. — Vice-Consul, Geo. A, 

Stockwell 

Philadelphia, Penn. —Con. , Wilfred Powell 900 

„ V.-Con., V. G. AIcArthur ...;j^3oo to 500 

„ Vke-Co'mul, E. W. Wilson 

Cincinnati— Viee-Cojisul, W'. L. Finch... 
Cleveland — Vice-Consul, H. E. Gi’esliam 
Pittsburg — Vice-Cons., C. E. E. Childers 

Portland, Oregon— Cons., J, Laidlaw 

„ Vice-Consul, J. E. Laidlaw 

A storia, Oregon— Vice-Consul,P. L. Cherry 
Grays Harbour— Vice-Con., T. AI. Watt 

Copland 

Home, Alaska.— Vice-Consul, Col. L. B. 

Stuaii) 'Weatherley 

Port Townsend, Washington— Vice-Con., 

Oscar Klocker 

Seattle, Vice-Consul, Bernard Pelly 

Tacoma, Washington — Vice-Con., Chas. 

E. L. Agassis 

Porto Rico (San Juan)— Consul, "Wm. B. 

Churchward 

,, Vice-Consul, T. G. Wayniouth 

Areciho— Vice-Consul, D. Wilson 

Arroyo de Guay araa— Vice-Consul, H. A. 

AlcCormick 

Humacao,Hagiiaho <b Ikijardo—V. -Con., 

Antonio Boig 

Mayaguez— Vice-Con., Adolf Steffens ... 
Ponce— Vice-Consul, Fernando AI. Toro 

Vieques . — Vice-Cons., Bev. L. Bead 

St. Louis, 3ro.—Co7i8., T. E. Erskine 

Kansas City, 31 0. — V. -C. , H. W. Alackirdy 
San Francisco, Cal. — Cons. -Gen., AValter 

B. Hearn.. x,ooo 


800 


800 


6qo 


„ Consul, Wellesley Al'oore 

„ F. Alajor H. D. Gerrard 

LosA^igeles, Cal.— V.-C,, C. W, Alortimer 
San D%ego,Cal.—V. -C. , Allen Hutchinson 
Savannah, Ga. —C., James A. Donnelly ... 
Bi'unmnck, Ga, — V.-C., Bosendo Torras 
Charleston, S.C. — F^ce-Co}Ls^^i,Alexa^der 

Harkuess 

Darien— V*-Cons,, B. Alanson. 4....... « 
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66o Foreign Coimtrm — United States of Amerm, Uruguay. 


AREA AND POPULATION. 


States and Territories. 


OKIGINAL 13 STATES. 
New Hampshire(N.H.) 
Massachusetts (Mass.) 
Rhode Island (R.I.) ... 
Connecticut (Conn.) ...' 
New York (N.'lk!.) .. 
New Jersey (N.J.) .. 
Pennsylvania (Pa.) 

Delaware (Del.) 

Maryland (Mcl.) 

Virginia (Va.). ....... 

North Carolina (N.C.). 
South Carolina (S.C.). . 
Oeorgia (Ga.) ....... 

OTHER STATES. 
Kentircky (£y.) .... 

Vermont (Vt.).. 

Tennessee (Tenn.) . 

Maine (Me.) 

Texas (Tex.).......... 

We.st Virginia (M\Va.)l 

Ohio 

Louisiana (La.) ..... 

Indiana (Ind.).. 

Mssissippi (Miss.). 

Illinois (III). 

Alabama (Ala.) .... 

Missouri (Mo.) 

Arkansas (Ai'k.) .... 
Michigan (Mich.) . 

Florida (Fla.) 

Iowa 

Wisconsin ( Wis. ), ...... 

California (Cal.)..., 
Minnesota (Minn.). 
Oregon (Oreg.)....... 

Kansas (Kans.) .... 

Nevada (Nev.) 

Ne])raska (Nebr.) . 
Colorado (Colo.) .... 

N orth Dakota(N. Dak. )\ 
South Dakota (S. Dak). 
Montana (Moiit.) ...... 

Washington (Wash.)... 

Idaho 

Wyoming (Wyo.) . 

Utah 

:f:Oklahoma (Okla.). 

TERKITOKTES. 

Now Mexico (N, Mex.)j 
Arizona (Ariz.) .... 
Hawaii 

A.lSrSl’CiSt U‘* 0 * • 

bist.of Columhi^b.O.)! 


1792 

179s 

1796 

1820 
184s 
1863 
1802 
i8%2 
x8i6 
1817 
z8i8 
1819 

1821 

1836 

1837 

1845 

1846 
X848 
1850 

1838 

1839 
isSi 
1S64 
2867 
1876 
1889 
i8Sg 
1889 

1889 

1890 
1890 
1896 
1907 

X830I 

*8631 

1898 

1867 

1793: 


Population 

1900, 

White and 
Coloured. 


sq. m. 
9.341 

8,z66 

1,248 

4,96s 

49,204 

8,224 

4 S,iz 6 

3,370 

13,337 

42,627 

32,426 

; 30,^9 
39,36s 

40,393 

9,564 

42,022 

33.040 
263,896 

34,170 

41.040 
48,506 

36,354 

46,865 

56,663 

31,998 

69,420 

53,335 

57,980 

58,666 

56,147 

36,066 

158,297 

84,682 

96,699 

82,158 

110,690 

77,530 
203,948 
’ 70,837 

77,615 

146,572 

69,127 

84,313 

97,914 

84,990 

70,037 

122,634 

113,956 

6,449 

390,884 

70 


411,388 

2,805,346 

428,356 

908,420 

7,268,^4 

1,883,669 

6,302,115 

184,73s 

1,188,044 

1,854,184 

1,893,810 

1,340,316 

3,3x6,331 

2,147,174 ) 

. 343,641 

2,020,616 

694,466 

3,048,710 

958,800 

4,157,545 

1,381,625 

2,5x6,462 

1,551,270 

4,821,550 

1,828,697 

3,106,665 

1,311,564 

2,420,982 j 
528,542 
3,231,853 I 
2,069,042 

1,485,053 

1,751,394 

413,536 

1,470,495 

42,335 

1,066,300 

539,700 

319,146 

401,370 

343,329 

518,103 

161,772 

92,531 , 
376,749 
790,391 I 

195,310 

122,931 

154,001 

63,593 

278,718 


Port Royal mid Beaufort, S. C. V. -C. , 

Jn. E. Kessler 

Wilmington, N, C. ~ V. - C. , J ames Sprunt 
New York (pop. 3,437,202), transit, 5-6 days; 
Philadelphia (pop. 2,293,697), 6^ days ; Sjm 
Francisco (pop. 342,782), 11 days; Chicago (pop. 
1,698,375), 8 days. There are also three cities 
with over 500,000, four with over 300,000, eight 
with over 200,000, and thirteen with over ioo,o< 5 j 
inhabitants. Distance, New York to Liverpool, 
about 3,100 miles. 

URUGUAY. 

President, Dr. Claudio Williman, elected 1 March, 
1907, for four years. 

Foreign Afairs, Antonio Bachini. 

Interior, Dr. Jose Espalter. 

War and Manne, General Eduardo Vasquez. 
Publie Works, J. Lamolle. 

Finance, Dr. Bias Yidal. 

Industry and Instruction, Dr. Alfredo Giribaldi. 


OTHER .TCRISDICTION, 

Porto Rico (PJl) ; 1898! 

Philippine Is. (PJ,) ’.-I iSjSi 119, ShA 

Qimn 1898' ^JiOl 

Ttituila, Samoan Is. ..1 j.899' 88 


Total ! *3,036,789 (76,303,387 


9m, US 
6,961,380 
9,000 
* 6,100 


Minister Plenipotentiary and Envoy Extra- 
o-rdmary, Frederico R. Vidiella. 

Secretai’y of Legation (Chargti d'Afaires), Dr. 
Alfonso S. de Zumaran, 12 Kings Gardens, 
West Hampstead, N. W. 

Consul-Gen., Carlos Nery, 5 Clements Inn, W.O. 

A Republic in South America, on the east coast 
of the Rio de la Plata, situate in lat. 3o“-~3S® S. 


and long. 


53° 35'— 57° 42' W., containini 
square miles, and an estimate 


an area 
estimated popula- 


* 'Exclusive of Akiska and Hawaii. 

. + Includes ox, 219 pereons in the military and naval 
service of the United States, stationed abroad, nob 
credited to any State or Tenibory. 

t Oklahomft,, formed in 1907 from former territories of 
Oklahoma aijid Indian Territory. 


pf 72,172 square , 

tionof 2,039,078(1908); was formerly a dependency 
of Spain. United to the Argentine Confederation 
early in the present century, it was afterwards 
annexed by Portugal, and became later a pro- 
vince of Brazil ; but through the bravery of the 
patriotic “ thirty-three ” it succeeded in throwing 
oif the Brazilian yoke and declared its independ- 
ence 23 August, 1823. A war in consequence 
ensuing between Brazil and the Argentine Con- 
federation, both the Powers agreed, through the 
mediation of Great Britain, to recognise Uruguay 
as a sovereign and independent State. The im- 
ports from the U.K. are numerous, the principal 
being woollen and cotton goods, hardware, and 
coals. The chief exports are wool, hides, horn, 
hair, tallov^ and jerked beef. Wheat, barley, and 
maize are cultivated, but the wealth of the country 
is obtained from its pasturage, which supports 
large herds of horned cattle (9,000,000 in 1908) 
and sheep (26,000,000 in 1908), the wool of which 
is of excellent quality. Gold mines exist at Cuha- 
pini The principal river is the Uruguay and its 
affluents, of which, the Rio Negro is the chief. 
There are 2,220 miles of railway open (2907), all 
in British hands, and the luolongation of the 
Central Railway eastern extension from Nieo- 
Perez to Artigas on the Brazilian frontier is now 
completed, and 4,945 miles of telegraph in 2907. 
Tliere are about 300 kilometers of electric tram 
lines in Monte Video. 2908-9 

Revenue (Estimate) jC4548s,o8i 

Expenditure 4,484,123 

Total debt (31 Dec., 1907) 37,263.599 

Debt charge 1,464,568 

Iniports (2907) 7>973,533 

Do. from U.K 2,462,160 

Exports (2907) 7,428,100 

Do. to U.K 636,841 

Capital, Monte Video. Pop, (2908), 306,000. 
British Minister Resident and Consul- 

General, Robert J. Kennedy, C.M.CJ. ... £x,6oo 
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Vwe-Conmly H. Hall-Hall j$^3oo to soo 

vj C. B. K. Howland 

Cha'/Min, Ugv. H. A. Allpass, B.A. 

Hejitos-V.-Cons., Luis Meyer ... 
Maldonado~-V.-Consul, 13 iy.W,Bm'nett 
Poyticvmlu—Vice-Co'imdy John Chaplin 
Saltr)~-Vice-Conmd, J. J. Armstrong*... 
aMonte Video, 7,030 miles. Transit, 21 days. 

« VENEZUELA, REPUBLIC OF. 

President, General Jiian Vincente Gdniez, horn 
24 .Inly, 1859, assumed oMce 13 Ang., 1909. 
Foreign A fairs, General .man Petri. 

Interior, General Erancisco Linares Alcantara. 
Finanee, Hr. Abel Santos. 

War and Marine, General Regulo L. Olivares. 
Instruction, Dr. Samuel Dario Maldonado. 

Public IForfe', Dr. Josd Maria Ortega Martinez. 
Demlopnwnt, General Rafael Maria Carabaiio. 

Minister to Gt. Britmn, Dr, Rafael Villavicencio. 
Consulate-General, Dr. Antonio I. Iturbe, 31 
King William Street, E.C. 

Consul at Southampton, Andres Ybarra. 

The most northerly Confederation of South 
Aiiierica, situated api>roximately between 1^40' S. 
lat. and 12^26' N. lat. and 59^52' — 73“ 15' \V. long. 
Tt consists of 20 States and 2 federal territories. 
The best authorities calculate the actual present 
area to be approximately 363,728 square miles. 
The census of 2891 gave the poi)ulation as j 
*>3*3*527 ; it was estimated to be 2,661,569 at 1 
31 Dec., 1908- The principal imports are cotton 
prints and cotton drill. The principal articles 
of export are, coffee 355, 490 in 1907-8) ; cocoa 

^804,967; balata gum, cattle, and hides. The 
IJ.S. is the principal customer. 

The decrees of ex-Presiclent Castro directed 
against trade with Trinidad and Curasao were 
abolished at the beginning of the year 1909, but 
so far trade with those islands has not shown 
the improvement that was to be expected. This 
is no doubt due to the 30 per cent, differential I 

surtax which, in defiance of treaty stipulations, 
is still levied by the Veneznelan Customs on all 
importations from the Antilles. 

The prevailing religion of the country is 
Roman Catholic, there being but few of the 
Protestant faith. Education, which is in a veiy 
backward condition, is nominally free. The 
State provides schools for primary instruction ; 
there are also some secondaiy schools and two 
universities. The Army has a nominal strength 
of nearly 9,000 men, and service in the national 
militia is compulsory. The Navy is composed of 
8 vessels (3 gun-boats, x tug, 2 transports, 1 tor- 
pedo boat destroyer, and x torpedo boat). The 
length of railways opened and under construction 
is 526 miles. 

(a) 1906-7. (b) 1907-8. 

Revenue ;fe 2 ,iiS> 38 s ;6 *j9S3»S<57 

Expenditure z,xxs,28S 1,899,046 

Debt, 31 Dec., Interior ... 2,429,685 2,592,107 

„ „ Exterior ... 5,744,605 5,048,7x0 

„ „ Washington 

Protocols ... 613,238 

Total Imports 15987,657 2,093,102 

Total Exports 3,xx6,i49 3,005,585 

Imports from IT.K 7S5>3!7S 733)058 

Exports to U.K 5*69,764 278,420 

(a) at 20, (6) at 26 bolivares = £x. 

Capital, Caracas. Estimated population, 85,000. 
British Minister, Sir Vincent Corbett, 

K.C.V.O ;;i^2,000 

Chaplain, Rev. Canon Trotter hon. 

Vice-Consul, Henry Tom £2,00 to 500 

LaGuayra — ITce-Coa.?., M. Brewer ... 
Maracaibo — Vice-Co 7 isul, E. Schrbder 

Puerto Cabello — Vice-Consul, Uicnrdo 

Kolster 

Ciudad Bolwar — Con., C. H. de Demos 
Guiria—Vice-Comul, E. J. Perinuy ... 

Puerto Tablas — Com.A^t.jE.Mathison 

Caracas, 4,760 miles ; transit from London, 
vid Barbados, about 21 days. 

THE GRAND PRIORY OF THE ORDER 

JERUSALEM ! 

(Is:«oin»ou,VTEU U May, 1888, wit 

i Sam't'hjn Jlcad and Patron ....... .H 

' ('-rrOM/ Prior H 

Bailiff of Eaide. ll. 

Executive'- 

Cka} 7 cdt<)r--The Viscount Kuutsford, c.c.m.g. 
Si'cndari/uycneral—Col. Sir Herbert Jekyll, k.c.m.g,, 

K.E. 

Ji'C<d.m'-GrHnnJ~^Edv,'’m Freslifield, 

.-Gn/oin r— Tlvc flev. Canon Duckworth, c.v.o., n.n. 
Ii<'{fntrar—Maj,'G(;n. Lord Choylovsmore, k.c.v.o. 
Gvnmlauist—^iT: Alfred Soutt Scott-Gattv, c.v.o. 
(Garter). 

Assist.an’t Execi 

Assistant Director 0/ Arihulance Department—Lieut.- 
CW. Sir Richard Temple, Bt., CM. E. 
jhisistant Libra rian—Cyril Davenport, v.d., k.s.a. 
Ai^ifam Se.creto.rg and — William R. 

Edwards, A. c. A, 

OF THE HOSPITAL OF ST. JOHN OF 

N ENGLAND. 

H Ai>j>e.ni)a 1888, 1890 ax» 1907.) 

.M. King Edwaixl VII. 

.RH. The Prince of Wales, k.o, 

R.H. The Duke of Connaught, k.g. 

Oeheers. 

D irector of the Anibiilanee Departnient—The Marquess 
of Breadalhane, K.G, 

Librarian— Lt.~Col. R. Holbeebo. 

Secretary— Colonel Sir Herbert C. Perrott, Bt., c.n. 

Chairman of the British Ophthalmic Hospital, dcru- 
sakm. The Earl of Pl>Tnouth, c.ti. 

Chief Secretary of the AmMdance Department, Col. Sir 
Herbert C. Perrott, Bt., c. 0. 

mvE Officers. 

Honorary Secretamf of British Ophthalmic Hospital 1 
VeJ'i/safew—CoL T. PI, Hendley, c.i.E. i 

Assist. Mon. Se&. for Scotland— J. H. Stevenson, m. a, j 
(Unicorn). | 
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662 ^Foreign ani ISWgijts. 

The Miowhig are the values, according to the British standard, of the cominoner 
measures of length, surface, capacity (dry and liquid), and weight in use in foreign 
countries. Those measures which appear in italics may be regarded as obsolete. The 
chief authorities which have been consulted are Siegfried’s “Mhnz-, Maass-, luid 
Gewdchts-Tabelle ” (Leipzig), and. Dr. W. A. Browne’s “Merchants’ Handbook” 
(Stanford, London). To the latter, inquirers may be referred for fuller iuiormatiun. 


T/ie Metriki Si/atem w fully gimn (>np. 430. 


Aiinam (Coohin China). 

X Tak = 1*93 inches. 

I Thuok = 19 '3 inches. 

I Truon {z JS'gii) = i6*o feet. 

I Sah = 24-0 feet. 

I Hao = 340*0 feet. 

X Li, or Mile = 486*0 yards. 


I Bam 


973*0 yards. 


X square Sao = 64*0 sq. yards. 

X Hao = 6*223 gallons. 

X 8hita, or Ta5 = 13*444 gallons- , 

1 Fan (xo L5) = 6*oxs 'br. grains. 

X Liioug (xo Bong) ... = 601*362 Tr, grains. 


X Khan . 
I Yen ..... 
X Biuah . 
I Ta.. 


= 1*373 Ih. av. 

= i3‘75 ib. av. 
= 68*73 lb. av. 
X37*S lb. av. 


X Kwaii = 687*5 lb. av. 

Argentine Sepuhlic. 

The Metric System. 


X Pie (xz Pulf/tiOcf)... 
X V(tm (3 Pie).. 

" ‘((za (2 


11*363 inche.s. 
— 2 *841 feet. 

= 3*682 feet. 

= 142*063 yards. 

= 3‘2z 8 mile.s. 

= 90*251 lb. av. 

Austria-Hungary. 

■Metric, liy compulsory law of Jan. x, 1876. 
X FaiibiovIIand r= 4*148 inches. 


X Bmza (2 Farn) 

1 Cuadm (130 r«rf<) 
I Leym, (40 Cmulni). 
% Quintal 


X (X2 Zoll) 

xElU 

X Victiaci Klafter ... 

X Pimt .}filc 

X aqua re F(faa 

I aqudtv Kfufter 

I Jock 

I Metze 

x.Vuth (20 Metze) ... 

X Meiaa 

X Miner 

xLoth 

X P/umJ (32 Loth) ... 
X Centner 


1*037 feet. 

: 30*613 inches. 

: 3*874 yards. 

4*7x3 miles. 
1*073 sq. feet. 
4*3ox sq. yard.s. 
I *422 acres. 
1*692 bushels. 
6*347 quai'ters. 
1*246 quarts. 
12*463 gallons. 
9*877 dram!3 av. 
1*234 lb. a V. 
123*472 lb. av. 


Belgium, 

The Metric System. 

X Pml {to Pome) ... == ii* 8 xx inches. 

X Anne (4 l^ied) 3 = 3*937 feet. 

X ToUe (6 Pied) = 3*905 feet. 

X Perohe (10 Pied) ... -zz 9*842 feet. 

X Arpe.nt = 38730*02 sq. feet. 

I Pot = *880 pint. 

xMwd = 88*097 pints. 

X BoMeau = 3*303 gallonSi 

» Mm S 2 X-X 02 lb. av, 

* Quintal = xxo*23x lb, at;] 

Bolivia, 

Aa old Spanish 


Brazil. 

1 Pollegada (12 Linha) = 

X Be (12 Pollegada). = 

X Covado = 

X Vara = 

X Braca = 

X Estadio = 

xMilha... = 

X Legoa = 

X square Vara : 

I square Brar^a : 

X Geira = 

1 Oita VO : 

X Alqucira (Bahia) = 

X Ahiueira (Eio) 

X Fanga 

X Qiiartilho 

1 Canada (llio)... 

X Almuda 

X Oitavo 

X Onca 

1 --ViTatel , 

1 Arroba ..... 

1 Quintal (100 Arratcl) 
And the Metric 


1*093 inches. 

= X3*i23 inches. 

= 26*247 inches. 

= x*2xs yards, 
s, .2*430 yards. ' 

= 283*235 yards. 

= 1*296 miles. 

= 3*889 niiles- 

= 1*476 sq. yav<ls. 

= s*oo6 sq. yards. 

= 1*476 acres. 

= *380 gallon. 

= *823 bush el . 

= 1 *1004 bushels. 

= X *323 bushels, 

= *6x4 pint. 

= 2*44 quarts. 

= 3*684 gallons. 

= 55*335 Tr. grains. 
=; 442*687 X1*, gi'ahis, 
= I’oxxSlb.av. 

== 33*379 lb, av. 

= xoi *x86 1]>. a''. 

Ill System. 


Bulgaria, As '.rurkish (q.i'.). 
The Metric System is also used. 


Burmah. 

As Indian ((2. r.) 

I Pulgat 

X Taim, or Maik (8 Thit) ... 

X ToungorSaading(4 Taim) 

X ban (4 Toung) 

I Tha (7 Toung) 

1 Okethapah 

X Tain 

I Bain (4 Tain) .................. 

X ITzeua 

I Lamyet 

X Salay 

X Sah .................. 

X Suik 

X Teng 

X Goyan (too Teng) 

I Large 

1 Bai, or Anna 

X ^loo 

I Mat 

X Tikal, or Kyat 

X Viss, or Piakthah 


; and, 

= x’oinch. 

= s's Jnehes. 

= 22 ’o inches., 

= 88 ©inches.’ 

= 154' o inches, 

= Ss'56 yards, 

~ 1069 44 yards. 

=: 2*430 miles. 
= ss *555 miles. 
= 1*0 gill. 

= x'opiat. 

= x’o gallon. 

= X *0 peck. 

= 1*0 bushel. 

= X2*3 quarters. 

= 3*937 Tr. gr. 

= xs*75 'Ir. gr. 

= S’^'S f 1'- gr. 

= 63*0 Tr. gi*. 

= 252*0 'J'r, gr. 

= 3*6 lb. av. 


■,.*#1212551 tm'Anmki 19IC 


Chile. 

The Metric System, and, 

i Vara (3 Pie) = 33*367 inches. 

X Cuadra = 3*9 acres. 

X Arroba (wine) = 7*749 gallons, 

X Quintal (xoo Libra)... = xox’42 Ib. av. 

• Also as old Spanish (q.v.). 
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Cliina, 

I IVim (10 Fan) 

I Ch'ih (so T.s*un) ™ 

t Chang (10 Ch’ih) =:: 

X Yin (xo Chang) = 

SCh’ill = 

z Kiing = 

X sq. Chang (i Ching) .... = 

xs Ching (i Ghho) = 

4. Chiin (i -Mou) . 

> YI( ” 


soo 3rou (x Ch’ing) 

I Ho 

I Bheng (10 Ha) 

j I Toil (10 Sheng) 

' X Tael, or Liang.... 

1 Chin, 01* Ohitty (16 Tael) 

X Picul, or Tan (xoo Chin) 

British weights and niea.sure.s also are used at 
Hong Kong and other Treaty Ports. 

Colombia. 

The Metric System since 1857. Previously, 
and still occa-sionally, the old Spanish. 


s’4x inches. 
y4-i iuehes. 
141 o inches. 
xi7*5 feet. 

1-0 Kimg. 
I’o Chang. 
xzi "o sq. feet. 
x8is‘o sq. feet, 
7260*0 .sq. feet, 
72600*0 sq. feet. 

2*0 pints. 
cur, 20 i)ints. 
virc. too pints. 

^ *333 fiv. 
x-333 8V. 
i33’333 ftv. 


Denmark. 


X Tomme (12 Linie) . 
X Fod (12 Tomme) ... 

X Alen (2 Fod) 

X Favn (3 Alen) 

1 Rode (2 Favn) 

I Mil (2000 Rode) .... 

I square Fod 

X square Rode 

X Tiinde 

X Pa'gle 

X Fiaske (3 Ptcgle) ... 
X Pot (3 Pfegle)....... 

I Kande 

1 Viertel (4 Kande) . 

X Anker 

X Tonde (136 Pot).... 

I Oxehoved 

X Fad 

X Skepx>e 

X Fjerding'kar 

X Tonde 

X Licst 

I Lm'pfund 

X Pfund 

X Centner 


1*029 inches. 

I *029 feet. 

2*059 f<2et. 

6*178 feet. 
12*356 feet. 

4 *680 miles. 

I *060 sq. feet. 
16*965 sq. yards. 
i*363>cres. 
■4247 pint. 
1*2743 pints. 
1*6992 pints. 
3*398 pints. 

I *6^1 gallons. 
8*0709 gallons. 
• 28*885 gallons. 
48*425 gallons. 
193*702 gallons. 
*4778 bushel. 
’9SS7 bushel. 

3 823 bushels. 
45*876 bushels. 
17*63 lb. av. 
x6*oo Tr. oz. 
100*21 lb. av. 


Dutch Indies.— 


I Duim = 

xFoot., = 

xEll. = 

X Djong (4 Balm) = 

X Back = 

X Pecul (2 Back) = 

X Timbang (5 Pecul) = 
X Coyan (30 Pecul) ... = 

X Kan — 

X Leager = 

X Tael = 

X Catty (x6 Tael )...... = 

X Pecul (weight) = 

X Lai’ge Bahai* = 

Commercial Pound.. = 


X *3 inches. 
12*36 inches. 
27*082 inches. 
7*0149 acres. 
61 *034 lb. av. 
X22'o^ lb. av. 
6x0*340 lb. av. 
3662*042 Ib. av. 

*328 gallon. 
127*337 gallons. 
'6848 lb. av. 
1*356 lb. av. 
*35 ‘^sx lb. av. 
1831*021 lb- av. 
7576 Tr, grains. 


Simmtra, 


t Tempo... 
X Junkal... 
1 Etto 


= 4*5 in. 

= 9*0 in. 

= 18*0 in. 


I Hailoh = 1*0 yard. 

X Tung... =: 4'o yards. 
And as in Netherlands. 


Ecuador, 

Metric, since 1857, and as old Bpaiiish 


Egypt, 

X Kirat. ? 

I Rub (6 Kirat) s 

iDra^jOrPike s 

1 Draa Istambuli * 

I Draa Belendi s 

I Endasch s 

iPikeNili s 

1 Nubian Brail = 

X Gasab = 

X Feddan (400 sip Gasab)... = 

X Ardeb (Alexandria) = 

1 Ardeb (Cairo) = 

X Ardeb (Rosetta) h... = 

X Ardeb (Nubia) = 

X Morrhi (xz Maud) = 

X Dirhem = 

X Uckieh (x2 Dirhem) = 

X Rottolo (x2 Uckieh) = 

X Can tar (100 Rottol i) = 

1 Oka (400 Dirhem) = 

1 Trade Oka (420 Dirhem). = 

X Kirat (jewels) = 

I Metikal = 

France. 

IMetric System, and old 

X Pied (10 Povee) 

X A Idle (4 Pied) 

X Toise (6 Pied) 

X Perche (xo Pied) 

X Pot 

X Brande 

I M uid 

I Livre 

i X Quintal 

' I BaiTique (Bordeaux) 

X Barrique (Marseilles) 

1 Milleroie 

X Piece (Bordeaux) 

1 Pipe 

I Tonneau 


X *125 inches. 
6*75 inches, 
27*0 inches. 
26*654 inches. 
23*736 inch.es. 
25*134 inches. 
21*287 inches. 
26*654 inehe.s. 
3*0 yards. 
1*1019 acre.s, 
7*4457 bii-shels. 
4*9246 bushels. 
7*8131 bushels. 
5 0069 bushels. 
7 “703 biLshels. 
47 *661 Tr. gr. 
571*938 Tr. gr. 

•9804 lb. av. 
98 046 ib. av. 
2*723 lb. av. 
2*859 Ib. av. 
2*9788 Tr. gr. 

: 71-492T1-.gr. 


‘ Bysteme Usuel.” 

= 11*8112 inches. 

= 3*937 Jeet. 

= 70*864 inches. 
= 118*1123 inches. 
~ *8809 pint. 

:= 22 *048 ‘pints. 
r= 88*097 j>ints. 

= x*io23lb. av. 
= 110*331 lb. av. 

= 401*28 pints. 

= 394*24 pints. 

= 1x2*64 pints. 

= 668*8 pints. 

= 1091 *2 pints. 

= 2204*6 1!>, av. 


Germany, 

( The Metric System was legalized throughout 
’ the Empire, ,Faii. x, 1872, but French nomenclature 
is as far as iiossible avoided. The millimetre is 
also called Strich ; the centimetre, Neu Zoll ; the 
metre, Stab ; the decametre, Kette ; the litre, 
Kaniie ; the half -litre, Schoppen ; the hectolitre, 
Fass ; the decagramme, Neu Loth ; the half- 
kilogramme, Pfund. The Centner is 50, and the 
Tonne is 1,000 kilogrammes. 'I'lie chief obsolete 
measures are : — 


Prussian J’lm (12 Zoll)...., 

„ Me 

„ Butlie 

,, Meile,. 

„ Morgen 

„ Hufe Morgen) 

„ Metze 

„ Scheffel (4 Viertel) 

„ Tonne. .. 

„ Past (60 Scheffel) 

,, Ossel, 

,, Anker (66 Ossel),. 

,, Ohm (z Eimer) . ., 

„ ............... 

,, ' Zollpfmid(2ohoth) 


1 *0297 feet, 
2* i 88 x feet. 
4*1188 yards, 
4*6805 miles, 
2*5207 roods. 
18*929 acres. 
3*024 quarts. 
1*512 bushels. 

•756 qr. 
11*340 qr. 

1*007 pints. 
7*559 gallons. 
30*237 gallons. 
iSi '422 gallons. 
1*1023 lb. Ji'v. 
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Bombay. 


X Maimd 

t Candy 

X Buttara Candy 


Foreign Measures mul Weights, 


Germany — continued. 

I Prussian Old Ffund = 7217*886 Tr. gr. 

jSaxoni'^im = 11*1494 inclies. 

Stab =s 44*5976 inches. 

Schefel = 2*892 bushels. 

Kcmne = x *647 pints. 

Fcm.(zOxhofty ==: 88*937 gallons. 

1 HaiioTeiian 11*5 inches. 

,, Last = 10*284 qr."! 

,, Anker(4Viertel) = 8*570 gallons. 

I Brunswick Fuhh = 11*235 inches. 

,, Anker {xQ Stuhscheii) 8*24 gallons. 

1 Oldenburg = 11*649 inches. 

,, A nker {z6 Kanne) = 7*860 gallons. 

1 Baden Fuss = ii*8ii inches. 

Maass =r 1*320 quarts. 

,, Ffund = 1*1023 lb. av. 

Wiirtemburg Fuss = *9399 foot. 

,, Ffund (iz Loth) = 1*03x1 lb. *av. 

Hamburg Fim* =: 11*2825 inches. 

,, Anker = 7’973S gul. 

„ New P/imd = 1*1023 lb. av. 

j Bremen Fuss = tv$^xg inches. 

Anker = 7*8 gallons. 

i Lubk?k Pm'if = 11*323 inches. 

,, Anker = 8*006 gallons. 

,, Ffund (^2 Loth) ... = 1*0725 lb. av. 

Greece. 

The Metric System was introduced by an 
ordinance of Oct. 26, 1832. In Greece, gramme = 
millhneter ; daktylos = centimeter ; palame t= 
decimeter ; i)echeiis = meter ; stadion = kilo- 
meter ; skionis = myriameter ; stremina =: are ; 
kybos = milliliter ; inystron = centiliter ; kotyle 
= deciliter ; litra = liter ; koilon = hectoliter ; 
kokk<)S= centigram ; obolosrz decigram ; Urachme 
= gram ; nina = 154 kilogram. 

Haytl, as in Prance. 

India.— 

Tender “The Indian M eights and Measures 
Act, 1870," the standard of weight is the Ser 
(Kilogramme) = 2*20462 Ib, av. ; the standard 
of length is the metre =:: 3*280899 feet ; and the 
standard of capacity is the Ser (litre) = 1*760773 
pints, or 61*027046 cubic inches. 

1 Moot (4 1 ' ugulee) ...... = 3 inches. 

1 Hdth (21 Ungulee) ... = 18 inches. 

1 Hyderabad Hath = 35*334 inches. 

1 Guz = 1 yard. 

1 Coss = 2000 yards. 

X Jojuii.... = Oooo yards. 

I Beegah = 1600 sq. yards. 

X Beegah (N.’VV. Provs.) = 3025 sq. yards. 

1 Ser = 2*20462 lb. av. 

1 Ser =r 1*76x95 pints. 

I Tola = x8o Tr, grains. 

X Seer (16 ChiUaks) = 2*059 

1 Factory Maund = 74*66 lb. av, 

X Bazaar Maund = 72*33 lb. av. 

X Imjjerml Maand = 82*287 lb. av. 

X Masha iS Fiuttee) rs 15*0 Tr. grains. 

X Seer Fowah) =: 1*961 pints. 

1 Maund (40 Seer) =: 9*8098 gallons. 


X Beegah (zo Fund) ...... = 3927 sq. yards. 


7 lb. av. 
a8 lb, av. 
560 lb, av. 
3055 Ib. av. 


Madras. 

English Measures, and, 

iKole orGuz 33 inches. 

I Mooliim = sgK inches. 

1 Puddee — = 2*8852 pints. 

iMercal-... = 2*8852 gallons. 

X Parali = 14*4261 gallons. 

t Tola = 180 Tr, grains. 

x CutchaSeeri = 4320 Tr, grains, 

I = 3 ‘0857 lb. avt 

X Mamid = 24*6857 lb. av. 

I Candy = 493*7142 lb, av. 

Italy. 

I'he Metric System. 

1 Koinan Miglio (1000 Fas.so) = 1627*783 yards. 

I Homan Seorzo = 1381*648 sq.yd, 

X Eoman Quaterello = i*oia bushels. 

X Roman Foglietta.,... = *80x5 pint. 

I Roman Boccale = 3*2101 pints. 

I Roman Lenaro = 18*2 Tr. gr. 

1 Iiomanj 9 u-aa. (24 7 >uuro).. = 436*2 Tr. gr. 

1 Roman Libbra (xz OncUi)... = *7477 lb. av. 

I Naples = 1*1507 miles. 

1 Naples Oncia = 412*512 Tr. gr. 

X Sicilian Miglio = 1625*793 yards. 

X Tuscan Miglio = 1*0275 miles. 

1 Lombard Miglio = 1093*63 yards. 

Japan. 

X Bii (10 Ring).... = *1193 inch. 

I Sun (xo Bu) x*X93i inches. 

X Slvaku (10 Sun) = it *931 inches. 

X Ken (6 Shaku) = 5*965 feet. 

I Jo(ioSlvaku) = 3*314 yards. 

1 Cho (60 Ken) = 119*305 yards. 

X Pd (36 Cho) = 3*44034 miles. 

X Kujirad Shakn ... = 14*913 inches, 

I Cho = 2*4507204 acres. 

1 Tan = 32*2x1526 s<j. poles, 

I So = 128*61486 S(i. yd. 

I Tsubo = 3*9538289 sq. yd. 

I Shaku = *98845723 sq. ft. 

I Sai (10 Sat) = *003176 pint. 

1 Shaku (xo Sun) = •03176271 pint. 

1 Ob (xo vShaku) = *3x76271 pint. 

1 Shb (10 Go) = 3*176271 pints. 

1 To (10 Shb = 3*703389 gallons. 

iKoku(ioTo) = 4*9629237 bushels. 

X Fun (10 Rin) = 5*797 Tr. grains. 

1 Moinme(io Fun)... = 57*97 'IT. grains. 

1 Rin (10 Mo) = 0*5797 Tr. grains. 

Malta. 

I Piede = n*i66 inches, 

1 Palmo = 10*2757 inches. 

I Misura = 41*103 inches. 

I Canna = 2*283 yurds. 

1 Salma (16 Tuinulo) = 4*964 acres. 

1 Salma = 7*9373 bushets. 

X Pint = *8331 pint. 

I Barrile (wine) = 9*35 gallons. 

X Libbra (12 Oncia) = 4886 Tr.' grains. 

I Rotolo = x*745 lb. av. 

Mexico. 

As old Spanish {q.c.). 

Netherlands. 

Since 1S20 the Metric System. Sireep =r. 
millimeter ; Buim = centimeter ; Palm = deci- 
meter ; El meter ; Roede = decameter ; Mijie 
= kilometer ; Wisse = Stere ; Vingerhoed = 
centiliter ; Maatje = deciliter ; Kan = liter *, 
Vat = hectoliter ; Korrel = decigram ; Wigtje 
= gram ; Lood = decagram ; Onze = hecto- 
gram ; Pond = kilogram. 
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Horway. 

The Metric System since 1878. 

Persia. 

iZer(i6CTereh) = 38 inches. ; 

I Fersakh (Parasang) = 4*5 miles. 

1 Gheiiica = *389 gallon. 

I Capicha = -378 gallon. 

iCollothxm. = 1-809 gallons. 

I Artata = 1-809 bushels. 

I 1 Seer (16 Miscal) = 284 Tr. grains. 

l Eatel.... = i-oi4lb. av. 

.1 Batman, or Maund. = 6-491 lb, av. 

I Karwar.. = 649*142 lb. av. 

I Batman Bei = 27 lb. av. 

Peru. 

Metric, old Spanish, and British; but Vara 
(3 pie) = 2-780 feet ; Fanega (wheat) = 135 or 140 
libra ; Garga = 150 libra. 

Philippine Islands. 

1 Pulgada(i2 Linea)... = *927 inch. 

1 Pie = 11-125 inches. 

I Vara = 33-375 inches. 

1 Gantah r= -8796 gallou. 

I Gaban = 21 -991 gallons. 

1 Libra (16 Onzo) = . i *0144 lb. av. 

1 Arroba = zs'z 6 o lb. av. 

X Catty (x6 Tael) = 1-394 lb. av. 

1 Pecul (100 Catty) ... = 139-482 lb. av. 

Poland. 

As in Russia, and, 

1 Cwierc( 6 CaZ)= 5-606 in. 1 1 Szmirow = 47*245 yds. 

1 Stopa, ...... ...=xi-2i2in. j X Mila = 5-304 mis. 

1 Loziec =22*425111. 1 1 Morgow. = 1-382 acs. 

Portugal, Rumania, and San Domingo. 

The Metric System. 

Russia. 

X Stopa (8 Vershok) 


X Arschine (x6 Vershok) . 
I Saschen (3 Arschine) ... 
X Verst (500 Saschen) ... 

X Besatine 

I Vedro (100 Tscharkey). 

I Anker 

X Chetvert 

I Sarokovvaja 

X Tschetwerik 

I Pajak 

X Last..... 

Zolotnick (96 Boh)...... 


1 Funt (X2 Lani) . 

’ (40 Funt).. 


14 inches. 

28 inches. 

7 feet. 

1x66-66 yards. 
13066?^ sq. yards. 
2-704 gallons. 
8-114 gallons. 
46-2 gallons. 
108-196 gallons. 
3*885 pecks. 
1-442 bushels. 
XI -540 quarters. 
65-830 Tr. gr. 

-9028 lb. av. 
36-1x27 lb. av. 
361*273 lb. av. 
1083-382 lb, ay. 


1 Pood 

1 Berkowitz " 

X Packen = 

Servia. 

The Metric and Turkish Systems. 
Siam.' 

X Ffiw 

X Rii’p (x2 Niws) 

X Sawk (2 Kii’ps) 

1 Wall (4 Sok) ... 

I Sen (20 Wahs)... 

I Y ot (400 Sens) 

I Roeneiig ......... 

I Thang ............ 

X Goyan 

X Tael (4 Bat)...... 

X Chang, or Catty 
1 Hap, or Pecul... 

X Keean (20 Piculs) 


= *83 inch. 

= xo inches. 

= 'igf 4 inches. 

= 80 inches. ■ 

= 44-4 yards. 

= 9% miles. 

= 2*525 miles. 

= 3*75 gallons. 

= 375 gallons. 

= 936*25 Tr. grains. 
== 2*675 lb. av. 

= av. 

= 1675 lb. av. 


Spain. 

The Metric System -was made compulsory on 
July X, x868. In many countries that were 


colonised by Spain some of the old Spanish 
measures are still used, 

I Pulgada (is Linea) ......... = *937 incli. 

I Sesma (6 Pulgada) ......... = 5*564 inches. 

I Vara (6 Sesma) = zySz feet. 

X Estado (2 Vara) = S*‘;'34 feet,. 

X Legua (of Castile) = 4636 -ce yards. 

iFanegada = 16374 uci cs. 

1 Cuai-tillo (4 Capo) = -1x09 gal. 

I Cuartilla (2 Azumbre)...... = *8879 gal. 

I Ari-obaAIayor(oi*Cantara) = 3*5527 gal. 

I Alayor (16 Cantara) = 56*276 gal. 

X Medio (2 Quartillo) = *0621 bushl. 

1 Almude (2 Medio) = -1256 bushl. 

xFanega = x“so76 bushl. 

I Cahiz. = x8 *0919 bushl . 

i Tomin (12 Grano)... = *02x13 oz.av 

X Onza = *0634 lb. av. 

1 Libra (of Castile) = 1-014 lb. av. 

I Quintal. = xoi '442 lb. av. 

I Tonelada = 10x4-42 lb. av. 

Sweden. 

The Metric System since 1875. 

X Fat (^10 Ihim) = 11-689 inche.s. 

I Mil (360 Ref) =: 6*6416 miles. 

I Kcmna = 4*608 pinks. 

X Skoal2nmd(xoo0rt)..:... = *937 lb. a v. 

Switzerland. 

The Metric System since Jan. xst, 1873. 

X Fuss {xo Zoll) = II "Si £2 inches. 

X StnndeixeooliutJui) = 2-98.36 miles. 

X A[ alter {xo Vi artel) = 4'i26 bushels. 

1 Maass (4 Schopzyert).,.... = 2-641 pints. 

1 Pfwid (16 Uiize) = I -1023 lb. av. 

Tripoli. 

X Pike 

1 Braa 

X Orbah 

X Hueba (4 Tenien), 


I Secchie (4 Bozze) ., 

X Oka (40 Gckieli) ., 
x Centner (100 Rottoli)... 

rk< 


Turkey. 

1 Pike or Arshen 

X Pike or Arshen (land).. 

X Halebi or Archim 

X Endazzeh (Silk) 

I Agatsch (3 Berri). 

1 Jubbeh (xx Rottol) 

1 Fortin (4 Killow)... = 

I Rottol (i2 Okiejeh : 

X Almud (8 Oka) : 

1 Cantar (100 Rottol) ... 

I Cantar (dry) ............... 

X Okiejeh (100 Birheni)-.. 

1 K^jI^ or Oke (4 Okiejeh) 

X Batman (dry) 


26*416 inches. 
19 -13 inches. 
1*476 gallons. 
3-952 bushels. 

gallons. 
2-69 lb. av, 

= 107*66 11). av. 


lnche.s. 
inches. 

== 27*9 inches. 

.= '25X inche-s. , 

= ' '■ 3'^tS9 rniigs. 

■= C4851 Imsbel. 
= 3*8809 bushels. 
== 2-513 pinks. 

= X -1519 gallons. 
= 31*417 gallons.. ' ' 
= 124-08 av, '■■■ 

= ■ " *70854' Ih.'av... 
= 2*1975 Jh. ay. 

=: 16*92 a'v. ' ' 
TJnited States; 

The Metric System, authorized 1S66 
weight, length, and surface measures 
England, and old Winchester measure. 

= -5694 pint. 

I Gallon (dry) = • -960^ gallon. 

1' Bushel ..................... = -9694 bushel: 

I Quarter — *9604 quarler. 

I Pint (wine or spirit) . ... = jiink 

X Gallon (wine or spirit) = • -g^sx galhm 

I Pint (beer) x -0x7 pints. 

1 Quintal or Centner....:. '= xoo ib. av. 

X Barrel (of flour) = xq6 1 ]>. av.' 

X Barrel (of beef) = 200 1 1 >. av. 

: ‘ ■' TJc-eg’iiay, ■ ■ 

Metric System, introduced 1864. ; also a.s in 
Argentine Republic. Veriormela. ‘ tlio Metrical 
System, since 1857 ; and old Spanish. 


also 
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Below will l3e found reproduced, in a succinct 
form, the detailed account of the military 
systems of foreign countries originally given in , 
the AL3IANACK for 1906. 

■\Miilst the figures given may he, accepted as 
suhstantially acenratej they cannot be used to 
dctermii\8 by simple division the cost per head 
of the soldier, inasmuch avS some States, for ex- 
ample Belgium, rely and expend relatively a 
great deal more than others, for example Japan, 
upon fixed defences and fortifications. The 
system of accounting, too, varies, some States 
providing for pensions and other non-effective 
services in separate Budgets, some charging 
their Aiiny estimates with items reckoned by 
others in Kaval votes. 

The essential difference between '^'’ universal ser- 
vice’' and ^^conscription” repiires emphasis. 
The forinei’ involves the liability of all able- 
bodied males, and (where thoroughly adminis- 
tered) confines exemption to individual cases, 
e.(j.^ only sons of widows, young men entering 
upon a learned profession, clergy, Szc. 

The latter involves the choosing by lot of a 
regulated annual conscript contingent from 
amongst a considerably larger number of young 
men of military age, and the possibility of ex- 
emption on payment, or on finding a substitute. 

This latter sy stein has been almost universally 
abandoned. 

In “Militia” armies and forces the training is 
intermittent only, and, as it is now recognised 
that troops tlius maintained lack the solidity 
and 'tnorat essential for great or long-sustained 
operations in general, and for offensive warfare 
in particular, this system is relied upon only by 
States whose exterior policy is avowedly neutral, 
or by those whose neutrality is safeguarded by 
their more powerful neighbours. 

jE!xplanations.-~-'\Yhev^ two periods of service 
in ah active army are mentioned, the shorter is 
that of the dismounted, the longer that of the 
mounted branches, ’ the relative lengths being 
usually reversed during reserve service. A. A. = 
Active Awny. A.K = Eeserve of Active Army. 
T,A. = Territorial Army. N.G. = National 
Guard. Trg, = Training. P.E. =.Peace Estab- 
lishment. W.E, ?=War Establishment. For- 
mations legally available for interior defensive 
action only are enclosed in square brackets. 

The Budgets are stated for 1909. 

jV.JS,-— Special attention is invited to. the fact 
that, with the exception of Great Britain and 
the United States, no country recruits ad hoc for 
its Territorial or ITome Defence Force. 

(i). Countries that have adopted Universal 
Service : — 

Argentina. — ^National Militia; A. A., 10 yrs. ; 
Initial trg. 3-xa mos. , z subsoq. tigs, each z mo. ; 
then, N.G. xo yrs., 4 trgs. each 13 dys., and IT.G., 
S yrs. no trgk]. P.E., 1,560 offrs.., x6,ooo others. 
W. C., 125,000 (excl, N. & T. Gs.). 1,981 ,700. . 

Austria-Hungary.— (i.) A. A., 3 yrs, (a yrs. pro- 
jected) ; A.E., 7 yrs., 3 trgs. each i mo. ; Bes.'of 
Landwehr, a yrs., t trg. of x mo. Or, (ii.) direct 
to Landwehr, a yrs., max. trgi. in Austria ao wks., 
in Hungary 23 wks. ; then Land. Ees. xo yrs., i 
trg. of X mo. Or, (hi.) to Ersatz Hes., trg. z mos. ; 
then to age 42 in [Landsturm xst Ban and do. 
and Bah]. F.E. Common Army, 16,664 offi's., 
4,631 officials, 286,259 others (combt.), and 926 


360 offrs., 6,734 others. 338, 623. Austrian 
Landivehr, P.E., 3,324 offrs., 1,393 officials, 
39,041 others. j£z, 602,105. Hungarian do., 
2,700 offrs., 26,000 others. j^2, 019,000. W.B., 

Mobilised Field Army, 890,000. Other forma- 
tions abt. t, 000, coo. Military activity in Austria- 
Hungary has for the past two years been most 
remarkable. 

Bulgaria. — A. A., z or 3 yrs. : A. 11., 18 or s6 yrs. 
[T.A., 1st Ban, to age 44, T..A.. and Ban, to age •! 
46]. P.E., 3,332 offrs., 34,146 others. W.E., j 

Orgd, formations only, 373,000. j^x, 343,225. j 

Chile.— National Militia; A. A., Initial trg. 6 ' 
mos.; A.B., 9 yrs. C2nd lies, to age 45]. P.E., 
850 offrs., xojSoo others, 93,000. 1,220,000. 

Benmark. — National Militia; A. A., 8 yr.s. 
Initial trgs. 6%~tg mos. ; theii, ['J’.A,, 8 yj's., z 
trgs. each 23 dys.]. P.E., 14,000. ]V.E., 73,000. 

;^736,240. 

France.— A. A., 3 yrs. (rigorously enforced, no 
exemption save for physical unfitness). A.B., 11 
yrs. 2 trgs. each 1 mo. ; then, [T.A., 6 yrs., 1 trg. 

2 wks., and T.A. Hes. 6 yrs. no trg.]. F.E. (not 
legally limited as in GermaiijO, and excl. 
officers, &c. A. A,, in Franco, 496,970 ; in Algeria, 
56,110; in Tunis, 30,000 (one-third natives). 

“ Colonial Army” (in France), 37,580. W.E., 

excl. “Col. Army ’’and Algeria and Tunis, also 
excl. some 30,000 gendarmerie, &c. Mobilised 
Field Army, 725,000; xst Res,, 473,000 ; Depots, 
623,000. [Organised T.A., 330,000; unorgd. do., 
TOOjOoo.] Oversea Garrisotis, Indo-China, 14,000 
Eiirops., 18,000 natives ; Madagascar, 4,000 
Eiirops., 8,000 natives. Minor forces in W. 
Africa, &c. Home, ord., ;^’29,i8i,6so ; extry., 
^z, 500, 000 ; Colonial, ;£i,44o,ooo ; Algeria-Txinis, 
etc,, jj(J3,o3o,ooo. 

Germany,— (i.) A. A,, 2 or 3 yrs. ; A.E., 3 or 
4 yrs., 2'trg.s. each z mos.; then, Landwehr 
ist Ban, s or 3 yrs,, 2 trg.s. each 14 dys. for 
dismtd. brandies only ; 2nd B.an to age 40, no 
trg. ; then, fLandstiirin, 2nd Ban to’ age 45]. 
Or, (ii.) to Ersatz Hes., 3 trgs. of 10, 6, and 
4 wks. ; then to Landsturni. Or, (hi.) to [Laud- 
sturm ist Ban to age 39, 2nd Ban to age 45 ; 
ist Ban inch all a,ble-bodied males age 17-39 
otherwise ' serving]. “ Oue-yeai* volunteers ” 
accepted, pay all expenses. P.E., 33,359 offrs., 
589,183 combt. N.C.O.’s and men, 6,409 non- 
combts., 11,000 i-yr. vois. W.E., Mobilised Field 
Army, 1,163,000; Orgd. Landwehr, 600,000; 
Ersatz and [Landstnrm] abt. 2,000,000. Perma- 
nent charges, jC3S5046>4oo 5 Eon- remirrcnt, 
;:^5, 132,200 ; Matry., £z,z^z,gQQ. Oversea garri- 
sons, Kiau-Chau, 2,700 ; S.W. Africa, 4,600 ; Minor 
Colonies, 423 Europs., 3,800 natives. 

ereece.-(i.) A.A., 3 yrs. ; A.il., 10 yrs. fT.A., 
8 yrs. ; T.A. Ees., 10 yrs.]. Or, (ii.) Ersatz, at 
present untrained. P.E., 1,873 offrs., 30,187 
others. W.E., orgd., 30,000; unorgd., 70,000, 
;^7S8,6io. 

Italy.— Extensive re-orgaihsations projected. 
(1.) A. A,, 2 or 3 yrs. (frequently curtailed); 

1 ^ ^ 2 wks. ; 

jjlobile Militia (Landwehr), 3 or 4 yi’s. ; and 
[T.A., 7 yrs., or to age 39]. Or, (ii.) Com- 
plementary Ees., 8 or 9 yrs., 2 to 6 mos. trg. ; 
then, to Militia, &c., as above. Or, (iiiA td 
[T. A.] direct, no trg. P.E., 12,750 offrs., 223,oc<> 
othm's. W.E., Mobilised’ Field Army, 400,000; 
1st Ees., 330,000. Militia; 250,000. [T.A., unorgd. 
and partly- trained,- abt. 2,000.000]. Ord., 
£11,484,260; Extnj., £g6x,54Q. 
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Japan.~(i.) A, A., 2 or 3 yrs. ; or, 4H 

yrs., z trgs. each 60 dys. ; then, Kobi (Landwelir), 
10 yrs., 2 tigH. each 60 days ; then, [Kolcimiin 
or T.A. ist Ban, 2% yrs., no trg.]. Or,(ii.) Hoju 
(Ersatz), 75 j yi's,, 3 trgs. of 90, 60, and 60 dys. ; 
tken,^ to Kobi, A'c., as above. Or, to [Kokumin 
ist Ban direct]. One-year vols. as in Germany. 

! ,r"T*. 225,000. if.Ab, {a) fully trained, 

I Mnhihsed A. A., 740,000 ; Depots and KoM, 
[ 780,000; [Orer-s’ea. garrisons, 34,000] ; [Kokumin 
fi.st Ban 115,000]. (b) Partly trained, 

400,000 ; Kobi, 445,000 ; [Kokumin xst Ban, 

55.000. (c) Untrained, [Kokumin 2nd Ban, iabt. 

3.000. 000.. OrcL, £y,ozo,goo. Kxtry., ^^,SBo,6oo, 

Norway.— National Alilitia. A. A., 6 yrs.; 
initial trg. 48-102 dys. ; 3 siibseq. trgs. each of 
24 dys. ; t/ifiw, [landvarn. 6 jts.; 2 trgs. each 24 
dys.; and landstorm, 4 yrs., no trg.]. P.K, 
x8,ooo ; W.E., all branches, 165,000. £7S9i9oo. 

Kumania. — Ee-org. in progress. A..^., 2 or 
3 yrs. On leave ” 5 or 4 yrs. ; lies. 5 yrs. ; 
then, Militia 3 yrs.; and [T.A., unorganised, 4 
yrs.]. ^ Intermittent serv. in Calaraslii cavalry 
trg. 60 dys., subsequently periodic. 

» 3.831 offrs., 584 officials, 89,227 others. 
If . h, [excl. T.A.], abt. 175,000. ^2,246,900. 

Eussia.— (i.) European Anm/, A. A., 3 or 4 
yrs, ; A.R., 14 yrs., 2 trgs. each 6 weeks ; tAm, 
[I.A., s yrs.]. Caucasian Army and Finland, 
A. A., 3 yrs.; A.B,., 15 yrs., [T.A. to age 44]. 
Asnatic Army, A, A., 4 yrs. ; A.ll., 13 yrs.; [T.A., 
to age 44]. Or, (ii.) to T.A. direct. Cossack ser- 
mees, prelim, trg. 1 yr., act. service ist category 
' yrs., and do. 4 yrs., 3rd do. 4 yrs. Ees. 5 yrs. 
Jetaiis of org. are too elaljorate for inclusion. 
Approx. }f.E,, European and CUiueasian Armies, 

1.500.000. Oentral Asiatic and W. Siberian 
Avniies, 250,000. East Siberian Army, 250,000. 
^rgd.^ T.A.’s Europe, 700,000. llemdr. ?]. 

5^,50,097, 190. Extry., £6,860,000. Enpplty.. 
j^,4,2x3,4oo. Manchtirian War ajc £t, 686,000. 

Servia.— A.A., t% or 2 yrs. ; A.E., 9 yrs. ; t/jm, 
LaiKhvehr, 5 yrs. ; and [T.A., 7 yrs. ]. P.E., 
3SjCoo._ W.E., Field Army 100,000, others im- 
perfectly orgd. abt. 150,000. ^869,720. 

^ Switzerland.— National Militia. Prelim, trg. ' 
lu schools. A.Al. (EHte) age 20--32. Initial trg. 
8s--go dys. Annual courses 11-14 dys., and 
musketry. Landivehr, age 33-40, i trg. of 11 dys. 
Gismtd. In'anches only. Xaadifiur?/?- (in process 
of re-org.), age 41-48, no trg. P. and W.E., Mite, 
138,252. Lnmlwehr, 66,317. Do. Sedentary, 

20.000. Lcuidsturra, coinht. , 54,450. Noii-combt., 

249 > 978 . Ord:, 1,600, 437 ; Extry., £152,000. 

Turkey.— Ile-org. in progress, but many diffi- 
culties experienced. Proposed to revoke the 
exemption Iiitherto accorded to the Christian 
population and that of Oonstantinople. (i.) 
A. A. (Nizam), 3 or 4 yrs,, A.E., 6 or 5 yrs., i trg. 
of 6 wks. ‘, then, Eedif (Landwehr), 9 yrs., 2 trgsx, 
each I mo., and [Mustaiiz (Landstiirm), 2 yrs., no 
trg.], ay(ii.) to Eedif 2nd Ban direct (Inf. only). 
IiTeg. Ham idieh (tribal) Cav. in Anatolia. P.E., 
Euroj>. and Aiiatolian Ordus, 42,106 offrs., 281,658 
others. Hanndieli Cav., 16,000. Arabia,' 30,000. 
inpoh (Militia), 10,000. TKA'., Ifield Army 
Europe and Anatolia, 375,000. Eedif 2nd Ban, 
37s, cox [Mustaiiz nnorgd., 90,000.] j^9, 933,500. 

(2). Countries relying upon voluntary enlist- 
meat, supplemented by eonscriptio'n 
Belgium,— Eecniiting highly un.sa,tisfact6ry. 
Kominal periods, A.A., 8 yrs. ; A.E., 5 yrs. 
Actually, vol. enl. for 5, 4, or 3 yrs. Conscript 


trg., 20-36 mos. P.E., 3,424 offrs., 43,061 others 
(but av, strength is only 36,800). W.E., Field 

Army, 100,000 ; Sedentary, 75,000. :<S3,548j 
(inch Pensions and Gendarmerie). 

Brazil-^A.A., 2 yrs. ; A.K., 7 yrs., x trg. of 
I mo. 2nd Res. : ist Ban, 3 yrs., 1 trg. of 1 mo. ; 
2nd Ban., 4 yr.s., no trg. K.G., 4 yrs. [Ees. of 
■^hG., 4 yrs.]. P.E., 25,000; IT. A’., 45,000, excl. 
H.G. ;;^ 3 , 9 i 6 , 27 o. 

_ Netherlands.— Nfational Militia : A.A., 8 yrs. ; 
initial conscript trg. 4-24 mos. ; 3 subseq. trgs. 
of 8-12 v>ks. [Landweer, 7 yrs., di.smtd. branches 
only, 2 trgs. each 1 wk.] 542 offrs., 20,645 

others. 175,000. ;^2, 390,440. 

Butch E. Indies.— Voi. eng. : Europs. 12,200, 
Natives (in the same units) 25,000. Abt. 
j^3,ooo,ooo. 

Sweden.— National Militia. Universal liability 
recently introduced. A. A., 8 yrs., initial trg. 
150-280 days. ; 3 or 2 subseq. trgs. of x rno. ; 
A.E., 4 yrs. [Landstorm, 3 yrs.]' P.E., 2,300 
offrs., 35,000 others ; ir.H., all formations, abt. 
100,000. j[C 2 »< 576 ,soo. 

(3) . Coimtnes relying upon conscription 
Portugja,— A.A., 3 yrs. ; A.R., 5 yrs. ; 2 trgs. 

each 20 dys. 2nd Ees., 7 yrs,, a trgs. or more. 
[T.A. to age 40], P.E., 30,000. TTCH., 150,000, 
excl. unorg. T.A. Colonial Army, 3,400 Europs., 
9,000 natives. Orel., £1,735,900; Extry., 
£164,500. 

Spain.— A.A., nominally 3 yrs., actually 3 ; 
A.E., 3 or 4 yrs., annual trg., 1 mo. ; 20(1 Ees., 

6 yrs., no trg. No T.A. P.H., Peninsula and 
Islands, 91,000. N, Africa, 6,000. W.E., Field 
Army, 200,000; Ees. forinations> 100,000. 
Ord., £5, 140,700; Extry., £125-000, excl. Eiff 
war charges. 

(4) . Countries relying upon voluntary enlist- 

tnentt— . . 

China. — Lack of a competent governmental 
and 'military directorate, and of a central con- 
trol, absence of any organised financial machi- 
nery, want of trained instructors and leaders, 
diversity of population, inherent distaste for 
discipline and military service, and prevalence 
of, “secret societies,” must for many years to 
come exclude China from the category of military 
Powers, - An ambitious project provides for the 
formation, by 1920, of 37 Act. Divns., 37 Eos. 

*(s> 150,000 combts.), 
and the eventual adoption of univ. comp. serv. 
So far xo Divns. and 10 Bdes. have been raised 
(6, wo offrs., 190,000 others). These, though a 
notable advance on the old-time forces, are as a 
whole ill-articulated and unavailable for employ- 
ment in any one theatre. The best troops are 
quartered near Peking and the several provincial 
capitals. ■ 

U.S.A,— Eeeniiting highly unsatisfactory and 
desertions frequent. Eeg. Army, 3 yrs. No 
lleseryes. ' State Militias, of varying efficiency, 
^e, since Alay, 19^08, available for exterior w'ar. 
Sei*y. in [Unorganised AOlitia] is legally eomn. 

«iMes aged 18-45. Authorised 
P.Ji., (t) Eeg. Army and Porto E'ico Egt., 4,307 
offrs., 77,743 others (strength actually 4,116 offrs., 
6^5X2 others). (2) Philijypine Scouts, d-c., 166 
offrs., 5,508 others (strength 114 offrs., 5,424 
others). State Militias, abt. 100,000 (of whom 
75,000 considered available). Cuba was evacu- 
ated in 1^. Onl., £21,676,900 i Extry., 
£248, 000. Penmens, <£:c., ^32,610,000. 

' ' ■ P. E. COLES. ' 
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The following summaries present in as brief a form as possible the various educational 
systems of the countries of the world. 

Ohile.— (i.) Prvtnarii : Free> but not cowp. A 
large proportion of the population is yet illiter- 
ate. ISTevertheless, existing schools have a good 
attendance, (ii.) Secondary : State lyceums 
(sexes separate) in provincial capitals, (iii.) 
Numerous special and technical schools, (iv.)^ 
Univerdties : State, Santiago ; one imivate do. 

China.— Persistent missionary zeal and im- 
perative necessity of military re-organisation 
must share the credit of substituting occidental 
learning for the time-honoured study of Chinese 
classics, which, until the Imperial Edict of 1905, 
formed the only passport to State employment. 
Chinese Imperial Edicts, however, even if 
strongly worded, often fail to produce a full 
measure of results. Schools, nevertheless, spring 
up daily, the . study of Japanese and European 
languages naturally assuming a peculiar im- 
portance in view of the lack of scientific text- 
books in the vernacular. Japanese influence is 
strong, particularly in the now numerous military 
institutions, whilst there are many medical 
schools. 

Benmark.— (i.) Primary : Free and comp. Age 
7-14. Schools maintained by local taxation, 
(ii.) Secondary: Schools that are not State-main- 
tained are State-aided, (iii.) Special schools are 
numerous, horticulture and agriculture pre- 
dominating. "(iv.) ITnimrsity, Copenhagen. 

Egypt.— -Of the ancient village schools, those 
proving most progressive are State-aided, and 
primary education is being greatly developed, 
(i.) Govt. Primary Schools (34 in 1907) with 4-yrs. 
course, prepare for admission to minor Govt, 
posts, the secondary schools, the agricultural 
college, &c. English predominates, and is oust- 
ing Erench. Majority of pupils pay small fees, 
(ii.) Govt. Secondary Schools, also a 4-yrs. course, 
admit to intermediate Govt, posts, or the three 
Cairo Colleges of Law, Medicine, and Engineering. 
Staff usually English, (iii.) Special schools are 
numerous, keeping pace with the rapid develop- 
ment of the country. Private enterprise and 
benevolence does much, and foreign schools 
abound. 

Prance.— Education system highly developed. 
Central Administration comprises (a) Ministry 
of Public Instruction ; (b) Superior Educational 
Council, charged with the actual administration ; 
(c) Consultative Committee (advisory) ; (d) Edu- 
cational Bureaux and Inspecting Staffs, whose 
heads report direct to the Minister. Pooal 
Admirvistration comprises {a) Territorial Acade- 
mies, with inspecting staffs for all grades, and 
(&) Departmental Councils, presided over by the 
charged especially with primary eidma- 
tion. ' By the Law of July, 1904, all congrega- 
tionist institutions are to be suppressed within 
10 years, and many were at once closed, some 
re-opening under lay management, {i.) Primary: 
Se.c%ilar, comp, mid free. Age 6-13. Schools include 
(a) infants ; (6) lower primary ; (c) higher do. 
Supplementary courses, and courses for adults. 
Lower and higher ' primary certificates granted. 
Numerous private courses are aided from local 
funds. Schools are for boys, for girls, or mixed, 
(ii.) Secondary : State lycdes, communal colleges, 
and many private establishments, 7-yrs. course, 
either j^a) purely classiGal ; (&) purely modern ; 
(fi) Latin and sciences ; or (d) Latin and modern 


Argentina. — (i.) Primary : Age 6-14 *, Secular, 
free, and nominally comp, (but only some 45 p.c. 
attend). Schools maintained by provincial 
taxation and controlled by provincial boards (in 
capital by National Council) with grants from 
Central Govt, (ii.) Secondary : Control by Cen- 
tral Govt. ; lyceums, and normal schools. 
Average attendance, over 6,000. (iii.) Special 
Goof, ^Schools : 1 naval, 1 military, i mining, 1 
agricultural, (iv.) ITniversities : National, Biieuos 
Aires, (.iordoba ; Provincial, La Plata, Santa I'e, 
Parana. 

Austria. — (i) Primary: Age 6-12, x3, or 14; 
free and comp. (91 jj.c. attend). Schools main- 
tained by local taxation, State grants excep- 
tional. (ii.) Secondary: Controlled by Central 
Govt., including private schools; Gymnasia 
(3-yrs. course) and realscbulen (7-yrs. course) 
l)repave for the Universities and Govt, technical ’ 
high schools. Attendance, over 135,000. Pupils 
attaining a prescribed standard qualify for 
military service as i-yr. volunteers, (iii.) Special : 

8 Govt, engineering, i Govt, agricultural, 2 
higher, 7 lower mining, numerous technical in- 
stitutes, commercial, art, music, and industrial 
seliools. (iv.) Universities : State-maintaine 
Cracenv, ('zernowitz, Gra.?, Innsbruck, Lemberg, 
Prague (a), and Vienna. 

Hungary.— Pr'i‘'ma/7y ; Free and comp. Main- 
tained ))y' local taxation. Infant Schools (nume- 
rous), with nursing staffs ; ages 3-6. Lower 
Elementary, 6--X2 ; repetition courses, X2-X5. 
II iyher do. (sexes separate) with 3 yrs. course for 
boys, a yrs. for girls ; City High Schools, 6-yrs. 
crnirse for boys, <;-yrs. for girls ; average attend- 
ance, over 77 p.c. (ii.) Secondary Schools not 
Btate-manitained are State-aided ; their 8-yrs. 
course prepares for University and Budapest 
Polytechnic, (iii. ) Special Schools are less numer- 
ous than in Austria, but well attended, (iv.) 
State Universitie,^ : Budapest, IColozsvar, Zagrab. 
Both in Austria and Hungary there is an extra- 
onlinary diversity of language — in the former 
German, Czech, and Slav dialects predonunate ; 
in the latter Magyar. 

Bfigium. — (i.) Primary: Cornj). and free; 
schools maintained by communal taxation with 
prt)vineial and Suite gj-ants ; in. addition, many 
are inuiei’ ecclesiastical control, Homan Catholic 
prediauinating. (ii.) Secondary: 128 State high 
.seliools (40 for girls), and numerous luivate 
institutions, (iii.) Special schools, communal 
and private, abound ; music and fine arts schools 
a special feature ; 33 Koyal Athemeiims. (iv.) 
Universities: State, Ghent and Lifege ; free, 
Brussels and Louvain. 

Brazil.— (i.) Primary: Secidar and free, but 
nr,t comp. Greater portion of population is 
illiterate, (ii.) Secondary: Controlled by Cen- 
tral Govt. ; national gymnasium, (iii.) Special : 

1 naval, i military, i mining, i polytechnic, 4 law, 

2 medicine, (iv.), No universities. 

Bulgaria,— (i.) Primary : Age 8-12, free and. 

nominally comp., fees in higher grades only. 
State hears two-tbivds, local taxation one-third 
cost: Attendance good. (It) Secondary ; State 
bejirs oim-half eo.st.' Foreign schools numerous. 
(Iii.) Very fpw spoeial or technical 'schools, (iv.) 
University: Sofia. 
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languages. t)egi‘ee of Bachelor conferred on 
completion. For females, a similar organisation, 
course 5"6 yrs. Sevres school and the Sor bonne 
Association well-known, (iii.) Special Schools 
are very numerous, many public institutions 
being dependent on ministries other than that of 
Public Instruction. (iv.) Univm'sities (State 
universities alone grant degrees, but numerous 
private faculties and private institutions further 
uliigher education): Aix, Algiers, Angers, Bordeaux, 
Caen, Clermont, Dijon, Grenoble, Lille, Lyon, 
Marseilles, Montauhan, Montpelier, Nancy, 
Nantes, Paris, Poitiers, Eennes, and Toulouse. 

Germany,— Educational system is remarkable for 
the ease with which it meets the requirements 
of every social class. Its efficiency is best exem- 
plified by the annual military recruiting sta- 
tistics, which in 1907 disclosed a proportion of 
only *02 p.c. of illiterate recruits. It is, moreover, 
practically homogeneous in all branches through- 
out the empii’e. The Prussian administration 
may be cited as typical, comprising (i.) a general 
control l>y the Minister of Public Instruction 
over all educational establishments, public or 
private, save those special Schools dependent on 
other ministries, (ii.) a provincial organisation 
charged with management of public elementary 
schools, and (iii.) Special Provincial Boards 
charged with the management of Secondary and 
Normal Schools, their curricula, appointment of 
teachers, and leaving examinations, (i. ) Primary : 
Comp, mid free, age 6-14. Average attendance, 
94 p.c. Maintained by local taxation, with State 
grants, (ii.) Secondary: Evening continuation 
schools for children of working classes; city 
intermediate schools in two grades ; gymnasia 
(some State-maintained) preparing for university 
and learned professions with a 9-yrs. course. 
Tim standard to qualify for military service as a 
i-yr. volunteer is that for advancement from the 
lower to tlie upper second class of a State gym- 
nasium ; progyrnnasia, similar, but lacking the 
highest class of the gymnasia; Eeal gymnasia 
confining classical instruction to Latin ; real 
progymnasia similar, but lacking higher classes 
of the foregoing ; Oberrealschulen and Eeal- 
schulen making a special feature of modern 
languages ; Lehrer-Semmarieii and Fachschuleu 
supplying specialised instruction. Private insti- 
tutions are comparatively few'. For girls, special 
tochtersehulen (high schools). Here private 
establishments predominate, (iii.) Special Schools 
are very numerous throughout the empire, 
special attention being devoted to agriculture, 
c< »mmeree, mining, forestry and music. Polytech- 
luca grant degrees in engineering, <fec. Secondary 
Bducation generally is neither free nor comp., 
but abatement or remission of charges is dis- 
cretionary. (iv.) Universities, State-maintained 
and administered, are: Berlin, Bonn, Breslau, 
Erlangen, Freiburg, Giessen, Gottingen, Greifs- 
wald, Halle, neideiberg, Jena, Kiel, KCnigsberg, 
LeipKig, Marburg, Munchen, Munster, Eostock, 
Strassburg, Tiibingen, and Wiirtzburg. 

Greece,— (i.) Primary : Free and nominally 
; age S-12. Maintained by local taxation, 
with State grants, (ii.) Secondary: State-con- 
trolled, backward, especially in country districts, 
(iii.) Special: Ill-attended. Private Trade and 
Industrial Academy at Athens in.structs in local 
agricultural and commercial i>ursuits. (iv.) Uni- 
versity, Athens, largely attended by Turkish 
subjects. 

Italy. — The law of July, 1904, imposing special 

disabilities on the illiterate, has afforded a [ 
needed stimulus. Prior to that date 49 per cent- | 
of the population over age 20 were thus classed. [ 
(i.) Primai'H : Secular, free and comp, in the lower 
of two grades (age 6-^), where only low^er grade 
schools exist, but comp, also in the higher grade 
(age Q-12) where schools have been lu'ovided. 1 
Evening continuation courses are compulsory for 
military recruits drafted to Tendtorial Army (see 
Military Systems), and illiterate recruits of the 
Active Army are instructed in their corps. 
Maintained by local taxation, with State grants. 
Private establishments must conform to State 
! curriculum, (ii.) Secondary : Lyceums and gym- 
nasia supply classical education and prepare for 
university, mainly State-maintained, (iii) Special 
Schools, State-maintained or State-aided, are 
increasing in numbers and attendance, (iv.) 
Universities, State: Bologna, Cagliari, Catania, 
Genoa, Macerata, Messina, Modena, Naples, 
Padua, Palermo, Parma, Pavia, Pisa, Eome, 
Sassari, Siena, and Turin. Many of these are of | 
very ancient foundation (e.g., Bologna, A.h. } 
x2oo). Free : Camerino, Ferrara, Perugia, Hr- 1 
bino. 1 

Japan, — Primary: Lower grade, comp., |i 

free. Age 6-io. Kindergarten and Schools ji 
numerous and well attended (82 p.c.). Some ]j 
55 p.c. complete the higher primary course, age I 
10-14, for which a small monthly fee of 30-60 seui ,j 
(•jd.-xs. zd.) is required, (ii.) Secondary : State- j 
aided public intermediate schools, 5-yrs. couiise; ! 
High schools prepare for the Universities, wiiitliu | 
a 3-yrs. course, largely devoted to study of Ito©- 
pean languages. For girls, high schoaK cowse 
4-5 yrs., with extensions of 2-3 yrs* for special 
subjects, (iii.) Special Schools of industries, 
commerce, and technics are well attended, (iv.) 

Tokio and Kyoto. |j 

Mexico,-— Large numbers of the partially civil- , 
ised native Indian races and many half-castes. 1 
are entirely illiterate, and these categories com- i] 
prise some 80 p.c. of the total population. (i.\ 
Primary : Free and nominally comp. : main- 
tained by local taxation, with Federal grants ,, 
Many private schools, mostly under cieilcal con- ii 
trol. (ii.) Secondary Schools me not numerous, | 
and attendance is not high, (iii.) Special Schools j 
are better attended, (iv.) No University. ij 

Netherlands.— System peculiar, in that private i 
State-aided pi'imary instructiou i.s encouraged ! 
rather than public, though latter is provided by j 
local taxation where private institutions are i 
lacking, (i.) Primary: Age 7-13, comp., and 1 
free in public schools, maintained jointly by i 
State and communes. Average attendance, ; 
95 per cent. _ Disciplinary schools for neglected ! 
children, (ii.) Secondary : Hot free, miinerous i 
adult schools for working classes, others not 
numerous, but well -equipped and attended. I'i 
(iii.) Special Schools make a feature of agricul- 
ture and horticulture, (iv.) Universities: Am- i 
sterdam, Groningen, Leiden, Utrecht, and a i 
small private university. ji 

Norway.— (i.) Primary : Comp, and free, age 
(town) or 7 (country) to 14. Schools main- 'i 
tained by local taxation, with State grants, (ii.) i 
Secondary schools are State, local, or private ; ‘ 
latter mainly for girls, many of the others are , 
mixed. A complete and practical refonnutvjry j 
systein, age 6-18 or 12-21, is State-aided, (iii.) '■ 
Spenal Schools: Chiefly industrial and technical i 
institutes, (iy.) University : Ohvistiaina. i 

Peru.— (i.) Primary : Only nominally comp., j 
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free ia tawm. Average attendance scarcely 
20 per ceixt. (ii.) S^econdanj : Govt, high schools 
in proviuoiai capitals, charging small fees. A 
few private schools controlled by foreigners. 

(iii.) Special Schools .' Confined to Lima Schools of 
Art, Slines and Engineering, (iv.) UniverBity : 

St. Mark’s (Lima). ■ 

Portugal.— ( 1 ) Primary : NomMally comp, and 
free, but over 70 per cent, of population over 
6 yrs. of age remains illiterate, (li.) Secondary : 

A State lyceum in each of the provinces, and a 
few municipal schools, also a good many private 
institutions, (iii. ) Special : Fairly numerous, but 
attendance small, (iv.) UniverBity : Coimbra. 

vPum Free and nominally 

comp., but number of schools is quite inadequate. 

ISeai'Iy 80 per cent, of population over 7 yrs. of 
age remains illiterate, (ii.) Secondary: Consider- 
able number of high schools tolerably well 
attended, (iii.) Special Schools : Mainly of ag-ri- 
cniture. (iv.) (Iniversities : Bucharest, Jassy. 

!Eussia.~(i,) Primary : Very backward, especi- , 
ally in country districts. Probably not more I 
than 10 per cent, of total population have re- 1 
ceived instruction of any kind. Control and ! Turkey.— (L 


maintenance of primary schools divided nearly ! cow.73.) take.? the fori 

equally between Ministry of Public Instruction " 

and the Holy Synod (governing body of Ortho- 
dox Church). To the latter is allotted a large 
proportion of the sum annually voted for educa- 
tion by the Central Govt. In many of the 
I'jemoter district schools are said to exist only on 
paper, and the ciualiftcations of teachers are 
irequenfely nil. However, a distinct advance is 
pex’ceptibl0f (ii.) Secondary Institutions com- 
prise gymnasia and progymnasia and realschools 
(main features similar to Germany, q.v.), both 
for girls and boys, but numbers and attendance 
are alike small con.sidering the enormous terri- 
torial area and popixlation. The foundations of 
the Empress Marie (mother of the Tsar Nicho- 
las 1 .) are administered by a private Imperial 
cabinet, providing gymnasia and in.stitutes. The 
Holy Synod has mimerous seminaries and inter- 
mediate schools for both sexes, and there are a 


staffs, (ii.) Secondary : A high school in each 
province, ’ eurriculunl defective, (iii.) Special : 
SchooLs few. (iv.) UmvenPiC'^ : Barcelona', 
Granada, Madrid, Salaniaiioa, f^antiago, Sara- 
gossa, Seville, Valencia, and Valladolid. 

Vgweden, — Prinimy : Compi and free. Il- 
literacy rea'e. Maintained by local taxation, 
with State grants. Attendance good, (ii.) Second- 
ary: /W ell-developed, schools numerous and ^ 
efficient, (iii.) Special schools make a feature ofd 
technics and navigation, (iv.) Unimrsitles: Lund, 
ITpsala, and a few private faculties. 

Switzerland.— Control by cantonal and com- 
munal authorities. No central organ. Illiteracy 
rare in Protestant cantons, (i.) Primary : ..Free 
and nominally comp., but attendance is not 
strictly enforced in the essentially Eoman 
Catholic cantons. School age varies, (il) Second- j 
a 7 'y : Age 12-15 for boys. . .Schools numerous and , 
well-attended, and there are many private in- ' 
stitutions. (ih.) Special schools make a feature j 
ojN^nmercial and technical instruction. (iv.)j 
rTidmtmiif'S : Bale, Berne, .Fribourg, Geii, 
ich, and the 

H ry efl^aUon 'TiiomPkallv 


itruction by Mahoni- ; 


medan jxriesthood attached to principal mosques, ! 
and is consequently deficient, (ii.) Secondary ; ' 
Schools far from numerous ; in a few, French or j 
English is taught, (iii.) Special Schools scarcely , 
exist, (iv.) The University of Constantinople, ' 
supposed to have been founded in 1900, has not 
yet materialised. Under the new regime con- 
ditions may improve. 

TTnited States of America.— System of public 
instruction extends from the kindergarten to 
the university. Control is vested in the State 
and local authorities, the only Central Organisa- 
tion l)oing the Bureau of the Educational Com- 
mission, charged with statistical and advisory 
functions only. The number of illiterates is 
su'cllen by immigrants, and by the fact that 
some44p.c. of the coloured population receive 
no. instruction. It. is said that no home is 
beyond reach of a school, whilst in some eases 


few private schools. The Cossack voiskos (dis- j pupils are conveyed to and fro at public expense, 
tricts) maintain their own gymnasia and pro- ' (i.) Primary: Age 8-3:4 yrs., f 7 re and comp, in 
gymnasia, A Bill recently laid before the j majority of States, though in all the machinery 
l)uma should materially as.sist the progress . is fully maintained. Eight grades of public 
of both elementary and secondary education, primary schools, numerous kindergartens, and 


(iii.) Special Schools are few', and confined to the 1 
principal cities of European Bussia. (iv.) Fni- 
versities : Kazan, Kiev, Kharkov, xMoscow', Ode-s-sa, 

St. Petcr.sburg, Tomsk, Yuriev, and "VYarsaw, 

Pittland.— (i.) Prh/ictry: Co 7 tip . ; age 7-15 yrs.; | 
well-attended, (ii,) Secondary ; Lyceums (half | 
being State-maintained) ; realschools and j 
country higli schools for both sexes, also v/cll 1 

sMmided. {in.') Special Schools make a ie&tm'G \ < , ■ . ,, ^ . 

of cattle-farming, dairy and agricultural in- ! «chool, ^ A salient feature of tlxe American 
struction. ilv.yFidcersUy : Helsingfors (admits systeni i_s co-educatwn of the sexes tlmoughout, 
women). there being comparatively few institutions wdiere 

^ ^ „ i the tuition i.s not dual. The advantages of this 

Servia.— (i.) Primary: Free a^id nommally ' have recently been strenuously disputed. Power- 


evening continuation classes in towns. V ery many 
, and well-equipped private institutions. Public 
! schools are maint.ained by local taxation, Federal 
' subsidies taking the form of income dei-ived 
1 from grants of land. (i\.) Secondary : Numerous 
; high schools, both public and xnivate, including 
j many so-called “colleges” and “ universities,” 
! whose cnrriculiiin ,coiTcspond.s rather to that of 
^ a German gymnasium, or an English public 


comp., but attendance does not exceed 25 p.c. 
State-aided, (ii, ) Secondary : Gymnasia and pro- 
gymnasta, and girls’ high schools, State-main- 
tained. (iii.) ,%)ecial: Schools are few. (iv.) 
University: Belgrade, 

Spain.— (i.) Primary: jSfominaUy comp, and 
mainly free, public schools maintained by local 
taxation. Many private seliools are under clerical 
control, and recent legislation provides for closer 
, supervision of their curricula, condition, and 


ful aid is afforded by private and philantlu'opic 
initiative, (iii.) Special Schools and Professional 
BstaUishments are too numerous to mention, 
well-equipped and well-attended, (iv.) Univer- 
sities : Those corresponding most closely to the 
British definition are California, the Catholic 
University of America, Chicago, Clark, Columbia, 
Harvard, the Johns Hopkins, Michigan, I^ennsyl- 
vaiiia,Princeto\vn, Stanford, Wisconsin, and Yale. 

. . . P.B. COLES. 
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rolar rLsgions.— The most striking events in 
the geographical world have in igog been all 
connected with the Polar regions, with which 
oiir survey may thus appropriately begin. To- 
wards the end of March came the news of the re* 
turn of Mr. (now Sir E.)Shackleton’s Expedition, 
after a remarkable success had been achieved',' 
Hie advance into the unknown area around the 
South Pole, begun by Capt. Scott during the 
National Antarctic Expedition of 1901-4, having 
been carried forward at one step no less a dis- 
tance than 430 miles, to a point little more, than 
100 miles from the Pole itself. So near an 
approach to that point was not known to have 
been previously inade by man in either hemi- 
sphere. This achievement, performed amidst 
immense hardships and dangers, was the work of 
Sir E. Shackleton himself and two companions, 
who, during their dash south early in 1909, 
having reached the point where the coast, of 
South Victoria Land trends to the 'east, struck 
inland into the heart of the Antarctic continent, 
climbing its mountain fringe until the great 
plateau, 9,000 to 10,000 feet in altitude, appar- 
ently stretching to the Pole itself, was gained. 
The three explorers only turned in 88° 23' S., 
when their strength was rapidly failing, and the 
return to the base was a constant struggle 
against famine and illness. During the same 
time another important expedition was carried 
out by Prof. David, the chief scientist of the 



party, in a N.V 7 . direction to the site of the 
southern magnetic pole, the position of which 
was fixed for the first time on a sure' basis. 
Much other valual.de scientiftc w'ork was accom- 
plished by the expedition, and during the voyage 
home the Nimrod (Sir E. Shackleton having 
returned to Europe by the shortest route) did a 
further piece of work in searching for reported 
groups of. islands in the Southern Ocean, none, 
howevei’j being found to e.xist anywhere near 
their supposed positions. Soundings . were 
carried out, so far as was possible, in the several 
localities. 

The French expedition under Dr. Charcot to 


the Antarctic lands .south of South America 
began its work at the close of 190S, when it toolc 
in its last supplies of coal at the South Shetlands 
before proceeding towards its field of action in 
Alexander Land, where, if the programme has 
been carried out, the southern winter of 1909 
will have been spent. If all goes well news of 
the expedition may be expected by April, 1910. 

Since Sir E. Shackleton’s return, Capt. Scott 
has once more come forward with plans for a 
new British Expedition to continue the attack 
on the South Polar area. He has secured a 
vessel for the purpose, and hopes to start in 
August, 1910 ; his aims being, firstly, to attempt 
to reach the South Pole, and, secondly, to con- 
tinue the scientific exploration of the Eoss Sea 
area. 

The Arctic region lias been fertile in still 
more sensational occurrences, if less valuable 
from a scientific point of view. Within a week, 
in the early days of September, 1909, came two 
distinct reports that the North Pole, for gene- 
rations the object of so much eager striving 
on the part of explorers, had at last been rtaclied. 
Both claimants for the honour n^ere Americans, 
the first being Dr. F. A. Cook, whose expedition, 
begun with some amount of secrecy in 3907, has 
been referred to in the two last issues of this 
Almanack. Dr. Cook had arrived at Lerwick, in 
the Shetlands, on a Danish steamer from Green- 
land, and announced that, having crossed to 
the west side' of Ellesmere Land, accompanied 
only by Eskimos, early in 1908, he had started 
on a dash for the Pole on March 18, and after 
a remarkably quick sledge journey over the 
polar ice, had attained the object of his hopes 
on April 21. The return journey was a long and 
circuitous one, and after reaching Jones Sound 
it was we cessaiy to winter oil North Devon 
island, so that Greenland was not reached until 
early in 1909. The next announcement came 
from Commander Peary, whose unthing efforts 
for the conquest of the North Polo have been 
frequently referred in this Almanack. He re- 
ported that, after wintering at Cape Sheridan, 
and pushing forward in various detachments 
early in 1909, his now reduced party reacihed 
lat. 87° 48' N. at the end of March. Peary then 
sent back the last of Ins wliite companions, 
Capt. Bartlett, and pressed forward by forced 
marches, with his negro servant Henson and 
four Eskimos, over a featureless and level plain 
of ice, reaching the Pole on April 6, 3909. 

A bitter and most regrettable controversy has 
arisen regarding these rival claims, on the merits 
of which no opinion can be expressed here. 
Even before Peary’s news arrived Dr. Cook’s 
claim had been received with some .scepticism, 
owing to the supposed improbabilities of his 
stoiy, and in part to the fact that there had 
been some disposition to discredit the traveller’s 
previous claim to have reached the highest point 
of Mount McKinley. Peary at once protested 
vigorously against the acceptance of his rival’s 
claim, asserting that he possessed various proofs 
of its falsity, including the testimony of Dr. 
Cook’s own Eskimos. On the other hand, the 
latter, who has found manj* supporters, professes 
to haveaeientific observations absolutely sub- 
stantiating his statements, and to be anxious to 
submit these to the judgment of experts. Until 
this has been done, no final verdict can be possibl e. 

Of other expeditions, that of Captain Bcnard 
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to No'vaya Zemlya, after spending the winter ! 
of 1908-9 on the northern coast of Rnssia, has ' 
continued its oceanographical andother scientific 
work during 1909. The Danish explorer, Capt. 



COM**?'" PEARY'S ROUTE-** D^COOk’S ROUTE ?nrr 


IMikkelsen, has led an expedition to the east 
coast of Greenland in the hope of I'ecovering the 
journals of his ill-fated predecessor, Mylius 
Erichsen {nee last year’s summary). The Nor- 
wegian Arctic voyager, Capt. Roald Amundsen, 
has continued his preparations for his proposed 
drift, in the Fram.^ across the North Polar area, 
while plans for a sledge-expedition across the 
same area have been put forward by Mr. A. H, 
Harrison, and a proposed voyage in an airship 
of the Zeppelin type has found support in 
Germany. Dr. Bruce and Capt. Isachsen have 
both continued their researches in North-West 
Spitsbergen during 1909. 

One of the rare political questions affecting 
the Polar regions was brought to the front in 
X909 by the Norwegian proposal for an inter- 
national conference to discuss the status of the 
hitherto ownierless land of Spitsbergen, where 
the establishment of some sort of government 
has been rendered desirable by recent mining 
developments. But the opx>osition of Russia and 
Sweden has caused the idea to be abandoned. 

That some small amount of actual 
exploration is still possible in Europe is shown 
by the results of a visit to the p’rostisen glacier 
in Norway (68^ N. lat.) by Adolf Heel, who found 
existing maps inaccuratej and the knowledge 
even of the people of the district imperfect. Else- 
i where exploration in this continent is mainly 
I restricted to work underground. The Mitchels- 
town caves in co. Tipperary were for the first 
I time mapped with approximate accuracy in the 
! autumn of 190S by a party consisting of Messrs, 
j Kill, Brodrick, Rule, and Praeger, a.nd a full 
<lescriptiou of their wonders has since appeared 
in the Proceedingn of the Royal Irish Academy. 
On the Gontiuent, Mr. E. A. Martel has added 
to his previous services by exploring the caves of 
the northern versant of the Pyrenees, while the 

Wasserschlinger” of Dane in the Austrian 
Coast-land, which is traversed by an under- 


ground river, was for the first time explored 
to its end during the summer of 3909, the 
task being accomplished by a party including 
Messrs. Miihlhofer, Bock, and others. Of re- 
searches in physical geography, some progress 
has been made in this country with investi- 
gations into past changes on ” the Yorkshire 
coast by Mr. T. Sheppard, and with an inquiry 
into the relations between rainfall and run-off in 
the basins of certain rivers of the West ^ 
England, by Drs. Strahan, Mill, and others. The 
question of the distribution of rainfall in Wales, 
of much importance from the point of view of 
waater-supply schemes, has been discussed by 
Mr. G. B. Williams, such an inquiry having been 
made possible chiefly by the excellent work of 
the British^ Rainfall Organisation, now under 
Dr. H. R. Mill. During 1909 a thick volume em- 
bodying the. results of the survey of a large 
number of Scottish Lochs, under the direction of 
Sir John Murray and Mr. L. Pullar, has been 
issued. 

Events involving territorial changes have been 
the acquiescence of Turkey in the Austrian 
annexation of Bosnia and Herzegovina in return 
<for a money payment ; the recognition by Turkey 
of the Independence of Bulgaria ; and the 
declaration by the Cretans of the union of their 
island with Greece, though the last has not been 
formally approved by the Powers. A small 
boundary question, between Norway and Sweden, 
has been settled by the award of The Hague 
tribunal in regard to some small islands at the 
seaw'ard end of the frontier, the Griseboerne 
being assigned to Sweden, the Slcjoette Grand to 
Norway. 

As-ia.—The two distinguished explorers of 
Inner Asia, Di*. Stein and Dr. Hedin, whose latest 
journeys were referred to in these columns a 
year ago, described their adventures before 
European audiences during 1909.“ The Russian 
explorer Ivozloff and his coadjutors have con- 
tinued their researches in the borderlands of Tibet 
and China, while further reports of their work in 
1Q08 in the Gobi desert and the region of the 
Kuku Nor have been received. In the former, 
the most important discovery w'as that of the 
ruins of Khara-Khoto, identified by Russian 
savants with the capital of a Tangut kingdom 
which flourished from the nth to the 14th 
century, A.D. During the stay near Kuku Nor, 
this elevated alpine lake was navigated for the 
first time by Europeans, soundings being taken, 
and the pilgrims’ resort, the island of Knisu in 
its centre, visited. After further scientific work 
in this region, the expedition proceed<jd to the 
upper basin of theHwang-ho. The Erench ex- 
pedition under Capt i D’Ollone was brought to a 
close in the autumn of xgo8, the latter part of 
the leader’s route taking him through southern 
Mongolia (where he carried out some arch00o- 
logical researches) to Peking. 

An English traveller, Mr. J. W. Brooke, who 
since 1906 had been wandering in various parts 
of Western China and Tibet, met his death at the 
end of 190S at the hands of the wild Lolos, w^hose 
little-known country he was making a ]K)ld 
attempt to penetrate. Somewdiat further south 
a German expedition, under Dr. Brunhuber, to 
the upper basin of theSalwin (Western Yunnan) 
has had an eiiually disastrous ending, the leader 
and his companion, Dr. Schmitz, having been 
murdered by the Lissus of that region. A suc- 
cessful expedition in the upper valley of the 
Lohit branch of the Brahmaputra, carried out 
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by Mr. N. Williamson in 1907 and igo8, has only 
lately been described. M 

Tlie German expedition to the great range of 
the Tian Shan, under Drs. Merzbacher and 
Groeber, was brought to a successful conclusion 
at Kuija in November, 1908, the travellers having 
overcome many difficulties while exploring some 
of the inner recesses of the range, making 
valuable observations on tlie orography, geology, 
and climatology. In the North-West Himalayas, 
an expedition to the region of Mount Godwin 
Austin (possibly the second highest mountain in 
the world) was carried out during the summer of 
1909 by the Duke of the Abruzzi, who established 
a record in mountaineering by ascending to a 
height of 24,600 feet on a neighbouring peak, 
further east in the same range Dr. T, G. Long- 
staff (accompanied for a time by Dr. A. Neve) 
effected an important exploration in the region 
of the Bilaphond or Saltoro glacier and pass. 
The latter was crossed at an altitude of 18,700 
feet, and an enormous glacier, never before seen 
by Europeans, was found on the farther side, in 
the district of Terim. This glacier, which seems 
to be the largest yet described in the Himalayas, 
proved to ffow to the Nubra valley, and thus to 
belong to the Indian system of drainage. 

In Western Asia, an interesting journey in 
Northern Arabia was made early in 1909 by Mr. 
D. Carruthers, a young English naturalist, %vho 
pushed south to Teima, and on tlie return journey 
explored the western borders of the great Nefud 
plain, hitherto almost unknown ground. In 
Southern Arabia an expedition organised by Mr. 
G. W. Bury met with opposition from the natives, 
and had to be abandoned. A small tract of 
previously unvisited country near the great 
western bend of the Euphrates was examined in 

1908 by Mr. Mark Sykes, who has recently given 
a map of the area, with plans and descriptions 
of the mediaeval castles of Jaaber and Kelat 
Nejm, in the Geographical Journal. Lastly, 
the Ameiican geographer, Prof. Ellsworth 
Huiitington, has been engaged during 1909 in 
researches in the neighbourhood of the Dead 
Sea and elsewhere, with a view to throwing light 
on climatic changes in VYestern Asia within the 
historic period. 

At the opposite extremity of the continent, an 
important expedition sent out at the charges of 
a wealthy Bussian, M. B,iabucliiusky, has been 
engaged in researches (geographical, geological, 
meteorological, &c.) in Kamchatka. Two other 
exiieditions, supported by the Russian Govern- 
ment, are at work on the northern coast of 
Silieria, east of the Kolyma River, with a view 
(among other objects) to studying the possi- 
bilities navigation along that coast. 

A territorial change of some importance took 
place early in 1909 in the Malay Peninsula, where, 

I by an agreement signed on March 10, the former 
i Siamese States of Kelantan, Trengaim, Keda, 
i and Perlis were transferred to Great Britain, in 
i return for the abrogation of certain extra- 
territorial rights in Siam. {See sketch map.) 

Africa.-~M\ important journey was made in 

1909 by Dr. Karl Kumm, of the Sudan United 
Mission, who, starting from Nigeria, traversed 
the little-known southern borderlands of W'adai 
and Darfur, emerging in tbe Anglo-Egs^ptian 
province of tbe Bahr-el-Ghazal. A detailed 
report of the journey has not yet been received. 
In Northern Wadai, where the French had l)een 
engaged in hostilities with the native rulers, a 
forward movement in jcgog resulted in the occu- 


pation of Abeshe, the capital, the country being 
thus at last brought under I’rench control. 

The Central Sahara has been once more ci-ossed 
by the French exiilorer, Capt. Oortier, who, after 



carrying out surveys in the Ahaggar region, 
made his way south, in part by a ne\v route, to 
Air, which was reached on February 14, 1909. 

In Southern Nigeria some liitherto unknown 
ground was covered l)y a military expedition 
under Col. Trenchard, brought to a successful 
close ill April, 1909. 'J'he sphere of operations 
lay between the lower N iger and the Cross River, 
and many of the tribes are described as naked 
cannibals. 

The islands in the Gulf of Guinea have been 
visited, mainly for ornithological purposes, by the 
English explorer, Lieut. Boyd Alexander, who 
afterwards proceeded to the Kamerun, where 
he was witness of the unwonted phenomenon of 
a volcanic eruption on the Kamerun peak. He 
has since gone further inland to tbe Manenguba 
range, and it is understood that he contemplates 
extending his expedition still further into the 
interior. Another English expedition is that 
of Dr. Seligmann, known for his ethnological 
researches in New Guinea, who started with 
Mrs. Seligmann early in November, under a 
commission from the Sudan Government, for 
further work of the same kind on the Upper 
Nile, beginning with a study of the Dinkas ^iiid 
Shilluks. 

Further w’est, between tbe Senegal and the 
Gulf of Guinea, three recent expeditious, two 
French and one German, deserve mention. 
Lieut. Desplagnes, known for previous archaeo- 
logical and ethnological research on the Middle 
Niger, carried out (1907-8) an expedition for 
similar investigations from French Guinea, 
through various little - known districts, to 
Dahome. In 1909, the well-known explorer, 
M. Chevalier, crossed from the coast of French 
Guinea to tlie Ivory Coast Hinterland, paying 
especial attention to the economic botany of the 
region, and exploring the mountainous districts 
separating the upper Niger basin from the 
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streams . flowinp; southward to' the Gulf of 
Cluiuea. The German expedition, under the 
ethnologist, I>r. L. Frobcnius, crossed from 
Sencgal to Togo, by way of the Upper Niger, 
Wagadugii, and the Hombori mountains. 

During 1909, military operations w’ere under- 
taken under Col. Gouraiicl, for the purpose of 
bringing the territory north of the Senegal, 
otficially known as Mauritania, under .French 
control. This has hitherto been one of the least- 
known districts on the West African coast, even 
the coast-line having been imperfectly surveyed. 
Some rectifications of the map and other 
additions to knowledge have resulted from a 
journey undertaken in 1908 by MM. Chudean 
and Gruvel, the former of whom had previously 
done excellent work in the Sahara. 

In East Africa, valuable meteorological obser- 
vations have been made by a German expedition, 
under Dr. Berson, which completed its labours 
early in 1909. By means of kites and captive 
balksous, a much-needed light was thrown on the 
distribution of temperature and the air-currents 
of the upper layers of the atmosphere in that , 
part of the equatorial regions. Further inland, 
in the debatable ground between Uganda and 
the Belgian . Congo, the operations for the 
measurement of an arc of the 30th meridian, to 
form part of the great arc, from end to end of the 
continent, which has been in course of measure- 
ment for some years, was completed in February, 
1909, by a party under Captain Jack, R.E., work- 
ing in conjunction with the Anglo-Congolese 
•Boundary Commission. The surveys of this 
Commis.sion have done much to rectify the map 
of this part of Africa, and some of the general 
results were described by Major Bright, the 
British Commissioner, in a paper read before 
the Eoyal Geographical Society in June, 1909. 
The results of a survey of I^ake Kioga in Eastern 
Uganda by Lieut. C. E. Fishbourne have ])cen 
piiblished during *909. 

.In South Africa an interesting journey, pri- 
marily for the study of the plant associations, has 
])cen made by Professor H. W. Pearson, of Cape 
Town, through German Sotith-West Africa and 
neighbouring portions of Angola. The German 
ethnologist, .Dr. Pbch, has completed his expe- 
dition for the study of the Bushmen and other 
races, having made his way aci‘o.ss the southern 
part of the continent from west to east. During 
the last stage of the journey he visited the 
min3h-discurised ruins of Zimbabwe. 

T’orritorial changes have been unusually few 
during the year. Two declarations, signed on 
December 23, 1908, defined the boundai-y be- 
tween French and Belgian Congo, firstly across 
Stanley Pool, and secondly between Manyanga 
and the Ocean. The median line of the Pool is 
accepted as the frontier on either side of Bamu 
island, the southern shore of which is adojited in 
the intermediate section, so that it falls wholly 
to France, though placed under perpetual 
neutrality. In South Africa the most important 
event has been the completion of an arrange- 
ment fur the union under a federal government 
of the four British Colonies— -Cape Colony, Natal, 
the Orange lliver Colony, and the Transvaal. 

T'he northward extension of the South African 
Railways reached the Congo frontier towai’ds 
the close of xgog. 

Amerioa.’—ln North America, the suiwey of 
the boundary of Alaska with Canada has been 
continued. ' Surveys have also been carried out 
by officers of the Geological Survey of Canada 


along the Churchill .lliver and the lakes con- i 
hected with it ; on the southern shores of ^ 
Hudson’s Bay ; and elsewhere. In the extreme 
north, Mr. Letfingwell has undertaken further 
researches in- various departments of science, 
and the wmrk is likely to occupy several years. 

In Arctic America formal possession of various 
hitherto unoccupied islands has been taken on 
behalf of Canada by a second e.xpedition under 
Oapt. Bernier, wlheli returned after fourteen 
months’ absence in October, 1909. ^ 

A treaty between Great Britain and the United 
States, regarding the use of w^aterways along the 
Canadian-United States boundary, was signed 
on Jan. ii, 1909, and during February the long- 
standing (piestion regarding the fisheries in 
Newfoundland and Canadian waters was referred 
to arbitration with the consent of all parties 
concerned. 

In South America, the first ascent of Mount 
Huascaran, in Pern, probably the second highest 
of all the Atidean peaks, was accomplished in 
X908 ])y an ximerioan lady, Miss Annie S. Peck, 
accompanied by; two Swiss guides. In Dutch 
Guiana exploriitions in the basins of the >Snrinani 
and Corentyn rivers have been executed by 
Lieut. Eilerts de Haan. Surveys' on the frontier 
between Argentina and Paraguay, in the sw’ainpy 
region traversed by the middle course of the 
Piicomayo, were -carried out in 1908 by a joint 
commission, with a view to supplying an ac- 
curate basis for the definition of the frontier. 
Similar operations on the frontier between 
Bolivia and Brazil were continued in 1908 by 
Major Fawcett, Chief Commissioner for Bolivia, 
who, having completed his work in the region of 
the Acre, w'as invited to undertake an explora- 
tion of the unknown course of the Eio Yerde, a 
tributary of the Ouapore— a task wliich he 
carried out amid extraordinary difliculties and 
liardships. The Swedish expedition under Dr. 
C. Skottsberg has continued to do excellent 
work among the channels . and islands of Southern 
Chile. Besides studying the botany, geology, 
&c., of Chiloe Island, it extended its work to the 
Juan Fernandez group, and concluded by a 
difficult journey overland from the Pacific coast 
across the Andes and ])y the Patagonian lakes to 
Punta Arenas in the Strait of Magellan. 

Two disputed boundaries between South 
American vStates have come a stage nearer final 
settlement during 1909. The arbitrator between 
Peru and Bolivia — the President of the Argen- 
tine Ilepiiblic— gave his award in July, but it 
was considered to be so markedly in favour of 
Peru that it aroused great indignation in Bolivia, 
and has since been the subject of negotiation 
between the two States. It was amiouneed 
during October that an agreement had been 
arrived at, Bolivia accepting the award, though 
apparently with some slight modifications. It 
is not yet possible to trace the exact line decided 
on, owing to the imperfections of existing maps. 

By an agreement signed on January 9, 1909, 
between Colombia and Panama, the indepen- 
dence of the latter was formally recognised and 
the line of frontier laid dov»'n. It leaves the 
Atlantic coast at Cape Tibnron and ascends to 
the .head of the Bio de la IHiel, afterwards 
following various ranges of the Cordillera to the 
Altos uc Espave, nob far from the Pacific coast ; 
the exact course of the final section being left to 
the dec.isif)n of an arbitration tribunal. 

J.uAralasia and Oceam . — Considerable ac- 
tivity has been displayed in the exploration of 
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the Ki’Oftt islands of the Kew Guinea group. In 
British New Guinea the Pnrari River, w-hich 
debouches near the head of the Gulf of Papua, 
has been ascended by Mr. Donald ISIackay beyond 
the highest point previously known. Tlie Dutch 
have continued their efforts for the exploration 
of the southern part of their section of the 
island, the most iinportant recent work having 
been done by parties acting under the orders of 
i^Jr. Resident Ilellwig. Mr. H. A. Xorentz has 
also undertaken a new expedition towards the 
X>artia]Iy sn()w-(,‘overed range visible from the 
coast. A British expedition to the same region, 
under Mr. Wb Goodfellow, organised mainly 
for ornithological work, started in October, 
1909. Its m tnnhers in elude Capt. Rawlihg, 
the Tibetan traveller, and Dr. Eric Marshall, 
one of Mr. Shaekleton’s companions on .Ins 
dash for the South Pole, and it is hoped that 
their surveys will yield valuable geographical 
results. On the north or Gennaii side, the 
Kaiserin Augusta River has been ascended by an 
expedition under Mr. Full, a German official, 
while somewiiat earlier a new' route behind the 
FinisteiTc range had been explored by Messrs. 
Damkbbler and Frohlich. 

In the islands to the east of New Guinea, 
several German expeditions have lately done 
good work. That under Drs. Sapper and Frie- 
(leiici carried out (1908) expir>ratioris both in 
the long, narrow island of New Mecklenburg 
(formei'ly Ne\v Ireland) and in Boiigain%dlle in 
the Solomon Group, wiiich was crossed for the 
first time. Later, Dr. Friedericn made an attempt 
to cross the eastern part of Now Pomerania 

(New Britain), but, much of the way lying through 
uninhabited bush, he was obliged to retrace his 
steps. During the early pnrt of 1909, an expedi- 
tion sent out from Hamburg under Dr Fulleborii 
visited the little-known soiitliern coa,st of the 
same island, and succeeded in ciossing to and 
fro from coast to coast in its western portion — 
a' feat not previously achieved. The German 
suiweying ship Planet has continued its work 
in this part of the Pacific, a resulting discovery 
being that of a deep trough, with a depth ex- 
ceeding 8, coo metres (4,375 fathoms), in the im- 
mediate neighbourhood of Bougainville Island. 

It is one of the eight deepest depressions so far 
known. Lastly, details have been published of 
track-cutting work carried *out in south-v/est 
Tasmania in 1908, which has oiieued up some of 
the least-known parts of that island. 

The question of the capital of the Australian 
Common weaitli has at last lieen decided in 
favour of the Yass-Canberra site, in New South 
Wales. 

In the Indian Ocean, the work of the Percy 
Sladea Trust Expedition, carried out by Prof. 

J. S. Gardiner, of Cambridge, and various co- 
adjutors, has been brought to a close by a 
further examination of the Seychelles by IHessns. 
Gardiner and Scott, and an exploratioii of Al- 
dabra and other small islands by Mr, Fryer. 

In the Atlantic, a first cruise' by the specially 
constructed magnetic survey vessel Carnegie has 
been begun in connection with the magnetic 
research department of the Carnegie Institution 
at YYashington. 

EDWARD HEAWpOD. 

Clje Ecague 0 

THli] League of the Empire was founded in 1^1. 
Its work is entirely noii-political and non-sec- 
tarian. Its practical \vork has been to promote 
co-operation between the different Countries and 
Colonies of the Empire, mainly in affaii’s con- 
nected with education, and to afford full and 
ctorrcct information regai'ding them, so that the 
duties of cilizeiisinp may ],)e better understood 
and ap}>reciated, ami personal and active interest 
inspired in the great problems connected with 
our Empire’s conditions and progress. The 
oiiieial relation of the League to the Education 
Departments and Governments throughout the 
Empire has been regularised (u) through the 
recommendation of its WfU'k to the Governments 
o mcorned by the Colonial Office of the Imperial 
Government and by the Agents-General in 1902-3 ; 
(6) by the active and wide-spread acceptance of 
its schemes bjrihe different Educational Authori- 
ties and Governments. In 1907 the League 
carried through the first Conference between, tlie 
E.'lucat ion Departments of the Homeaiid ColoniaT 
Governments. One of the effeets of this Con- 
ference was that the Imperial Government under- 
took to call the next Jm])erial Conference on 
Education in i93:x. The Official Conference 
passed tlie following resolution :~“That tlie 
delegates desire to express their apiireciation of 
the value of this Conference to the work of the 
Education Dex>artments throughout the Empire.” 
The League received a benefaction of £$,000 0x1 
condition that it produced a graded series 'Of 
Text-Books on the Emi>ire. The first of these 
books, “The British Empire: Its Past, Its Pre- 
sent, and Its Future,” has been issued under the 
editorship of Pi’ofes.sor Pollard. The book has 
taken two years to produce, and every proof has 
been corrected on the spot— indeed, about a third 

f fi)e ffimptrp. 

of the book has been supplied ])y those respon- 
sible for the government of our Empire, 'i’wo 
other books are in hand, one suitable for higher 
grade schools, and the other for elementary 
schools. Another piece of practical work , per- 
formed by the League in 1907 was the establish- 
ment of a Lacc and Needlework School in St. 
Helbna, for which the Colonial Office gave a 
grant. Cordial acknowledgment of the services 

I of the League have been made by the Colonial 
Office, by His Excellency the Goveriior, and by 
the WGi-kers. About thirty teachers from all 
parts of the Empire have been accredited to the 
League for courses of lectures and study in the 
schools. The thanks of several of the Colonial 
Departments have also been received. TLe 
School Affiliation and Comrades’ Correspondence 
Sections v/ere established in 1901-2. The latter 
numbers now over 17,000 members. Other work 
undeitaken are the giving of lectures, the estab- 
lishment of a l.)ureau of information, essay com- 
petitions, exhibitions, and the furthering of the 
keeping of Empire Day. It should be added 
that the League of the Empire is constitutionally 
an Imperial Institution, having a Council of 
representative men, Governors and others of 
amhority in all parts of the King’s Dominions. 

Amongst those who are Tice-Presideiit.s and 
Councillors are Earl Grey, the Earl of Meath, 
Lord Curzon, the Agents-General, Sir F. Pollock, 
Professer J. B. Bury, Sir Gilbert Parker. 

Chmnnan of Mxemtive, Sir Philip Hutchins. 

' K.C.S.I.. , , 

Lfon, Treasurer, Sir Charles Lyall, K.C.S.T. 

Mon. Secretary, Mr.s. Ord JHarshall. 

Organ of the League, “ The Federal Magazine.” 
Address, Caxton Hall, Westminster, S.W. 
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The leading ret'omis of 1909 have heen -(i) 
A gradual redistribution of peace-stations in tne 
XTnited iCingdom, directed to (a) solidifying the 
higher units of the Expeditionary Force, and (b) 
facilitating their training in peace by the Staffs 
that would direct them in war., (z) Notable 
advances in musketry instruction, the provision 
of improved accoutrements and a new bayonet. 
^3) The development of aeronautics, and im- 
provements in the field services of intercommuni- 
cation. (4) The issue of a more powerful field 
howitzer. (5) The replacement of two squadrons 
of Yeomanry by two companies of Eegular 
Mounted Infantry, in the Divisional organisation 
(.s'ee Almanack of 1909). (6) The formation of 

six Cavalry Dep6ts charged with (a) in jjeace, 
the reception and instruction of recruits during 
tiheir first three months’ service ; {b) in %var, thQ 
duties of mol)ilisatiou centres, and the formation 
of 14 Keserve Cavalry Eegiments (a wholly 
praiseworthy departure, in view of our notorious 
deficiency of brained mounted troops). (7) An 
experimental adoption of the German system 
of provision of cavalry remounts, in which the 
regimental authorities train young horses, and 
pass them into the care of farmers, who use 
them and keep them, subject to the condition 
of placing them at military disposal for three 
weeks or a month in each year. It seems doubt- 
ful i*f this scheme can be extended to meet 
effectually the alarming deficit of suitable re- i 
mounts. (8) The addition to the Expeditionary 
Force of 6 3-battery howitzer brigades, involving 
the transformation of 6 x8-pdr. gun batteries. 
(9) Eeorganisation of the Field Artillery surplus 
to the actual bare requirements of the Expedi- 
tionary Force. The latter needing but 18 gun- 
brigades, of the 9 brigades remaining, 6 are con- 
stituted as Training Brigades (r per Division), 
with the peace-function of training Special 
Eeservists, and the war-fimctiou of supplying 
the divisional ammunition column. The balance 
’of 3 brigades is temporarily retained. This reform 
has involved the disbandment of the Special 
Eeserve Field Artillery units, which experience 
proved could not be maintained, a.nd the grouping 
of the suitable personnel they contained, into 
masses of 1,000 men, each affiliated to a Training 
Brigade (which can scarcely cope with so great a 
mm'iber). Further, to maintain the establish-' 
merit of trained reservists, short service had to 
be re-introduced for Eegiilar Field Artillery 
(3-yoar enlistments without option of extension). 
The critic will observe that whilst the provision 
of the divisional ammunition columns is thus for 
the first time placed upon an assured basis, the 
change indicates the imminence of a further 
regrettable reduction of the Eegular Field Ar- 
tillery, whose moral and efficiency can scarcely 
fail to be affected by reduction to cadres^ or 
disbandment. Moreover, the instruction of the 
Territorial Field and Horse Artillery will in 
future devolve upon the service batteries through- 
out the TI.Iv., audit is difficult to see how this 
can be accomplished without serious inroads 
upon time and energy that should be expended in 
upholding the reputation for zeal and efficiency 
that characterises our Eegular gunners above 
all others. (10) In the Army Service Corps there 
has been an extended introduction of mechanical 
transport, limited, however, by financial con- 
siderations. (ix) In the Army Medical Corps, 
recent improvements in the pay, status, and 
educational facilities of Officers are bearing 
excellent fruit. Probably no other army is as 


well equipped in this branch, and the nation at 
large has to thank the Corps for researches 
resulting in the practical extermination of more 
than one deadly disease, (xa) In the Army 
Accounts Department the ill-advised and un- 
popular amalgamation of the civil and military 
branches has been rescinded, and the Army Pay 
Dept., recruited from combatant Officers, is to 
be reconstituted as a separate branch. (13) In 
the Eegular Army Eeserve, the strength has 
been abnormal, thanks to the transitory effects'' 
of recent disbandments, and so far as the actual 
requirements of the Expeditionary Force go, 
there is an excess of Cavalry and Infantry re- 
servists, a deficit of Field Arty., A,S.C., and 
E.A.M.C. (serious in the two former branches). 
Gaps in the E.A.M.C. reserve are being filled by 
the dubious expedient of transferring" Infantry 
reservists, and giving them a brief special in- 
struction, whilst short-term enlistments are being 
tried in the E.F.A. and A.S.C. 

In certain of these reforms there is evidence of 
a new and grave danger, namely, that the bare 
requirements of the Expeditionary Force may 
come to be accepted as decisive of the inaximmn 
limitation of our establishment of fully-trained 
men. This, as a principle, is indefensible. It 
cannot for a moment be supposed that the Ex- 
peditionary Force represents the limit of our 
needs or aspirations. 

Much interest attaches to the development of 
the Special Eeserve, whose functions are (x) to 
furnish certain non-combatant elements in the 
Expeditionary Force, (a) to make good the es- 
timated wastage of that force in the first six 
months of a campaign, (3) to form Special Eeserve 
battalions on mobilisation. Of 66,949 militiamen 
serving on 1 Jan., 1908,48,746 accepted transfer 
to the new branch, and recruiting has not been 
worse than under the old conditions despite the 
more serious liabilities. Since, however, recruits 
are accepted at the age of 17, at least as percent, 
of the 'personnel cannot be regarded as available 
for exterior war, whilst the strength on x Jan., 
1909, showed a deficit of iz,386 on the authorised 
establishment of 80,166 (exclusive of elements 
borne supernumerary to the Territorial Force). 

Turning to the Territorial Army, a genuine 
advance has been made in organisation and 
homogeneity, but competent observers call 
attention to the immaturity of much of the 
personnel, the numerical deficiency of Officers, 
and of Officers qualified to instruct, and to the 
brief periods of training, which, for example, 
can hardly be expected to provide sufficiently- 
prepared Horse and Field Artillery units. Never- 
theless, as regards recruiting, finance, equipment, 
and general solidity, the improvement i.s obvious, 
whilst the good spirit of individuals is certain. 
Nucleus Divisional Staffs are in process of 
organisation, the Commanders and principal 
Staff Officers being (as in the Brigade units) 
normally Eegular or ex-Eegular Officers. During 
the summer, two Yeomanry Brigades and a 
Territorial Division were assembled for training 
at- Salisbury Elain and Aldershot respectively, 
creating a favourable impression. 

The presentation of colours, at Windsor, on 
x9 June, by H.M. the King, was an important 
landmark, the memory of which will live long 
with those who had the honour of attending it. 

The formation of a Territorial Eeserve (in two 
categories) has been mooted. Its purpose would 
be to embrace in some recognised organisation 
the very large number of men who, having at 
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one time or another served in some portion of 
the Land Forces, would be sure to come forward 
in an emergency. The first category would fill 
gaps on mobilisation ; the second would, in a 
measure, correspond to the Swiss unarmed Land- 
Sturm. The establishment of the Territorial 
Army being 11,267 Officers and 302,473 others, 
the strength (on i June, 1909) was 9,313 Officers 
and 359,463 others, the deficits being most pro- 
nounced in the Infantry and auxiliary services. 

• Very significant is the reorganisation of the 
Reserve of Officers, and the constitution of the 
Officers Training Corps. The former Reserve of 
Officers existed solely for the Regular Army, and 
from the circumstances of its constitution, com- 
prised a great number of seniors for whom no 
employment could be found, with a wholly 
exiguous number of juniors, who were sorely 
needed. The new formation includes (i) The 
General Resene^ composed wholly of ex-Regular 
Officers, (2) The Special Reserve, composed of (a) 
Officers on the roll of Special Reserve units, and 
(b) supplementary Officers, borne on the Special 
Reserve lists, but attached to regular units. 
The Oeneral Reserve includes Officers of all 
grades, class (a) of the Special Reserve, all grades 
to Lieut. -Colonel inclusive, class (b) consists of 
Captains and Lieuts. only, aged under 35 years. 
All alike are available for service with the 
Regular Army on mobilisation, though a con- 
siderable time must elapse, and the present 
difficulty of obtaining Special Reserve Officers 
must disappear before' the organisation can fulfil 
its task. The difficulty of providing Reserve 
Officers is common to all Continental amiies, but 
in their ease is solved by the stimulus afforded 
by universal service, and the conseciuent social 
value of the designation “Reserve Officer.” In 
our case there is no such stimulus, the social 
advantage is dubious, and inducement has to be 
relied upon. Commanding Officers of Regular 
and Special Reserve units are recommended to 
seek suitable candidates, vffio receive an outfit 
allowance of ^£40, an annual retaining fee of 
;^2o, army pay and allowances, plus 4/- a day 
when at duty, and £$0 gratuity if called upon 
on mobilisation. Such candidates normally 
undergo a probationary training of twelve 
months with a regular unit. 

Closely ccnnected with the Reserve of Officers 
is the new'jy-formed Officers Training Corps, 
which, though it does not form part of the Army, 
has been evolved from the former kdiool cadet 

corps (junior division) and the university corps 
(senior division). 

Its primary object is to induce young men to 
accept commissions in the Special Pi-eserve. 
Youths join the corps voluntarily, and do not 
thereby assume any military liability whatever. 
After two years’ service in the junior division a 
cadet may obtain a certificate (“A”) on imssing 
an elementary examination in military subjects. 
After two years in the senior division he can 
obtain certificate “B.” Possession of both 
certificates entitles an aspirant Special Reserve 
Officer to a reduction of probationary training 
(see above) from twelve months to four, and to 
a gratuity of ^^35. The “A” certificate alone 
carries a reduction from twelve months to eight, 
with no gratuity. The corps is supervised by the 
General Staff at the War Office, which provides 
instructors, and it is financed to a large extent 
from Army Funds (Estimates 1909-10, £27,000), 
and this notwithstanding the fact that there is 
no certainty of any cadet eventually accepting 
service at all or even attempting to obtain a 
certificate. In view of the fact that the net 
votes for the R.M. Academy (Woolwich) and the 
R.M.C. (Sandhurst) amount only to ;£i4,2So and 
£i6,Szo respectively, this is startling proof of 
the straits in which we stand for Special Reserve 
Officers. Many of these school contingents are 
particularly smart and workmanlike, but the 
scheme as a whole appears to require something 
more substantial and more definite than the pro- 
visions above outlined, which involve an outlay 
from Army Funds out of proportion to probable 
returns. 

The Army Estimates for 1909-10 contain little 
of note. As forecasted in the Almanack for 
1909, a large decrease in the expenditure on 
Regular Services is balanced, or nearly so, by 
considerable additions to the expenditure on 
the Special Reserve and Territorial Army. A 
material increase in the Indian contribution 
results in a net reduction of ;£;24,ooo on the 
Estimates for 1908-09 {£3.7,4^,000 against 
^27,459,000). The Army in India, where Field- 
Marshal Viscount Kitchener of Khartoum has 
been succeeded by General Sir O’Moore Oreagh, 
V.C., after a tenure of command remarkable for 
its achievements, remains substantial ly as stated 
last year. The garrison of South Africa has 
been materially reduced, both in units and in 
establishment of units rejuaining. 

P. R. COLES. 

29iuon , 

Patrons, H.R.H. THE PRINCE OP WALES, K.G 
Patronesses, H.R.H. THE PRINCESS OP “WALI 

The I’nion Jack Club was founded by Miss 
Ethel MeCaul, r.r.c., and the foundation-stone 
was laid on sist .July, 1904, byH.R.H. the Prince 
of Wales, the Club buildings in the Waterloo 
Road being opened by H.M. the King on ist 
July, 1907. Its objects are to promote the wel- 
fjire and ameliorate the condition of sailors in 
the British Navy and soldiers in the British Army 
and Royal Marines, and with this object in view 
to provide a club-house and all conveniences in 
connection therewith. The accommodation pro- 

1 . H.RH. THE Duke op Connaught, k.g. 
ss. H.R.H. THE DxjaiiEss OP Connaught. 

vided includes 200 bedrooms ; lounge hall, with 
music, games, &c. ; dining-room ; library and 
reading-room ; billiard room, 6 tables ; lavatory 
and toilet rooms ; barber’s shop, foot-baths and 
“kit-room.” President of Council and Chair- 
man of Committee, Sir Edward W, 1 ). Ward, 
K.C.B., K.C.V.O.' 'Vice-President, F- C. Wallis, 
P.R.C.S. Comptroller and Secretary, Major 
E, F. 0 . Gascoigne, n.S.O. Offices, 91A," Waterloo 
Road, S.E. Telegrams, “Aiichorable, London.” 
Telephone, 14,298 Central. 


whitakeb’s almanack, 1910 , 


678 


iS-abal in 1909. 


The naval alfairs of the world during 1909 
have been chiefly remarkable for the recrudes- 
cence, either actual or promised> ot minor 
navies, and the universal adoption of the Dread- 
nought type, or of some modification of it. 
There will not be more than sufficient space 
briefly to record the main outlines of the work 
done and of the programmes adopted by the 
various nations. . • - ■ 

G'r<;cr 4 Britain.— "Fom Dreadnoughts have been 
passed into service, the Belhrophnn^ T^wAraire 
and Sttperb, battleships, of 3:8,600 tons, zx knots 
and ten sz-inch guns, and the armoured cruiser 
Invincible, of 17,250 tons, 25 knots and eight 
sia-inch guns. During 19x0 the battleships St. 
Vincent, Gollingvjood and Vangvard, of 19,250 
tons, will be passed into commission, raising our 
total of completed ships of the Dreadnought 
type to ten by the end of 19x0. The Mptwie, 
battleship (20,250 tons), and' the Indsfatigable, 
armoured cruiser (19,000 tons), have been 
launched, and will foe completed in the spring of 
1911. Two battleships of the 1909-10 programme 
were laid down in July and August (Hermiles 
and Colossm), the Orion (battleship) and Lion 
(armoured cruiser) following in November. 
The four “ conditional ” battleships will be laid 
down in April, 1910. They belong, of course, 
to the 1909 programme. There will thus be a 
fleet of twenty Dreadnoughts and improved 
Dreadnoughts at sea by the early summer of 

An experimental gun of 13*5 inches calibre is 
under trial, and it is anticipated that it will be 
mounted in the four ships to be laid down early 
in 19x0 and in subsequent ships. This gun will 
Are a i,2So-3b. shell compared with the 85o-lb. 
shell of the i2*inch gun. . Ten will be mounted 
in each battleship and’ eight in armoured cruisers. 

A naval agreement (which has yet to be 
ratified) has been made with the self-governing 
Colonies, as a result of which the three squad- 
rons in the Far East will be reorganised so as to 
consist of a Dreadnought cruiser and a number 
of protected cruisers and torpedo craft. These 
squadrons— -one in the Far East, one in Austral- 
asian waters, and one in the East Indies— will 
be used as the foundations for Colonial navies. 
The dockyards in the East and in Canada will 
be placed on an efficient basis, and the latter 
Dominion will confine l\er attention for the 
pre.sent to this and the construction of small 


8,500 lbs. It remains to bo seen whether the 
design will be adopted. 

At a time •when the British Admiralty has 
ordered the Cui-tis (American) turbine for three 
small ships, it is interesting to note that the 
American Board, after experimenting with both 
types, has ordered Parsons turbines for the two 
1909 ships. 

Germani/.— The two first ships of the Dread- 
nought type, the Kassau and Westfalen, have*^ 
been completed. They are of 18,500 tons, and 
carry twelve xx-inch and twelve s'9-incli guns, 


and hav^a speed of x9-s knots. The Westfalen, 
detai 


ITnited States.— The eight-gun ships Michigan 
and South Carolina, x6,ooo tons, have been com- 
pleted, being the first all-big-gun ship.s other 
than British to reach that sta’ge. The North 
Dakota ■was launched in November, 1908, and the 
Delaware in February, X909. The former is 
practically completed. Both are 20,000-ton 
ships, carrying ten t»-inch guns. The Florida and 
Utah, with the same armament but 2,000 tons 
larger, were laid down jn March and February, 
X909, respectively. Two new ships have been 
ordered, the Wyoming and Arkansas, of a6,ooo 
tons, armed with twelve x2-inch guns, all 
mounted in turrets on the centre line, and 
twenty-two s-inch. 

An experimental gun of x4 inches calibre, 
firing a x,66o-lb, shell, has been constructed. 
Bans^have been prepared by the Bureau of Con- 
auction for the ships to be laid down next year, 
'mej show a ship of 30,009 tons;, armed with 
twelve 14-inch guns, giving a weight of gun-fire 
I 0* Ihs,, compared with the Dreadnought's 


built at Bremen, was detained for some time in 
the river owing to there being insufficient water 
to float her out. This could not have been 
expected by the builders, as they tried to get 
her out, running the ship aground. This has 
given -rise to a rumoiu' that both of these ships 
draw considerably more water than they were 
designed for ; but as both vessels made over 20 
knots on trial this does not seem likely. The 
battleship Posen (late Ersatz Baden) was 
launched in December, 1908 , being, with her 
sister the Blieinland, similar to the Nassau, 
The battleships Helgoland and Ostfriesland 
wore launched in September, X 909 , and the 
Thuringia in November. These belong to 
the X 908-0 programme, and are reported to 
be of X9,ooo tons, and to carry twelve i2-in(jh 
guns, of a new design by Krupp, firing a shell 
of 98 X lbs. Of the 1909 -X 0 battleships, the 
Ersatz Frithjof xvas laid down in March, X 909 , 
and the two others {Ers. Hildebrand and Ers. 
Heimdall) in the late autumn. They are believed 
to resemble the Helgoland, The armoured 
cruiser “jP” ( 1906-7 programme) was launched 
in March, 1909 , and named Von der Tann ; the 
“ (r ” was laid down in September, 1908 ; and the 
“ ZiT,” of the 190 Q -10 programme, in December of 
that year. This ship and the battleship Ers, 
Frithjof xvere the accelerated vessels which 
created such a disturbance in this country. 
None of the details of these cruisers is known 
for certain, but it is reported that the Von der 
Tann will carry ten and the “(?” and ‘‘iT" 
twelve xx-inch, the speed of the first being 25 
and of the others 38 knots. It is probable that 
the two last v/ill cany 12-inch guns. At any 
rate, the First Lord of the Admiralty has re- 
ferred to thorn as being “faster and more 
powerful than our Iiiviuciblcs.” 

The official (German) dates for the completion 
of the ships now under construction are as 
follows Autimin, X909, Westfalen and Nassau, 
Spring, X9X0, Itheinland and Posen. Bummer, 
19x0, Vo 7 ider Tann. Summer, xqix, Helgoland, 
Ostfriesland, Thuringia, and Spring, xgia, 

Ers. Frithjof and “IT.” "Winter, 19x2, HUde- 
brand and Ers. Heimdall. 

France . — ^There lias been little progress in 
shipbuilding, but Admiral Bou6 tie La’peyrke, 
the new Minister of Marine, has reorganised the 
fleet in commission, and is overhauling the 
administration from top to bottom. , This was a 
very necessary preliminary to tlie expansion of 
the navy. Five of the six ships of the Danton 
class have been launched, the latest, the Mira^ 
beau, taking the water on 28 October, 1909. It is 
estimated that all the class will be in service by 
the middle of 1912. They are of 18,400 tons, and 
carry four xz-incli and twelve g'^nch guns. A 
new programme of six battleships has been 
drawn up, but no money for them will be voted 
until the jdans are definitely fixed, much of the 
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delay in construction in the past having heeh 
due to constant alterations in design while the 
ships were still building. The Superior Cmmcil 
has prepared plans showing a ship of 23,400 tons 
and 21 knots, armed with twelve iz-inch and 
eighteen s's-iiich guns. It is expected that all 
will be laid down during 1910. 

Each of the squadrons in home waters (Channel 
and Mediterranean) consists now of six battle- 
ships, four armoured cruisers and twelve 
^ destroyers, the most modern ships being in the 
Mediterranean- The Ear Eastern fleet is to be 
raised to three armoured cruisers, and the 
flotillas of submarines and destroyers in home 
waters are being strengthened and reorganised. 

Italji.—A programme of four large ships has 
been adopted, t\vo (Dcviite Alighien Skiid Cavmtr, 
Qx- Leonardo dc(, Vimi) having been laid- down 
during the summer, and two others {Michelangelo 
Bnonarotti (jLiid Galileo GuZiZei) towards the end 
of the 3’ear. The first two are of 18,300 tons, 
steaming 23 knots and carrying twelve i2-iucn 
guns in triple turrets. The others are of 
21,000 tons, and will, it is stated, carry eight 
t4-inch, and steam 22 knots. The end of 1912 
is the expected date of completion. 

Amtria.~~l\i was stated early in the year that 
Austria had adopted a four-Dreadnought pro- 
gramme in reply to Italy. Financial difficulties, 
however, have arisen, and it is doubtful whether, 
even if all the ships are built, they wiU be com- 
pleted before 1913. One ship may he laid down 
after the launch of the Znnyi at Trieste in 
January, 1910, but the fate of the others is 
doubtful. The naval preponderance of Italy 
over Austria seems assured for a generation. 
Austria’s ships will be of 19,230 tons and 22 
knots, armed with ten 12-iiich guns. According 
to the. “ Zeit,” an ultimate strength of sixteen 
Dreadnoughts is to be attained by the Austrian 
fleet, but no date is given for the completion of 
such a programme. 

iJ'imia.— -Four battleships of the Dreadnought 
type were laid down in the Baltic yards on 
id June, 1909. They are being built under the 
supervision of Messrs. John Brown & Co., of 
Clydebank. The ships, which are named Pol- 
tava, Gangut, Sevastopol and Petropavlovsl!!, will 
be of 23,000 tons and 23 knots, carying twelve 
xz-inoh and sixteen 4-7-mch guns. They will 
be completed by the late summer of 1911. 

TurAe?/. ~ The reorganisation of the Turkish 
navy has been taken in hand by Bear- Admiral 
Sir Douglas Gamble, who has already effected 
great improvements in the efficiency of such 
material as Turkey possesses. A new building 
programme is spoken of, comprising six battle- 
ships, twelve torpedo-boats and twelve de- 
stroyers, to be completed in eight years, but 
nothing further seems to have been done. 

■ Spain.— 'A syndicate, comprising the British 
firms of Armstrong Whitworth, Vickers, Sons 
& Maxim and John Brown & Co. and the 
Spanish ISTaval Construction Co., has been en- 
trusted with the execution of the pirogramme 
decided on by the Cortes in January, 1908. In 
adiiition to the reorganisation of the dockyard : 
at Furrol there are to be built three battleships, 
each of 14,760 tons and i9-5 knots, With an 
armament of eight 1 2-inch and twenty . 4-mch - 
guns, four gunboats, three destroyers - and 
twenty-four torpedo-boats. 

It will be noticed tliat there is a decided pro- 
gressive movement on the part of the Mediter- . 
ranean Powers, France, Spain, Italy, Austria j 
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and Turkey having in contemplation programmes 
intoivihg the construction of twenty-three flr.st- 
class armoured ships. 

This Power remains the most secre- 
tive of the maritime nations, even the number 
of ships she is building being a matter of some 
doubt. At least two ships known to have been 
laid down in 1908 are not included in the last 
issue (31 March, 1909) of the British Admiralty’s 
official return. These are the armoured cruisers 
Hiiki and another unnamed. They are of 
18,630 tons and 23 knots, and will be armed with 
six i2-ineh and fourteen 6-inch guns. The 
estimated date of completion is the end of igii. 
The battleships Kawachi and Settsu were laid 
down early, in 1909. They are of 20,800 tons and 
20*3 knots, and will carry twelve x2-irich, ten 
6-inch and twelve 4*7-ineh guns, the summer of 
19x1 being the estimated date of completion. A 
third battleship of the same type was laid down 
at the end of 1909. The Japanese Government 
claims to he able to complete a Dreadnought in 
two years from the date of commencement. 

The destroyer Umikaze, of x,xoo tons anti 33 
knots, has been passed into commission after 
successfully eompleting her trials. 

Brazil. — Of the three battleships ordered in 
England in 1007 the Minas Geraes is completed ; 
the Siio Paolo was launched in April, 1909, and 
the Rio de Janeiro has recently been started. 
The trio should be completed by the middle of 
1912, and it is belie.ved that a further programme 
will subsequently be adopted by the Brazilian 
Government. 

Argentine.— HhQ Argentine Ilepublic has ex- 
pressed its intention of building two or perhaps 
tliree- Dreadnoi^hts, to be completed by 19x2. 
The ships are to be of 19,000 tons and 21 knots, 
and t9 be armed with ten x2-inch and fourteen 
6-inoh'guns. -They have not yet been laid down. 

Ckimi . — The Chinese Government is credited 
with the intention of .building (in Japan) three 
IS, 060-ton battleships, armed with eight 12-iRcli 
guns.^ . 

Chili, — ^Two ships of 19,000 tons, armed with 
ten 12-inch guns, have been sf^oken of, but not 
laid down. 

The following fable has been prepared to show 
the nufnber of ships of the Dreadnought type 
which the principal Powers will possess when 
the ships of existing progj'ammes are completed. 
The table is divided into years, so that the 
number for the end of any year can be ascer- 
tained. The figures in brackets, following the 
numbers of the ships, i*epresent the number 01 
big guns (11 inches calibi^e or over) that those 
ships will carry. It should be noted that th.o 
German figures relating to ships are those given 
by the German Government, and are likely 
to be modified as the rate of construction i.s 
accelerated. Tlie gun numbers are largely 
speculative, but are based on the best informa- 
tion obtainable. 


, End of 
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Qi'eat Britain 
(Germany 
United states 
Japan** 
Prancef ♦ , 

Italy' 

7(64) 

a {24) 
as (16) 
1(16) 

“iP! 

4 (36; 
a (32) 
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6 (66) 
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8 (120) 
a 124 ) 




*The first two ships included carry four x2-iiich anil 
twelve xo-mch. 

t The first six ships included cany four xa-inch and 


twelve 9*4-inch. 
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The momentous events foreshadowed in the | 
article which I wrote for last year’s issue of ' 
WiiiTAKErL’s Almanack have, it is pleasing to 
note, not been entirely confined to the conti- 
nents of Europe and America. During October 
(X909) aviation meetings were held at Doncaster 
and Blackpool ; and, although foreigners were 
consiiicnous among the prize-winners, no little 
satisfaction is to be derived from the fact that 
human fiiglit has at last made a good start on 
British soil. The enthusiasm of the public at 
both these meetings was remarkable. Thou- 
sands of spectators stood for hours in rain, 
In wind, and upon wet grass in order to see a 
man l!y; and it is to be hoped that future 
gatherings will take place at a time of the year 
when weather conditions are more propitious 
for tlie liandling of aeroplanes in the air. At 
D(»acaster one fact was particularly noteworthy 
—the suddenness with which a practically un- 
known ])eginner can come into prominence. Le 
Blon, who was not even an advanced pupil in 
the art of flying, elicited high praise from 
astonished experts fur the ease with which he 
controlled Ins machine ; and this fact should be 
borne in mind by those who predict that it will 
take a long time before British aviators can 
rival the skill of Ereiichmen. Nor should it 
be forgotten that on Oct. 30 Mr. J. T. C. Moore- 
Brabazon won the Daily Mail £x,ooo prize for a 
circular mile flight by a British aviator on au 
ail-British aeroplane. 

The past twelve months have not witnessed 
any startling developii>ents in connection with 
aeroplanes ; but it must be remembered that the 
majority of aviators were only endeavouring to 
perfect themselves in the handling of their new 
craft. The Bheims meeting proved that three 
persons could be carried in an aeroplane ; but 
it is diflicult to see how this slight addition to 
its weight-carrying capacity can render an aero- 
plane- a more efticient offensive wcai)on of war; 
f>e<‘ansa there is little or no margin for the 
transport of explosives. Not very much has 
been done in the way of proving that aviators 
can handle their machines wdth ease at great 
altitudes. Paulhan reached a height of 720 feet 
at Brooklands, and 0 . Wright is said to have 
attained nearly 1,300 feet in Germany ; but there 
is no olfleial record in connection with the latter 
performance. The average aeroplane flyer does 
not care, at present, to go much higher than 
300 or 400 feet, which is a long way oif the 4,000 
foet attained by dirigibles. There is consider- 
able improvement, Iiowever, in flying when 
fairly strong winds are blowing, as evidenced by 
IVlr. H. Latham’s flight at Blackpool. 

In my article last year I laid stress on the 
advisability of not abandoning the dirigible for 
military imrpo.'^es in view of possible improve- 
ments in aeroplanes ; and, although more than 
one .serious attempt has been made to prove 
that the day of the former is over, it is gratifying 
to observe tliat the British Government has not 
allov/ed itself to be swayed by outside influence. 
Civilians may ho quite at home with the 
mechanism and working of motors but when 
it comes to military aeronautical policy the 
Government can only be guided by military 
experts who are familiar with practical aero- 

i nautics and the laws o'f strategy. 

Messrs. Vickers, Bous & Maxim are con- 
structing for the Navy a large rigid dirigible, 


which will be stationed ih the neighbourhood 
of Morcambe Bay ; and the Army are entrusted 
with the duty of experimenting with non-rigid 
and semi-rigid dirigibles and also aeroplanes. 
One large dirigible is being constructed at Earn- 
borough, while a dirigible ordered by the Morn- 
ing Post from MM. Lebaudy will be accepted by 
the Government, and a Cldment dirigible will be^ 
purchased, subject to its fulfilling certain condi- 
tions. It will, therefore, be seen that the 
subject of aerial navigation, from a military 
point of view, is not being neglected in this 
country. 

The question of invasion through the air still 
occupies a foremost place in the minds of the 
public ; and, as .several sensational productions 
have appeared from the pens of civilian writers, 
who possess little or no practical aeronautical 
experience, it may be as well to draw attention 
to some important features of the subject. It 
has been pointed out that owing to their rela- 
tively small cost aeroplanes could be constructed 
in immense numbers— each carrying two or 
three men— so that the aerial transports could 
be sent to and fro over the sea. But, to be of 
any practical use from a military standpoint, 
the troops should alight in a body, or they would 
be “beaten in detail,” especially in a thickly 
populated country like England. Now, no one 
who knows anything about the flight of aero- 
planes can imagine a fleet of them coming to 
earth simultaneously within a definite area. 
The most they could do would be to arrive in 
driblets, and, after avoiding collisions with each 
other, with trees, buildings, hedges, wires, and 
the numerous other obstacles of our much inter- 
sected country, it would be found that they were 
dispersed over too large an area to admit of 
subsequent concentration without an amount of 
delay which would seal their doom. For an 
aeroplane cannot alight anywhere like a grass- 
hopper, and the proof of this is the difllculty 
of finding suitable aviation grounds. Surprise 
attacks might be feasible abroad, but they 
cannot be so for long in our land. It must also 
be remembered that such a force would be 
unaccompanied by artillery, reserve ammunition 
for the rifles, and the numerous other necessaries 
without which a body of armed men would be 
easily overcome. But perhaps the greatest diffi- 
culty of all would consist in starting such a 
force. The Wright launching apparatus would 
be out of the question for hundreds of aeroplanes, 
and the preliminary “ground-run” method 
would necessitate the finding of a suitable tract 
of land on the seaboard, sufficiently large to 
accommodate the requisite number of aeroplanes 
—a matter of some difficulty if the selected spot 
was not to attract the attention of the enemy’s j 
airships. ' . . ■ , , j 

The great drawback to the aeroplane from a 
military aspect, therefore, is still its limited ! 
weight-carrying capacity; and, although both 
bir Hiram Maxim and Major Baden-Powell point 
out that the “lift” can be increased by accel- 
erated velocity, speed cannot be developed with- 
out a preliminary slower pace ; so we cannot put 
on more weight than could be raised when 
travelling at the latter rate. Aeroplanes, how- 
ever, are likely to prove very useful for recon- 
noitring. 

It is to be regretted that a certain amount of 
valuable time has been lost in this country over 
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discussions on the respective merits of the rigid 
and non-rigid types of dirigibles. As a matter 
of fact, both are necessary in war time—the 
former for operating from a base, and the latter 
to accompany an army in the field, because it is 
easily deflated and packed up. The splendid 
voyages of the Zeppelin airship have established 
the utility of this class ; and the fact that the 
Trench JMjnibliqve remained inflated for no 
odays is an answer to those who point to the 
limited “ life ” of dirigibles. So far as England 
is concerned, the dirigible is likely to prove a 
valuable adjunct to our resources for repelling 
an invasion. Such an attack could not be 
entirely successful without field artillery to 
silence our own guns inland ; and, as these heavy 
weapons cannot be landed quickly, our airships 
could play havoc with the disembarkation. 

Headers who desire more detailed information 
regarding the various types of aerial craft should 
refer to my article in last year’s issue of this 
Axsianack ; and I may state that nothing has 
since occurred to alter my views in the “Fore- 
cast” which appeared in the same edition. 

Litkratuke.— The interest attaching to the 
military aspect of Aeronautics has produced an 
almndant crop of hastily compiled works; but 
the majority of the writers lack practical aero- 
nautical experience and knowledge of the art of 
war. The following, however, can be recom- 
mended: “Artificial and Natural Flight,” by 
Sir Hiram Maxim ; “ The Conquest of the Air,’ 
by A. Berget ; “ The Force of the Wind,” by 
H. Chatley ; “ Airships Past and Present,” by 
A. Hildebrandt ; “Fliegende Menschen,” by 
Moedebeck ; “ L’A^iroplane pour Tons,” by 
Lelasseux and Marque. 

PEINCIPAL EVENTS. 

(1908) Nov. 7. Zeppelin airship, with German 
Crown Pi’ince on board, made , s hours’ trip. • 
ai. Santos-Dumont flew 145 metres (monoplane). 
Dec. 9. Zipfel (biplane) flew 1,500 metres. 
18. Wilbur Wright won Aero Club prize for 
flight of 330 ft. above the ground. (1909) J an. zo. 
Accident to Cody aeroplane. 33. Prince Henry 
of Prussia travelled in Gross airship. Feh. M. 1 
Zipfel gave demonstrations of aeroplane flight 
near Berlin, and Mr. A. J. Balfour watched 
Wilbur Wright fly 01.1 several days. Mar. 19. 
Ze'p'pelin I. carried a6 passengers. 19 to zj. 
First Aero Exhibition at Olympia. April 6 . 
2 ^eppelm I. m&de an all-night voyage. Mat/ z. 
Brothers Wright visited London. 6. Lieut. 
Calderara seriously injured in aeroplane accident. 
29. First ascent of Hussian dirigible Mtissie. 
29 (to June z). Zeppelin II. travelled 610 miles 
in 27% hours. June 4. Gross airship carried out 
iniportant “ wireless ” experiments over Berlin. 
zt. Morning Post opened a “National Airship 
Fund” ; and during the month the Daily Mail 
guaranteed erection of an airship shed. Jtily 4. 
M. Bleriot flew nearly an hour in heavy rain. 
12. Mr. F. Goodale navigated a dirigible over 
New York. 14. The Mpublique and Ville-de- 
Nancy manoeuvred together over troops at 
Longchamps. 19. H. Latham attempted cross- 
Channel flight, but fell into the sea 7 miles from 
French coast. 25. Bl^riot flew from Calais to 
Dover in symhmtes. 30. American Government 
aciiuired Wright aeroplane for j^6,ooo. Aug. i. 
Zeppelin II. travelled from Friedrichshafen to 
Frankfurt via Cini, Stuttgart, and Heidelberg in 
11 hrs. 50 mins. 4. Belgian dirigible ascended 

for first time (Brussels), xi. S. F. Cody flew 
3 miles -at Aldershot. *s- Wellman dirigible 
sailed from Spitzbergen, fell into the sea and 
was destroyed (no loss of life). 17. Italian 
military dirigible made its first ascent this year. 
23. Dirigible Clement-Bayard reached a height 
of 5,000 feet and remained over 2 hours at 
4,000 feet. 25. Paulhan, at Hheims, flew 133*676 
kilometres in 2 hrs. 43 mim.— ‘Zeppelin III. 
ascended for first time at Friedrichshafen. 27. 
H. Farman, at Eheims, flew 180 kilometres in 

3 hrs. 4 mins, (world’s records for distance 
and duration). — ZeppeUn III. started from 
Friedrichshafen on voyage to Berlin. 29. Zep- 
pelin III. arrived at Berlin and manoeuvred 
over the city. 30. Orville Wiight flew near 
Berlin. Sept. 3. Italian military dirigible tra- 
velled at an altitude of 3,000 ft. 7. Accident to 
Wright aeroplane near Paris ; E. Leffebre killed. 
8. S. F. Cody flew 40 miles, 9. King of Saxony 
made z hours' voyage in Zeppelin III. tt. S, F. 
Cody flew^ before Empress Eugenie at Farn- 
borough. Zeppelin UI. travelled from Friedrich- 
shafen to Frankfurt in r6 hrs. ^smins. 13. German 
Gross II. took part in military manoeuvres,— 
Santos Dumont flew on his morxoplmeDemmeetle. 
15. Peqmhlique took part in military manoeuvres 
and carried out important reconnoitring duties 
while remaining 6 hrs. in the air and covering 
60 miles. — Delagrangeon a Bl^riotmonoplaneflew 
at Aarhuns before King and Queen of Denmark,— 
Zeppelin III. ascended with Prince andPrincess 
August of Prussia.— M. BMriot entertained to 
lunch at House of Commons, xj, 0. Wri^t,. at 
Berlin, reached the record height of .564. £©^t iii 
the presence of the German Emperor,. ^8, At 
Berlin 0. Wright, with a passenger, flew i hr. 
3S mins, (w'orld’s record passenger fli^t). 
20. Eougier, at Brescia, and b^ore King of Italy, 
reached a lieight of 650 feet (world’s record), 
22. Captain Ferher killed by an accident to his 
aeroplane at Boulogne. 25. Aeronautical Exhi- 
bition at Paris opened liy President of the 
liepublic.— The lUpuhlique^ while returning 
from the manamvres, was wrecked and its crew 
of four killed. 26. Berlin Aviation Week com- 
menced. Oct. 2. 0. Wilght flew with Crown 
Prince of Germany as a passenger.' 4. W. 
Wright flew over a warship and liners in 
America. 9. W. Wright attained a speed record 
of 46 miles an horn*.— Accident to J. Humphrys’ 
monoplane at Wiveuhoe. 12. H. ' Farman 
flew for X hour across country in France. 
15. Doncaster Aviation Meeting commenced. 
x6. Accident to S. F. Cody’s aeroplane. 
18. Blackpool Aviation Meeting commenced. 

25. Blackpool Aviation Meeting ended. Kesults : 
Lancashire Aero Club’s Grand Prix of £z,t}oo for 
longest distance, Farman, 47 miles 1,544 yards ; 
Daily Sketch Prize for speed, Farman, ^*38 miles 
an hour ; Mancheeler Guardian Prize for 
slowest circuit (2 miles), Latham, 5 mins, 30 secs. 

26. Doncaster Aviation Meeting ended. Kesults: 

Whitworth Cup for longest distance of the day, 
Sommer, 38 miles yards ; Doncaster Cup, 

Sommer; Tradesmen’s Cup for the fastest 
circuit, Delagrange, i min. 47 secs. 30. Paulhan, 
at Brooklands, flew for 58 mins., and reached a 
height of 720 feet. — J. T. 0. Moore-Brahazon won 
Daily Mail ^x,ooo prize for first circular mile 
flight by a British aviator on an all-British aero- 
plane. 

H, J. CONTNGHAM, 

, _ . CAPTAIN. 
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AKiriiL Waiifaek.— I n tlie year 1908 tlie 
Eritisli Govcrnnient spent on aerial navi- 

gation, of whicli sum £s,98oSvas expended on 
“ dirigibles ” and £^^^90 on “ aeroplanes.” The 
French Government spent ;^47,7oo, Germany 
j 6 i 33 > 733 t (exclusive of ^1^265, 000 privately sub- 
scribed for the Zeppelin airship), while Austria- 
Hungary spent jCSjSoo. The amounts expended 
in tgog exceed the above totals. 

AFFORiiiSTATTON.—- The Hoyal Commission on 
Afforestation reported in Tatmary. They re- 
commend an annual expenditure of £2,000,000, 
which would result in 9,000,000 acres being 
wooded in 40 years. The work would be self- 
supporting, and after 80 years would bring in an 
annual revenue of 17,500,000 if timber retained 
its x>resent prices. 

. AQUEDUCT Foil New York.— The aqueduct 
now in cour.se of construction for bringing water 
from the Catskill Mountains to the city of New 
York is proving a gigantic enterprise. The area 
for collection comprises 600 square miles. Several 
large reservoirs are being built, and a flow of 
500,000,000 gallons of water will be retpiired. 
The aqueduct when finished will be 92 miles in^ 
length. ' 

Assuan Dam. —The Esneh Barrage, the last of 
the important works in connection with the 
Assuan Dam, was completed in Febraary. It 
crosses the river 643 miles from the sea. . It is 
8S2 metres long, has 120 openings s metres wide, 
each fitted with a movable iron sluice. There is 
a look at one end of the Barrage 262 ft. 6 in. long 
and S3 ft. 6 in. wide, and the work was completed 
within thre6 years of the contract being given 
out. 

Astroqraphio Conference. —The fifth meet- 
ing of tlie Astrograpliic Conference was held in 
April at Baris. The Conference split up into 
five committees, and considered (a) the progress 
aiid possible acceleration of the gigantic cata- 
logue that is being produced by the co-operation 
of the different observatories ; (h) the unification 
of the means of indicating star magnitudes ; (c) 
-the origin of certain systematic errors, and their 
correction ; (d) the corrections needed to bring 
out the catalogue in a uniform and absolute 
system ; (e) arrangements for the proper system- 
atic observation of Eros in view*' of the opposition 
in 1932* 

Automatic Lightship.— The Trinity House 
have conducted successful experiments with an 
automatic lightship. I’he vessel is built some- 
what after the style of the lighted biioysi The 
hull is 65 ft. long hy x8 ft. 6 in. beam and xo ft. 

6 in. deep. A steel tower carries the lantern to 
a height of 26 ft., and four reservoirs in the hold 
carry sufllcient gas at a pressure of no lb. to the 
square inch to keep a light burning for too days. 
A three-cylinder engine, driven by the gas as it 
escapes to the burner, serves to rotate the light. 
Other arrangements include an automatic hell 
for fog, a mechanism for extinguishing and light- 
ing the lantern, and the beam ^>f light is visible 
at a distance of xo miles. 

Aviation, see pages 680-1. 

Blacefrtars Bridge,— The new section of 
'Blackfriara Bridge was opened to the public in 
September. Tlie roadway has been widened 
'from 45 ft. to 73 ft., the, total width between the 
parapets now’ being xos ft. The bridge now has 
space for six lines of traffic and two trams, in- 
stead of affording room for only five lines of 


trafllc., The total cost of widening amounted to 
203, 000, and was carried out by, and at the 
private expense of, the Corporation of London. 

Blood and its Detection. — Blood-stains, 
though many years old, can be detected with 
certainty by a new method, according to Prof. 
E. J. MeWeeney. On dissolving benzidine in 
acetic acid and bringing it into contact With 
blood in the presence of hydrogen peroxide, the, 
blood particles at once turn a brilliant blue. 
The test is claimed to be ten times as delicate as 
the somewhat similar guiaciim test, and will 
work successfully even if the blood has been 
diluted 500,00a times. It seems likely to prove 
of value to medical jurists. 

British Association.— In his presidential 
address before the British Association at Winni- 
peg, in August, Sir J. J. Thomson referred to the 
educ.ational value of research work. He showed 
how recent physical discoveries had led to a 
modification in the views held regarding the 
nature of electricity and the structure of the 
ether, and he pointed out that the ether must 
be incomparably denser than lead and yet in- 
comparably rarer than the lightest gas. He 
concluded with a eonsideratioh of radium, and 
suggested that the intrinsic energy contained 
varied with the different individual atoms. 

The combined discussions on wheat supplies 
of the world, and the papers read in this con- 
nection, were generally considered the most 
valuable outcome of the meeting. 

Canadian Icebreaker.— A remarkable vessel, 
the Marl Grey, has been constructed for the 
Canadian Government. She embodies the fea- 
tures of an official yacht for the Viceroy, a pas- 
senger steamer, and an icebreaker, with a dis- 
placement of 3,400 tons. She is 250 ft. long, has 
47 ft. 6 in. beam, and a speed of 17 knots. In 
the trial trip the engines indicated a maximum 
of 7,578 li.p. The vessel is designed to perform 
her work by charging upon the top of the ice 
and breaking down through it by means of lier 
weight. 

Cancer Diagnosis.— Mr. E. C. Hort described 
a new method to the British Medical Associa- 
tion for the diagnosis of cancer. It depends on 
the fact that the serum of patients suffering 
from cancer is particularly potent in neiitraMs- 
ing the digestive activity of the ferment trypsin. 
Mr. Hort, withwvhom Dr. Golla has been asso- 
ciated in the work, claimed that out of a hun- 
dred cases examined the test worked success- 
fully in all but six, and that in three of these it 
coiiid not be definitely proved that the patients 
concerned were suffering from cancer. {See 
also EoYAL Society.) 

Cancer Research.— Starting from the fact 
that long-continued exposure to X-rays causes 
carcinoma of .the hand, and applying the 
photographic and electrical test of radio-activity 
to healthy and to carcinomatous tissues and to 
certain substances supposed to cause carcinoma, 
Dr. Lazarus-Barlow has found evidence of a 
property which, though not identical with 
radio-activity, is in many respects akin to it. He 
further describes an “anti-radio-active” pro- 
perty which appears to be natural to certain 
animal substances, and evidences of which may 
be obtained electroscopioally in aluminium discs 
that have been kept in proximity to lu’anium, 
thorium, or pitchblende. By direct experiment 
he' has shown that both radio-active and 
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“ anti-mdio-active ” substances influence ' tbe 
rate of division of living animal cells. He points 
out that a causation of the disease by radio- 
activity u’ould better fit in with the known 
characters of the disease than any other cause 
hitherto suggested. Tlie work was published, 
by Br. Bazarus-Barlow in the Oroonian lectiues. 

Chemical Analysis.— In the course of ex- 
periments on the estimation of chloroform in 
<ithe blood, Br. G. A. Buckmaster and Mr. J. A. 
Gardner have shown that a mistake has been 
made that vitiates the results obtained dining 
50 years in the analysis of the gases of the blood. 
Chloroform, they find, decomposes under the 
influence of potash, forming carbon monoxide. 
This in the analyses made in the past has been 
computed as nitrogen, and its presence was 
assumed tb he due to a lack of air in the appa- 
ratus. The mistake is one that has obtained 
currency through the authority of the chemist 
Bumas. 

Consumption.— The National Association for 
the Prevention of Consumption opened a cam- 
paign in July against tnbereulosis. Tlie methods 
adopted are to improve the present state of 
things by lectures, pamphlets, and exhibitions. 
The first exliibitioii was opened in Stepney by 
Mr. John Burns, who dealt, with the subject 
from many points of view, and indicated as a 
desirable reform that the streets of all modern 
cities should have their gutters continually 
flushed with a stream of water. 

Under an order of the Local Government 
Board consiimiition was this year made a noti- 
fiable disease in Poor Lav/ cases. 

Baiiwin Centenary.— Cambridge celebrated 
on June 23 the centenary of the birth of Charles 
Barwih. ' Bistingiushed men of science attended 
from all parts of the ivorld, and the view ivas 
advanced by several of the speakers in the Cam- 
bridge Senate House that Darwdu did for the 
complex ivorld of animate things ivhat Hewton 
did for celestial movements by his discovery of 
the law of gravitation. Addresses Were pre- 
sented from the various Universities and learned 
societies, and honorary degrees were conferred. 
Mr. A. J. Balfour gave an appreciation of Bar- 
win’s w(.)rk ut the formal dinner, and Sir Archi- 
bald Geikie delivered the llede lecture 011 
“ Charles Barwin as Geologist.” 

Bover Harbour. — The new Bover Harbom*, 
covering at low water an area of 690 acres and 
costing ;^3,soo,ooo for its construction, was 
opened by the Prince of Wales on October 15. 
Tlie docks have been in course of construction 
for II years. The western arm of the harbour 
has been increased in length from 2,000 ft. to 

4.000 ft., and an eastern arm constructed measur- 
ing 2,924 ft. A southern breakwater 4,212 ft. 
long, with the two arms, encircles the harbour. 
There are two openings, ou the cast into the 
naval harbour, and on the west alongside the 
Admiralty Pier. The harbour has requii-ed 

63.000 concrete blocks each weighing from 23 to 
41 tons for the two arms and'" the breakwater, 
and 5,000 more as an apron to protect the new 
works on the outside. Many thousands of tons 
of Cornish granite have also been used. It is 
expected that Bover Harbour will become a 
port of call for many ocean-going vessels. 

Electric Bailway for Japan.— nearly the 
whole of the plant for the new Keihair electric 
railway in Japan has been ordered in .Great 
Britain. The railway ivill link the old capital 
Kyoto with Osaka, the industrial capital of the 
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country. The operating plant is to have a total , 
power of 2,550 kw. Though the standard gauge , 
of steam railways in Japan is 3 ft. 6 in., the new 
line is to he built to the 4 ft. 8^4 in. gauge. 

The contract for the fourth and largest of the 
railways over the Andes has also been given to 
a British firm by the Argentine Bepublic. 

EuOENiCS.— Professor Karl Pearson and 
workers at eugenics are showing rapidly in- 
creasing activity. The State is mistaken, Pro- 
fessor Pearson contends, in carrying legislation 
by appealing to the sentiments and feelings 
of the cultured and sensitive upper and middle 
classes. In this way the biological and econofiiie 
bases of life are disregarded, parentage is 
ignored, and environment unduly emphasised. 
As an illustration of the evil results he attributes 
the falling birth-rate of Bradford to the effects 
of factory legislation. 

Gigantic Train Ferry. ^A gigantic train 
ferry has been built to extend the Lagos Kail- 
■ -way in Nigeria. It carries six passenger carriages 
and waggons of 24 tons each ; there are lines of 
rails on a hinged “ prow ” l>oth fore and aft. It 
is equipped with two paddle-wheels, each of 
which is driven by a 150-h.p. engine. Its total 
displacement is 560 tons, its draft 5 ft. 6 in., and 
the Speed, when fully loaded with 150 tons, is 
7 knots. 

Halley’s Comet, ace page 89. 

Hypnotism,— I n the Harveiau oration Br. S. 
H. Savage urged the medical profession seriously ' 
to take up the problem of hypnotism. England, 
he contended, should lake her part in the work 
that was now being done on the Continent on 
the subject. There was, he said, in that realm 
of psychology and philosophy a wide hinterland, 
often occupied by dangerous and unscrupulous 
persons, hut scientific men should take up the 
work of exploration of this territory. The im- 
portahee of Br. Savage’s contention lies in the 
fact that hypnotism has in the past been largely 
boycotted by the medical profession. 

International Congress op Applied Chem- 
istry,— At the International Congress of Applied 
Chemistry, which met for the first time in 
London, the Pj ince of Wales presided over the 
inaugural meeting. The aiiplication of chemistry 
to foods, various aspects of sanitation, and the 
section dealing ivith brewing were among the 
more important features of the meeting, while 
the best attended demonstration ivas that by 
Professor Beriitliscn of a method for the fixation 
of nitrogen. 

Largest Keseri'otr in the World.— The 
largest service reservoir in the world was 
formally opened in Afay by the Lord Alayor of 
London, • at Honor Oak. It has a capacity 
of 56, 500, coo gallons, or a day’s allowance for 
nearly 2,000,000 jieoplc. The works' comprise 
four separate reservoirs, and an area of 16 
acres is occupied. Both concrete and brick 
have been used in the construction, and the 
thickness of the walls varies from 6 ft. at the 
centre of the arches to 10 ft. at tine abutments. 
Over 16,000,000 bricks were required for the 
purpose. 

AIetal Cutting by Oxygen.— Afetal cutting 
by oxygen is rapidly supplanting older methods 
in engineering works. The instrument used 
consists of an oxy-hydrogon fiame, with a special 
means for producing an extra blast of oxygen 
when desired. The .slab of metal to bo cut is 
heated to incandescence by the flame and cut 
through by the jot of oxygen. Plates can be 
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cut up to 13 inches of thickness, and the cut is 
reraarkably clean, its width being only about a 
quarter of an inch. 

Meteokio Fireball.— On. Feb. aa.at 7.30 P.M., 
a remarkable fireball was observed from the 
southern counties of England. At the outset it 
emitted an orange light. This, half-way through 
the flight, suddenly blazed out %vith a steely- 
blue colour. There was a short luminous streak 
when the chief outburst occurred, and this in- 
tensified and soon extended along the whole path 
traversed by the meteor. It was seen in the 
Milky Way about two hours after the time of its 
first projection. 'J’here were a series of brilliant 
outbursts, several being brighter than the lustre 
of Venus. The phenomenon has been described 
as the meteoric spectacle of a generation. 

A Motor Mower.— A new agricultural motor 
has been put upon the market in the form of a 
mower driven by its own incorporated petrol 
engine instead of being worked from a separate 
engine. The makers claim that it will cut 30 
acres of hay in ten hours, and will reap and bind 
ao acres in ten hours. The machine is also said 
to be able to plough 6 acres or cultivate ao in 
ten hours, and can be used to drive a threshing 
engine or for purposes of agriculture. 

Oxygen anp Physiology. —The value of 
preliminary deep breathing in enabling the 
breath to be held has long been known in theory 
and practice, but new experiments have shown 
that by the use of oxygen the “time” of 
athletes can be enormously extended. Dr. H. 
M. Vernon has shown that by the “forced 
breathing” of oxygen he was able to hold his 
breath for the astonishing period of 8 minutes 
and 13 seconds. Other observers have shown 
that the time of athletes has been improved 
and discomfort of after-effects avoided by the 
inhalation of oxj^gen. The use of the gas may 
be expected to prove of practical value to divers 
and others. Its value depends on the thorough 
oxygenation of the muscles of the body ; but the 
respiratory centre is made less sensitive to 
carbon dioxide, and this constitutes an element 
of danger, for the gas is then apt to accumulate 
to a more than normal extent in the body. 

PARTiiENOGENJSSTy.— Professor Loeb claims, in 
a volume issued in Berlin, that un£crtili.sod eggs 
can be <leveloped into larvaj by placing them for 
a couple of hours into hypertonic sea-water, or, 
in other words, into aoa-water to which sugar or 
salt has been added. The essence of his so- 
called “ Lysiii ” theory is shown in his book to 
be an attempt to interpret biological phenomena 
in terms of chemistry and physicfs. The 
stimulus inducing development is said by him to 
be osmotic. 

Pasteur Institute.— The Pasteur Institute 
received in August a legacy of j,^x,2oo,ooo from 
the late Mr. Osiris, The money was left because 
of the way in which Mr. Osiris was struck hy the 
generous conduct of Dr. Roux, the head of the 
Institute, in handing over a prize of he 

had won to the Institute, On being asked why 
he had acted in this way, Dr. Roux is said to 
have rejdied, “All that I am I owe to the 
Pasteur Institute, for all my experiments and 
discoveries have been made tliere. Besides, the 
Institute is very poor, for we have no income 
except what %ve make by the sale of serum ; and 
though it brings in enough to keep the establish- 
ment going, some fresh remedy may any day be 
discovered, in which case I fear the Institute 
would, have to close its doors for want of funds.” 


It is believed that Mr. Osiris was infliieneec 
by this statement in his endowment of the 
Institute. 

Radium. — M ile. Gledtisch denies that there is 
any constant ratio between uranium and radium 
in radio-active minerals, and contends that the 
view that uranium is changed into radium re- 
quires inoditication. {Sea also TransmutatiOxN 
and Ganger.) 

Radium Institute.— The foundation of the 
Radium Institute, of which the foundation stone 
was laid by Lady Ramsay in October, may be 
expected to place Great Britain in the forefront 
of the nations actively engaged in determining the 
part that radium caii play in relation to disease. 
For the first time this country will have a supply 
of radium (5 grams) sufficient to enable experi- 
ments to be carried out on a reasonaldy compre- 
hensive scale, but it is emphasised by th(3 
medical profession that the benefits to bo derived 
from the application of radium to treatment 
arc at present only in the experimental stage. 

Pt,.iILWAY THROUGH A BUILDING.— FOUV lines 
of railway have been constructed through the 
offices of the Xeio York Times, The building 
stands 360 ft, above ground, and 40 ft. below 
street level, and as it weighs 130,000 tons, it 
had to bo stipulated that there should be no 
rigid coimcctioii between the building and the 
subway. The columns supporting the building 
and those carrying the subway were made 
distinct, and cushions of sand were placed 
below the supports for the railway. In this 
way all vibration in the building has been 
avoided. 

Rat Extermination. — The first annual 
meeting of the Society for the Extermination of 
Vermin met in March, and the rat was the 
special object of attack. Tlie rat, Sir James 
Crichton-Browne declared, did fifteen million 
pounds damage a year in England and Wales 
alone, and was in addition responsible for the 
spread of a lot of preventable disease. The ilea 
of the rat was capable of containing 5,000 disease 
germs. 

Royal Society. —As in 1908 one of the most 
important exhibits at the .Royal Society Conver- 
sazione was the work of the Imperial Cancer 
Research Fund. Evidence was given showing 
the .stages by which a superficial cam-er, or carci- 
noma, could merge into a deep-seated cancer, or 
sarcoma. A method has been found by which, 
for the purposes of cancer research, a mouse 
only a few w’eeks old can be regarded tis old, and 
the phenomena of old age as affecting cancer 
can be studied. It was also claimed that the 
jjossibility of cancer being due to a microbe was 
definitely disproved. 

Ringing of House Bells.— Sir Oliver Lodge 
has suggested a physic«Tl explanation for the 
sudden unexplained ringing of house bells of 
the ordinary n'oii-electric type. The bell wires, 
he suggests, collect atmospheric electricity, by 
induction or otherwise, which the walls are 
insufficiently conducting to carry off properly, 
consequently the bells get charged, are attracted 
to a neighbouring wall or pipe, and released 
suddenly by a spark. This little lateral jerk 
rings the bell. The suggestion has been attacked 
hy those who suppose “ another” cause, or attri- 
bute the effect to inefficient plumbing. 

Salmon Shipped to New Zealand.— The first 
stage of the attempt to acclimatise salmon in 
New Zealand has proved entirely successful. 
Eggs were sent out from Scotland, Ireland, 
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England, and Germany, about 95 per cent, reach- 
ing their destination safely. The eggs hatched 
out within a few hours of their arrival, and the 
difficulty of rearing the young fish has now to 
be met. There seems no reason why the attempt 
should not be as successful as it proved in the 
case of trout. 

SAVING OP Daylight.— Tire Daylight Saving 
Bill (modified since its first introduction to the 
House of Commons in 1908) was read a second 
%im e on March 5. In its modified form it proposed 
that from 2 A.M. on the third Sunday in April 
until 2 A.M. on the third Sunday in September local 
time should be one hour in advance of Greenwich 
time, and for the remainder of the year the same 
as Greenwich time. In Ireland, Dublin time should 
be substituted for Greenwich. For the purposes of 
astronomy and navigation the time to be reckoned 
as hitherto. These changes were opposed by 
many classes of the community— manufacturers, 
merchants, theatre managers, &c. Among 
scientific men opinion was divided, those for 
and against being of nearly equal weight. The 
Astronomer Hoyal was against, and Sir Holjert 
Ball favoured the innovation. The Select Com- 
mitte’s report on the Bill stated that, in view 
of the great diversity of opinion existing re- 
garding the proposals of the Bill, they did not 
recommend that it should be proceeded with, 
and consequently it was dropped. The question 
may possibly be brought forward again on some 
future occasion. 

Southwark Bridge.— The Corporation of 
London (through the Bridge House Estates 
Committee) proposes to widen Southwark Bridge 
at a cost of about ;<j;24o,ooo, and to erect a new 
bridge (St. Paul’s Bridge) at an estimated cost of 

1, 650, 000. 

The World’s Largest Water-Turbines.— 
The water-turbines required by the city of 
Winnipeg are each to have SiSooh.p., and will 
cost and will be the biggest in the i 

world. The turbines are to be of the Francis 
type, and, as these require special experience in 
construction, the bulk of the hydraulic work 
will be done in Sweden, though the contract 
went to a London firm. The machinery is to be 
used in the Winnipeg power station. 

Transmutation.— In his presidential address 
to the Chemical Society, Sir William Bamsay 
gave evidence to show why the transmutation of 
elements must be regarded as possible. He 
described experiments, and claimed that it 
appeared probable that carbon dioxide had been 
“ engendered” from thorium nitrate, and, in 
fact,*” that carb<.)n ivas one of the degradation 
products of thorium. The change was effected 
I under the influence of radium emanation, and 
the work is parallel with that done by Sir 
William llymsay on the apparent change of 
copper into lithium and sodium. 

Tree-uprooting Machine. —The powerful 
ploughing engines employed in South Africa and 
elsewhere are being used for the novel purpose 
of tearing up trees by the roots. The method is 
to attach a wire rope to the trunk a considerable 
height above the ground, and apply it to the 
winding drum of a big agricultural engine. In 
this way a pull of from 6,000 to 12,000 lb. can 
be obtained, and trees of a very considerable 
size can literally be dragged from the ground. 


The roots are usually loosened by water or 
dynamite. 

A Turbine Locomotive.— The first steam tur- 
bine locomotive has been constructed by the 
North British Locomotive Company. The engine 
is designed for express passenger traffic, and is 
carried on two eight-wheeled bogies, which can 
> easily negotiate curves. In its preliminary trials 
it has been pronounced a success. 

Tumblers of Frozen Water.— In the Con- 
gress on Refrigeration at Paris an ingenious in- 
ventor demonstrated a drinking tumbler made 
of distilled water frozen in moulds. ^tjThe ice 
goblet ris a conical drinking vessel in the shape 
of a tumbler made entirely of ice, placed in a 
a paper shell for convenience in handling. It 
melts slowly, and would keep a beverage cool for 
about half an hour in summer. The models ex- 
hibited were differently coloured, and held 
about nine fluid ounces. 

Ultra - Microscope.— Several improvements 
and modifications have been made in the ultra- 
microscope since it was brought to the notice of 
microscopists by Siedentopf in 1903. The most 
ingenious is that produced by Messrs. Zeiss, the 
paraboloid ill umiriator. This takes the place of 
the condenser, and the rays of light passing 
through the slide are directed away from the 
lens of the microscope, with the result that 
there is a dark field only illuminated in those 
places where the presence of a particle causes 
diffraction. It has thus been possible to observe 
live unstained bacteria. It has been proved 
that the coloration in glass treated with gold is 
due to minute particles of the metal, and the 
instrument is finding application in bacteriology, 
biology, chemistry (notably with reference to 
the colloids), and with problems relating to the 
ultimate constitution of matter. 

Victoria and Albert Museum.— The Victoria 
and Albert Museum was formally opened by the 
King on J une 26. During the proceedings care 
was taken to emphasise that the object of the 
founders of the museum had been maintained. 
The systematic arrangement and classification 
that has been adopted are designed to encourage 
a high standard of excellence among the crafts- 
men, manufacturers, and designers of the country. 
An expert staff had been placed in charge of 
each section of the museum. 

Veins as a Means of Identification.— D r. 
Tomassia has brought forward a new method for | 
the identification of prisoners, designed to sup- | 
plant the use of finger-prints. The veins on the [ 
back of the hand are in no two instances alike, | 
and can easily be made to stand out sufiicientiy j 
to be photographed. Finger-prints can be altered 
by shaving or burning the tips of the fingei-s, 
whereas only a serious operation can change the 
course of the veins. If adopted, the principle 
will probably be merely supplementary to that 
of the finger-prints, fox these are often useful as 
a proof of guilt in addition to being a means of 
identification. 

Whisky Commission. — Whisky has been 
scientifically defined as “ a spirit obtained by 
distillation, from a mash of cereal grains saccha- 
rified by the diastase of malt,” Scotch whisky 
being distilled in Scotland, and Irish in Ireland. 
Brandy has been labelled as “ a potable spirit 
manufactured from fermented grape juice.” 
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I.--P0PULATI01 n^. 

(rroivth of ropulatioii—TliQ populat%i of the 
I' lilted Kingdom in the luirkUe of "idgoS was 
ostimated at 44,539,593. At the census of 1901 
it was 41,458,731, as compared with 37,368,736 in 
xSsi. Hence in the half-centuiy between these 
dates the population increased by 14,089,985 
persons, or 51 per cent. In other words, for 
every 100 inhabitants of the United Kingdom in 
x8sx, there were 151 in xgox and X63 in 1908. The 
increase has not, however, been equally dis- 
tributed over the several divisions of the King- 
dom, since for every xoo persons living in 1851 
there were estimated to be living in X908— in 
England, 198 ; in Wales, 187 ; in Scotland, 167, 
and in Ireland, 67. Thus while the population 
of England and Wales has nearly doubled in the 
period, that of Scotland has only increased, by 
67 per cent., and that of Ireland has decreased 
by 33 per cent. The rate of decennial increase 
varied considerably from one period to another, 
being at its maximum in the decade X871-1881, 
a period comprising the years X871-7S, when the 
annual liirtli-ratos were highest and when the 
country enjo3>'ed a marked increase of iirosperity. 

Natural /ncre«5e.— The most important factor 
in the growth of population is the natural in- 
crease, that is, the difference between the number 
of births and the number of deaths. These 
lignres have varied considerably, as will be seen 
from the following statement, shov/ing for 
England and Wale.s the average annual rates 
per x,ooo of population 
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It thus appeal's that the birth-rate reached its 
maximum about 1871-75, but has fallen rapidly 
since. The death-rate fell only slightly up to 
187X-75, but has decreased considerably in recent 
years— a fact which is found to have been 
associated with a decline in the rate of infant 
mortality. The net result is that the “ natural 
increase shows in the past tliirty years a slight 
diminution. A similar decline in the birth-rate 
is noticeable in the case of most European 
countries. The following examples may be 
given 
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xBgo. 

*907. 

Erance 


197 

Belgium 


a5‘7 (190S) 

Prussia 


33‘o 


As regards the causes which have led to the 
decrease in the birth-rate, it is found that there 
haa been a falling off in the marriage-rate, that 
the number of married women at the younger 
ages is proportionately less now than- it W’as in 


previous decades, that there has been a large 
decrease in illegitimacy, but at the same time 
there can be little doubt that much of the reduced 
fertility is due to deliberate restriction of child- 
bearing. 

Rural Exodus, — The distinction between urban 
and rural population is of primary importance 
in an estimate of social conditions, and the 
movement of the population from rural to urban 
districts is one of the most remarkable tenden- 
cies of modern times. The net result of a 
comparison between 1851 and X901 in regar<l to 
four groups of area is to show that for every 
hundred persons living in 1851 there were 
approximately in X90S— 

In London 

In 84 large urban areas 

In 14 rural counties (exclusive of their 

county boroughs) 95 

In the rest of England and Wales 184 

At the censu-s of X901 no less than 77 per cent. 

, of the aggregatfe population were living in uibau 
I areas, while in x8si the proportion was only 
1 about so per cent. The process of migration 
I from the rural districts, which has for obvious 
I reasons affected mainly the more youthful popu- 
I lation of these districts, has had the effect of 
I materially increasing the proportion of persons 
! at the middle ages of life in the aggregate popu- 
I lation of the rural as compared with the urban 
I areas. This result is of importance in any 
i comparison between urban and rural districts 
in respect of such matters as mortality and 
pauperism. 

II.-PUELIO HEALTH. 

Deafh-ratc.—Aw analysis of the mortality 
rates furnishes some interesting results. In the 
first place, the average death-rate for England 
and W'ales has fallen from 33*3 per 1,000 of the 
populati(m in the period x8si"6o to 15 *8 in 
X901-7. A similar reduction is also noticeable 
in most of the foreign countries. Next, it 
a})pear3 that the mortality of rural districts is 
about 33 per cent, lower than that of urban 
districts, the corrected average rates for 1903-6 
being in London and 10 predominantly urban 
counties X7*2X jier 1,000 of population, and in 
x6 predominantly rural counties i3'26. This 
greater mortality in urban areas may be attri- j 
buted to risk incidental to certain occupations, i 
greater liability to infection, and insanitary 
conditions in overcrowded areas. 

Infant Mortality.— \Yiih. regard to the death- 
rate of infants under one year of age, it appears 
that there was no persistent decrease until 
about X900. The rate in England and Wales in 
X907 stood at 1x3 per x,ooo l)irths, but high as 
this would appear, the rate is higher in most of 
the principal foreign countries. ''The decline in 
recent years is attriliutable to the increased atten- 
tion which has been given to the subject and to 
the administrative ineasures which have been 
i adopted, frp to the present time health visitors 
I who visit the houses of the poorer districts and 
advise as to the general hygiene of infancy have 
! been appointed in about 150 districts. 

1 Omms of Striking evidence of the 

I effect of efficient sanitary administration is 
t afforded by a comparison of the rates of mor- 


*■ The particulars given »x'c derived- from ^‘Public Health and Social Conditions” [Cd. 4671 ]. 
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tality from the principal causes of death. 
Deaths from enteric have falhm from 390 per 
million in 1869 to 67 in 1907. Typhus has almost 
completely disapfseared. ■ The deaths from 
phthisis are less by one-half. In 1850 the death- 
rate from small-pox was z 6 z per million, in 1907 
the rate had fallen to zero. Scarlet fever has 
declined from 894 per million in 1855 to 92 per 
million in 1907. The only important exceptions 
to this general decrease within the last three 
decades are pneumonia, diphtheria, and cancer. 
The apparent increase in pneumonia, and much, 
if not all, the increase of cancer may, however, 
be due to changes in medical nomenclature or to 
improved medical diagnosis and certification of 
causes of death. 

Occiipatdonal Mortality,^ A comparison of the 
mortality of men engaged in different: occupa- 
tions shows; that clergymen, gardeners^ game- 
keepers and farmers enjoy the longest lives, 
while general labourers, tin-miners, coster- 
rnongerkand publicans have the shortest. 

ZfoMSi'nf7.-“The following interesting ’ figures 
show for every 100 persons in the population of 
England and Wales in 1891 and 1901 the percentage 
living in the different classes of tenement 

Bersons living ill— 

XS9I. IQOI. 

One room tenements,.... a*a x'-6 

Two „ 8*3 6*6 

Three ,, ..ii-i 9'a 

Eour ,, 23*5 21 ‘9 

Eive rooms and over .....54-9 6o'i 

As regards overcrowding, some improvement 
occurred in the ten years, since while in xSgx 
ix‘2 per cent, of the population lived in over- 
crowded tenements, in 1901 the proportion had 
fallen to 8*2 per cent. Ko complete information 
exists as to what has been done to remedy the 
evils of overcrowding ; but as illustrating the 
increased activity of local authorities it appears 
tliat in 1907 the sanitary authorities in London 
and six provincial towns were housing twelve 
times the number of people they did twelve 
years earlier, and were receiving about fifteen 
times the rents they derived in 1895. 

Public Medical Sennce.—'rhe development of 
the hospital .service in England and Wales as a 
whole, and in London in jjarticular, may be 
illustrated liythe percentage proportion of the 
total deaths in the coinmimity which occur in 
institutions for the sick and diseased. This 
proportion, and therefore the extent to which 
recourse is had to these institutions, has more 
than doubled in England and Wales since 1871. 
Ill that year it ’vvas 9*0, while in 1906 it had risen 
to x8'2. In London at the present time more 
than one-third (42 iier cent.) of all deaths take 
place in institutions. 

lil.-OOClJPATIONS, WADES AND DNEM- 
PLOYMEMT. 

Period of Working Life.— -It is found, if the 
occupied population is analysed into its com- 
ponent age-groups at successive census dates, 
that the proportion of young persons engaged in 
occupations on the one hand, and that of persons 
over 6 $ years on the other, are decreasing.. In 
the case of young children there has been a per- 
sistent decrease in the numbers employed during 
the piist half-century, which may be attributed 
largely to the operation of the Eactory Acts and of 
the Education Acts, which have limited the age of 
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employment^. of young children, and have raised 
the age of compulsory school-attendance. The 
percentage of boys between the ages (10-15) in 
employment decreased from 36 in 1851 to 21*9 
in £901, and in the case of girls from £9-9 to 12*0. 

Principal Occupations. — The^ remarkable 
changes which have taken place in the occupa- 
tions of tlie people since 1851 can he seen from 
the following table showing for the United 
Kingdom the numbers occupied in the principal 
occupations:— 


Building 

1851. 

. 508,634 

. TCor. 
1,124,387 

Mining and quarrying . 

372,481 

906,34* 

Metal, engineering and 
shipbuilding 

504,968 

1)43S>835 

Textile 

i,67X,68x 

1,301,685 

Tailoring, boot and 


shoe 

504,072 

599»409 

Eemale domestic ser- 
vice 

1,093,870 

1,641,154 

Agriculture 

3»347»998 ■ 

2:063=593 


It will been that the building, mining, and 
engineering trades show a marked increase, 
while agriculture exhibits an equally marked 
decline. But concurrently with the decline in 
agricultm-al labour there has been a rise in agri- 
cultural wages. Eor example, the average rate 
of %veekly wages on 69 farms in 1907 was 14s. Sd., 
as compared with 9<s*. sJ/od. ill 1850. 

Wages ami Prices . — Turning to general wages 
and prices, the following intei*esting figures may 
be given, showing the course of wages since 1850, 
together with the average wholesale prices of a 
large number of the principal articles in daily 
use. Tiie number xoo, representing the values 
in X850, is taken as the standard 


1850 ............... 

Wages. 

Priees, 


100*0 

i86o 


128*6 

1876 


124 *7 

1880... 


114*3 

1890.... 


93 -S 

1900 


97*4 

*905 


93 *S 

iqo6 


100*0 

W...... 


* 03*5 


The net result of the successive changes in the 
rate of general wages is an apparent increase of 
over 80 per cent, in the average rate between 
1850 and 1907. But the comparison of single 
years cannot properly be pressed to support 
this inference. Comparison can only be drawn 
between averages calculated over a course of 
years, and on this basis it appears that the 
average fate of wages in 1900-7 w’^as to the 
average rate in X860-7 as 140 to 100; in other 
words, wages have risen in the 40 years by 
approximately 40 per cent. ^Similarly, a com- 
parison of the average of prices in the two periods 
x8so-6o and X897-1907 shows that the general 
level ;of prices was about ^ per cent, lower in 
the latter than in the earlier period. The two 
sets of figiu'es afford a rough indication of the 
fact that while the bare rate of money wages 
has increased, the real increase is materially 
greater when the purchasing power of money, 
as measured by the average price, is taken into 
account. The prices do not fully represent the 
changes in the cost of living, since they do not 
include the item of rent. Bents have jirobably, 
on an average, risen since 1850, but there are no 
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reliable data for ascertaining the extent of the 
increase. I 

Ummployment,-~lti the absence of precise in- 1 
formation as to the actual amount of unemploy- 
ment now and fifty years ago, recourse caii only 
be made to the statistics compiled; from returns 
made by a number of trade unions representing 
a variety of industries. Since i860 it appears I 
there have been altogether seven periods of de- ! 
pression, the culminating points in which may 
be taken as falling in the years i86a, 1868, 1879, 
1886, 1893-4, ^904) fl-^d 1908. The periods in 
which employment was comparatively good 
for several years together were 1870-6 and 
189S-1902. 

With regard to recent years, the unemploj’'- 
ment statistics which have been obtained from 
the distress committees may be considered as 
complementary to the trade union figures. The 
average number of unemployed persons who 
applied to the committees in Great Britain in 
the three years 1906-8 was 106,924, representing 
1*4 per cent, of the occupied population. In 
England and Wales the numbers of applicants in 
the three years 1905-6, 1906-7 and 1907-8 were 
110,835, 87,001, and 90,057 respectively, while 
inclutled m the figures for the last two years are 
25,i<H and 30,257 applicants who renewed their 
applications in successive years, representing 
28*9 per cent, and 33-6 per cent, respectively. 
As to the work done by labour exchanges, it 
appears that in 1907-8 the London labour ex- 
changes received ana registered 116,034 persons, 
and found permanent or temporary employment 
with private employers for 22,096 of these. 

IV.— THE POOR LAW AHD PAUPERISM. 

Tolmne of Pauperism.— It appears that 
2,076,316 persons, exclusive of lunatics in asylums 
and casual or vagrant poor, received poor relief 
in the United Kingdom in the course of a year 
(1906-7), representing 47*1 per 1,000 of the popu- 
lation. But of this total no less than 9x8,010, 
or 44*2 per cent., represented what were in fact 
permanent paupers, i.e.y persons who had been 
chargeable for periods amounting in the year to 
six months or over. In relation to the population, 
this figure represented a rate of 20 *8 per 1,000. 

Course of Paufterism .. — Statistics as to the 
number of paupers relieved during certain 
periods have only been collected at rare intervals, 
and for the purpose of a comparison over a 
series of years it is necessary to take the figures 
of average daily pauperism. Taking the figm'es 
for England and Vv^ales, the ratio of the average 
number of persons in receipt of poor relief, 
exclusive of the special classes above referred to, 
was approximately 56*5 in every x, 000 of the 
population in 1850, while in 1908 the ratio was 
only 22*1 per 1,000 of the population. The 
average number of poor relieved in 1850 was 
approximately 992,000, and in 1908, 772,000. In 
London the average daily number receiving poor 
relief in 1850 is estimated to have been approxi- 
mately 105,000, or 45 '9 in' every x,ooo of the 
populatioti ; in 1908 the average was 1x6,000, an 
actually higher number, but, owing to the 
growth of population, equivalent to only 24*4 
per 1,000. 

Methods of Relief— Comidevmg the changes in 
the methods of relief, it appears that in England 
and Wales, as a whole, indoor relief— a term 
which embraces relief in all institutions except 
lunatic asylums— lias since 1850 grown with the 
growth of population from 6*5 to 6*8 per 1,000, 


while the number of outdoor paupers, in rela- 
I tion to population, has decreased by nearly 
70 per cent.— from 50*0 to 15*3 per 1,000. In 
: London, indoor paupers have increased from 
Ip *5 to 14 *7 per 1,000 of the population, while the 
outdoor poor have decreased from 35 ’4 to 9*7 
I per 1,000. 

Components of Pctwjicnm.— Comparison of 
the components of pauperism on ist January, 
1908, and sixty years previously (1849) gives the 
following interesting results per 1,000 of popu- 
lation:— 

1849. 1908. 

Insane and idiot poor 0*9 3*2 

Sane poor 

(i) Aged and infirm adults 22*7 12*7 

(ii) Adults ordinarily able-bodied 13 "5 3-5 

(hi) Children 257 67 

(iv) Casual or vagrant poor o*S o’s 

Total (all classes) 63'3 a6‘6 

Apart from the two special classes of insane 
and casual poor, it is apparent that every class 
of pauper in proportion to population has de- 
clined ; the decrease being about 74 par cent, 
in the ease of children and able-bodied adults, 
and 44 per cent, in the case of the aged and infirm. 
At the present time rather more than 85 par 
cent, of the aggregate pauperism in England 
and Wales consists of children or of adults who 
receive public assistance on account of physical 
or mental disability. 

Children under the Poor Law.—Oi the 234,792 
children who were being dealt with on the 
I St January, 1908, 70,991 were under the direct 
care of the guardians, and of these the majority 
were being maintained in special institutions or 
being boarded out with foster parents. Practi- 
cally no children now receive their education in 
workhouses, except infants under three years of 
age, and special classes of children who, from 
infirmity or other causes, cannot be dealt with 
otherwise. 

Cost of Poor Law Relief . — A comparison of the 
cost of relief in England and Wales in relation 
to rateable value and population shows that the 
burden of poor relief measured by the value of 
property liable to local rates was actually lower 
in 1900-7 than in 18^0-9, while measured by 
population the cost is now nearly one-third 
higher than it was at the beginning of the period. 
The changes since 1850 may be seen from the 
following figures 

Per;5of Per head of 

Valuation. Population. 

s. d, 8, d. 


Between 1894 and 1906 the cost of relief in- 
creased 51 per cent., while rateable value and 
population increased only 28 and 15 per cent, 
respectively. 

Cost per Pauper.~~Th.e average annual cost of 
an indoor pauper in 1906-7 was about ^^^29 s-s*. 
and of an outdoor pauper xs., while in 1856-7 
the rates are estimated to have been £x6 12, v. and 
£4. x^s. respectively. It would appear that the 
changed character of the recipients of relief goes 
far to explain the increased cost of indoor relief. 
The sick and infirm need more elaborate treat- 
ment than do the able-bodied poor, and the 
relative increase of this class of poor has been 
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accompanied by provision for their accommo- 
dation in speciar wards or institutions on the 
lines demanded by the developments of medical 
and surgical practice. The special accommo- 
dation for children in separate institutions has 
also involved additional expenditure. Outdoor 
relief is now very largely limited to the class of 
aged and infirm who are permanently or quasi- 
permanently disabled, and it has thus become 
possible to grant relief on a scale more neai’ly 
• adequate than formerly. 

V.-LOCAL GOVERNMENT AND LOCAL 
TAXATION. 

Local Rates. —Tht following is a brief summary 
since 1850:— 

Per £ of Per head of 
Bates raised. Valuation. Population. 

£ ti. d. £ 8 . d. 

1850-1 9,916,000 2 II 0 II 1 

2867-8 16,503,000 3 35< 0 25 3 

2874-5 19,199,000 3 0 16 2 

1889-90 27,713,000 3 0 19 6 

2905-6 58,256,000 6 i 3 i I 14 I 

It will be seen that during the period of 
22 years, from 1867-S to 1889-90, the amount of 
rates increased by onlysd. per pound of valuation 
and by 4.9. 3d. per head of population ; whereas 
during the period from 1889-90 to 1905-6 (16 
years only) the increase amounted to zs. sd. per 
pound and to 14.9. yd. per head. The period 
under review, however, was one in which many 
important legislative measures were enacted. 
In the earlier years public health administration 
was developed and consolidated, and elementary 
education became a charge upon the local rates, 
whilst the period since 1888 is distinguished by 
the passing of the Local Government Act, 2888, 
involving the creation of county councils and 
other administrative and financial changes ; by 
the creation of parish councils and parish meet- 
ings under the Local Government Act, 1894, and 
by a further development in the charge imposed 
upon local rates in respect elementary 

education, and, finally, by a marked expansion of 
municipal trading. 

Classification of Rates.— A complete classifica- 
tion of local rates, according to the various 
purposes for which they have been raised, is not 
possible for the whole period, but particulars 
may be given for the year 1905-6, and also as to 
the increase compared with 1874-5 

1905-6 Increase 

Rates raised for purposes of millims. milUom. 

Poor law authorities : — 

Relief of the poor ioJ 4 3^ ' 

Other purposes z% x% 

County and municipal autho- 
rities y) 4 . 

Sanitary authorities : — 

London and urban districts 2 oJ 4 25^4 

Rural districts 

Elementary education autho- 
rities 9^ 

. , Total............; " sSK 39 '' 

Thus the greater part of the increase is due to 
the increased expenditure of sanitary or public 
health authorities in urban districts,land to 
elementary education in the first place, and to 
the increased cost of county and municipal 
government in the second. 

Exchequer Grants. — Rates, however, form only 
about one-half of the revenue of local authorities. 
The other half is derived from Imperial Ex- 
chequer grants and the revenue from municipal 
undertakings and other sources of income. The 
relief afforded by grants has increased to a 
marked extent in recent years. In 1867-8 only 
z^d. per of rateable value was received by 

the ratepayer from Imperial grants ; in 1887-8 
the relief represented 6-Xd., but in 1905-6 the 
amount had risen to xs. xx)id., of which xs. z^id. 
was for education. 

Local Debt.— In 1874-5 the amount of local 
debt was nearly 93 millions, representing 16,9. id. 
per pound of rateable value, or 28a. 3d. per 

head of population, while in 1905-6 the amount 
had increased to 483 millions, representing 
£z ys. yd. per pound oft rateable value, or 
j^i4 zs. lod. per head of population. The 
distribution of the debt in 1905-6 can be seen 
from the following figures 

Debt 

£ 'Pav£ot 

millions. Valuation. 

£' 8. d. 

Trading undertakings zbsK x £ ' z 

Public health 13634 0 13 s 

Education 41^ 0 41 

Poor relief 133^ 014 

Lunatic asylums xi 0 t t 

Miscellaneous 253^ 026 

Total 483 2 7 7 

By far the larger part of the increase in local- 
debt is attributable to education, trading under- 
takings, and public health. It may be pointed out 
as regards the tradingundertakings that probably 
the bulk of the capital debt belongs to under- 
takings producing a revenue which covers the 
cost of working and permits of a substantial 
contribution towards the redemption of the 
capital debt without recourse to the aid of local 
rates. Further, the capital value of the under- 
takings and other properties purchased by local 
authorities, the total of which has not been 
ascertained, must represent in the aggregate a 
very substantial set-off to the amount of their 
outstanding debt, and a large proportion of these 
assets may fairly be described as “realisable,’' 
consisting as they do of ^vorks of a permanent 
or remunerative character. 

VI.-EDII CATION AND CRIME. 

Education . — In 1870, before the Elementary 
Education Act had come into force, only 19 per 
cent, of the population between 3 and 15 were 
attending school, in 1907 the percentage had 
risen to 64. In 1865, out of every i,eoo men 
married in England and Wales, 225 could not 
sign their names, but by 1907 the number had 
fallen to 14. The improvement in the education 
of women is equally striking, since in 1865, 312 
women in every i,ogo married could not sign the 
registers, while in 1907 only 17 in 1,000 were un- 
able to do so. Scotland and Ireland show a 
similar improvement. 

. Crime . — With the growth of education there 
has been a diminution in crime. In 1857-61 the 
proportion to population of persons tried in 
England and Wales for indictable offences— a 
term embi'acing all the more serious crimes — 
was 2-66 per 1,000, as compared with 1 76, the 
avei'age for 1903-7. 


whitaiceb’s aemajtace, 1910 . 


690 


?r.f)e ®iport of ^Srittsi) OlapitaL 


Onk of tlie most sigiiiflcant developments in 
our national finance during the past tweuty-fiye 
years has been the remarkable increase in the 
amount of British .capital invested in under- 
takings outside the United Kingdom.: ■ The 
political aspects of this development will prob- 
abljf be investigated and debated very minutely 
during the ensuing year, and do not require to 
be dilated upon in this article, which concerns 
itself solely with the collection of the statistical 
data relating to the subject. It is impossible 
to state definitely and without question the pre- 
cise amount of British capital that is invested in 


various parts of the globe, but wc are able, by 
the use of the statistics at our disposal, to afford 
the political student an approximate idea of its 
growth during the past quarter of a century. 
The amount of the capital invested abroad may 
firstly be partly determined by capitalising the 
national income from Indian, Colonial, ' and 
foreign Government bonds and stocks, municipal 
stocks, and railway securities. The following 
table is based upon the return of the Commis- 
sioners of Inland llevenue, the final column 
representing the total income capitalised at 
5 per cent. 


Year. 

IncUi Govtii’muent 
stocks, loans, and 
guaranteed 
railways. 

Colonial' 

andfoi'eign 

Government 

seciiritiea. 

Colonial and 
foreign securities 
(other than 
Government) and 
Ijossessions, 
“couiK>ns,”and 
raibvsiys out of the 
U.K. other than 
those in first 
column. 

Total 

Income. 

Capital Value 
of Income 
on S per cent, 
basis. 

1886-87 

£ 

7 > 793.097 

£ 

56,343,321 

£ 

20,471,584 

■ £ 
44,508,002 

£ 

890,160,040 

1887-88 

7,973,606 

‘ *6,757^736 

22,248,029 

46,978,371 

939,567,420 

^ 1888-89 

8,036,3x0 

175388,563 

24,584,936 

49,999,808 

999,996,160 

1889-90 

7,811,310 

17,528.583 

26,970,320 

53,310,312 

1,046,204,240 

1890-91 

8,038,534 

16,608,700 

30,851,608 

55,488,832 

1,109,776,640 

1891-93 

7.784370 

14,949,017 

31,995,383 

54.728,770 

1,094,575,400 

1893-93 

7,790,643 

1553335817 

33,046,043 

55,170,502 

1,103, 4x0, 040 

1893-94 

7,856,721 

155950,233 

31 ,311 5 075 

55,1x8,029 

1,103,360,5^ 

1894-95 

8 , 031,797 

IS59275769 

29,556,692 

53,506,258 

1,070,135,160 

1,098,031,580 

1895-96 

8,019,730 

16,4x9,933 

30,461,436 

54,901,079 

1896-97 

8,065,866 

16,790,473 

31,462,629 

56,318,967 

1,126,379,340 

1897-98 

8,168,258 

175205,934 

31,265,474 

56,639,666 

1,133,793,320 

x 8^~99 

8,358,820 

18,233,439 

33 217,654 

59,700,903 

1,194,198,660 

1899-1900 

8,381,704 

18,394,390 

33,590,792 

60,266,886 

1,205,337,730 

1900-01 

8.557^639 

18,685,410 

33,078,476 

60,331,535 

1,306,630,500 

XgoX-OZ 

8,880,908 

19,245,888 

34,432,683 

62 , 559,479 

1,351,189,580 

1903-03 

9 »o 48>777 

195933,643 

34,844,295 

63,828,715 

1,276,574,300 

1903-04 

8,695,939 

20,363,072 

36,906,305 

65,865,306 

1,317,306,120 

1904-05 

8,760,185 

30,880,837 

36,421,087 

66,062,109 

1,331,342,180 

1905-06 

8,863,807 

33,069,260 

42,^7,198 

73,899,265 

1,477.985,300 

1906-07 

8,768,337 

33,270,846 

48,521,033 

79,S60;1i6 

1,591, 303,330 


The foregoing figures respecting incomes are I 
nc»t, however, complete, inasmuch as there ex- 
ists a large amount of income from abroad 
v/^hieh in many cases cannot (in the absence of 
details which the taxpayer alone could furnish) 
he identified as such in the assessments. Tlie 
fact that this iinideutifled income from foreign 
countries and British Colonies is of some mag- 
nitude will be appreciated when it is considered 
that it includes the profits deiived from concerns 
(other than railways) situate abroad, but having 
their seat of direction and management in this 
coiintry—that is, mines, gasworks, waterworfe, 
tramways, ])reweries, tea and coffee. plantations, 
nitrate grounds, oil-fields, land and financial 
companies, <fcc. ; also profits from foreign and 
Colonial branches of banks, insurance companies, 
and mercantile houses in the United Kingdom *, 
and profits of all kinds arising from business done 
abroad by manufircturers, merchants, and com- 
mission agents resident in the United Kingdom. 

, Several efforts have been made to arrive at an 
esiamate of. the caxdtal which the Commissioners 
V not earmark as coming from abroad, but the 
results cannot tje regarded as conclusive, One 
( of jibe most enlightening of these investigations 


was contained in a paper read by Mr. George 
Paish at a meeting of the Statistical Society. 
He took out the income of 3,173 of tfe miscella- 
neous Colonial and foreign companies the capital 
of which has been supplied by our investors, and 
arrived at a total of nearly ;^sS,ooo,ooo, thus mak- 
ing an approximate grand total income from 
abroad of ^140,000,000, to obtain which v/c have 
invested about ^3,700.000.000 at 5 *3 per cent. The 
estimate is the best that has yet been made, but it 
cannot be regarded as final. There are admittedly 
a great many more than 3,173 miscellaneous com- 
panies operating abroad with capital provided liy 
British investors. There are hundreds of private 
joint-stock syndicates, consisting of seven, or 
more shareholders, operjiting in foreign countries 
and deriving substantial incomes the amount of 
which is not disclosed to the public. There is 
a large income derived from the shipping in- 
dustry,- Sir Kobert Giffen in 1903 estimated 
this income at ;^8o,ooo,ooo, A large income is 
also derived from the operations abroad of 
private commission and -inei"cantile houses. On 
the other hand, many of the loans issued hi this 
country are subscribed by foreigners, and it is a 
.notable fact that many millions of shares, in 
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British-owned companies operating in various 
parts of the world liave, during recent years, 
passed into tljc hands of foreigners. Mucli of 
the wealth that l}as been amassed during the 
past decade in the Argentine has been invested 
in the securities of the British-owned railways 
in that Bepublic, and it is impossible for the 
statistician to estimate accurately what propor- 
tion of the bearer sectirities of British-Owned 
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foreign companies is held l)y the British in- 
vestor and the foreigner. 

.The distribution of British capital among the 
various countries shows some interesting changes 
during the past decade. The following table 
exliibits in a condensed form the inland ileveniie 
Commissioners’ assessments on the income from 
Indian, Colonial, and foreign Government 
securities - 


A'car. 

Indian. 

Colonial. 

European. 

Asiatic. 

African. 

American, 

Total, 

1897- 98 

1898- 99 
1S99-X900 

1900- 01 

1901- 02 

1902- 03 
X903-04 
X904-0S 

1905- 06 

1906- 07 

\£^ 

8,168,258 

8,258,820 

8,281,704 

'8,567,639 

8,880,908 

9 : 048 i 777 

8,695,929 

8,760,185 

8,862,807 

8,768,237 

£ 

10,812,176 
XX, 079, 341 
11,275,965 
11,529,608 
XI, 832, 716 

X2, 869, 426 

1 i 3 iS 53,540 

3:3>9o6,6oi 

I 3 i 932)722 

'£ 

1,563,344 

*,675,4x7 

1,589,960 

1,613,04a 

1,552,083 1 

1,486, 178 

*,435,232 

1,324,476 

1,307,106 

*,467,855 

£ 

728,595 

1,003,911 
1,226,803 
*, 333 , *00 
1,304,208 

*,324,585 

*,445,560 

1,651,687 

2,454,268 

2 , 5 * 6,593 

691,360 

703,621 

736,43s 

655,477 
631,003 
620,558 
579 , 33 * 
574,054 
54 *, 986 

5 * 0,749 

£ 

3 , 4 * 0,459 

3 , 77 *, *39 
3,465,227 
3 , 554 , *83 
3,925,878 

4 , *34,768 

; 3,933,523 

I 3,777,080 

1 3,859,299 
3,842,927 

£ 

25 , 374 , *92 
26,492,249 
26,676,094 
27,253,049 

1 28,126,796 
28,984.420 
28,959,001 
' 29,641,022 
! 30,932,067 
31,039,083 


It will be seen that whilst there has been a 
tendency for our investments in European 
securities to decline there has been a substantial 
increase in the Colonial section, probably the 
result of the great development of Canada. 
Investments in India and America have been 
almost stationary. Taking India, the Colonies, 
and Africa as “British possessions” and the 
remainder as foreign countries, and capitalising 
the income at 5 per cent., we arrive at the 
following distribution : — British imsessions, 
^^464,234, 160 ; foreign countries, :jCis6,s47,soo ; 
total, x 62 o ,78 i ,66 o . Of the total investment of 
British capital abroad, three-fourths is in British 
possessions and one-fourtli in foreign countries. 
'J!he large amount of British capital sent abroad 
is, therefore, mainly in connection with the 
development of Canada, Australia, and our other 


possessions ; and as the investment of capital in 
‘foreign countries has been almost stationary, it 
is fair to assimie that as our . Colonies become 
possessed of . capital as a result of their own 
savings, the total amount of British capital 
invested outside the United Kingdom is likely 
either to diminish or to bear a lower rate of 
interest, llie primary object of the investment 
abroad of British capital is either to obtain a 
greater rate of interest than can be secured at 
home,, or to obtain greater equilibilum and 
stability of capital by its geographical distribu- 
tion over the worltl’s surface. 

An examination of the issues of capital during 
the 7a weeks from ist «Tuly, 1908, to xsth K^ovem- 
ber, 1909, discloses an average public issue 
during that period of over three millions sterling 
per week. The figures are as follow.s 


Country. 

Amount of 
Capital issued. 

Country. 

Amount of 
Capital issucfl. 

Country. 

Amount of 
CaiJital issued. 

Austi’alasia 

British E. Africa 
British H. Borneo 

Canada 

Gold Coast 

India 

.Tamaica ' 

Malta i 

South Africa i 

Southern ^Nigeria 
Straits Settlemts. 
Cnenumerated ... 

£ 

*3,744,000 

20,000 

1.165.000 

45.041.000 

1.307.000 

15.416.000 

1 424,000 

125.000 
*3,853,000 

113.000 

2.939.000 
5x0,000 

Argentina 

Brazil 

Chili 

China 

Cuba 

Denmark 

Dutch E . WMndies 

Ecuador 

Egypt 

Finland 

France 

Japan 

£ 

28.875.000 

16.970.000 

4 » *39 >000 

3.190.000 

1.150.000 

1.032.000 

654.000 

416.000 

769.000 

2.263.000 

349.000 
7 > 393 »ooo 

Mexico. 

Netherlands 

Nicaragua ......... 

Norway 

Persia 

Philippines 

llussia 

Sweden 

Turkey ' 

United States ...' 
Unemimerated ... 

Total foreign 
j coiintnes 

£ . 

12.909.000 

125.000 
460,00a 
536,00a 

1,200,000 

1.819.000 

10.303.000 

881.000 

3.184.000 
21,000,000 

2.205.000 


;[£‘ i 21,822,000 

5^94, 657, 000 

Grand Total ^£^216,479,900 


Allowance must be made in these figures for 
the capital which, although offered for issue, 
was not subscribed, but this amount would be 
offset by. the issues of capital negotiated privately. 
In drawing inferences from the statistics set out 
in this article, it should be borne in mind that 


the greater part of the capital does not, of course, 
pass out of this country in specie, but takes the 
form of manufactured goods, &c. ; althou-gh it is, 
unfortunately, not possible to state liie pro- 
portions pf capital exported in specie and in 
goods.. HEliBEllT H. BASSETT, F.s.s. 
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Arranged in order that the men who are 
directing the newspapers of the Imperial 
Dominions might discuss with their colleagues of 
the Mother Country subjects of Imperial and 
newspaper interest, the Imperial Press Con- 
ference, which met in London in June of last 
year, attained a much greater significance from 
the very first gathering. While dealing with 
questions of importance only to newspapers, the 
Conference developed into a striking plea for 
unity and co-operation in the matter of the 
defence of the Empire ; and the delegates, who 
came from every part of the King’s Dominions, 
and represented all shades of opinion, combined 
with the statesmen of Great Britain in an appeal 
to keep the (piestions of the Army and the Navy 
free from all traces of partisanship and to place 
the safety of the Empire above every other 
consideration. The Conference presented the 
delegates with the opportunity of learning at 
first liand the views of Ministers and leading 
men in this country on important topics, and 
nearly every prominent man took part in the 
discussions, which were made the occasion of 
many noteworthy utterances. 

The delegates numbered close on sixty, repre- 
senting the most intluential journals in Canada, 
Australia, New Zealand, South Africa, India, and 
the West Indies. The majority were editors, 
but among them were a few proprietors and 
managers. The doyen of the party was Sir Hugh 
Graham, the proprietor of the Montreal Star; 
and the most noteworthy of his fellow visitors, 
to mention only a few, were Mr. J. S. Brieriey 
(Montreal Herald), Mr. J. A. Macdonald 
(Toronto Globe), the Hon. Surendranath Baner- 
jee (Calcutta Dailn yeivu), Mr. Stanley Heed 
(the Bengalee, Calcutta), Mr. F. W. Ward 
‘ (Sydney JDaily Telegraph), Mr. It. Kyffin-Thomas 
(Adelaide Register), Mr. Philipson Stow (South 
African Hetvs, Capetown), Mr. Maitland Park 
(Cape Times, Capetown), and Dr. F. V. Engelen- 
burg (the Volksteni, Pretoria). 

The keynote of the proceedings was struck by 
Lord Kosebery at the first gathering in connec- 
tion with the Conference— -a banquet given in 
honour of the Oversea Delegates by the Press of 
the United Kingdom. In offering the visitors a 
“ Welcome Home,” Lord Kosebery said the most 
vital topic which they had to discuss was that 
of Imperial Defence. Alluding to the condition 
of things ill Europe as peaceful, yet menacing, 
he said: “All forbodes peace; and yet at the 
same time, combined with this total absence of 
all (piestions of friction, there never was in the 
liistory of the world so threatening and so over- 
powerijig a preparation for war.” Without any 
tangible reason, they saw the nations preparing 
new armaments upon the sea, as if for some great 
Armageddon. “We live,” he continued, “in 
the midst of a silent wariare in which not a drop 
of blood is shed in anger, but only the last drop 
is extricated from the living body by the lancets 
of the European statesmen.” When he saw “ this 
bursting out of navies everywhere,” he began 
to feel uneasy as to the outcome, and to wonder 
where it would stop, or if it was nearly going to 
bring back Europe into a state of barbarism, 
or whether it would cause a catastrophe, in 
which the w'orldiig men of the world would say, 
“We will have no more of this madness, this 
foolery ; which is grinding us to powder.” We 
could and would build Dreadnou^httt as long as 
we had a shilling to spend on them or a man to 
put into them, but he was not sure that even 
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that would be enough, and he thought it might 
be the duty of the delegates to take back to their 
own Dominions across the seas this message and 
this impression, “that some personal duty and 
responsibility for national defence rests on every 
man and citizen.” ‘ ‘ Tell your people,” his lord- 
ship went on, “the deplorable way in which 
Europe is lapsing into militarism, and the pres- 
sure which is put upon this little island to 
defend its liberties. But take this message als<?> 
back with you, that the old country is right at 
heart; that there is no failing or weakness in 
her ; and that she rejoices in renewing her youth 
in her giant Dominions beyond the seas.” 

The high level initiated by Lord Kosebery was 
continued at the discussions on “ The Kress and 
the Empire,” to which the chief time of the 
Conference was devoted. At the first session on 
this subject, Mr. McKenna, the First Lord of 
the Admiralty, said the great strategic problem 
that confronted the country was to keep the 
highway of the sea open. They at home recog- 
nised that in the development of the naval idea 
ill every Dominion, it was essential that the 
mainspring should come from the Dominion 
itself. The Home Government would assist in 
every way in its power, and in the long run every 
Dominion would come to the same conclusion— 
that the naval problem of defence was one and 
the same in the whole world, and that the main- 
tenance of supremacy at sea meant the main- 
tenance of supremacy in all seas alike. Sir 
Edward Grey, Secretary of State for Foreign 
Affairs, who followed, defined the foreign policy 
of Great Britain as being to keep what we have 
got, to consolidate and develop it, to quarrel as 
little as possible, and to uphold in the councils I 
of the world, by supremacy, those ideals by 
which we set store. He endorsed every word ' 
that Lord Kosebery had said regarding the 
gravity of the European situation. They were 
not in stormy weather in foreign politics at the 
present moment, he declared, but the excessive 
expenditure on armaments made the weather 
sultry. Lord Cromer urged that one of the 
greatest Imperial problems that had to be faced 
was the government of the huge Oriental com- 
munities under the British Crown. Mr. Balfour, 
presiding over a further session on the same 
topic, expressed the belief that serious menace 
to the position of the Imperial Dominions was 
quite impossible so long as Great Britain retained 
maritime supremacy. If the fate of the Empire 
depended upon fleet superiority, that suptriority 
must, he said, be shown in home waters. The 
German Ocean, the Channel, possibly the Medi- 
terranean— these, in his opinion, were the 
theatres on which, if there was to be an Arma- 
geddon, it would take place. He expressed his 
concurrence with the views of Lord Kosebery 
and Sir Edward Grey as to the gravity of the 
situation, though he deprecated panic and was 
confident that the national spirit would be equal 
to anything it might be called upon to face. 
Continuing the flow of unanimity, Mr. Haldane, 
the Secretaiy of State for Wai^ expressed his 
entire agreement with everything Mr. Balfour 
had said. Dealing with the military side of the 
question, he said it was necessary to have an 
army of a kind which no other Powder required— 
an army for oversea work. Mr. Haldane luit 
forward the idea of an Imperial military general 
staff, and suggested that it might carry with it 
in the end the conception also of an Imperial 
naval general staff. At another session, Lord 
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Gharles Beresford said the fleet gave ao indica- 
tion whatever of the country’s preparations for 
war. He loathed warj he said, but if we were 
properly prepared we Should have no war. The 
country’s defence should he one that could be 
instantly turned into an attack. During the 
discussions, a resolution was moved by a Colonial 
delegate confirniiiig the urgent necessity of 
placing the defence of the Empire on the surest 
ufoundation, and expressing the view that to that 
end it was essential that in each of the self- 
governing- Dominions systematic and universal 
training of the male population should be 
strenuously advocated. An attempt was made 
to include Oreat Britain in the motion, but 
eventually the whole resolution was withdrawn, 
and in the end no action in this direction was 
taken. 

A subject of equal importance to the delegates 
and the journals they represented was that of 
“ Cable News and Inter-Press Communications,” 
which was discussed at some length, and which 
resulted in valuable concessions being made by 
the organisations concerned. The Earl of 
Crewe, Secretary of State for the Colonies, pre- 
sided over the first session that dealt with the 
matter, which he described as of supreme im- 
portance, because, although there were countless 
prescriptions for bringing the various parts of 
the Empire nearer together, easy and cheap 
communication lay behind them all. What the 
Empire needed especially, he said, was an 
increase of intimacy. It was extremely diflicult 
at present for really accurate accounts of what 
was said and done, either in the home country 
or overseas, to be reported at once all over the 
Empire. He assured the Conference that on 
the question of cable development the attitude 
of the Imperial Government was thoroughly 
sympathetic. A resolution was adopted to the 
effect that the Conference regarded it as of 
paramount importance that telegraphic facilities 
with the various parts of the Empire should be 
cheapened and improved so as to ensure a 
fuller inter-communication than existed at 
present. A committee was appointed to study 
the question of an Imperial news service and to 
take measures to secme a reduction in the rates 
of tmnsmission, and that committee adopted a 
motion urging the desirability of establishing a 
eliain of wireless telegraph stations between all 
British countries, which they considered neces- 
sai*y both for the cheapening of electric inter- 
communications and for the safety of the 
mercantile marine. The chairman, the Hon. 
Harry Lawson, made the welcome announce- 
ment that the Pacific Cable Board had agreed to 
reduce their charges for Press messages to one 
half, and that the New Zealand Government 
would do the same in regard to their terminal 
charge. He added that he had reason to 
believe that the Government of the Common- 
wealth of Australia would follow suit. Mr.* 
]Marconi foreshadowed a reduction in the Press 
rates charged by his company, and a resolution 
favouring State-owned elective communication 
was passed. The reduced rates of the Pacific 
Board and of the Australian Government took 
effect on August * last, as did similar conces- 
sions granted by the Eastern Companies between 
Great Britain and Australasia. By agreement 
with the British and South African Administra- 
tions, the tariff for Press telegrams exchanged 
between Great Britain and South Africa was 
also reduced from the same date. The Con- 

ference appointed a deputation to interview 
the Pi'iine Minister on the subject, and, in reply 
to this, Mr. Asquith declared that towards the 
reduction of cable rates, and especially of those 
for Press messages, the attitude of the Govern- 
ment was entii’ely sympathetic. Their influ- 
ence would be used towards the reduction of 
rates, but it must he recognised, he said, that 
the cable companies had provided a world-wide 
system of enormous value, and that they were 
commercial companies. He was glad that the 
Conference had left the Government an abso- 
lutely free hand in regard to methods, because 
the development of wireless telegraphy was a 
matter they could not leave out of sight. 

Another interesting discussion arose during 
the consideration of “Literature in its relation 
to Jornmalism.” Lord Morley gave a scholarly 
address, declaring that the improvement in 
joimnalism had in his time been enormous, and 
expressing the view that it was continuing. He 
put a question to the delegates as to whether 
they considered that the influence of the Press, 
overseas and at home, was systematically and 
perseveringly used on behalf of peace among the 
nations. 

The delegates had to undergo a round of 
brilliant functions during the time that was not 
occupied with the actual business. Foremost 
among the series was a garden party given by 
the Prince of Wales at Marlborough House, at 
which the visitors were presented to the King. 
The Government did a considerable share to- 
wards their entertainment. In addition to an 
official banquet, at which Lord Crewe presided, 
and which the Prime Minister attended, the 
delegates were taken down to Spithead, where 
they reviewed the Home and Atlantic Fleets, 
and were treated to an attack upon tlie Bread- 
mught by torpedoes and submarines, and to a 
mimic invasion of Whale Island ; while a 
visit to Aldershot to witness field day operations 
in which foui’teen thousand troops took part 
followed. Innumerable other banquets, such as 
a luncheon at the House of Commons— where the 
Speaker presided over a notable gathering of 
members of both Houses who had been con- 
nected with jonrualisin— and a similar function 
at the Mansion House, gave the visitors but 
little time to devote to private engagements. 

Dming the Conference, the guests were taken 
, to a number of the principal provincial centres 
‘ in England and Scotland, and were shown the 

1 main industrial features, and in many cases civic 
welcomes were accorded the delegates. In every 
conceivable way the Imperial representatives 
had brought home to them the varied interests 
and activity of the Old Country. Tbe Conference 
not only illustrated to the representatives of the 
Dominions Beyond the Seas the might of Great 
Britain in a way that could not xmeviously have 
been even slightly realised by the visitors, but 
revealed the necessity, and strengthened the 
possibility, of complete unity of feeling through- 
out the Empire. Before the delegates finally 
departed for their homes, the foundations were 
laid of an Empire Press Dnion, with headquarters 
in London and branch committees in the Over- 
seas Dominions, to secure a permanent oversight 
of questions affecting cable service and chaises 
to the Press of Great and Greater Britain, It 
was also decided to hold periodical Press Con- 
ferences in different parts of the Empire, and an 
invitation was received to hold the next gather- 
ing in Winnipeg in 19x2. 
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The Royal Commission on the Poor Laws 
and Relief of Distress, which was appointed in 
December, 1905, to inquire (i) into the working 
of the laws relating to the relief of. poor persons 
in the United Kingdom, and (2) into the various 
means which have been adopted outside of the 
Poor Laws for meeting distress arising from want 
of employment, particulaidy during the periods 
of severe industrial depression, issued their 
report relating to England and Wales in the 
early part of last year. The volume consists of a 
report comprising 64s pages, which is signed 
by the chairman, Lord George Hamilton, and 
thkteen other members of the Commission, and 
a minority report comprising 318 pages signed 
by four dissentient members. 


MAJORITY REPORT. 


Defects of Existing SustenK—Jn a review of the 
existing conditions of Poor Law administration, 
the Majority enumerate the main defects which 
their investigations had revealed. They may be 
bi'iefly summarised as follows 


(i.) The inadequacy of existing Poor Law areas to 
meet the growing needs of administration. 

'ii.) The excessive size of many boards of guardians, 
^iii.) The absence of any general interest in Poor 
Law work and Poor Law elections. 

(iv.) The lack of intelligent uniformity in the appli- 
cation of principles and in general administration. 

(v.) The want of proper investigation and dis- 
crimination in dealing with applicants. 

{vi.j The tendency in many cases to give outdoor 
I'eiiei without plan or purpose. 

(viiv)' The unsuitability of the general workhouse 
as a te.st or deterrent for the able-bodied ; the aggre- 
gation in it of all classes without sufficient classihca- 
tion ; and the absence of any system of friendly and 
re.storative help. 

{viii.) The lack of co-operation hetwcoii Poor Law 
and charity. 

(ix.) The tendency of candidates to make lavi.sh 
promises t»f oixt-relief, atul of guardians to favour 
their comstitnents in its distribution. 

(x,) General failure to attract capable social workers 
and leading citizens. 

(xi.) The general rise in expenditure, not always 
accompanied by an increase of efficiency in adminis- 
tration. , ' ' ' 

(xii.) The want of sufficient control and continuity 
of policy on the part of the central authority. 


Poor Laws. They therefore recommend that the 
Public Assistance Authority should be a Statin 1 
tory Committee of the county or county borough 
council. One half of the members of the com- 
mittee may be appointed from the council, the 
other half to be appointed from ouisi<le, and to 
consist of persons experienced in local adminis- 
tration of public assistance or other cognate 
work. ^Yomen are to he eligible for appoint- 
ment. The new authority would set up and 
supervise Public Assistance Committees, main^ 
tain institutions within their area, and generally 
undertake financial responsibility for public 
assistance administration. The local com- 
mittees are to include a certain proportion of 
persons nominated by urban and rural district 
councils. As regards London certain modifica- 
tions are proposed. 

Voluntary Aid Councils and Committees . — 
Working in co-operation with the new autho- 
rities, Voluntary Aid Councils and Committees 
are to be appointed in the area of each Public 
Assistance Authority to aid persons in distress 
whose cases do not appear to lie suitable for 
■ treatment by the Puhiic Assistance Committee, 


METHODS OE ASSISTANCE. 

Institutional Jielicf.— The Commission recom- 
mend that general workhouses should he 
abolished, and that indoor relief should be given 
in separate institutions appropriate to the 
following classes of applicants : children, aged 
and infirm, sick, able-bodied men, able-bodied 
women, vagrants, and the feeble-minded and 
epileptics. Powers of removal to and detention 
ill institutions should he given to the Public 
Assistance Authority under proper safeguards. 
The treatment of inmates should be as far as 
possible curative and restorative. 

Outdoor Relief or Home — This 

should he given only after, thorough inquiry, 
except in cases of sudden and urgent necessity, 
and it should he ade(inato to meet tlie needs of 
those to whom it is given. There should he 
systematic co-operation betiveen the Puhiic 
Assistance Authorities and the recognised 


j Voluntary Aid Committees. 

I Effective steps should he taken to 

' secure that the maintenance of children in the 
v^cfieme ot itetorm. : •workhouse should no longer he recognised as a 

PUBLIC ASSISTANCE. i legitimate way of dealing with them. The Corn- 

mi n ^ i ii^ission strongly advocate the extension of 

The Onuiiiissiouers pioc^d to foimulatc ; and closer supervision of the 

proposals lor refonn,. aial to -lescnbe a new , diiiaren in receipt ul out-relief. 

TUeA(iM.-X% regards institutional relief, 
ti^e of Public .\ss,.btaui,e than by that ol Pool . accommodation and treatment should 

I be x->i‘ovided ; and as to out-relief, g];‘eater care 
NEW LOCAL AUTHO.RITIES. ; should be taken to ensure adequacy of relief. 


Puhiic Assistance Authorities and Committees. 
— ^The Majority propose to abolish existing 
boards of guardians, and to enlarge the area’ of 
administration from the union to the county or 
county borough. A neiv authority, to be knoum 
as the Public Assistance Authority, is to he 
appointed for central administration and control 
within the enlarged area, and local committees, 
to be known as Public Assistance Committees, 
are to he constituted for dealing with applica- 
tions for assistance in existing union areas. The 
Majority consider that the system of direct 
election for Poor Law purposeshas not succeeded 
in .obtaining local authorities who have an 
or ' uniform appreciation of the dif- 
tesihtes' whieh beset the administration of the 


Medical Assistance . — A general system of 
provident dispensaries should ho established, of 
which existing voluntary outdoor medical 
organisations should be invited to form an 
integral part. 


UNEMPLOYMENT. 


A review of existing conditions led tlie Com- 
missioners to the following conclusions 


(i.) We have an increased aggregation of uirskillod 
labour at our great port-s and ill certain populous 


lab< 

districts. 

(ii.) This aggregation of low-grade labour is so much 
in exce.ss of the normal local needs as to promote 
and'peipetuatc under-employment. 

(iii.) This normal condition of under-emploi'ment, 
when aggravated by periodic contraction of trade or 
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l)y iuoviiable changos iu methods of production, 
akumes such dimensions as to j-equiro special ma* 
oiiinery and organisation for its relief and treatment. 

The :Majority make the followiiig proposals 

Lahmy IfArJuiiiges.—A national system of 
labour ercchanges sliould he established and 
worked by the Board of Trade for the general 
purposes of assisting the mobility of labour 
diKl of collecting aeciiratc information as to 
uneinjdoyment. 

.HducaUnn, — 'Fhe education in elementary 
scIkjoIs should be made less literary and more 
p]-a,ctica], and boys sliould ]>e kept at seliool 
until the age of fifteen. 

HegtdaTimiion of — GoYermuent 

Departments and local and ])ul)Iic authorities 
should lie enjoined to regularise their work as 
far as possible, aud to eiideaY'our to undertake 
irregular work -vi'Iien the general demand for 
labour is slack. 

C/ism.ploymeiit J nsurance . — The estahiishraeiit 
of unemployment insurance, especially amongst 
unskilled and rmorganised labour, is of para- 
mount importance in averting distress arising 
fivun unemployment, and would ju.stify con- j 
tributions from public funds to trade and special 
provident organisations. 

Voluntary Aid and Public Assistance .. — In 
addition to preventive measures, separate but 
closely co-operating organisations must be 
established to deal with cases nob otherwise 
reached. Voluntary Aid Committees should 
give advice aud aid to the better class of 
workmen, while the Public Assistance Authority 
should assist necessitous workmen at the public 
e.xpense. The following methods of treatment 
should be available ; Home Assistance, Industrial 
and Agricultural Institutions, Labour Colonies, 
Detention Colonies, and Emigration. 

MINORITY REPORT. 

BllEAK-l’P OF THE POOR LAW. 

Transfer of Services to Existing Committees , — 
The Minority agree with the Majority in recom- 
mending the abolition of boards of guardians, and 
that the county or county borough council 
should be the unit of administration. Tliey 
differ in proposing the entire supersession of the j 
destitution authority, and the appropriate dis- 
tribution of its present functions among four 
existing committees of the councils 

The Education Committee to become respon- 
sible for the entire care of children of school 
age. 

The Health Committee to be entrusted with 
the care of the sick and permanently inca- 
pacitated, the infants under school age, and the 
aged needing institutional care. 

The Asylums Committee to have charge of the 
mentally defective of all grades and ages ; and 

The PensUrn Committee to deal with the aged 
, to xvhoni pensions are awarded. 

; Registrars of PuUh Assistance.— The Minority 
think that s'ome systematic co-or<lination within 
each local area Of all forms of public assistance, 
and, if possible, Of all assistance dispensed by 
voluntary agencies, is essential, and tliey there- 
fore recommend the appointmeiit by the county 
or comity borough couheii of ohe or, more Officers 
to be designated “ Registrars of Public .Assist- 
ance.*’ The duties of these officers, iv'ould .be to 
keep a public register of all cases in receipt 'of 


assistance, to recover charges for treatment, and 
to sanction grants of relief or home aliment. 
So fai* as institutional treatment is concerned 
the several committees would be free to provide 
the treatment they deemed most appropriate ; 
but where domiciliary treatment appeared 
desirable and it was proposed to grant home 
aliment, the committee would be re<iuired to 
submit the case for sanction to the Registi’ar of 
Public Assistance, who would he charged to 
satisfy himself that the circumstances of tlie 
family as a whole warranted the grant, and that 
the amount proposed was neither inadequate nor 
excessive. The Registrar would also maintain a 
small receiving house for the strictly temporary 
reception of cases found in need aud not yet 
dealt W'ith by the committee concerned. 


OTEMPLOVMEKT. 

Ministry of Labour. —To caiTy out their reforms 
the Minority propose a Ministry of Labour, con- 
sisting of six divisions : Rational Labour 
Exchange, I.’rade Insurance Division, Main- 
tenance and Training Division, Industrial Regu- 
lation Division, Emigration and Immigration 
Division, and the Statistical Division. 

National Labour Exchange . — A complete' 
system of public exchanges on a national basis 
should be organised. It is contemplated thereby 
that a rapidly increasing number of under- 
employed men would find themselves employed, 
with practical continuity, but there would 
remain a surplus of labour without employment 
at all. 

Absorption of Surplus .Labour.— To reduce this 
surplus the Minority, recommend (i.) that 116 
child should be employed under the age of 
fifteen, no young person under eighteen should 
be employed for more than thirty hours a week, 
and all young persons so employed should bO 
required to attend for thirty hours a week at 
suitable trade schools ; (ii.) that the hours of 
labour of railway, tramway, and omnibus 
workers should be reduced to a maximum pf 
sixty, if not to forty-eight hours a week ; alid 
(iii.) that sufiicient assistance for the support 
of their families should be given to wage-earning 
mothers, thereby removing many women from 
the labour market. 

ftegalarisation of National Demand for 
Labour.— The Government should arrange, to 
the extent of ^£^^4,000,000 annually, a Ten Years’ 
Programme of the necessary work required by 
each Department, and carry it out in slack 
times by ordinary labour at standard rates. 

Trade Xlnmn Insurance . — The Minority are 
unable to-xecommend the establishment of a 
plan of compulsory insurance against unemploy- 
ment, in view of its probable adverse effect on 
Trade I-nion membership and organisation. 
They , consider that under their proposals 
provision of out-of-work benefit would become 
liracticable over a greater range of industry than 
at present, and to encourage smdi extension they 
propose .a Government subvention to all Trade 
Xluions and other societies providing unemployed 
benefits. 

Maintenance under Training.— Fov the ulti- 
mate residuum in distress from want of employ- 
ment the Minority propose Day Training Depots 
or Residential Farm Colonies, while Dotenlidn 
Colonies of a reformatory type are suggested for 
I vagrants and the work-shy. 


WHITAKER’S ALMANACK, IQlOi 


696 


Ualuattoti 

3 ’HE Valuation (Metropolis) Act, 1869, provided 
for a valuation of all rateable property in London 
in tlie year 1870, to come into force for the col- 
lection of rates as from 6 April, iSyx, and for a 
complete re-valuation every five years. In. the 
intermediate years new properties are brought 
into rating, and increases and decreases in value, 
owing to improvements, pulling down, &c., are 
given effect to by means of provisional lists made 
from time to time. All the alterations in the 
year are brought together into a supplemental 
list at the end of the year. The quinquennial list 
with the addition of the supplemental lists form 
the valuation list in force for the purposes 
of totals, and this list with the addition of 
provisional lists forms the basis for the purpose 
of collection of the rates. A property may only 
be brought into a provisional or supple- 
mental list by reason of some cause affecting the 
value of that jjroperty in particular, and not on 
account of a general rise or fall in value in the 
locality ; this should wait for the quinquennial 
year, 

New lists will be made this year, which will 
come into force on 6 April, 19x1. The magnitude 
of the task will be realised when it is known that 
the number of assessments amounts to about 
800,000. The lists are made by the Metropolitan 
Borough Councils and the City Corporation 
acting as overseers. S’orms are sent out to all 
occupiers in February, and the information thus 
supplied, together with the lists in force, form 
the basis upon which the new lists are made. 
If any property is inserted in the list which was 
not previously assessed, or if the value of a 
hereditament is increased, notice is sent to the 
occupier. Any ratepayer is, however, entitled 
to inspect the list. 

Provision is made in the Act for objections to 
be heard and the lists to be revised by the 
Assessment Committee, who are appointed in 
most cases by the Borough Council, hut by the 
Guardians of the Poor where the tTpion is com- 
prised in more than one boroxigli area. In the 
event of the ratepayer not being satisfied with 
the final decision of the Assessment Committee, 
he can appeal to special sessions or quarter 
sessions, but this is a somewhat costly matter, 
as it necessarily involves the employment of 
solicitors and counsel. 

The County Bates Act, 1852, does not apply to 
London, but in order to promote uniformity of 
practice among the various authorities it is the 
custom of the London County Council to convene 
a Conference of rating authorities prior to each 
quinquennial re-valuation. The Conference (the 
County Council members not voting) passes 
resolutions, which, although not binding upon 
the authorities, are generally adhered to. The 
lists when made form the basis of all rates, 
as vi^ell as of Income Tax (Schedule “A”), 
Inhabited House Duty an<l Water Btite. All the 
rates are levied by the Borough Council, precepts 
being sent by the other bodies for the amounts 
which they require. 

The valuation lists give the gross value, rate- 
able value, and assessable value of each property. 
Gross value is defined in the Act as “ the annual 
rent which a tenant might reasonably be expected, 
taking one year with another, to pay for a 
hereditament, if the tenant undertook to pay 
all usual tenant’s rates and taxes and tithe com- 
mutation rent-charge, if any, and if the land- 
lord undertook to bear the cost of repairs and 


of Hontioit. 

insurance and any other expenses, if any, 
necessary to maintain the hereditament in a 
state to command such rent.” Bateable value is 
the “ gross value after deducting therefrom the 
probable annual average cost of the repairs, 
insurance, and other expenses as aforesaid.” 
The assessable value is the rateable value less 
one-half in the case of agricultural land. 

All Crown and Government property is exempt 
from rates, but the lists include the rateable^ 
value upon which the Treasury contribute in lieu 
of rates. This value, however, is in each case 
fixed by the Treasury valuer and not by the local 
authorities. There, are also other exemptions, 
the principal of which are ambassadors’ houses, 
places of public worship, public elementary 
schools not provided by the County Council, 
public parks, certain literary and scientific 
societies, underground sewers, unused land, 
and buildings in course of erection. Bail ways, 
tramways, canals, gas, water, electricity, tele- 
phone and hydraulic power undertakings are 
all included at an estimate of the rent which a 
hypothetical tenant would pay as rent. Tliis 
value is arrived at by a complicated process 
based upon the accounts of the undertaking, and 
is generally left in the hands of a skilled valuer. 
With the exceptions given above the lists in- 
clude allland and buildings in the county. In 
the table below are given the total values in the 
county at each quinquennial year from 1871. The 
increases are due to (i)new buildings, struotmal 
improvements, «&c., and (2) to a general increase 
in value apart from rebuilding. The increases 
due to the supplemental lists may be taken as 
almost entirely due to new buildings and struc- 
tural improvements, whilst after allowing for a 
similar increase in the quinquennial year the 
remainder of the increase due to the quin- 
quennial list may fairly be ascribed to a rise in 
value independent of new buildings. In the 
table below the increase in the quinquennial 
year due to rebuilding, &c. , is taken at the mean 
of that of the year before and the year after. 

Rateable Value op the Administrative 
County op London. 


Year. 

Rateable 

V.alue. 

Increase dne to 
rebuilding and 
structural 
improvements. 

Increase due to 
general rise in 
value. 


'1 

£ 

~£ 

1871 

19,963,285 



1876 

23,240,070 

1,697,872 

X, 578, 93^3 

1881 

27,629,241 

! 2,686,833 

1,703,338 

z886 

30,716,7x9 

2 , 402,593 , ! 

684,885 

xSqs 

33,004,612 

j 1,284,662 

1,003,231 

1.267,161 

1896 

35 , 793*^73 

1,521,899 
2,198,931 , 

X90X 

39,643,618 

1,651,015 

X906 

, 43,367,496 

2,522,244 ■ 

1,201, 634 

1909 

j 44,609,935 

, 1,242,439 

1 (3 years.) 

700,000 
(3 years’ cst.) 



! 15,557,473 

9,789,177 


Thus we find, allowing ;;£7oo,ooo for the increase 
in 1906-9 due to rise in value not yet brought 
into assessment, that the value of land and 
buildings in London has increased in the period 
of thirty-eight years from i^X9,963,28s to 
:i€4Sj3093935j or by no less than 127 per cent., cf 
which about 77 per cent, is due to new building, 
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rebuilding, and Kcrnctiiral improvements, while 
so per cent, is due to the general rise in values 
due to the segregation of the population ’and to 
the importance of London as the greatest city of 
tiie world. 

In the total value of forty-five millions are 
ineiuded the following £ 

Government property, about 800,000 

Property oecupied by local authorities 2,000,000 
Hail ways, tramways, gas, v/atcr, elec- 
^ tricity and hydraulic undertakings, 

telephones, .canals, docks 4,000,000 

Hospitals 

Public houses and beer houses 
Hotels and restaurants ... 


107,000 
. X, 450, 000 
. 570,000 


Theatres and music halls 188,000 

Agricultiual land i 5 ,s 44 

Tlie increase in value mentioned above is, as 
may be supposed, not spread equally over the 
whole county. It is not possible to compare the 
value of each Metropolitan Borough in xSyx with 
that at the present day, as the Boroughs were 
only constituted under the London G-overnment 
Act, 1899. In the following table, however, are 
given the value of each Metropolitan Borougli 
area in 1901, the first quinquennial year after 
the formation of these areas, the value in 1906, 
with the increase due to each of the two causes 
before referred to, and the value in 1909. 


Rateable Value op the City and each Metropolitan Borough in xgoi, X906, and 1909. 



Rateable VahAe. 

Increase 1906 over 1901, 

Rateable 

Value 

1909. 


1501. 

1906. 

Due to neAV 
buildings, etc. 

Due to rise in 
values. 

City of London 

£ 

£ 

£ 

£ 

£ 

4,817,874 

5,3x0,462 

258,670 

193,909 

5,451,836 

Battersea 

990,872 

1,056,286 

45,077 

14,337 

1,066,230 

Bermondsev 

899,968 

941,427 

28,641 

12,818 

942,125 

Bethnal Green 

516,721 

547,945 

18,0x6 

13,208 

550,139 

Camberwell 

1,254,7x7 

1,356,181 

68,909 

32,555 

1,379,700 

Chelsea 

799,271 

886,506 

52,229 

35,006 

936,2x2 

Deptford 

591 >233 

635,706 

26,891 

17,583 

645,798 

Finsbuiv 

C51,0Q2 

X; 022,302 

38,544 

32,666 

1.038,598 

Fulham 

738,959 

880,981 

118,423 

23,599 

907,039 

Greenwich 

568,390 

643,406 

36,189 

38,827 

673,159 

Hackney 

1,157,787 

1,213,368 

44,263 

11,318 

1,234,619 

.Haiiimersmith 

666,293 

797,310 

97,277 

33,740 

833,979 

Hampstead 

938,542 

1,067,071 

117,626 

11,903 

1,10^,465 

Holborn 

9ix,ssi 

1,035,808 

72,606 

51,651 

1,075,0x2 

Islington 

1,903,555 

1,928:842 

50,694 

— 25,407 

1,951,173 

Kensington 

2,2x5,906 

2,359,136 

105,027 

38,203 

2,429,954 

Lambeth 

1,857,734 

1,945,583 

59,975 

27,874 

1,961,501 

LeAvisham 

841,027 

1,031,644 

176,463 

14,154 

1,089,195 

Paddington 

1 , 443,710 

1,528,543 

47,480 

37,353 

1,544,348 

Poivlar 

781,053 

837,317 

40,231 

16,033 

837,987 

St. Marylebone 

679, 239 

1,903,773 

100,977 

123,557 

1,967,692 

h>t. Paneras 

1,798,009 

1,790,731 

9,831 

— 17,109 

1,801,604 

Shoreditch 

767,157 

802,784 

22,452 

13,17s 

8 x 1,544 

Southwark 

1,234,108 

1,289,902 

48,702 

7,092 

1,309,492 

1,498,9x7 

Stepney 

1,391,440 

1,496,562 

54,656 

50,466 

Htoke Newington 

343^,483 

352,773 

10,2x8 

1,072 

355,046 

Waiidswortli 

1,520,386 

1,934,332 

358,176 

55,770 

■ :■ 2,103,112 

Westminster (Citv) 

I 5,392,803 

5,963,254 

250,289 

320,162 

6,271,188 

Woolwich .' 

626,301 

767,527 

123,926 

17,300 

796,235 

Inner Temple 

' 25,147 

25,377 

— 153 

283 

25,243 

Middle Temple 

15,391 

14,757 

— 70 

■— 464 

14,792 

Administrative County) 
of London i 

;C 39 , 643 ,' 5 x 8 

i 

^£43,367, 496 

;^2, 522,244 

1,201, 634 

1 .£44,609,935 


I SAVINGS BANKS AND 

I ^^amnriit Bivuhd.~li appears that in the United 
I ICiugdem the deposits per head of population 
; m’c now live times as much as they were in 1850. 

: 'I'he figures may he set out in detail : — 


I >eposits 
iniUicns. 

1850 29 

1870 “ 53 

*890 xi7^^ 

2907 232 ;Uj 


Per head of 
IVvpulation. 
£ s, d. 

X X o 

X 13 IX 

327 
S 5 5 


FPvIBNDLY SOCIETIES. 

Fneiidly Societies. —At the same time the 
accumulated funds of friendly societies and 
trade unions show remarkable increases in recent 
years. In 1877 the funds of all friendly societies 
amounted to over 14 millions, in xgos they had. 
increased to over 52 millions. The funds held 
by the three most important groups of societies 
were 

1 ^ 7 . X905. 

Ordinary Friendly Societies 5,2x1,032 18,056,640 
■Branches of Begistered Orders 7,752,050 23,888,491 
Collecting Friendly Societies 1,172,363 8,469,7^ 
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The CliiUlren Act, 1908 has ])een aptly styled 
“The Uhildreii's Oiiarfcor,” and the appi'opvi* 
uteness of this title will be readily realised when 
it is 3tate<l that the Act atfects and consolidates 
ihe law relating to children from practically all 
points except those of education and the poor 
law. jS"© fewer than ai existing Acts and large 
portions of 17 others are repealed, the main pro- 
visions being re-enacted, but in an improved and 
strengthened form. The reception of the Bill by 
all parties in Parliament was most gratifying in 
these days of strong party politics, and showed 
that a measure of this character was urgently 
needed. 

The Act is divided itito six parts, dealing with 
the subjects mentioned below. Tlie major i)urt 
of the Act came into operation on ist April, 1909, 
but the pjarb relating to “places of detention ” 
and special courts for children is operative gene- 
rally from xst January, 1910 only ; — 

Part I.— Infant life i>rotectiou. 

,, II.— Prevention of cruelty to children 
an<l young persons. 

„ III.— Juvenile snioldng. 

„ IV.— lieformatory and industrial schools. 
,, V.— Juvenile offenders. 

„ VI.— ^Miscellaneous and general. 

Part I.— Infant Life Protection. 

Any person who undertakes for reward the 
nursing and maintenance of one or more 
cliildren under the age of 7 years, ai)art from 
their x>arent3, must, within forty-eight hours of 
the reception of the child, give notice thereof 
to the local authority. The local authority 
may lix the number of infants under 7 years 
of age which may ]>e kept in any house in 
resimet of which notice is required. Notice 
must also l>e given if the ]>ei'son moves, or if 
the cliild dies, or is removed to another addrc.ss. 
In the event of the death of the infant the 
person having its custody must give notice to the 
coroner within twenty-four hours, and an inquest 
must be held unless a <luly qualiSed medical 
practitioner certifies the cause of death, and 
that he has attended the child during its last 
illucss, and the coroner is satisfied that no 
inquest is necessai\y. 

'The local authority has to appoint inspectors 
to inahe enquiries as to whether tliero arc any 
persons in their district receiving children, and 
also infant protection visitors, whose duty it is 
to visit the liremises where infants are kept, and 
to satisfy tlKcuselves us to the proper nursing 
ami msuiitoiianco of tlic infants, and to give, advice 
and direcUofas where nece.ssary. The autlnu-ity 
may avail itself of tlic service of philanthropic 
societies or other agencies in, coiiuectiou with 
the duties <ff’ inspection, 

(.'ertain per.soiis are precluded from taking the 
charge of such infants except with tlie written 
sanction of the local authority, Hz . : — 

(a) Any person from whose care any infant has 
been removed under this Act or the Infant Life 
Proiection Act (rf 1897. 

(h) In any premises from which an infant has 
heen removed under these Acts by reason of the 
premises being dangerous or in.«anitary, 

(<;) By any person convicted of an offence under 
the second part of this Act or the Cruelty to 
. Children Act X904. 

I Xu, the event of any infant being kept contrary 
; to this part of the Act, or in overcrowded, dan- 
, gerousbr insanitary premises, or fey any person 
j unfit to have care of it by reason of negligence, 


ignorance, inebriety, immoirilUy, rimiiin.'il coo- 
duct, jov siHulav cause, the visitur.s or constuble-i 
arc empowered with an order fi’om the ju.'^tiee.r: ^ 
or local authority to remove the infant to a place ‘ 
of safety until it can bo restored to its relative.^ 
or otherwise laivfiilly disposed of. 

Tlic person liavin.g charge of an infant in 
respect of which notice is required Ls deemed to 
have no interest in the child’s life for the pur- 
pose of the Life Insurance Amt, 1774, and if hp , 
attempts to insure the life of such infant, or if ' 
a company or person knowingly isbiics or ' 
attempts to procure the issue of such a policy, 
they are guilty of an offence uinler the Act. 

'I’liis part of the Act does not apply to any 
relatives or legal guardians of the chUd nr tb 
any hospital or other in.stitution conducted in 
good faith. The term relative.s mcan.s grund- 
pareut, brother, sister, undo or aunt ))y con- 
sanguinity or affinity, and in the ease of 
illegitimate children such })ersoiis as would bc 
.«o related if the chihl ivcre legitimate. 

Persons guilty of ott‘ence.s undei* this part of 
the Act are subject on summary conviction to 
imprisonment for a term not exeee<ling six 
months or to a fine not exceeding and also, 
where proper notice was nob given, to forfeiture 
of any lump sum received, the latter to lie 
applieil for the benefit of the cliild under the 
direction of the Court. 

The local authorities for this part of tlie Act 
are the City of London Corporation, the London 
County Council, and outside the ^letropolis tlie 
Poor Law Guardians. 

P.iKT II.— PKEVENTION of CjtrEI.TY TO 
Children and Vouno Prksons, 

'This part of the Act relates to offem-es against 
children under 14 ycro'.s uf age and young per.-ioti.s 
between 14 and 16. 'i'he Iccal ivnthi>ritie.s ibr 
.admini.stering this i>art of the Act are the Poor 
Law (Jn;u‘di.aii.s, and in London the (’ity Corpora- 
tion and tlic^County Counci] are given (-(nicur- 
rent power, s. 

The Act provides for a penalty of or .six 
months’ imprisouraeut, with or without hard 
labour, in the case of any person over 16 year.s of 
age ivbo ha.s tlie cu.stody, charge or care of a 
child or young person and wilfully as.saults, ill- 
treafc.s, neglects, abandons, or exposes .such per- 
son or causc‘.s sr:ch person to lie so treated in a 
manner likely to cause unneces.sary .suffering or 
injury !«> health. If tlie person convicted, is 
interested in an insurance polity on the life of 
the child or young person the penalty may )>e 
increased to £200 or five yeav.s’ penal servitude. 
Other oft'encc,s provided for are using the child 
or young person for purposes of begging, and 
causing or encouraging the setiuction or pro.sti- 
tution of girls under x6 years of age. 

There arc also some new provisions of a very 
important character. To meet the increa.sirig 
evil of deaths of infants from overlying, Section 
13 provides for the punishment of any person 
over z6 years of age in the event of the death 
. from .suffocation of an infant under the age of 
; 3 years while in bed with such person, and such 
' person went to lied under the influence of drink. 
.Section 15 l>rovide.s for a penalty of £xo in the 
event of the death or serioirs injury of a child 
under 7 years of age left in a room with an OTieii 
fire grate and without reasonable precautimf to 
prevent the child being burnt or scalded. It is 
also declared an offence to allow a child or young 
person in a brothel. Provision is made for the 
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care (»!’ auy children in tlio custody of a person 
c()nvicte<l, and for the detention in a retreat of 
: habitual diainkavds convicted of an offence under 
i this part of the Act, and tlie Home Secretary is 
: yiven power to (auisc the inspection of any 
charitable institute for the reception of children 
j or young persons. , 

I Part III.— Juvenile Smoking. 

I The provisions of this part of the Act atti'acted 
j a disproportionate amount of attention when 
I tiic Bill was in Parliament. The Eoyal Com- 
mission on Physical Training, and the Depart- 
mental Committee on Physical Deterioration, 
re])orted very strongly upon the evils of smoking 
at an immature age, and the provisions of the 
Act cannot be considered as too drastic. They 
liave undoubtedly had the effect of materially 
reducing the amount of jhivenile smoking. 

Persons selling cigarettes or cigarette papers 
to childi’en apparently under 16 years of age 
are subject to a fine not exceeding for the 
iirst offence, ;^5 for the second offence, and ;£io 
for any siil:>sequent offence, Tlie provision also 
filiplies to the sale of tobacco in any other form, 
if the person selling it has any cause to believe 
tliat the child is buying it for his own use. 
Constables and park keepers are directed to take 
any cigarettes or cigarette papers from any 
I persoti apparently under x6 whom they find 
■ smoking in a public i)laoe, and have power to 
search boys found smoking, but not girls. 

Part IV.— eeforjiatory anp Inpustrial 
Schools. 

Any person is empowered to bring a child 
apparently under 24 years of age before a 
magistrate and get him or her sent to an in- 
dustrial school if the child is found begging, 
wandering, destitute, or under the care of a 
guardian or parent who, by reason of criminal 
or drunken habits, is unfit to have the care of 
the child, or if the child frequents the company 
of reputed thieves or prostitutes, or lives in a 
liouse used for the purposes of prostitution, or if 
a girl, legitimate or iiiegitiinate, and the father 
has been convicted under the Criminal Law 
Amendment Act, 1895, of an offence in respect 
of any of his daughters. 

A parent who is unable to control his child 
may himself take advantage of the Act. 

A child apparently iincler iz, and in some cases 
between 12 and 13, charged v/ith an offence 
punishable in the ease of an adult by imprison- 
ment, may be sent to an industrial school ; and 
I if between the ages of tz and 16 to a reformatory 
i school. Ill any case, w'hcre the child is liable to 
! bo sent to an industrial scliool, the Court may 
; commit him to the care of relatives or other fit 
; persons, with or without the supervision of a 
i jn-obation officer. 

PART y.— J uvenile Ofeenpebs. 

The Act provides that no person under i6 years 
of age shall be sentenced to death, but in lieu 
thereof shall be liable to be detained during His 
majesty's pleasure. From January i, 19x0, no 
child under 14 is to be .sentenced to imprison- 
ment or penal servitude, and no young person 
under x6 is to be sentenced to penal servitude or 
to imprisonment in default of paying a fine or 
costs unless the Court consider that he is so 
unruly a character or so depraved, that it is 
. undesirable to send him to a ‘‘place of deten- 
j tion” provided undo]- tlie Act. 
j hlpcoial “ places of detention” arc to be pro- 


vided for children awaiting trial or after remand 
or committal for trial, and they may be kept 
here instead of being lodged in gaol if committed 
to terms of imprisonment of less than one 
month. 

Another'importaiit provision coming into force 
on the first day of 1910 is that of Juvenile 
Courts. Persons under 16 years of age must 
be tried at these Courts, unless charged jointly 
with adult offenders. The Court must sit 
“ either in a different building or room from 
thaii in which tlie ordinary sittings of the Court 
are lield, or on different days and at different 
times from those at which the ordinary sittings 
are held.’^ Except with the special leave of the 
magistrate, only those directly interested in the 
cases, the Court officials, and press representa- 
tives, may be admitted, and every effort is to 
be made both before and after trial to pre\"ent 
the association of children with adult criminals. 
Parents and guardians will be compelled to 
attend the hearing of charges against their 
children, and may be ordered to pay any penalty, 
charges, or costs imposed. 

The London County Council are taking three 
remand homes from the Asylums Board, and 
these will be adapted for use as “places of 
detention ” and Juvenile Courts. 

Part VI.— Miscellaneous unp General. 

The most discussed provision in this part of 
the Act isthat wdiich enacts that a publican shall 
not allow, and no person shall cause a child 
under 14 years of age to enter the bar of a 
public house during the time the house is open 
for business. Bar means any open drinking bar 
or part of the premises exclusively or mainly 
used for the sale and consumption of intoxi- 
cating liquor. 

This enactment has not been an unqualified 
success. It is a laudable attempt to keep young 
children from the contamination of the public 
house and from that familiarity with drink which, 
contraiy to the adage, unfortunately kills rather 
than breeds contempt for the evils of intoxi- 
cating liquor. There have no doubt been many 
cases of persons with children under careful con- 
trol debarred from getting legitimate refresh- 
ment at country inns, and on the other hand, 
the sight is common in the cities of children left 
on the doorstep of public houses, while the 
parents are inside drinking. 

Other sections of this part of the Act provide i 
for the exclusion of the public from court while i 
children and young persons give evidence in : 
certain cases ; children, except babies in arms ! 
and witnesses, are to be excluded from court i 
during the trial of other persons ; dealers in old I 
metal and marine store dealers are not to pur- 
chase from persons apparently under 16, nor I 
pawnbrokers to receive goods from persons] 
under 14 years of age; vagrants may be I 
fined for allowing a child of school age to 
\yander about with them; no child under five 
years of age is to be given intoxicating liquor 
except under doctor’s orders, or in case of sick- 
ness or apprehended sickness or other urgent ’ 
cause ; sufficient adult attendants must be pro- 
vided at all children’s entertainments ; medical 
officers of education authorities are to ensure 
cleansing of verminous children in schools, and 
to cause neglectful parents to bo brought before 
a magistrate. Heavy penalties ai'o provided fijr 
infringements of the provisions of these en- 
actments. 


whitakee’s almanack, 1910 , 


2 A 2 


SfWirtatB ®^iucatiott in 1909. 

Qeneml.—AB compared with some other j their jurisdiction, but the problem of the future 
countries, it is to be regretted that the great } will be how to make the best for the countryout 
drawback to educational progress in this country ( of the present heterogeneous machinery, 
is the lack of public interest, due in a greats With regard to the public schools, there 
degree to a distrust of the sciences as compared j has been in recent years a growing fear of 
with the qualities of action and common sense, bureaucratic control, which it is considered 
But slowly and surely the solid foundation of a ! would materially alter the tone of individual 
national system of education is being laid. Two ! schools, as has already been done in France and 
tendencies are at variance, one directed towards j Germany. It is hoped, however, that in the . 
an increase of State authority, the other towards I future plan of co-ordination of education, some ■ 
the preservation of the autonomy and variety j system may be devised, not too systematic, but 
of type of individual schools and the liberty ! one which would help and preserve the free- 
of individual action in school administration, 1 dom, variety, and elasticity of public schools, 


teaching and inspection. 

Secondary Schools.— liiew secondary schools for 
boys and for girls, as well as “ co-educational ” 


and would coml>ine their aims and ideals. 

With reference to the inspection by the Board 
j of Education of schools represented at the 


schools, are rising all over the country, but it is Headmasters’ Conference, it appeared that, out 
considered by experts that there should be as of 105 schools, 50 had already been inspected 
little attempt as possible to force all the secon- and 17 had received notice of inspection, but 
dary schools into one groove, and that much some of the 17 are already included in the 50. 
encouragement should he given to variety of Eight schools of the so had invited inspection, 
cuii’iculnm and experiment. Currieukim.—'SieKt to nothing appears to 

The recent statistics relating to secondary have been done in the past year to change the 
schools showed that in the State-aided schools unscientific arrangement of subjects which is 
of England there are 68,000 boys and 56,000 girls, forced upon the preparatory schools of the 
and in fifty “ efficient” schools, but not in country so as to enable them to compete at the 
receipt of Government grants, there are about entrance examinations of the great schools. To 
3,500 boys and. 5,000 girls. Houghly, in the case attain simplification it will be desirable for the ; 
of boys, there are about 72,000 in addition to State or, preferably, by reform from within, to ' 
about 30,000 in the public schools, say, over compile a graded curriculinn which will, in a i 
100,000, who are receiving a nominal secondary great degree, alleviate the danger of cramming i 
education. This number is not a large percentage so prevalent in our preparatory schools. At the 
if we reckon a possible 2,000,000 boys'in England annual meeting of the Headmasters’ Conference 
between the ages of thirteen and eighteen. The held at the end of 1908 the following import>ant 
total niunber of secondary schools receiving resolution wa.s carried That in the opinion 
grants is 736, of which 320 are boys’ schools, 239 of the Conference the average boy cannot under- 1 
are girls’ schools, and 177 “mixed” schools, take the study of more than two languages he- i 
Tliere are about 48,000 boys between the ages of sides English l)efore attaining the age of 13 years j 
twelve and si.xteen, as against 37,000 girls. Of without detriinent to his general education”; ami j 
boys over the ages of sixteen there are only 4,820 the headmaster of Eton proposed : “ That a com- | 
as compared with 7,606 girls, as the latter mittee be appointed to confer with preparatory | 
generally pass through the secondary schools schoolmasters as to a scheme of studies for ; 
before becoming woiuen teachers in the elemen- schoolboys from the age of 9 till about 16 and to ; 
tary schools— on this point it has been observed draw up a report on the subject,” which was put ; 
that the secondary schools should not become to the meeting and carried Avith one dissentient, i 
entirely .seminaries for intending teachers. It is understood that, after conferences witli j 

The figures relating to the staffs of State-aided different preparatory schoolmasters, a scheme j 
secondary boys’ schools show that only four will very shortly be drawn up which, it is hoped, j 
teachershave]>eentrained in secondary teaching, will prove accei)table to the authorities in both ■ 
To open higher education to promising children (pisses of schools. Buring the period at the I 
of tlie industrial classes, the Board, Avith a preparatory school the study of English should j 
tendency towards centralisation, has enacted prove an integml. part of the training, and fur- i 
that in grant-earning schools 25 per cent, ther, the examinations for entrance into the ; 
of the places, i.e., entries, must he avail- public schools should consist mainly of English j 
able Avithout payment. It is supposed that subjects. It is a matter for regret that the j 
according to the official interpretation consider- .study of our language and literature has ; 
ably over this number will enter the .school hitherto been so much neglected, and the difli- 
without payment, and it is a moot point whether oulty experienced by the average boy in Avriting ; 
an undue strain will be idaced on the school intelligently in his mother tongue is to be j 
finances, and injuriously affect its general tone, accounted for by this neglect. i 

It is desirable for the “ free-placers ” themselve.s (Science.— With regard to the teaching of I 
to come into contact Avith more intellectual and science in public schools, Mr. Batter, science | 
moral surroundings, and it is considered that master at Charterhouse, reported that of the i 
this may be done Avith mutual advantage so seventy-one schools to which he sent a circular 1 
long as they form only a fourth of the school of questions, he received replies from forty -six ! 
numbers. schools, which showed that just over 61 per cent. ! 

Inspection.— "Xhe regulations for secondary of the boys are receiving instruction in science | 
schools for 101:^9 showed a tendency on the as part of the school course, and it is pointed ! 
part of the Board of Education towards cen- out thatthe remaining 39 per cent, have received, ! 
tralisation, and under the Charitable Trusts Act or will receive, a similar training. It is, of course, i 
of X853 they claimed the poAver of inspecting possible that certain boys in the loAvest forms j 
non-local schools which were outside any system may not reach the middle forms, but these | 
of co-ordinated education. The Board’s ad- are necessaTily a negligible qnan-Ity, and it is i 
ministration has, however, within certain limits, hardly possible under e.xisting circumstances for 1 
encouraged freedom of action in schools under many hoys to escape some period of science | 
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training. So it would not be far from tlie truth 
to take 90 per cent, as the proportion of those 
wlio take a longer or shorter course in science at 
some period of their school career. 

Scholarships and their Value . — Several discus- 
sions have taken place during the year, both at 
the Universities and the schools, with regard to 
the distribution of the emolument of scholar- 
ships. A few schools have a custom of sending 
'►out to parents of scholars-elect a niemoranduin 
reminding them that there w'ere some parents 
to whom" the emoluments were not essential, 
while tlie parents of other scholars were poor 
and would have to economise in order to enable 
their sons to go to the school, also informing 
them that there was a fund for the benefit of 
poor scholars, and suggesting that the rich 
parents sliould surrender wholly or partially the 
monetary value of their sou’s scholarshii> in 
favour of the poor scholar. It is understood 
that this subject is under consideration, and 
that the feeling of some of the important schools 
is being taken in the matter with a view to a 
possible remedy. 

Teachers’ liegister.— The need of a teachers’ 
register lias continued to l>e one of the vexed 
(luestions of the year and has been debated since 
the Board of ISducatiou Act of 1899. The 
original ai-rangement in two columns iiroved 
unacceptahle to elementary teachers, so clauses 
were introduced into the Education Bills of 1906 
and 1907, making it no longer necessary that 
there sliouhl l)e any official teaeliers’ registry at 
all.” However, an amendment was acceiited, 
the Board of Education undertaking to co- 
operate with the teachers’ representatives to 
promote a scheme of efficient registration. This 
new aiTangeraent met with little success, as the 
Board of Education appeared to wish to destroy 
all schemes for registration and insisted on the 
different kinds of tcacher.s, e.g., shorthand 
teachers, teachers oi gymnastic.s, dancing, de- 
portment, &c. , being represented on the Council ; 

I at ^this impasse the matter .stands to-day. 

■ It is lioped, however, that during the coming 
! autumn (1509) the Board will again meet the re- 
' presentatives, and that a iiermanent teaeliers’ 

I register will be established on the Hues indicated 
I by the Board. 

i Teuare (ind^ Pimitmi of Masters . — ^The first 
step in obtaining security of tenure for assistant 
inasters in endowed schools was taken after the 
judgment in the Richmond case, when the En- 
dowed Sphools (Masters) Act of 1908 was pas.sed. 
'File main provisions of thi.s Act ivere tliat in 
endowed .schools, masters .shall be deemed in the 
employment of the go verniiig body of the school ; 
and, subject to any .special provisions or agree- 
ment, the dlsmis.sai of a master in such .schools 
sliall not take effect except at the end of a 
school term, and after at least tw’o months’ 
notice of dismissal lias been given to hjm on 
behalf of the governor.s of the school. 

The application of the Act is limited to masters 
in endowed schools, .so that teachers in private, 
and municipal schools arc not affected by its 
privileges. 

The amelioration of the general position of 
the assistant master is quite the most urgent 
of reforms, and it is the State alone which 
can apply the remedy. In a recent work 
on .secondary education, “Higher Education of 
Boys in England” (Norwood and Hox^e), the 
position has been aptly summarised. “ It is prac- 
tlcable to make education a reality in England 


by emancipating the masters, in whose hands it 
lie,s, from the penuiy, insecurity and inefficency 
which are still rather the rule than the excep- 
tion, If the country is really interested in the 
training of its boys, it will realise that their 
masters must he experts and enthusiasts, ■with a 
projier professional status and with a career of 
public service guaranteed and rewarded l>y the 
only agency that can give adequate expression 
to public needs, and bring system into public 
enterprise.” 

School Cadet Corps and Rifle Ciubs.-— The school 
cadet corps have changed their position and 
have become units of the Officers’ Training Corps 
which are an integral part of Mr. Haldane’s 
scheme of National Defence, and on this 
subject it has been arranged that the War Office 
authorities shall communicate directly witli 
the headmasters. The military authoiities will 
no longer be satisfied with a specified number of 
drills and an eight at Bisley; the cadets are 
expected to obtain Certificate “A” before they 
enter the senior division at the University, and 
qualify for the holding of Certificate “B,” the 
latter representing 200 marks to a candidate for 
Sandhurst or Woohvich. The examination for 
Certificate “A” demands a fairly higli standard 
of efficiency in such subjects as leading a 
section, commanding and directing a company, 
an elementary knowTedge of musketry and drill, 
attack, defence, outpost v^^ork and guard duty, 
also at least one attendance in camj). 

Emigration of Seconda^gf School Boys.— A 
league has recently been formed to assist public 
school boys and others to emigrate to the Over- 
seas Dominions. The scheme consists of a strong 
committee in London and local advisory com- 
mittees in different towns in the colonies, the 
latter acting as intermediaries Iietweeii the 
' i^iiblic schools in this country and the colonists 
under who.se care the boys will he placed, in 
order that the practical experience necessary for 
their future careers may be gained. With regal'd 
to agriculture, it is arranged that the hoy should 
w'ork for the first year on the farm, receiving pay, 
hoard and residence from the farmer. Tlic 
second year is passed at one of the provincial 
agricultural colleges, which are f'iiate institu- 
tions. and where the fees are in all ca.ses quite 
nominal, so that the expense to the student 
resolves itself mainly into the cost of living 
during the year, which cost .sliould not exceed 
j^iaw'eek. In the third year, if a young man 
has profited by his two years’ e.xperience, lie 
shoiUd be in a position to make a start on his 
mvn account with a modest capital, and with 
reasonable prospect of success. Again, to those 
proposing to enter one of the professions, the 
Universities in the colonies, notably McGill 
and Toronto in Canada, offei' every advan- 
tage at a cost of about one-third of the sum 
which is iiicuiTed at Oxford and Cambi’idge. .t 
The professions offering most scope arc those 
■which have a jiractical hearing on the opening 
up of the country and the development of ite 
resources, e.g.y civil, mechanical and electrical 
engineering, mining, metallurgy, &c. In South 
AfiTca, Hhodesia, Australia, and the West 
Indies, land settlement schemes have also re- 
cently been started. Only those boys will be 
selected whose character and school record give 
reason to believe that they are the kind of 
material out of which good colonists can be 
made. 

W. A. EVANS. 
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Cijc ©petting up of tl)e ^outljern Congo. 


Tlic Kcugrapliicul position of Kat- 
anga precluded any immediate effective occupa- 
tion ]^y the (iovermnent of the Congo State which 
had been created hy the International Conference 
held in Berlin in 1885. Owing, however, to an 
armed pr<,)specting expedition iii Uganda, which 
the British Government prevented from setting 
out, and the attempt in 1890 hy aji emissary of 
■Mr. ilhodes to conclude a treaty with Msidi, the 
Congo Government realised that it would he wise 
to make its occupation of the Southern Congo 
effective witliout delay. An International Com- 
pany, called the Katanga Company, was to this 
end formed in Brussels, and an expedition 
commanded ]>y one of Stanley’s lieutenants set 
out from Zanzibar and reached Msidi’s capital 
the same year. IMsidi had no wish to conclude 
treaties with European Powers, and after a long 
period of futile negotiations which nearly result- 
ed in a ffght, Msidi was shot hy one of the 
officers who had visited the town, leaving his , 
escort outside. One of Msidi ’s sons, Mw^enda, ! 
was apx>ointed paramount chief, and the expedi- 1 
tiou having been relieved from the North with- j 
drew to the coast, leaving the Katanga Company i 
in effective occiii>ation of Ivatanga. The Comity • 
Spi}dal of Katanga — the successors of the Kat- ' 
anga Company whose original Concession they 
administer— -in 1900 handed to the Tanganyika j 
Concessions (Ltd.) the prospecting and develop- ’ 
raent of the southern portion of Katanga {fh& 
Emit Lnapnla Zone), which adjoins the northern 
tenitoiy of the British South Africa Company. 
The Tanganyika Concessions wore then engaged 
on pioneer, prospecting, and transport work in 
Noi’thern Khodesia. In 1901 they sent out tv/o 
expeditions to Katanga, one from the Abercoru 
Plateau above Lake Tanganyika in N.E. Rhodesia, 
where they wei-e already established, and tbe 
other from Bulawayo in Southern Rhodesia. 
These two expeditions met in Katanga in 
August the same year, and before the end of the 
year they had re-discovered all the priiiclijal 
Cfipper deposits, organised a system of transport 
and supplies, and deffnitely established them- 
selves and their prospectors iu the country. 
The Oomitti Siieoial of Katanga established posts 
in the country and organised a system of goverii- 
meufc similar to that in the Lower Congo. 
Discoveries and development proceeded apace. 
Various scientlic expeditions were sent out by 
those interested iu the country, and its mineral 
wealth was most favourably reported on. To- 
wards the end of 1906 a company, styled the 
UiimiEiailre di(> Haut Katanga, was formed in 
Brtissels, the capital of which was equally sub- 
scribed by the Comite Bpicial and the Tanganyika 
Concessions, to v;ork the discoveries of the 
Tanganyika Concessions, who retained their 
prospecting rights. These prospecting rights 
expired in November, X909. 

Ikinjraph If, --Th.'O Congo-Zambesi Divide sepa- 
rates North-Western Rhodesia from the Haul 
Luapula Zone of Katanga. The altitude of this 
watershed from ^vhere the railway crosses the 
border is from 4.Z00 ft., rising in a westerly 
direction, to 4,800 ft The country breaks do^vn 
<iuickor on the Belgian than on tbe British side, 
giving the copper belt a mean altitude of about 
4,000 ft., except where the divides botw^een the 
tributaries of the Congo river and their affluents 
1 form spurs, which Hse up to 5,000 ft North of 
the copper belt the country rises like a wail to- 
I the s?nan series of plateaus over 6,000 ft in 


altitude, which break down with precipitous 
escarpments to the valleys of tiio great Congo 
tributaries. The country, owing to its altitiide, 
and the fact that its fauna and flora are typically 
South African, must be considered entirely 
separate from the main Congo basin which form's 
that part of Africa wdiich is now known as the 
Belgian Congo. The rainfall, which is nearly 
twice that 6 t Southern Rhodesia, varies from 
4c to 60 ins,, and takes place between the begin- 
ning of November and the end of IVlarch. The 
country is open forest country, in wliicli the 
common South African timbers, the pseuclo- 
mahogaiiyand the South African teak al)ound, 
and reach greater heights and have a gre.atev 
bole than similar trees in the south. Near the , 
soiu'oes and along the valleys of the Cong(j and i 
its affluents are found occasional clumps of a 
species of magnolia (soft white timber), single 
trees of 'which sometimes attain a height of 100 
ft., clean, clear bole and a girth at the base 
of xo to 20 ft. The rubber vine is found in the 
river valleys and the ravines at the sources oi 
theii* tributaries, but not in the (piantities as it 
occurs in the Lower Congo. Reeds capable (d 
producing fibre, which has already been manu- 
factured into mine ropes, are found in many of 
tbe swamps. In and around the mining area 
the natives are not in numbers. There are four 
main races in the Haut Lnapula Zone: the 
M'asenga, the Bahiba, the BahiiincJa and the 
Walainba. All these races, with the exception 
of the ^Yalamba, speak a similar dialect to the 
Av/embas in Noith-Enstern Rhodesia. The 
snilabiiity of the country for European settle- 
ment is evidenced i)ythe low death rate amongst 
the Belgian cnqilni/eti of the Comite Special, and 
by the fact that out of an average strength of 
30 Europeans during the last eight years in the 
employ of the Tanganyika Company in Katanga 
there has only been one death. The Gavengenze 
Mission, wdio have boon established in the 
country since 1886, expect their people to reside 
7 years in Katanga without going home. 

Minkuals. 

Copper M iues.—ThCi Great Copper Belt, 'which 
Las been discovered and prospected, commences 
about 100 miles north-W'est of t’ne British South 
Africa Company’s post, Ndola, about 12 miles 
south of the Congo border. It continues from 
the Star of the Congo Mine, near the Watershed, 
for 180 miles iu a west-north-westerly direction, 
and is about 25 miles wide. It may bo roughly 
divided into three districts : (x) The East Lufira 
District (Eeadqaarterti, Star of the Congo Mine), 
25 mines ; (2) the Central District 
Kambove), 100 mines ; (3) the West Lualaba Dis- 
trict {Headquarters, Rinve), 20 mines. These 
mines (or, better, quarries) are bodies of sand- 
stone and derivatives of dolomite highly impreg- 
nated with carbonate of copper. They vary 
from 50 ft. to 500 ft- in v/idth, and. have a length 
of from a quarter to tv’o miles, and those that 
have been opened up average about tz per cent, 
copper. 

Tin . — Alluvial and reef tin is found along the 
east bank of the Lualaba River, north of tiic 
westoi'ii end of the copper belt. This tin com- 
mences at Busaiiga in Lat. south and 
stretches for xoo miles to the N.N.E., through 
the granite belt which borders the high central 
sandstone plateau that divides the .Lualaba 
tributaries from the tributaries of Lufira. 
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'• hn.n hoi'u i’fiuiid in .small tiuantities ali 

' Llu'ou^h Kalaiifia. At Ruwc an alluvial field, 

' v'dilrirhuH i!<x;n worked fin six years, lia.s pro- 
1 dnced oyuv ;£‘Bo.ooo vvvirth Oi gold. The exist- 
j oPoc 01 otlior alhivlal lields is prohlesnatical, as 
I pr<!-])..;cl(H.s dc.sorii)ed Katanga as a “hii)\gry’' 
j country. 

) iron. -- Mountains of almost pure hematite arc 
! found on both banks of the Lualaba River near 
4 its source, continuing westward for 6o miles on 
‘ tlie Belgian side of the i?ainbesi watershed, 
i C'OrtZi— Small seams of coal have been found 

Tiorth of where the tin belt coinraeuces oil the 
hualuba River— they do not appear to be of a 
' very high Value. Coal, however, is found in 
1 ct >n.sidera))le< plan titles i n theadjoiiiingterritory 

■ of K. \r. Rhodesia. 

: 'Dknnon<h \ — Diamonds have been discovered 

■ in the tin belt and north of the eastern end of 
I the copj^er belt. A further discovery of dia- 

■ nionds has recently been reported in the soiitii- 
' eastern corner of Katanga, no great distance 
: from Lake Bangweolo. 

COMJrUNIOATIONS. 

Direct communication by rail with the caiiltal 
of the Belgian Congo will no doubt come in time, 
but at ju’esent the route, partly hy rail, partly 
by steamer.s, and partly by carrier transport, 
occupies more than double the time from Europe 
than the southern route. The southern route i,s 
at the present time the only practicable one. The 
j main South African railway system (the so-called 
: Cape to Cairo Railway) lia.s already crossed the 
; Coiig-o liorder, and Jime or eai-lier .should see tlie 
i railway at the Star of the Congo Aline, at tiie 
soutli -eastern extremity cd' the Katanga Copper 
Belt. Tin's railway is to be coutioued on without 
delay to the Kaniliove .Mine, the pennanent 
administrative headquarters of theMincTal (.'oiu- 
pany. Tlie western route from tlic West Coast 
is undoubtedly the most natural one, not only 
Ijccause it is shorter by sea and land, but 
; becau.se for 6oo miles it will be able to follow the 
' Congo-Zambesi Divide, which is absolutely level. 

1 Work on this railway, of which 2oomile.s lia.s been 
: ccmstrnctcd, i.s l,)eginningatonce, and the finance 
i is ari-anged to carry it through to Katanga. 

I The iiitei'ior I'outcs in tlie Katanga are the 
i excellent 3 ft. 6 in. Incycle path.s, on which it i.s 
: po.s..:iblc to travel from anyone local centre to 
another (roughly 100 miJc.s ajjart) in one day. 
j ’I'lieO' arc also traclioii-cngitut roads, but these 
' only have value when they follow watersheds. 

I ^ A.s the country is, with the c.xception of the 
i high plateau couutjy north of tlie copper belt 
, and west of the Lualaba, all “ Hy ” country, it is 
' only ]M).''sibIe to lu-ing up cattle for farming or 
: ranching purposes by keeping ^vest of 'the 
I Kahompo River in W.W. Rhodesia or through 
I the -West Coast. 

I Tlie Belgian Colonial Ofilee are, amongst other 
developments, contemplating the expenditure of 
a considerable sumonroad.s fi">r motor transport, 

, and no money could lie .srient on a better object. 

I>LWEDiATO Developments. 

_A temporary smeller site on the Dubemlmshi 
River, _8 miles .«t»uth of the .Star of the Congo 
-Mint*, is being prepared, A township is being 
hutl out in the vicinity of this .site under tlie 
direction of tlie new Lienteriant-Governor. 
Active developnients are proceeding at the Star 
of the Congo Aline, and machinery and smelting 
plant have been ordered for delivery as soon as 




the railway reaches tlie Star, 'J’he rails. uy is to 
he continued on to Kamhove. Wlicro this line 
crosses the X.ufira River a central smelLiug ]>lant 
is to be erected. The various walorialLs of 
Katanga have been surveyed, and it i.s prctpused to 
use the Aladiengusa Balls, thirty miles from the. 
railway crossing down the Liifira River, for the 
development of electricity. As soon as the rail- 
way reaches Kamfoove the central town.«hip, 
which is to become the cai:)it.al, is to be laid out. 

THE New RiaiHE. 

Owing to tbe outcry raised against the Congo 
administration by Eugland, America, and Italy, 
the Belgian Govermneiit, yielding to the wislies 
of the small Colonial party, which had liecn aug- 
mented by the disgraceful accusations tliat had** 
beeiibronghtagainstinclividual Belgians, followed 
.Sir Edward Grey’s advice and annexed tlie CVuigo. 
This is the “ Belgian solution ” of tlie Omigo 
question. Since the annexation H.R.IL Prince 
Albert travelled through the entire Ctmgo, 
visiting the Katanga at the commencement (U' 
hi.s trip. AL Ren kin, the Colonial Aliiiister, has 
visited the Lower Congo, and one of tlie great 
Belgian Socialist leaders carried out an extemsii’e 
tour through the rubber districts. The outcome 
of the aiinexatioii and tiiese visits of the Ciowii 
Prince and important ofiieials has been that a 
considerable sum of money was voted in October 
last for the Congo. Two districts are to he thrown 
open to free trade, and conditions under whicli 
land can be obtained and prospecting ]iceiicfc.s 
i.ssued can be expected early in the year. 
Katanga i.s one of the districts to lie thrown 
oiien, and as Katanga is now in direct com- 
munication with the South African ports, the 
openings for British and South African {Miter- 
prise cannot fail to Ite consideralile. 

Sltmmauy. 

Britisli and Belgian financiers liave secured a 
new mineral field which, ignoring llio vexetl 
<|uestion of the monoiioly system, they own 
under the original mining law of the Congo 
State. To develop this field they have spent 
millions in prospecting, transport, and commu- 
nications. In Katanga, therefore, British and 
Belgian intere,sts are identical. Belgiiuii having 
annexed the Congo Is thoroiiglily in carue.stin 
desiring to develop it and administer it in 
accordance with the liigliost prjnciple.s. 

The agitation in Englamragaiiist the Congo 
is frequeuitly misinterpretevd isy Belgiau.^f, and 
creates di.s trust between the British and Belgians 
already in Katanga. The Belgiau.s have adopted 
the mistaken view that the outcry against their 
administration is a cloak under v.iuch Fmrland 
may acquire the Bonthern Congo. W hatever may 
have been done in the rubber {lolleetliig districts 
has certainly not been done in Katanga, where 
a spirit of healthy rivalry and friendship exists 
between the two race.s. The Belgian, s arc a new 
nation in the field of colonisation. Hiiico the 
annexation a year ago great reiorni.s have been 
effected, and if the present di, “trust and the 
liatred which the Congo agitation is producing 
can be oliliterated, there is no reasim why 
Belgian money and South African manhood 
should not prepare the Southern Congo as a 
Colam'-e de peuplemeiit for the Belgian nation, 
which has sacrificed nearly 3,000 Belgian live.s in 
the creation of a civilised State out of vStanlev’.s 
“ Darkest Africa.” 

JOHN THORKHILL. 
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THB IJJOREASS OB' HlMOKAL WEALTH. | 
Estimates of the rate of increase of national 
wealth differ widely. It has lately been stated 
biiat the savings of the American people are 
about 800, 000,000 to I jooo, 000,000 a year — 

nmcli more than the whole amount of our 
National Bebt-— and that although the greater 
part of this sum is needed for house construc- 
tion and similar invisible investments, a vast 
sum is invested in securities, now mainly 
common stocks, and owing to the smallness of 
demand for l)onds there is increasing disposition 
to issue common stock. This estimate of the 
savings of a population of about eighty millions 
seems very high unless, by chance, in course of 
transmission dollars were rendered as pounds 
sterling, but a much higher estimate of the 
annual increase of capital in the United Kingdom 
was made during the Boer war by an authority 
on economic subjects, who was reported to have 
said that large as a v;ar expenditure of a hundred 
millions might seem to be, it was only the sum 
which the nation added to its capital every twenty 
days. This would mean that the savings of the 
people of the United Kingdom were at the rate 
of 1,800 millions a year, or considei’ably more than 
the whole of their income and earnings. Another 
estimate, published about the same time and 
based on the calculation that the average annual 
income and earnings of the whole of the popula- 
tion were about ;£39 per head, pub the annual 
addition to the nation’s capital at about 1,600 
millions. Both of these high estimates seem, 
however, to have assumed that all income and 
earnings are saved and added to capital, whereas, 
of course, a very large proportion of the popula- 
tion (including women and children) do not save 
anything at all, and a great part of the income 
of the remainder is necessarily expended in what 
may be termed maintenance and rene\vals, of 
which food, fuel, clothing and shelter, educa- 
tion and recreation are chief items. Other 
estimates of the amount added yearly to capital 
in this country have been 400, 250 and 120 
millions, and one of the latest estimates is that 
of a distinguished member of the Civil Service, 
who puts the total value of the nation’s capital 
at 20,000 millions or under, and the annual addi- 
tion thereto at 30 millions. 


I’hese figures do not indicate dny cdhsiclerable 
increase in capital values during the period to 
which they refer. The average of nearly 
j^277, 000,000 was exceeded in four years, but 
was not attained in six ye.ars, and the last 
year of the period was below the average of the 
ten years, and much less than the first year of 
the series which was also, with one exception, 
the largest. The average value of each estattvj 
for the whole period was but for the 

year 1S99-1900 the average was ;^4,466, for 
1901-2, ;)tj4)7oS> Jiiid for 1906-7, j(j4,si8. Bor 
1908-9, the last of the series, the average of 
value of each estate was only just £4,000. The 
average of receipt 0! Beatii’ Duties on each 
estate was for the ten years, £280, for the year 
1899-1900, £z$x, for 1900-1, ;^^26 o, and for 1906-7, 
beiore the higher scale of duties imposed by 
the Finance Act of 1907 came into operation, 
the average of receipt of Death Duties on each 
estate was £287, the highest of the series. In 
the next year, 1907-8, when the increased scale 
of duties was for the most part effective, the 


average receipt from each estate was £28$, but 

the higher 


The Slow Crowth op >Ybalth. 

A careful stmly of the statistics available 
seemshardly to justify an estimate of much nunc 
than 15,000 millions as the value of the capital 
of the nation, and from 1,500 to 1,800 millions as 
the annual income from which perhaps about 80 
or 100 millions are yearly added to capital. The 
accounts of the Commissioners of Inland Bevenue 
give the value of the cai)ital assessed to the 
Death Duties during the i)ast ten years as 


Dvities 

Paid. 

;^i 8 , 409 ,ooo 

16.721.000 

18.313.000 
17,9x3,000 

17.326.000 

17.258.000 

17.344.000 

18.958.000 

19.108.000 

18.310.000 


^179,860,000 


in i9<^-9, the last of the series when t 
scale of 1907 was fully in operation, the average 
was only ^270- "-t'he year 1908-9 thus ap- 
parently shows an important decline in neb 
capital value, and in the amount of duties 
received, notwithstanding that the number of 
estates brought into accoimt was larger than in 
any other year of the series, excepting 1907-8, 
when there were eleven more estates, but nearly 
jg^Soo.ooo more in yield of duties. It is essential 
to bear in mind, however, that the returns in 
the Inland Kevenue accounts of capital valued 
and duties received in any year include sums 
brouglit over from previous years, but, un- 
fortunately, these are not distinguished in the 
accounts, which may thus be misleading as to 
the results of any particular year. It may V)e 
noted also that, until 1899-igoo, the net capital 
value of estates brought into account had not 
exceeded in any year 250, 000, 000, and the 
largest sum received in Death Duties until that 
year, since tlie passing of the Finance Act of 
1894 had been £15,732,000 in 1898-g. 

:?Jethoi)S op Calculation. 

Althoiigli the statistics of the Death Duties 
for the past ten years do not suggest any con- 
siderable addition to capital during that iJeric>d, 
the Inland Ilevenue accounts show that the 
Income on which Income Tax was received liad 
steadily increased from ^^^548,230,000 in 1898-9 
to ^£‘652, 887,000 in 1907-8 at the rate of rather 
more than ^lo, 000, 000 a year. During the same 
period the gross amount of Income brought 
under the review of the Department for Income 
Tax purposes increased from £762,667,000 in 
1898-9 to ^^946,579, 000 in 1907, and it is interest- 
ing to notice that if the estimate of 800 to 1,000 
millions as the annual savings of the American 
people be taken to mean pounds sterling the 
American people are saving from their income 
each 3’ear and adding to capital just about as 
! much as the gross amount of the whole of the 
income brought under review' annually in the 
United Kingdom. As the annual addition to 
capital in any country can hardly be taken at 
more than 10 per cent, of the income, an<l iti 
most countries is i>ro])ably less, the income of 
the American people, if the quoted estimate of 
their savings be correct, must be nearly 10.000 
millions a year, about six times as much as 'the 
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annual income of the British people. In some 
estimates of the national wealth of this country, 
it has been assumed that the income which does 
not pay Income Tax may be equal in amount to 
that on which Income Tax is received, and that 
if the amount of the taxed income be doubled 
and the total capitalised, the result will give 
approximately the sum of the nation’s capital. 
These calculations seem, however, to be based on 
the assumption that all income has a capitalised 
►valne, wliereas a very large proportion of the 
income earned is not derived fiom any capital 
possessed by the earner other than his brain and 
nmscle. It is to he noted also that what is called 
addition to capital is often liable to depre- 
ciation, and needs recurring outlay for main- 
tenance or renewal. Such, for instance, are 
sums ex'x>ended on house construction, v/hich it 
is stated form the greater part of the savings of 
the American people. 

PKOPORTIONS op PERSONALTr AND REALTV. 

The gross capital value of all pu'operty subject 
to Estate Duty (including settled property) of 
which tlie Inland llevemie Department had 
notice during the past ten years was as follows, 
)>ut this includes all property liable to contribute 
to the duty, whether in lump sums or in yearly 
or half-yearly instalments : — 

No. of 

Estates. Personalty. Eealty. 

1899- 1900 ... 65,341 013,638 ;,^90, 184,835 

1900- S9OX ... 62,523 209,512,398 85,325,414 

3901- 1902 ... 61,393 214,302,813 305,996,426 

3902- 3903 ... 62,310 zi 3)S94)S53 84,869,5x3 

S903'i904 ••• 62,108 212,473,239 80,707,634 

3904- 1905 ... 63,9x8 233,043,806 82,283,543 

3905- 3906 ... 62,845 2x9,748,899 83,969,576 

S9o6'X907 ... 66,082 243,743,088 84,593,433 

1907-3908 ... 67,533 328,704,720 83,193,864 

3908-3909 ... 67,524 224,5x0,252 775378,883 

643,577 ;,£^2,233,64S,404 j^86o,S 03,079 
'J’he value of the real estate charged with the 
Deatli Duties in 39o3“2 was exceptionally large, 
because in that year the great landed estate of 
wliich the late Duke of Westminster, who died 
in 3899, had been tenant for life came into 
account. The falling oft' in 3908-9 in the value 
of real estate of which the Department had 
iKJtice to a sum of xo per cent, below the 
average of ten years, and nearly 5 X)er cent, less 
than the previous lowest total, is remarkable. 
'J'he decline was about equally divided between 
settled and unsettled property. Among the 
changes, as compared with the previous year, 
were the following 

1908-9. 3907-8. 

Agricultural Land ...... ;^2o,448,ooo ^^3252345000 

Building Land 1,062,000 1,508,000 

House Property and 

Business Premises ... 34,544,000 36,600,000 

, Mines, Minerals and 

1 Quarries 470,000 3,358,000 

Chief reiits, ground 

rents and rent charges 3,781,000 5,842,000 

;46o,3oS,ooo ;^67,542,ooo 

These items account for ;^7,237,ooo out of the 
total of j^7,8s5,ooo, by which the value of the 
realty which came under notice of the Department 
in 1908-9, was less than that of 1907-8. In 1907-8 
there were seventy-flve estates over ^^250, 000 
each, with a capital value of ^^52,500,000, but 
the higher rates of duty imposed by the Finance 
Act of 1907 ’ivere not then fully operative, and the 

Estate Duty on these seventy-live estates was 
only ;^4, 520,000, whereas ;;^3oo,ooo more in duty 
were obtained from capital of j£ 8 ,ooo,ocMy less in 
value in 3908-9. The estates between ;£^3oo,ooo 
and ;^25o,ooo each, also affected by the Finance 
Act of 3907, were only 199 in number in 1907-8, 
but their capital value was ^^385250,000, whereas 
the 234 estates between j^ioo,ooo and ^£250, 000 
each in 3908-9 had a capital value of only 
;^^34 ,i85,oco and yielded just about the same 
amount of duty as the smaller number of estates 
of the former year. 

large and Small Estates Compared. 

The Estate Duty was levied in 1908-9 on 
estates of various amounts in the following pro- 
portions: — 

No, of 

Estates. Capital I'alue, Estate Duty. 

74 £4453855000 £4,813,810 

Between | 

£300,000 aiid> 214 34,385,000 2,213,825 

£250,000 each) — — 

s88 £78,570,000 £75027,635 

Between ) 

£25,000 aiidj- 3,370 67,855,000 , 2532S5070 

£100,000 each) 

Between £1,000] 

and £2550ooji9sS94 104,879,000 358235040 

^ 23,252 £251,3045000 £33,875,745 

DndcT £i,ooo'i ^ * 

cjich [465272 39,5995000 298,350 

67,524 £270,903,000 £1451735895 

The amount of duty received in 1908-9 at the 
higher rates imposed by the Finance Act of 1907 
on estates exceeding £150,000 each of jiersons 
xvho died after 38 April, 1907, was £55230,930, 
but the sum of £778,075 was also received In 
3^-9 as duty at the lower rates imposed by 
the Finance Act, 1894, which remained operative 
in respect of the estates exceeding £150,000 each 
of persons who had died before 19 April, 1907. 

1 The Finance Act of 1894 did not become fully 
effective uutil about five years had passed, and 
it is probable that for two or three years to come, i 
duty will be received each year on a nurabej- of i 
estates of persons who died before the Finance 
Act of 3907 came into force. 

Legacy and Succession Duties. 

Legacy Duty yielded in 3908-9, £3,335,578 on a 
total capital of £70,343,380 as compared with a 
ymld in 1907-8, of £3,908,600 on a capital of 1 
£83,308,368, and the receipt from Succession 
Duty in 1908-9 was £695,328 on a capital of 
£^754195561 as compared with a receipt from this 
source in 1907-8 of £732,437 on capital valued 
at £18,329,621. By far the largest receipt from 
Succession Duty during the last ten years was 
in 390X-2, when the yield of this duty was 
£3,308,936 on capital valued at £26,521,039. 

Bersonalty Situated Abroad. 

The gi-oss capital value of personalty situated 
abroad subject to Estate Duty in the XTnited 
Kingdom was £4,196,398 in 1S98-9, ami 
£4,256,887 in igoS-g. There was an exceptional 
increase in the value of this class of property in 
3899-3900, when it was entered in the Inlana 
Revenue accounts as £15,7315,9535 and again in 
1903-z, when the valuation W'as £8,693,608, but 
for other eight years the annual average bus 
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been about j^s, 000,000. It is difficult in some 
(Mscs for the Exchequer to obtain information 
respecting property situated abroad and its 
value, and an arrangement v.diich has been made 
between this country and I’rance for. the inter- 
change of inf<jrmation may therefore prove 
useful, and perhaps may eventually be extended 
to other countries. 

EsTATi-'iS NOT Liable to Duty. 

Tlie number of estates of which the Depart- 
ment had notice not liaide to Estate Duty varied | 
from 24,723 ((jf whicli 1,529 were insolvent 
ed/ate.s, and 23,203 e.state.s nob exceeding :Cxoo 
e;ich) in 1S98-9 to 27,677 (of which 1,803 were 
insolvent estates, and 25,875 estates not ex- 
celling £,too cac’n) in 190S-9, but the value of 
such estates lias not shown much variation from 
year to year. In 1S98-9 the value of estates 
not cxeeoding £%ciO each was gross 

and ;(C974)689 net, ami in 1908-9 the gross value 
was ;£i, 9S2,264, and the net value was ^£896, 076. 
On the aggregate of the ten years the estates not 
exceeding £xqo each consisted of about 65 per 
cent, ill personalty and 35 per cent, in realty. 
The insolvent estates in 1S98-9 had gross capital 
valued at £^,748, 7^2, and debts amounting to 
£z^7^3i^^9i leaving a deficiency of ^(^1,024,876, 
ami in 1908-9 the gross capital of insolvent 
estates wa.s £3,3g3,4Jz, with debts amounting to 
j^^4i8x 7,S93, and a not deficiency of 5^2,424,492. 
During the ten years from iSgS-gto 2908-9, the 
gross capital of insolvent estates of which tlic 
Department had notice was 34!^ millions, and 
the debts about 49>I millions, with a deficiency 
of xsJ^ millions, the capital being thus equal to 
about 70 per cent, of the debts, and the de- 
ficiency to 30 per cent. The number of estates 
not liable to Estate Duty, as not exceeding ; 4 »xoo 
each in capital value, or as insolvent, is about 
one-fifth of the wdiole number of estates whicli 
annually come under the notice of the Depart- 
ment, but there arc probably also many small 
intestate estates which do not come under the 
notice of the Department, because it is not 
thought worth w’hile to apply for Letters of 
Administration respecting them. 

I.WAdINAllY IVeAI.TH. 

It has been interesting to notice that since the 
<;olIapsc in January, 1908, of wdiat was known as 
the Druce-Portland case, whicli had been kept 
before the pn])!ic for nearly ten years, and 
involved the a.ssuuij)tion that Mr. Druce, an 
upholsterer in Baker latreet, who died in 1864 at 
the age of 70 years, was also during the greater 
part of his life the same person as the fifth Duke 
of Portland who died in 2879 aged 79 years, 
there has been a remarkable diminution in 
the number of announcements of windfalls, 
iinexpeisted inheritance of millions, and claims 
to fortunes and title.s, which were formerly so 
numerous and in some respects so curiously 
alike ia circumstances in which the claims were 
supposed to have arisen. At one time these 
“windfair’ stories seemed to be chiefly of 
American origin, and useful w'arnings respecting 
them were is.sued by the United States Embassy 
in this country, from which the following 
paragnvph is taken “ There are no large un- 
claimed estates in Great Britain. The vast sums 
constantly spoken of as Mlovmaiit in Chancery’ 
or ‘ awaiting claimants ia the Bank of England ’ 
arc purely imaginary, and are only too often the 
invention of swindlers who obtain money tor the 


pro.secutioii of fictitious claims to these fictitious 
fortunes.” But from Australia, South Africa, 
Kussia, and elsewhere came also, now and thou, 
reports of the discovery in out of the way places, 
and n.siially in humble positions of life, of the 
heirs to millioii.s “ in Chancery ” or in the Bank 
of England, or to titles and landed estates which, 
according to the story, were only awaiting 
''‘proof of the identity” of the claimant, and 
this would be readily supplied. But investiga- 
tion, so far as was possi'ole, of a large proportion 
01 the “ windfall ” paragraphs published during 
many years bad the result that in no instance 
was it ascertained that any claimant had obtained 
any considerable fortune which was supposed 
to be awaiting him, but that in most instances 
the fortunes were either imaginary, like the 
lliissian Oviski Levi “sixty million poimd.s at 
interest in the Bank of England” or the Sir 
Erancis Drake “twenty-five millions” (not 
located), or else had pas.sed many years ago to 
the persons entitled to them, like the Pago 
millions, the Jeiinens millions, the Tyson 
millions, and the James Wood miiIion.s. Never- 
theless, for these and other “ millions, ” which 
had long since been dispensed or had never 
existed, new claimants were found year by year, 
and every new claimant found sympathisers ; for 
it has been truly said that “about claims to 
fortunes and titles, people will believe almost 
anything,” and are reiidy to think that tho'o 
must 1)0 sinnething in any claim, however 
extravagant it may aiqsear to bo. Their sym]:)atby 
is with tlie claimant, and oftentimes they will 
advance money, on profit-shaidng terms, i,n 
support of the claim, but one seeks in vain for 
any instance of benefit either to claimant or 
sympathiser. 

Details of the Invest3ient of (AvriTAL. 

In the records of classification in detail of the 
gross capital value of iiersonalty in the l’i,ntyd 
Kingdom in the past two years, the totals 
being, in 2907-3 ;;(^203,374,ooo, ami in 2908-9 
^200,482,000, the comparative figures of tlie 
following items are of interest 


Funds of the Ihiited 

Kingdom 

Foreign and Colonial 

Stocks 

Company Shares and 

Debentures 

C<‘ish in the House ... 

Cash at the Bank 27,388,000 

Money out on Mort- 
gage 

Policies of Insurance 
HouseholdGoods and 

Pictures 

Share of Partnership 

Estate 

Personal Estate not 
classified 


2908-9, 

£ 7 m^>soo 

21.369.000 

88.570.000 
603,720 


24,730,000 

9.075.000 

6.084.000 
0,067,000 


9,667,000 


2907-8. 

5^9,230,000 

22.260.000 

96.671.000 
609,850 

18.706.000 

i 3 . 4 S 7 >ooo 

8.300.000 

6.864.000 

13.273.000 

~2^og2,ono 


The excess in this last item in 1908-9 is about 
etpial to the lower value of shares and deben- 
tures and partnership estate as compared V’ith 
2907-8. Cash ill the house at less than £to for 
each estate has become almost a nominal sum, 
and probably in no other country in the world 
has the cheque book so completely taken the 
place of cash. The amount of Consols and other 
funds of the United Kingdom under the estates 
of 1908-9 Is the smallest for ton years. The 
largest, 5^22,236,000, was in 2899-2900. The 
amount of money out on mortgage is the largest 
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i‘(H‘ ten yejii’s. The lowest was in sS^^-sgoo, 
;i5‘ii,Sz2,ooo. In coniiJiiring the Consols 

now afid formerly, it appears to be sometimes 
forgotten that the present rate of interest on 
Consols is only 2l.< per cent., and that z% per 
cent. Consols at 83^2 are equivalent in price to 
3 per cent. Consols at par. A rate of interest 
so low as 3 per cent, appears to offer little 
attraction tt> investors now that so many other 
approved securities which are available to 
trustees, and give higher interest, can be 
olitained. 

'I’he valuation of bonsebold effects ar<d pictures 
at only a very little more tban £6,000,000, is 
nearly the smallest in the accounts since the 
value of this class of property has been separately 
entered. It represents on an average about ;i^go 
for the contents of each house, and on estates 
under ;)^^soo each is rather more than s per cent, 
of the value of the whole of the property. Of 
large estates, the valuation of household effects 
and pictures, for proi)ate purposes, sometimes is 
in rema.rkably small proportion to the whole. 
Thus, more than 150 estates between ^£75,000 and 

100,000 each, with an aggregate capital value 
of £15,250,000, account for only 208, 000 as the 
value of the contents of the houses, including 
collections of pictures, and thirteen estates 
between ;£^soo,ooo and ;;^7So,ooo each, with an 
aggregate value of ;£8,soo,coo, included ;^28,843 
for household effects and pictures, whilst three 
estates between jgi, 300,000 and 2,300,000 each, 
of the aggregate value of ;£4,88o,ooo, returned 
£22,200 as the value of the contents of the late 
owners’ houses and their collections of pictures. 
Very moderate valuations of household goods, 
and especially pictures and works of art, have, 
how'ever, customarily been accepted as sufficient 
when probate is granted, siilq'eet of course to 
the expectation that if and when they are sold 
at higher prices, as freipiently happens, cor- 
rective affidavits will lie made and additional 
duty paid in due course. 

Wo RK^ OP A rt. 

Pictures, ja’ints, liooks, manuscrijits and works 
of art, or scientilic collections of natural, 
scientific or historic inteiust bequeathed for 
national purposes or to any University, County 
Council, or ^Municipal CVjrporation, may, underthe 
Finance Act of 1894, lie exempted from the Death 
I)utio.s if approved bytlie Treasury. Bequests 
for such purposes in 1908-9 were of the total 
estimated value of £x2,55B, and in 1907-8 only 
£7^BS7- year’s bequests included pictures 

to the National Clallery, china, pottery and lace 
to the Victoria and Albert Museum, the Saint 
Hubert Psalter and Monastic Kegisters to the 
British Museum, and the (ihatham and Pitt 
Pa-pers to the Puliiicllecord Office, with bequests 
also of iiooks, pictures, china, and jilate to the 
corporations of Brighton, Hove, Sunderland, 
Stockport, and York, scientific instruments to 
Trinity College, Dublin, and manuscripts and 
geological specimens to Victoria University, 
Manchester. 

During the five years from 1894 to xSgg there 
were thii'ty -three he<}uests to pulilic institutions 
exeinjited from Estate Duty under the Finance 
Act of X894 and valued at ;£^3SK,ood, but this 
sum included £2,26,000 as the valuation of the 
fine collection of plate, enamels, and carvings 
left to the British MiLseum by Baron Ferdinand 
de Hothschild. In the following eight years 
there were be(iue.sts exempted from Estate Duty 


to X36 public institutions and valuetl at ^^382,268. 
By the Finance Act of xQg6 the exemption from 
Estate Duty of approved works of art or eollee- 
tions of national or historic interest was extended 
to those not bequeathed to public institutions 
but passing under settlement, and by the Finance 
Bill of 1909 the exemption is to be further 
extended to all such objects, including those of 
artistic interest, approved by the Treasury, and 
passing under any will, and they are only to 
become chargeable to duty when sold. The loss 
to the Exchequer will not be large if the custum 
be continued of accepting on grunt of proiiate 
ver*y low valuations of works of art, but it doe.s 
not appear that any especial provision is to lie 
made that the Treasury .shall be informed of 
any sale, and it has been suggested that a 
register might be kept of all such objects of 
national, historic, or artistic interest as have 
been exempted from Estate Duty, and that 
when a sale is intended the Treasury might 
reasonably have the right of pre-emption on be- 
half of the nation. 

Although the National Gallery had no bequest 
of importance in 1909 the trustees acquired by 
gift a painting of high artistic merit and of 
especial historic interest in this country, in the 
portrait of Christina, Ducliess of Milan, by 
Holbein, from a sketch made by him in three 
hours in Brussels in 1338, when lie was sent by 
King Henry VIII to take a likeness of the 
Duchess, to whom the King was proposing 
marriage. Towards the purchase of this picture, 
which had been in the National Gallery for 
many years on loan from the Duke of Norfolk, 
the Government gave £xo,ooo, otliei* subscribers 
^£30,000, and an anonymous donor ^£40,000. At 
auction sales in 1909, among the last biddings 
were 13,300 guineas for “The Burning of the 
Houses of Parliament,” by Turner, and' 6,500 
guineas for bis “East Cowes Castle,” 8,400 
guineas for Constable’s “Arundel Mill,” 6,200 
guineas for a portrait by Kaebnrn, 3,200 guineas 
each for portraits by Ilomney and Hoppner, 
5,000 guineas for Millet’s “Goo.se Maiden,” 
xaK X inches, and 3,300 guineas for “ Four 
Mills” (1871), 8f^ X II 5^2 inches, by Matthew 
Maris, and 3,000 guineas for “Feeding Chickens ” 
(1872), 13!^ X 8 inches, a], so by M atthew Alari.s, 
the last three being from tiie late Mr. .Justice 
Day’s collection of pictures, mostly of the 
Barbizon and modern Dutch schools, which were 
sold, it was said, at a profit of rather more than 
j^So,ooo to his estate, one picture for which he 
pa,id 28 guineas having reali,sed 3,000 guineas. 

Sir Hubert von Herkomer’s picture of “ The 
Last Mmster ” (1873) from the Quilter Collection 
sold for 3,100 guineas. The chief sales of the 
season 1909 were those of the collections of — 

Mr. .Iiistice Day ;^98,ooo 

Sir W. Cuthbert Quilter 87,780 

Mr. E. H. Cuthbertson ...... 78,456 

Sir John D. Milburri 56,770 

Mr. Holbrook Gaskell 55,636 

Perhaps, ho\vever, the collector in recent vears 
whose investments in pictures yielded the largest 
profit was the late Sir James Knowles, who had 
been for years a frequenter of Christie's .sale- 
rooms, and had remarkably good judgment. 

It is nnder.stood that the late Mr. Oliauchard, 
of The Magazins du Louvre, in Paris, who gave 
;^33,ooo for Millet’s picture, “The Angelas, ’’ has 
left that famous picture, painted just fifty years 
ago, to the Government for the collection in the 
Louvre. 
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I iNCOMFi, TA.'C, 

[ Thii Budget e'timate of the amount of income 
I tax wliicb would Wc receivable by the Exclioqiier 
ill 1908-9 was j!^’33,goo,ooo, ami the annnint paid 
' into the Exchequer w as 33,930, 000. The leading 
or general rate was i,s*. applied to the unearned 
income of all classes and to the earned income 
, of persons with total incomes exceeding 000 
I a year, but the abatement to gel. on earned 
i income of (iertain classes under the finance Act 
of 1907 gave relief in approximately three- 
1 quarters of a million cases. The amount paid 
into the Exchequer in 1907-8 was ^^32, 380, 000 as 
I c )mi)iu‘ed with a limlget estimate of ;;i^3o, 500, 000, 
but owing to the changes in the time within 
I which assessmeurs may be made, some statistics 
' for 1907-8 are yet incomplete. The produce for 
' each penny of the tax in 1906-7 was £2,666,867. 

, 'the average \’irtiial rate, of the tax was then 
I lo-o^d. in the £. In 3:907-8 it was g-yiil. in 
Lthe £. 

I 'i'ho following are particulars of the as.sessmeiits 
for S907-8, so far as ascertainable at present, of 
the iirofits from biisines-ses and professions : — 


CTlAKrrABLE HEQ BESTS. 

Bequests for religious, charitable and ediica- 
; tional imrposes to the amount of im.rc than 
I eighteen millions of pouiuLs have been noticed 
in’Whitakcr’s Almanack in the pa.st four years. 
In 1906 and 1907 such ])e(iue.sts excceeded fi\e 
millions in each year, and 1908 and 1909 accounted 
for about four millions each. The charitable bc- 
; (piests, of wdiich particulars have been scheduled 
in the Almanack, have been as follows :~ 


I Approx'iinute 
I amount of 
! JiOqUOhts. 


Value of 
Estates. 


j In 1906 under 60 ! 1 

I Wills ' jC4>486,44o £3:5,2^6,778 

1 In 1907 under 80 1 1 

I 'Wilis ! 4,868,350 ' xs, 565, 779 

! In 1908 under 80 ! 

! Wills ' 3 > 548 > 7 oS xa, 534, 850 

I In 1909 under 75 j 

j Wills 3,4x1,170 19,183,665 


29S ' ;iCi6,3X4,s65 [ £58,530.073 



AjuI not 

Exv fedint; j 

No. o£ 

Gross amount ' 

1 No. of 

Gross amount 

j Excefcling j 

Persons 

assessed. 

of Income i 

assessed. 

' Birins 

asse-i.sod. 

of Income 
a.ssessed. 

I- £ . 

£ 


1 . £ 1 


1 £ 

! 50,000 


14 

1,501,174 1 

99 

1 9.344,70= 

; 10,000 1 

50,000 j 

2x9 

I 3,933,819 

938 

I 7 , 4 i 4 ,i 4 x 

1 ' 

10,000 

481 

1 3 . 359 . 0 “ 

= ,857 

i 11,701,413 

; 4,000 i 

5,000 i 

286 

=,302.353 

i 884 

3.978,505 

! 3,000 I 

4,000 ! 

571 

1 2,0x3,292 

i x,423 

4.993,972 

1 2,000 I 

3,000 

X .495 

! 3,684,190 

1 2,867 

1 7.485,300 

j 1,000 1 

2,000 

6,158 

8,995,338 

' 7 , 538 __ 

J XX, 194, 0x6 



9,222 

24,786,977 

=5,407 

65,690,048 

' Gross Incomes under £1,000 


each 


__ 383,375 

! 75,896,420 

39,957 

16,215,195 

1 Total 


371,597 

j xoo,683,;f97 

55,364 

I 81,905,243 


The number of persons with incomes ex- 
ceeding £50,000 each was in 1906-7 twenty as 
compared with fourteen in 1907-8, but the 
number of firms witii incomes over £50,000 
was ninety-nine in 1907-8, as compared with 
ninety-two in 1906-7, hut for the year 1907-8 
, the statistics are not yet complete. The total 
! iiumber of assessments on employees in the 
' United Kingdom in 1907-8 was 513,6^ with a 
’ total gross income of £123,413,776, including 
! 409,158 Oovernment, Corporation and public 
I company officials with a gross income of 
! £97»7345438, reduced by abatements and other 
' ileuiietioTis to £54,351,539 net. 

' 'rhe total gross income of £946,578,997 brought 
under the review of the JJe})artment for the 
i year 1907-8 was made up as follows of i>rofits 
:!;iT(>n:i—- ' . ^ ■ 

£ 

Ownership of lands 51,857,803 

Occupation of lands (mainly 

farmers’ prolits) 17,380,178 

0\vnei'.ship of houses 211,358,747 

Other property 1,271,220 

British, Indian, Colonial and 
Foreign Government securities 48,2x5,294 
B\isiness conceims, professions 

and emxdoyments 5x8,761,3x7 

Hal aides of Government, Corpora- 
tion and Company officials ...... 97,734,438 

£94«>S78,997 


The bequests not scheduled probably exceeded 
£500,000 in each of the four years. Those 
scheduled are in the proportion of about 30 per 
cent, of the aggregate amount of the estates 
from which they w'ore derived. In 1906 there 
was the bequest of about £1,800,000 under the 
will of Mr. Alfred Beit, and iu 1907 bequests of 
£1,000,000 each from Mr. George Herring and 
jMr. William Wliiteicy were included. In looS 
the largest bequests were those of Mrs. Byiands, 
£600,000, and Sir W. G. Pearce, £406,000. I’lie 
schedule of seventy-five charitable bequests in 
1909 will be found on p. 433. 

Animal Cuarititis. 

Miss Charlotte Bethell left £8,000 for homes 
for horses and dogs, and Airs. Sarah .Tack.son, of 
Bowden, on whose death a sum of more than 
£30,000 became available for i>ublic use.s under 
her hns])aDd’s will, left £8,300 for hospitals and 
animal charities. Bequests for the care and main- 
tenance of favourite animals have been reported 
under several wills, of which the majority w^ere 
those of ladies. Dr. Cliarles Bell Taylor, of 
Nottingham, bequeathed from his residuary 
estate of over £70,000, to the Society for the 
Prevention of Cruelty to Animals, the National 
Anti- Vivisection League, the British Union for 
the Abolition of Vivisection, and the British 
Committee of the International Federation 
£5,000 each, and the ultimate residue to the 
three last-named institutions, and the London 
Anti-Vivisection Society. 
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('HARITABT.E LADIES. 

Lady Ck)ldsniiid, who bad attained the age of 
8§ yeans, and whose estate was valued at 
£'204,000, he(iueathed about ;)^ioo, 000 to public 
uses, including £65,000 for hosi>itals and educa- 
tional purposes. The funds of her marriage 
settlements are left to University College and 
University College Hospital. Under the will of 
Mi-s. Greenhili, whose estate was valued at 
£162,000, the bequests to public uses are about 
£90,000, including £5,000 to St. Paul’s Schools 
at Hammersmith, and under the wdll of Mrs. 
Caroline Ann Evans, aged 81, who left estate 
valued at £292,000, of which about £64,000 are 
for charitable institutions, there are legacies of 
£10,000 each for the Indigent Blind School, and 
the Soldiers’ Institution at Portsmouth, £5,000 
to the Hommopathic Hospital, and £15,000 to 
the Home of Recovery. Mrs. Grice, of Forest 
How, from her estate of £174,000, left £s,oco to 
the Newport (Monmouth) Hospital, and about 
£65,000 to be applied for her scheme for the bene- 
fit of distressed ladies. Among the many other 
charitable bequests of ladies reported during the 
year have been those of Miss Annie Graham 
Sewell, £50, 000, under which the Church Army, the 
Mission to Seamen, and the London City Mission 
benefit; Miss Emma Sarah Wolfe, £40,000, of 
which King Edward’s Hospital has a share; 
Dame Emma Osborne, of Tipperary, £37,000, 
from which the Tipperary Protestant Or^anage 
benefits ; Mrs. Annie Jane Holborn, £*3,750, for 
hospitals and missions ; Mrs. Annie Scott, 
£20,000, for hospitals and the Bishop of London’s 
Fund, and Lady Campbell Clarke, £10,000, as to 
£2,500 for Jewish charities, £2,500 for hospitals, 
and £s,ooo for charities other than Jewish. 

Local Benevolence. 

Bequests for local rather than general objects 
have been numerous in the past year. Dr. 
'j'homas McKie, of Edinbufgli, advocate, aged 78, 
whose estate was £83,350, left the reversion of 
£80,000 chiefly to Scottish charities, and Dr. 
Jdlin Hall (estate £88,000) left the reversion, 
also of about £80,000, for Scottish orphanages 
and the endowment of fellowships in Glasgow 
University, subject to some bequests for London 
missions. Under the will of Mr. Alexander 
Kleming (84), of Glasgow', ironmaster (estate 
£1,300,000), a sum of £61,000 is left to charities 
in and aronnd Glasgows Mr. Francis Elgar, 
naval architect, bequeathed £32,000 to tlie 
Uiuversity of Glasgow' and the Institution of 


Naval Architects ; Mr. John Monro, £13,000 for i 
public baths in Elgin and Forres, and M r. Francis ' 
Glen MacAiidre w, £ 12,000 for Glasgow charitable 
institutions. From the estate of Mr. Leslie 
Gordon Young, charitable institutions in and 
around Cheltenham will receive about £35,000; 
from Mrs. Isabella Bateman’s estate about 
£30,000 will pass to charities in the Liverpool 
district, and Miss Isabella Gregson left £30,000 
for the Liverpool Children’s Infirmary, and a 
fund for “Gregson Memorial Annuities.” Under 
the will of Mrs. Catherine Mary Castle, a sum of 
£16,500 is left in trust for gentlewomen in 
Bristol; Mr. James Lawes Perrin, a tobacco 
manufacturer, left about £24,000 to Bristol and 
South Wales, and tobacco trade institutions ; 
and Mr. W. G. Lovell, of Bedford, brewer, whose 
estate was valued at £42,000, left £35,000 for 
almshouses, chiefly for agricultural labourers in 
North Bedfordshire. Miss Anne Marples ( gx), of 
Sheffield, bequeathed from her estate of £59,000 
nearly £17,000 to Sheffield hospitals ; and iMr. H. 1 
J. Kanoell (82), of Bridgend, whose estate Was 
£9:^500, left nearly £15,000 for the mamtenance 
of Bridgend Cottage Hospital and other pur- 
poses in South Wales. 

Other Wills. 

Missions and other religious institutions were, 
as in former years, the object of many bequests 
in 1909, frequently in conjunction with hospitals, 
but among those reported there was not any 
one very great legacy for religious purpo.ses. 
The Right Rev. Dr. Thomas Wilkinson, of 
St. Cuthbert’s College, Durham, left his estate of 
£40,000 for Roman Catholic charities, and Mrs. 
Waterton about £8,250 for Roman Catholic 
purposes in the diocese of Liverpool. Mr. Charles 
Morrison (91), whose estate was valued pro- 
visionally at £t, 666, 666, in respect of which a 
sum of one million pounds was paid on account 
of the Estate Duty, left £xo,ooo each to the 
East London Church Fund, the Bishop of 
London’s Fund, the Bishop of St. Albans’ Fund, 
the Rochester Diocesan Society, and the London 
Hospital. Mr. Charles Lowe left about £30,000 
to the Gibraltar Mission and the Gibraltar 
Chaplain Sustentation Fund ; Sir G. T. Xivesey 
left the reversion of £70,000 for hospitals, tem- 
perance purposes, and pensions ; and Mr. 
William Ford Stanley (8x) about £40,000, chiefly 
for the Stanley Technical Trade Schools, founded 
and partly endow'ed by him. 

J. H. SMEE. 


ELEMENTARY EDtTCATlON IN ENGLAND AND WALES. 


Building. 

Recognised Accomraodation. 

I Average Attendance, 

PlKJMDED SOIIOOLS— 

Council Schools 

(igox-xgo*) 

3,003,247 

(1906-X907) 

3,650,503 

i (1901-1902) 
2 s» 3 < 59 ,^o 

(1906-1907) 

2,873,801 

Non-Provided Schools— 
(.’iiiirch of England 

Roman Catholic 

Other Schools i 

(X901--X902) 

Si, 8x3, 978 

^ i 

506,560 

(X906-X907) 
2,681,442 
! 4 o ^>*37 

306,125 

(1901-1902) 
i, 9 W >«63 
! 269,191 

1 348,583 

(1906-1907) 

1,899,965 

286,188 

231,330 
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! <,( \ rwrnu So® Yards.--!. C. Hull (Mioliiyan find Brase- 

I ' U iiil'JliijJiOn, nose), Uxfoi*<.l(i); \V. T. VV>teii]!iilJ((?ity of Loudon 

; 5 i I ; The athletic season opened on ^’ehruary 6, -at and Cains), Canib’-idseCa) ; H. :r. Ram;:? (Hereford 

' ■ ■ Wembley Park, when the sixteenth aniinal race and St. .Tohn’s), Cambridge (3) ; J.W. Woodrow 

proniotod by 'the ISTorth of the Thames Cross (Drake University, IhS.S., Queen'.s), Oxford (4). I 
Country Association was won by A. E. "Wood, of 120 Yards Hurdle Race.—G. E. L. Anderson 
the Essex Beagles, in 40 mins. 59^ secs. Thirty (Eton and Trinity), Oxford (i); 'JST. Eield (Jlarl- 
clubs were represented, 299 runners out of a borough and Brasenose), Oxford (2) ; A. 0 . Boy- 
record entry of 343 finishing. Essex Beagles cott (St. John’s, Leatlierhead, and Selwyn), Cam- 
came first in the club placings with a score of 55 bridge (3) ; M‘. CL D. IMurray (Australia and 
points, Polytechnic Harriers with 183 points Trinity), Cambridge (4). e 

were second, and Highgate Harriers with 273 Quarter-Mile.-— L. C, Hull (ifichigan and Bra.se- 

points were third. On the same afternoon F. d. nose), Oxford (s); C. Armstrong (,st. Laurence’s j 
Lintott established a record in the ten mile and Jesus), C'larnbridge (2) ; C. Howard-Smith i 
race promoted by the Eanelagh Harriers for the (Winchester and Brasenose), Oxford ; W. T. | 
Olutton Cup ; his time was 58 mins. 17^; secs., Wetenhall (City of London and Cains), Cambridge. ' 
which beat the ju'evions record, made by J. H. Half-Mile.— -P. Stormonth Darling (Winchester 

Bessell in 190Z, by 2 mins. 32?, secs. At Coventry, and New), Oxford (1) ; T. H. Just (St. Paul’s and 
W. Hart, of the Sparkhill Harriers, won the Trinity), (Cambridge (a) ; G. F. Eogers (Liverpool 
Midland Junior Chami)ionship, the Small Heath and Brasenose), Oxford ; W. H. Pelham (Eton 
Harriers being first in the club placings. and Trinity), Cambridge. 

On February 13 the South of the Tliames England, with 33 points, secured the honours 
Championship took place at Southend, near in the International Cross Country Champion- 
Catford, and was won by F. C. Neaves, of the ship, which was decided on March 20 at Derby. 
Surrey Athletic Club, in 43 mins. 48I secs. Herne The other countries represented finished as 
Hill Harriers came first in the club placings with follows Ireland, 77 points, second ; Scotland, 
98. points, Beading Athletic Club was second 107 points, third : France, sxt points, fourth, 
with ii6 points, and Surrey Athletic Club third and Wales, 187 puiiite, fifth. The course was 
with 118 points. The Midland Counties Senior about ten miles. A. E. Wood, England, was 
Championship was contested over the new race- first in the individual placings ; J. Boiiin, France, 
course at Uttoxeter on February 20. W. Coales, second ; and E. Loney, England, third, 
of the Thrapstou Harriers, was first man home ; The Long-Distance Walking and Eiiiining 
Birchfleld Harriers being first in the club placings Championships took place at Stamford Bridge 
with 63 points. Small Heath Handers (94 points) on Saturday, April 17. The first three in each 
were second, and Derby County (102 points) third, event were:— Seven Mile Walking: B. J. Webb 
The Northern Counties Championships took (holder), Herne Hill Harriers, gamins. 37 secs, (x); 
place the same afternoon over the Doncaster F. T. CArter, Queen’s Pork Harriers, 54 mins. 
racecour.se. The Junior event was wmn by the 44-^- secs. (2); A. H. Pateman, United Harriers, 

WaiTington Athletic Chib, J. Warburton, of gg niiirs. 14 secs, (3). Ten Afiles Eunning, A. E. 

Bury, being the first man home. J. IViurphy won Wood, Es'^ex Beagles, g2 mins. 40 secs, (s) ; W. 
the Senior Champiou.slup ; the Hallain Harriers, Scott, Broughton Harriers, 53 mins. 49 sec.s. (2) ; 
of which club he was a member being first with B. C. Long, Polytec-hnic Harriers, 53 mins. 
33 points. SS'T secs. (3). 

The Southern Counties Champion.ship, over The Public Schools Challenge Cups were com- 
Epsoni Downs, on .February 27, was won Ijy A. E. pete<l for at the Loudon Athletic Club’s spring 
Wood, of the Essex Beagles. Highgate Harriers meeting at Stamford Bridge on May x. The 

were first in the club placings with 63 points, winnens were :— xoo IfArds, 0 . H. H. Shepherd 

Herne Hill Harriers with 104 were .second, and (Abingdon) ; 120 "\"ard.s Hurdles, P. E. Phillips 
Polytechniewithx68 points third. On Saturday, (Highgate); 440 Yards, E. St. H. Davies (East- 
March 6, the National Championships took place bourne College) ; 880 Y'ards, L. F. Taylor 
in a blizzard of snow over the Haydock Park (Oundle) ; Three-Quarter Mile Steeeplechase, 
racecourse. James Murphy, of the Hallamshire L. W. Holland (Abingdon); One Mile, L. F. 
Handers, was the first man home ; and Birchfield Taylor (Onndle) ; High Jump, A. F. Sheldon 
Handers came first in the club placings with 6x (King’s College); Long Jump, Al. J. Susskind 
points, Hallamshire w'ere second with 1x3 points, (University College). 

and Sutton third with xyg. On the following The winners at the Irish Amateur Cliampion- 
Saturday the Scottish National Championship ship Meeting, which took place at Balisbridge, 
was won hy A. MePhee, of the Clydesdale Dublin, on May 31, were :~xoo Yardsy P. J . 
Harriers, the West of Scotland team coming Roche (holder), Cork A.C. ; 120 Yards Hurdles, 
first in the club ifiacings. The Great Eastern T. J. Ahearne (holder), Athea; 220 Y'ards, W. 
Railway Employees won the London Business Alurray, Dublin ; 440 Yards, C. N. Alurphy 
Houses’ Championship ; A. G, Hill, of Dipro.se, (holder), Dublin Univ. ; Half-AIile and One Mile, 
Bateman Co., being first man home. J. F. Fairbairn-Crawford, West of Scotland ; 

Some interesting sport w’as witnessed at the Three Allies Walk, AY. Hamilton, Belfast ; Four 
annual encounter between Oxford and Cam Miles Eun, Laiiee-Oorpl. O’Neill, Connaught 
bridge, which took place at the Queen’s Club on Rangers ; Putting the Weight, D. Horgan, 
Friday, March X9. Anew mter-’Varsity hammer- Banteer; Throwing the Hammer, John Murray 
throwing record (148 ft. xo in.), established by Oiolder), Incliicore; Throwing the Discus, J. 
E. H. landsay-Watson, of Trinity College, Cam- Murray, Dublin ; High Jump, T, J. Ahearne, 
bridge, was the only outstanding feature of the Athlea, w.o. 

afternoon. The previous best was made in 1907, There was a record attendance at the Amateur 
w^n A. At- Stevens (Oxford) threw 146 ft. 9 in. Championship Meeting, which took place at 
L. 0 , Hnl} (Brasenose, Oxford) accomplished a dual Stamford Bridge on J uly 3. The results were 
si^ece^, whpnngthe 100 yards and quarter-mile 100 Yards Fiat— E. E. Walker, South African 

won by six events to four. I A.A. (x); N. J. Oartmell, U.S.A. (2); E. Kerr 
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(holder), Caiiada(3); M. Chapman, Finchley H.(4); 
E. W. Haley, Herne Hill 11 . ($). Time, lo secs. 

1 120 Yards Hurdles.— A. H. Healey, Black- 

I heath XL (i) ; K. l^oweli, L.A.O. <s) ; Y. Himcker, 

! 8t)uth Africa (3); C. E. Kenahan, Irish Fusiliers 
' U\ Time, is'i secs. 

i 220 Yards Flat.-JST. J. Cartinell (H.S.A.), Birch- 
i field H. (i) ; K. Kerr (holder), Tigers A.C., 
i Hamilton, Canada (2); E. W. Haley, Herne Hill 
I H. (3) ; W. Hurphy, Queen’s Park H. (4). Time, 
f&z sees.— best championship performance. 

Ouarter-IMile Flat, A. Patterson, Salford n.(i); 

: L. J. de B. Heed, I.. A. 0.(2); E. H. Montague, 

I S.L..H.(3) ; G. Kicol, Polytechnic H. (4). Patterson 
i and ileed ran a dead heat in 50? sec.s. On 
running oif Patterson led all the way, and w'on 
i^v five yards. Time, 51J secs. 

i£alf-Milo Flat.— H. Braun, IMunchener Sports 
Cliib(i); A. Astley, Salford H. (2) ; I. F. Fair- 
bairn *Cra\vford_, M.C.O. and Y’‘est of Scotland H. 
(3). Time, x rain. 571 secs. 

One Mile Flat. — E. Owen, Broughton H. and 
j A.C. (i) ; A. J. Kobertson, Birchfield H. (2) ; 

! E. F. G. Yorke, Surrey A.C. (3); XL A. Kuott, 
IS,L.IL (4); A. E. Wood, Essex Beagles (5). 

{ Time, 4 mins. 23 secs. 

Two Miles Steeplechase, — Only ft>ur finished, 

I ie., H. Noakes (holder), Sparkhill H.(i); XL L. 

; Hart, Sparkhill H. (2) ; G. M. Parkinson, Essex 
! Beagles (3) ; J. XI Deakin, Herne Hill XL (4). 
j Time, xx mins, z'i secs. 

I Two Xliles Walking Fvace.— E. J. Webb, lierne 
i Hill H. (1); A. M. Lowland, South Canter- 
' bury If. (New Ztahind)(z): T. J. Eaton, Poly, 
technic H. (3) ; G. Ib .T. Withers, Bailway Clear- 
ing House A.C. (4). Time, 13 mins. 56? secs. 

X^our IHilc-s Flat Bact'.— E. Tl. Yoigt (holder), 
Manchester A.C. (1); A. J. Ilobertson, Birch- 
field 11.(2); A. E. V/ood, E.ssex Be£^les(3). 
Time, xg ruins. 57? secs. 

I High J. H. P.unk.'j, Sparkhill Xf., 5 ft. 

Ig in. <i); T. J. .'Vhearne, Athea, Ireland, s H. 

! 8)5 in. (2); C. II. Diigmore, S. LH., 5 ft. .7 111.(3). 

Long .lump.— T. J. Ahenrne, Athea, tivland, 
zz ft. 4J4 in. (1); S. S. Abrahams, L.A,C. and 
C. r.A.C., 21 ft. 5’^' in. (2); W. XL Bloadeu 
(^holder), O.U.A.C., 20 ft. 5 in. (3). 

Polo Jump.— A. E, Fiaxmaii, jun., L.A.C. and 
S.L.H., w'.o. 

'Throwing the Hammer,— X'. It. Nicholson, West 
of Scotland H., 164 ft. 8 iu. (x) ; i). Horgan, 
Irish A. A. A., 137 ft, in. (2); A. H. X’yft’e, 
L.A.C. and O.U.A.C., 130 ft. 3)^ in, (3) ; E. E. B. 
May, O.r.C.A. and L.A.C., 126 ft. 4>2 111.(4); 
H. A. Leeke, O.U.A.C. and Ij.A.C., xi8 ft. 2 in. (5), 

! Nicholson’s throw is a record for the champion- 
.ship meetings. 

Putting the Weight. — I). Horgan (holder), Irish 

A. A. A., 44 ft. I in, (i) ; T. E>. Nicholson, We.st 
of Scotland H., 40 ft. in. (2); H. A. Leeke, 
O.U.A.C, and Ij.A.O., 37 ft. 8 in. (3). 

BIIXIAXtHS. 

Not a single matdi of any importance was 
played during the season of 190S-9. This was 
mainly due to the retirement of C. Dawson, and 
with hi.s departure from the arena, Stevenson 
w’as left without a rival worthy of his cue. 

The amateurs, however, made up the financial 
losses of the Billiard Association tlmough the 
shortcomings of the professionals, the Amateur 
Championship being a gigantic success. In the 
Southern Qualifying Competition an iinknowu 
quantity In Major H. L. ifleming took part. It 
was (piickly seen that in the gallant ofilcer we 


?I1 


had a player above the ordinary, his defeat bt 
the ex-champion, Mr. A. W. T. Good, being 
accomplished in brilliant stylo. The competi- 
tion proper w'as ployed at Bradford, the home of 
the then holder, Mr. H. C. NTrr, and attracted 
huge crowds. Again Major Fleming showed 
splendid form, and in the final heat defeated 
Mr. Virr by 499 in 2,000 up, thus gaining the 
title at the first attempt. , 

The invitation to take part in the 1909*10 ' 
Professional Tournament has been extended . 
to five players only— Stevenson, Higgle, Inman, 
Harverson, and Heece, with the Scottish Cham- 
pion, T. Aitken (5,500 start) as reserve man. ■ 
In Australia a remarkably fine player has come 
forward in George Gray, a youth of seventeen, , 
who has stepped at once into the front rank. , 
In a match with F. Lindrmn at Melbourne he ■ 
made a break of 836, of which 832 was made j 
off the red ball alone. Both of these are world's 1 
records under Association rules, and after due | 
investigation were passed as such by the Aniatcttr i 
IMlliard Association of Victoria and the Billiard i 
Association of Great Britain. Tlie table on j 
which the break was made was a standard one 
and duly tested by competent authorities. 

BOXING, FENCING, AND GYMNASTICS. ' 

In X909 amateur boxing was more popular than 
ever, especially at the Thiiversities and Public ' 
Schools, Imt there were few demonstrations of 
gymnastics outside those promoted by such 
bodies that call for notice here. The first inter*- 
University gymnastic contest, held at Oxford, 
was decided in tlie University Gymnasium on 
March 4, eight men a side competing on rings, 
parallel bars, horizontal bars, and vaulting 
horse. The result was a win for Cambridge, 
with a total of 528 points against 488 points, 
form shown all round being very good indeed. 
Great improvement In the general form v/as 
noticeable in the Oxford v. Cambridge boxing 
and fencing contest, decided at the Corn Ex- 
change, Cambridge, on March 10. llie Dark 
Blues gained a highly meritorious victory by six 
events to two. The Scottish Amateur Boxing 
Championships were decided on March 13, at 
Glasgow. 

The gymnasium at Queen’s Avenue, Aldershot, 
was the scene, on April z and 3, of the Public 
Schools Championship. The Champion Shield 
and Gold Medal were won by Berkhampstea<i 
School, whose representatives were B. Streatfield, 
James and W. N. Leak ; whilst the winner of the 
gold medal for the highest individual marks was 

B. M. Gent, King’s School, Canterbimy. 

IMur thousand jicople witnessed the Champion- 
ships of the Amateur Boxing Association at the 
Alexandra Palace on April 7. The winners 
were Bantam, J. Condon, Lynn B.C. ; Feather, 
A. H. Lambert, Belgrave Harriers; IJght, X\ 
Grace, . Eton Mission B.C. ; Middle, Child, 
Cambridge A.B.C. (who had won in 1908); Heavy, 

C. Brown, Victoria A.C. 

The Boyal Navy and Army Boxing Champion- 
ships, decided at Aldershot during the last week 
in October, were wonderfully successful. The 
various winners were Officers : Feather 
Weights, Capt. B. C. Williams (B.F,A.) : Light 
Weights, Capt. B. Y. Cowley (B. A. M.C.) ; Middle 
Weights, Capt. Lindsay (Bifie Brigade) ; Heavy 
Weights, Lieut. A. Mi Bead (7th Hailaiia Lancers); 
all were new to championship honours. Warrant, 
Petty, and Non-Com. Oftioors and Men : Feather 
Weights, CorpL It. Darley, ist Boyal West Ivent 
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(holder) ; Light Weights, Lance-Corpl. A. Baker, 
ist Boyal West Kent (holder) ; Middle Weights, 
Pte. Harris, and Coldstrearas ; Heavy Weights, 
Gunner Hewitt, Royal Marine Artillery (holder). 

The final of the Amateur Fencing Champion- 
ship (Ep^e) was decided at Lincoln’s Inn on 
July s, there being eight competitors, including 
C. Leaf Haniell, winner in xgoS. Eventually he 
had to contend with R. Montgomerie for the 
honour, of which the latter deprived him after 
the pair had tied. 

Not a great amount of headway was made 
with amateur wrestling. The National Amateur 
Association Championships were split up amongst 
various affiliated clubs. 

The final for the Adams Shield, the chief prize 
in the gymnastic world, was decided at Birming- 
ham on April 17, when S. Hodgetts, Birmingham, 
won by 27 marks. 

The Secretary of the Amateur Boxing Asso- 
ciation is E. T. Calver (Room X04), 49, Finsbury 
Pavement, E.C. ; and the Hon. Sec. of the 
Amateur Gymnastic Association, S. L. Levy, 
Liverpool Chambers, Cherry Street, Birmingham. 


CRICKET. 


Owing to the visit of the Australian cricketers, 
the season of 1909 was somewhat more crowded 
with games than nsual, and the Test matches 
naturally detracted somewhat from the interest 
of the County Championship. Moreover, the 
weather was on the whole not favourable for 
the summer game, the unsettled conditions 
affecting both the play and the finances of tlie 
clubs. 

The following table shows at a glance the 
result of every match in the Championship 
series. Tlie top line gives the outcome of the 
home fixtures, the bottom line the result of those 
played away • 
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Kent won, and deserved to win, the County 
Championship, for the second time in its history, 
their previous success being in 1906. Of their 
26 fixtures they won 16, lost only z, and drew 8. 
Lancashire ran a good second, and Yorkshire was 
third. 

The following table sliows the final record . 


County. 


S S -S 1 


r ^ I S 

w F A (-1 

Kent 26 -..z6>>. 8... 2. ..14 

Lancashire... 24... 14... 6... 4...io 
Yorkshire ... 26...x2...xo... 4... 8 

.Sussex 26... 7...X6... 3... 4 

Surrey 30... 16... 7 .. 7... 9 

Middlesex ... SI... 6.. .10... s -- 1 
Nthmptnsh. x8... 9... i... 8... i 




Hampshire... 22... 7... 8... 7. 
Worcestersh. 20... 8... 4... 8. 


77*77 
SS'SS 
so ‘00 
40*00 

39*13 

9*09 

S‘38 


7... 


Notts 19... 6... 5... 

Somerset ... 16... 4... 5... 
AYarwicksh. 20... 3... 9... s... 
Leicestersh. 21... 3... 8...xo... 

Essex x8... z... 9... 7... 

Derbyshire.. 21... z... 4... 13... 
Glo’stershire 22... i... 8. ..13... 


- S- 

— 12 ... 


— 14.28 
-27-37 
“•43*45 

-53*84 

-SS*55 

-76-47 

■8 s' 7 x 


E.volusive of matchefi, Essex v. Leice.«tersliire, at Ley- 
ton, June 24, 2S. and 26, Esse.x v. Middlese.x, at Leyton, 


June 28, 29. 30, and Derbyshire v. Notts, at OIossoi), July 
»9- 30, 31, abandoned without a ball having been bowled. 

According to the rule laid down by the M.C.C., “ One 
point shall be reckoned for each win ; one deducted for 
each loss ; unfinished games shall not be reckoned. The 
county which during the season shall have, in finished 


matches, obtained the greate.st proportionate number of 
l)oint.s shall be reckoned champion county.” 


Kent owed their success to the fine hatting 
of Messrs. J. R. Alasoii, A. P. Day, and K. L. 
■Hutchings, and the excellent bowling of Blytlie 
and Mr. D. ^V. Carr — the lat-ter a bowler of what 
are now familiarly called “ googlie.s.” Mr. 
Mason never batted so well. 

The number of centuries scored in county 
matches was X19, as against 153 in 1908. These 
were distributed : in May 30, in .Tune 24, in July 
30, and in August 35. The highest individual 
score was 276 Ify Hayes, R. Reif coming iic.xt 
with 272 not out. The batsmen who sc<3red a 
century in each innings of a match were, viz., 
Hobbs, Mr. G. L. Jessop, and Llewellyn for 
.Surrey, Gloucestershire, and Hampshire respec- 
tively. Hobbs had six centuries to his credit in 
the season ; Denton, Llewellyn, and Sharp four 
each ; and Mr. A. P. Day, Hayes, Mr. K. L. Hntcli- 
ings, Mr. G. L. Jessop, Mr. J. R. Mason (three in 
succession), R. Relf, Rhodes, Tyidesley, and B. 
B. AATlson had three centuries each. The highest 
total was 742, made by Surrey v. Hampshire at 
the Oval ; the lowest was 26, made by Yorkshire 
on the same ground. The closure was ai>pUed 
37 times, the county applying it Avinning in 17 
instances, while in the other 20 there was no 
definite resxilt. 

The Australian team was successful in retaining 
“ the ashes.” Five te.sts were played. England 
won the first at Birmingham by 10 wickets ; 
Australia won the second at Lord’s by 9 wickets ; 
Australia won the third at Leeds by xz6 runs ; 
and the remaining two, at Manchester and the 
Oval, were drawn. During their tour the Aus- 
tralians played 39 matches, of which they won 13, 
drew 22, and lost 4 ; their victors being Surrey 
(by 5 runs), M. 0.0., England, and Lord^Londes* 
borough’s XI. Their most successful batsmen 
Avere AV. Bardsley, average 46*38 ; AY. AY. Arm- 
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strong, 43*52 ; and V. S. Eansford, 43*48. Arm- 
strong, lA Laver, C. G. Macartney, J. xi. O’Connor, 
W. j. Whitfcy, and A. J. Hopkins were all success- 
ful bowlers, but Cotter proved expensive. The 
team as a whole was one of the best that has 
ever come over, and the number of drawn games 
was not due to slow* cricket, but in most instances 
to the weather. 

The Oxford v. Cambridge match at Lord’s, 
which ended on July 7, was ruined by i*ain, and 
%nded in a draw. Oxford scored 267, to which 
the Cantabs replied with 183. Oxford declared 
their second innings closed at 191 for 8 wdckets, 
and thus set Camljridge 276 to win. The latter 
w*eiit in at 4.15, and two hours later — ^when they 
had made 89 for 4 wickets— -bad light caused the 
game to be abandoned. The Eton ik Harrow 
game was also a fiasco, thei’e being no play on 
the Saturday (July 10), owing to a deluge over- 
night. This in-obably robbed Harrow of a 
victory, as Eton, with 3 wickets to fall, required 
S3 to win. The scores were : Harrow*, 135 and 
76; Eton, 92 and 67 for 7 wickets. In the 
Gentlemen v. Players match at Kennington 
Oval, on July 8, 9, 20. tlie Players won by 64 
runs, scoring 203 and 189 to no and 213 ; wiiilst at 
Lord’s the following week the Players triumphed 
by 200 mils, scoring 214 and 204 to 76 and 142. 
Barnes, the fast bowler, was in great form in the 
latter match, 

A few individual records must conclude this 
article. Mr. J. 11. Mason headed the batting 
averages w*ith 65*25 for 14 innings, but the real 
premier honours belong to Mr. A. P. Day, with 
an average of 44 for 24 innings. Amongst the 
professionals, Hayward, Rhodes, and Hobbs all 
have figures of over 40, and Rhodes also took 
over 100 wickets, so that he must be reckoned as 
the best all-round cricketer of the year. Blythe 
was the only bowier to take over 200 wickets; 
those taking over 100 lieing Haigh, Thompson, 
Rhodes, Rushby, Mr. W. Brearley, Bean, A. E. 
Relf, Dennett, Tamant, S. G. SmiTli, Wass, Hirst, 
Leach, Buckenham, Jayes, Fielder, and Lees. 
The averages point to its being a bowler’s season, 
as might be expected from the wet jiitches. 

CROQUET’. 

Yeah by year croquet increases in popular 
favour, and the ({uality of the play is also still on 
tlie up grade. T’his was amply illustrated at the 
Championship meeting, in wdiicli the players 
were^ greatly handicapped by adverse weather 
conditions. In spite of this it was generally con- 
ceded that more skilful croquet had never been 
seen at a Championship gathering. In the semi- 
fiiu’i round of the Open Championship there w*as 
a stern contest betw'een C. L. O’Callaghan and 
E. TVhitaker, the former being right at the top 
of his form, and winning by 3 and 13 points after 
losing the second game by 4. In the other semi- 
final match G, Ashmore defeated Mrs. Beaton, 
the famous lady exi>oiient of the game being 
below* her usual high standard. The final pro- 
duced a contest in which the steadily calculated 
methods of Mr. xishmore i)roved superior to the 
bright but rather eri*atic tactics of the Irishman, 
who was beaten l>y 18 and 26 i)oints after winning 
the second game by 19. This was the third 
occasion (m W'hich Mr. O’Callaghan had figiireil as 
runner-up, his conquerors being R. C. J. Beaton 
10x907, and C. Corbally in 1906. He had some 
solatium, inasmuch as he and Miss H. Johnson 
Houghton won the Mixed Doiible.s Championship. 
The op])osing pair were G. Ashmore and Mrs. 

Newton (who also reached the final stage in the 
previous year), the latter being defeated by 27 
and x9 points, after winning the second game oy 
16. In the Ladies’ Championship Miss N. Beau- 
su-e, a member of the powerful liooton Park 
Club, was successful ; for though she lost the 
opening gamewith Miss B. Willis in the final 
round by x8 points, she won the other tw*o by 
22 and 24 points respectively. Miss H. Johnson 
Houghton was strongly fancied for this event, 
but she succumbed to Mrs. W, P. Blood in the 
fourth round. No fewer than eighty entered for 
the Handicap Singles at the most important 
meeting of the season, E. J. Clarke (%) beating 
Miss A. VVood (i^)in the final stage by xs points. 
Mr. O’Callaghan won the Champion Cup at 
Roehampton in August, his croquet being so 
fine that he was assured of victory before the last 
tw*o rounds were played. His final score was 14, 
and next tp him came H, Maxw*ell Brow'iie (11), 
R. C. J. Beaton (ii), K. H. Izard (10), and 
H. E. W. Prince (10). Mrs. Beaton and G. Ash- 
more scored 6 each. 

CYCLING. 

After the excitement engendered by the 
Olympic Games the i)revious season, cycling in 
1909 w’as comparatively xmeventful. The first 
big meeting of the year was at Poi’tsmonth on 
June 26, when the Amateur Championships were 
decided. There were 12,000 people present, and 
splendid racing resulted. The outstanding 
feature w*as the magnificent riding of W. J'. 
Bailey, of the Polytechnic C.C., who won the 
Five Miles, doing the final in 13 mins. 371 secs. , 
and the One Mile, final in 2 mins. 44! secs. But 
for pulling his foot out of the pedal strap he 
would possibly have won the Quarter Mile as 
well, but that went to 0 . B. Kingsbury, of the 
Portsmouth N.E.C.C., whose time in the final 
was 32 sqps. On July 2 and 3 the fine track at 
the Stadium, Shepherd’s Bush, London, was the 
scene of a 24 hours race under the auspices of 
the National Cyclists’ Union. It was estimated 
that about so, 000 people saw some j)ortion of 
the contest, which was participated in by path 
! and road racers of the best repute to the number 
: of 12. Nine actually finished, three of whom 
! broke record. I’he distances covered by the 
; first six men were— 

1 iMilcb', Yds. 

1 J. H. Bishop (Beaumont C.C.) 513 1,430 

E. H. Grubb (Vegetarian C.C.) 492 *,720 

j P. Herman Combes (Clul) Veloci- 

pedique Le Vallois) 486 1,100 

H. D. Hanks (Pegasus C.C.),...........,.. 47X 1,740 

E. R. E. Jones (Northampton Poly. 

Inst. C.C.) 469 340 

C. 0 . Cole (Poly. C.C.) 459 x,ioo 

Combes equalled record at 154 miles, and at 
172 miles was eleven minutes ahead of the pre- 
vious best. Bishop went ahead at 2x0 miles, 
and in 12 hours had ridden 284 miles, kept in 
front to the close, and for a little over 22 hours 
disposed of all previous records. 

Gn July 3 and 5 the British Empire Champion- 
ships were decided at Glasgow in wretched 
weather. All tlm best riders of the three 
countries participated except C. B. Kingsbury 
and Dan Flynn, the Irish flier. England won 
two of the three championships, and also 
secured the team race. W. J. Bailey was first 
in the Mile and Ten Miles, whilst Ben Jones 
took the Quarter Mile— riding over iii tlie final, 
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'.vhicb was ordered to ]>e re-nni, owing to a 
pr(.itest. Ill tlie Ten Miles Team Race, A. J. 
Bailey, Ben Jones, and A. J. Denny, all of 
Englii.nd, were first, seoond, and third. 

The ^i'orld’s Amateur Chanipionships were 
tleeided at Copenhagen in the middle of August, 
when the victories secured by British riders in 
1903 were repeated, thus proving that in one 
branch of the sport at least England is not 
decadent. In the loo kilometres race Leon 
Meredith, Paddington C.C., won for the fifth 
time— -a really remarkable achievement. His 
time was i hr. 39 mins, 8 ^ secs. W, J. Bailey 
won the 1,000 metres, beating Schiller (France) 
and Heiimer (Germany) in the final; time, 
s min. 3zl secs. Prior to this, on June 26, John 
Harvey, of Birminghana, had won the 25 Miles 
Amateur Champi(mship, Meredith, the holder, 
lacing unplaced ; whilst at Herne Hill on Ang. 14, 
ATc. Johnson and F. G. Hamlin, Putney A.O., 
avon the Mile Amateur Tandem Chaiiiinonship, 
and 0 . H. Bartlett the 50 Miles. 

FOOTBALL. 

The Association Game. 

Association football continues to he divided 
against itself, the chief amateur clubs and their 
organi.sation, the Amateur Football Association, 
having flourished e.vceedingly since 1907, 

England had a great year, winning the triple 
crown without the lo.s.s of a goal, an unpre- 
cedented feat. The following table summarise.^ 
the results in 1909 ■ 

Goals. Goals. 
Feb. 13 Bradford ... England 4 bt Ireland o 

Mar. \ Wrexham ... Walcf)... 3 bt Scotland a 

,, 15 Nottingham ... England 2 bt AValo.s o 

,, 35 Glasgow ... Scotland 5 bt Ireland o 

,, 20 Belfast Wales... 3 bt Ireland 2 

Ainil 3 Crystal Palace England 2 bt Scotland o 

The amateur Tnlernational team won all their 
matches, including the thref' matches in Olympic ' 
Games. They heat Sweden twice, Holland twice, j 
' Denmark, Ireland, AValcs, Germany, Belgium | 
' and Switzerland. Wiiming ii matches, they j 
. scored 78 goals to 7. The League Internationals j 
re.sulted as follows 

Goals, i 

Oct. xo— England heat Ireland at Belfast ... 5-0 
Kcb. 10— Scotland beat Ireland at Belfast... 2-x 
Feb. 27— Scotland l)eat England at Glasgow 3-t 
The Football A.ssoeiation Challenge Cup— or, 

! as it is more generally called, the English Cup— 

] was as attractive as ever, huge crowds being 
i present at the matches, A series of qualifying 
' matches led up to the flr.sb round, which w'as 
' played on Jan. t6. It was notable for the defeat 
5 of the holders, ATolvcrhampton Wanderers, and 
i of Aston Villa, Middlesbrough, Sheffield United, 
and Notts County. Finally, Bristol City, Derliy 
County, Alanche.ster United, and Newcastle 
United were left in to contest the semi-final 
ties on IHarch 27, when Manchester United and 
Bristol City qualified, to meet in the final at the 
Crystal Palace on April 24. At this there were 
7x,ooo spectators, and Manchester won by x-o, 
the winning goal licing scored by A. Turnbull. 
Bristol were somewhat unlucky to have two of 
their regular men on the injured list, but they 
lost easy chances of scoring. Lord Charles 
Beresford presented the Cup and medals to the 
winning team. The amount taken at the gate 
was ^d,434. The Football Association Amateur 
Cup was won for the seoond time in its history 


by 01 ai>ton, who beat Eston United at Ilford 1 
by 6-0. 

The First League Championship was won by 
Newcastle United, with a total of 53 points out I 
of a possible 76. Everton came next witli i 
46, Sunderland third with 44, and Black- j 
burn Eovers fourth with 41. It is estimated ; 
that .six million spectators witnessed the j 
3S0 matches, an average of x6, 000 a match. I 
The attendance at Second League matches i 
averaged 7,300 per match. In the South eriG 
League, which had been reconstituted to zi 
clubs owing to the withdrawal of Fulham and 
Tottenham Hot.spiir, Northampton took the lead 
from the start, and kept it to the finish. Swindon 
Towm being second and Southampton third. 

The Inter-’Varsity match ended in a drawn 
game at Queen’s Club on Feb. 20, the score being 
one goal each. The record now stands — Oxford 
17 wins, Cambridge 17, drawn 2. The Amateur 
Football Association Cup was won by the New 
Crusaders, who beat the Casuals by 5-1 . In the 
Arthur Dunn Cup, Old Mai vernians beat Old 
Salopians, 3-0. New Crmsaders won the cham- 
Ifionship of the Southern Amateur League. . The 
Secretary of the Football Association 'is Mr. F. 
J. Wall, X04, High Holborn, AV.C. The address of 
tlie Honorary Secretary of the Amateur Football 
Association is 79I, Graceehiircli St., London, E.C. 

PuaBY Union. . 

Unfortimatelythe .sea.son of i9o8"9 v/as marred 
by a .squabble between the Eugby Unions of 
.England and Scotland that added to the dignity 
of neitly.er. Tlie Scottish authorities, however, 

I ultimately acknowledged that they had acted in 
an unconstitutional manner by submitting the 
whole mai.ter to the .Hugby International B'oarcl. 
Tn the .‘^ea.son’s programme AVales, for tbc second 
season in .succc.'^sion and for tlie fifth time in ten 
years, .seenred the International Championsliip. 

. England was beaten at Cardiff, on Jan. 16, by a 
' goal and a try to nil ; Scotland, at Edinburgh, 
on Feh. 6, by a placed goal (3 ])oint.s) to a penalty 
, goal (,3 points) ; and Ireland, at Swansea, on 
j jMarch 13, by 3 goals and a try to a goal. In ad- 
dition, Wales also defeated the Australians and 
France. The relative positions and the scores in 
the International competition are shown in the 
following table 

AV D. L. Pts. G/LPts! G/LTts. 

X AA^ales 3 o o 6 5 2=31 0= 8 

2 Scotland ... 2 o x 4 '‘''4 4=30 *3 x=i6 

3 England ... x o 2 2 2 3=39 5 2=31 

4 Ireland o o 3 o *3 0=13 4 6=38 

The tour of the Australians ('‘AVallabics”)’wa3 
not nearly so successful either financially or 
from a sporting point of view ns previous ones 
made by the New Zealand and South African 
combination.s. 

A pj'ofessional Australian organisation toured 
the British Isles from the beginning of October, 
1908, to the middle of March. The feature of 
their displays was the magnificent play of H. H. 
Messenger, the three-quarter hack. The Northern 
Union contest, England v. AVale.s, on Dec. 28, at 
Broughton, was won by the former by 3 goals 
and 7 tries (31 point.s) to 2 goals and' a try (7 
points), 

The sucefc.ss of Wales over France has already 
been referred to. Jn addition to that game, the 


‘‘^Oiio penalty goal. 
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: Frent/iiiae]i went underto England, at LeiceBter, 
on dan. 30, ^909 (a goals, 4 tries-~s2 points — to »« 7 ), 

; and to Ireland, at Dublin, on March ao (3 goals, 

I a penalty jroal, and a tries—igi points— to. a goal 
‘ and a try— 8 points). Before dismissing the Inter- 
national pha,se, of the sport, it may be men- 
tioned tliat tile Calcutta Cup game between 
England and Scotland had to be played at Mch- 
inond (March 20), owing to the ilugby Union’s 
own ground at Twickenham not being ready, 
(England led at the interval, but the defence of 
their three-quarters broke down subsequently, 
and the final score was 3 goals and a try (18 points) 
j to a goal and a try (8 points) in favour of the 
! Scots. 

Enormous interest attached to the meeting of 
tlie Universities at the Queen’s Club, \Yest.Ken- 
slngton, on Dec. 12, 1908, and 13,500 pieople 
witnessed the match. Brior to the all-eventful 
day O.N;ford had won twelve and lost one game, 
and Cambridge had registered eight victories 
! and four defeats. A finer struggle was never 
I seen at Queen’s, and the result was a draw — each 
j side scoring a placed goal in the first half of the 
' play. Oxford’s try was obtained by H. Martin 
(Balliol), G. Cunningham (Magdalen) kicking the 
goal, whilst for Cambridge K. G. McLeod (Pem- 
j broke) converted the try scored by E. C- Pymau 
(Cains). Durham, for the fifth time in ten 
seasons, exclusive of the period when they were 
joint holders with Devon, won the Ilugby County 
Championship. They won six of their seven 
inter-county engagements. Lancashire won the 
Northern Union Championship. 

The .Engby Union offices are on the Union’s 
new ground at Twickenham (Hon. Bee., C. J. B. 
Marriott). 

GOLF. 

The most notable event of tlie early part of 
1909 was a foursome tournament for ;^2oo, in 
which Jas. Brai<l and J. H. Taylor defeated 
j G. Duncan and C. H. Mayo by 8 and 7. 

I The open Oitamptonshtp. , 

i From 1860101870 (boLli inclusive) the Cham- 
pioitsl(4^.> emblem was a belt, wiiicli Tom Morris, 
i jun., made his own 'ey successive wims in 1867, 
I 1868, 1869, and 1870. I'iie Ciiampionship ro- 
i mained in abeyance t^vo years, when the present 
cup was ofi‘ere<i for competition. Up till 1891 
it was competed for at 36 holes, but after 1891 
the course was extended to 72 holes. 


The A>fA'!'ErK CiiAArproNsarp, 

18S6- H. G. Hutchin- , 1S97. A. J. T. Allan, 
■ ■ ' ‘ tA n T-of: ' 


1872. Tom Morris, jun, 

1873. Tom Kidd. 

I 1874. Mungo Park. 

' ^875. Willie Park. 

: 1876. Bob Martin, 
j 1877, Jamie Andersfui, 
i *878. „ „ 

! 1879. „ ,, 

I 1880. I'iob I'Yu'guson. 
x88i. „ ,, 

1833. ,, ,, 

1883. Ftirnie (after 
a tie with .Fer- 
guson). 

1884. Bob Martin. 

1886. I). Brown. 

1887. W. Park. 
x888. Jack Burns. 

1889. W. Park, jun. 

1890. John Ball. 

1891. H. Kivkuldy. 


1892. H. H, Hilton. 

1893. Auchterionie. 

1894. J. H. Taylor. 

1895. ,, „ 

1896. H. Yardon (after 

a tie with J. H. 
Taylor). 

1S97. ir. H, Hilton, 

1898. H. Yard on. 

1899. ,, 

1900. J. H. Taylor. 

1901. J. H. Braid. 

1902. Alex. Heixl. 

1903. H. Vardon. 

1904. Jack YFhite. 

1905. .Tas. Braid. 

1906. ,, 5, 

1907. A, Mas.sy. . 

1908. Jas. Braid. 

1909. J. H. Taylor, 


son. 

1887. ,5 ,f 

1888. dohn Ball 

1889. J. E. Laidlay. 

1890. .lohn Ball. 

1891. J. E. Laidlay. 

1892. John Ball. 

1893. Peter Anderson 
189a. .Tohn Ball. 

1895. L. M. B. 

ville, 

1S96. F. G. Tait. 


Mel- 


1098. F. G. Tait. 

1899. John Ball, 

1900. H. H. .Hilton. 

1901. „ SJ 

1502. C. Hutchings. 

1503. Pv. Maxwell. 

1904. ^Y. J. Travis. 

1905. A. G. Barry. 

1906. Jas. Ilobb. 

1907. John Ball. 

1908. E. A. Larsen. 

1909. Robt. jMaxwell. 


The serious competitions of the year wound 
up most successfully with the final stages of; 
the j^eivs of the World jQz/jpVi'oiesQiounX Tourna- 1 
ment, at Yfalton Heath, in October. There had j 
previously been qualifying competitions for j 
this event, which produced some very fine golf ; > 
and eventually Tom Ball, West Lancashire, 
received the gold medal and £tqq> Alex. Herd, 
Huddersfield, the silver medal and ;:^3o, and 
Harry Vardon and J. Hepburn, bronze medals 
and £xs each. 

HOCKEY. 

In the more .serious of the International con- ' 
tests England came out on top easily, for they 
were rmdefeated and scored 19 goals to 2, Wales 
being beaten by 6-0 at Swansea, Ireland by 8-0 
at Dublin, and Scotland by 5-2 at Manchester. 
Shoveller played grandly against the two former 
countries, but was absent from the team that 
opposed Scotland. The last-named finished second 
on the list by virtue of victories overtYales (3-2) 
and Ireland (3-2) at ’VYrexham and Glasgow 
respectively ; and Ireland third, their win of 
8-z over Wales at Cork being quite their best 
performance. VYales lost all their games, and 
only scored 3 goals as against 17 of their ( jppo- 
nents. The Midlands and South fought hard 
for supremacy in the inter-divisional competi- 
tion. When they met at .Bournviile the result 
was a draw-of one goal each, and eventually 
they came out with three wins ami a draw apiece, 
but the Midlands had the better goal average. 
The East finished third, Nortli fourth, and West 
— who failed to win a game— last. 

England’s International games for 1909-10 are 
as follows England v. Ireland, in England ; 
Scotland v. England, in Scotland ; France v. Eng- 
land, in Fi*aiiee. The Hon. Sec. of the Hockey 
Association is Mr. Philip Coliims, 6, Bedford 
Row, W.C, 

LAWN TENNIS. 

The gras.s court season may be written down 
as nueventful. Our home players the first 
class are now few in number, there was no 
American invasion, while none of our Colonial 
visitors showed foriii approaeliing that of Noi’inan 
Brookes or A, F. Wilding. Premier honours 
again fell to A. \Y. Gore, who, in his f<.)rty-secon(I 
year, secured the Championship for tlic third 
time. M. J. G. Ritchie was the challenger, and 
lost the match after being two sets up’ Gore 
and H. Roper Barrett won the Doubles, the 
runners-up being H. A. Parker and ft. N. .Uoust— 
an Australasian combination ; and Miss Dora 
Boothby w’on the Ladies’ Championship after an 
excellent match with Miss A. M. Morton . These 
ladies met on several other occasions during the 
.season, Miss Morton winning at Leicester and 
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! Pvpdlnll, and Miss Boofchby at Croydon ami in 
tlii* Kent (.’hampioiislnp. 

H. Xj. Doherty ^von the Open Sinji’les at Not- 
tingham and Scarborough, tlie only tournaments 
at which he i>laycd. T. M. Mavrogordato accom- 
plished souio good performances, the best being 
his victory over Barrett at the Gipsy Meeting. 

0 . P. Dixon won at Chiswick, Lo\vestoft, and 
Folkestone ; Kenneth Powell at Leicester ; K. B. 
Powell at Brighton and the Northern Tourna- 
ment ; Doust at Edgbaston ; and J. M. Boucher 
at Newport. Germany was to the fore at East- 
bourne, 0 . Proitzheim beating P. W. Babe, a 
greatly improved player, in the final of the 
iSingles. 31 rs. Lambert Cham])ers was out of 
the game all the summer, and Mrs. Sterry’s 
match-phiy was limited to two or three of the 
later tournaments. Warwickshire won the 
Gentlemen’s Inter-County Championship, Surrey 
the Ladies’ luter-Coiinty Championship, and 
Oxford beat Cambridge both in the Singles and 
the Doubles. The British Isles challenged for 
the “ Davis ” Cup, but our representatives — 
iXixon, J. C. Parke, and W. C. Crawley— failed to 
will a matcl'i against the American team. In 
view of the dearth of young English talent, the 
future career of Kenneth Powell' will be watched 
with interest. Miss Garftt repeated her wonder- 
ful achievement of 1903 by again winning the 
Ladies’ Welsh, Scottish, and Irish Champiunshijjs. 

BOWING. 

At Oxford University the "Torpids” were 
commenced on Thursday, Peb. 18, and concluded 
on Peb. 34. The racing started lamely, but im- 
proved after the first two days. Christ Church 
easily maintained their position as head boat, 
the next three crews being Balliol, New College, 
and jMagdalen. Exeter College headed tlie 
second division and Lincoln College the third. 
The Cambridge University Lent eight-oared races 
opened on Thursday, Peb. 24, and terminated on 
the 27th, being chiefly remarkable for the high 
standard of oarsmanship maintained by Jesus 
College, who easily retained the headship of the 
river, with Third Trinity heading the second 
division and Sehvyii the third. On March 13 
Pembroke College won the Clinker Pours at Cam- 
bridge ; wdiilstthe Oxford Summer Eights, which 
finished on May 26, were headed by Christ 
Churcli. 

The University Boat Pace took place on Satur- 
day, April 3, over the usual 4 miles 2 furlongs I 
between Putney and Mortlake, and, for the first 
time for many years, the result utterly con- 
founded the critics, as Cambridge, who were 
strong favourites throughout the practice, were 
defeated, after a splendid race over the first three 
miles of the course, by three lengths and a half, 
the full time being 19 mins. 50 secs. D. C. 11 . 
.Stuart, the Cambridge stroke, brought his 
irniversity career to a close with a defeat ; he 
had previously won three races against Oxford. 
Tlie Oxford eight of 1^09 was the heaviest that 
over r(jwe(l in the TTm versify race. The aggre- 
gate was 100 st. 10 lb., and the average 12 st. 

lb. No No. 7 so lieavy as Kirby had ever 
rowed in the winning boat before, so that alto- 
gether it was a most remarkable race, and the 
success of Oxford reflected the greatest credit 
upon Mr. Harcourt-Gold (Eton and Magdalen), 
their coacl), who four times stroked the Oxfoi-d 
boat himself, winning in 1896-7-8. 

Cambridge University Siuniner Eights termi- 
nated on June 12, when Jesus College, after 


making the one bump necessary to go to “the 
head of the river ” on the first night, easily 
retained that place and emerged triumphant 
after a lapse of 24 years. King’s College finished 
head of tlie second division boats. On June 11 
C. A. Gladstone and H. K. Barker (Christ Church) 
defeated 8ir P. Parker and E. T. Uuhne-Seymour 
(New College) by 2 lengths in the final heat for 
the Oxford University Pairs. 

Once more record was beaten in the matter of 
entries received for Henley Regatta, which toob 
place on July 5, 6, 7, and 8, there being four full 
days’ racing for the first time in the history of 
the meeting. The entries niunbered 77— the 
previous highest number being 74 in 1907. Un- 
fortunately the weather was wet and cold, which 
caused the attendance to fall considerably below 
the average until the last day. The only foreign 
entries were in the Grand Challenge Cup for 
Eights (Royal Chili Nauticfiie de Gand, Belgium) 
and in the Diamond Sculls (Rudolph Lucas, 
Mayence R.C., Germany). Por the third time 
in four years (the regatta was closed to foreigners 
in T^oS in view of the Olympic fixture) the 
Belgians won the Grand, defeating Jesus College, 
Xjtimhridge, in the final after a splendid race. 
Most critics were of opinion that the Belgians 
were not so well together as the crew that won 
ill 1907, and the visitors were generally accounted 
lucky to liave disposed of Magdalen College, 
Oxford, in a previous heat, for in that race the 
Oxford eight was sadly handicapped by the station 
and bad rowing conditions. Indeed, the Magdalen 
cox. had his rudder hard on for the first quarter of 
a mile. A. A. Stuart, of Kingston R.C., a younger 
brother of D. C. R., won the Diamond Sculls, 
heating the German, Lucas, in the final through 
the latter’s inability to stay, in 8 mins. 30 
secs. The wiiming Grand Eight was named 
as follows Royal Club Nautiqiie de Gaud, 
Belgium— Xabaine Molmans (bow), xo st. 12 lb. ; 
Guillaume A^isser, ii st. xo lb. ; St. Kowalski, 
list. 10 lb.; Pemi Orban, 12 st. 10 lb. ; Prancois 
Vergucht, xzst. ; Polydore Alerman, 12 st. 81 b. ; 
Oscar de Somville, 12 st. 7 lb. ; M. M. Rudolphe 
Poina (stroke), ix st. 8 lb. ; Alfred Vanlandeg- 
hem (cox.) 8 st. 12 lb. The other trophies were 
won by Ladies’ Challenge Plate (eigJits)— St. 
John’s College, Oxford. Time, 7 mins. 9 secs. 
Stewards’ Challenge Cup (fours)— Thames R.C. 
Time, 7miu. 38 secs. Wyfold Challenge Cup 
(fours)— Balliol College, Oxford. Time, 7 mins. 

, 44 secs. Thames Ohalieuge Cup (eights)— Wad- 
ham College, Oxford. Time, 7 mins. 21 secs. 
Silver Goblets (pairs>-;;Leander R.C. (B. (A 
Johnstone and E. G. AV'illiams). Time, 8 mins. 
30 secs. Visitors’ Challenge Gup — Christ Church, 
Oxford. Time, 7 mins. 53 secs. 

The success of Thames in the Stewards’ Cup was 
the first they had gained at Henley since X894. In 
the final they met Magdalen, Oxford, who defeated 
them the previous year, and it is worth noting 
that both chihs were represented by identically 
the same men on each occasion. Balliol’s win 
in the Wyfohl’s was their first at the Regatta 
since 1901, and in beating Christ Church in the 
final they were only a second outside the record 
put up by Burlon-on-Trent in 1902. The class in 
the Diamonds was not superlative. 

A. A. Stuart followed up his Henley victory 
by winning the London Cup at the Metroixfiitan 
Regatta on J uly 20, and three days later he set 
the seal on his fame by securing the Wingfield 
Sculls, emblematic of the Amateur Champion- 
ship of the Thames, from W. Kinneaiv Kensington 
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Il.C., {{. L. 'i'hoinpson, Trinity Hall, Cambridge, 
and £. de. J. Edye, Aurol .K. C., of whom the 
last mentioned strained his arm and did not 
tinisli. The time, z6 mins. 26 secs., -was the 
slowest since 1S90, hut Stuart won with great 
ease, and, moreover, the conditions were far 
from go;,)d. 

J. H. Seeker, who after holding the title of 
Amateur Punting Champion from 1904 to 1907 
lost it to A. Gordoii-Dicksoii in 1908, regained the 
Uionour on ,]uly 21, 3:909, the holder being unable 
1,0 compete owing to an accident sustained 
whilst hunting. On the same afternoon P. C. 
Covell and H. A. Graves secured the Amateurs 
Boiilde Punting Oliampionship. On the 29th of 
the same month F. Nichoils, of Egham, won the 
Professional Punting Championship, defeating 
W. "Haines, of Old Windsor, who had held the 
title from x-904. 

Anxious to further the professional side of the 
sport, Mr. H. C. Lane and Mr. Ban Fitte, gentle- 
men well known in amateur rowing circles, 
offered sums of £100 and £$00 for handicaps on 
the Thames during the year. The first event 
was confined to scullers resident in the United 
Kingdom, and took place on April 19 and 20. 
Best boats were used, the course was betw^een 
I Putney Bridge and Chiswick Church, and 40 
' men accepted their starts, which ranged from 
scratch (Ernest Barry, Champion of England) 
to 120 seconds (Beville de 11 . Wimberley). The 
; event was managed by a mixed committee of 
j well-knowm amateurs and professionals with 
Mr. Victor M. Mansell as hoii. sec., and proved 
entirely successful from both sporting and 
^ financial aspects. Barry won his heat in the 
I fli-st round, as did Chas. (Wag) Harding (30 secs, 
start) who was Champion of England in' S895-6. 
Barry was defeated in the second round by 
William Coles, of Erith, whilst the final heat 
resulted in favour of George Yeoman Pocock, of 
Eton, 70 secs, start, a ]C7-years-old son of the 
bargemaster of The Fishmongers’ Company. He 
only defeated Albert Bowtoh, of the river Lea, 
5'3 secs, start, by half a length, whilst William 
Coles, 66 secs, start, w’as third, and Harding 
fourth. 

The £soo Professional Handicap was decided 
between Putney and Mortlake ou July 15, x6, and 
29. There wore very few men in England who 
liad previously rowed the Thames Championship 
Course at any kind of pace, hence it was quite 
surprising to find that thirty competitors 
actually took part in the twelve heats decided 
on the first day. On the second day Ernest 
Barry, who of course figured at scratch, was 
beaten by F. A, Bovvton (who had taken second 
prize in the £xoo handicap earlier in the year), 
in receipt of 60 secs, start, very easiljr, but a fast 
tide and following wind w^ere all against scratch 
men making np long starts, J. T. ("Bossy”) 
Phelps, of Putney, 16 secs, start, accounted the 
second best man in the country, was defeated 
the same afternoon by George Boliert Luck, of 
Erith, 65 secs, start, and eventually the final 
resulted as follows George Kobert Luck, Erith, 
6s secs, start (£zso) ; George Daniel Cordery, 
Putney, 61 secs, (^100); ‘William Coles, Erith, 
58 secs. (£so ) ; Frederick Albert Bowton, Stam- 
ford Hill, 60 .secs. (£25). The racing conclusively 
proved that there was i^lenty of promising 
sculling material existent, and that it only 
recpiired monetary encouragement to develop. 

George Luck ful lowed up his success in the 
;j<j5oo handicap by winning the race for Boggett’s 


Coat and Badge, which was doci<led on July 30 
between London Bridge and Clndsea. 

K. Arnst, who had won a race for the Ktuilling 
Championship of the World the previous Beceiu- 
ber, met W. Webb on the Wanganui Fiver, 
New Zealand, on June 22, and again proved 
suceessful. The stakes were ;i^soo, and Arnst 
won by 4 lengths in the record time of xB mins. 
14I secs. Great efforts were made to match 
Arnst and Barry, hut they proved unavailing, 

A third Professional Sculling Handicap, this 
time between Putney and Hammersmith Bridges, 
was decided on October 29 and 30, There were 
58 entrants, of whom 47 accepted, and 45 actually 
competed. Some of the rowing was very fine, 
and in the final heat Cecil Gipson, Herne Bay, 
29 secs, start, won by half a length from William 
Albany, Lea Bridge, 14 secs,, with Ernest Barry, 
Champion of England, scratch, 3 lengths further 
in the rear. It was notable that of the three 
big professional events not one went to a 
Putney man. Gipson is an ex-amateur who had 
previously met with a fair amount of success at 
coast regattas. 

The Hon. Sec. of the Amateur Bowing Asso- 
ciation is Mr. B. G. M. Oridley, Leander Club, 
Putney, or Henley-on-Thames. ♦ 

SWIMMING. 

Though swimming in 1909 did not possess so 
great an attraction as it did in the previous 
year, which was made celebrated in sporting 
history by virtue of the Olympic Games being 
held in England, it nevertheless made consider- 
able progress from an educational point of view. 
Not the least important feature of the year was 
the decision of the Boyal Life-Saving Society to 
send Mr. William Henry, its general hou. sec- 
retary, on a missionary trip to Canada. Tlie 
lectures and exhibitions given by Mr, Henry 
extended over a considerable period, with the 
result that several new l)ranches of the parent 
society were formed, and are likely to have 
far-reaching results. 

The remarkable fonn shown by Mr. Battersby 
at the Olympic Games was improved upon in 
1909, and he was able to lower Mr. Taylor’s 
colours in the mile and also beat -world’s record, 
his time being 24 mins, if secs. The same 
SAvimmer also loAvered the 300 yards record to 
3 mins. 31? sees. The quarter mile record also 
stands to liis credit, but this Avas made at the 
end of xgcB, and is 5 mins. 26® secs. 

The Internatio-nal Water Polo record to date 
is as follows : — 

Goals. 

Plyd. Won. I)rn. Lost. For. Agst. 


England ., 
Scotland.. 

"Wales 

Ireland ., 


34 

30 

I 

3 

2 XX 

30 

29 

13 

X 

15 

69 

98 

29 

n 

3 

IS 

85 

X 22 

30 

4 

X 


19 

x6s 


The Hon. Seeretaiyof the Amateur Swimming 
Association is Mr. Hurd, 24 Cautley Avenue, 
Clapham, S.W, ; and the Secretary of the Boyal 
Life-Saving Society, Mr. \Villiam Henry, 8 Bayley 
Street, Bedford Square, W.C. 

TENNIS AND BACKETS. 

The holder of the Amateur Tennis Champion- 
ship, Jay Gould, did not defend his title, and 
the competition xwoved a very easy task for 
Eustace Miles, the old Oanta'b going through 
without the loss of a set. At Lord’s, in the 
contest for the M.C.C. Gold Prize, Miles was 
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' lief i'Ofipprt of Spot 

also easily snccessfiil. In the inter-' Varsity I 
■ niatche.s Camln'idj^-e won tlie Doubles, bnt lost 
the Hiiv^-les, There was no match for the Dro- ' 
i’ossionai Championship, C, (“Punch’') Fairs 
]>ein5' left in nnchailonj»'ed possession. 

At rackets E. M. Baerlein again showed himself 
to be the best amateur, defeating H. Brougham 
in the challenge round of the Singles Champion- 
ship by 3 games to i. Baerlein and Percy 
Ashworth secured the Doubles Cbarapionship, 
the holders of which, F. Dames-Longworth and 
Vane Pennell, retired. The Public Schools 
Challenge Cup went to Charterhouse, who beat 
! Eton in the linal. In the Army Championshins 
: the 50th Brigade B.F.A. (Col. C. D. King and 
Capt. H. H. Bond) defeated the ist Life Guards 
(Lieut. J. J. .Astor and Lieut. Loi-d Somers), the 
holders, in the challenge round of the Doubles ; 
while in the Singles Capt. A. Berger, A.S.O., 
caused some surprise by beating the holder, 
Lieut. J. J. Astor. Oxford easily beat Cambridge 
j in ]:>oth Doubles and Singles. 

The Professional Backet Championship of 
England was played for by W. Hawes CVVelling- 
ton) and C. Williams (Prince’s Club), the latter 
being successful. A j^ioo Professional Handicap 
was held at Q.ueen’s Club, and this resulted in 
a win for T. Jennings, of Marlborough Lines, 
Aldershot, 

THE TUBE. 

UNDorBTEDLY the most pleasing feature of 
the Turf season of 1909 was the success attained 
by horses running in the colours of the King. 
At one time His ]\rajesty appeared likely to 
figure at the head of the list of winning owners, 
and although that distinction eventually fell to 
IVIr. Fairie, King Edward’s winnings in stakes 
exceeded his own lyrevious best, and, to the 
delight of his subjects. His I^bijesty lia<l the 
pleasure f>f leading in the Derby winner. The 
i three-ycar-olds of the season were quite up to 
! tlie average, and a batch of two-year-olds of 
excellent promise are av/aiting the campaign of 
! X910, Ii’rank VVootton, who only just missed 
1 premier place amongst the jockeys in igo8, 

1 achieved that distinction despite a rest hi the 
; middle of the season enforced by a family 
I bereavement. Wootton is not yet seventeen 
I years old (he was V>ovn on Dec. 13, 1893), and 
I therefore his success is all the more remarkable. 

The flat race season opened at Lincoln on 
j March 32, and the Lincolnshire Handicap, the 
! valne of which w'as jCx,4oo, w’as carried off by 
i the Duke of Sparta, but, as reference to this, 
j as well as to the other chief handicaps of the 
I year, will be found in the tabulated list of 
; records, no further comment is necessary. Bay- 
j ardo wound up his two-year-old season with 
such high credentials that lie was expected to 
: commence his three-year-old career with dis- 
tinction. The unexpected happened, for on his 
tirst appearance, in the Two Thousand Guineas 
(value j£(5,ooo), at Newmarket, on April 38, 
he was badly beaten. Starting favoiulte at 13 
to 8 on, in a field of xi, he could finish no 
1 nearer than fourth, Minoru, a brown colt by 
Oyllene— Mother Siegel, bred in Ireland, and 
leased for his racing career by the King, won, by 
two lengths, with Phaleron second and Louviers 
third. The winner was ridden by Herbert Jones 
and trained by Pdebard Harsh, Previously 
Minoru had been allowed to run for the unim- 
portant Greenham Stakes at the Newbury 
meeting, where ho won by a length and a half 
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from Valeiis. Despite the T\u> Thonsiuid , 
Guineas success of the King’s i-oii, ho was iifu ! 
allowed to start favourite for the Derby- 
decided on May 26. Tliat lionour was recerved 
for Sir ilartin, an American-lived colt by Ogdon 
— Lady Sterling. Minor u, however, again ridden 
by Herbert Jones, won by half a length from i 
Louviers, with 'William the Fourth third, i 
Valeus fourth, and Bnyardo fifth in a field of 15. 1 
Sir Alartin fell, and seriously interfered with 
William the Fourth and others ; therefore it i 
quite possible that ilinoru was lucky to win' > 
The colt was the King’s third Derby winner, bis 
predecessors being Persimmon and Diamond 1 
Juliilee, but the victories of the last two named ! 
were achieved prior to His Majesty’s accession, 
and Minoru enjoys the distinction of being the 
first colt to win the Blue Bibaml in the colours 
of a reigning monarch. Following his Epsom 
victory, Minoru w'as successful in the St. James’s 
Palace Stakes (£ji,gso) at Ascot on June xy, and 
the Sussex Stakes (£6%-;) at Goodwood on 
July 38, but he beat nothing of any note on 
either occasion. ! 

In the St. Leger the King’s colt met his 1 
Waterloo. Bayardo, subsetfuent to his Two i; 
Thousand Guineas and Derby disapijointments, ! 
earned winning brackets four times off the reel. | 
The son of Bay Bonaid-— Galicia picked up the ' 
thread of success in the Prince of Wales’ Stakes 
at Ascot on June 13 ; the Sandringham 
Foal Stakes (j£i,724), over a mile and a quarter, i 
at Sandown Park on June 35 ; the Eclipse Stakes 
of a mile and a quarter (;£8,87o) at Sandown ; i 
and the Duchess of York Plate (3^979) at Hurst 
Park on July 34. It had by now been made 
clear that Bayardo had regained something, if 
not all, of his two-year-old Iwilliancy, and the 
St. Leger, in which he could again try conclusions 
witli Minoru, was awaited with more than usual 
interest, fl’he great Doncaster event (3S'6,4So) 
wa.s decided on Sept. 8, and resulted in Bayardo 
unmistakably demonstrating hi.s siiperifuity, as 
he beat Valens easily by a length and a half, 
whilst Minoru could only finish fourth. 

I’he three-year-old fillie.s of 1909 Vv'ereprobaldy 
of moderate class only-. Tlio ))e.st wci-e Elcctra, 
l>y Eager— Sireuiaj Peroia, hy Persimmon— 
Edmee, and Prinecsso de Gallos, by Galliimle— 
Ecila. The fli'st-named won the One I’housaml 
Guineas (3(^4, xoo) on April 30, Princesse de 
Galles being second and Per<da third, hut, as so 
frequently happens amongst fillies, the form was 
subsequently altered. Electra could only finish 
second to Louviers in the Newmarket Stakes 
(£2,140), and was unplaced in the Oaks (3^4,930), 
ill which the winner, Peroia, defeated the King’s 
filly, Princesse de Galles, hy two lengths. In 
the Coronation Htakes at Ascot on June 16 
Princesse de (xalles beat Electra by a nock, but 
the latter was conceding 7 lb. Electra next ran 
in the Nassau Stakes of a mile and a half (;^7oo) 
at Goodwood on J uiy 30. She started an odds 
on favom-ite, Imt was beaten two lengths by Maid 
of the Mist, by Cyllene— Sceptre, who in font 
jirevious attempts had won only one small race 
Afterwards Electra made amends by winning the 
Park Hill Stakes (3^1,040) at Doncaster, hex* 
nearest attendant being Princesse de Galles. 
That the fillies were vastly inferior to the colts 
was proved in the Duchess of York Plate at 
Hurst Park in July, when Peroia, at weight for 
sex, was a bad third to Bayardo, who beat Valens 
easily by two lengths. 

A very promising lot of two-year-olds were 
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Been out during' the year, those meeting with the 
greatest success ])C}ng Lord Rosebery’s Keil Gow, 
a colt by :\rareo— Gjiclanrlry ; Lemberg, a colt by 
t'yUene— Galicia ; Greenback, a colt by St. ITrus- 
([U in— Evergreen ; Admiral Hawke, a colt by 
(Jallinule— Admiration ; Charles O’Malley, a colt 
by iJosmond— Goody Two Shoes; and Yellow 
Slave, ahlly by St. Serf— Croceum. It may well 
])(! that Yeil Gow will prove the best three-year- 
, old ill igio. 

' •Of the great Erench races the Poule d’Essai 
, for fillies (One Thousand) was won by Eoiide de 
I Knit, the corresponding race for colts by Verdun 
I (who aftorv/ards secured the Grand Prize of 
i Paris), the French Oaks by Ibiiou, and the 
; French Derby by HegofoL 
; Other events of the English turf that call for 
notice are the Ascot Derby won by 

' IVilliain the Fourtli ; the Ascot Gold Cup 
(^^3430), won by Doniba ; the Hardwicke Stakes 
! (^2,463), ill wliich Primer defeated Valens and 
I eight others ; and the Ascot Gold Vase (;^i,o4o), 

; •won by Aiiiadis. The Princess of Wales’ Stakes 
I (;£^45844) was won hy Dark llonald, and the 
Jockey Club Stakes by Phaleron. 
i In a field of eight for the Middle Park Plate 
' (:^3»02s), on Oct. 15, Lemberg wuis a pronounced 
favourite, and won comfortably by a neck from 
' Whisk Broom, Admiral Hav.'ke being third; and 
on the 28th of the same month Whisk Broom was 
the only animal found to oppose Lemberg for the 
Dewhin'st Plate (^^1,537), which the latter v/on 
, by five lengths. .. 

At I Jui end of October the turf statistics showed 
Bayardo as the principal wimiiiig horse of the 
year, vGth ten I'acos, value ^^24,167, to his credit. 

■ Minoru, six races, ;£^i5j 426 ; Neil Gov/, four races, 
:^io,3o 6 ; Phaleron, five races, :^9,684 ; Lemberg, 

; si.x races, ^^^9,684; Dark llonald, three races, 

; ;^7,io4 ; Electra, two races, ;£5,i4o ; and Admiral 
i Tlawdie, five race.s, ^^4,993, were his neare.st 
attendants. The defunct Bay .Kouald headed 
' the list of winning sires, nine of his descendants 
having won 24^4 races {Yz signifying a dead heat) 
of the total value of ^$^33,631. Bayardo and Dark 
llonald w'ere, of course, the principal contributors 
j to the total. Cyllene, with zx winners of 37 
. races, value ;^33,33o, was next on the list, 
Lemberg and Minoru being his “star” perfor* 
'mors; Galliimle, zz winners, 40 races, value 
; ;^27,d66 lo-s’., whose best representatives were 
' A<iinival Hawke, Phaler<.m, Princess do Oalles, 

I and White Eagle, wa.s third ; Alaroo, 20 winners, 

, 3S races, value ;jCi9,688 io.v,, came fourth; Per* 

. Simmon (dead), 16 winners, 24 races, value 
' fifth ; and Eager, 20 winners, 331-2 races, 

value ;^x3,952 lo-s’., sixth. The chief winning 
owners vv ere yir. Fairie, 4 horses, 18 luces, 
\;^ 3 S 4 S 9 ; H.'M, the King, 7 horses, 13 races, 

: ^420,144; Duke of Portland, 9 horses, 16 races, 

I ;£x5,o64 sa'. ; ilr. J. B. Joel, 16 horses, 23 races, 
i ;iS23,o 93 ; Ix)rd llosebery, 7 horses, 14 races, 

; £^^S73- 

Of the jockeys, reference has already been 
1 made to F. Wootton. At the end of October lie 
had riddtui 668 rides in public, and had won 141 
races. By many good judges he w'as pronounced 
the most resolute finisher ” since the days of 
Fred Arc, her : and D. Maher, second on the list 
'With 98 winner.s out of 368niounts, more than once 
paid tribute to the youngstey’s skill, Frank 


Wootton has a younger brother. Stanley, ivlio 
promises to develop into a fine jockey, having, 
up to the time mentioned, won 27 races. State- 
ments ivere made at the end of the season that 
Maher, Halsey, and Dillon ivere retiring frmn 
riding, and that F. 'Wootton wTjuld during 1910 
be first jockey for the popular Stanley House 
stable at Newmarket. 

YACHTING. 

So far as pure racing ■was concerned, the sea, son 
of X909 was far more interesting than any of its 
predecessors since the close of last century* L’ho 
season’s fixture list had been arranged at a con- 
ference of owners and club representatives, con- 
vened by the Yacht Racing Association in the 
preceding November, and by this means a 
clashing of dates was avoided, wdiile at the same 
time it was found possible to include st>me new, 
and revive some old, regattas. Thus, the Essex 
ACC, opened the big-class racing season, while 
regattas at Swansea, Queenstown, and Falmouth 
once again appeared in the season’s programme, 
and the Plymouth Division of the Alinima A'.C. 
catered for the is-metre class for the first time. 

The 23-metre class consisted of only two 
yachts— Mr. AL B. Kennedy’s White Heather and 
Sir Thomas Liptoii’s Shamroch. Tliey sailed 40 
matches against each other, and tlicir score ■was 
exactly even at the end of the season. Shamrock, 
howevei', by an apj'.eal to the Y.ll.A., wa.s 
auvarded one of the races stauding to her 
1 oppoiient’s credit, so that the respective .scores 
i »tood~Sha))rrnek, zx ; White Heather, x^. The 
I latter, in addition, wum the King’’.s Gup at Cowes, 
for which Shamrock ■was not eligildc t<j compete, 
thus raising her Ml score to 20.' 

The is-metre class consisted of four regular 
competitors: — Mariska, Air. A. K. .Stotiiert ; 
Ma'oona, Air. Almeric Paget ; Ot^ara, ]Mr. "W. P. 
Burton ; .and Vanitij, Alcssrs. Watson, Payne, 
and Benn. The two last named were new 
;ve,S!>els: O.s-tora designed by A. Alyinc, and 
; Vamty by W. Fife. (Mara commenced the 
' season wonderfully 'well, and although the others 
improved as the season progressed, .she easily 
maintained her position .at the liead of the class. 
Interest in this class was greatly enhanced l)y 
the King of Spain building She ■w'as 

built in Spain from AY. Fife’s designs. Ttiiga 
w\as also built hy Fife for the Due de Aledinacolli, 
and Sleo (ex Shinifim) was purchased by Senor 
Lopez. Enearnita wa.s built for AIar(iue,s de 
Cubas from French designs, ami Ammom was 
built, also from French desigufi, for Aloms. 
Vilmoriii. 

BiH'pmiia, Taiga, and Sleo visited the Bolcnt 
for the C'ov/es and Hyde regattas, ysdiQwIlwfiarda 
proved herself a very able vessel. A nemone met 
some of the English boats at Havi'e, but was 
quite outclassed. 

Considerable interest was manifested in the 
perioi'mauce.s of the German Emperor’s new 
schooner Meteor IV. This vessel is German 
throughout— -design, construction, and fittings, 
and has German skipper and crew. She took 
part in the Solent regattas, having as her 
principal competitors the schooner Germania, ! 
Herr Krupp von Bohlen ; Suffonne, Herr O. 
Huldschinsky ; Cetonia. Lord Iveau'h ; «iud Cfcelg. 

; Air. G. e. Whitaker; 
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Adelphi. — (igoS) Nod.z^- The Corsican Brothers 
revived (Mr, Martin Harvey), preceded by The 
Conspiracy.^ by Hobert Barr and Sidney Lewis- 
Hansom. Bee. 24. The pantomime Cinderella 
(Mr. Ban Holyat, Mesdanies Carrie Moore and 
Hhyllis J)are). (sgog) April 17, The Devil, a play 
adapted from the Hungarian of Francis Mohiar 
by Henry Hamilton (Mr. Lyn Harding and iliss 
Alexandra Carlisle). Juns 15. The World and 
His Wife, adapted by W, F. Kiedlinger ; series of 
matinees (Messrs. Henry Ainley and Martin 
Harvey, and Miss N. de Silva). 21. M. Guitry 
opened his season of French plays with L’Aiwnj,- 
moir. Sept. x$. The Great Divide, a new play 
by W. Vaughan Aloody (IHiss Edith Wynne- 
Atathison and Mr. Henry Miller). Oct. 25. The 
Servant in the House, a new play by Charles 
Hann Kennedy (Alessrs. Sydney Valentine, J. H. 
Barnes, Guy Standing, Henry Miller, Miss Edith 
Wynne-AIathison). 

1 AXjDW \ cu.-~(igo8) JDee. 26. Charley s A.unt re- 
vived. (1909) Fefx 27. Pkilopoena, a musical play 
by Smith and Levi (Miss Marie Dressier). May %. 
One of the Best, by Seymoui' Hicks and George 
Edwardes, revived (Alessrs. Henry Ainley and 
j Harry FTicholls, Alesdames Beatrice Terry and 
j Haney Price). Jam 22. Hcrigue appeared in 
The Spirit of Poetry and On Jhehim JHver, with 
music by Amy 'Woodforde Findon. 

Apollo. --(1903) Dec. x. “ The Follies” opened a 
season of burlesriue. 

CoiiEDy.— (1909) Jan. g. A new comedy by W. 
Somerset AIaughan\, entitled Penelope, produced 
(Mesdanies Kate Bishop and Marie Tempest, 
Alessrs. Alfred Bishop, Eric Lewis and Graham 
Browne). Any. 23. The Pin and the Puddiny, a 
comedy by Barton White, produced (Aliss Iris 
Hoey, Air. Harding Co.x), Sept. 30. Smith, a new 
comedy by W. Somerset Araugham (Aliss Alarie 
Lbhr, Alesclames Edyth Latimer and Kate Cutler, 
Alessrs. A. E. Alatthews, Fred Volpe and Hobert 
Loraine). 

Court.— (1908) Nov. g. Le Grand Soir trans- 
ferred from Terry’s. 12. A Bridge Tangle, a 
comedy by Air. Frank Wright and Mr. Caleb Porter, 
for a series of matinees(AIesdames Phyllis Embury 
and Gertrude Kingston, tind Air. Frank Cooper). 
30. A comedy by Gerald Lawrence, entitled Into 
the Light, produced for a scries of matinees (Mr. 
Gerald Lawrence). Dee. 6. Isaac's Wife, a new play 
by F. D. Bone and Teignmouth Shore. 28. Little 
LordFaimtleroyvQYiya^X (Aliss Eva Aloore and Air. 
Will Dennis). (1909) April tz. Air. Gerald Law- 
rence and Aliss Fay Davis opened a season of Shake- 
speare repertoire with As You, Like It. July 24. 
Thalia’s Teacup, a comedy by Horreys Connell. 
9, Press Cuttings, by Bernjird Shaw, produced. 

Criterion.— (xgog) Jan. 6. Mrs. Gor ringers 
Necklace revived (Air. Yorke Stephens and Aliss 
Alary Aloore). Feb. 1. The Adventures of Lady 
Ursiila transferred from the Garrick, zs. The 
Real a new comedy by Eobert Hichens 

(Aliss Evelyn Alillard, Alessrs. Henry Ainley, Her- 
bert Waring and Allan Aynes worth). April x-^. Mr. 
P reedy and the Countess, a neiv farce by H. C. Car- 
ton (Alr.Weedoii Grossmith and Aliss Compton). 

Dalv’s.— (xgop) Sept. z$. The Dollar Princess, 
a new musical play adaiitcd by Basil Hood and 
Adrian Boss, composed by Leo Fall (Alesclames 
Emmy Wehlen, Gabrielle Bay and Lily Elsie, 
Alessrs, Robert Alichaelis, W. H. Berry, Evelyn 
Boerbohm, Basil Foster and Joseph Coyne). 

Drury Lane.— (1908) Lea. 26. The pantomime 
1 Dick Whittington (Messrs, Geoi^e All, Aubrey 
Lpitisgerald andAVilkie Bard, Alesdames Queenie 
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Leighton, Alarie AVilson and Alarie George). 
(1909) Sept. 9. The Whip, a drama by Cecil 
Raleigh and Henry Hamilton (Alesdames Jessie 
Bateman, Haney Price and Fanny Brough, 
Alessrs. Basil Gill, C5Til Keightley, Vincent 
Clive, Charles Bock and George Barrett). 

Duke of York’s.— ( xgoB) Deo. 23. Peter Pan 
revived, (xgog) Feb. 15. What Mvery Wo7nan 
Knows transferred from the Hicks. March 9. 
SO'ife, a new play by John Galsworthy ; series of 
matinees (Air. Herman AIcKinnel, AlesdameC 
Ellen O’Malley and Lillah AIcCartliy). Aug. 30. 
Arshne Lupin, a new play adapted from the 
French of Francis de Oroisset and Alaurico 
Jjeblanc (Aliss Alexandra Carlisle, Alessrs. Eric 
Lewis, Dennis Eadie and Gerald du Alaurier). 

GAIETtY. — (1909) Jan. 23. Our Miss Gibbs, a 
new musical play by “ Cryptos,” constructed by 
James T. Tanner, with lyrics Adrian Boss 
and Percy Greenbank, and music by Ivan Caryll 
and Lionel Alonckton (Aliss Gertie Alillar, Alessrs. 
George Grossmith, jiiu., and Edmund Payne). 

Garrick.— (1909) Jan. 5. The Adventures of 
Lady Ursula revived (Aliss Evelyn Alillard, 
Alessrs. Herbert AVaring and Charles Fulton). 
Feh. 3. Samson, a new play adapted from the 
French of Bernstein by Gillette (Aliss Violet 
Vanbrugh, Air. Arthur Bourchier). May 14. 
Macbeth revived for a series of matinees (Air. 
Arthur Bourchier and Aliss Alolet Vanbrugh). 
Jivm 2. The Woman in the Case, a play by Clyde 
Fitch (Alesdames Grace Lane and Violet Van- 
brugh, Messrs. C. V. France and Herbert Sleath). 
Sept. XI. Making a Gentleman, a new comedy by 
Alfred Sutro (Alesdames Aluriel Beaumont, 
Athene Seyler and Ethel Irving, Alessrs. Kenneth 
Douglas, Edmund Alauriceand Arthur Bourchier). 
Globe, see Hicks. 

HAYiyrAliKET.— (1908) Nov. 3. Dolly Reform' 
ing Herself, a new comedy by Henry Arthur 
Jones (Alesdames Alargavet Halstan and Ethel 
Irving, Messrs. Lyall Swete, C. AI. Lowne and 
Robert Loraine). (1909) Feb. 20. — She Stoops to 
Conquer x*evived (Aliss Ethel Irving, Alessrs. 
George Gidclens and Robert Loraine). March 24. 
Strife transferred from the Duke of York’s. 
April 1. Bevis, a new comedy by Hubert Heni7 
Davies (Alessrs. C. AI. Lowne and A. E. Alatthews, 
Alesdames Henrietta AFatson, Aladge Titheradge 
and Lottie Venue). May xx. Love Watches, ]yy 
Robert de Flers and J. Caillavet (Aliss Billie | 
Burke and Air. Julian L’Estrange). June 8. , 
Peter’s Mother revived (Aliss Marion Terry, 
Alessrs. Fred Kerr and A. E. Alatthews). Sept.g. 
Air. Herbert French opened his season with a 
revival of King Lear (Aliss Ellen O’AXalley, 
Alessrs. C. N. France, Dawson Alilward, J. Fisher 
AVMte, James Hearn, Charles Quartennaine, H. 
R. Hignett and Horman AIcKinnel. Oct. tz. 
Don, a comedy by Rudolf Besier (Alesdames 
Frances Ivor, Charlotte Granville, Christine 
Silver and Ellen O’AIalley, Alessrs. Charles 
Quartennaine, James Hearn, Dawson Alilward i 
and Horman AIcKinnel) ; preceded by Gentlemen] 
of the Road, by Chas. AIcEvoy. 

Hicks.— (1908) Dec. 21. What Every Woman 
Knows transferred from the Duke of York’s. 
(1909) Feh. 17. The Dashing Little Duke, a nev\' 
musical play by Seymour Hicks, lyrics by Adrian 
Ross, and music by Frank E. Toms (Aliss Ellaline 
Terriss, Messrs. Hayden Coffin and Courtice 
Pounds). June x. Unice, a play by Lee Arthur 
and Forrest Halsey (Aliss Fanny Ward). 

The name of this theatre -was changed to 
The Globe. — (xgog) July 6. His Bon-owed 
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i 2Hurtii% by Mrs. George Cornwallis-West 
i (Messrs. Dawson Milward and Henry Ainley, 
.Miss Gertrude Kingston and Mrs. Patrick 
Campbell). Sept. t. ii/adct we A", a new play 
adapted from the French of Alexandre Bisson 
(Miss Lena Ashwcll, Messrs. Arthur M'ontner, 0 . 
M. Mallard and Sydney A'alentine). 

Ills Majesty ’s. —(1908) 7 >r. 19. PinJcie and 
the Fairies, by W. Graham Kol)ertson, with 
•tnusic by Frederic Korton (Mesdaines Marie 
Lolir, Tiola Tree, Stella Patrick-Cainpbell, Iris 
Hawkins and Ellen Terry, Mr. Frederick Volp(§ 
and Master Phillip Tonge). (1509) Feh. x6. The 
Dandng Girl, by Henry Arthur ’Jones, revived 
(Mesdames Alice Crawford and Marie Lohr, Mr. 
Tree); preceded by Tilda’s Feiv Hat, by George 
Paston. April 7. The School for Scandal 
; revived (Messrs. Henry Neville, H. V. Esmond, 

1 Robert Loraine, Basil Gill, Edward Terry, Lionel 
I Brough and Mr. Tree, Mesdames Ellis Jeffreys, 
Suzanne Sheldon, Dagmar Mlelie and Marie 
Lohr). June 21. Mr. Tree opened his Shake- 
spearean festival with The Merry Wives of 
Windsor, and appeared during the festival in 
Tivelfth Fight, Julias Cmar, Hamlet ; Mr. 
Arthur Eourchier and Miss Violet Vanbnrgli 
appeared in Macbeth, and Idr. F. li. Benson in 
JUcheird 111. July $. The run ot The School 
for Scaiidal resinned. Sept. 14. False Gods, 
translated by J. B. Fagan from Brieux’s “La 
Foi ” (Herbert Beerbohm Tree, Messrs. William 
Haviland and Henry Ainley, Mesdames Evelyn 
D’Alroy and Patrick-Cainpbell). 

Kingsway.*— (xgcS) Fov. 24. A new play by H. 
Herman Chilton, entitled G'n’t (Miss Lena Ash- 
well, Mr. Norman McKinnel). (1909) Jan. ix. 
Diana of Dolson’s revived (Miss Lena Ashwell). 
Feb. XX. The Truants, by Wilfred T. Coleby 
(Mesdames Athene Seyler and Lena Aslwell, 
Messrs. Dennis Eadie, C. M. Hallard and Nonnan 
M-cKinnel). April 14. The Earth, by James 
Bernard Fagan (Miss Lena Ashwell, Messrs. 
Norman McKinnel, Dennis Eadie and Allan 
Aynesworth). 

Lyceum. —<1908) Dee. 23. The pantomime 
TAttle lied Mdmg Hood. (1909) March Hamlet 
revived (Mr. Matheson Lang and Miss Hutin 
Britton). May 13. The Prisoner of the Bastille, 

\ by Norman Forbes, produced (Mr. Matheson 
I Lang and Miss Dorothy Thomas). Jidy zr^. The 
! Tiro Little Vagabonds revived. Sept 4. The 
Proud Prince, by Jnstin Huntly McCarthy (Mr, 
■dathcson Lang and Miss Dorothy Thomas). 

Lyjuc.— (1908) Nov. 25. Henry V. (Mr. Lewis 
^\'alIer). (1909) Feh. z. The Chief of the Staff, by 
Ilonald SIcDonald (Mesdames Evelyn D'Alroy and 
Anriol Lee). 15. Monsieur Beaucaire revived (Mr. 
-Lewis 'Waller). March 3. The Three Musketeers 
revived (Mr. Lewis Waller, Mesdames Evelyn 
D’ A Iroy and Anriol Lee). Ajndl 24. The Conquest, 
by George Fleming (Mr. Lewis Waller, Miss 
Maxine Elliott). May x. The Three Musketeers 
revived, xx. Henry IV. (Part I.) ; series of 
matinees (Messrs. Kobert Loraine, Louis Calvert 
and Lewis ^ 7 aile^). 19. The Explorer revived. 
June xs. The Fires of Fate, by Arthur Conan 
Doyle (-Messrs. A, E. George, Fisher White, 
Evelyn Beerbohm, Michael Sherbrooke, Shiel 
Barry and .'Lewis Waller, Mesdames Auriol Lee, 
Agnes Thomas and Evelyn D’Alroy). Oct 13. 
Sir Walter Jialegh, a romantic play by MTlIiam 
Devereux (Mr. Lewis Mealier and Miss Winifred 
Emery). 

New.— (1908) .Dfic. 2x. Dorothy revived (Mes- 
dames Constance Drever and ' Louie Pounds, 


Messrs. Arthur Mliliams and Hayden Coliih). 
(xQoo) Jm. 7. Henry of N'avurre, a rotoahtic 
play by William Devereux (Mr. Fred Terry and 
■ Miss Julia Keilson). S&pt. 6. The Woman in the 
Ou-ife transferred from the Garrick. } 

The pLAyBOUSE.~(i909) A Merry Devil, 

a Florentine farce by James Bernard Fagan i 
(Messrs. Aubrey Smith and Cyril Maude, Mes- 
dames Jessie Bateman and "Winifred Emery). 
Aug. 31. A Sense of Humour, by Beryl and 
Cosmo Hamilton (Mesdames Anriol Lee and Beryl 
Faber, Messrs. Guy Standing and Leslie Faber). 

The Pkince oe Wales’s.— (1909) Sept. x. Dear 
Little Denmark, a musical play by Paul Eeubens 
(Mesdames Isabel Jay and Grade Leigh, Messrs. 
Bertram Wallis, James Blakley and Huntley 
Wright). 

Tee Queen’s.— (1909) 27. A Persian Prin - 1 

cess, a new musical play by Leedham Bantock and 1 
P. J. Barrow, wdth lyrics by Percy Greenbank, j 
and music by Sidney Jones and Marie Horne t 
(Mesdames Carrie Moore and Kiith Vincent, 1 
Messrs. Horace Mills, Aubrey Fitzgerald, W. K. | 
Morand and George Graves). Sept 22. Mr. 
11 . B. Irving opened his season with a revival of j 
The Bells (Mesdames Phyllis Embury and Su- [ 
zanne Sheldon, Messrs. Harcourt "Williams and 1 
H. B. Irving). 1 

Koyalty,— ( 1509) i¥«rc?^ 20. Mr. Charles Haw- ! 
trey opened his season with The Noble Spaniard, I 
an adaptation from the French by W. Somerset } 
Maugham (Messrs. Lyall Swete and Charles 
Hawtrey, Mesdames Kate Cutler and Fanny 
Brough). May 27. What the Public Wants, by 
Arnold Bennett (Messrs. Louis Calvert, Ben 
"Webster and Charles Hawtrey, Miss Margaret 
Halstan). 

St. James’s. — (1908) Nov. xx. The Builder of 
Bridges, by Alfred Sutro (Mr. George Alexander 
and Miss Irene Vanbrugh, Messns. William 
Farren, Harcourt Williams and Dawson Milward). 
(x909)F’<’6. 18. The Prisoner of ZendavQViv^d (Mes- 
dames Frances Dillon and Stella Patrick-Canip- 
bell, Mr. George Alexander). Ap^'il 23. Colonel 
Smith, by A. E. W. Mason (Mr. George Alex- 
ander ami Miss Irene Vanbrugh). May xo. The 
Thief revived (Air. George Alexander and Miss 
Irene Vanbrugli), 24. Old Heidelberg revived 
(Messrs. J. D. Beveridge and George Alexander, 
Miss E\^a Aloore). Sepii. z. M id- Channel, by A. W . 
Pinero (Mesdames Kosalie Toller, Nina Se veiling, 
Kate Sergeantson and Irene Vanbrugh, Messrs. 
C. AI. Lowne, Erie Alaturin and Lyn Harding). 

Savoy. — ( xgoS) Dec. x. The Pirates of Penmnee 
revived (Alessrs. Hutlaiid Barrington, C. H. 
Workman and H. A. Lytton, Alesdames Dorothy 
Court, Jessie Hose and Louis Bene). (1909) 
March x. The Yeomen of the Guard revived. 
Sept zg. The Mountaineers, a new comic opera 
by Guy Eden, composed by Keginald Somerville 
(Mesdames Jessie Hose and Elsie Spain, Air. 
C. H. Worlanan). 

Shaptesbuey.— (1909) Feb. 8. Hamlet revived 
(Miss Dorothea Baird, Air. H. B. Irving). 13. 
Charles I. revived (M iss Dorothea Baird, Air. 11 . 
B. Irving). 22. Louis XL revived (Aliss Dorothea 
Baird, Mr. H. B, Irving). Ap'ril z^, The. Arcadians, 
a new musical play by Alark Ambient an<l A. AI. 
Thompson, with lyrics by Arthur AVimperis, and 
music by Lionel Alonckton and liowmrd Talbot 
(Messrs. Alfred Lester, Harry AVelehmaii and 
Dan Holyat, Alesdames Florence Smithson and 
Phyllis Dare). 

, Stranp, see Waldoep. 

Terry’s.— (1908) Nov. z. he Grand Soir, by AI. 
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Leopold Kampf— French version hy ]Vf. Jiahert 
Huniiercs ])i'ocjucad (Mile. P-ergiue). 9. The 
Passing of tfip Thn'd Floor Bach transferred from 
the Sfc. .James's, (sgeo) April to. Artful Musi 
Dcarlrau a nev/ coinutly by iVrthiir Lavv* (Miss 
Annie iinghea). 

VAXjpkville.—(i909’) Jan. s8. Olice Lalimer's 
Husband, by Kudolph Besier (Mrs. Patrick Camp- 
bell. Mr. Lyn Harding). 3far. 4. The Head of 
the Firm, adax>ted froin the Danish of M. Berg* 
stroem by Leslie Baber (Messrs. liarconrfc 
Williams, Evelyn Beerboliin, Leslie Faber, Mes- 
dcimes Sydney Fairbrotiicr and Henrietta Wat- 
son). April 19. The Chorus Lady, by James 
Forbes (Mis-S Bose Stahl). Se-pt. 26. The Brass 
Bottle, by F. Anstey (Mesdaines Alary Brough 
anti Viva Birkett, Alessrs. Alfred Bishoj), Holman 
Clark, Budge Harding and Lawrenee Grossmith). 

Wal])011P.--(2qoS) Nov. a8. The Antelope, a 
musical comedy by Adrian Boss, music by Hugo 
Felix (Alesdamcs Kitty Gordon and Florence 
Loydd, Alessrs. Barren Soutar and Frod Wright). 
(2909) Jan. 4. Dorothy transfeiTcd from the New. 

This theatre u'm renamed 

THE Stuand. — (1509) Oct. 23. The Merry 
Peasant, by Victor Leon, composed by Leo Fall 
(Mesdames Florence St. John, Alary Glynn and 
Sybil Arundale, Alessrs. Arthur Williams, George 
Giddeiis, Jiilius \Yalther and Courbice Pounds). 

W"ynI)HA:>i’S.— (1908) A'oi?. 28. Sir Anthony, hy 
Haddon Chambers (Alessrs. Edmund Maurice, 
Evelyn Beerbohm and "Weedon Grossmith, Ales- 
dames Christine Silver, Suzanne Sheldon and 
Nina Boucicaull). (1909) Jan. 27. An English- 
man's Home, by “A Patriot” (Miss Elaine Ines- 
court, Aiessrs. Lawrence Grossmilli mni Charles 
Bock). June 22. Breivster'.^ Millions revived 
(Mr. Percy Hutchinson)* Aug. $. The Best 
People, by hk'oderick Lonsilale (Aicsdanics Lettiee 
Fairfax and Eva xMoore, Messrs, Fred Kerr and 
Kenueth Douglas). Oct. 21. The Little Damozel, 


by Aionckton Jiofi'o (Miss May lliayucy, 'Messrs, 
A. Vane-Tempest, Arfclinr Playfair and Charles 
Hawtroy). 

The Apterkoon abTEATiU': (His Arajcsly':-).— 
(^908) Dec. 8. William jVrcher’.s t.raiislatit)i.i of 
Hauptmann’s Jlannele (AJiss Alario Lohr, in the 
titlCn'dle, and Air. Henry Aiuley) ; preceded by 
Emily, by Alargaret AL Alack (Aliss Sydney Fair- 
brother). (1909) Jam 26. The Admirable Bash> 
ville, by G. Bernard Shaw (Aiiss Alarie Lbhi^ 
Afessrs. Ben Webster and Henry Ainley) ; fol- 
lowed by Tilda's New Hat. Feb. g. lldiinrU 
and Emily reproduced. 18. The High Bid, bv 
Henry James (Aliss Gertrude Elliott and Air, 
Forbes Bobertsori) ; lU'eeeded by A Soul',-,- Biight, 
by Louis Tiercelin, translated by 3,onis' Ab 
Parker. Mar, 16. The House of Bondage, by 
Seymour Obermer (Aiesdarnes Sarah Brooke and 
Eva Aloore, Alessrs. Heibert 'MTiring and Aubrey 
Smith). April 2/0’ A n Enemy of the Peo'ple re- 
vived (Air. Tree). May 14. Light o' Lore, ]>y 
Artliiir Sclmitzler (Al3‘. Henry Ainley, Aliss Alar- 
garet Hal stall). Jwne 4, Auhniral Guinea, by 
W. E. Henley and B. L. Stevenson ; followed liy 
The Dryad, by Dora Bright (Allle. Genee). 
22. Ethel Smyth’s opera, "The Wreckers, pro- 
duced for the first time in England. 

The Stage Society.-(s9oS) Dee. 6. The Last 
of the De Mullins, l:>y St. John Hankin, at the 
Haymarket. (2909) B'eb. 20. The liights of the 
Soul, translatetl by Mis.s F. AX. Bankin from the 
Italian of Giuseppe Giaoosa ; followed by Tur- 
genev’s play, The Bread of Others, translated liy 
J. Nightingale Dnddington, at the Kingsway. 
Mar, zB. The Fountain, a new comedy hy George 
Calderon ; preceded hy a now one-j'ict play liy 
Margaret Alack, entitled Unemployed , at tlie 
Aldwycii. May 3. What the Puhlie TJ'uuii?, a 
new comedy l>y Arnold Bennett, at the Aldwycii. 
June 6. A Modern Aspasia, )iy H, Hamllfcon 
Fyfe, at the Atldwych. 


THE FI BBT ATLANTIC CABLE. 


ArnrsT sth of 1908 was the fiftieth anni- 
versary f*f the Atlantic Cable, that being the 
day of the mouth in 2858 on which— contrary 
to authoritative opinion— the engineer of one of 
the greatest achievenicuts of the nineteenth ceii- 
t.ury eom]»k‘ted the laying of the submarine line 
between Iivlaml and Newfoundland, the lengtii 
being over tivo thousand miles, and the depth 
nearly three miles for the greater part of the 
distance. The projectors were Mr. John Watkinf; 
Brett, Air. (afterwards Sir Charles) Bright, and 
Air. Cyrus AVest Field. Air. Bright wars also the 
engiiiecr-in-chief of the undertaking, and he 
received the honour of knighthood in recognition 
of his services to the country in connection 
therewith, at the unprecedented age of 26. 

Electrical theorie.s rvere, however, mistaken 
at that time, and the electricians applied far 
too much power for the transmission of signals ; 
the result being that the insulation suffered 
by degrees, until after three months’ useful work 
tiie cable gradually succmiihed. 

After a hiimbcr of cables had been laid by Sir 
Oharies Bright, Air. H, C. Forde, Sir William 
Siemens and others to India, Gibraltar, Alex- 
, andria, &c., another Atlantic Cable expedition 
started in 1865. This was the first line that was 
laid by the manufacturers of the cable, these 


! contractors ])eing the Telegraph CouKtruetion 
I and Maiiitonaiice Company, with ?vli*. (alterwards 
i Bir Samuel) Canning for their chief enghioer, 
i whilst Sir diaries Bright and Air. Latimer Claik 
acted as consulting engiuGora to the proprietors, 

! Notwithstanding the extra knowledge and e.x- 
I iierlcuee gained in regard to the au]>jee,t geuer- 
' ally, this expedition met with as many mishaps 
1 as tlio first expedition 01 2S37 ; but in 2866— as 
I in 1S5S — the' same ariTingomeuts ultimately 
' achieved sueces.s, since r.diieii tiic construciion*, 

^ laying, and working od’ submarine telegraphs iuis 
' passed from the pioneer stage to Rhat of urdlmij-y 
! 1‘outiue. ■ « 

I The engineering niethods were similar to 
' those adopted eight years previously ; but the 
j line proved a lasting success, owing to tlie 
; advances made in electrical science and in the 
j practical working of cables. On the electrical 
; side, in addition to the late Lord Kelvin, the 
names of A'arley and Willougliby Snotb must 
I always he honourably associated with the .sub- 
1 3ect,and the late Sir John Pendc-r did more than 
I any man for tlio commercial (levelopment of 
I stibmarine telegraphy. 

! * " Stihmai'ino Telegraphs: Their Histoiy, Confifcruc- 

I tjon and V- ovking,” by t'havles Bright, imi.s.e., m.i.e.k. 
I (London: Crosby Lockwood & Son, ( 
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aflosif^STimfS for ®ame, 

CLOSE SEASON TOR GAME. WILD BIRDS, &e. 

j The follov.ins Tabic gives the “close” time 
i fov different kinds of Game for England, Scotland, 
1 and Ireland, during which it is illegal to pursue 
I the, game mentioned, all dates inclusive 


GA3IE. 1 

Ekglanp. i 

SOOTLANI). ] 

IKELAND, 

(ghick <J;ime 

isth Dee. to| 

iith Dec, to 

1 1 til Dec. 

or Heath' 

igtii' Aug. i 

igtli Aug. 

to loth 

Bowl. 1 

■■ ! 

^ j 

" ,i 

aiid to| 

31st Aug.,: 
in Somer-| 
set, Devon,: 
and New: 
Forest. i 

Aug. 



Bustard : 

snd Mar. to: 

None. 

ixth Jan. to 


3sst Aug. i 


31st Ang. 

Deer, ^lale . | 

Jlone. ' 1 

None. 

1st dan. to 



9th June. 

Uallow’ 

None. 

None. 

I Michaels. 

l\jale 1 



: togthJiie. 

Grouse f)r 

nth Dec. to! 

nth Dec. to 

jiith Dec. to 

Red Game 

isth Aug. I 

isth Aug. 

1 iithAug. 

Hare ... — . 

X one. 

None. 

;2ist Apr. to 




i xith Aug. 

Heath or 

None. 

As “ Miiir- 

liith Dec. to 

MotjrGanie 


fowl.” 

1 IithAug 

1 Landrail ... 

As “Wild! 

As “ Wild 

;iith Jan.to 

1, 

Birds. '* 

1 Birds." 

I xgtli Sept. 

l\Iuirfow],or 

None, 

ixith .Dec. toiixth-Dec.to 

Ptai'migan 


i nth Aug. 

1 xgthAug 

Partridge ... 

'and If el), to 

iand .Feb. to 

iaiid Feb. to 


: 3sst Aug. 

31st Aug. 

i 31st Aug. 

Pheasant ... 

and Feb. to 

and Feb. to 

and Feb. to 


3ot)i Se]>t. 
As “Wild 

30th Sept. 

30th Sept. 

Quail 

'As “Wild 

xith Jan.to 


, Birds." 

! Birds." 

I xgth Sept. 


I It is also unlawful to kill piieasants, partridges, 

, grouse, nK)or game, or hares on a Sunday or 
i C'hristraas Day. 

I In England hares, rabbits, w'oodcock, snipe, 

; <tuai], landrail, and lieatli or moor game(and the 
i eggs of swan, wild duck, teal, and widgeon) are 
TU’otected under the Game Laws, though no close- 
' time is fixed for them by those laws. In Scotland 
the same remarks apidy to deer and hares, to the 
first four birds, and to wild duck ; in Ireland to 
I all these five })irds, with the further addition of 
widgeon, teal, and plover. The close-time for 
' all these birds (except ciiiali and landrail in Ire - 1 
land, for whose dose-time see above) is, under 
the vYild Birds Protection Acts, iS8o to 1908, 

I from and lilareh to 31st July, both inclusive. 

'■ Otherwise this close-time applies to all wild 
■ l>irds throughout tiie United Kingdom. The 
: penalty for killing any wild bird in such close- 
! time, or for selling or having in possession be- 
tweou the 16th 3 Iarch and the 31st of July, 

; both inclusive (unless tlie killing can be proved 
i to have occurred at a time and place to which 
I the Act does not apply), is a reprimand and costs 
for the first offence, and 55. and costs for each 
; bird for every subsequent offence, or, in the case 
i of the undermentioned birds, for each bird 
1 for eaeli offence. Tit any case the Court may also 
: order the forfeiture of any bird (or egg, where 
; })rotected-"o;?!' next column) in respect of which 
; tile oifciice was committed. In the Mand of 
Si. Kilda f^io i'oi‘k -1 ailed p(*tx'e] and St. Kilda 
wren are deemed to be inchnled in the following 
: l3.st, and the bird.s marked to be omitted 
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Ameilcan quail. 

Kitthvakc. 

Scout, 

Auk. 

Lapw'ing. 

Sealark. 

AvoceL 

Lark. 

Seamew". 

Bee-eater, 

Loon. 

Sea parrot. 

Bittern, 

Mallard. 

Sea, sw'allow. 

Bonxle. 

Marrot. 

Shearwater. 

Colin. 

Merganser. 

Sheldrake. 

Coniish chough. 

Muri'e. 

Shoveller. 

Coulteriieb. 

Nigl)t-hawk. 

Skua. 

Cuckoo. 

Night-jar. 

Smew'. 

Curlew'. 

Nightingale. 

Snipe. 

Diver. 

Oriole, 

Solan goose. 

Dotterel. 

Owl 

Spoonbill. 

Dimbird. 

Ox-biixl. 

Stint. 

Dunlin. 

Oyster-catcheJ*. Stone curlew'. 

Eider-duck. 

Pcew'it. 

Stonehateb. 

Fern-owd. 

Petrel. 

Summer snipe. 

*Fulinar. 

Phalai'ope. 

Tarrock. 

*Gamiet. 

Plovei’. 

Teal. 

Goatsucker, 

Ploverspage. 

1 Tern. 

Godwit. 

Pochard. 

Tbicknee. 

Goldfincli. 

’‘•Puffin. 

Tystey. 

Grebe. 

Piirre. 

Whaup. 

Greensbaiik. 

’^’Razorbill. 

Widgeon. 

’"Guillemot. 

Redshank. • 

Wild duck. 

Gull (except 

Reeve or Ruff. Willock. 

black-backed) 

Roller. 

WimT)i‘el. 

Hoopoe. 

Sanderling. 

^Yoodcock. 

Kingfisher. 

Sandpiper. 

Woodpecker. 


Offenders refusing their names and addresses 
are 1 iable to a further penalty of 10s. , but the 
Acts do not apply to any person shooting on liis 
own land, or authorizing anyone so to shoot, any 
wild bird not included in the above list. 

On the application of the local authorities, the 
Secretary of State in England and Wales, the 
Secretaiy for Scotland in Scotland, or the Lord 
Lieutenant in Ireland, has power to vary or 
abolish the close-time for any bird or birds in any 
county by order to be published in tlie Gazette. 
They may also direct that the above enactments 
shall apply to any wild bird not specified in the 
list, and may further prohibit the taking of the 
eggs of any wild bird in any county or part thereof. 
The Secretaiy of State in England and Wales, 
or the Secretary for Scotland, may also on the 
application of the local authorities make an order 
providing that in any specified area the taking or 
killing of any particular kinds of wild birds shall 
be illegal during any period specified in the order. 
These various poivers have been exercised in many 
cases— too numerous to recapitulate here. 

By the “Wild Birds Protection Act, 1904, penalties 
are imposed on persons setting springs, gins, &c., 
on poles, trees, mounds, &c. , so as to Injure wild 
birds. Persons permitting such acts are equally 
liable. By an Act of 1908 the use of a hook or like 
mstrument for taking wild birds is forbidden. 

■ HUNTING , AND GROUND GAME. 

There is no statutoiy close-time for fox-hunt- 
ing or rabbit-shooting, nor is there, except in 
Ireland, for deer or hares ; but there is an “ un- 
witteu law "which the sportsman respects as 
much as he does the enactments of Parliament. 

. November ist is the recognised date for the open- 
ing of the fox-hunting season, which continues 
till the following April. Otter-hunting lasts from 
mid-April to mid-September. The peifod for 
deer-hunting or stalking varies from about Aug. 
IS to October is for stags, and from Nov. 10 to the 
end of March for hinds. By an x\ct passed in 
1893 the sale of haves or leverets in Great Bri tain 
is prohibited from March to July inclusive under 
a penalty of a poiiiid. This does not apply to 
foreign hares. The statutory close season for 


1 tiiercfrum. 
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Close-Time for Salmon. 


luires in Ireland has been varied for some coun- 
ties by order of the Lord Lieutenant, and it is 
now mostly from April xst to August 12th. 

CLOSE-TIME EOE SALMON. 

I. England and Wales. 

XTnder the Salmon Eishery Acts, salmon (in- 
cluding all migratory fish of the gemt>s salmon) 
are protected, and a close-time is fixed for England 
and Wales, including the Esk in Dumfries, 
during which fishing for any of such fish is pro- 
hibited. The close-time for nets begins on ist 
September, and for rods on 2nd November ; for 
both nets and rods it ends on ist February. 
By an Act of 1907 the Board of Agriculture and 
Fisheries may make provisional orders varying 
the law on these and other points. The close- 
time may also be varied by a bye-law by local 
boards of conservators, provided it does not 
begin for nets later than ist November, witli a 
minimum of 154 days, or for rods not later than 
tst December, with a minimum of 92 days. For 
putts and putchers the annual close season is 
from ist September to ist May, which cannot be 
altered by bye-law. The following are the cases 
in which the other dates have been varied ■ 


Close-time for 


Nets. 


Adur 

HampshireJJ 
Severnff 

Wye 

Taff and Ely . 

Tcify 

Dart 

Ayron 

Yorkshire .. 

E.xe 

Sekmt 

Tamar&Flyrn.i 
Fsk, Kibble,' 

Weait : 

Teign 

Towy 

Dee 

Ouse (Sussex). 

Kumney ' 

Conway ! 

Stour (Kent) . | 
Lime 


I Sept, to a Feb. 
|3i July to 1 Feb. 
16 Aug. to „ 

M to „ ** 
31 Aug. to 30 Apr. 


X Oct. to 2 Feb. 
1 2 Oct. to i Feb. 


17 Aug. to 28 Feb. 


*1 Sept, to I Mar. 


to 2 Mar. 
to I Apr. 
t 03 iMar. 
to I Apr. 
to I Apr. 


Hods. 


16 Oct. to ,, 

15 Nov. to 3o-Apr. 
i Nov. to 28 Feb. 
I Oct. to ,, 

15 Nov. to 14 Feb. 
x6 Nov. to 28 Feb. 

Oct. to I Mar. 
I Nov. to „ 


[2 Nov. to „ 

I Nov. to 2 Mar. 
15 Oct. to I Apr. 
!a Nov. to 31 Mar. 
I Nov. to I Apr. 
Nov. to 1 Apr. 




1 Nov. to 30 Apr. 

2 Nov. to I May 
2 Nov. to I Mar. 
16 Nov. to IS Feb. 


to3oApr. 
to 1 May] 
to I Mar. 

Sdont loSc}). to 10 Feb. 

Dovey 14 Sept. to3oApr.;i Nov. to 30 Apr. 

TawAT’rridge ,, „ 1 tost Mar. 

Kent&Leven. 13 Sept. to3iMar.l ,, ,, 

^ ’ bo I Mar. its Nov, to I Mar, 

toioMar.j „ toioMar. 

toisMar. I Nov. to i Feb. 

toasMar. „ to 31 Jan. 

to3iMar. ' 14 Nov. toio Mar. 
to 3oApr. 1 IS Nov. to 30 Apr. 
to 1$ May! to is May 

A xc 2oSept. to 30 Apr. 20 Nov. to 30 Apr. 

Avon (Devon) JlaoSep.to i May 30 Nov. to i May 

Camel Ai Sefikto 4 A..pr. i Dec. to 30 Apr. 

Fowey $1 Nov. to „ ! 


Dwyfach 
D’rwut.(Cum.)i 

Cleddy , 

Coquet i 

W. Cuniherlnd: 

Ogmoro ! 

Clwyd &, Eiwyi 


No fresh salmon may be sold between 31’d 
September and ist Feb., except such as come 


Excftrit above Woovlbuvy Road Station,! Sep. to xg Apr. 
, , ^^sfornet(' 


t A1>ove S, Biddiok. ft These dates for net close 

.season above Bullo Pool only. t Below Old Ssmdsfield 
for nets. For rotls these dates do nob apply in B.. Eden 
above Irthing Foot, or in 31. Eainont. ^ Below Lost- 
withiel only. !1 Except R. Erme, 30 Sept, (rods 30 Nov.) 
to 4 , April. ** x5 Aug. to 16 Apnl for putts and putchers. 

S!) Above Tioatwithieb x Bet;, to i April, 
if "West Needles Lighthouse. 

Above Lancaster Aqueduct, la Aug, to 15 July. 


from parts beyond the seas, or as have been 
taken, if in the United Kingdom, in legal netting 
season and in legal maimer. During that period 
all packages containing salmon consigned by any 
common or other carrier must be clearly marked 
with the word ‘ ‘ Salmon. ” Salmon, dried, pickled, 
or cured abroad, or, if within the United King- 
dom, between ist February and 3rd November, 
may be sold after that date. The onus of proof 
that the fish were caught out of the United'/ 
Kingdom, or, if within the kingdom, that they 
were caught during the legal netting season by 
legal means, or that, if pickled, they were 
pickled between ist Feb. and 3rd Nov., lies with 
the person selling or exposing for sale. The 
exportation of salmon from any part of the 
United Kingdom is prohibited between 3rd Sep- 
tember and 30th April, unless caught at a time 
at which its sale in the place where it was caught 
would be legal, if in the United Kingdom ; tlie 
onus probmidi lies on the person exporting. The 
capture and sale of “unclean” salmon, i.e., 
salmon recently spawned or full of spawn, arc 
prohibited under heavy penalties, iloe may not 
be used as a bait in salmon angling. 

A weekly close season, during which net-fisbing 
for salmon i.s prohibited, is fixed in England froiii 
noon on Saturday to 6 a.m. on Alonday. This 
close-time may be varied l)ytbe local conservancy 
boards, provided it is not less than 42 hours, nor 
more than 48 hours, and that it is fixed between 
Friday .at midnight an d noo n on Monday. 

II. Scotland. 

In Scotland the annual close time must not lie 
less than 168 days. It is, for nets, from 27th 
August to loth February, and, for rods, from ist 
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Close-time for 

Nets. 

Hods. 

Tay 

21 Aug. to 4 

16 Oct. to 14 

Forth 

Fell. 

Jan. 

ditto. 

Add, Aray, Eckaig, 
N. & S. Esk, Fyno, 

I Sept, to 15 

X Nov. to iq 

Feb. 

Feb. 

Kuel, Shira. 



Beauly, Dunbeath, 
Lossie, Ness, Spey. 
Kalladale, Stratby, 

— 

16 Oct. to 10 


Feb. 

I Oct. to 10 Jan. 

Naver, Borgie, 
Helmsdale. 



Earn 

- — . 

iNov.tosi.un. 

Bervie, Carradale, 

JO Sept, to 24 

I Nov. to 24 

Fleet, Garnoek, 

Feb. 

Feb. 

Girvaii, Howmore, 
Inner, lorsa, Ir- 
vine, Laggan, Luce , 
Sorn, Ugie, Ythan, 
and rivers of Ork-' 
ney, Harris, & Uist. 

, 

' 


Nith 

ditto 

3 Nov. to 24 

Annan, Stiuchar ... 

ditto. 

; Feb. 

'26 Nov. to 24 

Elvers of Shetland. 

' ditto. . 

r €!)• 

s6 Nov., to, 32' 

I^lT 

ditto. 

1 Jan. 

iDec.to24Feb, 

Eivers of Bute ...... 

I Sent, to 13 

16 Oct. to IS 

Thurso 

Fell. 

Feb. 

As Sept, to 10 

Hope, Polla 

'i 

, Jan. 

iii Sept, to 10 

Tweed 

IS Sept, to 14 

1 Jan. 

2 Deo. to 31 


Feb. 

. Jan. 
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The weekly close-time for nets is between 6 p.ni. 
Satnrday and 6 a.m, Monday; and, for rods, on 
Sundays. The Esk, in Dumfries, is included 
under the English Salmon Acts. 

In Scotland the law as to the sale of salmon 
differs somewhat from that in force in England. 

III. lEELi-ND. 

In Ireland the close-time for salmon applies 
}|lso to trout. The netting close-time must never 
be less than 168 days. Many variations of the 
close season have been made, of which it is im- 
possible to specify all the details here ; the follow- 
ing list, however, shows the general close-time in 
force in the different districts, in parts of some of 
which , however, it is different (all dates inclusive). 
The second column gives the point of delimitation 
on the coast between the various districts, which 
include all rivers, &c, , within their respective 
coast-limits. 


District. 

Coast Limits. 

Cl. -T. Net. 

Dublin 

Skerries 

16 Aug. to 


to 

I Feb, 

Wexford ... 

AYicklow 

16 Sept, to 


to 

19 Apr. 

Waterford 

Kiln Bay 

z6 Aug. to 


to 

31 Jan. 

Lismorc ... 

Helvick Head . 

31 July to 


to 

I Feb. 

Cork 

Ballycottoii H. 

x6 Aug. to 


to 

14 Feb. 

Bkil)l;)creeo 

Galley Head ... 

30 Sept, to 


to 

30 Apr. 

Ban try 

lAIizen Head ... 

X Oct. to 


to 

30 Apr. 

Kenmare... 

Crow Head 

x6 Sept, to 


t to 

31 Alar. 

Killarney . 

Lamb Head ... 

I Sept, to 


! ■ to 

30 Apr. 

Limerick . . 

Dunmore Head 

x Aug. to 


to 

II Feb. 

Galway .. 

Hags Head 

X Sept, to 

1 

to 

IS Fel). 

Connemara' 

Ca.shia Coast- 

6 Aug. to 

1 

Guard Stu. ... 
to , 

31 Jan. 

Balliiiakill 

Slyne Head ... 

1 Sept, to 


to 

xs Feb. 

Bangor ...: 

Pigeon Point ... 
to 

1)0. 

Balliiia, ...^ 

Beiiwee Head . 

X3 Aug. to 


to 

IS Alar. 

Sligo ! 

C(jonaiuore 

16 July to 


to 

31 Dec. 

Baliy- ! 

Aluilaglmiore . 

xg Aug. to 

shannon 1 

”'to 

; 28 Feb. 

Letter- ' 

Rossan Point... 

20 Aug. to 

. kenny 

to 

' 3 Eel). 

Lond<.>ii- i 

Ahilin Head ... 

I Sept, to 

derry 

■ tO' 

14 Apr. 

Coleraiiic ,1 

Downhill 

20 Aug. to 

1 

to 

3 Feb. 

Bally castle 

Portrush 

so Sept, to 

i 

to i 

16 Alar, 

Dundalk ...l 

Donaghadee ...| 

16 Sept, to 


to ! 

31 Alar. 

Drogheda .1 

Clogher Head .'s Aug. to| 

1 

to Skerries [ 

IX Feb. 1 


I JSoY. to 

31 Jan. 
Oct. to 
14 Mar. 
Oct. to 
I 31 Jan. 
30 Sept, to 
I Feb. 
c3 Oct. to 
I 14 Feb. 

X Nov. to 
I X Feb. 

X Nov. to 
x6 Mar. 

: Nov. to 
31 :Mar. 
Do. 

: Oct. to 
31 Jan. 
16 Oct. to 
31 Jan. 
Do. 


jx Nov. to 
3t Jan. 
Oct. to 
, 30 -Vpr. 
1 x 6 Sept, to 
‘ 31 Jan. 

Oct. to 
, 3x Jan. 
[10 Oct. to 
28 Feb, 
Nov. to 
, 31 Jan. 
\tt Oct. to 
2 Apr. 
Oct. to 
, 28 Feb. 

|X Nov. to 
3x Jan. 
Oct. to 
, 2 Feb. 

1x6 Sept, to 
X X Feb. 


CLOSE-TIME FOE TllOTJT AND CHAD. 
The capture of trout and char in England and 
Wales is prohibited between 2nd October and 
1st Februaiy, except (x) in parts of Norfolk and 
Suffolk Avhere, under the Norfolk and Suffolk 
Fisheries Act, 1877, the close-time for trout, for 
nets only, is from 10 Sep. to 23 Jan.; (2) in the 
Thames, where the close season is from xi Sep. to 
3x March ; and (3) in the cases noted below, where, 
under an Act passed in 1876, the trout and char 
close-time (for rods and nets, except where speci- 
fied) has been varied by bye-la%v by local boards of 
conservators. In tbe districts marked* the close- 
time, as altered, applies only to trout. The aale of 
trout and char is absolutelyprohibited throughout 
England and Wales from 2iKi Oct, to ist Feb. 

*Eden fz Sept, (rods 2 Oct.) to 28 Feb. 

*Usk 2 Sept to x4 Feb. ®[[ 

Tyne i Oct to 21 Mar. 

Wye 2 Oct to 14 Feb. 

*Taff & Ely ........ . 20 Sept to 1 Feb. 

*Cleddy 29 Sept to i Mar. 

*Ogmore 30 Sept to 28 Feb. 

*Teign i Oct. to 2 Alar. 

*Exe 15 Sept to 28 Feb. 

Bept. to X Alfir. (except 

1 Anglesey, 13 Feb.) 

15 Sept to 10 Alar. 

< Except Char in Crnmmockand 

1 Buttermere,xNov.to3oJune. 

2 Sept to 10 Alar. 

Oct to 28 Feb. 


Derw'ent(Cuinb.)| 


W. Cumberland 
Teify,*Avon (De- 
von), Conway 
Adur, CucknTre, 

Eother I -x Oct to 31 Alar. 

*Ha.mpshiret !{ 

oct. to Fob. 

Camel, Fowcy 
*Esk, *Tees, 


'Ayron 

*Seveni, Towy, |t 
*Lune, Ribble, 
Wear, Rumney, 
Tamar & Plym .. 

Kent^.. 

*Oiise and Nene 

A: orks 

*Suffolk Essex 

*Dee 

*Coqiiet 


I Oct to xs Alar. 


Oct to 1 Alar. 


In Ireland the weekly close-time is fixed at 48 
hours, from 6 a.m. Saturday till 6 a.m. Alonday. 

SalmDn and trout must not be sold in Ireland 
in the close season. 


2 Oct to 3 Alar. 

2 Oct. to 31 Alar. 

2 Oct. to IS Alar. 

2 Oct to 10 Apr. 

T4 Oct to 14 Feb. (rods only). 

I Nov. to 3 Alar. (ditto). 

In Scotland there is a close-time for trout from 
IS Oct to 28 Feh, In Ireland the close-time for 
trout is the same as for salmon. For pollen 
the close-time is f rom 14 Nov. to 31 Jan. 

Between Sept 3 and Feb. i all packages in 
England and AVales consigned by any common or 
other carrier and containing trout or cliai’ must 
be distinctly marked v/ith the w'ord “Trout” or 
“ Char,” as the case may be. 

OLOSE-TIAIB FOR FRESHAVATER FI«H. 

By the Freshw’-ater Fisheries Act, 1878, a close- 
time for “ freshw'ater fish ” (n^hich are defined for 
this purpose to include all kinds of fish, other 
than pollen, ti’oiit, and char, which live in fresh 
water, except those kinds which migrate to or 
from the open sea) is fixed from is Marcli to is 


t River. Avon between Amesbury and Bickton only : 
above Amesbury IS Oct. to 31 Alar. 
t Char close-time throughout district aa Oct. to x Afar, 

§ a Oct. to X Apiil for R. Duddon ; and x6 Sept, to 15 Eeb. 
forR. Bela. 

§§ April 30 between Lostwithiel and St. Winnow 
|i a Oct. to 30 June from Bj. Gwili to G.W.R. Bridge. 

^ a Oct. to 14 Alar, in certain reservoirs. 
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June, both inclusive, for all parts of England and 
Wales except parts of Norfolk and Suffolk. The 
penalty for taking or selling freshwater fish in that 
period is for a first and j^s for a subsequent 

conviction. The close-season, however, does not 
apply to eels taken otherwise than by angling or 
to fish tjikeii in private Avaters by leave of the 
oAvnor, in public AA'aters by leave of a Board of 
Conservators, or taken (with the leave of the 
owner if in private Avaters) for bait or for scientific 
purposes. Fishery districts may be Avholly or 
partially exempted from this close-time with the 
sanction of the Board of Agriculture and Fisheries. 
The Axe, Avon and Stour, Avon (DeA’-on), Wye, 
Eden, and Towy fishery districts have been so 
exempted ; also the Kent and Beven and Severn 
districts, as regards pike; the Ksk as regards 
eels ; and certain parts of the Severn as regards 
other fish than grayling. In the navigable 
rivers of Norfolk and Suffolk and the broads 
connected thereAvith, close-times liaA’-e been fixed 
for various fish under the Norfolk and Suffolk 
Fisheries Act, 1877, March i to June 30. For 

eels a sepai’ate close-time exists (so far as fixed 
engines in salmon rivers are concerned) in 
England from 1 Jan. to 24 June ; in Ireland, 
Avith one or tAvo exceptions, from it Jan. to 
30 June. In the ScA^eni, elv'ers, or the fry of 
eels, are protected betAveen x Jan. and the last 
day of Feb., and betAveen 26 April and 24 June. 

PEOTECTION OF CRABS AND LOBSTERS. 

Under the Fisheries (Oyster, Oral.), and Lobster) 
Act, 1877, it is prohibited to buy or sell crabs 
under 4\< inches, measured across the largest 
diameter of the back, or lobsters under 8 inches, 
measured from tip of beak to end of tail Avhen 
spread out flat. The cariture of “soft” crabs 
and crabs Avith spaAvn is also prohibited. By 
local byc-laAvs of Sea Fisheries Coihmittees (vide 
infra), the minimum size of lobsters and crabs 
that may be laAvfully taken in different pai-ts of 

the territorial seas has been increased, and in 
some cases the taking of lobsters AAUth spaAAui is 
prohibited, or a close season fixed. 

CLOSE-TIME FOR OYSTERS. 

There are also local regulations for the juvAec- 
tion of oysters; and by the Fisheries (Oyster, 
Crab, and Lobster) Act, 1877, a general close-tiine 
for the capture and sale of “ Deep-Sea Oysters” 
is fixed from the xsth June to 4th August ; and for 
all other kinds of oysters— except oysters taken iiF 
the Avatersof a foreign state— from 14th May to 
4th August. This Act applies to England and 
Scotland , but not to Ireland. By the Sea Fisheries 
Act, 1868, fishing for oysters is prohibited from 
the x6th June to 31st August iiicliisWe, in 
that part of the English Channel comprised 
betAveen a line dniAvn from the North Foreland 
Light to Dunkirk, and a line draAvn from tlie 
Land’s End to Usliant— -the territorial seas of 
England and France alone being excepted. This 
close-time, however, cannot be enforced till the 
Convention betAveen England and France, inclu- 
ded in the Act, is ratified ; and, until that is done, 
the Convention concluded in 1839, AAdiioh prohibits 
oyster-fishing in those limits from xst May to 31st 
August, is to remain in force so far as French 
fishermen are concerned. It is customary, Innv- 
ever, for both PoAvers to agree to suspend tlie 
operation of this close season till June 16 in each 
year. In Ireland, the Act s & 6 Viet. cap. 106, 
prescribes that no oysters may be taken betAveen 
ist JNIay and xst September, bhough this close 
season has been varied in the folloAving cases 

Tralee Bay nth Mar. to 3xst Oct. 

Galway Bay xst Jan. to 30th Nov. 

Strangford Lough xst Mar. to 3xst Aug. 

Achil Sound, Clew Bay and April to 30th Sept. 
Sligo, Ballisodare and 

" Dnimcliffe Bays ... 30th April to xst June. 

Taking oysters from licensed beds is made 

I larceny. 

Htctnces for 

Game anp Gun Licences.— A licence is re- 
quired by every person AA'ho hunts, shoots, or 
takes game, except persons (in Great Britain) 
taking Avoodcock and snipe Avith nets or springes ; 
rabhit-Avarren proprietors, or others, on enclosed 
land, killing rabbits ; persons hunting -deer, or 
hares, Avith liounds ; owners or occupiers, or their 
sei’A'ants, killing deer on their ovm land ; beaters 
and others, not holding guns, attending holders 
of game licences. Occupiers of enclosed land, or 
OAvners, having the right to kill game, may them- 
selves kill hares, or authorize others to do so, 
AAlthout a licence, but such authority must be 
limited to one person at a time in any one parish, 
and must be registei-ed Avith the clerk of the 
Justices of the Petty Sessional Division in Avhich 
the land is situate. Even Avhen the quany is not 
AAiiat is legally knoAvn as “game,” a “gun” 
licence is necessary. A game licence, however, 
covers a gun licence. Soldiers, sailors, volunteers , 
or constables, on duty, or at practice, need not 
take out a gun licence, nor need occupiers of land 
searing birds or killing vermin on such, land, or 
person's so acting under the orders of occupiers 
hf )lding a licence. U nless , hoAvever, the occupier 
is himself licensed, he cannot authorize any im- 
licensed person to carry a gun. “ Scaring ” birds 
is not to be regarded as including killing of any 
birds, and “vermin” does not include rabbits. 
Tire rates of duty arc given- at p. 37s,' 

Salmon, Tkouo; aisp Char Licences.— I n all 

turg antK dFtsi)i«g. 

salmon fishery districts in England and Wales, 
and in Ireland, a lieence to fish for salmon is 
necessary, and in most English and Welsh rivers 
a similar licence is necessary for trout or char, 
i except that a salmon licence includes the latter. 

1 In Scotland no licence is needed. A licence is 

I aA'ailable only in the district, and for the season, 

; in Avhich it is issued, except that in Ireland rod 
! licences are available in all parts of that countiy. 
j The rates on salmon nets and other like instru- 
1 nieuts range from :i^2o doAviiAvards in England and 

1 Wales, and from ^^30 doAviiAvards in Ireland. In 
the latter country the rate on draft nets, the kind 
most commonly used, is ^^3 ; in England and Wales 
it varies from £j^ to £z. The licence duty on a 
salmon rod and line is £1 in Ireland. In England 
and 'VV'ales different rates are charged in different 
districts as follows (an asterisk signifies that lower 
rates of duty are chargeable for short periods, 
or for certain parts of the district) 

’*'Eden, ’^Dei-Avent, *Exe, Hampshire, *Wye, 

1 *Usk, 30/- ; TaAv and Torridge, 2 i/- ; "^Lune, 

; ’*'Ribble, *Dee, ClAvyd & Elwy, *ConAvay, *Dovey, 

; "^Teify, Avon (Devon), •‘''Dart, ’‘^‘Teign,Fromo, Stour 
. (Kent), Yorkshire, I’ees, *Tyiie, 20/-; "Dwyfaoh, 

; ToAvy, 2l/- ; ''■‘Seiont, Avon, Brue t'b Parretj 
: *Came], ^’FoAvey, 15/-; Cloddy, Taff & Ely, 

1 Ogmore, W. Cumberland, 10/6 ; *Kent & Leveu, 

1 Rhymney, *Ayron, Severn, Axe, Trent, Tamar & 
Plym, 10/- ; *Esk (Yorkshire), 7/6 ; Ouse (Sussex), 

1 Wear, Coquet, CTickmere, ilotlier, Adur, 6/-. 
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T’nc;LA*N't> am> ^TALl•x —The athninistrution 
of the l;av;-5 i>f cl<>t?e season, &c., for salmon 
and trout is phiocai hy tlie Baliuon and Ifresh- 
wator Mslioi’ies Acts, iB 6 x to 1907, and the Board 
of culture and Fisheries Act, 1903, in the 
liaiirls of local boards, with the Board of Agricul- 
ture and Fislicries as the central authority. 
Districts may he nnaned and Boards of Oon- 
servators appointed for waters containing 


These Boards of Oonservators consist of three 
chesses of memhers— those ap]*oiiited arniualiy by 
the County Councils of tlie varic.us counties 
through which the rivers flow ; ('x-ojjfcio memborB, 
or those (inalilied l)y ownership of lands or 
fisheries of a certain value ; and rcprcsejitatlve 
members, elected ainuiallyhy the persons vdio have 
I)aid licence duty on instruments other than rod 
and line, used for salmon fishing in public vraters. 


N-Vm:: or ])xstuh.t. 


Coast Limits or Distiuct. 


A:)in;i:ss or Clkhk, 


fBiien Sark Fi)ot to Seaton ,.T. B. Slater, Carlisle. 

fDcnvoiit Seaton to St. Bees Head 'B. Hughes Dodgson, Cockennoulh. 

' tV\'e.st Cumberlanil ... St. Bees Head to Haverigg Point W. H. Chapman, B'idtehaveii. 

; fKent, Are Haverigg Point to Bbirton S. H. .Tackson, ITverston. 

i fUnie Warton to Blackpool 'J. 'f. Sanderson, Lancaster. 

t ili'ole Blackpool to Fonnby Point LT. Backhouse, Blackburn. 

ec Nhnv Brighton to near Aleliden Church. ..,lienry .TolIhTo, Chester. 

fElwy and Clwyd Meliden Church toBhos Bay 'F. AV. frrimsley, St. Asaph. 

! tCon^uiy ' Ilhos Bay to Ik Aber T’. T. Allard, Llanrwst. 



Llanelhaiarn Point to Criccietli .....'David Jones, Portinadoc. 

Criccieth to Cynvelin !B.. D. PJehards, Barmouth. 

Carreg Tipog to New Quay Head B. L. Jones, Aberayron. 

New Quay Head to Dinas Head ill. W. Howell, Lampeter. 

Dinas Head to St. Goven’s Head ilk T. P. Williams, Haverfordwest 

St. Goven’s Head to ^Yorm’s Head i'NV. M. Griffiths, Carniarthon, 

Porthcawl to Cold Knap iS. H. Stockwood, Bridgend. 

Cold Knap to Bute Dock A. Waldron, Cardiff. 

Bute Dock to Ty ton yPill Virorice rvne Newuorf AFmi ^ 

Ty ton y Pill to Collister Pill i Horace Lj ne, fieu poi t (Won.). 

, . j Col lister Pill to Cone Pill ATajorBeresi’ord Peir.‘se.P,s.o.,Here- 

i fSevern iihiie Pill to Avon Battery.... J. Stallard, Woree.ster [hird, 

I Avon, Brne A Parref A von Batteiy to County Boundary T. F. Barham, Bridgwater. 

; +Taw and Torriiige ...iNorth Coa.st of Devon.... W. H. 1 'oller, BauisHqtle. 

! f Camel iWest Boundary of Devon to Peel Point... (k J. L. l^llis, Wadel ii'idge, 

, tFowey iPeel Point to llame Head :W. Pease, juninr, Lostwitliiel. 

I fTaruai’ and Plym {Efiuie Head to Stoke Point |W. W. ?\!5U,tlHo\s, Tavistock. 

! •f'Avon (Devon) Stoke Point to Start Point. iW. Beer, King.s})ndgc. 

fBart ...|.Starb Point to Hope Nes.s jE. Windeait, Totnes. 


■ Dwyfach 

-Dovey 

•Ayron 

■Teify 

Cleddy 

fl’owy, Lough or, Taf 
fOgmore and E\ceimy. 

fi'aff and Ely 

tRhymney 

'i-C.sk and E’o'ow 

i-Wye 


fTeign IHoim Ness to Clerk Eock 

I Exe .iClerk Eoek to Ottermouth 

! Otter . Ottermouth to Beer Head 

i tAxe Beer Head to Portland Bill 

; Frome Portland Bill to Hampshire Boundary 

. tHamitiiliire Eivers ... East Boundary of Dorset to Eyde 

I rAdur West Tarring to Portobello..'. 

; t()ase(Su.sse;v) I'uilobeJlo to Seaford Head 

j f(.iuekmerc Scui’ord Head to Fairlight 

fEotiicr Fairiiglit to Dungeness' 

, St,>ur(Kent) 'North to South Foreland 

; fSiiliolk and ... }>overcouvtLigljttoCovehitheOoastgd.Sn. 

N 1 u'fol k ai li i SiUlu Ik...' 


II. IMichelniore, Newton Ahliot. 
H. Ford, Exeter. 


iW. G. Forward, Axminster. 

V. E. L. Budge, Warehaiu. 

!<!. J. iiaydr.n, Bournemouth. 

E. W. Oxiiorrow, Biighton. 

F. Holimnp Lewc.s. 

.’H. J. W'oudluvms, Berwick, Pub -gate. 
'T. . 1 . Smith, IQ'c. 


A, Q\ Cobhohl, Tn.swich. 
ii. Brit tain, Norwich. 



I fE.'^k (\orkshire) Ha> burn Wyke to Skinningrove Beck .[W, Brown, Whitby. 

i fTees Skinningrove Beck to Hardwick Hall...|T. M. Barron, Darlington. 

i tWear Hardwick Hall to Souter Point....... |W. E. Eaine, Sunderhtnd. 

! fTyne Souter Point to NewbigginPoint,.... ...... . J. Gibson, Hexham. 

1 fCoquet Nev.'biggin Point to Hawick Burn......... jO. Percyj Alnwick. 


* salmon or freshwater fish. Such Boards have 
j Ivccn appoiviUHi for 53 Districts. [The districts 
i generally im;lude all rivers running into the .sea 
I'etween the points named, and in the cases: 
marked t also include the .sea for a distance of 
three miles from tlie .shore, or to the raid-channel 
in e.stiiarie.s.J 


There are akso certain bodies created by loieil 
statutes,, haxinfj; authority over the fisheries, r.g., 
the Thaine.s Conservancy Board, Lee Con, -.5010 aimy 
Board, and Oonservatous of the JMedway. 

These Boards have power to make bye-laws, 
not only for tlie regulation of the fisheries for 
salmon and freshwater fish, liiit ahso, in certain 
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cases for the regulation of other kinds of fishing 
which are prej udioial to such Fisheries^ They are 
also empowered to issue licences for fishing for 
salmon, trout, &c. 

ScoTiiAND. — In Scotland there are los Fishery 
Districts, nearly each separate river fonning a 
district of itself, but only 37 Boards of Conserva- 
tors. The powers of these Board.s are limited to 
the Salmon Fisheries. 

Ireland.— In Ireland there are 33 districts, 
embracing between them the whole country, each 
with a separate Board of Conservators. 

Sea Fisheries DisI’ktcts.— -Under the Sea 
I’isheries Begulation Acts, 1888 to 1894, the 
Board of Agriculture and Fisheries has power 
to form sea fisheries districts within the terri- 
torial waters of England and Wales, and to 
appoint local Fisheries Committees, either for a 
single comity or borough, or for several jointly. 
They have power to make bye-law.s, to be 
confirmed by the Board of , Agriculture and 
Fisheries, regulating or prohibiting the use of 
instrranents for the capture of sea fish (including 


shell fish and crustacealis, but excluding salmon), 
the deposit of rubbish on fishing grounds, &g, The 
following districts liave been created, including 
in each case the coast and territorial seas adjoin- 
ing between the iioints respectively mentioned 
I. Northumberland (coterminoiis with that 
county). 2. North Eastern, from Northumber- 
land to Donna Nook in Lincolnshire. 3. Eastern, 
from Donna Nook to Great Yarmouth. 4. Kent 
and Es.sex, from Dovercourt to Dungeness, and in- 
cluding the Thames estuary to London Stone near 
Yantlet Creek. 5. Sussex (coterminous with that 
county). 6. Southern, from the western boundary 
of Dorset to Hayling Island. 7. Devon. 8. Corn- 
wall (each coterminous witli the respective coun- 
ties). 9. Glamorgan, from Nash Point to Worms 
Head, 10. Milford Haven, from Worms Head 
to Cemmaes Head. ii. Lancashire and Western, 
from Cemmaes Head to Haverig’g Point. la. 
Cumberland, from Haverigg Point to Sark Foot. 

Siniilar districts may be formed in Scotland 
under the Sea Fisheries Ilegulation (Scotland) 
Act, 1895. , 


Scasonaiile anlr SEnsfasonalile jFisi). 


The following table shows the periods when the 
different kinds' of edible fish mostly in use are 
“in season” and “ out of season.” 

The letter p signifies th.at the fish are then 


in their prime or most plentiful ; tlie letter x 
signifies that the fish may be obtained, but are 
not at their host ; the letter c signifies that it is 
“ close-time ” as fixed })y statute. 


Namk of Fisn. 


K: VrM \r^l< (<=< 


Barbel 

Bass 

Bream 

,, (sea) 

Brill 

Carp 

Catfish 

Char 

Chub 

Coal fish or Sai the 

Cockle 

Cod 

Conger 

Crab 

Crayfish («) 

Dab 

Dace 

Dory 

Eel 

Flounder 

Grayling 

Gudgeon 

Gurnard (red) ... 

„ (gi'tJy) 

Haddock 

Hake 

Halibut 

IleiTiug ..... 

Lampern 

Lamprey 

Idng 


P\‘P IP 


yunf 

July 

•any 

1 

0 



c 

_ 

- 

X 

p 

p 

p 

P 

P 

P 

X 

- 

- 

- 

c 

- 

X 

p 

p 

p 

p 

X 

X 

P 

p 

p 

p 

p 

- 

X 

X 

p 

p 

p 

P- 

c 

- 

X 

X 

p 

p 

p 

p 

X 

- 

- 

r 

- 

- 

p 

p 

p 

p 

c 

c 

c 

c 

X 

p 

p 

p 

X 

X 

1 1 i 

X 

X 

p 

p 

p 

X 

X 

p 

p 

p 

p 

X 

p 

X 

p 

p 

p 

p 

X 

p 

p 

p 

X 

X 

L 

p 

p 

p 

X 
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Name of Fish. 




Lobster 

Mackerel 

Mullet (red) ... 

„ (grey)... 

Mussel 

Oyster (b) 

Perch 

Periwinkle 

Pike 

Pilchard 

Plaice 

Pollack 

Prawn , 

Salmon & Sea 

Trout (c) ! 

Shad 

Shrimp (d) 

Skate 

vSmeit or Sparling 

Sole 

Sprat 

Sturgeon 

Tench 

Thornback 

TorskorTusk ... 

Trout 

Turbot 

Whelk 

V/hitebait 

Whiting 

Wras.se 


P P 
P P 
P P 

c p 

P P 
P P 


\P 

P 

PjP 

Pp' 


P \P \PtP 
p p \rAv. 


P\P\P\ 
P \P 
P\P 


P \P 


c \ x 


p I p 


p\p 

pjp 

p 

p 

p 


P P pIp 
- ai pIp 
P P P 


P P 
\P P P 

X p i> 

|N P p 
P 

P\}>\P 


PiP 
P '.?> 
P \P 
c c 
PiP 
P \p 


P\P\P 


(a) '.riiis is for sea crayfish. Elver crayfish can 
be obtained in the summer and autumn. It is 
illegal to take fresh- water crayfish from March 
to .luiie. 

{b) Foreign oystens can he sold in the close 
season, and are to be had almost all through the 
year, even though they have been laid down in 
English beds for temporary 


(c) In the close season salmon from Holland, 
and' also from certain British rivers where net 
fishing is permitted later in the year than usual 
are largely sold. 

(d) For the first six months the hulk of om 
London supply of shrimps comes from Holland 
but Dutch shrimps are far inferior to the English 
which are plentiful from July to December. 
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Notwithstanding the dire prophecies as^to 
tlte future of the industry and the trade which 
oi)taiiied very generally in the fall of 1908, the 
supi)orfc accorded by the manufacturers and 
agents and the xmblic to the Seventh Annual 
Exhilution of Motor Cars and their accessories, 
held l)y the Society of Motor Car Manufacturers 
and Traders, did not appear to endorse such 
<iirofnl presage. There were no vacant stands 
beneath the great sweeping roof at Olympia, 
and the daily attendance of the public was, on 
tile average, greater than that of any previous 
.show. Certainly there were 35 cars less than in 
1907, hut that slight shrinkage was due to the 
shaking out of several unstable firms during the 
year, and the fact that exhibitors liad realised 
that the best effects were not obtained by 
crowding cars on the stands. A total of 523 
cars and chassis was shown, as opposed to 560 
in 1907, The attendance for the eight days rose 
to a grand total of 151,850 people, 8,047 P^^ss- 
ing the turnstiles on the first day, the record 
attendance for the week being 25,695 on the 
Wednesday. Although 160,532 individuals visited 
the 1907 exhibition, this excess is accounted for 
by the fact that last year no trial runs were 
given, so that the turnstiles registered no re- 
entries after such experiences. 

The concrete opinion of those most capable 
of judging wa.s to the effect that the 1908 
show was undoubtedly the best held up to 
date. In quality, design, and workmanship, 
together with consideration of the requirements 
of users and the purposes for which the cars 
were required, the average of 1908 was far above 
that of 1907. This was particularly remarkable 
in the matter of body constimotion, many coach 
builders having at last realised that they must 
construct bodies for mounting on motor car 
chassis and not endeavour to adapt carriage 
bodies to motor cars. 

In the matter of engines there was a distinct 
tendency to concentrate on small motors of four 
cylinders and also upon cars fitted with engines 
of 31^' ins. to 4 ins. bore, and ins. to 5 ins. 
stroke. Small six-cylinder engines, many of 
them of uni(inely comx>act design, were favoured. 
Many of the small four-cylinder engines were 
found to be cast en Uoc, a method which has 
been further adojjted by many firms since the 
show. Tins design of large four-cylinder engine 
only obtained in a few instances. Several 
motors were demxe; that is, had their crank 
shafts set slightly to the left of the vertical 
}>laue in which their pistons travelled. This is 
d(jne to reduce the angularity of the connecting 
rods on the downward power stroke as much as 
possible, so reducing the side thrust of the 
pistons on the walls of the cylinders. Five 
bearings to the crank shaft ’were fairly common, 
and crank shafts in such case could be lightened 
consideraVdy. In the matter of ignition, the 
high tension magneto advanced considerably. 
Indeed, stmie makes of magneto have become so 
reliable that no alternative ignition systems 
were fitted. With but one or two exceptions, 
foreign cars only adhered to low tension magneto 
ignition. Valves were generally larger, and 
much closer attention had been given to cam 
profiling to obtain silence. Efforts in this 
direction were found in devices attached to the 
valve lifters or tappets, which served to keep 
them in continuous contact with their respective 
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cams. It was curious to note that while there 
was a tendency to lengthen the stroke of the 
lower powered engines, the reverse appeared to 
be the case with motors of over zo h.p. Thermo- 
syphon cooling was decidedly on the increase, 
its simplicity and efficiency when properly in- 
stalled greatly recommending it, particularly 
for low powered small cars. 

Bash lubrication alone was seldom found. In 
the majority of cases an oil pump was fitted, 
though here and there it served only to lift the 
oil to sight feeds on the dashboard, whence the 
lubricant found its way by gravity to the crank 
shaft bearings. There were many instances in 
which the oil was drawn by the pump from a 
sump formed in the base of the crank chamber, 
and delivered to the crank shaft and big end 
bearings of the connecting rods by pipes and 
ducts drilled in the crank shaft. In very few, 
if any, instances, however, was the oil forced to 
the gudgeon pin. The little end bearing of the 
connecting rod and the walls of the cylinders 
were fain to rely upon dash for their lubrica- 
tion. In many cases steps were taken to prevent 
the oil rising above a certain level in the crank 
chamber and so causing the emission of smoke 
from the silencer. 

Although nothing of a very startling nature 
developed in carburetters there were, neverthe- 
less, many instances of attempts to refine this 
highly important and somewhat stubborn unit. 
Two and even three jets were used, and in some 
cases a small jet and an independent mixing 
chamber and mixture tube for running on low 
speeds. In very few of these devices was any 
attempt made to control the flow of petrol by 
mechanical means actuated automatically or 
manually, the volume of the spirit delivered 
being left chiefly to the suction of the cylinders 
and the operation of the automatic air valve. 
With the exception that vacuum pots to check 
the bui*sting of these valves were occasionally 
fitted, no control other than spiral springs or 
gravity was provided to these valves. Few, if 
any, carburetters were fitted with means for the 
hand control of petrol or air. On the whole the 
improvements effected in the carburetter up 
to date tend to the quiet working oft the 
engine when running light, ample efficiency at 
low speeds, rapid acceleration, and good pulling 
at high speeds. Nevertheless here there is still 
a field open to genius, for the actual results 
obtained from a given quantity of petool com- 
pared to its theoretical efficiency are still wide 
as the poles asunder. 

Change speed gears, except for small details, 
were very much as before. Occasionally a four- 
speed box would have direct drive on its third 
speed and a geared fourth, but this was not very 
generally followed. Every car in the show over, 
say, xo U.p. which was fitted with a three-speed 
gear box would have been better for all-round 
general use with another speed. 

Chain transmission was found in a good many 
instances, and greater favour shown to that 
sine qua non in chain transmission, an oil tight 
oil bath chain case. Drive by propeller shaft was 
almost universal, particularly for low 'and 
medium powered cars, and the tendency to make 
these shafts wdth but one universal joint 
preponderated. Torque members, those very 
necessary adjuncts, were more common than 
formerly, though at times they were left to 
perform also the duties of radius rods. With 
two dr three of the leading makes radius rods 
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were entirely omitted, and the drive delivered | 
from the axle tx) the frame tli rough the medium I 
of the back springs. This, of course, precludes 
the use of swinging shackles on the forward end I 
of these springs, a point somewhat opposed to 
easy suspension. 

There was also an excellent tendency to cast 
gear boxes in one piece in box form, and provide 
large inspection lids. The above construction 
certainly makes for oil tightness. In the 
majority of cases the selecting rods and gear- 
striking and gear-locking mechanism were en- 
closed ill the gear box. 

Leather-faced cones and multiple disc clutches 
were (iuite the order of the day, although metal 
to motal cones and single discs were occasionally 
found. There was a distinct tendency to use 
smooth plates in the multi-disc clutches, and to 
decrease rather than increase the number of the 
discs. 

So perfect and so reliable have ball bearings 
become that they are found everywhere in every 
good car, save for the crankshaft, for the carriage 
of which gun metal or white metal bearings 
mostly ©btain. Ball bearings are, however, 
occasionally used in this connection, and in one 
case roller bearings. 

Brakes were not remarkable for much improve- 
ment save that methods of adjustment for wear 
1 were made more accessible. The same maybe 
said of steering gears, except that several safety 
fittings were evident. Nothing was shown to 
replace the laminated steel spring for the com- 
fortable suspension of the body, although three- 
(piarter elliptical springs seemed to he preferred 
to the rear inverted cross spring, which gives a 
tendency to roll. 

Betadiable wheels were not numerous, while 
detachable rims, though occurring fre<iueiitly, 
still left much to be desired in the matter of 
detached tyre mounting. Body makers, as 
already suggested, showed more concern for the 
comfort of passengers, but in many cases seats 
were too high, too narrow, and made without 
sufficient backward slope. Since the Show, 
however, there has been much improvement in 
these points. The Paris Show, -which was con- 
fined to pleasure vehicles only, remained open 
from Nov. 28 until Dec. 31, hut its novel features 
had already been discounted by the exhibition 
which i»receded it at Olympia. The Prench 
makers depend so much for the hulk of their 
sales on the British market that they dared not 
keip back their X909 models for their own 
Exhibition. It was noticeable that all the 
important French makers were fain to follow the 
English lead, and to include six-cyliiider cars 
amongst their patterns. The Silent Knight 
engine, for which the great firm of Panhard were 
reported to have secured rights, attmeted much 
attention, but the Belgian firm responsible for 
the l^tincrva cars were the only exhibitors of one 
<jf these inboresting engines. Specially light 
engines for aeroplane propulsion, however, 
distinguished the French from the British 
Exhibition, The Grand Prix of America, run on 
Nov, 27 by the A. C, of America, X96 miles, was 
won by a F. I. A. T. car, driven by "Wagner, 
from li^mery, driving a Benz, by 56 secs. only. 
The winner’s time for the full distance was 
6 hrs. 10 mins. 31 secs. 

Although the conditions of the French Grand 
Prix had been much in the air duirlng the month 
Of December, the circuit chosen, and the pre- 
parition of tbe roads commenced, it -was suddenly 


announced that a caucus of the French makers 
had come to an understanding between them- 
selves that they would take part in no races ■ 
whatever in 1909. The result of this combine 
was that no Grand Prix race was held in France 
this year. 

Also in December the Boyal Automobile Club 
issued a tabulated statement of the nnmlDer of 
motor vehicles registered in the United Kingdom 
up to Sept. 30, 1908. The totals were as follows, 
England and Wales 137,345, Scotland 10,907^. 
Ireland 6,139. As a matter of fact it is probable 
that these figures considerably over-state the 
actual totals, for it is not clear that the regis- 
tration authorities have taken into account the 
registrations which have lapsed since Jan. i, 
1904. These Would include cars sold without 
numbers, and no new car bought to take its 
place and use them, failure to transfer numbers 
on sale of car, etc., whidi in three or four years 
would make quite a considerable total. It 
would be to the interest of motorists at large 
and the industry if the regist, ration authorities 
were compelled by law to keep their lists cor- 
rectly and up to date. 

Ill December of last year, too, a statement 
that the Treasury experts were contemplating 
a iietrol tax was published in the motor journals, 
The. Autocar remarking, by the mouth of its 
parliamentary representative, that it was an 
impost which found special favour with the 
Chancellor of the Exchequer. How true that 
report was is now but too well known to all i 
concerned. I 

The question as to the manner or side upon 
which a motor car should pass a tram cari which 
after the issue of certain regulations by the 
Local Government Board had been a matter of 
doubt and discussion in motoring circles, the 
case of Burton v. Nicholson, lieard in the 
Divisional Court on Jan. 12 last, settled the 
matter for the time being. The summons was 
for passing a tram car proceeding in the same 
direction other than on the off side, and the 
Bradford Stipendiary convicted, but stated a 
case. The higher Court dismissed the appeal, 
which left it that in any case soever, a motorist 
passing or overtaking a tram cai* must do so on 
itSj, the tram car’s, off side. 

Some weeks later the Motor Union received a 
communication from the Local Government 
Board with reference to the above appeal, in 
; wliieh they announced the recession of the para- 
! graphs 3 and 4, Art. IV. of the Motor Cars (Use 
i and Construction) Order 1904. The ultimate 
! effect was to leave the question of motor car 
i traffic with regard to the passing or overtaking 
; tram cars to the common sense of the motor 
i car driver. 

I The values of the imports and exports of motor 
j ears during the year 1908, compared with the two 
I preceding years, show that while the imports of 
; foreign cars had decreased, the exports of British 
cars, as compared with X906. have made very 
satisfactory progress, though there was a falling 
off as compared with 1907. The excess of imports 
over exports, though still undesirably large, 
shows signs of diminution. Imports of foreign 
motor cars, chassis and parts, 1906, ;^4,37i,66o, 
re-exported 1907, ^£"4, 552,786, re-ex- 
ported xgo8, £4,xxz,46x, re-exported 

j£ 395 , 323 :- Net imports for X908, £3,733Mo. 
Exports of British cars, £i,z6z,8o3. Excess of 
imports over exports, ;£2,49o,337. 

The First Annual Dinner of the Boyal Auto- 
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i inobile Uiub and its yVssociated Clubs was held 
! on Jan. 14 in the Grand Hali of tho Hotel Cecil, 

I H.S.H. Prince .Francis of Tcck presiding. It 
j was shown that the associated bodies together 
rcjjrcsouted a total of 14,680 members. 

I On Wednesday, March 17, th.at most enter- 
I prising and energetic body, the Automobile 
i Association, in order to demonstrate what could 
: he done in the matter of transporting troops per 
motor car, did by the loaned cars of their 
Wmem))ers carry a battalion of Guards, over 1,000 
I rank and hie, from London to Hastings by road 
i in an appointed time. Over three hundred 
1 automobiles were employed in this service, 

! which, with certain ordered halts upon the road, 
occupied no more than 4,% hours. All this was 
I done without a hitch and without accident, and 
; of all the self-propelled vehicles engaged, only 
i two broke down. After the event it w'as said 
j that the authorities contemplated a further 
‘ experiment of the kind on a larger scale, to wit, 
no less than the transport of a brigade from 
London to the coast, but up to the moment of 
writing this has not been attempted. 

The Animal Dinner of the Iloyal Automobile 
Club was held in the Royal I’heatre, Covent 
Garden, on March 18, H.R.H. The Prince of 
Wales, K.G., pre.siding. The Annual General 
^Meeting of the Motor Tbiioii muxs hehl on 
April 21, Mr. W. Joynsoii Hicks, M.P., the auto- 
mohilists’ Parliamentary champion, presiding. 
Statistics as to membership showed the wonder- 
ful growth of this useful and hard-working 
association. In March, 1903, the membership 
numbered 97, and five years later 4.500. On 
March 31, 1907, tho roll stood at 6,700 individual 
members, while 38 clubs and other motor 
organisations were affiliated. No less than £Bjo 
was expended in 1908 in settling important 
points of principle by taking test cases to the 
High Court. The income during that year 
amounted to ;^io,788 with ^£^10,336 invested in 
securities. 

By the Budget speech made by the Chancellor 
^ of the Exchequer in April, aiitomohilists, long 
; threatened xvith increased taxation, learnt that 
' the blow had fallen. The general facts of tho 
crushing iniposition.s ui)ou a young and strug- 
gling industry are too well known to need more 
} than the barest recapitulation here. The car- 
I riage licences which Iiavc hitherto obtained are 
i to he swept away, and an arintrary hfU'se-power 
: scale as follows, imposed in their stead. Coiu- 
j meiicing with cars at 6’,3-h.p., Avhich must jmy 
£z zn. per annum, the ill-considered advances 
■run thus:— sz-h.p., £s 3--^. ; i6-h.p., £4 4.S*. ; 
; 26-h.p., £6 6s. ; 33-h.p., £8 8.s’. ; 40-h.p., £xo xas.; 
, 60-h.p., £zx ; above 40-h.i)., £42. In calculating 
, the h.p. the R. A.C. rating is to bo followed— that 
; is, diameter of cylinder sepmred, multiplied by 
■ the immher of cylinders aiid divided by 2*5. An 
; import tax of per gallon of petrol has also 
: ])een imposed, and has been payable sijice the 
I passing of the Finance Bill. This has resulted 
; in increasing the cost of petrol by 4^, per gallon, 
i or over 30 i)er cent. A total sum of over 

;£|'6oo,ooo i.s expected to be derivable from 
these .sources, which money it was said was to 
be devoted to the improvement of existing roads 
and the construction of special motor roads. 
Since then, and dead against all the promises 
and undertakings of the Chancellor, the House 
of Lords has decreed that this money, or pai*t of 
it, must be handed over to the road authorities 
in mitigation of the cost of the ordinary road 


upkeep. Thus the motorist is made to pay twice 
over for roads, once through the rates and again 
by reason of motor taxes. Towards the end of 
October, by effect of urgent representations on 
the part of the owners and users of commercial 
motor vehicles, the Chancellor of the Exchequer 
agreed to exempt the industrial side from the 
x^d. per gallon duty on petrol for a period of 
eight months. 

In the early part of June the text of the 
Finance Bill was issued, when it was found that 
no attention whatever had been paid by the 
authorities to the urgent representations of the 
motor organisations in and out of Parliament, 
and that .the industry and the trade were to 
stagger on under an incubus which no class of 
road-using' traffic had ever before been submitted 
to. It was provided that any sum xa’odiieed by 
these duties in excess of should be paid 

into a separate account to be established under 
regulations made by tho Treasury, and to ho 
appropriated in such manner as Parliament may 
determine towards the development of roads in 
the United Kingdom. This was done later by 
the Development Bill. 

Wednesday, May 26, to Tiiesdaj", June x, was 
occupied by the reliability trials held by the 
Irish Automobile Club. Forty-seven cars divided 
into eight classes took part, and were driven 
from Dublin through Lurgan to Portriish, Bun- 
doran, Galway, Killarney and back to Dublin. 
Non-stop runs were made in Class A by 15-h.p. 
Bedford ; Class B: 8-h.p. Rover and xo-h.p. Riley; 
Class C: lo-h.p. Humber, 12-h.p. Riley and 12-h.p. 
Star ; Class C x : x2-h.p. IVlarl borough ; Class D : 
xs-li.p. Marlborough, x6-h.t). Humber, sa-h.p. 
Cadillac, xs-b*P« Rover, x5-h.p. Straker-Sfiuire, 
30-h.p. Cadillac (a), x6-h.p. Humber (2) ; Class E : 
15-h.p. Heasy, 20-li.p. Vauxhall and 20-h.p. 
Vauxhall (2) ; Class F : i8*h.p. British Gladiator 
and 20-li.p. Sunbeam ; Class G : 40-h.p, Gladiator. 

During the summer a very interesting loan 
exhibition of historical cars was assembled at 
the White City, Shepherd’s Bush, a steam car of 
1861, a steam bicycle of 1881, and many pioneer 
vcbicles, ranging from 1895 to 1904, were shown. 

The month of J mie w'a,s likewise remarkable for 
a motor tour of tlie Duchy of Cornwall by their 
Royal Highnesses the Prince and Princess of 
Wales. The route follow'cd was from Budstowe 
through Launceston, Bodmin, St. Columb, New- 
quay, Padstow, St. Austell, Liskeard, Ta^vustock, 
Princetown, Two ihidges, Postbridge, Moreton 
Hampstead and Exeter. In no other way could 
these august personages have made closer ac- 
(lunintancc with their ancient inheritance. 

The Scottish Reliability Trials which, owing 
to the inaction of the Royal Automobile Club, 
this year take precedence in events of the kind, 
were held from Jiiue 14 to xg. No less than 
6$ cars left Glasgow to he driven over x,ooo miles 
of the most difficult and trying roads in Scot- 
land. The cais were timed uj) seven severe 
hills and were divided into nine classes, ac- 
cording to price. The tiials %vcre throughout 
treated to perfect weather, an unusual occurrence 
with this North British undertaking. 

On June 20 the only competition of importance 
held in France during 1909 was the \"oiturette 
Cup Race, promoted and organised hy L’Jnto^ 
which took place on the Boulogne Circuit. The 
distance covered was miles in twelve 

rounds. Twenty cars participated, and the event 
fell to a Lion-Peiigeot, driven by Guippioiie, in 
S lirs. 56 mins. 29! secs. = 48 miles per hour. 
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Tliree Britisli cai‘3 only, all Calthorpes, com- 
peted, the vehicle driven by Burgess winning 
the cup presented by the Bennett Steamship 
Co. for regularity of speed on the part of anyone 
car. They were purely standard cars, whilst the 
first four cars in were nothing but speed freaks. 

The Saltburn Speed Trials, organised by 
"the Yorkshire A. C., proved one of the most 
, successful functions of the year. Ifothing 
1 remarkable was achieved in the way of speed save 
xiB’og m.p.li. by Mr. A. Lee Guinness on a 
2oo-b.p. Darracq in an attempt to beat his own 
record of 121*6 m.p.li. 

On July I a deputation representing the Motor 
Union and -.the Coventry Motor Industry was 
received by the Chancellor of the Exchequer. 
The object; of the deputation was to protest 
against the excessive motor taxation, and to 
represent to the Chancellor the very ill effect it 
must have upon the industry. Notwithstanding, 
Mr, Lloyd George remained inflexible. 

In July the International League of Touring 
Associations held a congress in London, after 
which a large number of the foreign delegates 
were taken as guests by the Motor Union from 
London to Swansea, visiting many points of 
interest on the way, and winding up in South 
Wales with races on Pendine Sands. The visitors 
were most hospitably entertained for four days 
by the Welsh Automobile Club. 

At the Shelsley Walsh Hill Climb on July 17, 
the open event was won by a 24-h.p. Vanxhall, 
driven by Mr. Percy Kidner, and the classic 
Henry Edmunds Cup by a 20-h.p. Vauxhall, 
driven by Mr. A. S, Hancock. Amongst the 
good and instructive work performed during the 
year was the Headlight Trials, carried out on 
July 19 and ao at the Crystal Palace, when 
exacting scientific tests were made of a large 
number of lamps, electric and acetylene, supplied 
by the makers. 

In the early part of August a circular letter 
issued from the War Office dealing with a scheme 
which included the outline of a plan whereby 
automobilists should place their cars at the 
disposal of’ the country. 

Late in August another motoring body sprang 
into e.xistence, known as The Autocar League, 
and foimed for the purpose of combining every 
motorist in the country with the object of taking 
concrete automobile opinion on subjects affecting 
the motor weal, and acting thereon. That 
portion of the Development Bill which bore 
upon the disposition of the motor taxes was 
debated in Committee on Sept. 22, when it 
was decided that the funds should be devoted 
to the improvement of present roads, the making 
of special roads, and that the speed limit should 
obtain upon the latter. 


:Wotor JEarlts. 

COUNTIES.—Anglesey, E.Y. ; Bedford, B.M. ; 
Berks, B.L. ; Brecon, E.B. ; Bucks, B.H, ; Cam- 
bridge, C.E. ; Cardigan, E.J. ; Carmarthen, B.X.; 
Carnarvon, C.C. ; Cheshire, M. ; ComwaU, A.E. ; 
Cumberland, A. 0 , ; Denbigh, 0 . A. ; Derby, E. ; 
Devon, T. ; Dorset E.X. ; Durham, J. ; Ely, Isle 
of, E.B, •, Essex, E, ; Elints., D.M. ; Glamorgan, 
L, ; Gloucester, A.D. ; Hereford, O.J. ; Herts, 
A.E, ; Himt^ E.W. ; Kent, B. ; Lancs, B, ; 
Leicester, A.Y. ; Lines, (parts of Holland), B.O. *, 
lines, (parts of Kesteven), O.T. ; Lines, (parts of 
I Lindsey), B,E.*, London, A., L. 0 .,L,K„L.B.,L.B. ; 


Merioneth, E.E,; Middlesex, H.; Monmouth, A.X.; 
Montgomery, E.P. ; Norfolk, A.H. ; Northants, 
B.D. ;Northumb., X.; Notts, A.L, ; Oxon., B.W. ; 
Pembroke, D.E. ; Peterborough, Boke of, E.L. ; 
Eadnor, E.O. ; Eutland, P.P. ; Salop, A.W. ; 
Somerset, Y. ; Southampton, A, A. ; Staffs, E. ; 
Suffolk, E., B.J. ; Suffolk, W., O.E. ; SuiTey, P. ; 
Sussex, E., A.P, ; Sussex, W., B.P. ; Warwick, 

A. O. ; Westmoreland, E.C. ; Wight, I. of, D.L. ; 

Wilts, A.M. ; Worcester, A.B. ; Yorks (E. 
Eiding), B.T. ; Yorks (N. Eiding), A.J, : Yorks. 
(W. Eiding), 0 . ^ 

County Boroughs. —B aiTow'-in-Furuess, E.O. ; 
Bath, F.B. ; Birkenhead, C.M, ; Bii'mingham, 0 , ; 
Blackburn, O.B. ; Bolton, B. 3 ST. ; Bootle, E. Iff. ; 
Bournemouth, E.L. ; Bradford (Yorks), A.K. ; 
Brighton, C.D. ; Bristol, A.E. ; Burnley, C.W. ; 
Burton-on-T. , E.A. ; Bury, E.N. ; Canterbury, 
P.N. ; Cardiff, B.O. ; Chester, P.M. ; Coventry, 
D.XT. ; Croydon, B.Y, ; Derby, C.H. ; Devonport, 
D.E. *, Dudlej', P.D. ; Exeter, P.J. ; Gateshead, 

G. N. ; Gloucester, P.H. ; Gt. Yarmouth, E.X. ; 
Grimsby, E.E. ; Halifax, C.P. ; Hanley, E.H. ; 
Hastings, D.Y. ; Huddersfield, C.X, ; Hull, A.T. ; 
Ipswicb, D.X. ; Leeds, IT. ; Leicester, B.C, ; Lin- 
coln, P.E. ; Liverpool, E. ; Manchester, N. ; 
Middlesbrough, D.C. ; Newcastle-on-T., B.B. ; 
Newport (Mon,), D.W. ; Northampton, D.P. ; 
Norwich, C.L. ; Nottingham, A.K. ; Oldham, 

B. IT. ; Oxford, P.C. ; Plymouth, 0 . 0 . ; Ports- 
mouth, B.K. ; Preston, C.K. ; Eeading, D.P. ; 
Eochdale, D.K. ; Eotherham, E.T. ; St. Helens, 

D. J. ; Salford, B.A. ; Sheffield, W. ; Southamp- 
ton, O.E. ; South Shields, O.II. ; Stockport, D.B. ; 
Sunderland, B.E.; Swansea, O.Y. ; Walsall, D.H. ; 
Warrington, E.D. ; West Bromwich, E.A. * West 
Ham, A.N. ; West Hartlepool, E.P. ; Wigan, 

E. K. ; Wolverhampton, D.A. ; Worcester, P.K. ; 
York, D.H. 

SCOTL.\NI). 

County Councils.— Aberdeen, S.A, ; Argyll, 
S.B. ; Ayr, S.D. ; Banff, S.E. ; Berwick, S.H.; 
Bute, S.J. ; Caithness, S.K. ; Clackmannan, S.I. ; 

I Dumfries S.K. ; Dumbarton, S.H. ; Elgin, S.O. ; 
Fife, S.P. ; Forfar, S.E. ; Haddington, S.S. ; 
Inverness, S.T. ; Kincardine, S.IJ. ; Kinross, 

S. Y.; Kirkcudbright, S.W.; Lanark, V.; Linlith- 
gow, S.X. ; Midlothian, S.Y. ; Nairn, A.S. ; 
Orkney, B.S. ; Peebles, D.S. ; Perth, E.S. ; Een- 
frew, H.S. ; Eoss and Cromarty, J.S. ; Eoxburgh, 
K.S. ; Selkirk, L.S. ; Stirling, M.S. ; Sutherland, 

H. S. ; Wigtown, O.S. ; Zetland (Shetland), P.S. 
Town Councils.— A berdeen, E.S. ; Dundee, 

T. S. ; Edinburgh, S. ; Glasgow, G. ; Govan, XT.S. : 
Greenock, Y.S. ; Leith, W.S. ; Paisley, X.S.: 
Partick, Y.S. 

. , . IREIANI). . 

County Cou NOILS.— Antrim, I.A. ; Armagh, 

I. B. : Carlow, I.C. ; Cavan, I.D. ; Clare, I.E. ; 
Cork, I.P. ; Donegal, I.H ; Down, I.J. ; Dublin, 
I.K. : Fermanagh, I.L, *, Galway, I.K. ; Kerry, 
I.H. ; Kildare, I.O. ; Kilkenny, I.P. ; King’s 
County, I.E, ; Leitrim, I.T. ; Limerick, I.II. ; 
Londonderry, I.W. ; Longford, LX. ; Louth, 
I.Y. ; Mayo, I.Z. ; Meath, A.I. ; Monaghan, 
B.I. Queen’s County, C.I. ; Eoscommon, "D.L : 
Sligo,'E.I. ; Tipperary (N. Eiding), P.I. ; Tippe- 
raw (S. Eiding), H.I. ; Tyrone, J.I. ; Waterford- 
K.X. 

County Boroughs.— B elfast, O.I. ; Cork, P.I. 
Dublin, E.X. ; Limerick, T.I. ; Londonderry. 
D.L; Waterford, W.I. ; West Meath, L.L 
Wexford, M J. ; Wicklow, H.I. 
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®i&c Year’s ®teat|)er (^SritisS 1908-1909- ^83 

1 EovJSMBiB, X§c8, to 3* OctOBfiR, igOg. 

This siiBiinaty lias been compiled mainly from the data contained in the daily and weekly 
arts issued by the Meteorological Office. Eesnlta for I,ondon (Westminster), barometer S 4 leet 
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THE YEAE’S WEATHER AND THE CROPS. 

NoTiembery 1508, was very favom-able for farm- 
ing operations of all kinds, and good progress 
■was made. December^ The favourable w'eather 
continued for the greater xart of this month, 
which closed with farm work unusually forward. 
In January the favoiu'able conditions continued 
i during the" first two weeks, and the winds had 
the effect of drying the land quickly. Rainfall 
was scanty, and In places the land by the 
middle of the month w’as almost ready for seed. 
During the third week severe floods in Scotland 
and Ireland stopped work in many places. On 
lieavy lands the frost at the end of the month 
%vas welcome, for its effect in breaking down the 
soil. February opened with good prospects. The 
land at this time of year had rarely been so dry, 
and by the close of the second week a good 
deal of corn had been drilled. About this time 
the fruit growers in Kent suffered severely from 
gooseberry mildew, and on the x6th it w'as re- 
ported that 2,000 acres were infected. During 
the third week morning frosts proved a hind- 
rance, and in the last week severe frost and snow 
almost stopped work on the land. In some of 
the eastern counties the want of water began to 
make itself felt, and many farmers bad to begin 
carting w^ater. The cessation of work through 
the cobl weather which began in tlie last week 
of Eebriiary lasted till the middle of March, and 
during three weeks the harrow and the drill had 
to be laid aside. The rain and snow were \velcome 
as replenishing the water supply, but farmers 
were getting anxious. About the i8th, however, 
the weather broke, and sowing re-commenced. 
Ireland suffered less from this period of bad 
■weather than either England or Scotland. The 
end of IHarch found farm work generally in a 
liaokward state. During April the weather 
was generally favourable for farmers, and good 
progress -was made. By the end of the second 
week tlie drilling of corn was almost completed. 
Later the planting of potatoes and mangels was 
done with the land in admirable condition, and 
the seed of both crops went into an excellent 
tilth. At the close of the month the country 
looked well, and the promise for all crops was good. 
May was dry, and it seemed as if the March dust 
was two months behind time. At the beginning 
of this month the crops, as a whole, looked well, 
the land was not only dry but friable, and pro- 


gress was made with weeding. As the month 
went on the want of rain made itself more and 
more felt. During the fourth week, however, 
good rains set in just in time, proving of enor- 
mous advantage, and benefiting the crops 
greatly. The first half of June was rainy and 
cold, and as unpropitious for haymaking as May 
had been for the growth of the grass. The 
green crops were growing fast, but weeding was 
hindered by the rain. North of the Trent, how- 
ever, the farmers were still suffering from 
drought. Ill the third week the weather was 
favouiable, and good progress was made. The 
weather then again became unsettled, intei’- 
feriiig greatly with haymaking. opened 

with better w^eather, but it soon again became 
unsettled, and throughout the month the lack 
of sunshine was much felt. In the third week 
there was much hay still uncut, and the 
month closed with the great bulk of the corn 
crop still green. On the 27th there was heavy 
rain and strong wind in some districts, which 
laid the. corn badly. AugiLSt.^-^A. very welcome 
change set in at the beginning of the month, 
and lasted for rather more than a fortnight. 
All crops improved immensely, and harvest 
operations were in active progress. A check 
came, however, with the third w’cek, and from 
then till the end of the month unsettled con- 
ditions prevailed. The middle of September 
proved fine and dry, but the first week and the 
last 10 days w’ere unsettled. On the X7th the 
fine period was broken by a heavy thunderstorm 
and torrents of rain in the southern counties. 
Dining October the same unsettled conditions 
prevailed, rendering the close of the harvest ex- 
ceedingly difficult and anxious. The season 
generally was said to be the w'orst for harvest 
since 1879. Barley suffered most, but all crops 
w'ere affected. 

The year was one of abundant crops of poor 
quality, harvested for the most part with diffi- 
culty. In some places ploughing was started 
before harvest was finished. The official esti- 
mate by the Board of Agriculture of the yield of 
the various crops, taking xoo as the standard, is 
wheat X04, barley 105, oats 98, potatoes 102, 
roots X05, and hay and grass 05, Hops were a 
very poor crop ; the official estimate of the yield 
was $‘59 cwts. per acre, as against xa'xo cwts. per 
acre in 1908. 
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Stonns anU jFloote in 1908-1909. 


(iQdS) Knmnber. —On the x^th there was a ■ 
gale 1!! Ireland, 24 men saved by lifeboat off 
CO. Down. On the s6th great flood in Port 
Elizabeth, damage estimated at ^zoo,oo&, a 
rivulet changing in z hours to a torrent 200 
yards wide and 20 to 30 feet deep. About the 
X9th great floods in Sicily, 500 houses reported 
washed away in town of Riposto. 22nd severe 
gale in England, breach of 150 feet made in 
Southend pier, 27tli fog in Channel, s.s. Tonga- 
rirOf with 25X passengers on board, after collision, 
beaLdied at Dover with no loss of life. 29th 
flood in Barbados. Decem.be)\ — Dense fog 2nd 
and 3rd, s.s, Lusitania unable to enter Mersey 
all day ; collieries stopped for want of wagons ; 
lives lost in Paris, soth gale at Yarmouth, lives 
lost. 15th flood at Newport, Mon. 21st fall of 
clifl, owing to rain, in St. ^Margaret’s Bay. 23rd 
fog in Suez Canal, delaying traffic. a6th-a9th 
very heavy snow, trains snowed up, especially in 
the north. At New Deer, Aberdeen, no mails 
for over 5 days. 28th gales with loss of life. 
29th heavy snow on the Continent ; many deaths 
from cold reported in Paris. (1909) January . — 
Very heavy snow and floods in Scotland about 
the middle of the month, trains snowed up and 
much damage done. 22nd floods on the Band, 
140 lives lost by flooding of mine ; much other 


damage. a3i‘d ' White Star Imer' Eepublic in 
inh 


collision in fog, 175 miles east of NewY^ork, over 
700 persons on board ; assistance summoned by 
wireless telegraphy. 31st heavy snow storms in 
America. On February jst severe cold experi- 
enced in New York. On the 4th a hurricane in 
Austria, with heavy floods ; a train of 13 goods 
trucks driven several miles by the wind. 5th 
severe floods in Germany; worst for 30 years. 
The Main at Frankfort rose tS feet, 26 lives 
lost. Gale on east coast of England. 13th fog 
off Dshant, causing loss of a ship. • 22nd excep- 
tional snow storms in S.W. Poussia, completely 
disorganising railway traftic. 25tli black rain 
observed iii Ireland. J/arc7i.— -2nd-3rd extra- 
ordinary’' snowfall in Kent, drifts tilling the lanes 
in places to the hedge tops. Heavy snow in 
London also. Strong south-easterly gale on 3rd- 
4th. Sandown military races abandoned on 4th 
owing to snow, x8th heavy snow storms in 
Russia, blocking the railways. 29th terrific 


Newfoundiancl. Allan liner Mongolkin., with 
several hundreds of passengers on board, wedged 
in. s.s. Madura reported iceberg 3,300 feet 
long and 400 feet high. 2<)th hot wind at Lyn- 
mouth. 24th storm on Spanish coast, loss of 
60 fishing boats and 100 lives, zgth cyclone in 
Texas, 30 lives lost, hcAlses fired by lightning. 
June . — sst good rains in South Australia. loth- 
fog in New York, steamer with 660 persons on}?^ 
board went aground, all saved. 19th thick fog 
off Dover, Red Star liner ifeaZand, ;with over 
1,300 passengers and crew, in collision, no lives 
lost, zznd hot weather in New York, many 
deaths from the heat reported. 29th excessive 
heat in New York ; President giving a dinner 
had it served on the roof of the White House. 
July . — Heavy fog in Straits of Dover, s. s. Whaka- 
tane in collision and beached at Dover. 7th 
floods in Colorado, Ohio, Missouri and Mexico- 
great damage. 22nd monsoon prospects at Bom- 
bay better than for 20 yeara. 30th great floods 
at Manchuria, 1,000 i>ersons reported drowned, 
7,000 houses submerged. 6th heavy 

fog on Welsh coast, s.s. Langton Grange tan 
aground. 8th fog on east coast, 'i'armouth 
steamer delayed 20 hours. 9th three deaths from 
heat reported from the Midlands. 12th four 
deaths from the heat, one, a child, in London. 
17th heavy snow in tTohannesburg, interrupting 
traftic. On the same day ii deaths from heat 
reported from St. Louis, where temperature.s up 
to xtz^ were recorded. Five bullocks killed by 
lightning at Newmarket. 22nd destructive forest 
fires in Canada due to hot dry weather. Drought 
in the Midlands. Widespread rains in Indiai 
assuring the crops. 28th floods in Mexico, 2,000 
lives lost, damage reported to be ;£’6,ooo,ooo ; 
Hoods spread over district 400 miles by 300 miles. 
September . — ist gale in N.E. Scotland, lifelmt 
nearly wrecked. On the i6th Cunard liner 
stranded in Mersey through fog. 17th heay^ 
thunderstorms, soldiers injured by lightning at 
F'ulbrook. 20th schooner wrecked off Caister, 9 
men saved by lifeboat. 21st hurricane in Mexi- 
can Gulf, 300 lives reported lost, ^£^2, 000,000 
damage from tidal wave which swept 2 miles 
inland. 22nd storm in France, lives lost, much 
damage. 24^1 severe gale in Orkney, driver on 
coach killed by lightning. aSbh great floods in 


cyclone in New Hebrides. Huge wave swept ! South Wales, iron bridge swept away, lives lost ; 
over I’eonma, destroying many lives and much ! 9 persons rescued through liole in roof of cot- 
property. April . — Extraordinary mirage ob- j tage ; water 6 feet deejj in some houses. October. 
served at Grimsby on 8th. 14th Niagara Falls —Gales in the Atlantic during the early part 
blocked with ice, all power plants and factories I of the month. Hurricane in Cuba. Cyclone in 
elose<!, river choked for 20 miles. On the 21st i Bengal on 18th, much damage, many lives lost, 
attempts were made to dislodge the ice by ; heavy goods trains derailed. 20th heavy rains in 
dynamite. The ice was piled up nearly 60 feet ! Morocco, convoys could not move. 21st severe 
above the normal surface of the water in places, i gale over tlie United Kingdom, travelling during 
27th thunderstorm at Great Yarmouth, church j part of its course as fast as 60 miles per houi*, 
struck and belfry set on Are. 29th heavy snow j wind force lo-ii by Beaufort scale. Disastrous 


on the Perthshire hills. May.—ytli magnifleent ; floods in Kent and vSnssex from 


I rains in South Australia. lotli extraordinary 


Villages 


[ weather in India; heavy rains (26 inches in 7 

' nk 


days) and destructive cyclone ; 47 vessels sun! 
in Calicut Roads, 19th much ice at St, John’s, 


■7th. 

in val-ley of the Medway only reached by Ijoats. 
Rainfall in 3 days at Margate nearly twice the 
average for the month ; railway liiidge near 
Etchiugham collapsed. 
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In the month of August, 1908, earthquake 
shocks were recorded by Pi'ofessor Milne at the 
Isle of Wight, and a strong shock was felt at 
Mistretta ; Tenii, in the Province of Perugia ; 
Messina, in Sicily, and in the surrounding 
country, and in California the town of Eureka 


Mouteleone, Sinopoli, Castellace, Mileto, Pal- 
laro, Villa San Giovanni, &c. The private pro- 
perty destroyed in Alessina %vas valued _ at 
^80,000,000, and at Peggio ;i£;’4o, 000, 000, -whilst 
the Govei’nment lost ^^32,0005000 on the fortifi- 
cations of the Straits of Messina, 000,000 on 


was severelv shaken and a fissure half a mile ■ the port and harbour works, j£,8o,ooo on the 

, V . rn .a /- r\f Vf o,rfrfif\ 


i long opened in the earth. Towards the end of 
; Hepternher shocks were felt off Leapulco. The 
steamer Modanie,^) of the Cosmos Line, was lifted 
j jjp and let down again by a tidal wave with 
! such force that four people on board were killed 
I and two injured by falling spars. Professor 
I Belai’s, of Austria, reported that shocks were 
; recorded by his instruments on September 28 at 
! 6.32 a.un, the origin being about 3,875 miles 
; distant, probably iii Persia or the Caucasus ; the 
i same shock was also registered at Sbide. 


lighthouses, ^1^2,000,000 on the port of Peggio, 
and ^3,250,000 on the port of Villa Sail Giovanni. 
About 2,200 vessels, large and small, w’ere 
destroyed at Messina, 3,000 at Peggio, 300 at 
Catania, 250 at Villa San Giovanni, and 400 at 
Piposto. 

Before the earthquake a brilliant aurora 
borealis was seen on the Calabrian side of the 
Straits, accompanied by dull subterranean 
rumblings. Then the sea receded 300 yards 
from the shore, and an enormous wave gathered 


In October several tremors were registered at j up and rushed with tremendous force on the 
i both Shide and Laibach, and at the end of the two coasts, sweeping the beach and overthrowing 
i month a pow’erful shock was felt in Saxony, the j the houses near. At Messina the water w'as 
; town of Braiibach having thirty distinct shocks, | thrown 14 feet above the quay, and the vessels 
I accompanied by loud explosions, hetw'een | broke adrift, some being lifted into the town. 

I o’clock in the afternoon and 30 o’clock at night, t King Victor and Queen Helena themselves aided 


On Kovemher 5 violent earth-tremors were felt 
throughout Calabria, especially at Peggio, Barca- 
leone, Bruzzano, and Messina in &cily. In 
Saxony, at 3.40 on the same date, a very severe 
shock and loud rcverberation.s were e.xperienced. 
The inhabitants of Plauen ran into the streets 
in their night attire. The winter in the Sohler 
Curative Springs near Elster had become 6 
degi'ees warmer since the sliock of the 3rd inst. 
At Halle the shock "was followed by a snowffall ; 
in Gotha houses were shaken and %valls cracked. 
The zone of disturbance extended to Dresden 
and far into Prussian Saxony. 

In Koveraber the volcano of Kilauea exhibited 
phenomena never before known during the 
eighty years that it has been under obseiwation. 
The molten lava frequently rose from the central 
pit from 30 feet to 400 feet within a few hours 
and then suddenly fell again. The area of this 
pit is between 40 and 50 acres ; the amount of 
matter rising and falling must, therefore, have 
. been enormoiis. Earthqiiake shocks occurred at 
I Spa, in Belgium, and were also recorded in 
India and Austria. At the beginning of 
December an earthquake was felt in Portugal, 
chiefly at Arrudo, Clivaes, and Fuesca. The 
shock lasted seven seconds, and many buildings 
collapsed, and factories and mills were partly 
destroyed. Large fissures opened in several 
districts and rivers overliov/ed their banks. On 
December %z unusually large earthquakes, dis- 
tant about 6,000 miles, were recorded by Pro- 
fessor Milne at Sbide, and also by Professor 
Belar in Austria. At Casablanca, the sea, after 
I having receded several hundred yards from the 
shore, suddenly came back with great violence, 
wrecking many boats and damaging the harbour, 
'riiis was x>rohably due to a seismic disturbance 
in the Atlantic near the Moroccan coast. Shocks 
were felt in Saxony and Thuringia on December 
18 at about 6 a.m. 

3Tesmia Earthquake . — On December 28, 3008, 
occurred the most awful earthquake of modern 
times. Professor Milne recorded, at about 4.20 
a.m. (G.M.T.), a very bad shock, followed by 
fourteen others, the vibrations continuing for 
four hours. The centre of the disturbance was 
in S. Italy and Sicily, where about 200,000 people 
were killed and many thousands injured. The 
chief towns ruined were Messina, Peggio, Palini, 
Bagnara, Berainara, Scylla, Santa Eufemia, 


in the w^ork of rescue from the ruins at ISIessiiia. 
The facade of a building five storeys high fell 
down at the King’s feet when he was walking 
through the town. 

The Mayor of Peggio was extricated from the 
dChn^ by his family after hours of hard work, 
but died* as soon as lie bad been rescued. Out of 
100 post office em/ployes at Messina only six were 
saved ; of 280 raihvaymen eigdit alone answered 
the roll call ; and of 200 soldiers at the Messina 
barracks only eight escaped. At Peggio the 
Prefecture, Cathedral, Lyceum, and other public 
buildings were destroyed, and the barraclcs fell 
in, killing about 2,000 soldiers. 

The towms and villages situated on the west 
coast-line from Monteleone to Peggio suffered 
the most. Immense orange groves near the 
road from Lazzaro to Peggio w^ere destroyed, 
and many hundreds of acres of laud inundated, 
Vesuvius, Etna, and vStromholi were (luioscent 
during the wdiole period of the disturbance. 
The number of killed in each town will never 
be exactly known, but roughly the figures are as 
follows : — Palmi, 4,500 ; Sant Eufemia, 3,500 ; 
Messina, 108,000 ; Bagnara, 800 ; Peggio, 31,000 ; 
Villa San Giovanni, 3,700 ; Pallaro, 3,300 ; Scylla, 
2,800 ; Mileto, 2,300. 

Most of the Powers sent monetary help to the 
stricken country, and British, U.S.A., and 
Pussian warships gave provisions and shelter 
to many thousands of refugees. 

On January 3, 3909, a violent shock w'as felt at 
the island of Stromboli ; it was aitcompanicd by 
an eruption of the volcano and in-olonged sub- 
terranean rumblings. Buildings were damaged, 
and intense panic prevailed. There was also a 
shock at Caltagirone, in the interior of Sicily, 
where the gi-cund sank, several bouses collapsed, 
and a few people were killed. On January 32, 
earthquake shocks occurred in northern and 
central Italy, causing severe panics but little 
real damage to the inhabitants ; the chief towns 
shaken were Bologna, Genoa, Milan, Venice, 
Florence, Padua, Pavenna, &c. 

Very severe shocks of earthquake were 
registered on the instruments at the following 
placesbn January 22 Reggio, Messina, Smyrna, 
Isle of Wight, Pome, Mileto, Hamburg, Potsdam* 
Uccle, Plauen, Heidelberg, Stuttgart, Groettin- 
gen, Ebro Observatory, Gape Town, and St. 
Petersburg. At Peggio subterranean rumblings 
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were heard, and several walls collapsed. 
IMessina shocks lasted eight seconds, and wooden 
shelters were violently shaken. 

On Foin'uary 12 an earthquake occurred in the 
^'i]ayet of Sivas. Many Government buildings 
fiiul houses fell, and al 30 ut thirty people were 
killed or injured. In the district of Koylhissar 
many inhabitants w'ere left without any shelter, 
the authorities having to provide tents for them. 
031 the ssth an earthquake lasting ten seconds 
was felt near Budapest, but no serious damage 
resulted. Terrific shocks were registered at the 
Florence, Padua, and Bologna observatories on 
March tz and 13, and on the former date three 
strong shocks accompanied by loud explosions 
occurred in jMessina. On the 14th a violent 
shock lasting thirty seconds was felt at Stroem- 
stad in Sweden, also in Norway at Frederikstad 
and Frederikshald. 

A severe shock was experienced at Lima on 
April XI ; the movement, which ran from east to 
west, was accompanied by rumblings, dense fog, 
an<l clouds of dust. On April zz a violent shock 
caused great alarm at IMadrid and Lisbon. Tlie 
sea near Espinho, in the district of Vizeii, rose 
30 feet above the highest previous tide-level, 
causing many buildings in tlie town to collapse. 
At Lisbon fires occurred in the lower town, and 
a large number of churches wore cracked, but 
no die was injured. 

On May 14, at 10.17 ^ shock lasting from 

30 to 60 seconds was felt in Winnipeg and for 
500 miles to the W. ; at Begina and Moose .law 
l)atients in the hospitals were shaken out of l)Bd. 


It was most severe in the Saskatchewan pro- 
vince, where articles in the houses tumbled off 
shelves and mantelpieces, etc. Strong shocks of 
earthquake, accompanied l)y a tidal wave, were 
felt at Korinchi (Upper Padang, Sumatra) on 
June 3. Two hundred and thirty people were 
killed and many injured, and much damage was 
done. 

On June 10, at 9.13 p.m., a violent shock was 
felt throughout the South of France. At 
Marseilles clocks stopped and people rushe<l intf^sii. 
the streets in alarm, but no real damage was 
done. A second shock was recorded at 9.40. It 
was also felt at Aix, where windows were ])roken 
and houses cracked ; at Avignon tiie shock was 
very violent, M, Bouilly, the astronomer, being 
hurled from his seat when making observations. 
At Enguilles and Lambeze several bouses 
collapsed. Shocics were felt at 9 p.m. at Perpig. 
nan, Cette, Nice, Toulon, Can ies, Montpellier, 
and Beziers, and about 60 people were said to 
have been killed. 

In the same month shocks occurred in the 
province of Atacama, Chile ; no one was killed 
but many were injured, and several houses were 
wracked. In July an eartlnpiake destroyed 
several villages and many people in the pro- 
vince of Elis in Greece, bn July 30 two severe 
shocks were felt at itexico City. I’ive people 
W'ere killed and three mortally injured, and many 
houses were destroyed. At Acapulco half the 
city was ruined, and many people were killed and 
i n j ured. The State of Guerrero a] so suffered, and 
fifteen people were reported killed at Santa Julia. 


Earthquakes and Volcanic ErupUom, 1908-1909 

At 


ASTBONOMICAL OBITUABY. ' 

Oi/iiriur?/.-— Professor Simon Newcomb died on 
July II ; he was born in Nova Scotia in 1833. In 
his early days he was a school teacher in Mary- 
land, and, having made the a'jquaiutancc of 
Professor Henry, of the Smithsonian Institution, 
was appointed a computer on the staif of the 
American Nautical Almanac. In i86i he took 
charge of the Naval Observatory at Washington, 
as Professor of Matliematics in the U.S. Navy. 
Professor Newoom)) was the author of a great 
number of books anti papers, not only of value 
to the student of exact astronomy, but several 
of very great interest to the iininstructed in the 
higher mathematics-— such, for instance, as his 
‘Popular Astronomy,” “The Stars: A Study of 
the ITniv^rse,” “Astronomy for Everybody,” &c. 
He was aw'ardcd the gold medal of the Royal 
Astronomical Society in 1874 for his researches 
on the orbit of Uranus and Neptune. The 
observed deviations of the Moon’s motion from 
tliat assigned to it by Hansen’s lunar tables led 
him to undertake a revision of the lunar theory. 
Newcomb was the recipient of degrees from 
I matiy universities, as well as marks of distinction 
from famous scientific societies throughout the 
world. 

HALLEwTcmiET. 

HaUeu*s CvmeL—The search for this comet, 
expected to return to perihelion in the spring of 
19x0, was commenced towards the end of 1908, 
but at that time without success. It was not 
discovered till the nth of September, 1909, by 


Dr. Max W(df, of Tluidclbcrg. On August 28, 
Dr. Wolf suspected some images of the comet 
on a plate, but did not consider it certain till 
confirmation was obtained on September n. In 
the light of this announcement a further scrutiny 
of the photographs taken at Greenwich on 
September 9, showed that the comet had been 
photographed on them also. The comparison 
betw'een Dr. Wolfs jdates and those of Gruoji- 
wich showed complete accordance, and there is 
no doubt that this very interesting comet bus 
again visited us after an aJisence of 75 yeai-s. 
The difference between the observed and calc.u- 
latcd i)lace, considering the difficulties of the 
calculations, agreed very nearly. The perihelion 
passage will occur on April 10, 1910. It is cal- 
culated that at the end of the year the comet 
j will bo about the ii*s magnitude. 

j TRADE UNION STATISTICS. 

! Tmrla Unions . — The trade union statistics 
show remarkable j regress. At the end of 1872, 

' the year after the passing oi' the l?rade irnion Act. 
1 187X, the funds stood at £xo7,z^o, while in 1906 
' they amounted to ^^55864, 342. I.'he remarkable 
: growth of these bodies can be seen from the 
' following figures 



Annual 

Income. 

Fuiuig. 

*872 

£ 

£ 


xo7,29o 

*890 


1,102,147 

*906 


3,864,342 


The membership increased from 203,732 in 
1872 to 643,451 in 1890, and to x, 719,031 in 1906. 
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I Matlbjap of 

^ In the first half of the seventeenth century 
I (1633 has been cited as the best approach to a 
definite date) we meet with the earliest mention 
of the introduction of mils for the lessening of 
friction upon roads. Beanis of wood, sonie six 
or seven inches in breadth, w^ere about this time 
laid down to facilitate the draught of the waggons 
in fie vicinity of some of the coal-mines at New- 
castle ; and as a matter of necessity the addition 
“ sleepers ” had siieedily to follow. In 1738, at 
Wiiitehaven, it is stated that iron was first sub- 
stituted as the material of the rails ; and in 1767 
it appears established that this revolution was 
adopted at Coalbrookdale, being followed nine 
years later at the Sheffield Colliery. As yet, how- 
ever, only thick plates of iron were fastened to 
the smface of the wooden rails, and it was not 
fill 1789 that “ edge rails” were introduced, the 
credit of their adoption being assigned to William 
.fessopjOn the Loughborough and Nanpautan line. 
.James Watt had conceived the idea of utilizing 
steam for locomotion, and there is a record of a 
model locomotive having been used in Cornwall 
in 1784. George Stephenson, however, in the 
year 1823, was the first to bring the project fairly 
into practical shape. 

The first Act obtained for the construction of 
a railway was that of the Surrey Iron Railway 
Company ill 1801, for a line 9 miles long from 
Wandsworth to Croydon. In 1804 
passed “ for making and maintaining a railway or 
tramroad from tlie town of Swansea into the 
parish of Oystermouth, in the County of Gla- 
morgan, and for the hauling or drawing of 
waggons or other carriages passing upon the 
said railway or tramroad with men, horses, or 
otherwise.” On the 21 st of February, 1804, 
Trevithick’s patent locomotive steam engine 
was tried at Reiiydarran, near Merthyr, and 
conveyed along a tramroad 10 tons of bar iron, 
and about 70 persons, a distance of 9 miles. 
The application pa.ssed the third reading as a 
railway or tramroad. The word “otherwise” 
was evidently intended to cover the use of 
Trevithick’s engine, and this Act may therefore 
be considered the first in which steam was 
contemplated as the motive power. The line 
is now known as the Swansea and Mumbles 
Railway. Then followed the Kilmarnock and 
I’roon, the Severn and Wye, the Gloucester and 
Cheltenham, Plymouth and Dartmoor, Stratford- 
, on- A von and Moreton, and otlier small under- 
j takings, about twenty-five in number altogether, 
'U’ith an aggregate of 323 miles, and an authorized 
capital somewhat over a million. It is almost 
unnecessary to add that animal power only was 
contemplated in their working. The Stockton 
and Darlington Act was obtained in 1821, with a 
capital of ;j^io2,ooo ; and it is remarkable that, 
while animal power was to be relied upon for 
working the line, the clause in the Act states 
“ with men and horses or otherwise.'* George 
Stephenson came upon the scene immediately 
after tins Act was ol)tained, and was appointed 
engineer of the line ; and at his urgent request, 
Edwai'd Pease, the promoter, applied for a new 
Act empowering the company to work the rail- 
way with locomotive engines. Great opposition 
was encountered, biit the Bill finally passed in 
1823, and the line, which was 23 miles in length, 
was opened on the 27th of September, 1825. The 
Monkland and Kirkintilloch Railway, a colliery 
line near Glasgow, opened in 1826, was really the 
first to follow the example of the Stockton and 
Darlington, and several other small Maes?— many 
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of them worked partly by fixed ;and partly by 
locomotive engines— quickly adopted the lieSv 
traction power. The inauguration of the Liver- 
pool and Manchester line in 1830, attended 
as it Was with a tragic result, was the first to 
impress upon the people that a revolution in 
travelling had really taken place. Leicester 
to Swannington came next, but that from 
London to Birmingham was the largest that 
had yet been projected, A great struggle took 
place with landowners and other influential 
personages, opposed not only to this Bill in 
I.)articular, but to the introduction of railways 
generally. Undaunted courage and jm^-sever- 
ance on the part of the promoters prevailed, and 
the Bill, which was rejected in X832, passed in 
1833, but not until landowners and others had 
been conciliated by having the luice originally 
estimated for their land, &c., doubled and even 
trebled. The expenses of carrying this Bill, 
which was probably the most momentous Par- 
liamentary campaign in the history of railways, 
were over ;^7o,ooo. The line was opened through- 
out in X838, and the first train accomplished the 
distance at an average speed of over twenty 
miles an hour. Idie tide of public opinion was 
now fairly turned, and ran as strongly in- favour of 
railways as it had before been against them. The 
Grand Junction, the London and Greenwicli, 
London and Southampton, the Great Western, 
Biimingham and Derby, Bristol and Exeter, 
Eastern Counties, Manchesterand Leeds, Midland 
Counties, North Midland, South Eastern, London 
and Croydon, Birmingham and Gloucester, to- 
gether with a large number of small Bills, were 
all passed in four years from the passing of the 
London and Birmingham Bill, and before that 
line was opened. Thus in four or five years was 
witnessed the laying of the foundations of nearly 
all the existing great trunk lines of railway in 
this country. 

Up to 1840, inclusive, notwithstanding the 
delays and difficulties which surrounded railway 
projectors, even in the earliest stages of legisla- 
tion, 299 Acts, authorizing the construction of 3,000 
miles of line, had been passed. The inevitable 
reaction set in, and in X841-2-3 only a few small i 
Bills were passed by the Legislature ; but as the 
Liverpool and Mancliester, the London and Bir- 
mingham, and other leading concerns were paying 
10 per cent, dividends, and some of the smaller 
lines were yielding even larger returns, atten- 
tion was naturally drawn to the remunerative 
character of this class of property, and the supply 
of railway shares became far below the demaiul. 
A flood of new projects appeared before the 
public, and the Legislature even, labouring 
apparently under the general excitement, en- 
couraged promoters by relaxing or withdrawing 
the general opposition which had previously been 
offered. . In 1S44, 797 miles were authorized ; in 
1843, 2,883 miles; and in 1846, the prodigious 
total of 4,790 miles, under no less than 272 Acts, 
obtained Parliamentary sanction. The succeeding 
years saw some abatement, but still there were 
1,663 miles passed in 1847, and 300 in x^8. Tlnese 
figures illustrate the rise and fall of the great 
fever known as the “ railway mania.” 

The Railw^ays Regulation Act of 1840, the first 
of the General Acts, provided for a month’s notice 
being given to the Board of Trade before opening ; 
for returns of trafiic to be made by the companies, 
as also of accidents involving personal injury ; 
for Government inspection of works, for the 
approval of bye-laws, <fec. Afterwards were 


Whitaker’s almanack, 1910 , 











II I 


Rcdliuay SUdistics--- Prices of StoeJc. 


TlBLH SHOTTING THK HIGHEST AND LOWEST PRICES OP THE ORDINARY STOCKS OP THE 

Eailw AY Companies in 1908 and X909 up to November 6th, together with -the 
Present Price and the Yield thereupon, calculated upon the Basis op the 
Dividend Paid for the last Twelve Months ending 30TH June, 1909. 


■ I 
i 

jlcven Months 
■0 Nov. 6, iQog. 

Oorresiionding 
period last year. 

Last Two 
Half-Years' 

p tc 

|l 

Yield 

EAILWAY. 

Highest. 

Lowest. 

Highest. 

Lowest. 

Dividends, 
Rate 
per cent, 
per annum. 

p£ 0 

VO* 

ss . 

0 !> 

dl 

at Present 
Price, 

Barry, Ord 

164 

15454 

X70 

164,54 

i>ec’oa.Tnn’oo 

7 16 

654 

160 

£ .s. if. ’ 
4 13 

,, Pref. (Jon. Ord.' 470 

9454 

7454 

8854 

96 

90 

4 

4 

4 

93 

4 6 IX 

,, Def. Con, Ord 

64 

81 

63 

3 

2 ' 

254 

70 

3 XI s ^ 

Caledonian, Ord 

94 

81 

102)4 

8054 ■ 

3 

3 

3 

93/4 

342 

,, Pref. Con. Ord. 3% — .. 

6854 

60 

7454 

5954 . 

3 

3 

■ 3 ' 

68 

483 

„ Def. Con. Ord. 

3754 

2*54 

3054 

30)4 

Nil. 

Nil. 

Nil. 



„ Def. Ord. No. x.. .......... : 

Cambrian, Ord, Capital No. i ...... 

i6s. 6d\ i6s, 3d 36^. 3d. 

8S. 9d. 

Nil. 

■Nil. 

Nil. 

* 5'8 


45 '^- 


30s. 

30s. 

Nil. 

Nil 

Nil. 

254 ' 

■■ . 

,, Coast, Con. Ord. ............ 

4 SS. 

4 S*?- 

SOS.. 

30S. 
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Nil. 

Nib 

354 

.■' .'-_.■ ■ 

Cardiff 



84 

80 

4 

4 

4 

87 

4 XX IX 

Central London, Ord. .................. 
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60 

« 4 m: 

64 

354 

3 

354 

64 

5 * 7 
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S6K 

82 

92 

8254 ' 

4 

! 4 

4 1 

8s 

4 14 1 


,, ,, Deferred 

City and vSoutb London, Cons. Ord. 

East London, Cons 

Farneas, Cons. Ord 

tilaspjow and S. Western, Pref, Ord. 
,, „ „ Def. Ord. 

Great Central, Pref. Ord. 6^0 

„ „ Def. Ord 

Great Eastern, Ord 

Great K. of .Scotland, P. C. Ord. ^.io 
Def. 0 . Ord. 
Great Northern, Pref. Con. Ord. 4^0 

,, ,, Def. Con. Ord 

,, ,, Cons. “A” 

,, Cons. “B” 6'/o 

Gt. Northern and City, P. Ord. ^io 

Great Western, Con. Ord 

Highland, Ord. Con. Capital 

Hull and Barnsley, Con 

Isle of Wight, Prof. Con. Ord. ^io ... 

,, Def. Con. Ord 

Xjancasliiru and Yorkshire. Con. Ord. 


43^4 67!^ 

4 ^ 


3 SS. 73 ^‘. 9 (Lj^ 


6 ojl\ 56^1 


i 1/2 1 % ! 

?.i Nil. Nil. Nil. 

; ! I Nil. U 


12^ lotl 

Bsy^ 


62% 6 ty 


18 ISi'jT Zl % 

97 }i 89 100% 

4*574 29H 52^4 

43 ^'^^ 3 * 51:1 SO 
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20i*. 2.'f. 6 lL 30S. 
125^4 iiyrhi 226 

38 14 35 40 

54^8 4 S^.< 555 ^ 

St 7634 77 

42% 39 41 


I Nil. Nil. Nil. 
1 Nil. Nil. Nil. 
3 % 254 

3 3 3 . 


H\ K M 


4.4 14 

xH for 1908 
for 1908 


London and North Western, Con. ... 139 


93%1 86>^1 


London and S. Western, Con. Ord. 139 J 4 130 
„ », „ P. C. 0 . A“/o 97 9214 

„ ,, >) D. C. Ord. 45^3 38 ! 
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6 

6 
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4 
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4 
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4 
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zh 
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4 
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4 
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5 
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2 
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6 
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35-4 
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3 
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I 02 J 4 10854 
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7 ^ 2 % 
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passed Acts for their better regulation, and for 
the conveyance of troops, 1842, the Railways 
Further Regulation Act of 1844, the Railways 
Glauses Consolidation Act, x84S, and the Canal 
and Railway Carriers xict of the same session. 
Then followed legislation on the leasing and sale 
of railways, on the gauge, on cheap trains, pas- 
senger duty, &c. 

^ RAILWAYS IN 1908. 

The number of persons employed in working 
the railways of the United Kingdom in 1908 was 
621,341, and there were in use 23,721 locomotive 
engines, 51,863 carriages for the conveyance of 
passengers, tg,0o other vehicles attached to 
passenger trains, 745,802 waggons for the con- 
veyance of live stock, minerals, and general 
merchandise, and 21,205 miscellaneous vehicles. 

Capital emharked in liailimys . — The total 
amount of capital authorized by Parliament to be 
raised for the construction of railways in the 
United Kingdom amounted on the 31st -Decem- 
ber, 1908, to ;£^i, 3^8,101,142. Of this sum, 
j^i-,3io,533,2i^ (which includes ;iCi^,364,6t8 
nominal capital caused by the consolidation or 
conversion of stocks) exists and forms the capital 
account of the various railway companies, and 
shows an increase over the year 1907 of 
^16,467,550, or I '3 per cent. The 3x0, 533, 212 
is comiX)sed of ;j(^i24,433,848 guaranteed, 


;C33S>S4S>966 debenture, 7^;343, 929, 125 preferen- 
tial, and £491,633,387 ordinary stocks and shares, 
besides a sum of £11,990,886 I'aised by loans. 
The net receipts for the year amount to 
£43,486,526, equal to 3*32 per cent, on the total 
capital sunk, as compared with £44>939i7Z9 
in 1907, with a corresponding capital of 
£1,294,065,662, which gave a net receipt of 3-47 
per cent. It may be seen, therefore, from the 
foregoing figures that the total amount of 
capital raised at the close of the year was 
over j^i, 310, 000, 000, of which moi’e than 
£ig6,ooo,ooo, or approximately 15 per cent., was 
due to nominal additions. These nominal 
additions fonned approximately 18^^ per cent, 
of the ordinary stock, 13 per cent, of the 
guaranteed and preference, and per cent, 
of the loans and debenture stocks. The total 
amounts of capital at the end of 1908 compared 
with 1907 show an increase of about £z, 500,000 
in the ordinary, ;!^9,soo,ooo in the guaranteed 
and preference, and £4,500,000 in the loans and 
debenture stocks, making a total increase 
of £16,500,000. The proportions which the 
various classes of stock bore to the total 
paid-up capital differed but slightly from the 
year 1907, the ordinary stock forming 37J/2 per 
cent., tne guarantee and preference 35^ per 
cent., and loans and debenture stock 26X per 
cent, of the total. The proportion of net earnings 

Table of Dividends Paid in each Complete Year upon the Ordinary Stocks of the 
Principal Raiiavay Companies in the United Kingdom, 1900-190 8. 


England. 

1900. 

1901. 

1902. 

1903. 

1904. 

1905. 

1906. 

1907. 

1908. 

Barry 

... 


8 ^ 

9 

9% 

8 

9 K 

8 

GH 

Central London 

... 

... 

4 

4 

4 

4 

4 

3 

zH 

City and South London 




zH 

zVi 

x% 


zH 


B’urness 



zH 


J. 

x% 

3 

hi 

U 

Great Central (Pref.) 

Nil. 

Nil. 

Nil. 

Nil. 

Nil. 
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Nil. 

Great Eastern 

3 

3 

3 K 

zH 

Z}i 

zH 

Z% 


zH 

Great Noi-thernCPref. Coiiv. Ord. ) 

4 

4 

4 

4 

4 

4 

4 

4 

4 

Great Western 

Hull, Barnsley, ife AYest Riding 


4 % 

sH 

sH 

53 ^ 

sH 

sVb • 

sH 

sH 

Junction Railway 

... 

H 

H 

'■ X 

iK 


zU ■ 

zH 

xH 

Lancashire and Yorkshii'C 

4-^3 

sH 

4 

zH 


zH 

ah ■ 

4 H 

bH 

London and North Western...... 


sH 

6 

sH 

s-K 

6H 

„ 614 ' 

sH 

London and South Western 

654 

sH 

6 

6 

6 

6 

. s-K 

5 % 

534 

London, Brighton, & S. Coast... 
London, Chatham, and Dover 

S /8 


sH 

sU 



sK 

4H 

4 ¥ 

4 K 


351 

35 ^ ■ 

3 vj| 

zH . 


- 3% 

'■ z'H 

Londou, Tilbury, and Soutliend 

sH 

sH 

■634: 

63 ^ 

63I 

sH ■ 

■m 

S;>s 

sH' 

sH 

^larypoit and Carlisle 

7 

m 

7 

7 

6 M 

7H 

7 H 

6 

Metropolitan 

3^ 


zH 


3 

.Z^ 

X 

u 

/ 

Metropolitan District 

Nil. : 
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Nil. 

Nil 

Nil. 

Nil 4 

mi 
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Nil ' 

Midland (;gref. & Def. Conv. Orel. ) 

sK 1 

4H • 


sH 

5 

bVb \ 

sH 

.. SK 


North Eastern ; 
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sU 

sH 

S 31 1 

1 sH 

sH 
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sH 

North Loudon I 

7K 
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6H 

6K 

sK- 

; - 4 :^ 

s 

' s 

z^ 
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4H 

3H 

4H 
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AH 

4% 

zH 

South Eastern | 

3 

z 

2 

z% 

z}^ 

1 23A' 


zl< 
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' aKV 

1 sU ■ 
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3?4 

i 3 % 

zJi 

4 ■ 

1 

4/8 
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r ^ 

, ^ 

■ 4 

3/8 


4 

3 ^'^ 1 

3/ 

3 

(Pref. and Def. Ord.) 

Great North of Scothmd (Pref. 

3%. 

' ' 4H ' 

. 4H\\ 

4 

^ 4 

aH 

' 4 1 

!'■ ' ■" 

■: 3/ 

zH 

and Def. Conv. Ord.) 

* z% 

' sK' • 

4U 

% ■ 

4% 

i>^ 

i 4 -. 

zH . 

4 

3/ 

3/4 

Highland ' 

\ Nil. 

, Nil, ■, 



m 

1 1-14 

w. 

North British (on Del Ord.) ... 
Ireland. 

! 

i iH 


3 , 

X% 


, I -j 

' 1 

Is 


C-ork, Bandon, and .South Coast! 

■■ 

... ■ 

2 ■' 

zH 

' z% 

' a-K 

3 K 

3/' 

bH 

Gx*eat Northern (Ireland) j 

,-6K 

6K 

6K i 

■ 


■: 6K 

6/4 

63 ^ 

sK 

Great Southern and Western ... 

$ 

i 3 

3 K. ; 

i zH ■ 

zH . 

zH 

■ ■ 4 "■ 

! 4^^ 

4li 

Midland Great 'Western ' 

4 


sH \ 

i- zYz 

3 

Z , ! 

1. 3:.':-.- 

ZH 



* Ou Arbitration Preference Stock. 
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to capital shows a general tendency to decline. 
This, however, arises partly from nominal 
additions to capital on the conversion of stocks, 
such nominal additions now representing, as 
already stated, 15 per cent, of the total capital of 
the companies. Another cause of the decline 
is the increased wages and curtailment of the 
hours of labour of railway servants, and the 
rapid gi'owth of local taxation, which is increas- 
ijing in’ an Jilarmingly disiiroportionate ratio to 
the net profit and to the benefits which the 
companies derive from the expenditure of the 
rates. That this burden of taxation shows a 
constant tendency to grow heavier year by year is 
illustrated by the fact that while for the year 18^9 
an ainoiint of ;i^3, 582,048 was paid by the Hafl- 
w'ay Companies for rates and taxes, in 1908 the 
amount had increased to ;^4,884,442, giving an 
addition of 1^1,302,394 in ten years, under this 
expenditure. 

Gvoitit Eanmigs of the Raihcays. — ITie earnings 
for the year 1908 amounted to 19,894,327, 
as compared with j^i2i ,548,923 for the year 
X907, which gives a decrease of (this 

decrease being entirely in the goods traffic), and 
is equal to 1-4 per cent. On the gross earnings 
the increa.se in the passenger receipts is ^^513, 805, 
made up as follows 

1908. 1907. Inc. or Dec. 

X £ £ £ 

list Class 3,271,163 3. 362,730 —91,567 

2nd ,, 2,715,382 2,8x0,324 —94,942 

3i’'l ») 32,1x0,894 31,519)009 +591,885 ; 


Season 6: Peri-i 
odic.'d Ticket'- 
Holders ) . 


4)5^8,373 4 ) 409)944 +108,429 


42,615,812 42,102,007 +S’t3,8o5 

The numbers carried were : 

1908. 1907. Inc. or Dec. 

No, No. No. 

^ ist Class 30,888,103 33)363,225 -2,475,122 

i 2nd ,, 34,089,562 36,697,600 —2,608,038 

; 3rd ,, ...1,213,137,823 1,1^,420,490+23,717,333 

X ,278,1 15, 488 1 ,259,481 ,31s + 3 c8, 634, 173 

*721,801 *7X5)598 +6,203 


Seas. A Peri' I 
odicalTk.l 
Holders | 


* Jror 1907 find 1908 the emnvalent nnml>cr of holders of 
annual tickets is given. J?revions to 1903 the returns 
wort^ not wholly hut only partially on this ha.si8 ; they 
ax'c, as regards the years 1903 to 1908, on a unifonu basis. 


Except that the increases are somewhat 
smaller, these increases and decreases are very 
similar to those shown for the years 1907 and 
1906, there being in each case increases in the 
receipts from third class ordinary passengers. 
With regard to numbers, some companies carried 
a greater and others a smaller number of third 
class ordinary passengers in 1908 than in 1907. 
The reduced numbers observable in the case of 
certain of the companies are no doubt largely 
due to tramway and motor omnibus competition 
in the neighbourhood of large urban areas. The 
increase on the total number of third class ordi- 
nary passengers appears to be mainly attributable 
to the passengers carried by the “ tube ’^railways 
of the Metropolis, having increased from 230 
millions in 1907 to i6x millions in 1908, the in- 
crease being much greater than that shown in 
the preceding table, in the number of third 
class ordinal^ passengers, in which these are 
included. 

The receipts from season ticket holders show 
a further considerable increase, following on 
those of previous years, the increase in the 
receipts from third class season tickets" having 
been in 1904, ;i£‘27i,ooo ; in 1905, ;^^x3i,ooo; in 
1906, jCx37,ooo ; in 1907, :^i34,ooo ; and in 1908, 
;£g6,ooo. The earnings for the conveyance of 
parcels, mails, and such other traffic as is gene- 
rally carried by passenger trains, amounted in 
1908 to ;)^9,o48,674, as compared with a 8, 873, 336 
in 1907, being an increase of ^^175, 338, or 2-0. 
The total figures of traffic falling under the 
heading of “goods” are ;^s8,888,347, as com- 
pared with ;;^6x ,202,831 in 1907— -a decrease of 
;^2,514,484, or 3*8. The aggregate is made up 
of 3^29,196,522 from merchandise; ^^28,196,439 
from minerals ; and ;j^i,495,386 from live stock. 
Tlie total quantity of goods carried in 1908 was 
49 i,SS>S)OS 6 tone, as compared with 515,887,116 
tons in 1907, showing a decrease of 24,292,060 
tons, or 4’7 per cent. ; owing, however, to the 
revision of the list of articles included under the 
head of “minerals,” the tonnages of minerals and 
general merchandise previous to the years 1903, 
190a, ipos, 1906, 1907, and 1908 are not comparable 
with those for previous years. 

Expenditure.— The total w’orking expenses of 
the whole of the railways for the year 1908 
amounted to 3^76,407,801, equal to 64 per cent, of 
the gross earnings, as compared with a total of 
3^76)609,194 for the year 1907, equal to 63 per 


Table siiowTNa the Fluottjation in the Bate op Working Expenses for each Complete 
Yi 3 ar upon the Principal Bailways since 1897. 


COMPANIES. 


Caledonian . 

Glasgow and South Western ... | 
Great Central ... 

Great Eastern ... 

Great Northern 

! Great Western ! 

1 


Lancashire and Yorkshire, I 

Londoj), Brighton, and So. Coast 


London and North Western. 
London and South Western. 

Midkind 

North British 
North Eastern 
North Staffordshire.. 

South Eastern and Chatham ... 




WOKKIXO 

Expk 

S’SES i*Eu Cent, of ] 

iAItNINOS. 



X897. 

1898. 

1899. 

1900. 

X90X. 

1902, 

1903. 

2904. 

190s. 

1906, 

*907- 

2908. 

50*4 

Sx '7 

53*3 

56-6 

56-4 

557 

55*8 

53*9 

53*6 

547 

57*5 

56 '8 

54 *6 

56 *i 

S8'o 


61 *2 

60*8 

61 ‘4 

59*9 

.59-3 

60 *5 

61 '4 

60 -6 

56-4 

S «’3 

65*3 

70*3 

727 

67*3 

66*8 

66*4 

66*0 

66*1 

667 

67 I 

S 7'2 

58 -x 

59 *z 

62 ‘3 

65 ’5 

647 

63 *x 

62*9 

6zy 

62*9 

65*5 

65*3 

61 ’9 

61 ‘0 

62 ’9 

64-8 

66 ‘6 

64 ‘2 

64 ‘0 

64*3 

63*9 

647 

6 . 5*3 

64-8 

56-5 

60*4 

59*5 

|6z‘i 

63*4 

6x*o 

61 ‘6 

61 -6 

60 ‘2 

■6z'z 

63*2 

637 

567 

57*3 

583 

60 *2 

62 ‘9 

6i-i 

61 ‘9 

6x'4 

62*5 

61 *5 

6a *2/! 

64*0 

55 

56*9 

58-8 

6x'5 

62-3 

60 '5 

6o'4 

59*5 

59*5 

59*4 

60 *4 

59*9 

56-4 

57*6 

58*7 

6x7 

63*5 

62*6 

63-1 

63*5 

62*8 

63'! 

64*0 

6S*S 

57 'S 

59*9 

60 ‘7 

62 '4 

63*9 

63-2 

62 -6 

6z‘5 

62*5 

63*3 

63*3, 

64*4 

56*9 

58'7 

59*4 1 

61 '6 

64 'X 

627 

62*8 

63*3 

63*3 

637 

65 0 

65*25 

49*8 

So'x 

51 -2 

S 4 *«. 

52*7 

52*3 

Sx ‘9 

52*3 

52*7 

55 * 4 ; 

56*5 

S6-6 

58-3 

59*3 

60 -6 

62*8 

65 ‘0 

64-5 

637 

63 -8 

63*1 

62-6 

62*8 

660 

54 ’x 

55 *x 

S6'-8 

59*8 

6o'5 

59*9 

59*9 

S9'o 

59 9 

588 

60 '6 

6x 7 


... 

58*1 1 

61 '3 i 

63*9 

62 '9 

617 

61 ’9 

6i’i 

61 ‘8 

62*1 

i 617 
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Becent Openings— Railway Passenger Traffic. 


cent The decrease compared with 1907 amounts 
to j^ 30 i, 393 , or o’3 per cent. The total number 
of miles travelled hy passenger and goods trains 
during the year 1908 was 423,200,143, or 5,179,777 


less than in 1907. Analysing the expenditure, we 
;^2i, 851, 313 for locomotive power* 


I’md the item ^ ^ „ 

200^x49 for repairs and renewals of caniages, 
<fee. ; 11, 075,894 for maintenance of permanent 

way, stations, <fcc. ; and ^21,659,405 for traffic 
expenses. The locomotive expenses in 1908 
amounted to i2’4i(i per train-mile. 

Compensation . — Tlie amount paid for compen- 
sation for personal injuries sustained during the 
year 1908 amounted to 1x4,980, as comx)ared with 
£x6z,7oo for the year 1907, resulting in a decrease 
of j^47,73o. In the movement of goods the 
companies have paid for ' damages and losses 
;^437,6 o 3, as compared with ^431,970 in 1907— 
an increase of ^£5,633. We subjoin a statement 
showing the amounts paid by the principal 
companies under both heads : 

Company. JPassengers, Goods. 

Barry ^^234 £173 

Cheshire Lines Committee ... 1,410 686 

Great Central 3^763 »3>673 

Great Eastern 956 iSj533 


Company. 

Great Kortherii 

Great Western 

Lancashire and Yorkshire ... 
London and North Western 
London and South Western 
London, Brighton, and South 

Coast 

Metropolitan 

Midland 

North Eastern 

North Staffordshire 

South Eastern Chatham... 
Taff Vale 


Passengers. 

- £^> 9^0 

6,841 
3 » 73 S 
38,380 
6,703 


Goods. 

£21,670 

65,430 

44,206 

100,765 

14,695 


i,6oS 

1,058 

4,093 

17,770 

1,487 

1,627 

^54 


7,154 

211 

S=E, 970 |. 

331,362 

6,094 

6,252 

1,103 


Total of all English and Welsh 
Eailways ...! 


£97,099 £400,614 


Caledonian 

Glasgow and South Western 

^ Great North of Scotland 

i Highland 

, North British 


£i,Sz2, £io,8So 

2,316 1,861 

125 699 

474 881 

6,745 X3,20x 


1 Total of all Scottish E,ailways £zi,S5t^ £27,522 


RECENT OPENINGS. 


Railway. 


Mid Suffolk 

Clcobury Mortimer and Litton Priors 

South Yorkshire Joint 

South Yorkshire .Joint 

County Donegal Joint Company 

North British 

London and North Western 

Cardiff 

Great Northern (Ireland) 

London and North Western ..... 

Midland 

Midland 

Great Northern 


From 


I >tite. 


Hanghley Laxfield I 

Cle’bury Mortimer Litton Priors 1 

rBa,rnby Dun (i'id\ 

I Doncaster) ij' 

Dinnington , Kirk Sandal! .. 

Stra])ahe Letterkenny .. 

St. Fort ' Newlairgh 

Maneheste,. 

Cardiff I Bute Ducks 

Armagh ; ICeady 1 

jBt^d Wharf Bay, 

Pciitiaetli andBcnllech ... 

Water Orton : Kingsbury • 

EoystouJunotion 

Enfield ! Cuffley i 


Sept. 29, 1908' 
Nov. 20, 1908: 

Jan. 1, X909j 
Tan. 1, igogj 
Jan. 13, j 
Tan. 13, 1909 

i X, 1909 


Miles. 

19 


}May 


X9>i 


M ay 15, 1909; 
May 31, 19091 


7 H 


June I, 1909' 
July 1, 1909! 


j-July I, 1909, 


3 

8 


RAILWAY PASSENGER TRAFFIC. 

Statement of the Receipts in each Class from Passengers upon the nndermentloned Lines, 
exclusive of Season Tickets. 


1 

j Gheat Noutueux. 

Great AYksterx. j 

Lijxdox & Nouth AA’e.stekx. j 

MiDLAXn. 

(No Second.) 


Fiivt. 

Second. 

Third, 

First. 

Second. 

Third, i 

First. 

Second. 

- 

Third, i 

Fiisst. 

Third. 


£ 

£ 

£ 

£ 

£ 

£ 1 



£ " 


£ 

2899 

190,723 

21,602 

1,326.846 

*79.578 

548.683 

3,060,372 j 

540,621 

460,874 

5*5.946 

3.273,877 

220,788 

2,272,191 

X900 

3^97.984 

23,03x 

*. 374.744 

293.590 

59 S. 10 I 

3,145.936 ; 

545.666 

3,353,899 

223,497 

'. 2,336,333,.". 

Tgot 

' X 97;354 

22,698 

■ *.35.6533 ■ 
1,368,798 
1,388,329 

305.344 

629,604 

3,226,628 

531,872 

539 . 6*8 

3.350.056 

230,339 

2,406,915 

Z902 

204,334 

25.944 

321,329 

668.083 

3,272.398 li 335.072 

575,092 

3.325,3*4 

233.555 

2, 45*. *47 

1903 

* 97.493 

25.585 

314,066 

678,271 

3,339.540 1 

527,955 

40,853 

584,250 

3,306,691 1 

237,359 

.■.2,3x2,913';^. 

*904 

xoi,9S6i 

■ 22,712 

*, 373 . 2*1 

301,860 

672,999 

3.407, 5.’<t 1 

307,021 

■3,285,062..' 

, 233.87s 

2 , 495.545 

290s 

183,136 i 

21,239 

1.376.527 

X, 409, 0x6 

sox.osa 

644,162 

3 . 457,7 a 1 

5o8,0i 

547,998 

3,319,818 

1 235,142 

2,505.275 

1906 

177,604 j 

' 18,47s 

3x2,896 

622,340 

3,640,220 '! 301,688 

539 , 86 * 

3.437.389 

1 230,054 

2,570,269 

1907 

*75.693 

*83.334 

13,833 

*.419.603 

333.444 

569. *57 ' 
517,980 

3.839.523 ,1489.348 

4,092,474 li 480,327 

531,765 

■" 3 . 53 * 1 , 05 .. " 

2*2,843 

2,639,269 

xgoS 

' 14.023 ' 


339.67s 

523.20 

3.577,770 

1 213, 20X 

2,652,142 


The Midland Railway Company took the initiative in piissenger traffic reforms, having run third-class carriages 
hy all trains from 1st April, 1872 ; afterwards, from m January, 1875, greatly reducing the fin^t-elass and abolishing 
second-class fares. From ist November, 1091, the Great Noi-thern Railway (tmipjmy also abolished second-class 
fares to all sfeitions north of Hatfield ; from ist January, 1893, the Great Eastern abolished ihom in the provinces : 
the Oamhrian followed on xst May of the same year, hut re-intrmJuced them in 1800. They have also disappeared 
from. ARio’anieys between London and Scotland, and on the 1st of July, 1897, the Furness Company dtscontiimed 


teiond-ejass accommodation. On July xst, 1095, the Motropolitsm District Company comruenced to work their 
eleotric txain service, the COTS Iwing first and third c’ - x . ,, , 


, ... . I clasa only ; and from lat October, 1^, the Great AV estora issued 

first and third class tickets only on the South Wales branches. 
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Raihcay Accidents — WorUng Expenditure. 

Goo*. ! EAILWAT ACCIDENTS. 


Dublin & kSouth Eastern ^398 

Great Isortlieru of Ii’eland ... I5434 ®j 497 

Great Southern and ‘Western 1,658 4>3i9 

Midland Great Western 9S9 

Total of ail Irish- Pvailway.s ;^6,o37 £%A^ 

Total of rnitcd Kingdom ;^3;i4,98o £aZ 7^^Z 

Xrt ofWo7'kiii(f the Iiailwaiff(.~--Thegvoss 

receipts, compared with those of the preceding 
year, show an increase from passengers (which 
includes season ticket, carriage, horse, dog and 
I post ofiice mail traffic) of ;£;6S9,i43 ; from goods, 
j a decrease of ;£'3,3i4,484 ; and a decrease from 
I rents, tolls, navigation and steamboats, etc., of 
! £2g,zS5 ; and a tvtal decrease from all sources 
I of ^1,654,596. The net receipts for 1908 on the 
! capital outlay give a sum of 3 '32 per cent., com- 
j>ared with 3-47 per cent, for the year 1907, and 
3 “45 i)er cent, for the year 1906. As may be seen, 
however, on page 739, nearly i6Ja millions addi- 
tional capital has boon raised during the year 1908, 
a large i>r<.)ix:)rtion of whicli is locked up ” in 
wo]-ks either unfinished or only partly finished, 
therefore unproductive. Increa.sed working ex- 
penses, caused by diminished hours of labour and a 
; proportionate increase in the mirnber of men em- 
ployed, and increased wages, have largely operated 
on the net profit. The increase in the amount of 
wages ha.s for some years been gradually getting 
larger. A few years ago the amount paid as 
wages was less than 20 per cent., but now tlie 
wages bill represents over 25 per cent, of the 
total. Rates and taxes are also yearly increasing 
in a dispro])ortionatc ratio to the net profit ; for 
instance, some of the rail way companies are paying 
I an annual sum for rates and taxes equal to i per 
j cent, on the or<linary stock of those companies 
j or about 6}<. percent, of the gross receipts, and 
; where this' burden is due to tlie building of 
: tramways by municipalities tlie position is of 
\ course exceptionally hard. In fact, since the 
! County Councils came into existence tiventy-one 
I years ago, many extra duties have been imposed 
upon railway companies. The Education Act 
alone has brought about an enormous increase in 
the rates. But oven with these increasing ex- 
penses a percentage of 3‘32 on the net receipts 
for the year must be viewed as a very favourable 
result. 


I’o the public generally, one of the most inte- 
resting points in connection with the working 
of the railways Is the immunity from accidents, 
as evidenced for a considerable number of years 
past in the amount paid by the companies by 
way of compensation for personal injury to pas- 
sengers. In 1907 and 1908 the cost per pa.ssenger 
train-mile for personal injury was c’xsit and 
x*o4d. respectively. In loss and damage of goods, 
the cost in 1907 was o‘64£?., and in 1908 Q-66rf. per 
goods train-mile. The number of personal acci- 
dents on railways to passengers, railway servants, 
and others, reported to the Board of Trade during 
the year, show' a total of 1,128 killed and 28,485 
injured (as compared with 1,211 killed and 25,975 
injured in 1907). 

The increase since the year 1897 in the number 
injured is owing to an order recently made by 
the Board of Trade regarding the mode in which 
the returns are to be compiled by the railway 
companies. Hitherto some companies haye 
only reported accidents of gravity, but they are 
now directed to report all accidents which 
prevent the servant injured from being em- 
ployed for five houns on his ordinary work on 
one of the three working days next after the 
accident. We will now proceed to investigate 
under three distinct heads, viz., accidents to 
passengers, accidents to railway servants, and 
accidents to persons other than passengers or 
railway servants, and the various causes from 
which these accidents arose : — 

ist. Accidents to Passengers— Killed. Injured. 
t. From accidents to trains, rolling 

stock, pemianent way, &c — ■ 283 

2. From falling between trains and 

platfomis when entering or 
alighting from trains 38 1,252 

3. From falling off platforms and 

being struck or run over by trains 8 19 

4. While crossing the lines at 

stations... iS 12 

5. By the closing of carriage doors — 748 

6. From falling out of carriages 

during the running of trains ... 19 64 

I 7. Whilst ascending or descending 

steps at stations 3 370 

8. By being struck by barrows or 
falling over packages, tfec., on 
platforms.......... — S42 


ANALYSIS 03? RAILWAY WORKING EXRENDITITRE. 


! . j 

Mainten- | Lixiomotive 
! anco of ' Power aiul 
' Way, 1 Carriage 
,| Works, .&G. j " Repairs. 

Traffic and 
(Jeneral. 

Rates, 

Taxes, and Compen- 
Goveni- sation. 

ment Duty. 

Law and 
Parlia- 
mentary. 

Steam- 

boats, 

(Janals, 

Harbours, 

&c. 

Total 

Working 

Expenses, 

\ £ \ £ 
i 9,401,084 21,431,370 
' 9iS4‘^.S54 ' *4, 461,834 
9,923,770 I 24,838,756 
10,206,535 24,181,185 

{10,526,380 ! 24,081,449 
110,593,772 i 24,098,903 
10,586,139 i 24,248,538 
10,985,653 ; 25,429,572 
11,264,278 ‘ 27,786,317 
11,075,894 1 28,051,462 

£ 

20,776,463 

21,808,068 

*3,389,53* - 

22,774,926 

22,9^,693 

,23,123,215 

23,293,440 

i 23,864,729 

1 24,7*3,072 

1 24,583,264 

£ £ 
3,905,686 *700,270 

4,087,697 t855,725 

4,331,344 1850,616 
4,590,187 5769,451 

4,855,120 5749,471 

5,090,712 ^[698,815 
5,287,030 **698,263 
5,3*7,953 tf336,42o 
5,211,881 1$823,43 ov 
5,226,586 illi 816,88s 

£^ 

; .297,342' 

306,083 

324,5*4 

309,500 

330,041 

298,656 

327,661 

330,04 s 

3*8,793 

257,790 

'■ £ 

2,937,681 

3,031,524 

3,070,498 : 

3,190,384 

3,197,8x8 

3,280,087 

3,602,079 

3*884, 33<S 

4,2x8,101 

4,122,547 

£ 

60,090,687 

84,743,520 

67,489,739 

67,841,218 
68,561,855 
69,172,531 ■, 
70,064,663 
72,781,854 
76,609,194 
76,407,801 


* hidwles :^ii8,84Q. 146.037, *55 . 153, ttj6^i87,68a, ; 

!iil:fc264, 30a ])aul t(K5mployt\s under the Workmen s Compensation Act, *897. 
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Uailwmj Accidents, 


xos 


*9 


*47 


246 


Killed. Insured. 

9. From falling off platforms on to 

the kUlast 

xo. By other accidents caused by the 

movement of trains ..... 

II. By other accidents on railway 
premises not due to train acci- 
dents or to the movement of trains 
and. Accidents to Servants in the employ of ^ 
the railway companies or contractors. The j 
casualties under this head resulting from acci- ! 
dents to trains, or in which the movement of i 
tiuins or vehicles used exclusively upon railways i 
is concerned, show that 382 were killed and 5,140 : 
injured during the year, the following being an 
analysis of such accidents 

Killed. Injured. 

t. 'VtTiile coupling or imcoupling 

vehicles 

3. By coming in contact, whilst 
riding on vehicles, with other 
vehicles, &c., standing on 
adjacent lines 

3. While passing over, under, or 

standing on buffers ............ 

4. When getting on or off, or fall- 

ing off, engines, waggons, &c. 

5. While braking, spragging, or 

chocking wheels 

6. While attending to ground- 

points 

7. While moving vehicles by cap- 

stans, turn-tables, props, 

* levers, (fee. 


x6 


67s 


*9 


*3 


*5 


278 

627 

98 


16 


498 


8. By other accidents not included 

in the preceding 

9. From falling off trains, engines, 

&c., in motion 

TO. When getting on or off engines, 
vans, &c. , during the running 
of trains 

11. By coming in contact with over- 

bridges or erections on the 
sides of the line 

12. While attending to the machin- 

ery, &c., of engines in motion 

13. While working on the perma- 

nent way, sidings, &c 

14. While attending to gates at 

level crossings 

15. While walking, crossing, or 

standing on the line on duty : 
(i) At stations 


Killed, Tnjured, 


16. From being caught between 

vehicles 

17. From falling or being caught 

between trains and plat- 
forms, walls, &c 

18. While walking, &c., along the 

line to or from work 

19. Miscellaneous 

20. From accidents to trains, rolling 

stock, permanent way, &c. ... 


Total.. 


ACCIDENTS Tt) PAS.‘ 5 ENGEll TRAINS IN 1908 INVOLVING LOSS OF LIFE 
OR SERIOUS PERSONAL INJURY. 


1908. 

Company. 

Nature of Accident. 


Passengers. 

Servants. 


Killed. 

Injur’d 

Killed. 

Injur’i 

Jan. X 

N. B. 

Collision between passenger train 
and empty train 

Collision between banking engine 
and passenger train 

Giiisboro' June. 

- 

4 

- 

3 

Jan. 7 

L. & N. W. 

Atherton 

— 

7 

— 

X 

Jan. x3 

L. & N. W. 

Collision between two passenger 
trains 

Huddersfield ... 


X 4 


4 

.fan. 14 

I., & N. W. 

Collision between two passenger 
trains 

Passenger train left rails 

Crewe 

■— 

9 

— 

__ 

.Ian. x8 

N. E. 

Ferryhill 


22 



.Ian. 23 

L. <feS. W. 

Collision between two passenger 
trains 

Wimbledon 


24 


'X' 

Keb. 4 

Lane. & York 
&L.&:N.W. 

Collision between light engine and 
passenger train 

Preston 

— 

7 

— 


Feb. 29 

G. 0. 

Collision between passenger train 
and mineral train 

Woodliouse Jet. 

— 

2 ' 

2 

' 'S',. 

Mar, 4 1 

Wirral 

Passenger train left rails 

iSeacombe 
and Egremorit 

— 

Y 

. 

X' 

Mai*. 13 

Mid. a. W. 
of Ireland 

Collision between passenger train 
and waggon 

Maynooth 


2 

I; ■ ■ 

— 

Mar, 14 

G. e. 

Passenger train left rails 

Wembley Park 


' 'S' 


r 

Mar. 16 

Lane. & 
Yorkshire 

Collision between two passenger 
trains 

Bolton 


: , 3 '■ 



, April 8 

1 May 15 

N. B. 

t Cheshire 
Lines 
Met. 

Collision between light engine and 
mineral train 

Passenger train left rails 

Bysart 

Manchester...... 



■■■' ' 1' 

,"X 

Oct. 6 

Fire in passenger train 

, Swiss Cottage ... 




I 

Oct. 7 

L. & S. W. 

Collision betweep passenger train 
and light engine 

. Clapham Jet. ... 


6 


2 

Nov. 3 

Lane. & 

Collision between goods train and 

: Roytou 


__ 

X 

2 

t>ec. 19 

YorkshiK 
Liv. Over’d 

i empty passenger train 

Collision between passenger train 
1 and bnffer-stop 

1 Seaforth Sands 


22 


- 
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Railivay AceidenU— Speed— LonyeBt Runs. 


Ill additiou t<-) these ,‘iceideiits, other casual- 
ties, in which the movement of vehicles used 
esciusively upon the railways are not concerned, 
have occurred, viz., 8 killed and ^,oi8 injured 
whilst loading, unloading, or sheeting waggons, 
3 killed and 4x1 injured while working at cranes 
or capstans, ii killed and 449 injured by falling 
off platforms, ladders, scaffolds, &c., in addition 
to a large number of accidents from various 
pother causes, either tlie result of want of caution 
i or misconduct. 

j 3rd. AecMents to Persons other than Passengers 
i or Serva7its.~Uw'\eY this head is classed casuai- 
! ties whilst passing over railways at level crossing.s; 
i this caused 51 deaths and 44 injuries in 1908 (as 
! compared with 50 deaths and 30 injuries in 1907). 
There were 391 deaths and 99 injuries resulting 
from ijer.sons trespassing on the railways, and 188 
persons committed suicide upon the lines in 1908 
(as compared with 169 in 1907). 

The Cheap Trains Aet, 1883, provides that fares 
not e.vceeding the rate of one penny per mile 
shall be exempt from duty, but fares for return 
or periodical tickets shall be exempt from duty 
only where the ordinary fare for the single 
journey does not exceed that rate. Duty shall 
he payable at a reduced rate of z per cent, on 
fares exceedir^' the rate of one penny a mile be- 
tween stations witliin one urban district. Such 


745 


district will contain not less than one hundred 
thousand inhabitants, and must be of a con- 
tinuous urban as distinguished from a rural ov 
suburban character. 

Officers or men in the King’s forces, regular, 
reserve, or auxiliary, or in any police force, when 
conveyed by railway on any occasion for the 
public service, are, when travelling in bodies 
under one hundred and fifty in number, to be 
charged three-fourths the rates for ordinary 
passengers ; when over that number, at half 
rates. The Act does not extend to Ireland. 

Hiring of SpeciaC Although tiie 

majority of railway companies have no fixed 
charges for hire of special trains, the general 
charges are five shillings per mile, plus the 
oi’dinary fare for each passenger according to 
class of vehicle hired. The railway companies, 
however, reserve to themselves the right to make 
whatevercharges they may think fit in accordance 
with circumstances of hiring special trains. 

The Workmen’s Compensation Act, 1897.—- This 
Act, which received the Eoyal assent on August 6, 
1897, came into operation on July 1, 1898. The 
amount paid for compensation under this Act 
to railway employees during the year 1908 was 
^^264, 302. 

The Paihvay (Prevention of Accidents) Act, xpoa. 
— By this Act, where the Board of Trade consmer 


IlAIL^YAY SPEED. 

The Fastest Kimning, without Stoppage, is made by the Companies as under 


Company. 


North Eastern 

Caledonian 

Oreafc Western 

Great Northern 

Great Central 

London and South Western ... 
London and North Western ... 

Midland 

Laneashire and Yorkshire 

South Eastern and Chatham ... 
Great Southern and Western... 
Gla.sgow and South Western . 
London, Brightoa& South Coast 

Great Eastern 

North British 

Highland 


X. 8 

10. 5 
10.15 

4.26 
6. 20 

3.2s 

8.52 
6 . 3 
XX. 40 

4- 53 

5.26 
2. 6 

5- o 
9-50 

2. O 
IS. 5 


Darlington lYork ■ 

Forfar | Perth 

Paddington Bristol, vid Bath 


Grantham. 

Marylebone .. 

Andover 

Willesden..... 

|St. Pancras .. 

Liverpool 

Tonbridge 

Ballybrophy 
Kilmarnock . . 

Victoria ..... 

Liverpool St. 

Edinburgh {Berwick 

iBlair-AtholI i Perth 


Doncaster.. 

Leicester 

jVauxhall 

iBiraiingham 
‘Nottingham.., 
Manchester ... 

Ashford 

Mallow 

Carlisle 

Brighton 

{Trowse 


Time. Distance. 


H. M. 
o 43 

o 32 

2 o 

0 52 

1 52 


Miles. 

44f 

32f 

xsSi 

sol 

107I 

“ii 

26I 

77| 

S* 

1x4 

S7l 

35i 


6x 7 
60 '9 
59 
$ 8*2 
57 '6 
57*4 
57*0 
5*5 '1 
54*8 
53*0 
53*0 
51 -8 
Sx'o 
49*9 
49*2 
4X-4 


The Longest llims without Stoppage are made by the Companies as under 


Company. 


Great Western 

hoiidou and North Western .. 

Midland 

Great Northern 

Great Central 

Caledonian 

Great Eastern 

North Eastern 

London and South Western .. 
North British 


(rla.sgow and South Western...! 
London Brighton & South Coast| 
South Eastern & Chatham, 
Laneashire and Yorkshire , 


Train. 

Prom 

To 

X0.30 

XX. IS 

11.50 

2.2X 

3x5 

2.17 

X.30 

XI.I7 

4.10* 

930 

■2. 4 j 
1X.3S 1 
9- '5 ,1 
10.52 

Paddington ...| 
Euston 

Plymouth, 
nid Westbury 
Kbyl 

St. Pancras ...... 

Wakefield.. 

Marylebone ...| 
Carlisle ............ 

Shipley 

King’s Cross. 

Sheffield, via 
Aylesbury...... 

Perth 

Liverpool Street 

Newcastle 

Waterloo 

Edinburgh 

Kilmamoek 

Clapham Junct. 
Cannon Street... 
Huddersfield ... 

North Walsham 
Edinburgh ...... 

Bournemouth C. 
Carlisle ............ 

Carlisle 

Fratton............ 

Dover Pier 

Poulton ............ 


H, M. 
4 7 

3 57 

4 S 

3 9 

2 57 

3 o 

2 38 
2 x8 
2 5 

> IX 

X 4<3 
X 52 
X 38 
X. 42 


Distance. 


iMiles. 

azSv 

2091 

2o6 

W5l 

165 

150I 

232 

X24I 

X08 

98I 

9x| 

8i-i 

76.1- 

66 “ 


Average 

Speed. 


54*8 

53*0 

50*4 

55*8 

55*9 
SO’2 
49*7 
S4’x 
Si'4 
45 *x 

SI'S 

45*0 

46*2 

38*3 
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Railwaiif 



Number 

Employed 

Number Kilbid ;ind 
Injured in igo8 from 
all c.'mses. 

Proportion to the Number 
Employed. 


at the end 
of 1909. 

Killed. 

Injured. 

Killed. 

Injured. 

Caps tan-m en 

x,S 43 

2 

187 

I in 771 

X in 

8 

,, boys^^' 

285 

X 

33 

I ,, 285 

* ,j 

9 

Carmen and van -guards (Men) 

1:7,67a 

3 

651 

* „ 5,89* 

* n 

27 

„ „ (Boys) 

Carriage cleaners (Men) 

6,584 

X 

156 

* n 6,584 

* », 

42 

6,571 

2 

37 * 

* „ 3,285 

* ,, 


^ , n , (Boys) 

31a 

X 

16 

* ,5 3*2 

* ,» 

ig 

Carriage and waggon examiners 

3337 

9 

X17 

1 55 426 

I ,, 

33 

Checkers (Men)... 

8,607 

4 

55 * 

I ,, 2,152 

* », 

16 

n (Boys) 

laa 

X 

5 

1 5, 122 

* 55 

24 

Chockers, cham-boys, and slippers (Men) 

90 

X 

54 

* 55 90 

60 io 

» j> (Boys) 

Clerks (Men and Women) 

487 

4 

S6 

1 ,, .122 

X in 

9 

58,503 

X 

92 

* „ 58,503 

* „ 

636 

„ (Boys and Oirls) 

Engine-cleaners (Men) 

10,672 

1 

■23 

X ,, 10,672 

■" * „ 

464 ■' 

16,350 

7 

1,071 

I, 2,321 

* 5 , 

*5 

. „ (Boys)... 

Engine-drivers and Motormeu 

5,098 

3 

238 

1 ,, 1,690 

* J 5 

21 

28,141 

22 

1,560 

* 5, *,279 

* ,J 

18 

Firemen 

25,714 

21 

1,922 

I „ X,224 

I ,, 

*3 

Gate-kee pers 

3 , 493 = 

5 

3 * 

I 5 } 698 

1 ■ 

**3 

Greasers (Men) 

978 

2 

41 

* 5 , 4 % 

"* 

.'"24 

- „ (Boys) 

Guards (Goods) and Brake.smen 

629 

. — 

16 


* », 

39 ' ■ 

16,786 

29 

1,468 

I in 579 

X „ 

XX 

t Guards (Passenger) 

8,474 

6 

348 

1 ,, 1,412 

I ,, 

24 

llonse-drivers (shunting) 

2,281 

X 

*34 

I ,, 2,281 

* ,5 

*7 

Inspectors (Permanent- way) 

1,145 

2 

*3 

* 55 572 

* » 

88 

„ (Others) 

8,084 

X 

85 

X ,, 8,084 

* ,9 

95 

Labourers (Men) 

58,453 

44 

2,358 

1 „ 1,328 

* 99 

25 

,, (Boys)..... 

1,360 

— • 

9 


X ,, 

15 * 

Lamp-men (Men) 

1,751 

2 

X09 

X in 870 

, * 99 

z6 

n (Boys) 

Loaders and Slieeters 

606 

X 

3 * 

i I ,, 6^ 

* >9 

20 

4,339 

6 

577 

* ,, 723 

* 99 

8 

Mechanics and Artisans (Men) 

83,593 

2 X 

796 

* ,5 3,98* 

* 99 

10s 

„ „ (Boys) 

Messengers (Men) 

10,204 

1 

40 

1 ,, 10,204 

* ,5 

25s 

943 

X 

9 

* ,, 943 

1 ,, 

104 

„ (Boys) 

3,592 

— ■ 

26 

1 — 

^ * ,9 

99 

Number-takers (Men) 

i 1,045 ! 

3 

55 

1 in 348 

* 99 

19 

„ (Boys) ' 

754 

— 

*5 

j 

* 99 

SO 

Permanent-way Men 

67,184 

8x 

2,406 

1 X in 829 

* >9 

2$ 

Pointsmen , 

745 

2 

47 


* ,5 

x6 

Policemen 

2,127 

X 

46 

i 1 ,, 2,127 

* 99 

46 

Porters (Men) ' 

51,707 

41 

5 , 3*8 

1 I ,, 1,261 

* 99 

lO: 

» , (Boys) C 

4,69s 

6 

158 

; * ,i 782 

* 99 

30 

Shunters (including Marslialmen) 

*3,158 

35 

1,185 

! * 5 j 376 

X 

11 

Signal Fitters and Telegraph Wiremen 

4,198 

4 

130 

1 ,, 1,049 

* 99 

32 

Signalmen 

28,658 

5 

33 * 

' * „ 5,732 

* 99 

87 

Signal-box Lads 

1,986 

X 

12 

1 1 „ 1,986 

1 ,, 

x6s 

Station-masters 

8,688 

X 

89 

1 I ,, 8,688 

* 99 

97 

Ticket Collectors and Examiners 

4 , *63 

z 

S 3 

1 X ,, 2,081 

* 99 

79 

■Watchmen 

1,150 

2 

12 

* ,5 ,575 

I ,, 

96 

Yardsmeii 

1,804 

4 

50 

* ».' 45 * 

* 99 

36 

Miscellaneous (Adults) 

30,849 

*9 

865 

, X ,, 1,624 

1 *■ 99 

36 

»i (Boy-s)...... 

3,134 

— 

SO 

1 — 

1 * „ 

43 








Total 

621,341 

4*3 

' 24,016 

! 1 in 1,504 

X in 

26 

Boys and girls: persons under i8 years of age. 

t Includes 

conductors and gatemeu on electric 

trains. 


that avoida]>lc danger to pei*sons employed on any 1 
railway arises from’ anything done or omitted to i 
he done hy the comi>anies, or from want of proper | 
appliances or plant, they may, after giving a . 
reasonable opportunity of removing tlie danger, i 
make rules for that purpose, by compelling them 
to use plant or appliance to the satisfaction of the 
Board, or the disuse of any plant or appliance 
which involves danger. The Act also empowers 
the Board to make rules in order to minimise 
clanger generally. The penalties for non-com- 
plhmce with these rules is a fine of or in the 

me of a continuance of the olfence (after con- 
viction) a fine of £xo for every day during that 


continuance. The Board of Trade may appoint 
such persons as appear to them to be required for 
carrying this Act into effect, and may hold such 
inquiries and make such experiments •as they 
think expedient for that purpose. 

THE KAILWAY CLEARTKCl HOUSE. 

This Institution was opened in J an. 1842, and in 
addition to the work of clearing through hookings 
of passenger and luggage traffic, is the medium 
through which agreements relating 'to rates and 
fares, &c., are arrived at. Chainmn, Charle.s 
Mortimer ; Secret aru, Frank Mansfield ; O/Hcen, 
Seymour Street, N.W. 
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Railwwy Tunnels— InMan Railivays, 


PRINCIPAL RAILWAY TUNNELS, m. 

Severn., Great Western 4 

Totley Midland 3 

Standedge ............ North Western 3 

Woodhead Great Central 3 

Chii.)X)ing Sodhury. Great Western ...... a 

Disley Midland 

Medway S. E. & C. 3 

Brarahope North Eastern 2 

Fest-iriiog North Western 2 

Cowhnni Midland a 

Sevenoaks vS. E. A C i 

Rhondda Rhondda & Swans. B. 1 

Morley.. North Western x 

Box Great Western % 

Catesby Great Central x 

Dove Holes Midland x 

Littleborongh , — Lane. <fe Yorks i 

Sapperton Great Westerif x 

Mersey Mersey i 

Bleamoor Midland t 

PoOiill S. E. &G I 

Queensbury Great Northern ...... x 

Kilsby North Western i 

Shepherd’s Well ... vS. E. & C i 

0.xted Brighton &S. E. Jt. i 

Wapping (L’pool)... Northwestern x 

Sydenham S. E. & C x 

Clayton Brighton S. Coast 1 

Cuflley Great Northern i 

Drewton Hull <fc Barnsley ... i 

Dronfield Midland t 

Sough Lane. & Yorks x 

Abbot’s Cliff S. E. & C i 

Corby Midland x 

Honiton South Western x 

Wenvoe Barry i 

Sharnbrook Midland x 

Glaston Midland x 

Mersthani S. E. & C x 

Midford Som. <fe Dorset Jt... x 

Belsize Midland x 

Glenfield Midland x 

Clayoross Midland x 

Harecastle., North Staff ord.sbire x 


ENGINEERS OF PRINCIPAL RAILWAYS. 

Barry W. Waddell. 

Belfast <fe County Down ... G. P. Culverwell, g.E. 

Brecon & Merthyr C. H. Thomas. 

Caledonian D. A. Matheson, 

M.1.C.E.1 

Cambrian G. 0 . Macdonald. i 

Central London Basil Mott 

Cheshire Lines Committee Harry Blundell. 

City & Soutii London P, V. McMahon. 1 

Cork, Bandon & Sth. Coast J. R. Kerr, c.E. f 

Dub., Wicklow & Wexford 8. ,T. Shannon, c.E. 

Furness W. S. Whitworth. 

Glasgow & Southwestern W. Melville. | 

Great Central C, A. Rowlandson, i 

M.I.C.E. ' 

Great Eastern J. Wilson. 

, Great Northern A. Ross, M.I.G.B. 

Great Northern (Ireland) W. H. Mills. 

Great North of Scotland . J. A. Parker. 

Great Southern & Western A. Gordon. 

Great Western W. W. Grierson. 

Highland VA Roberfs, C.E. 

Hull & Barnsley R. Pawley. 

Lancashire & Yorkshire .. D, C. Rattray. 

Lond., Bright. &Sth. Coast C. L. Morgan. 

London & North Western E. F. C. Trench. 

London & South Western Jacomb Hood. 

Lond., Til., & Southend... J. R. Robertson. 

Maryport & Carlisle Joseph Cartmell. 

Mersey J. Shaw. 

Metropolitan....... E. P. Seaton. 

Metropolitan District G. Estall. 

Midland W. B. Worthington. 

Midland Great Western... W. P. O’Neill, C.E. 

North British Charles J. Brown, 

M.LC.E. , 

North Eastern C. A. Harrison. 

North Staffordshire G.J.C.Daw.son,M.I.c.E. 

PortTalbotRly.&DocksOo. W. J. Hosgood. 

Rhymney W. G. Griffiths. 

S.E. C.D. Rlys P. C. Tempest. 

Stratford - upon - Avon & 

Midland Jet. Rly. Russell Willmott. 

Taff Vale G. T. Slbbering. 


JEttfitan IJatltoass. 


The construction of Railways in India, which 
commenced in x8s3, has been conducted on tliree 
different systems : first, the employment of com- 
panies under a system of guarantee ; secondly, by 
the State through its own officials ; and thirdly, 
by assisted companies either with or without 
gtiarantee or subsidy from the State, and working 
with capital wholly raised by themselves or 
I)artly with capital provided by the State. 

The total length of Railway open in India on 
3xst December, X908, w as 30,576 miles. This mile- 
age includes tramways working outside municipal 
limits, which are treated as light railways. The 
capital outlay was ^^374, 61 1,400. The gross 
receipts for 1908 amounted to 5^39,884,600 ; the 
workmg expenses to ;^x8, 001,667, or 60*24 per 
cent, of gross receipts. The net revenue 
amoimted to ;iCxi, 882,933, w'hich gave a return 
of 4*33 r>«v cent, per annum upon the capital 
invested. The number of passengers carried in 
the year was over 321 millions. The Indian 

( Railways have in their service 525,583 employees, 
of whom 7,3^ are Europeans, 9,951 Eurasians, and 
508,3^ Natives. The number of servants killed 
and injure<i during tho year from all causes was 


454 killed and 725 injured ; passengers, 277 killed 
and 754 injured ; other persons, x,4o6 killed and 
373 injured ; total, 2,137 tailed and 1,852 injured. 

The Railways of India have up to the end of 
1899 involved a yearly loss to the Indian revenues, 
but the working of the year xgoo resulted for 1 
the first time in their history in a net gain to the ! 
State, and for 7 consecutive years the working 
showed a gain, until the current year, which lias 
resulted in a loss of ;^i,557,S96 to the Govern- 
ment. The reasons for this set back being the 
abnormal trade depression and the calamity oi 
famine during the year 1908. 

The principal recent event was the constitu- 
tion of a Railway Board, consisting of a chairman 
and two members— with the necessary clerical 
establishment— to whom is entrusted the general 
control and administration of the railways in 
India, hitherto exorcised by the Government 
of India in the Raihvay Branch of the Public 
Works Department. 

Chairman, Lt.-GoL Sir F. R. XJpeott, K.c.v.o., 
O.S.I. 

Members, W. H. Wood ; Sir T. R. Wynne, 
K.ai.E. 
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75 ° Sttpfiuiltitns at antj Hfiroatt. 

Wb have been supplied with the following information bj “ Lloyd’s Eegister of British 
and Foreign Shipping — 

J^lEROHANT AND OTHER VESSELS (uot Wai'ships) | between Xjooo and 4,000 tons. ISlo sailing vessels 
LAUNCHED IN THE UNITED KINGDOM DURING of Over 1,000 toiis were launched in the United 
RECENT Years. Kingdom during 1908. 

j MERCHANT AND OTHER VESSELS (not Warships) 

l£ii! j UNDER CONSTRUCTION IN THE UNITED KiNGDOTl 

^590 i 090 X, 159,75% AT TARIOUS DATES, (t'cssels 7 ioUto he classed 



. Year. 

No. 

Gross Tonnage. 

I '()■ 

X896........... 

696 

X, 159 , 75 * 

i i', 

1897 

S91 

952,486 

•f ‘ 

X898 

761 

*,367,570 


1899 

726 

1,4x6,791 


X900 

693 

*. 442 , 47 * 

I'llf 

X901 

639 

*,524,739 

7 

1902 

694 

*,427,558 


S903 

697 

1,190,618 


*904 

.j 7X2 

1,205,162 


*905 

795 

1,623,168 

1 , 

1906 

886 

1,828,343 

i ‘ 

1907*- 

841 

1,607,890 


*1908 

523 

929,669 


* In addition, there were launched in the 
United Kingdom during im 8 36 Warships of 
74,186 tons displacement, of which 36, of 49,560 
tons, were for the British Government. 

Of the merchant steamei*s (454 in all) lamiched 
in the United Kingdom during 1008 10 vessels ivere 
over 10,000 tons, the largest being the Rotterdam, 
of 24,149 tons, and the Lapland, of 17.540 tons ; ’ 
18 were between 6,ooq and xo, 000;” 58 were i 
between 4,000 and 6,000 tons each ; and xax were *• 


L<h September. 

No. , j 

Gross Tonnage. J 

1890 

406 

652,248 

189X 

475 

702,114 

1892 

385 

678,780 

*893 

326 

6x6,560 

*894 

327 

653,33* 

*895 

356 

7 * 6,575 

1896 

.355 

659,641 

*%7 

455 

884,336 

1898..... 

598 

*,364,250 

*899 

558 

*, 347,549 

X900 

452 

1,204,008 

1901 


1,405,120 

1902... 

388 

1,000,7x4 

*903 

393 

906,608 

*904 

393 

*,046,308 

*905 

474 

*,325,328 

1906..., 

5*2 

1,264,767 

*907 — • 

450 

1,080,087 



3*9 

733,378 

*909 

290 

778,036 


1 . 1 STEEL. 

IRON. 

WOOD. 

TOTAL. 

Dite Stkam.' 

Saif.. 

Stkam. j Saii,. 

Stkam. 

i Saii.. 

Stkam, ( ' Sail. 

Nol 

‘'^'1 Ciross. 

1- - 

•OM 

Tons 

Gross. 

1 Tons ^ 1 Tons 
Gross, Gross. 

1 .. . .. i 

c Tons 
Gross 

jNo. 

j 

Tons 

Gross. 

Tons Tons 

Gross, Gross, 

*30 Sept. 1875 ... 1 

30 Sept. 1909 2681 773,429 


3^878 

i44|x62,32S 1x0x05,081 

6 1,065 

1 

*73 

!: lol 

36,103 150 163,390 ,283 141,184 
729 z68 773,429 ! 2al 4,607 


'"irjiiyje figures for this date include vessels preparing, but not actually commenced. 

These figures show that the average size of now, it has entirely supplanted iron. Then, the 
vessels building at the present time is over tonnage in hand was equally divided between 
times that of vessels built thirty-thi‘ee years ago. steamers and sailing vessels ; now, the proportion 
Then, steel was notu sed for shipbuilding purposes; of sailing to steam tonnage is insignifi cant. 
llklERCHANT AND OTHER VESSELS (UOt Warships) OWNEllSHTP OP MF.RCHANT AND OTHER S^ESSBLS 


LAUNCHED IN E^CH OP THE PRINCIPAL SHIP- 
BUILDING Districts op the United Kingdom 

DURING x^8. ^ I 

! Steam. il Sail. . I 


Barrow, <.%c — 9; 
Belfast, &c. ...' xd! 

Clyde 149I 

Humber ....j 45 

Mersey ! xz 

Tees, ^-c 1 31 

Tyne S3 

Wear 40I _ 


Gross Tons. ||lS'o.| Gross Tons. 


(not Warships) Launched in tee United 
Kingd om during X 908. _ _ _ ___ 

tViTEim (HyxiU). _ GmssTons. 

United Kingdom i 30X ; SS 479 $S 

British Colonies | 74 | 67,5x8 

Austria-Hungary ; 6 22,698 

Belgium 13 40,039 

Germany i 4 19,671 

Greece | 7 23,168 

Holland ; 3 33,274 

Norway ; 17 32,273 

Spain 6 18,178 

Sweden 7 20,979 

Otiier Countries, & for sale I 85 96,876 

... Total Launched.... .. i 523 \ . 929,669^ I 


i Hfr chant Ves s els and Wars h ips of xoo tons and upwards, Launched Abroad during 1908. 


Merchant Vessels ; 
No,{ Gross Tons. 


Warsliips. ! 
I No. I Displacement. 


*Briti.shColoines ixc 
♦America, U.S. 238 
Austria - Hung. 24 

Benmarh 34 

France 50 

Germany 

Holland.., 76 

1 Italy 34 


1 CocyTBY. 

1 Merchant Vessels. 

"Warships. 

I' 


Gross Tons. 

,No. Displacement. 

.iJapaii.. '73 
.jKorway ' Sx 

'Other Countries 43 

59,725 

52,839 

32,981 

6 2,3^ 

X S 50 

x8 10,360 

Total... 

...jssa 

903,6*7 

1 9*1 235,503 


* Excluding river vessels'and wooden vessels 
built on the Great Lakes. 
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S'j&tppins ©toitflt in raci^ ffimttttrjj of t|)o J'Slorlti. — ^ xiimbeb. tonnage, Aso DEsoniraios of vessels 

OP 100 TONS AKD UPWARDS. (Extracted from “ Lloyd’s Begister Book,” 1909-3E910.) 
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®«an IBletcanftle ^Fleets— anti jFom'gn. 

First Steamboats— Karliest Lines— Historioai. Sketohes— Evolution prom Steam 
Packet to Steam Palace, on the Atlantic— Owners of the Largest Fleets, 
*Steam AND Sail— Biggest and Fastest SteamPiRS. 


In tlie early part of the i8th century numerous 
j inventors propomided schemes for applying 
j steam power to vessels to be run upon rivers and 
I canals, but only their names can be given in the 
I chronological list of the first steamboats (vide 
; page 753). 

1824 witnessed the birth in England of the 
railway system. tVith the introduction of the 
I “ iron horse ” the Oeneral Steam Navigation 
1 Company arose to champion the adoption of 
} steam. The national benefits calculated to 
result from steam power, enabling vessels to 
enter and quit harbour regardless of wind and 
! tide, were emphasised by the directors in the 
prospectus. Ocean trade was then carried on 
1 with sailing ships, mostly under 500 tons each, 

I and all the steamboats in the United Kingdom 
only numbered 109. 

Since the beginning of the last reign, steam- 
propelled vessels have vanquished the time- 
honoured “ clippers.” Iron for building purposes, 
being stronger, supplanted wood, but had itself 
to yield to steel as soon as that lighter material 
could be produced cheaply. 

The “auxiliary screw” only stayed long 
enough to enable the unobtrusive “propeller” 
to make sure of superseding, for ocean services, 
the unwieldy “paddle-wheels.” “Compound 
engines,” which largely reduced coai consump- 
tion, paved the way for “ triple-expansion ” ones. 
These were next duplicated to drive “twin 
screws,” with which all steamers of the highest 
class are fitted, and now steam turbines, having 
been tried successfully, have been adapted to the 
largest and fastest liners, increased speed per 
indicated horse-power, diminished coal consump- 
tion, and reductions in weight of machinery, 
engine-room staff and vibration being obtained. 

Space being so iimited, the evolution “ from 
steam packet to steam palace ” in the North 
Atlantic trade is presented in tabular form 

iJanada belongs the credit of having built 
and engined the first steamer to cross the Atlan- 
tic. This was the Royal William, launched at 
Wolfe’s Cove, Quebec, 1831. In 1833 she went i 
from Pictoii, N.S., to Gravesend, arriving Sept, 
ixth, after az days’ passage. 

The pioneer steamer from the Old World to the 
New was the Cork packet Sirius. Leaving Cork 
April sth, 1838, she reached New York April asrd, 

I having been compelled to burn everything 
available. On the same day the Great Westerri, 
the first specially built for the Atlantic service, 
paddled in, having left Bristol April Sth— a 
wonderfully quick passage of 145^ days. A third 
company started with the Royal William ; she 
was the earliest steamer with watertight com- 
partments, and the first to cross from Liverpooly 
July, *838, taking 19 days. 

The Royal William had been chartered from 
the City of Dublin Steam Backet Company, now 
the oldest steamship company in the world. 

The Irish company was practically the god- 
father of the Peninsular and Oriental Company, 
so called when the mail services upon this side 
of Egypt were combined in 1839 under the time- 
j honoured flag of the “P. & 0.,” which received 
..., ,,.Uts,:Ch&rter.ln.,i84o. ' 

The failure of tlie earliest Atlantic companies 


did not deter the establishment and develop- 
ment of the Ounard Company. Samuel Cunard, 
to the discomfiture and astonishment of the 
Great Western Company, secured the subsidy 
of ;^^8o,ooo a year for a monthly Atlantic service 
of 4 steamers. The gun-brigs were thereupon 
superseded as mail carriers, and a brighter era 
was auspiciously commenced by the despatch of 
the Rritamda, 1,139 tons, on J uly 4th, 1840. 

In 1839, the IloyalMail Steam Packet Company 
undertook the conveyance of mails To the West 
Indies at a time when a steam passage of even a 
fortnight’s duration was to many a subject of 
wonder,' and in 1840 the Pacific Steam Navigation 
Company was formed to run a service between 
Panama and Valparaiso. 

Owing to the revolution mechanical science 
caused in the carrying trade of the sea, antiquity 
by itself counted gradually less even in the 
conservative kingdom of the sailor, and as the 
old order changed, shipowners who neglected 
to advance with rhe growing wants of the times 
fell out or dropped behind. As the size 
of steamships increased, the heavy cost of 
construction necessitated the establishment of 
corporations with great strength of capital, 
which control the principal ocean routes. The 
origin of each leading company is briefly out- 
lined in a series of “ Historical Sketches,” and the 
largest British and foreign ownera are refeiTed to. 

The Great Britain was 322 x 40 X 31 ; tonnage 
3,270; h.p, 1,500. 

The Great Eastern was 680 feet long, paddle 
engines 1,710 h.p. and screw engines 1.000 h.p. ; 

‘ tonnage, 18,918 ; 14 knots speed ; daily coal con- 
sumption, 300 tons ; longest day’s run, 333 knots. 

Borne homeward runs by clippers were of 
sufficient interest to be chronicled here. The 
Red Jacket in 1854 crossed from New York to the 
Mersey in 13 days ; the Dreadnought, 1,413 tons, 
220 X 45 X 26, eclipsed all previous runs in 1862, 
when she reeled off between Sandy Hook and 
Queenstown the enduring record of 9 days 17 
hours. The TAermopj/^ce’smaidenvoyagein 1868, 
of 60 days between London and Melbourne, re- 
mains the fastest ever known. In 1869 the 
Patriarch, 1,339 tons, made for the same owners j 
(the Aberdeen Line) the record passage of 68 
days between London and Sydney. 

In 1814 the steamboats of all kinds registered 
in the United Kingdom amounted to less than 
1,000 tons, increjised to nearly 8,000 tons by 1820. 
There were 766 British steamers afloat in 1838, in 
all just short of 150,000 tons. The in valuable 
Register Book which is published by the 
Committee of Lloyd’s Register of British and 
Foreign Shipping shows that on June 3otli, 1909, 
nearly every other steamer upon the high seas 
was under the British ensign, the steamship 
empire-builders of Greater Britain owning 9,758 
vessels, 17,702,714 gross tons, exclusive of 1,807 
ships (1,123,728 tons) belonging to the dwindling 
disciples of time-honoured canvas. 

The British flag still flies over nearly one-half 
of the entire shipping tonnage of the world, but 
this preponderance is steadily decreasing, and 
a perusal of the statistical tables which are 
appended evidences the ever-increasing activity 
of foreign nations for the carrying trade of 
the sea. 
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FIKST SXEAMBOATS, PIOFEEE, SAILINGS 
AND EARLIEST LINES. 

X707. Beilis Papin experimented on River 
Fulda witli paddle-wheel steamboat. 

1736. Jonathan Hulls patented designs similar 
to modern paddle boat. 

X769. James Watt invented a double-acting 
side-lever engine. 

1783. Marquess of Jouffrey made experiments in 
France. 

2785. James Ramsey, in America, propelled a 
boat with steam through a stern-pipe. 

1785. Robert Fitcli,"in America, propelled a 
boat with canoe-paddles fixed to a moving beam. 

X787. Robert Miller, of Edinburgh, tried primi- 
tive manual machinery. 

1788. Miller, with * Symington, produced a 
j double-hull stern-wheel steamboat. 

I xSo2. Charlotte I>imdas, the first practical 
I steam tugboat, designed by Symington. 

I 1804. screw-boat designed by Stephens 

I in New York ; first steamer to make a sea voyage. 

I 1807. Clermont, first passenger steamer con- 
i tinuously employed ; built by Fulton in U.S.A. 

1812. Comet, first passenger steamer con- 
tinuously employed in Europe ; built by Miller 
in Scotland. 

xBiB. Rob Roy, first sea-trading steamer in the 
world ; built at Glasgow. 

1819. Savannah, first auxiliary steamer, paddle 
wheels, to cross the Atlantic ; built in New York. 

1821. Aaron Manhy, first steamer (English 
canal boat) l)inlt of iron. 

1823. City of Dublin Steam Packet Co. was 
estalilished. 

1824. General Steam Navigation Co. was 
established at London. 

1824. George Thompson & Co. (Aberdeen Line) 
were established. 

182s- Enterprm made the first steam passage 
to India. 

1825. William Fmveett, pioneer steamer of the 
P. & 0. S. N. Co. 

1830. I’. J. Harrison (Harrison Line) were 
estalilished at Liverpool. 

1832. Ellmrkah, ii’oii steamer, took a private 
exploring party up the Niger. 

1834. Ll<).vd’.s Fuigistcr for Britisli and Foreign 
Sluj>ping establi.shcd. 

1836. F. Green & Co, establislied at London. 


1836. Austrian Lloyd Steam Navigation Co. 
established at Trieste. 

1837. Francis B, Oj/dm, first successful screw 
tugboat ; fitted with Eriesson^s propeller. 

1838. A rchimedes, made th e Bover-Ca lais passage 
under two hours, fitted with Smith’s propeller. 

1838. R. F. Stockton, built for a tugboat, 
fitted with Ericsson’s propeller, sailed to 
America ; first iron vessel to cross the Atlantic ; 
first screw steamer used in America. 

1839, Thamss, pioneer steamer of the Royal 
Mail Steam Packet Co. 

1839. George Smith & Sons (City Line) were 
established at Glasgow. 

1840. Britannia, pioneer steamer of the Cunard 
Line. 

1840. Chile, pioneer steamer of the Pacific 
Steam Navigation Co. 

1845. Great Britain, tvBt ivon screw steamer, 
preem’sor of modern Atlantic steamer. 

1^5. Thos. Wilson, Sons <fc Co., Ltd. (Wilson 
Line) established at Hull, 

X847. Pacific Mail Steamship Co. established 
in America. 

1849. Houlder Brothers & Co. established at 
London. 

1850. Bullard, King & Co, (Natal Line) estab- 
lished at London. 

1850. Messageries Maritimes de France estab- 
lished. 

i8$o. Inman (now American) Line, established 
at LiA'erpool. 

x8si. Tiber, first steamer of the Bibby Line, 
established 1821 at Liverpool. 

1853. F'orermmer, pioneer steamer of the 
African Steamship Co. 

x8s 3. Bnion Steamship Co. was established 
(now Union-Castle Line). 

x8s^. Rorwm'U', first steamer of the Hamburg- 
American Packet Co., established 1847. 

1854. Canadian, first steamer of the Allan 
Line, established 1820. 

1855. British India Steam Navigation Co, was 
established. 

x8s6. first steamer Anchor Line. 

1857. Waldensian, fii'st steamer of J. T. Rennie, 
Son & Co. (Aberdeen Line). 

x8s8. Bremen, first Atlantic .stejimer of the 
Norddeutscher Lloyd, established 1856. 

1858. Great Eastern launched into the I'Uames, 
Jan. 31 ; commenced, May i, 1854. 


N I'MBER OF VESSELS OVER 5,000 TONS EACH, AND PARTICULARS OF LARGEST 


Country. 

No. 

Silip’s Name. 

Gross Toiisj 

Spejd.| 

Austria | 

Belgium 

8 

3!artha Washington 

8,31a 

13% 

16 

Brazil 



3,840 

6,2X0 

Chile 




Bemnark ' 

^''Sh 


16 
■ zx . 

19 1 

1 

Franco ' 

Germany i 

Great Britain ... 
Greece ' 

79 
^93 
[ '6x0 

! ■ 2 

La Provence 

George Washington 

Mauretania 

Athinai 

27,000 

31,938 

6,742 

34,149 

9,^95 

*3,4S4 

4,S78 

Holland 

37 
i 38 
39 


7 , 

Italy, .......i 

TiJi/in TT-Tt 1 ---- 

.Tapan 

Tenvo Mam 


Norway 

TTeririlr Thppn , 

14 1 

’* j 

Portugal 

■ 2 ' 

Lns'itania --r--,- 

< 1 

Russia 

, Z2 

Russia 

SjSS 7 

8,598 

8,748 

6,000 

30,718 


Spain 

9 1 

Alfonso NTT .. 

7 

Sweden 

3' 

Vollratli Tliam...... 

United States ... 
Total 

^9|.i 

X.2^8 i 

Minnesota 

* ' 


Austrian Lloyd. 

Red Star Line. 

Lloyd Braxileiro. 

S, Amei’ican Nav. Co. fhageii. 
Forenede Ba.mpskilis, Copeii- 
Com. Gen, Transatlantiquc. 

N ord doiitscher LI oy d . 

Cunard. [Nav. Co., Ltd. \ 

Hellenic Transatlantic Steam ' 
ITolland-American Line, 

Nav. Geii. Italiaiia. 

Nippon Yiiseu Kaisha. 

W. T. Torkildsen. 

Empreza Naoional de Nav. ii 
— [Vapor. 

Compania Trasatlaiitica. 

P, A. Welin. 

Gt. Northern SteamshiT> Cf). 
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FE.OM 

(1) Wood Paddle-boats. 

(2) Iron 

3S[ame of Steamer. 


STEAM PACKET TO STEAM PALACE, 
i) (6) Steel Twin-Screw Steamers. 


Owners. 


1840 

1849 
x8s6 

4 ^ 

1856 

i86a 

^845! 

1850 
1858 

t868 

1869 

1871 

X874 

3 c 875 

X879 

1881 

issai 


XS79 

x88i 


*884 


Eoyal William (1) Quebec & Halifax S.N. Co.| 

Sirius British and Amer. S.H. Co. 

Great Western Great Western S.N. Co. .. 

Royal William (2) Transatlantic SS. Co. ........ 

Britannia Cunard Line 

Atlantic Collins „ 

Borussia Hambui^- American Line . . 

Adriatic Collins Line 

Bremen...... Norddeutscher Lloyd 


Persia (2)j Cunard., 

Scotia , 


Great Britain. . . . . — ... . .(3) 

City of Glasirow.. 

Geeat Eastbkn 

Italy 

City of Brussels.. 

Oceanic (ist) ..... 

Britannic.... Wliite Star 

City of Berlin j Inman 

Alaska ! „ 


Great Western S.H. Co. 

Inman Line..... 

East, and Australian SS. Co. 

National Line 

Inman 

White Star Line 


Oregon . 


Cunard 


lluenos Ayreati .•••(4)1 Allan Line . 

Servia Cunard ,, . 

oity 0*1^0- {SoVS'-r ;;= 

America I National „ 



x886i Aller ' Norcldeutscher Lloyd . 


/City of New York ......(S)| 

I City of Paris 

/Teutonic 


I Majestic 
FUrst Bismarck, 
La Touraiiie ... 


St. Louis 


1889 - 

1890 
*892 

1893 

x89sl 

1897; Kaiser Wilhelm derGrossej 

*8991 Oceanic 

igooj Deiitschland 

xgox! Celtic 

1902: Kronprinz Wilhelm 
X903i Kaiser Wilhelm II. 

X904 Baltic j White Star Line 

„ jVictorian j Allan Line .... 

X907j Lusitania i Cunard Line.. 

J, ! Mauretania ••] ., » 


Norddeutscher Lloyd ....... 

White Star Line 

Hamburg- American Line . 

White Star Line 

Norddeutscher Lloyd 

Norddeutscher Lloyd 


Remarks. 


Inman & International (i) 
American Line (2) j 

White Star Line 

Hamburg- American Line ... 
Compagnie Gendrale Trans. 

taSS!";:::::;:::;::::::;::;}|cuna.'dLme { 

)St. Paul Ij ^vn^erican 


From Pictou (N.S.), xst to cross the 
Atlantic. 

Bk'ora Cork, xst departure from IT.K. 

,, Bristol, xst built for Atlantic, 

„ Liverpool, xst departure. 

„ Liverpool, xst carried Britishmails. | 
„ New York, ist carried U.vS. mails. 

„ Hamburg, xst „ ,, 

Last sailing of Line. 

From Bremen to New York. 
xst Cunard iron paddle steamer. 

Last __ „ ,, „ ,, _ 

xst Atlantic iron screw steamer, 
xst to carry steerage passengers, 

Paddle wheels and propeller, 
xst Atlantic ss. with comp, engines, 
xst ,, „ ,, steam steering gear. 

i.st with ’midship saloon, &c. 
xst to exceed 5,000 tons, Great Eastern 
xst with electric light. [excepted. 
Watertight compartments floated her. 
xst “ ocean greyhound.” 

Sunk outside New York ; everyone 
saved by N.D. Lloyd ss. Fulda. 
istAtlantic steel steamer.* ' 
xst Cunard ,, ,, 

Fitted with three funnels, 
xst and last express ss. of Lino, 
xst with 20 knots speed, 
xst triple-expansion express^s.s.f 
xst twin-screw' ocean exjiresses.l 
xst to exceed 10,000 tons,G.E. excepted. | 

Designed as mercantile cruisers. 

xst under 6 % days from Southampton, j 
Record Havre to New York, 6 % days, 
Lucania : highest day’s run 562 knots. 
Liverpool to New York records. 

Largest express steamers ever built in ] 
America. 

Record day’s run, 580 knots. [tons. | 
Balanced engines, ist to exceed xs,ooo 
Fastest ocean steamer to date, 
ist to exceed 20,000 tons. 

Largest Express steamer to date. 
Largest steamer to date, 
xst fitted with turbine eitgines. 

I Largest and fastest in world. Fitted j 
with turbine engine.s. Record day’s j 
run, Mau re tania, 673 kn ots. 


* Ifnicm On. of N.Z.’fi Rfitoraohaiui, 1,763 tons, -was first, ocean steel ss. 1879. 
t Narteno, 2,432 t(in.s, of Wilson Liiic, ivas first. Athmtie cargo triple-exiiansion ss., 

I Netting Hill, 3,931 tons, of Twin-Screw Cargo Line, came out so engined, i 88 s 


REDUcTiON OF Passage. 
I>a,ys. 

1862. Under 9 from Q’town. Scotia 


Tons. 

1869. „ 8 ,, „ City of Brussels 3,081 

x 882. „ 7 ,, ,, Alaska 6,400 

1889. ,, 6 ,, ,, City of Paris ...10,669 

*894- >» n Lucania ^2,950 

1897. 6 „ S’ton. Kaiser Wilhelm 

der Grosse...r4,349 
X903. ,, sK 5t Cherb’g. Deutschland ...16,502 

1909. 4d.10A.5xm.from Q’town. Mauretania 31,938 


Progress in Length. 


Peet- 

1838. xst to exceed 200 
300 


x 84S. 

1858. 

X871. 

1881. 

1893. 

X899. 

1904. 

1907- 


680 
400 
$00 

■700' 

... , ^7*6 

790X88X80 feet. 


Tor s. 

Great Western... 1,340 
Great Brita-in ... 2,084 
Great Eastern ...18,918 

Oceanic (1) 3 >807 

Servia . 7,392 

Campania 12,952 

Oceanic (2) 17,247 

Baltic 23,00c 

Mauretania 3x,938 


Whitaker’s almanack, 1910* 


.LAUGESt steamship OWKiBS iF THE WOELD. 
Owner s of over 100,000 gross t-ons in orde r of tonnage. 


, Total 
Tonnage. 


Over 
m ' 
iRnota ■ 


Hamburg- American .......... 

Forddeiitscher Lloyd 

White Star 

British India Steam K. Co. . 

P. & 0 . Steam F. Co 

A. Holt 

Elder, Dempster & Co 

€ 0 ,irness- Withy Co., Ltd. .... 

Elleman Lines, Ltd 

Compagnie G^n^rale Trans. 

Nippon Yiisen Kaisha 

Aiessageries Maritimes ....... 

Union-Castle 

Navigazione Gen. Italiaiia . 
Hansa;.. 

Leyland 
Austrian Lloyd 
Harrison 
Cunard 

Eoyal Mail S.F. Co. 

Lamport & Holt 

Clan 

Hamburg South American .. 

Canadian Pacific Eaihvay 

Wilson., 

Kosmos 

Pacific Steam N. Co. . 

Chargeiirs Eeiinis 

Deutsch-Australische, 

Union S.S. Co. of N. Zealand. 
Allan 

Eorenede Dampskibs Selskab] 

E. Eopner tfc Co 

Andrew Weir & Co. 
Anglo-American Oil Co., Ltd. 

Holland- America 

Atlantic Transjjort Co. 

Eed Star 

Prince 

New Zealand Shii>ping Co. 

Osaka S. K. Ltd 

Anchor 
‘Booth 
Main & Son 
Biicknall S.S. Lines Ltd, ... 
Anglo-Saxon Petroleum Co. 

Eotterdam Lloyd 

‘Moor Line....... 

Nederland Line 


Hamburg 

Bremen 

Liverpool 

London 

London 

Liverpool 

Liverpool 

West Hartlepool .. 

Liverpool 

Paris., 

Tokio 
Paris, 

London . 

Genoa .... 

Bremen . 

Liverpool 
ITrieste.... 

Liverpool 
Liverpool 
London . 
j Liverpool 
Glasgow . 

,I;Iamburg 
Montreal 
Hull 

|Hamburg . 
Liverpool . 

Paris 

Hamburg . 
Dunedin .... 
Glasgow .... 
Copenlmgen 
West Hartlepool ... 
Glasgow ... 

[London ... 
[Eotterdam 
London ... 
finWerp ... 

Ne wcastle-on-Tyue| 
London 

Osaka 

Glasgow ..., 
Liverpool , 

St. Ives .... 

London ..., 

London ..., 
Eotterdam, 
Newcastle-on- Tyuej 
Amsterdam 




*71 i6j ssl *<jj *3 Jc«| 
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OCEAN STEAMEES. 16 Knots and OV 


870.000 

752.000 

461.000 

453.000 

400.000 

350.000 

346.000 
344>ooo 

312.000 

309.000 

307.000 

295.000 

294.000 

293.000 

250.000 

249.000 

242.000 

217.000 

216.000 

2X2,000 
ZXX,000 

203.000 

197.000 
X93,ooo 
X9x,ooo 
x86,ooo 

183.000 
x6o,ooo 

158.000 

157.000 

156.000 

150.000 

150.000 

133.000 
128,526 

125.000 

124.000 

123.000 

121.000 

118.000 

115.000 
1x4,000 

114.000 

113.000 

1X2,000 

110.000 

108.000 

107.000 
xo6,ooo 

ER. l^iimber belonging to each Country. 


11 14. 


Under 

is 

knots. 


A 7 .. 


Total. 


Country. 

20 knots 
& aV)ove. 

19 knots. 

i8| kts. 

;i8 knots. 

17^ kts. 

17 knots.} 

16 knots. 

Total. 

Argentine 




... 





Austria 






3 

4 

7 

Belgium 







S 

3 ' 

Denmark 







' s 

S ■' 

France 

4 

I 



3 

7 

13 

28 

Germany 

5 

1 


z 

2 

X 

6 

X 7 

Great Britain 

13 

6 

7 

29 

13 

23 

49 

120* 

Holland 






2 

, X , ' 

a ^ 

Italy 





1 

1 ' 

8 

20 

Japan 

2 





3 

" X ■' ■ 1 

6 

Eoumania 

... 

... 

4 




... 

4 

• Eussia 

2 

X 





I 

4 

Spain ' ' 

... 

X 





2 

3 

United States 

4 

2 


9 

2 

1 so _ 

21 '' 

4a 


30 

12 

■ 11 1 

1 30 

21 . 

i 39 

I 



* F. & O., 29 ; White Star. 13 ; Unioii-Castle, xx ; Cunard, to ; Orient, lo ; Can.Facitu', 7 ; F.ritish India , 6 ; Union < 
xs.Z.,s; Allan, 4; Atlantic Tranimort, 4; Ivhedivial S.S. Co., 3; Adelaide S.S. Co., Anchor, Howard Smith, Huddart, 
Parker, ImiJCrial W, India, and Faeifie S-K. Co„ 3e,ach; also Anglo- Algerian S.S. Co., Dominion, Elder, l)emp.ster. 
International Nav. Co., K.in.sk, Angl Aktieb., and tJtuebec S.S. Co., * each. N.B. — There were on .Inm; 30. 1900, about 
1,750 ocean steamers i n t he wo rld capable of a sea-speed of at last *a knots per hoxir, of which about 982 were Jiritish. 
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VESSELS XO.QOO TOJNS AJMJ^ U V liiJKi, ujMJMvn. so 


XkAi| VXP, 


Under 
at, 000 Tons. 

11.000 Tons 
to ainder 

22.000 Tons. 

13,000 Tons 
and above. 



2 

X 


2 



2 



3 


2 

X 

I 

... 

X 

4 

... 


2 




I 

... % 

2 





X' 

X 


4, 

... 

2 ' 




2 

2 



... 


X 

... 





2 

... 

X 



2 


3 

... 


2 

... 


2 

... 

I 

... 

... 

2 

... 


X 

... 

••• 

s 



X 

2 



2 



X 

X 


X 

... 

2 ' 


... 

I. 

2 


, 'x,:,: 

... 



2 



X 

... 

3 

... 

5 



2 



... 

x 

... 

... 

2 ' 


... 

2 

2 

X 

X , , 


2 


... 

X 


... 

X 


••• 

... 

' 4 

33 

22 

49 


Owners and Steamers. 


Uamburg-Am&ncan Lvm — 

Amerika, Kaiserin Auguste Victoria..... 

Hamburg (i6), Bluchei* (i654), Moltlce 

President Grant, Eresideiit Lincoln 

Patricia, Pennsylvania, Graf Waldersee 

Batavia, Bulgaria, Pretoria 

Xorddeutscher Lloyd-— 'Bfmzew Alice 

Bremen, Barbarossa, Pried, der Grosse, Kdningin Luise 

Piinzess Irene, Kbnig Albert 

Grosser Kurfurst 

Main, Eheiu 

Mollaml-Amerimn Lwie— Rotterdam 

New Amst’rd’m, Statendam, Potsdam, Ilynd’m,Noord’m| 

Pacific Mail Steamship Go.— Korea, Siberia 

Mongolia, Manchuria 

United S. S, Co. ofCopenhagen — United States, Hellig Olay 
Great Northern 'S.S. Co. of t/'./S'.— Minnesota (ai,ooo tons)! 

Ped Star Liiie— Vaderland 

International Mercantile Marine — Finland, Kroonlaud.. 

International Navigation Co — Zeeland 

Haverford, Merion 

‘British— Mantua, Morea P.&O.Co.. 

Macedonia, Marmora „ 

Briton, Saxon, Walmer Oastle Union-Castle Line 

Ai'madale Castle, Kenilworth Castle ,, 

Adriatic (24,541 tons).... White Star 

Celtic, Cedric, Baltic, LaurentiCjMegantic „ 

Arabic..... „ 

Victorian, Virginian Allan 

Grampian, Hesperian „ 

Tunisian, Corsican „ 

Ivernia, Saxonia, Carpathia Cunard 

Carmania „ 

Slavonia (i4l4),Ultoma (13), Carouia (20,000 tons) .... 

Cymric White Star Line 

Winefrediaii, Devonian Leyland 

Georgic, Athenic, Corinthic, Ionic... White Star 
Afric, Medio, Persic, Eunic, Sue vie „ 

Eomanic, Canopic „ 

Cretic „ 

Minneapolis, Minnehaha •» Atlantic Transport 

Minnetonka, Minnewaska ) Line | 

Amazon, Araguaya, Avon, Asturias Eoyal Mail 

Cairo, Heliopolis Egyptian Mail S.S. Co., Ltd. 

Pericles Geo. Thompson Co., Ltd. ... 

Orcomo Pacific S. N. Co....! 

Orsova, Orvieto, Osterley, Otway Orient Line.... 

Totals. 


Speed. 


X 7 

s5 . 
14 , 

X2 

16 

ISK 

xs 

14 

X7 

15 
x8 

16 
16 

14K 

16 

16 

16 

14 

xBH 

18 

175 ^ 

xS 

X 7 

16 

x8 

15 

16 
IS^^ 
18 
18 

Zy 

Ihi 

16 
16 
16 
x6 
IS ^ 

19K 
xs , 
I 6 J 4 

z8 


N B.— Of the 268 steamers under construction in Great Britain, Sept, 30, 1909, 229 were above 3,000 tons each 
of these, 34 exceeds ‘ 
two 30,000 tons each. 


of these, 34 exceeded 6,000 tons each, 8 were not less than 10,000 tons eaS, 3 exceeded zs.ooo tons each, and 


LAEGEST SAILING-SHIP OWNEES IN THE WOELD. 


Owners. 


A. B. Bordes & Son 
S0ci6t<i Noiivelle Armement 
Anglo-American Oil Co., Ltd 
Ehederei Aktieu Ges V. , 1896 

P. Laeisz..... 

Andrew Weir & Co 

Wm, P. Palmer 

Com. Maritime Pran^taise.. 

Knohr <fc Burchard 

W'm.Thomas, Sons&Co.,Ltd. 

Thomas Law & Co 

The Coastwise Transpn. Co. 
Soc.Anon, des Voil. Nantaisj 
Mac vicar, Marshall <fc Co... 

B. H. Watjen & Co. 

California Shipping Co 

Eobert Thomas & Co 

** Alster " Aktien Ges 

»Visargis**EhederxAkx.Ge3 


Ships. 

Tonnage. 
Net tons. 

41 

9X,o8o 

29 

58,000 

x6 

44,000 

21. ■ 

4X,ooo 

16 

39,000 

x6 

33.000 

14 

30,000 

13 

z6,ooo 

12 

z5,oOo 

X 3 

23,000 

13 

23,000 

13 

22,000 

xo 

2X,000 

8 

20,000 

XX 

20,000 

XX 

19,000 

IX 

x8,ooo 

8 

20,000 

9 

17,000 


Belonging to 


[Dunkirk ......... 

iNantes 

London ............ 

Hamburg 

Hamburg-.. 

iGlasgow 

Dorch’sPr,Mass. 

Nantes 

Hamburg 

Liverpool 

Glasgow 

Boston, Mass. ... 

Nantes 

Liverpool 

Bremen 

San Prancisco... 

Liverpool 

Hamburg 

Bremen 


Name and Toimage of 
Largest Ship. 


iNord 2,905 

Ville dn Havre 2,806 
Navahoe ...... 6,970 

Urania 3,060 

Preussen* 4,765 

Cedarbank ... 2,825 
Jane Palmer... 2,800 

Thiers 2,251 

[Eeinbeck 2,630 

Crocodile 2,371 

Dumfriesshire 2,483 
W^m. L.I)ouglas3,47o! 
Eochambeau 2,31 xj 
Bunstaffnage 3,x29 

Adelaide 2,915 

Alex. Gibson... 2,043 

Milverton 2,070 

Alsterdamm ... 3,259 
Nal 2,571 1 


Eemarks. 


[Own 

[Own 

Ship. 

Own 


Own 

Owm 

Own 


X SteammC” 

30 Steamers. 

, 5 Masts. 

2x Steamers. 


X Steamer. 

XI Steamers. 
X Steamer. 


Own 3 Steamers. 


* Length, 437ft. ; breadth, S3‘6ft. j depth, ss'Sft. ; displacement. 13,000 tons; cargo, d.'W. capacity, 8,000 tons; 
surface of sails, ^.000 square feet. 


1910 . 
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OCEAN STEAMEES. «o Knots and othr. In order of Tonnage. 


Built in 


1907 

2907 

3:908 

xgoz 

1899 
igoo 
190X 

1905 

1897 

1906 

1908 
3:908 
1908 
X893 
*S 93 

1900 
1900 
189s 
3c89S 
x888 

1889 
xBgo 
X889 

1890 
xgox 
X907 
1908 

1907 
xgoS 

1898 
3^98 


|*Maiiretaiiia 


Cuiiard . 


N.I). Lloyd 

Wiiite Star !'/.!!!!!!!'/. 
iHamburg-American 

m.B. Lloyd 

Com. 06 n. Trans, ... 

KD. Lloyd 

Canadian Pacific Ey. 

Toyo Kiren, Japan . 

Cunard . 1 ! 


*Liisitauia 

Kronpriiwessiu Cecilie, 

Kaiser Wilhelm 11 . ... 

Oceanic 

Deutschland 

jKronprinz Wilhelm ... 

La Provence 

iKaiser Wilhelm der Grosse] 

Empress of Britain .... 

Empress of Ireland 

Tenyo Marii 

Chiyo Maru 

Campania 

Lucania ...... 

La Savoie } 

La Lorraine ] 

St. Louis > 

St. Paul ) 

New York 

Philadelphia (ex Paris) ... 

Majestic 

Teutonic 

Moskwa 

Smolensk 

■Maori 

Salsette 

Charles Eoux 

SakuraMaru 

Isis i 

Osiris 1 1 ■ i 

550 ; and 01 ., 500 ; 3rd CL, 1,300 ; Crew, 800 • Horse Power, 
t Chant, de I'Atiantiqae, Nazaire. 


Com. Gdn. Trans. . 

Ilnternational Mer-fl 
cantiie Marine Co. \ 


White Star . 


EussianVol. Fleet... 
Euss. Vol. Fleet Assn. 

Union of N.Z 

P. & 0 

Com. G^n. Trans. ... 
Imperl.Marine Assn. 


Gross Tons. 

Dimensions. 

Speed. 

3^)938 

790X88X77 

“"I 

3 *)SSo 

785X88X77 

24 ^ 

19)503 

685X72X40 

23 K 

19 ) 36 * 

678X72X38 

nU 

17,274 

685X68X44 

zx 

.16,502 

662X67X40 

23K 

14,908 

640X65X43 

23 

* 4)753 

602X65X38 

20 

14,349 

627X66X35 

22l^ 

14,189 

548X65X36 

20 

14,191 

548X65X36 

20 

* 3)454 

558X61X35 

20 I 

13,426 

550X63X35 

20 1 

12,950 ) j 
12,952 fj 

601X65X37 

22 

( 11,168 ) 1 
V 11,1461 j 

563X60X35 

' ■ . j 

20 

11,629 
11,629 1 

535X63X37 

. j 

21 

10,798 ] 
10,786 1 

527X63X22 

20 

10,147] 

9,984 } 

565X58X39 

20 

8,430 

504X57X34 

20 

7,270 ■ 

486X58X26 

20 

3)399 

350X47X24 

20 

5,842 

440X53X33 

20 

4,104 

385X45X26 

20 

3,204 

340X42X21 

21 

1,728 

300X37X17 

20 


Builders. 


Swan&H'nter 

andWigham 

Eichardson, 

Ltd. 

Clydebank. 
Stettin V. Co. 

Harland&W. 
Stettin Y. Co. 


Stettin V. Co. 
Fairfield. 

Mitsu Bishi, 
Nagasaki. 

|Fairfleld. 

Owners. 

:Cramp&Sons. 

Clydebank. 

Harlaud&AY. 
|Stettin V. Co. 

!Hawth.L.&Co 
iDenny Bros. 
tCaird & Co. 


Caird <fe Co. 


♦IsfcOL, 


j- - 


70,000. t Ohantiers et Ateliers de St. Nazaire. 
§ Mitsm Bishi, Nagasaki, 


SHQET-TEIP STEAMEES (British and Foreign). 20 KNOTS AND OVER. 


British Boats. 

fConnaught, Leinster, Munster, Ulster, all 235^ knots 
Empress Queen 22, Prince of Wales2i,QueenVictoria2i, 

Yiking,* Ben-my-Chree.. 

France 21 54 ) Sussex, Tamise, Manche, all2i54j Arundel 

Brighton,* Dieppe* 

Cambria, Anglia, Hibernia, Scotia, Eathmore 

Antrim, Londonderry,* Manxman* 

Brighton Queen, Britannia, Cambria, Westward Ho 
The Queen,* Invicta,* Onward,* Empress,* Victoria* 
St. David,* St. George,* St. Patrick,* St. Andrew ...... 

Queen Alexandra* 

Devonia, Gwalia 

Eoyal Sovereign 

La Marguerite 

Princess Maud* 

Kingfisher* ^ 

Duchess of Argyll* 

Viper* 22 j 

Copenhagen,* Munich* ....... 

Duke of Albany, Duke of Argyll,* Duke of Cumberland* 


Total.. 


, Foreign Boats. 

Belgian Government : 3, aa kts. ; 3, ax kts. ; x, 24 kts.. 7 

Cie. des Chemins de Fer du Nord of France ... a 

Zeeland Steamship Co. of Holland 3 

Kaiser 20 x 

Yashmoo 20 t 

Total....... X4 


Owners. 

City of Dublin Steam Packet Co. 

Isle of Man Steam Packet Co. 

London B. & S. C. Eiiil way. 

London B. & S. C. Eailway. 

London <fe North-Western Eailway. 
Midland Eailway. 

P. A. Campbell, Ltd. 

South-Eastern & Chatham Eailway. 
Fishguard <fc Eosslare Eaii & Harbour 
John Williamson. [Co. 

Barry <fc Bristol Channel S.S. Co. 
FaiiEeld S. & B. Co., Ltd, 

Liverpool & North Wales SS. Co., Ltd. 
Portpatrick <fe Wigtownshire Eailway. 
General Steam Navigation Co. 
Caledonian Steam Packet Co., Ltd. 

G. & J. Burns, Ltd. 

Great Eastern Eailway. 

IfLancashii’e & Yorkshire and London & 
ii North-Western Eail ways. 


Dover— Osteiid Service. 

Dover— Calais Service. 
Queenborough— Flushing Service. 
Hamburg- American. 

White Star Line,*U.S. 


* Tarblne engines. fThe four fastest short-trip steame'rs in tils world. 
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Ocean MercsntUe Fleet s-~ British and Foreign, 


iS?i0tomal 

Por other large 
JlBEEBSIES IiIS'E, tietween London and Aiis- i 
tralia vid South Africa, is managed by the owners. 
Messrs. George Thompson <fc Co., Ltd. (founded 
at Aberdeen, i8z4), wdio have long occupied a 
prominent position in the Aiisti'alian cargo and 
passenger trades, due to the “runs” of their 
noted clippers to Melbourne and to Sydney, 
the general high standard of their fleet, and its 
exceptional immunity from loss over more than 
half a century. Their ss. Aberdeen,, built in i88t, 
was the earliest ocean steamer to demonstrate 
decisively the superior merits of triple-ex- 
pansion engines. The tonnage does not include 
any sailinj^ vessels, but the reputation of the 
line is well sustained by modern steam favour- 
ites ])eai‘ing such time-honoured names of former 
“fliers” as MiltiadeSy Momvimi,FiX\d^ Salamts. 
Two twin-screw steamers, MiUiades, 6,793 tons, 
and Marathon, 6,794 tons, each ig knots, were 
recently added to the compan5'’’s fleet, while the 
ncAV’ twin-screw steamer Pericles, xo,qz 3 tons 
gross register, is the largest vessel. This vessel 
is tlie largest British-owned ship, carrying ist 
and 3rd class passengers, trading to Australian 
ports. 

Tleet, 6 vessels; 37,430 tons. 

London Office, 7, Billiter Square, E.C. 

AFRICAlir STEAMSHIP COMPANY, the 
earliest African line, originated from a private 
expedition of the Elburkah up the Niger in 1832, 
its sticcess leading to others for opening up the 
West Coast of Africa or suppressing the slave 
trade. 'This company received its charter in 
1853, witli an annual subsidy of ^^30,000 for a 
monthly mail, passenger, and freight service 
performed continuously ever since, the pioneer 
t)oats Forerunner, Faith, Ho'pe, and Charity 
rendering valuable aid in the Crimean War. 

! In 189X the company came {see p. 760) under 
■ the management of Messrs. Elder, Dempster & 
j Company, of Liverpool, and now maintains 
! seven distinct services from Liverpool, Ham- 
i burg, llotterdam, and Antwerp to West and 
; Houth-West Africa, tlie one from the last- 
1 mentioned port being under contract with the 
' Congo Free State. 

Fleet, 39 steamers ; 90,603 tons. 

London Office, 17, Leadenhall Street, E.C. 

ALLAN LINE.—The Allan Line of Steamers 
, was originally called the Montreal Ocean Steam- 
I ship Comi>any, formed by the Allan Brothers, 
whf), as sailing-ship owners, had been connected 
with Canada since June, 1819, when the founder of 
the line, Alexander Allan, sailed in command of 
his brig Jean, of 73 tons register, from Greenock 
to Quebec, since which the connection with 
Canada has been continuous. The mail service 
began in April, 1856, with the sailing of the FaHh 
A merica n. The line has since continued to meet 
and promote the postal, commercial, and pas- 
senger requirements of the now vast Dominion, 
and has carried the mails nearly the whole of the 
time and is still doing so. Since 1839, sailings 
have been weekly. Tlie steamers go to Halifax 
and Bt, John, N.B., when the St. Lawrence is 
closed. The itineraiy inchides Glasgow, Liver- 
pool, Londonderry, and London, embracing on 
the other side, in addition to several Canadian 
ports, Boston, New York, Philadelphia, and the 
Eiver Plate. In 1903 the Virginian and Victorimi 
(34o'X6o'X4o' 6": knots), the first turbine- 


Owners, see p. 7721. 
propelled Atlantic steamers, successfully aug- 
mented the service ; both have beaten all records, 
the passage of Virginian (10,734 in August, 

1908, between Eimouski and North of Ireland 
in 3 days 4 hours being the fastest. In August, 

1909, tlie Victorian made the passage from Liver- 
pool to Montreal, including all stoppages and 
delays, in 6 days zz hours, running at an averag% 
speed of x8 • 4 knots per hour. Time from land to 
land 3 days aa hours. The largest steamer is the 
Corsican, 11,436 tons. Hesperian and Grampian 
are the latest additions. 

Fleet, 37 steamers ; 136,047*33 tons. 

Head Office, 35, Bothwell Street, Glasgow. 

AMEEIGAN LINE (see International Mercan- 
tile Marine Co.). — The International Navigation 
Co., the proprietary organisation, established in 
Philadelphia, 1871, started between Philadelphia 
and Liverpool (calling at Queenstown), 1873, with 
the four American-built, brig-rigged screw 
steamers Pennsylvcmia, Ohio, lUMurls, and 
Indiana, which, supplemented liy the Britisli 
steamers Abbotsford and Kenilworth, formed a 
reg^ilar weekly line. In 1886 the company 
acquired the Inman Line— which had been run- 
ning in Liverpool-New York trade since 1836— 
then composed of the passenger steamers City 
of^ Montreal, City of Berlin, City of Michmond, 
Oity of Chicago, and City of Chester, and con- 
tinued to employ these steamers under the name 
of the Inman (fc International Steamship Co., 
Ltd. Ill 1887 a contract was entered into with 
Messrs. J. & G. Thomson, Clydebank, to build 
the City of Few York and City of Paris, the 
pioneers of twin-screw passenger ships in the 
Atlantic trade, and the largest steamers then 
afloat. In 1893 the Inman ifc International 
Steamship Co., Ltd., was merged into the 
American Line, the mail steamers exchanging 
Liverpool for Soutliampton, their names being 
shortened to the bare titles of cities. The 
Feiv York and Paris (the latter since re-named 
Philadelphia) were, under special Act of Con- 
gi'ess, naturalised into United States register, 
in 189s the William Cramp & Sons Ship & Engine 
Building Co., Philadelphia, delivered the steel 
twin-screw steamships St Lwm and St, Paul, 
each 11,629 ton.s. These, with the Few York, 
10,798 tons, and PMlad-el'phia, 10,786 tons, did 
good service as fast cruisers in Spanish-American 
War, The four steamers named perform weekly 
mail service between Southampton and New 
York, calling at Cherbourg West-bound, and 
Plymouth and Clierbourg East-bound. 

The Liverpool-Philadelphia service of the 
American Line is no*w maintained by the twin- 
screw steamers Haverford and Merion, each 
11,631 tons, Friesland, 6,409 tons, and Western- 
land, 3,665 tons, forming a regular weekly line 
from liverpool Wednesdays, from Philadelphia 
Saturdays, calling at Queenstown on both the 
West-l}ound and East-bound voyage.s. 

Fleet, 8 steamers ; 80,303 tons. 

London Offices, x, Cockspur Street, S.AY.; and 
38, Leadenhall Street, E.C. 

ANCHOE LINE.~In 1832 a service was estab- 
lished from the Clyde tO Portuguese and Spanish 
ports extending later to upper Mediterranean 
ports. Some years later additional services 
between Glasgow and New*- York vid Moville; 
Mediterranean and New York ; and Glasgow and 
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Liverpool to Bombay, ancll to Calcutta were 
inaugurated, which trades have since been 
vigorously prosecuted with fine steamers, the 
sizes increasing with the development of the 
trades. CoUmibia; B,zgz tons, Caledonm^ 
tons, and California, 8,662 tons, are latest addi- 
tions to New York service ; a sister ship to the 
latter is building. Oly mpia, 3,124 tons, Massilia, 
5,091 tom,Cifcama, 6,716 tons, and Castalta, 6,388 
tons, and Mysia, 6,368 tons, have recently been 
added to Indian service. About 90, 000 passengers 
®re carried annually. 

Fleet, 20 steamers ; 1x4,184 tons. 

London OJice, 4, St. Mary Axe, E.O. 

THE ANGLO-SAXON PETHOLEHM COM- 
PANY, Ltd., which was founded in 1907 to 
carry on the combined business relative to the 
tank steamers and oil installations of the 
“Shell” Transport and Trading Company, Ltd., 
the Royal Dutch Petroleum Co., and the Asiatic 
Petroleum Co., Ltd., has now a fleet owned or 
managed by them of 30 steamers, two lighters 
and two tugs, with a gross tonnage of over 

110.000 tons, and a carrying capacity of nearly 

150.000 tons of kerosene. The trade in which 
these craft are engaged is the transport of 
petroleum and its products in bulk or in cases 
from the producing centres in Sumatra and 
Borneo to ports all over the world, and especially 
for the conveyance of benzine in bulk to Europe 
and to the United States. The steamers belong- 
ing to the company are all fitted for oil-fuel 
burning, and are so constructed as to be speedily 
converted from oil-fuel to coal burning or vice 
versd as circumstances require. 

London Office^ 20 Billiter Street, E.C. 

ATLANTIC TEANSPOET 00., Ltd. {see 
International Mercantile Marine Co.), originated 
in London in 1886. In 1880 the boats were 
all transferred to the Atlantic Transport Co., 
Ltd., registered in London for the purpose, 
the prime movers and principal stock- holders 
being Americans. The company in 1896 pur- 
chased tire controlling interest in the National 
Steamship Co., a line which dated back 
to 1863 and, after flourishing into front rank, 
declined by degrees. When the Atlantic Trans- 
port Co. commenced, a line was run from 
London to Baltimore, wd Swansea; soon Phila- 
delphia w’as added to the itinerary, subsequent 
growth leading to a service to New York, 
necessitating large steamers built specially for 
the carriage of cargo, refrigerated meat and 
live stock, together with only first-class pas- 
sengers. Saloon accommodation has increased 
from 50 to 250, which can be carried by the new 
twin-.screw steamers Minnehaiia tons, Min- 

neapolis, 13,448 tons, Minnetonka, 13,440 tons, 
and Minnetcaska, 14,317 tons. 

Fleet, 16 steamers ; 123,654 tons. 

London Office, 38, Leadenhall Street, E.C. 

AUSTRIAN LLOYD STEAM NAVIGATION 
COMPANY, established in 1836, belongs to 
Trieste, whence services are kept up to and 
from Adriatic, Mediterranean, and Levant ports, 
served by three branch lines. Besides a line to 
the West as far as Brazil, there is an accele- 
rated fortnightly mail service between Trieste 
and Bombay ; also an ordinaiy monthly service 
as bet%veen I.'rieste, Bomhay, China, and Japan. 
The itinerary now includes a monthly line to 
Calcutta. The largest steamers are the Austria, 
7,588 tons, and Erzerzog Franz Ferdinand, 6,046 


tons, Nippon, 6,350 tons, and Yonvaerts, 5,990 
tons.' 

Fleet, 7a steamers ; 242,000 ton.s. 

London Agents, M., Samuel & Co., 104 and 105 
Bishopsgate Street Within, E.O. 

BIBBY LINE.— -This line was founded in 1807 
by Mr. John Bibby, the grandfather of the present 
representatives, the fleet at that time consist- 
ing of small sailing vessels. In 1851 the steam 
fleet was commenced with the Tiber and the 
Arno. In 1891 the Lancashire, whose passage 
of 23 days 20 hours, in July, from Liverpool 
to l^ngoon stands the fastest, started the 
present service, which runs to Colombo and 
Rangoon, vid Marseilles, from which port of 
call Ceylon is 18 days’ passage, and Biirmah 23. 
The fast and modern steamers of this line, •which 
belong chiefly to the Bibby family, are all built 
by Harland & Wolff, and authorised by the 
Indian Government for officers returning on 
expiry of furlough, it being the recognised route 
to Burmah; easy connections being made with 
Southern In<lla generally by a daily steam 
.service between Colombo and Tuticorin. Largest 
steamer, Wanoiekshire, 7,966 tons, 

Fleet, 8 steamers ; 54,509 tons. 

London Office, so & xi, MJncing Lane, E.O. 

THE BOOTH LINE was founded in. 1866 by 
Messrs. Alfred Booth & Co., of Liverpool, In 
1869 Messrs. E. Singlehurst & Co.’s Red Cross 
Lino was founded. The.se two lines have .since 
been closely identified with the rjipid progress 
of the Amazon ports of PaiA and Manaos. A 
further service between North Bi-azil and New 
York was started in 1882. In 1901 the Bootli 
and Red Cross Lines were amalgamated in The 
Booth Steamship Co., Ltd., under the manage- 
ment of the former owners. The steamers sail 
at frequent intervals from New York, Liverpool, 
Havre, Vigo, Leixoes, and Lisbon to Para, Manaos, 
Maranham, Ceara, and Parnahyba, a largo 
passenger business is done between the Portu- 
guese ports and the Amazon. The twin-screw 
rteamers Antony, 6,439 tons, Lanfrano, 6,275 
tons, and Hilary, 6,325 tons, have a speed of 
x4 knots and carry 200 saloon and 350 third- 
class passengers. The company is interested in 
and manages The Iquitos Steamship Co., Ltd., 
wffiose steamers trade from Liwerpool and New 
York more than 2,000 miles up the river Amazon 
to Iquitos, in Peru. The Manco, of 2,979 tons, 
and caiTying 60 saloon passengers, is the latest 
addition to this service. The Company carries 
the royal mails to ParA and Manaos ; also the 
mails between New York and Brazil ; and the 
combined fleets inehide 17 passenger steamers. 

Combined fleet, 36 steamers (time© building); 
114,470 tons. 

London Offce, ix, ,4deiphi Terrace, W.C. 

Tel. Addresses : Booth, Liverpool ; Liisiad, 
London. 

BRITISH AND AFRICAN STEAM NAVIGA- 
TION COMPANY (1900), Ltd., established in 1858 
a mail, passenger, and cargo service of steamers, 
named after various ports, trading stations, and 
rivers on the West Coast of Africa, to which they 
run from Liverpool, Rotterdam and Hamliuvg, 
Waterways have been discovered, explored, 
and brought into prominence by their captains ; 
one, the being so called after Sir A. 1 . 

Jones, K.C.M.G., the presiding genius of the firm 
Of Messrs. Elder, Dempster Co., of Livci'pool, j 
who acquired this company in 1900, and consitlcr- i 
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ably enlarged its fleet. Owing to the head of 
the Arm’s extraordinary energy, Messrs. Elder, 
Dempster & Co. are now established at Liver- 
pool. London, Manchester, Bristol, Cardiff, 
Hamburg, Antwerp, Grand Canary, Santa Cruz, 
Teneriffe, New Orleans, Montreal, Mobile and 
Galveston. Their rapidly extending trade 
enterprises are upon a comprehensive and 
enormous scale, but space only admits of the 
following summary of the lines controlled by 
this wonderful Arm:— 


Name of Company. 

No. of 
boats. 

Gross 

tonnage 


24 

35 

26 

5 

3 

X 2 

8 

70475 

92,6x8 

78,717 

^ 3 * 57 ® 

x6,o38 

33420 

29 » 57 ** 

British & African S.N.C, (x9oo)Ltd. 
Eider, Dempster Shipping, Ltd. ... 
Imperial Direct W. India Mail Serv. 

Cie. Beige Maritime dii Congo 

Elder Dempster & Co. 



113 

34^438 

Fleet, 33 steamers ; 92,618 tons. 

London Ojjice, 4, St. Mary Axe, E.C. 


BRITISH INDIA STEAM NAVIGATION 
COMPANY.— In 1855 the founder of this com- 
pany, the late Sir William MacKinnon, arranged 
to establish the Calcutta and Burmah Steam 
Navigation Company for the performance of mail 
services for the East India Company, with which 
object it was incorporated in 1856, the Baltic 
and Cape of Good Hope being sent out in 1857 
start the business. In 1862 a fresh mail service 
was entered into which included additional routes, 
and the name of the company was officially altered 
to its present title— more in keeping with its busi- 
ness, which strikingly benefited from the opening 
of the Suez Canal, through which the company’s 
steamship India conveyed the Arst cargo of 
Indian produce. The Aden-Zanzibar mail service 
was put on in 1872, and from then until now new 
routes have been constantly added to its itiner- 
ary, tire extent of which will not admit of more 
than a bare outline. The company is under con- 
tract with the Homo and Indian Governments 
fur mail services to ALi'abia, Persia, India, Burmah, 
East India, the Mauritius, and also runs other 
services to Batavia, Queensland, &c. In 1899 a 
throe-weekly line from Calcutta to Manila was 
, established, which has since been extended to 
! Yokohama, Koi)e, and Moji, Tliis important 
I undertaking, with its far-reaching organisation 
and connections, supplies over 100 ports with 
i commercial facilities ; it is under the inanage- 
I ment of Messrs. MacKinnon, MacKenzie & Co., 
i in India; Messrs. Gray, Dawes & Co. having re- 
j presented the company in London since 1866. 

I The s.s. Qiied.a^ 7,703 tons, is the largest. Latest 
additions, Rewa^ 7,267 tons (turbine steamer), 
an<l Rohilla, 7,36$ tons (twin-screw), 

Elect, ttx steamers : 432,820 tons. _ 

London OJiccy 23, Great Winchester Street, E.C. 


and other English ports to ports on the E,ed 
Sea and Persian Gulf ports vid Marseilles. 

Elect, a8 steamers ; 112,42s tons. 

London O/Zice, 23, Leadenhall Street, E.C. 

CANADIAN- AHSTEALIAN LINE was es- 
tablished in iSm, and runs in connection with 
the Canadian PaciAc Railway. The steamers 
Aomn^i, ■ 4,268 tons, 4,303 tons, and 

Moana, 3,915 tons, are under contract with the 
Canadian, New South Wales, Queensland, and 
Fijian Governments for a four- weekly mail servictH 
between Vancouver, Victoria (B.C.), Honolulu, ‘ 
Brisbane, and Sydney, N.S.W. 

London Office, 138, Leadenhall Street, E.C. 

CANADIAN PACIFIC RAILWAY.— The rail | 
mileage, including branch lines and systems j 
operated by the Company, about 14,500, extends 
from Atlantic Ocean to PaciAc Ocean, Thk 
Empeess Line, a three-weekly service between 
Vancouver and Japan and China, rvas estal)- 
lished i8gi. A contract exists between the 
British Government and the Canadian PaciAc 
Railway under which mails are carried from i 
Liverpool in the following time : To Hong ' 
Kong, summer, 818 hours ; winter, 833 hours. 
Maifs and passengers are carried in “Empress” 
Atlantic steamers from Liverpool to Quebec, 
where close connection is made with the “ Im- 
perial Limited,” one of the fastest long-distance 
trains in the world, which runs daily and covers 
the distance betM'een the two oceans in about 
loo hours. During 1903 13 large Atlantic steamers, 
aggregating 94,026 tons, were purchased from 
Messrs. Elder, Dempster & Co. The steamers in 
the Atlantic Ocean services include the R.M.S. 
Empress of [Britain, 14,189 tons, and Empress 
of Ireland, 14,191 tons, x8,ooo H.P. (largest and 
jfastest to Canada). The Empress of Ireland 
made a record westbound passage, Liverpool to 
Quebec, of 6 days ihr. 7 mins., arid the Emp‘ress 
of Britain made a record eastbound voyage from 
::Rimoiiski (Quebec) to Liverpool of $ days 6 hrs. 
26 rains. There is also an Upper Lake Service 
(Fort Wiliiam-Owen Sound Route), a British 
Columbia Coast Service, and a British Columbia 
Lake and Pdver Service. 

Fleet, 63 steamers ; about 193,000 tons. 

London Office, 62 to 63, Charing Cross, S.W. 


THE BUCHNAIL STEAMSHIP LINES, Ltd., 

1 was formed in 1900 to take over and extend 
' the British and Colonial Line from London to 
' S. and E. African ports, established in 1892, 
i for passengers and cargo ; also lines between 
1 N. York and S. Africa, N, Ytork and Australia 
i and New Zealand, N. York and India, N. York 
i and Manchurian and Ear East Ports. London 


CHARGETJRS REtJNIS of Paris (Port of 
Registry, Havre) was established in XS72, and 
is the third largest shipping company in France. 
Services are maintained to Indo-Ohina, West 
Africa, Brazil, River Plate, Gulf of California, 
China, and Japan. The fleet consists of 27 
steamers from 3,000 to 10,000 tons. Six of which 
are 15-knot twin-screw vessels. 

Fleet, 27 steamers ; s6o,ooo tons. 

London Agents, Hackett, Ansender A' Co., xz3, 
Bt, Dunstan’s Hill, E.C. ; Gellatly, Haukey & 
Co., Dock House, Billiter Street, E.C. 

CHINA MUTUAL STEAM NAVIGATION 
COMPANY, Ltd. Sec Ocean Steam Ship Co., 
page 767. 

CITY LINE. -Messrs. George Smitb Sons, 
who sold their line and fleet in igox to jMr. J. R. 
Ellermau, celebrated their jubilee at Glasgow in 
1889, fifty years after their Constellation, 344 tons, 
sailed thence for Calcutta. Sailings are from 
Glasgow and Liverpool to Calcutta and back to 
London ; as well as to Bombay and Karachi, 
returning to Liverpool ; all the steamers carrying 
passengers regularly to and from Malta and 
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Egypt, in addition to the above ports. Large 
extensions have been made in the passenger 
fleet, over 000,000 having been spent in recent 
years upon new steamers. 

Fleet, 20 steamers ; 119,283 tons. 

London Agents, Montgomerie & Workman, 36, 
Gracechurch (Street, E.C. 

CLAU LIITE began a fortnightly service from 
Glasgow and Liverpool to Bombay and Karachi 
in 1878, adding one to South and East African 
^orts in 1881, and another to Colombo, Madi'as, 
and Calcutta in 1882, a joint service from N. York 
direct to South and East African ports appearing 
in 1893. Since then a direct service has been 
added to the principal South African ports, 
Malabar Coast, and Chittagong. Twenty-eight 
turret-deck steamers figure in the fleet, of which 
the Cton Colquhoun, 5,856 tons, is the largest. 
The line is under the management of Messrs. 
Cayzer, Irvine tfe Co., Limited, of Glasgow, Liver- 
pool, Manchester and London, whose chairman, 
Sir Charles Cayzer, Bart. , was the founder. 

Fleet, 49 steamers ; 202,622 tons. 

London Office, 115, Leadenhall Street, E.C. 

coMPAGiNiE g:]Skeiiale TKAKSATLAN- 
TIQ,TJE, established 1862, is the second largest 
company in France, and is heavily subsidised by 
that Government. With its fine fleet of mostly 
fast boats, the company maintains important 
connections between Havre (its head port), St. 
Nazaire, Bordeaux, Marseilles, &c., and various 
Mediterranean, African, West Indian, and North, 
Central, and South American ports. La Provence, 
13,753 tons, 22 knots. La Lorraine, 11,146 tons, 
and her sister ship La Savoie, 11,168 tons, are now 
in the service, having been built on French soil, 
according to terms of mail contract, at the 
company’s own shipyard. They are the largest 
ever constructed in France, and have a speed of 
21 knots. Four steamers building are included 
in the total. 

Fleet, 88 steamers and tugs ; 309,2x8 tons. 

London Office, 36, Leadenhall Street, E.C. 

COMPANIA TEASATLANTIOA of Barcelona 
and Cadiz is the leading company in Spain, the 
largest steamers in the fleet being Alfonso XII., 
6,748 tons, Antonio Lopez, 5,975 tons, djid Manuel 
Calvo, 5,617 tons. 

This company in x88i succeeded Messrs. A. 
Lopez <fc Co., who w^ere established in i860. 
Eegular mail and passenger services are main- 
tained to Kew York, Antilles, Canary Islands, 
Mexico, Colon (for Pacific ports), Fiver Plate, 
North Africa, Philippines, &c. Liverpool agents, 
Messrs. Larrinaga cfe Co., w'ho conduct a regular 
service between Liverpool and Cuba, Galveston 
and Manchester. 

Fleet, 21 steamers ; 81,392 tons. 

THE CXTNAED STEAMSHIP COMPANY, Ltd., 
completed 69 years of successful Atlantic service 
on July 4, 1909. Starting in 1840 with the 
Britannia, a wooden paddle steamer, which 
made her first voyage between Liverpool and 
New York in 14 days 8 hours at the rate of 
knots per hour, which was a wonder of her time, 
the Cunard Company’s steamers have steadily 
advanc'ed in size and speed, till their Atlantic 
fleet contains steamers crossing from Liverpool 
to Boston (the Ivernia and Saxonia) with 

2,000 passengers and xo,ooo tons of freight, 
and to New York (the Oaronia, Cai'mania, and 
Caonpa^via), which latter makes the passage in a 
little over 5 days at an average .speed of more than 
21 knots (25 miles) an hour. The Ivernia and 


Saxonia have also earned a reputation for re- 
markable steadiness, which confers the greatest 
possible immunity from sea-sickness. The Carim- 
thia (1903) is a twin-screw steamer of 13,603 tons 
constructed on similar lines to the Ivernia and 
Saxonia, and equally steady, all three providing 
unrivalled accommodation. The New York and 
Mediterranean sendee is conducted with the 
Carpathia, VTtonia, and Pan ao'nla, and conveys 
passengers at moderate rates to Giljraltar, 
Naples, Palermo, Venice, Trieste and Fiume, with 
the option of crossing Europe by train and return- 
ing to New York or Boston by Cunard steamer 
from Liverpool, There is a freight service 
to Boston from Liverpool, also one to Havre, 
Portugal, Mediterranean, the Adriatic, and 
Black Sea ports. All the passenger ships of 
the Cunard Company are fitted with Marconi’s 
system of wireless telegraphy. The Cunard 
Daily Bulletin, a thirty-two page illustrated 
paper published on board these l>oats, records 
news received by wireless telegraphy, and is 
the first real ocean newspaper. The Lusitania, 
Mauretania, Caronia, and Carmania are fitted 
with the Stone-LIoyd system of patent w'ater- 
tight doors, rendering these steamers pi'actically 
imsinkable. All the passenger boats on the New 
York and Boston service are fitted with the patent 
submarine signalling apparaLus. 1 11 August, 1903, 
an agreement was made with the British Govern- 
ment by which the Cunard Co. were to build two 
new steameis, to be, with all other Cunard ships, 
at the disposal of the Admiralty for hire or 
purchase whenever they may be required, the 
Government lending the company ;£^2,6oo,ooo to 
build the ships and granting them a subsidy of 
;^i5o,ooo a year. One, the Lusitania, 31,550 tons, 
was launched on June 7, 1906, and the Mauve- 
tania, 31,938 tons, on Sept. 19. {See p. 757.) They 
are quadruple screw turbine steamers, about 

70.000 horse-power, the largest, fastest, and most 
palatial steamers in the w’biid. The Lusitania, 
Sept., 1907, on lier maiden voyage to New York, 
broke all records for maiden trips with a passage 
of sd. oft. 54m., or an average of 23 knots, 593 
knots being the highest day’s run. The safety and 
comfort of passengers is the especial care of the 
Cunard Company, and every precaution is taken 
to ensure the best possible ships, the most 
capable officers, and the most reliable crew's to 
worthily uphold the honourable traditions of the 
company. The total given includes the Caronia, 

20.000 tons, fitted wdth reciprocating engines, 
and the Carinania, 20,00c tons, turbine steamer. 
The Cunard Company are building a new ship, 
wdiich will be engaged in the Liverpool to Boston 
service, and will also make trips between New 
York and the Mediterranean. She will be about 
the same size as the Caronia and the Carmania, 

Average ■ llighes t j 

West. ■ East. ; Sea i Day’s, 


d. h. m. d. h. m. Knots. Knots. 

Mauretania 4 10 51 4 11 41 25*89 673 

Lusitania 4 ix 42 4 30 31 asS’Ss 655 

Campania 5 9 6 5 9 x8 553 

Umbria 5 22 7 6 i 15 xg ^4 

Fleet, 20 .steamers ; 215,823 tons. 

London Offices, 93, Bishopsgate Street Within, 
E.C. ; and 29 & 30, Cockspur Street, S. W. 

Head Office, 8 <fc xa, Water Street ; x & 3, 
Fumford Street, Liverpool. j 
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D0MINI02Sr LIJSrE*— International Mer- 
cantile Marine Co.) Formerly the Mississippi 
ami Dominion Steamship Company, Ltd. Founded 
in *870, the proprietary company since 1894 has 
been the British and North Atlantic Steam 
Navigation Compamy, Ltd. A weelcly passenger 
service in conjunction with the White Star Line 
i is mahitained in the summer, whilst in the winter , 
1 the Dominion Line maintains a weekly passenger 
service to Halifax and Portland (Maine) between 
Liverpool and Quebec and Montreal, as well as a 
regular weekly freight service from Liverpool to 
Portland throughout the year. There is also a 
fortnightly freight service between Avonmouth 
and (Quebec and Montreal in the summer, and 
Portland in the winter. The largest steamer is 
the Norseman, 9,546 tons. 

Fleet, 13 steamers ; 82,591 tons. 

London Oj^ce, 38, Leadenhall Street, E.O., and 
X, Cockspnr Street, S.W. 

DONALDSON BE0THEB.S (Donaldson Line) 
began business at Glasgow in 1854. The twin- 
screw steamers Atlienia and Cassandra are the 
latest additions, fitted with very superior and 
excellent accommodation for passengers and 
regularly engaged in Canadian trade. The prin- 
cipal trade of the firm is between Glasgow and 
Montreal, steamers sailing every Saturday from 
Glasgow and every Thursday from Montreal 
during the open navigation of the St. Lawrence. 
In winter-time the service is a weekly one to 
St. John, N.B. The steamers are fitted with 
cold storage, also with mechanical ventilation. 
The Sfc. .John, N.B., service in the summer 
mouths is fortiiiglitly, and the other regular 
services of the fii'in are Glasgow to Baltimore 
and Glasgow to Newport News and Norfolk, Va., 
and a fortnightly service of steamers between 
Montreal and Rotterdam. A new cargo steamer, 
similar to the S.S. Cassandra, is building. 

Fleet, 13 steamers ; 68,838 tons. 

ELDER, DEMPSTER & CO,— See p. 760. 

ELDERS & EYPFES, Ltd. This company, 
which was formed in 1901, is the outcome 
of the immense development of the West 
Indian banana trade. The service began in 1902 
with 4 steamers adapted for the carriage of 
fruit ; but these have since been disposed of, as 
being not sufficiently up to date for the safe 
conveyance of fruit. The company have since 
had built 10 steamers with special arrangements 
for the fruit trade and accommodation for a 
limited number of first class passengers, the 
vessels being fitted with all the latest appliances, 
the largest being the Tortuguero (4,x6i tons), 
Reventazon, Chirrqjo, and Barmnea (each 5,000 
tons). Regular services are maintained between 
Jamaica, Santa Marta, Costa Rica, and Colombia, 
from jHanchester ; and from Bristol (4von- 
moutli). In the coffee season large consignments 
are brought from Costa Rica. In 1904 the com- 
pany >vas entrusted by the British Postal autho- 
rities with the carriage of parcels mail to Costa 
Rica. The small inter-insular steamers employed 
at the Canary Islands are not included below» 
Fleet, xo steamers, 45,000 tons. 

London Ojlloe, 10, Bow Street, W.O, 

ELLERMAN LINES, Ltd.— The Ellerman 
Lines of steamers comprise the following : — ^The 
MUnnan Line, which trades lietween Liverpool 
.and Portugal, Italy, Sicily, Adriatic, Alexandria, 

’ Gibraltar, Malta, Syra, Smyrna, Constantinople, 
and Odessa, was founded in 1840, and was con- 


ducted by Messrs. John Bibby, Sons & (io. 
miderthc style of the “Bibby Line” until the 
year 1870, when it passed into the hands of 
Messrs. Frederick Leyland & Co., and was 
thereafter know'u as the “ Lejdand Line ” until 
the Leyland Line was acquired by the Morgan 
comliination, who sold the Mediterranean por- 
tion of their business to (now) Sir J. R. Ellerman, 
Bart. , then chairman of the Leyland Line, the 
line in January, igoz, passing into the ownership 
of the Ellerman Lines, Ltd.— The City Line, sep. 
p. 760. — The llall Line, whicii traces its his- 
tory back for about forty years, has a regular 
service of passenger and cargo steamers between 
Liverpool and Bombay and Karachi, calling at 
Marseilles on the homewar<l passage. Also in 
conjunction with the Harrison and Clan Line.s 
from Glasgow and Liverpool to Routh and .Ka.st 
African ports. — The Pa2)aijnnni Line, which was 
acquired from Messrs. Papayanni & Co., was 
established in the early ’forties, trading between 
Liverpool and the Mediterranean, toucliing at 
Taiigiers, Algiers, Malta, Syra, Smyrna, Con- 
stantinople, Odessa, and Alexandria. In l\fay, 
1901, the business w'as sold to Sir J. R. Eller- 
man, Bart., and in January, 1902, passed into the 
ownership of the Ellerman Lines, Limited.-— 
Westeott it Lai( ranee Line. This business, es- 
tablished in x866, was in December, xqoi, 
acquired by the Ellerman Lines, Limited, the 
services consisting of lines between Antwerp and 
London to Malta, Alexandria, Smyrna, Odessa, 
Constantinople, Batoum, Novorossisk, Ac. — 
Cooerley and Westray Line. This line runs its 
service of steamei-s between Loudon and Oporto, 
taking both passengers and cargo. By arrange- 
ment w'ith the Company, the Bucknall Steain- 
1 ship Lines have come under the management of 
1 Sir Jolm Ellerman. 


Steamers. Tonnage. 


City 

Hall 

Ellerman 

Papayanni 

1 Westeott <fc Laurance ... 


i 


Fleet, 79 steamers ; 31 1,964 tons. 

London Registered OJioe, 12, Moorgate Street, 
Loudon, B.O. 

FEDERAL STEAM NAVIGATION CO., Ltd.- 

Upon the retirement of the noted firm of 
Messrs. Money Wigram Bon, Mr. Allan 
Hughes (the chairman of the company), who 
had been connected with them, organised the 
above line in x88s, the steamers of which fly 
a similar flag and bear names similar to the 
well-known Money Wigram’s Black^vall jiackets, i 
some of which were early to the fore in the 
adoption of the screw as an auxiliary. The 
fleet consists of large steamers engaged in con- 
veying general merchandise to Australia and 
New Zealand, returning to South Africa and 
London ■with wool and frozen produce, being 
fitted with very large capacity for refrigerated 
cargoes. The twin-screw steamers Dorset, 7,630 
tons, and Sufolk, 7,573 tons, are the largest. 

Fleet, 11 steamers ; 70,299 tons, 

London Office, z, Fenchnreh Avenue, E.C. 

FORWOOD BROTHERS & CO. This line, 
running to Morocco, Canary Islands, and 
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Jladeira, was established in 1872,' and during 
1908 was taken over by the Eoyal Mail Steam 
Packet Co. The sailings are now fortnightly from 
London, the voyage occupying sa to 23 days, 
and the line specially caters for those desiring 
short sea trips for health or pleasure. Two new 
steamers, the Agadir and Arzila,^ each of 2,722 
tons, have been added to the service. 

Office, x8, Moorgate Street, London, E.O. 

GEKEEAL STEAM HAVIGATIOM COM* 
j^AlSfY, Ltd., estaldished jcSao, incorporated by Act 
of Parliament 1S24, and incorporated under the 
Companies Acts 1862 to 2900 in 1902, is essentially 
a j.ondon institution, licsides East Coast 
services to Scotland, (bntanental trades are 
.served between Humbui'g in the north and 
Bordeaux in the stmtli ; other lines extend to 
tiic jMediterranean, Adriatic, Levant, and Black 
►Sea. The sea-going services include the S/iel- 
drake, 2,697 tons ; Adjutant, 2,392 tons ; the 
Ortolan, 2,719 tons, Grebe, 2,037 tons, and Brake, 
2,267 tons. The turbine KingfiAier, the fast 
paddle steamer .Eagle, Golden Eagle, and three 
similar popular pleasure boats run during the 
.summ er season to seaside resorts in Essex, Kent, 
Suifolk, and Norfolk. 

' Fleet, S4 steamers ; 58,239 tons. 

Zuntfoii €>#6'e. Trinity Square, E.O. 

GLEir LINE of steamsbips, which began 
about 37 years ago to run from London to the 
Straits, China, and Japan, belongs to Me.ssrs. 
McGregor, Gow & Co., whose service for cargo 
and passengers is one of the most important of 
tlie few lines now owned privately, and has 
, superseded the famous i*acing tea-clippers. Glen 
\ Logan is 5,838 tons, and Glenroy 4,901 tons, 
i Fleet, 9 steamers ; 40,586 ton.s. 
i London Office, 2, East India Avenue, E.O. 

HAMBuiG-AMEKlOAN LINE, in point of 
carrying capacity, owns the largest fleet in the 
world, with the exception of the International 
Mercantile Marine Co. (Morgan Combine). The 
packet company began its Transatlantic 
service in 2847 with sailing vessels. The 
ss. J5onmfa, 3,026 tons, appearing in 2855, was 
followed by other steamers, monthly departures 
being kept up from 1856 until 2860, when the ships 
were sold, and enough steamers purchased to make 
fortnightly departures to New York, the sailings 
being increased to weekly ones in 1866. In 2888 
the company decided upon twin -screws, and the 
Colnmhia, Augmte VictoTia, Eormannia, and 
Furst Biswarck successively joined the ever- 
swelling fleet. The Deutschland (16,502 tons, 
built at Stettin, 2900) held for some years 
the record for ocean steaming with an average 
speed on a homeward passage of 23*52 knots. 
The “F” ships are noticeable for their size 
as cargo and passenger ships, being each over 
23,000 tons, with accommodation for 350 cabin 
and 2,400 ’tween deck passengers, and very large 
cargo space. The Company’s largest and best 
equipped Transatlantic steamers are the new 
leviathans Amcrika, 22,622 tons, and KaUerin 
Auguste Victoria, 24,582 tons. Both represent the 
latest developments in ocean travel, and are fitted 
with every comfort and luxury. The routes of 
the weekly twin-screw express steamers carrying 
the American and European mails are : Hamburg, 
Southampton, Cherbourg to New York, returning 
vii% Plymouth and Cherbourg. Other services 
leave Hamburg every Thursday for New York vkl 
Boulogne-sur-Mer and Southampton, returning 
tin -Plymouth and Cherbourg, in addition to 
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which there are regular services from Ham- 
burg to Montreal, Halifax, Boston, Philadelphia, 
Baltimore, New Orleans, Galveston, West Indies 
(6 lines), North, Central, and South Brazil, lUver 
Plate, Panama, Alexico (4 lines), Y^'eneznela, 
Colombia and West Coast of S. America. There 
is also a service to Eastern Asia, to the West 
Coast of Africa, and to Arabia and Persia ; and 
others from New York to China and Japan, from 
New York to West Indies, New York to Brazil, 
and Stettin vid Helsingborg, Gotlionberg, and 
Christian sand to New, York, returning nid 
Christiania and Copenliagen. ]\rediieiTanean 
Steamship Lines run from (Jenoa rid Palermo 
and Naples to New York. In 2908 scrvi(*(>K were 
started from Hamburg to W(‘st Africa and New 
York to Brazil. This com])any mJpo manages f.ho 
passenger business of the I’nion Line to New 
Y'ork, the Hamburg South Aineriean (.ompany 
to Brazil and the Argentine .'Republic. V\'inier 
and summer cruises are conducted by the specially 
designed twin-screw steamers Oceana, 7,859 tons, 
the fine ocean pleasure yacht, and the steamer 
Meteor, 3,613 tons. 280,404 passengers weie 
carried, 111985 voyages (miles traversed, 6,866,000), 
in 1507, and 5-573,000 cubic metres of cargo. 

Chej'bom'g Kew Ayer.-ige 

io ScM 

New York. I'lymcuith. Spe^xl. 

(3. h. ra. cl. h. m. knotfs. knots. 

Deutschland . 5 ii 54 23 ’xS 

5 7 38 zs'sx 

Fleet, 264 steamers, 869,762 tons ; and 223 river 
steamers, lighters, &c., 46,093 tons. 

Londgn Offices, 22, Cockspur Street, S.W. ; 82, 
Strand ; 77 & 78, Gracechurch Street, E.C. 

HAMBBEG SOUTH AMEEXOAN STEAMSHIP 
COMPANY was established at ITamburg in 2872, 
the largest steamers being Cap Arcana, 9,832 
tons ; Cap Vilano, 9,467 tons, Eegnlar passenger 
services are maintained from Hamburg rid 
Belgium, France, Portugal, and Spain, to Brazil, 
Uruguay and Argentine. A new service has 
been established from New York to Brazil. 
There is also a Patagonian coasting line from 
there down to Punta Arenas and the Terra del 
Fnego. 

Fleet, 42 steamers ; 196,732 tons. 

EANSA COMPANY, of Bremen, establi.shed 
in 2882, maintains regular cargo services from 
Bremen, Hamburg, and Antwerp fortnightly to 
Bombay and Karachi ; fortnightly to Colombo, 
Madras, and Calcutta ; thrice-weekly to Ilau- 
goon ; a fortnightly service between .Breiruui, Ant- 
werp, and the Eiver Plate. Lines have also been 
established from NewWork to Calcutta and to 
South African ports, Savannah to Bremen and 
Hamburg, and Middlesbrough to India (four 
weekly). Tlie Drachenfels, 7,006 tons, is the 
largest steamer ; the total is cxclui^ive of 16 
lighters (5, 88z tons), 2 tugs, and 2 iaimclics. 

Fleet, 52 steamers ; 249,757 tons. 

Lo 7 }do 7 i Agents, J. H. Wackerbarth & Co., 26, 
Billiter Buildings, E.C. 

HAEEISON LINE was estabdished in 2830, and ; 
is managed by Messrs. Thos. ainf Jas. Harrison,! 
of Liverpool, under the name of the Charente 1 
Steamship Company, Limited regular services 
being iSiaintained to and from 'West Indie.'^, 
United States, Mexico, Brazil, East Indies, South 
and East Africa, and South of France. 

Fl^et, 43 steamers ; 217,000 tons. 

London, Thos. & Jas. Harrison, Bock House, 
Billiter Street, E.C. 
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HOLLAHD-AMERICA IIHE, of Rotterdam, 
was established, in 1872, and maintains a regular 
passenger and freight service between that port 
and New York vid Boiilogne-siu'-Mer, as w'ell as 
a direct line between Amsterdam and Newport 
News. The twin-scre'w steamers Potsdmny 
12,523 tom, Ilijridmriy 12,527 tons, Noordam, 
12,531 tons, have been surpassed in size by the 
Mew A'tmterdmn, 16,965^ tons, and the Rotter- 
dairhy 24,149 tons. The quickest passages between 
New York and Boulogne-sur-Mer are about nine 
days. , 

ITeet, X2 steamers ; 125,363 tons. 

London Agents, Browne, Geveke & Co,, 102, 
Benchurch Street, E.C. 

HOBLBEE BBOTHEES, & C 0 „ Ltd., which 
became a public company in 1898, was established 
in 1S49 the late Mr. Edwin Houlder. Begular 
steamship services for passengers and cargo are 
maintained between England and Australia and 
New Zealand, England and Biver Plate ports, 
England and South and Bast Africa, and from 
New York and Australia and New Zealand. 
The steamers of the “Grange” Eleet, imder the 
company’s management, are specially fitted for 
the conveyance of frozen meat, in which an im- 
portant trade is carried on to tliis countrj^ from 
Australia and the Eiver Plate. The two twin- 
screw steamers, Drayton Grange and Os-westry 
Grange, are respectively 6,664 tons and 7,368 tons. 
The twin-screw steamer JHoerton Grange is 8,096 
tons. 

Fleet, II steamers ; 58,896 tons. 

Head Ofice, 146, Leadenhall Street, London. 
THE HOXTSTON LINE was formed in 1883 by 
the senior partner of the firm of B. P. Houston 
<fc Co. , of Liverpool. Begular services of freight 
steamers are maintained to and from United 
Kingdom to Biver Plate and South Africa ; 
United States to Biver Plate and South Africa ; 1 
Corunna and Vigo to Biver Plate ; also Gal- 
veston to Liverpool and Continental ports ; and 
from Australia to IT.K. and Continent; Biver 
Plate to United States *, also to Autwei*p and 
Hamburg. The Hyacintkus, 5,756 tons, heads 
the list. 500 tons of harbour craft are not 
included in the total given. 

Fleet, 24 steamers ; 90,803 tons. 

London Office, i6, Leadenhall Street, E.C. 
IMPEBIAL BIBECX WEST INDIA MAIL 
SEBYIOE COMPANY, Ltd., from Bristol to 
Kingston, Jamaica,W.I.— The Port Morant, 2,831 
tons, opened this service from Bristol, Feb. 16, 
1001, followed by Port Antonio, 4,458 tons ; Port 
Royal, 4,455 tons ; Port Maria, 2,910 tons; Port 
Kingston, 7,584 tons, and Port Hei^derson, 5,167 
tons, with a capacity for 40,000 bunches of 
bananas, all new steamers. The Port Kingston 
accommodates 160 first and 60 second class 
passengers ; the Port Antonio and Port Royal, 
100 first and 50 second class ; and the Pm-t 
Henderson, 80 first and 40 second class. Tliey are 
subsidised for the carriage of H'.M. mails, and 
specially fitted up for conveying fruit, being 
e.vpected to bring home zo,ooo bunches of 
bananas every voyage. The Port Kifigston, 
sailing every six weeks, also calls at Bermuda 
homeward bound. This praiseworthy effort to 
foster the West Indian-Bristol trade was pro- 
moted by (now) Sir Alfred L. Jones, K.C.M.O., 

' whose firm (Elder, Dempster & Co.) manage the 
oompanyj 

Fleet, 6 steamers ; 25,152 tons. 

Head Colonial House, Liverpool. 
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INTEBNATIGNAL MEKCANTILE MABINE 
COMPANY.— A company formed in 1902, embrac- 
ing the American, Atlantic Transport, Dominion, 
Leylaiid, Bed Star, and White Star lines, together 
representing, with, vessels building, a total of 
132 steamers and 1,159,704 tons. 

JOHNSTON LINE gi-adually entered the 
Mediterranean, Black Sea, Danube, and American 
trades, and keep up regular lines from Liver- 
pool, London, and Antwerp. Quermnorc, 7,302 
tons, and Roivanrnore, 9,456 tons— amongst th% 
finest freight and live-stock carriers in existence- 
head the well-built, well-kept, and well-managed 
steamers belonging to Messrs. Wm. Johnston & 
Co. , Ltd. , of Liverpool. 

Fleet, 19 steamers ; 78,106 tons. 

London Office, x, St. Mary Axe, E.C. 

KOSMOS COMPANY, of Hamburg, performs 
a direct service from Hamburg, Antwerp, and 
London, to the West Coast of South, Central, and 
North America, vid Straits of Magellan. The 
line was begun in 1873 to Chile and Peru, and 
afterwards extended to various other Central 
American ports, the service having recently 
developed to the inclusion of Mexican ports, 
’Frisco and Seattle. There are fortnightly de- 
partures to Chile and Peru from Hamburg and 
Antwerp, also a sailing from London every four 
weeks to Chile, Peru, Ecuador, Central America, 
Mexico, ’Frisco, and Seattle. The steamers range 
from tlie Pentaur, 3,060 tons, to the Roda, 7,266 
tons, and the Heluani, 7,246 tons. 

Fleet, 38 steamers ; 186,476 tons. 

London Agents, Browne, Geveke & Co,, loa, 
Fenchurcli Street, E.C. 

LAMPOBT AND HOLT LINE.— The Liver- 
pool, Brazil, and Biver Plate Steam Navigation 
Company, Limited, was formed in 1865, being 
popularly knowm as the Lamport and Holt Line, 
after its first and present managers. The steamers 
are run at regular intervals from Glasgow, Liver- 
pool, Manchester, London, Antwerp, Havre, and 
New Y'ork to Bahia, Bio de Janeiro, Santos, 
Montevideo, Buenos Ayres, and Bosario ; also to 
the ports of Chile, Peru, and Ecuador, on the 
West Coast of South America. There is also a line 
from New York to Manchester. All the steamers 
are fitted with telescopic masts. Those running 
between New York and South America form an 
excellent passenger and mail line, while many 
of the ordinai'y cargo steamers have first and 
second-class accommodation for a limited num- 
ber of passengers. Others have been specially 
constructed to carry large numbers of horses, 
cattle, and sheep. The latest addition to this 
company’s large fleet is the fine passenger steamer 
Vasari, with a carrying capacity of 8.401 tons. 
Other vessels are the Verdi, 6,578" tons, Veronesse, 
,063 tons, and Voltaire, 8,406 tons. In addition 
o their own steamers there are 11 vessels with a 
total tonnage of 70,650 tons, which run regularly 
under the “L. & H.” flag. 

Fleet, 33 steamers ; 211,000 tons. 

London Office, 36, Lime Street, E.C. 

LEYLAND LINE. — ^I’liis old-established busi- 
ness was converted into a public company in 
1S92, after the death of its founder, Mr. F. B. 
Leyland. The company’s fine fleet now in- 
cludes the Devonian, 10,418 tons ; Winifredlan, 
10,405 tons ; Bnheinmn, 8,548 tons ; Canadian, 
9,301 tons, and Cestrian, 8,823 tons. In 1900 
the company acquired by purchase the business 
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of the West India and Facidc Steamship 
Co., an old-established conceffl, With a fleet 
consisting of 2a steamers with a gross tonnage 
of 111,183 tons, and maintaining service's froiii 
Liverpool to St. Thomas, Colon (for ports on 
West Coast of America), Kingston (Jamaica) and 
Mif^xican ports ; also Barbados, Trinidad, and 
Spanish Main ports, returning to Liverpool from 
Galveston or New Oriean.s. Special attention 
has been paid to the cotton ti'ade, and the 
0 steamers of the company engaged in it have 
the largest cotton-carrying capacity of any 
entering the port of New Orleans. In addition 
to the Liverpool and Boston weekly service, the 
company maintain a line between Liverpool and 
New Orleans for both passengers and cargo, as 
well as one between London, Antwerp, and New 
Orleans. Lines for cargo only are run between 
London and Boston, Antwerp and Montreal, 
and Manchester and Boston. 

jleetj 42 steamers ; 248,820 tons. 

Mead *7, James Street, Liverpool. 

London Offices, x, Cookspur Street, S.W., and 
38, Leadenhall Street, E.O. 

■WILLIAM LUND commenced in the sail- 
hiftking business in 1861, and in 10 years ably 
cafved hlS way to the ownership of a fleet of 
sailing ships. After the Suez Canal was opened 
he changed to steam, and in 1880 lie began his 
Blue Anchor Line of passenger steamships from 
London to and from Adelaide, Melbourne and 
Sydney with the ss. LeUomyn, 1,818 tons, this 
being the first regular direct steam cargo service 
between England and Australia ; the Narrung, 
Wakool, and Wiloannia are each about s, 000 tons, 
and .steam 13 knots. Becently, the twin-screw 
steamers Commonwealth, 6,611 tons, and Geelong, 
7,954 tons, have been added to the line. They 
are all first-class passenger steamers, and carry 
H.M. mails between South Africa and Australia. 
The Geelong has gone from London to Adelaide, 
vid Cape of Good Hope, in 36^ days. The 
average passage to Cape Town is 21 days, and 
to Australia 42 days. 

Fleet, 6 steamers ; 38,995 tons. 

London Office, 3 & 5, East India Avenue, E.C. ; 
West End Office, 21, Cockspur Street, S.ML 

HANOKESTEE LINERS, LIMITED (first 
and present chairman. Sir Christopher Furness, 
M.F.), was formed in 1898 to work steamship 
lines of modern cargo carriers to and from the 
port of Manchester, <fec. Itinerary includes 
Canada, Philadelphia, Pensacola, and New 
Orleans, and back to Manchester. Largest is 
Manchester City, 7,696 tons. 

Fleet, 14 steamers, 63,295 tons. 

London Office, 4, Fenchurch Avenue, E.C, 

MESSAGERIES MARITIMES DE FRANCE,— 
From a concern for inland mail carriage, the 
present noted company developed. In 1851 an 
over-sea contract was entered into for the French 
mails to Italy, Egypt, Syria, the Levant, and 
Greece. There are five services to Mediter- 
ranean and Black Sea ports, the last two 
trades being taken up in 1857. The India 
and China mail contract was secured in 1861. 
There is a service every a8 days to Australia and 
N ew Caledonia, via Aden, Bombay, and Colombo ; 

, connecting at Colombo with tbe China main 
: lines. A fortnightly service is maintained to 
Aden or Jibouti, Colombo, Singapore, Saigon, 

I Ciiina, and Japan, with monthly connections for 

Pondicherry and Calcutta, and fortnightly forr 
Java and the Toriquin pdrts. There ai"e cie- j 
partures on 25tb of every month to Aden, Ji'bout?, 1. 
Mah^ (Seychelles), Miidagascar and Mauritius,. 
With branch lines at Diego-Suarez for ports on !- 
east and west coasts of Madagascar, LeJagoa i 
Bay, and Durban, and on xoth of every month to' ] 
Jibouti, Momliasa, Zanzibar, Madagascar and I 
Mauritius. The foregoing, with a weekly cargo 
line to London vid Havre, sail from Marseilles. 
The mail service from Bordeaux to Brazil and 
River Plate, commenced in x86i, now leaves 
fortnightly, with a steamer once a month for 
cargo only. Cargo steamers are run from 
Antwerp to the Far East every two months, 
and from Marseilles every month to the French | 
Possessions in Indo-China. Tlie largest passen- , 
ger steamers are the Atlantique, 6,446 tons ; ; 
Armmid-Behic, 6,385 tons ; VUle de la Ciotat, ; 
6,378 tons; Australie?i, 6,365 tons; Polynesien, 
6,363toii,s. i 

iTeet, 65 steamers ; 294,973 tons. : 

London Office, 97, Cannon Street, E.C. 

THE MOOR LINE of steamers, which trade 
to all parts of the world, was commenced in 
1885 by Messrs. Walter Runcimau & Co., of 
Newcastle-on-Tyne ; the fleet is composed of 
modern-built vessel s. Th e Castle moor, 3,732 tons, 
and Pearlmoor, 4,1x9 tons, are the largest. 

Fleet, 31 steamers ; 106,789 tons. 

London Office, 55 and 56, Bishopsgate St., E.C. 

NATAL LINE.— In the middle of the last 
century, the firm of Bullard, King & Co. estab- 
lished a line of clipper ships between England 
and Natal, and in 1879 inaugurated the present 
service with the Pmigola. Steamers are de- 
spatched every 10 days from London direct to 
Natal, Delagoa Bay, Beira, and East African 
ports, which offer special facilities for passengers 
and cargo for those ports. Besides a through 
service at regular intervals between South 
African ports and China and Japan, another 
fortnightly one, under contract with the Natal 
Government, from Cape Colony and Natal via 
East African ports to Madras and Calcutta, calls at 
Ceylon. The Umzimibiis 3,388 tons and 13 knots, * 
and the UmMaU,t\\Q latest addition, is the .same i 
size and speed. Quickest passages : Outward, [ 
Umvoti, 22 days, 23 hours ; Homeward, Umtata, ! 
21 days, 12 hours. I 

Fleet, 14 steamers ; 35,000 tons. 

London Office, 14, St. Mary Axe, E.C. j 

NAVIGAZIONE GENERALE ITALIANA.— | 

Under this title were united the lines whi(ib j 
formerly belonged to Floi*io, of Palermo, and 1 
Rubattino, of Genoa, haring the head office at [ 
Rome. There are lines to and from Italy to Tndi.a, ! 
China, New York, Brazil, and River Plate, in | 
connection ■with the company’s Mediterranean, | 
Adriatic, and Levant services. In xgoi this s 
company joined La Veloce Navigation Itaii.'ina 
Co. in making the services weekly (instead c>f 
fortnightly), Genoa and Naples to New' York, and 
from Genoa to Monte Video and Buenos Ayres, 
The largest is the Nu-unio, 9,203 tons. 

Fleet, 109 steamers (2 building) * 293,000 tons. 

London A ge nts, A. Laming & Co. , 8, Leadenluil 1 
Street, E.C. 

THE NEDERLAND LINE (Stoomvaart Maats- 
chappij, “Nederland”), of Amsterdam, is under 

1 mail contract with the Government of the 

1 Netherlands to maintain a mail service between 
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Hollaud and Java. The Federland Steam Kavi- j 
j!?ation Company was established in 1870, and | 
now maintains three separate services, ziz,, two 
from the ^Netherlands to the Dutch Indies, one 
carrying the Eoyal Mails, passengers, and goods, 
and the other cargo only. The third is a cargo 
line between Java and Bengal. Mail Line. —The 
Company has nine mail steamers, one of which 
is laid up as reserve mail steamer. The other 
eight sail every alternate Tuesday from Soutli- 
anipt;>n to Colombo, Babang Bay, Biiigapore, 
-Hat.avia, iSaniarang, and Sourabaya, 7;?'^ Lisbon, 
Cenoa, Port Bald, and Suez. Coionibo is, how- 
ever, not to be touched by those homeward 
bound mail steamers leaving Batavia between 
June X and Aug. 15. pnly tlie outward bound 
mail steamers call at Southampton, Tangier, and 
Algiers. The steamers employed in the mail 
service are continually being replaced by more 
modern ships. The three newest-built steainens, 
the sister-ships licmhmmit, 5,860 tons, Vondel, 
5,846 tons, and Grotim^ 5,858 tons. The con- 
nections with ports in Netherlands India are 
made with the steamers of the Koninklyke 
Paketvaart l^laatschappij. The cargo services 
employ 14 steamers. 

Fleet, as steamers ; 105,659 tons. Building i 
mail steamer, 8,300 tons. 

London Agentu, Keller, Wallis & Co., 3 King 
William Street, E.O. 

KEW ZEAIAKB SHIPPING COMPANY, 
organised at Christchurch, New Zealand, in 2873, 
carried on business for ten years with sailing 
ships specially built for i)assengcrs and the trade. 
The first direct steamer, Stad JIarhm, conveyed 
(in 1879)600 emigrants to the enterprising colony; 
four years later the Bniit^h King began the Gov- 
ernment mail contract, for which five .steamers 
were built. Of the present fleet, eleven are tv.’iii- 
screw steamers, the largest being the Turukina, j 
8,349 tons, and R^m2)eJm, 7,885 tons. New Zea- ! 
land emphasises its British characteristics by 
sending here nearly all its produce, which the 
development of the frozen industries has multi- 
plied. This company’s Mataura sailed from Port 
Chalmers in 188s, with 150 tons of mutton pre- 
pared on hoard in the absence of the necessary 
plant ashore. The passenger steamers sail from 
London every fourth Thursday via Plymouth, 
TenerilTe, Cape Town, and Hobart, returning 
round Cape Horn via Montevideo and Bio de 
Janeiro. Bates are low compared with the 
conveniences and table supplied to all classes. 
This Company’s new steamer Olaki was the first 
vessel fitted with turbine engines in combina- 
tion with the usual reciprocating engines. 

Fleet, 17 steamers ; 118,410 tons. 

London Office, 138, Leadenhall Street, E.C. 

NIPPON YTTSEN KAISHA.— In 1868 steam- 
ship communication was opened between Tokyo 
and Osaka by a company which gave way 
to a Mail Line under Imperial control in 1871. 
In i88z the Union Navigation Company was 
started, but in three years the proved inexpedi- 
ency of having two State-aided concerns resulted 
in amalgamation, and the above, known as the 
Japanese Mail Steamship Company, -was estab- 
lished in 1885. Begular services were kept up 
from Kobe to Vladivostock, Tientsin, and Corean 
ports ; a line between Japan and Bombay being 
put on in 1803. The importance of the company 
rose with the size of its fleet ovfdng to the war 
with' China in 1894, fifty of its steamers being 
engaged 'at one time transport-tng the 130,000 


fighting men with tlieir 100,000 attendant coolies. 
Independent of a eumplctc Japanese coastal 
system, extending to all the principal ports in 
Japan, as well as to Keeling from Kob<i, and to 
Bonin Islands from Yokohama, the European 
passenger line runs fortnightly from Japan to 
Antwerp and London, starting from 'Middles-! 
brough on the return journey ; the American line ■ 
is a fortnightly service counccting at Seattle with j 
the Great Northern Bail way for inland United i 
States points. There is also a monthly line to and 
from Australia, and other services to <lhina, | 
Corea, Asiatic Russia, Hawaii, Straits Settle- ; 
ments, and India. By eontinually athling ]>oats ■ 
(the Kamo Mamt., 8,52:4 tons, and five si:d'ev ships ' 
have lately been built in Japan for tJie European 
Line) the fleet which baits from the kingdom of I 
the Mikado has made such phenomenal progress j 
that it now takes a prominent ]flacc amtijia'st | 
the first companies in the world. Steam I 
launches (1,138 tons), 4 hulks, and 341 iigliters, 
and 40 steam launches and tugs are not included j 
in the total given. Six steamers are building (6 | 
each, 8,600 tons). I 

Fleet, 79 steamers ; 306,674 tons. 

London Office, 4, Lloyd’s Avenue. 


NOBBDSIJTSOHEK LLOYD sprang into exist- 
ence in 1856, initial oi)eratious taking the form 
of lines to Hull and to London, On xgtli June, 
1858, the Bremen, 334 X 42 X 28, sailed to New 
York vid South ainpton with zz cabin passengers, 
93 steerage, and 150 tons of cargo, followed by 
the Wener, the service being made fortnightly in 
1866, Extensions to Baltimore 1868, N ew Orleans 
1869, West Indies 1871, Brazil and Biver Elate 
1876, evidenced the growth towards front rank 
which was assumed in xSSi with fast mail-boats 
built for an express Atlantic service, now main- 
tained weekly from Bremen to New York rid 
Southampton and Cherbourg. The Imj^erial 
German Mail Service from Bremen and Ham- 
burg vid Antwerp, Southampton, and Genoa to 
Eastern Asia and Australia, with various branch 
lines, began in 1885, and was followed in 1891 with 
an express line between Italy and New York in 
conjunction with the Hamburg-American Line. 
In 1893, the first twin-screw steamer, IL.JI. Meier, 
joined the fleet, which from that date has been 
completely reorganised and doubled. In 1897 
the Kaiser Wilhelm der Grosse promptly w'on 
and for a time hold the palm for ocean speed : 
in Marcli, 1900, she crossed from Cherbourg to 
Sandy Hook in 5 days 20 hours 58 minutes, 
averaging 33 '33 knots per hour over 3,148 miles 
distance run. In 1900 the steamers and trade 
were acquired of the Scottish Oriental C’c. and 
the East Indian Ocean S.S. Co., and extensions 
made betw'een Penang and Bela^van (Deli) and 
between Singapore and Palembang, Asahaii, and 
Sandakan (Borneo). The line from Singapore to 
Lahuan has been extended one way to Sulu and 
the Archipelago, and the other way to Manila. 
Steamers have been >)uilt for the development 
of the company’s Chinese coasting business, and 
which now carry the German postal flag far 
into the interior of China up the Yangtsze. 
A branch line has been established between Hong 
Kong and Sydney rid Mariana Islands, Carolines, 
New Guinea, and Queensland. In 2901 sailings 
were resumed from Bremerhaven to Cuba. In 
1904 the Singapore and Sydney line ii,d Batavia, 
&c., was superseded by a new line from Sydney 
to Yokohama vid New Guinea, Manila, and 
Hong Kong ; additional lines being also estab- 
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lished between Genoa and ISTew York, and be- 
tween Marseilles and Alexandria, 'ml Naples. 
In x9cs 6 the company started a weekly service to 
the Levant. The Eronprinz WUhelvi, . 14,908 
tons, 35,000 H.Y., joined the stately N.D.L. fleet 
in 1901, followed by the Kaim' Wilhebn II,, 
19,361 tons, 43,000 H.P,, built by the Yulcan 
Works at Stettin, and Kronprmzess’in Cecilie, 
19,503 tons, 45,000 H.P., all magnificent inouu- 
inentsto German shipbuilding and industrial art. 
«i»The fleet includes 59 twin-screw ocean steamers 
' (17 over 10,000 tons each), also 65,071 tons of 
ri ver steamers and lighters, and 2 training ships, 
5,823 tons, not included in total given below. 
l % eGiri)rge WaBhmgt () n , 27,000 tons, built in 1909, 
is the largest steamer in the company’s fleet. 
Elver craft, 65,071 tons ; 661,258 passengers car- 
ried in 1907 ; 6,254,700 miles traversed ; 4,390,051 
tons cargo carried. 


West. 

(Between Cherbourg and i 
Sandy Hook.) 

East. 

d. h. ni. 
Kaiser Wilhelm|5 12 44 

Kronprinz Wil-js ii 57 

helm.... j ... 

Kaiser Wilhelm) 5 15 20 

der Grosse j ... 

Kronprinzessiri 15 xi 9 

Cecilie.. i ... 

d. h. m. 

5 8 16 

5 8 18 

5 xo 0 

5 7 25 


^ § 

IfEj ^ 
kts. 

583 

564 
581 

565 

580 

S53 

590 

560 


Fleet, 19s ocean steamers ; 753,037 tons. 

London Agents, Keller, Wallis & Co., 2, King 
William Street, E.C. 

OCEAN STEAH SHIP COMPANY, ltd., and 
CHINA MUTUAL STEAM NAVIGATION CO., 
Ltd.— The Ocean Steam Ship Company was formed i 
in 1865 by Mr. Alfred Holt. The Agamemnon 1 
began the line on April 19th, x866, sailing from j 
Liverpool for Singapore and China vkl Mauritius. ^ 
The Cape route was given up on the opening of 
the Suez Canal. The company maintains (in 
conjunction with the China Mutual S.N.C., Ltd., 
which was formed in 1882, and of which Messrs. 
Alfred Holt & Co. acquired the control in 1902) 
a weekly service of cargo steamers from Giasgmv, 
Bristol Channel ports, and Liverpool to the 
Straits Settlements, China, and Japan, with a 
four- weekly extension across the Pacific to British 
Columbia and Puget Sound ; a three-weekly one 
from Amsterdam via Liverpool to Sumatra and 
.lava, and anotlier between Singapore and West 
Australian porte. In 190X a monthly line was 
begun from Glasgow to" Australia. The A^itu 
lockus, Bellerophon, Cgdops, Keemtm, Efingehmv, 
Oanja, Protesilavs, Temer, and Titan ai*e from 
8,900 to 9,000 tons each. 

Fleet, 62 steamers ; 350,279 tons. 

London Agents, J. Swire & Sous, 8, Billiter 
Square, E.C. 

OBIENT LINE.— The Orient Company, who 
provided Australia with her first direct .service 
of full-powered steamers in 1877, Lave, since 1883, 
been contract mail carriers. Their latest con- 
tract, concluded last year, is with the Common- 
wealth Government, and is for a term of years 
ending in 1920. It calls for. an accelerated ser- 
vice, and to make provision for its efficient per- 
formance the Company have this year added to 


their fleet five twin-screw steel vessels all over 
12,000 tons register. The passenger accommoda- 
tion afforded in these vessels has been planned 
to provide the comfort and luxury which is now- 
a-days so essential, while the special needs for a ^ 
voyage through varying climates have called for 
and received special consideration. The time\ 
occupied on the voyage from London to the first 
port in Australia is about 3s days. The steamers 
sail from London on alternate Fridays, calling 
at Gibraltar, Marseilles, Naples, I’aranto, Port 
Said, Suez, Colombo, Fremantle, Adelaide, Mel- 
bourne, Sydney, and Brisbane. The outward and 
homeward steamers are timed to connect ut 
Marseilles, so as to provide a sea voyage from 
London and back of 14 to 15 days, with one or 
two days on shore. The Orient Line are noted 
for their excellent system of pleastire cruises 
by large ocean steamships, varying in length 
from two to ten weeks to various parts of the 
world, according to season. 

Fleet, 10 steamers ; 96,375 tons. 

Managers, K Green & Co,, and Anderson, 
Anderson & Co. 

Head Ofiee, Fenchurch Avenue, London, E.C. ; 
West End Branch, 28, Coekspiir Street, S.W. 

PACIFIC MAIL STEAMSHIP COMPANY.— . 
This well-known American line, which was ' 
established at San Francisco in 1847, maintains 
services to Central America, Japan, China, 
Honolulu, &c. The Korea, zx,zy6 tons, and 
Siberia, xi,284 tons, recently built in the United 
States, steam 18 knots, and the Manchnna, 
13,638 tons, and Mongolia, tons, each x6 

knots. 

Fleet, 2x steamers ; 99,651 tons. 

London Agent, Eudolph Falck, 49, Leadenhall 
Street, E.C., and 22, Cocksimr Street, S.W, 

PACIFIC STEAM NAVIGATION COMPANY, 
incorporated by Eoyal Charter in February 1840, 
began business with thQ Chile and Per receiving 
a small subsidy. A bi-monthly service between 
Valparaiso and Panama necessitated four more 
steamers in 1852, the Pacific trade develoi^ingaiid 
fresh branches of commerce being opened up. 
Compound engines were v^elcomedand adopted in 
1856, thereby reducing the costly consumption of ! 
coal, the scarcity of which article had been the ' 
earliest difficulty. The company’s powers were 
enlarged in 1865 to run as far as the Eiver Plate. 
In 1867 the capital was increased for the onerous 
performance of a monthly, mail service from 
Liverpool, through the Straits of, iMagellan to 
Valparaiso, the Paeific, x,6^o tom, sailing from i 
that port May, 1868. The sneeess of the new I 
line resulted in three sailings a month, and an '■ 
extension to Callao by 3870.' Again, two years 
later, the capital was added to, the Sorata,\osB ■ 
tons, starting in 1873 a weekly service under * 
contract with H..\L Postmaster-General from 
Liverpool to Callao vid Franco, Spain, Portugal, 
Brazil, and Eiver Plate. The fleet owned by tlie 
company contains a long list of noble vessels 
(called after South American places), with which 
its reputation is well sustained for safety, speed 
and comfort. The Orcouia, xx,s^z tons, the 
Orima, 8,086 toms, Ortega, 7,996^0118, and Ornnsa, 
7,989 tons, all twin-screw steamers, are the latest 
additions to the fleet. 

Fleet, 44 steamers ; 182,938 tons. 

Head Office, 3x~33, .lames Street, Liverpool, 

PENINSULAR & ORIENTAL STEAM NAVI- 
GATION COMPANY, — Mr. Brodie McG. Wilcox 
began to sow the seeds in 1825, and from the 
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William Fawcett, 206 tons: 60 h.-p. : 74X15X8, 
blossomed the Peninsular Company, subsequently 
ripening into the above institution, which was 
incorporated 1840 (see p. 752), and celebrated its 
Jubilee 1887. ^ niversally known as the “ P, & 0. 
it glories in the motto, “ Quis separabit.” 

Mails were conveyed by Post Office sailing 
packets from Falmouth to Lisbon before the con- 
tract was given to the Peninsular Company, The 
Indian mails were at that time taken in Govern- 
ment steamers from Bombay to Suez. Prior to 
the .completion of the railway, 1857 (followed by 
the Suez Canal, 1870), everybody and everything 
had to take the caravan route across the desert to 
Cairo, intimately associated with the name of 
Lieut. Waghorn, who organised quicker and 
better facilities, Nile steamers afterwards super- 
seding the sailing boats between Cairo and 
Alexandria. From Alexandria, Home Govern- 
ment steam packets carried the mails to Gibraltar, 
where the Peninsular Company received them. 
They soon suggested and pressed a better service 
than this upon the Government, and eventually 
a line from England wd Gibraltar and Malta to 
Alexandria was begun by the OrienfM, 1,610 tons, 
and Great Liverpool 1,540 tons, for which pur- 
pose the above company was constituted. 'J.'he 
P. & 0. Company secured the contract for the 
mails between Suez and Calcutta in 1842, the 
first sailing being tliQ Hindustan, 1,800 tons ; but 
the Bast India Company obstinately refused to 
hand over their inferior Bombay-Suez Line until 
1854, by which period the P. & 0. had engaged to 
run to China and Singapore. The first service to 
Australia was interrupted by the Crimean War, 
11 P. & 0. boats being employed for the trans- 
port of troops. The necessity growing for an 
independent Australian mail line, the Govern- 
ment called for tenders in 1856, but the P. & 0. 
declined the onero\is conditions, which were 
swallowed by the European and Australian 
Steam Navigation Company, who soon failed. 
The Eoyal Mail Company stopped the breach 
but temporarily, and the Government, having 
learnt a lesson, accepted the tender of the 
P, & 0. Company in 1850. 

The mails are invariably ahead of the contract 
times, which now have been reduced to the i 
following:— 

Indian mails: Bombay, 13?^ days from Lond. 
China „ Shanghai 30^ ,, 

Australian ,, Adelaide ,, 

The Caledonia, 7,558 tons, has landed the mails 
at Bombay within lat days from London vUl 
Brindisi, and the steamer’s own passage between 
Bombay and Plymouth has been less than 17 days. 
The Uis and Osiris, running in the Brindisi-Port 
Said Express Service, have delivered the Egyptian 
mails within four days from the Metropolis of the 
Empire. The Malwa, Mantua and Morea, each 
about 11,000 tons, and 18 knots speed, are the I 
newest and largest mail steamers in the com- 
pany’s service, making, with those already in 
commission, a total of eight sister ships known 
as the “M” class. The Salsette, a 19-knot 
steamer of 5,842 tons, has been , placed on the 
Boinbay-Aden Mail Service. 3,100,000 miles are 
traversed every year. 

Fleet, 56 steamers ; 400,000 tons. 

Lo'ndmi Office, 122, Leadenhall Street, l.Q. 

THE PEINCE LINE is the substantial handi- 
work of Mr. James Knott, of Newcastle-on-Tyne, 
since he despatched the Saxon PHnee in x88i as 
the pioneer of his present big fleet of ubiquitous 


steamers, of which the largest are the Spanish 
Poince (6,505 tons) of nearly 10,000 tons cdri-ying 
capacity, and the Norse imd Papal Pnnees, each 
of 9,500 tons capacity, and with a speed of la 
knots. The line has regular services from Man- 
chester, Middlesbrouglb Antwerp, London and 
Dunkirk to Tunis, Malta, Alexandria, Syrian 
Coast, Cyprus, Levant, and Smyrna, with return 
services to Manchester, Liverpool, Dunkirk, 
London, and other ports in the United Kingdom 
and Continent. Other lines maintained arlT 
those from Antwerp and London to the Eiver 
Plate, and returning to the United Kingdom; 
New York to the Brazils and Eiver Plate, and 
back to New York ; New York to the Brazils, 
thence New Orleans, and from the latter port 
to the United Kingdom and Continent ; Italian 
ports and Greece and the Levant to New York, 
with a return service to Italy, Greece and the 
Levant, carrying on the said line emigrants and 
cargo, New York to China, Japan, Philippines, 
Straits, and back to New York ; New York to 
South African ports and back. During last year 
the steamers of the company carried 15,000 
emigrants from Grecian and Italian ports to 
New York. 

Fleet, 37 steamers ; 121,405 tons. 

London Office, 118, B’enchurch Street, E.C. 

THE EED STAE LINE was established in 
1872, and at first maintained a service between 
Antwerp and Philadelphia with the steamers 
Nederland, Switzerland, &c., but since then has 
developed and now maintains regular services 
between :— 

1. Antwerp and New York with the powerful 
twin - screw steamers Vaderland, Eroonland, 
Finland, and Zeeland, each of 12,000 tons regis- 
ter, and with up-to-date, accommodation for first, 
second, and third class passengers. 

2. Antwerp, Boston and Philadelphia by a 
triangular service with the steamers Jfenoujrn-ce, 
Marquette, Mmdtou, <fec., these steamers having 
accommodation for cabin passengers only. 

3. Antwerp and Baltimore by a regular service 
of cargo steamers. 

Moreover, the line, when occasion requires, 
has a supplementary service between Antwerp 
and New York carrying tliird-class passengers 
and cargo by steamers of the Samland type. 

The. New York steamers call, West and East- 
bound, at Dover during the summer season for 
landing and embarking first and second class 
passengers only. 

’I'he latest addition to the company’s fleet is 
the steamer LfljpZauef, built at Messrs. Harland 
& M''olff’s Yard, in Belfast, 605 feet long, an<l 
17,540 tons register, with most luxurious arrange- 
ments for about 700 cabin passengers on five 
decks. 

Fleet, 14 steamers ; 122,521 tons. 

London Offices, 1, Cockspur Street, S.W. ; and 
38, Leadenhall Street, E. C. 

JOHN T. EENNIE, SON & COMPANY, ABEB- 
BEEN BIEECT LINE.— The steamers of this 
line leave the West India Dock every ten days 
for Natal, Delagoa Bay, Beira, and Chinde, 
calling at Portland and the Canary Islands 
(Las Palmas a!id Tenerifie alternately) ; they 
also take passengers for East African ports 
as far as Mombasa and Madagascar. The line 
was inaugurated in the year 1856 with sailing 
ships which traded regularly between London 
and Natal. Steam was first tried in 1857 with 
the Waldensian and Madagascar, which were the 
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first steamers on the South African coast, and 
carried the mails from Cape Town as far as the 
port of Durban. The present service was com- 
menced in i88z with the JDabuUmanz% i, 675 tons. 
In 1886 the Matabele was the first steamer in the 
South African trade to be fitted with triple ex- 
pansion engines, and steamed nearly 7,000 miles 
from London to Port Natal, without a single 
stoppage. The East African service was com- 
niencea in the year 1892, and the steamers of 
^'he Aberdeen Line now maintain a regular 
service as far north as Beira, calling at Delagoa 
Bay and Inhambane, and carrying goods also to 
the British concession at Chinde and Quilimane, 
these ports forming the l)est and cheapest 
routes for passengers for Ehodesia, Matabele- 
land, Nyassaland, British Central Africa, and 
the African Lakes District. Steamers carry 
British parcels (no cargo) mails from London to 
Portuguese East Africa, Ehodesia, and Nyassa- 
land, and the British and Portuguese mails from 
Durban to the various ports they serve. The 
passenger fares are moderate and the accom- 
modation, especially on the newer steamers, 
superior. The ss. Inkorn, 3iS76 tons, 13 knots, 
has gone from London to Natal in 23 days 10% 
hours’ steaming time, and the Imiziva has com- 
leted the homeward passage in 22 days 2)4 
ours. The Irianda (4,090 tons, 13 knots, latest 
addition) and I^ikosi. were the first ocean-going 
steamers outside transatlantic boats to be fitted 
with Marconi's system of wireless telegraphy. 

Eleet, 9 steamers ; 26,700 tons. 

London Offices, 4, East India Avenue, E.C.,and 
21, Cockspur Street, S.W. 

EOTTEEDAM LLOYD lineof steamers to Java, 
vid Suez Canal, is under special mail contract 
with the Netherlands Government. The service 
was established in 1883 by the present managers, 
Messrs. Wm. Buys & Sons, one of the oldest and 
most important shipowning . pnd shiphroking 
firms in Holland. The steamers are despatched 
from Rotterdam, vM Southampton, fortnightly, 
for Padang, Batavia, Cheribon, Samarang and 
Sourabaya, calling at Lisbon, Tangier and Mar- 
seilles, from which last i)ort passages of 20 days 
have been made to Batavia. The largest are the 
Sindoro, 5,468 tons, and Goentoer, 5,894 tons, 
both twin-screw steamei’s, 15 knots speed ; one 
mail steamer is building of 5,700 tons ; and one 
cargo steamer, of 9,000 tons dead- weight; 44 
voyages in 1907 ; about 850,000 miles traversed. 

Fleet, 19 steamers ; io7j6oo tons. 

London and Southampton Agents, Escombe, 
McGrath & Co. 

THE ROYAL MAIL STEAM PACKET COM- 
PANY v'as incorporated 1839 by Royal Chax'ier 
with a subsidy ot £2^^0,000. In 1857 the com- 
pany temporarily took over the carriage of the 
Australian mails vid Suez. In 1868 the West 
Indian jVIail Line was extended to Colon. In 
1869 the South American main line was con- 
tinued to Buenos Ayres (doing away with branch 
steamers from Brazil), developing by 1872 into 
a fortnightly service, and later into a weekly 
service. Cargo services are now operated from 
Glasgow, Avbiiraovith, Cardiff, Hull, London, 
and Antwerp to the West Indies and Central 
America ; and from Newport, Swansea, and 
Antwerp to Brazil ; also a line to Cuba and 
Sfexico from Newcastle, Antwerp, and Loudon, 
md Havana direct. The West Indian Mail 
subsidy, which had dwindled to ^85,000 a year, 
was allowed by the Government to lapse in 


1905, much against the expressed wishes of the i 
Colonies. The company availed themselves of | 
the freedom to extend their West Indian Main I 
Line service to New York vid Jamaica, main- i 
taining their communications with the West i 
Indian and British Guiana Colonies. In August, 
1907, a contract was made for a fortnightly 
inter-colonial service from and to Barbados, 
distinct from the transatlantic service (rim 
without subsidy). The A ragon, 9,795 tons, which 
sailed on her maiden voyage July 14, iws, is the 
first of a series of similar vessels for the Brazil 
and River Plate route. The A mazon , 10,036 tons, 
&nd Araguaya, 10,537 tons, ivere launched in 1906, 
thertron^ 11,072 tons, and Asttirias, 12,500 tons, 
in 1907. The RjH.S.P. service to Australia 
(carried on for a short time in 1857) was re- 
sumed at the end of 1905, the Comiiany then 
acquiring a half-interest in the Australian mail 
service. In 1907 the company acquired a half 
share in the “ Shire ” Line, thus extending their 
operations to Japan, China, and the Far East. 
BTom London (Albert Dock), the ports of call 
including Port Said, Suez, Penang, Singapore, 
Hong Kong, Shanghai, Nagasaki, Kobe, and Yoko- 
hama. In 1908 tlie Company acquired Messrs. 
Forwood Bros. & Co.’s line to Gibraltar, Morocco, 
Canary Islands, and Madeira (see pp. 762-3). 

A service of magnificent cruising cruisers (of 
11,000 tons each) to Norway was successfully 
inaugurated in 1909. The winter of 1909-1910 
has witnessed the placing oiif^the New York 
station of a service of yachting cruises by 
R.M.S.P. Avo 7 i (11,072 tons), and the establish- 
ment of a regular service from New York to 
Bermuda. Two new inter-colonial mail steamers, 
R.M.S.P. Berbiee and Bafaihia (twin-screw), w'ere 
placed on the West India station at the end of 
1909. Several steamers of 13,000 tons are building 
for the Australian liiail service. 

Fleet, 50 steamers ; 2x1,831 tons. 

London Office, 18, Moorgate Street, E.C. 

SHAW, SAYILL AND ALBION COMPANY, 
LIMITED. — This company, successors to Messrs. 
Shaw, Savili & Co. and The Albion Co., estab- 
lished over 50 years ago, maintain a regular 
service of fast steamers betiveen London and 
New Zealand. Their passenger steamers are 
despatched from London to New Zealand every 
four weeks, calling on the outward Journey at 
Plymouth, T'enerine, Cape Town, and Hobart 
(to tranship Australian passengers), and on the 
homeward Journey, vid Cape Horn, they call at 
Monte Video and/or Rio de Janeiro, Tenerifi’e, 
and Plymouth. The company also despatch fast 
direct cargo steamers monthly from London to 
various ports in New Zealand; while, in addition, 
a service of cargo steamers from Glasgow and 
Liverpool to New Zealand is maintained at 
regular intervals. The company own 12 steamers, 
including the twin-screw steamers Kia Ora, 
6,558 tons, Mmnari, 7,062 tons, and Matatua, 
6,488 tons. The more recent additions to the 
passenger fleet are the twin-screw steamers 
rtmira, 9,372 tons, and the Tainui, 9,957 tons, 
which were launched in November, igo6, and 
September, 1908, respectively. The fleet lias 
lieeii augmented in the current year by the 
addition of two large twin-screw steamers," each 
of 10,000 tons. All the steamers are fitted with 
patent refrigerators for the conveyance of frozen \ 
meat, as well as butter, cheese, and fruit, frcau ' 
New Zealand, and aggregate a total carrying i 
capacity equal to aliout 3,000,000 carcase’s of 1 
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sheep annually. The White Star Co. have 
associated 'with this line their ss, Athmw^ ss. 
Corinthie, ss. lo^w'c, and ss. DcZpMc, not included 
in the totals given. 

Fleet, 13 vessels ; 89,000 tons. 

Head Office ^ 34, Leadenhall Street, London j 
E.C. 

THE TOIOK-CASTLE IIHE.— Early in 1900 
the two well-known steamship companies, the 
Union Steamship Company, Limited, and the 
Castle Mail Packets Company, Limited, the 
former company having been formed in 1856 
and the latter one in i88i, who for many years 
had performed the mail service between England 
and S. Africa, were formally amalgamated, under 
the title of the Union-Castle Mail Steamship 
Company, Limited, the joint concern being 
managed by Messrs. Donald Currie & Co., who 
.were the managers of the Castle Line. The 
Royal Mail steamships of the line, under contract 
with the Colonial Governments, are despatched 
from Southampton every Saturday for the Cape 
of Gold Hope and Natal, calling at Madeira. 
The latennediate steamships are despatched 
every Friday from Loudon, calling at Southamp- 
ton on the following day, for the Cape Colony, 
Natal, Delagoa Bay, Beira, and jManritius, taking 
passenger.s at lower rates than the Mail steamers. 
These steamers proceed alternately vid Las 
Palmas or Teiieriffe, and call once a month with 
mails at Ascemslon and St. Helena \mder con- 
tract with His Majesty’s Government. At 
intervals, as the trade reciuires, extra steam- 
ships are despatched from England to the South 
African ports ; steamers also call at Lobito Bay 
as required. Special tourist fares are arranged 
for the spring and summer to Madeira and the 
Canary Islands ; also to Hamburg and Antwerp 
all the year round. The steamers of the fleet are 
amply furnished with evciy eonti-ivance for the 
safety, comfort, and convenience of all classes 
of passengers. The largest steamers in the fleet 
are: Kenilworth Castle, 13,975 tons; Arineidale 
Castle, X3,973 tons ; Wahnei' Castle, 13,546 tons. 

Fleet, 41 steamers ; 294,411 tons. 

London Office, 3 4, Fencliurch Street, 

UNION steam: ship company OF NEW 

ZEALAND,-— This company, established in 1875, 
is now the most ifopoiiant shipping concern in 
the Southern Hemisphere, and testifies to the ex- 
pansion of both colony and company. In 1901 the 
company established a four-weekly mail service 
from Sydney to Vancouver, and discontinued run- 
ning a steamer on the San Francisco mail route. 
The 5, 700 tons, the Moeraki, 4,400 tons, 

and Manuka, 4,400 tons, are twin-screw steamers 
added retienWy, and Makum, 8,075 tons, with a 
speed of 14 knots ; the turbine steamer Maheno, 
5,500 tons, is 17 knots. The Loongana, an x8- 
knot tur])ine steamer of 1,000 tons, is in the 
service between ilelbourno and Launceston, a 
distance of 276 miles : the first steamer of this 
kind in the Southern Hemisphere. The Company 
has also a four-W'eeklyserviceof steamers between 
Welliijgton and Papeete (Talute) in conjunction 
with the Oceanic vHteamship Co. of San Fran- 
cisco, whose steamers run from Papeete to San 
Francisco. 

Fleet, 64 steamers ; 157,444 tons. 

L(yndcm Office, 34, Leadenhall Street, E.O. 

DET FORENEDE DAMPSKIBS SELSKAB 
(The United Steamship Co.) of Copenhagen 
celebrated its 40th anniversary in 1906. It is 
the largest maritime undertaking in Denmark. 

The company’s far-reaching operations cover 
services with Russia, Germany, Norw'ay, United 
Kingdom, Belgiiim, France, Spain, Italy, the 
Levant, also North and South America, 

20 of the fastest steamers being fitted with 
refrigerating machinery for the transport 
of dairy produce. The Scandinavian Amerika 
Passenger Line is maintained between Copen- 
hagen and New York, vid Christiania and 
Christiansaud, for which service 4 twin-screw 
‘steamers, each over 10,000 tons, have recently*^ 
been built, with a speed of 16 knots, each with 
accommodation for 1,500 passengers. The hugest 
steamer is the United States, xo,xox tons. One 
ice-breaker and salvage steamer, 14 sea-going 
lighters, and 7 tug-boats belong to the com- 
liany (3,790 tons). In igo8 3,405,278 miles were 
U’aversed. 

Fleet, 122 steamers ; 150,335 tons. 

Lotidon Agents, The United Shipping Co., 
Ltd., 108, Fencliurch Street, E.O. 

ANDREW WEIR & 00. were established in 
1885 by the senior partner, when the baniues 
WilUnvhank, 862 tons, and Francis Thorpe, 1,343 
tons, wore acquired. Starting building for them- 
selves in 1886, the size of the fleet, known as the ! 
Bank Line, grew' to 43 clippers, which gradually I 
diminished as the number of steamslilps 
increased, the first belonging to the firm being , 
the ss. Dunerie, 1,878 tons, in 1896 ; now' the ss, t 
Knmeric, 7,000 tons, heads a list of 24 steamers * 
grossing 100,640 tons. The Cedarbank, 2,825 tons, 
is the biggest of the 16 sailing ships, represent- ' 
ing a further 32,190 tons, this being still one of j 
the largest sailing fleets in the world. Both : 
fleets are mostly employed in general trades. ; 
They have the following lines of steamers ; New 
York to the Far East ; New York to the River 1 
Plate ; Calcutta to the River Plate ; Calcutta I 
to the West Coast of South America ; Calcutta | 
to the United States ; Calcutta to Durban and ! 
South' African ports; Puget Sound and British 1 
Columbia to China and Japan ; and an Australian | 
mail line from San Francisco to New Zealand j 
and Australia. Since 1896 a regular service ; 

. has been conducted between the Tees and the i 

1 Forth. 1 

i Fleet, 40 vessels, steam and sail ; 133,030 tons, i 
Head Office, 6, Lloyd's Avenue, E.C. j 

WHITE STAR LINE. - (See International j 
Mercantile Marine Co.) The Oceanic Steam | 
Navigation Company, Iitd,, better know'U as the 
^Yhite Star Line, was founded in 1869 by the late i 
Mr. T. H. I.sniay. The Oeeanie (3,807 tons, 430 
feet long) .sailed from Ijiverpool on her , first 
voyage to New York on 2nd March, 1871. The 
Britannic, 5,004 tons, Germanic, 5,070 tons 
(1874-5), Teutonic, 9,984 tons (1889), Majestic, 
10,147 tons (1890), were followed by Ocemiic IL, 
17,274 tons. In August, 1899, the' 2 fedie, 11,935 
ton.s, inaugurated a service from Liverpool to 
South African and Australian ports. In 1903 
the four largest steamers of the Dominion Line 
were taken over and renamed, a regular service 
being inaugurated from Liverpool to Boston Hd. 
Qiieeiistow’n and from New York and Boston to 
Mediterranean ports. Early in 19071110 Wednes- 
day Royal Uiute<l States lUail service wa.s trans- 
forreil from Liverpool to Southampton. The new 
service v/as auspiciously inauguratc<l by the 
palatial new' twiii-screw' steamer *24,541 

tons. The New York mail steamers of the White 
Star Line now leave Southampton each Wednes- 
day morning, call at Cherbourg the same after- ! 
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liooii^ and then proceed to Queenstown to take 
the mails on board. Homewards the steamers 
leave New York every Wednesday, and steam' 
direct to Plymouth (where the mails and such 
passengers as so elect are landed) ; from thence 
to Cherbourg, and end the voyage at Southamp- 
ton. Asa consequence of this change, the White 
Star Line's passenger steamers from Liverpool 
for New York now" sail each Saturday, and this 
service is maintained by tbe magiiiiieent twin- 
st;rew steamers Baltic, Ct-dric, Celtic, and Arahio, 
the average gross register of which is over so,ooo 
tons, 'i'o' enable American visitors to arrive at 
London at the earliest possible moment after 
touching at a British port, the White Star Line 
New’’ Yhudi: steaniers usual W called at Holyhead 
during the past summer and autumn and disem- 
barked Loudon passengers before proceeding on 
to Liverpool. By such means a considerable 
saving of time was effected. Holyhead \vas also 
niade use of for the embarkation of London 
r passengers with gratifying results, and it is 
I likely that the call both w^estwards and east- 
I wards will be continued next summer. The 
Boston steamers are now desjiatched from Liver- 
pool on Wednesdays or (Saturdays, instead of 
Fridays as heretofore ; and in addition to the 
foregoing, the White Star Line also has services 
between Liverpool and New York (cargo and live- 
stock), Liverpool, South Africa, and Australia 
(passengers and cargo), Liverpool and Australia 
(cargo), Liverpool and New Zealand (cargo), New 
York and Alediterraiiean ports (passengers and 
cargo), Boston and MediteiTanean (passengers 
and cargo). For the London and New Zealand 
passenger and cargo services, under the auspices 
of the Shawq Savill & Albion Co., Ltd., the 
White Star Line has had built the Athenic^ 
Corinihic, and Ionic, each 12,230 tons, the 
I largest vessels in the New Zealand trade. The 
[ Celt k; IT, (20,004 tons) sailed fi'om Liverpool 
I for New York on her maiden voyage July 
I 26, igox. She has been surpassed in size by the 
Cedric, 21,035 tonSj by the Baltic, 23,876 tons, 
and by the Adriatic, 24, tons. Olympic and 
Titanic, which in point of size will eclipse every- 
thing afloat, are building. Each will be 45,000 tons 
regi,ster, and will probably be propelled by a com- 
bination of turl)ine Und reciprocating machinery. 
Early in 1909 the White Star Line entered the 
Canadian trade, maintaining a weekly service 
between Liverpool, Quebec, and Montreal, in 
conjunction with the Dominion Line. The new 
steatners 14,892 tons, and Megantic, 

14,500 tons, are the largest despatched to Canada, 
and have been .specially built for this service. They 
have rapidly \von a favourable reputation with 
tlm travelling public, and the venture lia.s proved 
a p>rouounced success. The Laurcntic is a triple- 
screw steamer, propelled Ijy a combination of 
turbine and reciprocating machinery, and the 


LARGEST SHIPBUILDERS, 1908. 

Ships. TLTons. 

Harland & Wolff Belfast ......... 8 106,528 

Swan, Hunter, Ltd Newcastle ... 17 61,580 

Sir W. G. Armstrong, A. o 
Whitworth & Co. j^ewcastle ... 9 51,384 
Workman, Clark & Co. Belfast ......... 8 50,303 

Russell & Co Port Glasgow 13 48,619 

Barclay, Curie & Co. ... Whiteincli ... 6 38,810 
G. Connell & Co., Ltd... Scotstoun ... 7 30,698 

Sir Ray Iton Dixon Mlddlesbro’ 5 26,146 

W. Gray & Co W. Hartlepool 7 25,071 
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if is twin-screw propelled by reciprocat- 
ing"* machinery alone. All the services are main- 
tained entirely with twin-screw steamers (except 
tire Laurentic, ’which is triple-.serew), and the 
average size of the White Star steamers is tlic* 
largest in the world (13,020 tons pei' .steamer), 
including some of the largest cargo and live-stock 
carriers in existence. 


Q uickest cro.s_sing.s to date 


Steamer’s 

Name. 

wlcr ' i"" 1?'..*.+ ' 1' Average 1 Highest 

Vest. Eatit. jgea Siwfd.l Pa.v’Hffux't, 

Oceanic 

Teutonic 

Majestic 

(1. h. in. I tl. li. m. ; Knots. 

5 %6 34 j S 30 zo ’7 ' 

5 x6 S 21 3 20*3 ’ 

5 17 5<> 1 5 23 1 20*4 , 1 

Knots. 

524 

528 

520 


Fleet, 30 steamers ; 461,227 toms. 

London OJices, 38, Leadenliall Street, E.O., and 
I, Cockspur Street, B.W. 

WILSON LINE. — Founded at Hull alKJut 
1835 and converted into a private Comjiany in 
1891 (Thos. Wilson, Sons & Co., Limited). The 
Company is now the largest private .shipowning 
company in the world, and has continued ite 
many trades with increasing energy and success. 
The fleet usually consists of 90 to 100 steamers, 
varying by the exclusion of old, and addition of 
modern and up-to-date tonnage. The home 
trades, Hamburg, Antwerp, Ghent and Dunkirk 
are w-orked by the Wilsons and North-Eastern 
Railway Shipping Company, Limited. The 
I Swedish, Norwegian, Baltic, Mediterranean, 
Black Sea, and Indian trades, by Messrs. M'il- 
son’s vess'ds, with weekly communication from 
Hull to Gothenburg, Stockholm, Copenhagen, 
Christiansand, Christiania, Stavanger, Bergen, 
Drontheim, St. Petersburg, Reval and Riga by 
first cla.ss passenger steamers (some of them 
fitted with the IMarconi wireless telegraphic 
apparatus). I'o Danzig weekly ; to Sicily and 
tlie Adriatic fortnightly ; Marseilles, Genoa, 
Leghorn and Naples, fortnightly; to Alexandria 
fortnightly ; and to Bombay and Karachi fort- 
nightly. Three large new steamers, the Hidalgo, 
Ilinaldo, and Baemno, have recently been ac- 
cjiiired for the Bombay and Karachi trades to 
supplement the steamers already running. To 
Boston and New York weekly ; to Australia, by 
Messrs. Milbmn & Co.’s steamers, monthly. To 
and from Jersey almost daily during the potato 
season. From Valencia and the Spanish coa.st 
weekly during the fruit season. The expensively 
equipped passenger steamer Aaro was added 
to the Noi'wegian service in 190$. 

Fleet, 95 steamer’s : 190,885 tons. 

London Agenta, The United Shipping Co., 
Ltd., 108, Fen church Street, E.C. 

Our thanks are due to the owners and agents 
who have furnished us with informatitm, ami 
also to the Secretary of Lloyd's Register 0/ British 
. ami Foreign Shipping. 


LARGEST ENGINE-Bl'ILDERS, 1908. 

T.H.P, 

North-Eastern and Marine (Sunderland) 

Engineering Co UtWalLsendl 

Harlaiid & Wolff Belfast 65,840 

Vicars, Sons & Maxim Barrow. 58,850 

Denny <fc Co Dumbarton 

David Rowan & Co Glasgow... 43,890 

John Brown <fc Co. Clydebank 4X5750 

Workman , Clark & Co. ...... Bel fust 38 . 400 

R. & W. Hawthorn, Leslie) . ... .. 

Co. 34 ( 5 co 
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omm LARGE STEAMSHIP OWKEES IK ALPHABETICAL OBHEiT 
(Also see pages 758-771.) 


Vessels. 
30 


Adelaide Sa Co Adelaide 

Alf?THr ^’iume ... 

Alta Italia Co.. ..Turin ri 

Amazon S.N. Co., Ltd. London 1 

American-Hawaian SS. Co. Hew York tj, 

Amencmi Petroleum Co. ... Antwerp 10 

Anglo-American Oil Co., Ltd. London It 

Asiatic s-N. Co., Ltd. uverpwi";:;;:; tt 
S.N. Co. London ai 

Bombay&PersiaS.N.Co.,Ltd. Bombay .' ..7"' 

r i' Co., Ltd. ... LiverpMl ! 

X As J. Broeldebaub, Ltd. ... Livei-pool ..... 

Bnmsgaard, Kjosterud & Co. Norway^ ^ ' *' 
Burrell & Son......... G-las^ow " 

Caima 'NTAKlia AV 


oov::.:'.:.:. Ne^casW;;; 



B. Chellew Truro 

China Merchants S.H. Co. ‘. 7 . Shanghai: 

China Hav. Co., Ltd. ... Loud 7 >n 
Cleveland Cliffs Iron Co;..Z S^Ld 

Steaniship Clyde Co Hew York 

W. H. Gockerline A-' Co Hull 

Commercial Hav. Co Heuoa* 

Compagnie du Hord Dunkirk"" 

Compagnie Havraise Havre 

Compania Slid. Americaua... Valparaiso 

toy & Co London 

^'ardiff 

Antwerp . 

Bo.... Hamburg 

Deutsch Levante Linie Hamburi'* 

Deuteche Ost-Africa Linie ... Hamburg 

H. VV, Dillon Londnn 

Thomas Di.xon & Sons Belfast... lo 

Ihomas .Dunlop & Sons Glasgow u 

Empreza ^av. Co Lisbon rfi 

Erie& Western TraiisptmCo. Philadelphia'"*.’ i, 

Cypnen Pabre & Co jMarseilles 11 

Farrar, Groves & Co London LZZ xl 

Liverpool „ 

Peter L. Eisker Conenbawn 

Eraissinet <fc Co M?U‘seilles % 

Galbraith, Pembroke Co. London xl 

James Gardiner & Co Glasgow le 

toral IVansportCo Marseilles S 

Cleveland, Ohio 34 

Gordon Steamship Co., Ltd. London „ 

Gr^nshields, Co wie & Co.... Liverpool 4 

Harris & Bixon, Lid London x? 

Harrison, J.& C„ Ltd .London ll 

Harrison, Gow & Co Glasgow xx 

Harrowing & Co. ...... Whitby 14 

P. Henderson A Co. Glasgow !. It 

T. Hogan A Sons Hew York „ 

Hogarth & Sous Glasgow 14 

H. a Horn Sehleswig ..... It 

|o|^ie»dletm 7 i'c„: 7 - - 

Huddart, Parker A Co., Ltd. lileibourne 

Hutchinson A Co....,,,..,,,,,., ClevelaTul oiim 
Indo-China S.H Co. rf.i 


M. toudon 

-V ^ * ^|^y®uess A Co. Hox'wav . 

vonmklij^ Packet Co. ...... Amsterdam .[. 

P •^r Amsterdam ... 

Lane A Macandrew ... London 

Larnnaga A Co. Li vSn^i 

Lawtlier, Latta A Co London . *** 

Lloyd Brazileiro... >u T-niAiv/v 

Liiclpnbph Trans. A Wr.Co. Hew York 

Maelay A McIntyre 6Iasp*ow ^ 

Mallory S.S. Co... ...i Hew Si”""" 

Christopher Mar wood MTiithv ^ 

SnPS?- ^’y^^sportation C. Baltimore 

Moretm Sm"'’’™"'’ 

H. A W. Helson, Ltd Liverpool* 

How England Navigation Co. Hew York !!.**** 
Mail S.S, Co, Hew York ... 
Northern S.S. Co., Ltd St Peter^shnixi^' 

OceanSteam. Co.of Savannah SvS 

USaiCa b.b. Co .Tnnxm 

Ostasiatiske Co " Conenha^’en 

0“".s. Bo. ;;;; Stt^nopie 

b.b. Co. San Francisco 


Vessels. 


Clevelanctohio X07 


13 


PymanBros. .....ZZZ::: 

George Ppian A Co W. Hartlepool 

Ihomas Kadeliffe A Co Cardiff ^ ^ 

Raeburn A Verel Glfl.srmw ’**’*"’ .. 

5ix?5s?sQ-"" ?l 


r. A w, llitson Smifb^rltin/i 

Joseph Hobinson A Sons ... H. Shields ^... 7 *.’ Jo 

1 . B. Royden Livm'nnni ” 

Russian S. Hav. A Tradg: Co. OcS T 

Russian Vol. Fleet Assoc. ... St. Peterabm’ff" yf 

Simpson, Spence A Young... London ^ 6 

RpbertM.Sloman,Jr.,AOo. Hambm-g" J 

Sivewrigit, Bacon A Co. ... Manchesto q 

Smith Howard A Co., Ltd. Melbowne!..;"; a? 

Sota y Aznar BilbaA ^ 

Southern Pacific Co. ^ 


Steel, Young A Co. '....* *"'*' 
F. C. Strick A Co., Ltd.’*.'.'."’*] 


Hew York ...... 

London ......... 

London 


Z: ^'atem A Co Cardiff ...... 


London ... >in 

W. A O. T. Jones S.S. Co., "Ltd. Cardiff.*.'.*:*,’ Z 

todon .;..*.*77 It 
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williiJxTTf’ Ba*,* Ltd. Livmpool" 

il^imnson A Co. ...... Leith 

William Thomson A Co St. Johm"N"B 

G. A. lomhnson Dnbifh 

Toy;o Ki.e„ s s. Co. .7 ;;: tS"’..! ™7 

i^rnbull, Martin & Co. .77 Lomimi' 

W.®* - London . 7 . 7'.7 

Union Austrian Nav. Co. 7 Trieste...:;. 77 " 
h Cleveland, Ohio 

w ^ts, M atts A Co. London 

J. H. Welsford A Co., Ltd. Liverpool 

“sit c 7 .::\ 7 \ 7 :\\\- 

Woods, Tylor A 'Brown ■:::.*:: Lo'iJdon Z 

Vbarra A Co Seville ![ 28 


■ ^ 7 "^' 

(ttounta antr Jttuntctpal 29 iwctorg of t^nglani# anii ales. 


AKQLiSSiSt'. Acres 175,836. i*op. 50,606. 
jfeental 2*3, 342. 

Ld, Lieut (iBg6)and Chairman of Q.AS'.jSirll.H, 
Williams Bulkeley,Bt. ,BaronHill,Beamiiaris. 

High Sheriff i M.. B. Davies, Treborth, Menai 
Bridge. 

Chairman of County William Owen. 

Clerk of the Peace, J. Rice Roberts, Llangefni. 

Chief Constable, L. Protbero, Llangefni (32). 

Coroner, Robert Jones Roberts, Bangor. 

BEDFORDSHIRE. Acres 302,947. Population ^ 
171,707. Rental ;;^977,o84. I 

Lord Lieut, Rt. Hon. Lord St. John, Melch- i 
bourne, Sharnbrook. ' 

Iligh Sheriff^, Sir Algernon Kerr Butler-Osborne, 
Bart., Cbicksands Priory, Shefford. 

Chairman ofQ.S., Lord St. John of Bletsoe. 

Chairman of County Council, The Duke of Bed- 
ford, K. G. , W oburn Abbey. • 

CU'i'k of the Peace and of C,C., W. W. Marks. 

Chf Const, Lt.-Coi, F.J.Josselyn, Bedford (106). 

Cormier, Mark Whyley, Bedford. 

Coroiur for Honor of Ampthill, Frederick 
Thomas Tanqueray, Woburn. 

BERKSHIRE. Acres 456,491. Pop. 180,354. 
Rental, 5^1,365,172. 

Lord Lieutenant, James Herbert Benyon (1901), 
Englefield House, Reading. 

High Sheriff, W. Dockar Drysdale. 

Chairman ofQ.S., Sir R. G. C. Mowbray, Bart. 

Chairman of C.C., W. Hew Dunn. 

Clerk of the Peace and of C.C., J. T. Morland. 

Ch. Constable, Maj. A.F. Poulton, Reading (235). 

Coroners : Bromley Challenor, Abingdon ; S. V. 
Pinniger, Newbury ; Win. Weedon, Reading ; 
and W. 0. Jotcham, Wantage, 

BRECKNOCKSHIRE. Acres 469,301. Popula- 
tion 54,213. Rental 5^314,740. 

Lord Lieutenant, Lord Glaiiusk, Crickhowell. 

High Sheriff, J. B. G. Price, Neath. 

Chairman of C.C., 0:. Wheatley Cobb, Caldicot 
Castle, Chepstow. 

Chairman ofQ.S., Hon. P^,. C. Deverenx. 

Clerk of the Peace and ofC.C., H. F.W. Harries. 

Chief Constable, A. S. Williams. 

j County Coroners : Richard H. Arliiigham 

I Davies, Ci'ickhowell ; M. F. Thomas, Brecon ; 

{ Dr. Win. Rees Jones, Seniiy Bridge. 

BUCKING HA:HSHIRE. Acres 477,738. Popu- 
lation 179,359. Rental _;£’i,099,2i4. 

Lord Lieutenant, Lord Rotlischild. 

High Sherif, H. S. Leon, Bletchley Park. 

0/uT.v>nnm , Lord Cottesloe. 

Chairman of C.C., Tollman Mosley, Bangors 
Park, Tver, 

Clerk of the Peace, Wm. Crouch, Aylesbury. 

Chief Constable, JVtaj. Otway Mayne, Ayles- 
bury (x86). 

Coroners: T. F. Vaisey, Winslow ; H. Small, 
Buckingham ; E. Wilkins, Aylesbury ; A. E. 
W. Charsley, Beaconsfield; E.T. Worley, New- 
port Pagnell ; F. T. Tanqueray, Ampthill. 

CAMBRIDGESHIRE. Acres 311,938. Popula- 
tion 81,885. Rental 5^411,336. 

Lord Viscount Clifden. 

High Sheriff, G. D. C. Newton, J.P., Croxton 
Park. 

Chairman of Q.S, , Edward S.Fordham, J.P. , D.L. 

Chairman ofC.C., Sir H. G. Fordham, J.P., ».L. 

Clerk of Peace and, C.C., S. R. Ginn, B.L. 


Chief Constable, Charles J. D. Stretten, M.V.O. , 
Cambridge (77). 

Coroner, Algernon Jasper Lyon, St, Andrew’s 
Street, Cambridge. 

CARDIGANSHIRE. Acres 443,071. Population 
61,078. Rental 5(^331, ns- 
Lord Lieutenant, Col. Herbert Davies-Evans 
(1888), Highmead. 

High Sheriff, Augustus Brigstocke. 

C/iaimixii 0/ <7. 6% Rev. Wm. Griffiths. 
Chairman ofQ.S., J. W, Willis-Bimd. 

Clerk of the Peace, F. R. Roberts, Aberystwyth. 
Clerk to C.C., Evan Evans, Aberystwyth. 

County Treasurer, J. D. Perrott, Aberystwyth, 
Chief Const, E. Williams, Aberystwyth (41). 
Coroners : Abel Evans, Lampeter ; John Henry 
Evans, Newcastle Emlyii j John Evans, 
Aberystwyth. 

CARMARTHENSHIRE. Acres 587,816. Pop. 
135,328. Val. 5£J6 oo,54o. 

Lord Lieutenant, Sir James Drummond, BarL, 
Edwinsford, Llandilo. 

High Sheriff, Morgan Jones. 
ChairyMinofQuarierSessmis, D.W.Dnimmond 
Glmirman of County Council, Thomas Jones. * 
Clerk of the Peace and of County CGuneil,if. "W. 
Nicholas, Carmarthen. 

Ch. Constable, W. Picton Philipps, 'Llandilo (96). 1 
Coroners : Thomas Walters, Carmarthen ; 
Richard Shipley Lewis, Llandilo ; J. W. 
Nicholas, Carmarthen. j 

CARNARVONSHIRE. Acres 365,030. Popula- 
tion 125,649. Rateable value ;L698,6 i8. 

Lord Lieut, and Chairman of Q.R, John 
Ernest Greaves (x886), Brou Eiflon, Criccieth. 
High Sheriff', Owen Jones. 

Chairman of C.C., Dr. R, A. Prichard. 
C^erfco/f/icPcace,A.Bodvel-Roberts,Carnarvon. 
Chief Const, Lt. -Col. A. A. Ruck, Carnarvon (86). 
Coroners: J. Pentir Williams, Bangor; 0. 
Robyns Owen, Pwllheli. 

CHESHIRE. Acres 643,360. Pop. 593,885. 
Rental ;^3,898,i29. 

Lord Lie^itenant, The Duke of Westminster, 
Eaton Hall, Chester. 

High Sheriff, Herbert Wheelen Hind, Bidston. 
Chairman of Q.S., Sir Horatio Lloyd. 

Chairman of County Council, Col. George Dixon. 
Clerk of the Peace and of C.C., Reginald Potts. 
Ch. Const, Lt.-Col. J.H.lIamersIey,<Uiester(5ix). 

! County Coroners : J. C, Bate, Chester ; Hercules 
Campbell Yates, Macelestield ; A. E. Ferns, 
Stockport ; T. Ridg way, Warrington. 
CORNWALL. Acres 868, 2<:^. Pop. 322,334. 

Rental 5(^1,129,939. 

Lord Lieutenant and Vice-Admiral, Earl of 
Mount-Edgcumbe (1877). . 

High Sheriff, Carew Davies Gilbert. 
Chainnanjf C.C.y’W. C. Pendarves. 

! Chaim’ien (if Q.S.fWm, C. Pendarves and His 
Hon. Judge Graiigei*. 

Clerk of the Peace and to C.C., C. L. Cowlard. 
C/(/i<?/C’ons'i:GZ/Zc,Maj.H.B.Protheroe Smith (230). 
Coroners: W. F Thompson, Launceston ; Johii 
Pethybridge, Bodmin ; Edmund Lanreiiee 
Carlyon, Truro; Edward Boase, Penzance; 
Albert de Castro Glubb, Liskeard. 

CUMBERLAND. Acres 973,086. Pop. 266,921. 
Rental 5^1,504,729. 

Lord Lieutenant, Lord Mimoaster (1876), M un- 
caster Castle, Ravcnglass. 

Vice-Admiral of the Coast, Earl of Loirsdale, 
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Ihgh S/u'}U'f, Edmuiul W right Stead. 
Chaii'inan'o/ Q.S., (leofge A, lliraington. 
ChaUnnua of'C.O., H. C. Howard. 

Ch'i'k of the Peace and ofC.C., 0 . B. Hodgson. 
Chief Co uxtahle, Chas. de Convey Parry, Penrith 

(zoz). 

Coi'ono’f! : I\ W. Ilalton, Carlisle ; Joseph 
Haytoii,CocV:ermoutU ;P. B. Stoney, Millom ; 
Edward Atter, Whitehaven; and G. A. L. 
Skerry, Workington. 

HENBIGHSHIBE. Acreage 426,084. Population 
131,582. lleiital ;^72 o,488. 

Lord Lie^ifetinnt, Col. William Cornwallis West 
(1872), Ituthin Castle, Ruthin. 

Iliijh Sheriff, Alfred Ashworth. 

Chainaan'of (fS,, Sir W. W. Wynn, Bart., C.B. 
Chairnuiii of C.C., Aneiirin 0 . Evans. 

Clerh of the Peace, W. II, Evans, LL.B., Ruthin. 

T. J. Leadbetter, Wre.vhaui (87). 
Cor(?)ierii: John Roberts Hughes, M.D., Denbigh ; 
Llewelyn Keniick, Rnabon. 

DERBYBHIPbE. Acres 646,912. Pop. 504,6x0. 
Rental 538, 997. 

Lord Lunitenant, The Duke of Devonshire 
(1908), Chats worth. 

High Sheriff, Sir Francis Burdett, Bart. 
Chainnan of C.C., George Herbert Strutt. 
Chairman of Q.S., His Hon. Judge Lindley. 
Clerk of Peace cf: ofO.C., N. J. Huglies-Hallett. 
Ch'i(f Conrfable, (.'apt. H. C. Holland, M.v.o., 
Derby (377). 

Coroneni : William Harvey Whiston, Derby; f 
Richard Sale, Derby; Godfrey Hosley, Derby; , 
A. Green, M.B., Che,stei‘ficld ; Sydney Tay](*)r, 
Buxton. 

DEVONSHIRE. Acres 1,671,168. Population 
662,196. Rental ;^J'3iSS3.S36. 

Lord Lieut, and Chairman (f C.C., Rt. Hon. 

Earl Eorte.scue (1905), ttistle Hill, S. M<;]ton. 
High Sheriff, Hon. Ricliard M. W. Dawson. 
Cladrmen' of Q.S., Lord Coleridge; .bonl 
Clifford ; G. C. Davie. 

Clerk of the Peace, Henry Michelmorc, Exeter. 
Chief Constable, Capt. H. R. Vyvyan, Exeter 
(427)' 

Coroners : Dr. E. R. Tweed, Houitori ; F. AV. 
Gould, Crediton ; G. W, F. Brown, Barnstaple ; • 
John D. Prickman, Okehampton ; A. M. 
Davson, Dartmouth ; Sidney Hacker, Totues ; 
R. Robinson Rodd, East Stonehouse. 

DORSET, Acre.s 625,578, Population 202,063. 
Rental ;iSi,i68,962. 

Lord Lieutenant, Ool. John Mount Batten, 
C.B. (1906), Up Cerne House, Dorchester. 

High Sheri f A. E. L. Fox Pitt Rivers. 

Chairma nof County Council, ViseountPortman. 
Chair man 0/ Q.S., Col. J. R. P. Gooddeii. 

Clerk of Peace and to C.C., B. A. Ffooks. ' 

Chief G<nw.,Capt. D. Granville, Dorchester (190). 
Ooromrs : William Harry Creech, Sturminstev i 
Newton (North Disk) ; G. P. Sjunes, Wey- ! 
mouth (South Disk); Chas. H. Watts i 
Parkinson, Winiborne (East Disk) ; Charles ; 
Geo. Nantes, Bridport (West Disk). 

DURHAM (COUNTY PALATINE). Acres 
649,244. Pop, 1,187,474. Value A4, 066, 159. 
(See also p. 182.) 1 

Xftj'ti Lieutenant, Earl of Durham (1884), } 
Lambtou Castle, Durham. ' 

High ^leriff, W. C. Gray. 

Chainmot ofQ.S,, His Hou. Judge Greenwell. 
Chairman of C.C., George W. Bartlett. 


Oik. of the Pence and to C. C. , R. Siiiiej', Durham. 
Chief Const., Wm. George ^lorant, Durham (750). 
Comirns*: John Graham, Hunderland ; .loin 
Thomas Proml, Bishop Aiioklaud ; C. E, 
Cadle, Durham ; J. H. Bell, Stockton. 

ELY (ISLE OF), Cambridgeshire. Pup. 64,495. 
Cast os Rotuloram, Lord" De Ramsey, Ramsej 
Abbey, Hunts. 

High Sheriff, sec CAMBUIDOKyHIRS. 

Chairman of Q.S., A. J. Pell. 

Chairman of County Council, Joseph Martin. 
Clerk of Peace and C.C., It G. F. Copem.an. 
Chief Const., Capt. . 1 . H. Mander, Ely (69). 
Coroners: Thomas Ik Dawbarn, Wisbeidi ; G. 
M. Hall, Ely, 

ESSEX. Acres 974,849. Population 816,640. 
Rental ;^5,oi7,99o. 

Lord Lieutenant, Earl of Warwick (1901), 
Easton Lodge, Duumow. 

High Sheriff, John Henry Horton, Ma.scells, 
South Weald. 

Chairmen of Q.S., Andrew Johnston and Hon. 
C. H. Strutt. 

Chairman of C.C., Andrew Johnston. 

Clerk of the Peace and of C.C., John Hoyden 
Goold, Clielrasford. 

Chief Constable, Captain Edward Maclean 
Showers, Chelmsford (473). 

Coroners: J. Harrison, Braintree; C. Edgar 
Lewis, Brentwood ; A. Am))rose, w.D., 
Loughton. 

FLINTSHIRE. Acres 164,050. Pop. 81,490. 
Rental £436,369- 

Lord Lieutenant, Hugh Robert Hughes (1874), 
Kimnel Park, Abergele, 

High Sheriff, John f/lovd Price, 

Chainnan'of Q.S., Ph.iiipP. Pennant. 

Chair, nan of C.C., Jus, W. Summers. 

Clerk (f the Peace, iliehai'tl Bromley, Mold. 
Chief Constable, J. Ivor Davie.s, Mold (60). 
Coroners: F. Llewellyn Jones, IMold ; M'm. 
Alma Aylmer Lewis, Oswestry, 

GLAMORGAN, Acres 489,535. Population 
53^5833. Rateable value £3,443,256. ; 

Lord Lieutenant, The Earl of Plymouth, C.B. 

(1890), St. Fagan’s Castle, Cardiff, I 

High Sheriff, David Lewis. j 

Chairman of C.C., John Blandy Jenkins, J.P. j 
Chairman of Q.S., 0 , H. Jones. I 

Clerk of Peace and ofC.C., T. Mamsel Franklen, : 

Cardiff. | 

Chief Const,, Lionel Lindsay, Cardiff (532). ! 

Coroners : David Ree.s, Pontypridd ; R. J. : 
Rhys, Aberdare ; H. Cuthb'ertson, Neath ; 
F. H. Glyun-Price, Swan.sea; S. II. Stock* ' 
wood, Bridgend. j 

GLOUCESTERSHIRE. Acres 786,115. Pop. I 
321,350. PcutealJe value £1,944,388. 

Lord Lieutenant, The Earl of Ducie (1857), , 
Tortworth Court, Falfield. 

High Sheriff, T. D. Grimkd-Drayton. ; 

Chairman' of C.C., !M, W. Ool Chester- Wemyss. ' 
Chairman of Qr. Se:.s., Francis Adams llyett. I 
Clerk of the Peace and of the C.C., E(iwd. ' 
Theodore Gardoni. | 

Chief Constable, Admiral Henry Christian, i 
M.V.O., Cheltenham (386). ! 

Coroners: Edward Mills Grace, M.P., Thorn- ^ 
bury; Alfred J. Morton Ball, Stroud; John 
Waghorne, Cheltenham; Eiuhard Macartney, * 

' Cinderford ; N. G. Moore, Tewkesbury ; 
Charles Scott, Gloiiee.ster. \ 
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HAMPSHIItE (OH SOUTHAMPTON)* Acres 
942,441, Pop. 399,541. Hental ^£2,352,964' 
Lord Lieutenant (i9o4\ The Marquess of AYin- 
diester, Am port St. 'Mary’s, Andover. 

JMgh Sherif, Henry Nicoll. 

Chairmen ofQ.S. , The Duke of Wellington, K.G. 

(Civil), John Lindsay Johnston (Judicial). 
Chairman of C.C., The Earl of Northbrook. 
Clerk of Peace and County Cotmcily Henry 
Barber, LL.B., The Castle, Winchester. 

Chief Conatable, Major St. Andrew Bruce 
Warde, West Hill, Winchester (447). 

County and Franchise Coroners: P. E. J. 
Talbot, Andover ; E. Pruitt, Christchurch ; 
P. H. Jackson, Eingwood ; E. A. Johns, Eing- 
wood ; L. Warner, Eareham ; Hy. White, Win- 
chester Bernard Harfleld, Southampton ; 
Spencer Clarke, Whitchurch. 

HEEEFOEDSHIEE. Acres 537,363- Popula- 
tion 114,401. Eental ^^^570,448. 

Lord Lientenanty Sir John E. G. Cotterell, Bt. 

IlM^Shenf, Ralph Tichborne Hinckes. 
Chairman ofQ.S., Sir .Richd. Harington, Bt. 
Chairman o/C.C., Colonel Prescott Decis. 

Clerk of the. Peace and ofC.C.y John Reginald 
Symonds. 

Ch, Const , Capt. the Hon. Evelyn Scudamore- 
Stanhope, Hereford (81). 

Coroners: Thomas Hutchinson, Hereford; 
Charles E. Arthur Moore, Leominster. 
HEETEORDSHIEE. Acres 404,518. Population 
258,023. Rental :£^i,499,366. 

Lord Lieutenant, The Earl of Clarendon, G.C.B. 

(1892), The Grove, Watford. 

High Sheriff, Edward Ernest Pearson. 
Chairman of C.C. and of St, Albans Q.S., 
Rt. Hon. T. E. Halsey. 

Chairman of Pertford Q.S.y The Marquess 
of Salisbury, g.c.v.o., c.b., a.d.c. 

Clerk of Peace and of C.C. , 0 . E. Lougmore. 
Chief Constable, Lt.-Col. Henry Paniell, 
Hatfield (270). 

Coroners : Thomas Joseph Sworder, Hertford ; 
Lovell Brage, sr.D., Hatfield; Francis 
Shillitoe, Hitchin ; Lovel Smeathmaii, Hemel 
Hempstead ; Ethelbert Collins, Bishop 
Stortford; D. B. Balding, Royston ; T. J. 
Broad, Watford ; A. MacKinnon Forbes, 7 
Queen Street, Chcapside, E.C. 
Hl'NTINGDONSHIRE. Acres 233,984- Pop. 
54,125. Rateable val. ;!(J3I9,976. 

Lord Lieutenant and Chairman c/C.C., The Earl 
of Sandwich (1891), Hiuchingbrooke, Hunts. 

■ liufh Sheriff, Douglas George Newton, St. 
:,Neots. 

Chairman of Q.S., H. 0 . Gel dart, Huntingdon. 
Clerk of the Peace and of C.C. , J. Percy Maule. 
Chief ConMahJe, Lt.-Col. Alan G, Chichester, 
Godmanchester (54). 

Coroners : C. B. Jlargetts, Huntingdon and 
Hurstingstone ; C. R Wade-Gery, St. Neots ; 
Gerald Hnnnybun, Hundred of Leighton- 
stone; H. C. Gaclies, Peterborough; E. R. 
Serjeant, Ramsey. 

ISLE OF WIGHT. Acres 94,068. Pop. 82,418. 

. £s3x,s49- ' 

Goi'ernor and Captain-Gen£rai,li.'R.'H.. Princess 
Henry of Battonberg, Osborne. 

Deputy Gomnior, Thomas B. H. Cochrane, 
jr.v.o. 

Cha irman ofO,C., Godfrey Baring, M.P., Cowes. 


Chief Constable, Capt H. G. A. Connor, 2>.L., j 
M.V.O. (61). I 

Clerk of the Council, John Duftoii, New^xn-t. \ 

KENT. Acres 989,890. Poi>. 936,271. Rental i 
£6,zzB,$4o, 

Lord Lieutenant, Marquis Camden (1905), Ikry- 
ham Abbey, 

High Sheriff', Col. C. Stanley AVilliams. 

Cliairmen of Q.S., Lord Ilarris, East Kent; 

Rt Hon. John G. Talbot, 3 r.P., West Kei:t. 
Chairman of County Council, Geoi'gc Marsham, 
Hayle Cottage, Maidstone. 

Clerk of Peace <i’ to C.C., Walter Byron Prosser, 
Maidstone. 

Chwf Constable, Lieut -Col. Henry ]\Iurray 
Ashley Warde, Maidstone (540). 

Coroners,; Thomas Buss, Tixnbridge Wells; 
Reginald M ackenzie M erce 1% Canterbury : H. 
B. Sewell, Greenwich ; C. B. Harris, Sitting- 
bourne ; C. D. Mairton, Cranl^rook ; H, AY. 
Stringer, New' Romney ; B. C. Drake, Hythe ; 
F. W. Hardman, Deal ; and AY. F. Morrison, 
Redhill. 

LANCASHIRE. Acres 1,208,154. Pop. 3,923,096. 

. Rental 214, 462. (»S^’e uAvo p. 189.) 

Lord Lieutejmnt, Lord Shuttlew'orth, Gaw'- 
thorpe Hall, Burnley. 

High Sheriff, Sir AY. Bow'er Forw'ood. 

Chairnun of Q.S.,‘E. B. Dawson, Lancaster ; H, 
AVilson AYorsley-Taylor, K.c., Preston; Sir 
AA^m. Bower Forw'Ood, Kiit., Liverpool ; J. jM. 
Yates, K.c,, Manchester. 

Chairman of C.C. , AA^illiam Scott Barrett. 
Stipendiary Magistrate, Jos.Maghull Yates, K.C. 
Clerk of Peace tb to C.C,, Harcourt E. Clare, 
Preston. 

Chief Constable, Capt. C. V. Ibbetson, Preston 

(1,662). 

Coroners: Henry John Robinson, Blackburn; 
John F. Price, Manchester; Fredk. Nassau 
Molesworth, Rochdale ; Samuel Foster 
Bxitcher, Bury ; Samuel Brighouse, Ormskirk; 
.Tolm Parker, Preston ; Neville Holden, 
Lancaster; John Poole, Furness, Uiverston; 
Sir J. de Hoghton, Bt. (Deputy, R. Ascroft), 
Manor of AA^alton-le-Dale ; H. Greciiall, 
Manor of Hale ; F. Smith, Alanor of Prescot. 

LEICESTERSHIRE. Acres 532,788. Popula- 
tion 437,490. Rateable value X 1,338,309. 

Lord Lieutenant, The Duke of Rutland (igoo), 

16 Arlington St., London, S.AA'. 

High Sheriff", Sir A. G. Hazlerigg, Bt. 
Chairman'of Q.S. and of C.C. , Thomas Cope. 
Clerk of Peace to County Council m Lieutenancy, 
A’Ym. Jesse Freer, 10 New Street, Leicester,' 
ChuffConstable, Edw^ard Holmes, Leicc*ster(i8i). 
Coro'tiers : Gep. Edmund Botnskell, Leicester; 
Henry John Deane, Loughborough; Arthur 
Henry Marsh, Melton Mowbray. 
LINCOLNSHIRE. Acres 1,696,332. Population 
500,022. Rental £3,66x,zz4. 

Lord Lieutemmt, Eari Browulow (1867), Belton 
House, Grantham. j 

High Sheriff', AATlliam Bennett, Grimsby. i 

Chairmeii'of Q.S., AA'illiam Garfit, Boston;? 
YF. Howard, Spalding (Parts of H(dland); ‘ 
Earl of Ancaster, Sleaford and Bonnie (Parts : 

, of Kesteven) ; AAhn. Emhleton Fox, Northorpe ’ 
(Parts of Lindsey). . | 

Chairmen of C.C.: Lindsey, AY. E. Fox ; j 
Eesteven, 'Sir J. H. Thorold, Bart. ; Holland, • 
J. AALGleed. * ; 
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IjIhcoIii ; Kesteven, T. H 
Holdicli, Sleaford: Holland, H. Chadeiton 
jBroSi Lincoln City, If. c. 

C/|w/ ConstoZ^Ze, Capt. C. Mitciiell-lnnes, 

^ .Lincoln (346) 

Coro«er.v; Arthur Tuxford, M.D., BGsTm?° 
r ^ ’ Theodore Norton’ 

Gianthani ; ,Wm. Hy. Breffit Brook, and 
31. H. iootman, Lmcoln ; Philip Gamble, 


Oainsborou 


l>r. G. L. 


. w i V, Lramnie, 

ign , Herbert Sliarpley, Louth • 

,nSw ’ . ^'^’ancis J.’ 


J^arritt, Spaldins : Francis T 
V Billingborough ; 
Corbv^^^^^ Stamford ; A. C. Greenwood, 


Corby. 
LONDON. 


P%v4.S3«.S4i. Hate- 

aoiL vauie £ 43r8S5. 090. (See alsopp. 404-400 . ) 

The Duke of Fife, K.Q.^ ^ 

SflPJ^'i.rr. f-iAnt'frft Tr 


xiie jJUKe or nife, j 
Umk Sheriff, George Herbei-t Verity. 

Sir Riohard Nicholson. 

«• ^ureaceGomme. 

31EBJONETHSHIRE. Acres 427,810. Pop. 
_ 48,852. Rental, ^^223, 614. ^ 

Lord Lientenmit and Chairman of Q S Sir 

“•'■• ('«). Ca^teSi 

Sherijf, Col. 33^. Blake way Burton Bala 
Haethlon James, Towyn. 
Peace, David Breese, Portmadoc 
C/rw./ Gon.s««7;Z«V Thomas Jones, Dolgelly (34).* 

C. Coroner, R. Owen Jones, Blaenau Festiniog. 


«OU3.3.5 o 4 

High Sheriff, Sir Edward 3lann, Bart. 
Cto/rinpi 0/ Q.S., Colonel Hy. E. Hyde 

o/(2-S,Sii-Wm.Hovl^ll Brown, 
Et w”' >e Strange 

WllSmba^S 

"" George Christophe, 

Norwicl 

Henry Read Cultey, Norwich* R A 

ISeharn^T ^atl 

iJUtiiain, H. E. Garrod, Diss ; H. R B 
Thetford’ J 0- B- Head' 

NOipTTA3IPTONSHIRE. Acres 585, .48. Popii- 
_ lation 207,485. Rateable value 450, 477 

Viscount Altiiorp (iS) 
piilhngtou House, Northampton. ’ 

nigh aS/uu*//, Sir Henry Edward Randall. 
C/iainarm 0/ C.C., Sackville G. Stopford Sack- 
ville, Draytoil House, Thrapston. 

“E— .airtil"*’ 

_ 3IacCalIum, INorthamptou (i661 

’^ironers • r!hciT>i«o tr .~Jf 


MIDDLESEX. Acres 148,700. Pop 1 oco fia,4 

Eateahle value ;^6 , ’’'’S 9.684. 

Bedford, K.a. 

„(=^?98)> Woburn Abbey, Beds. 

High Sheriff, Edward Otter. 

Chair, iianofq.S. andofC.C., aiontagu Sharpe, 

CM of the Pence and of C.C., Sir Richard 
Nxiholson, Guildhall, Westminster. 

Centra; AVestern: W. Bruce Gordon Hogg, 
M. . , Chiswick ; Central : G. Danford Thomal 

Faatf'rT.^F'^P^L Green ; 

Eastern . A., M. 31. lorbes ; Duchy of Lan- 

M0N3I0UTHSHTRE. Acres 342,548. Pop 
230,806. Rateable value 221, 8% 

Tredegar (1890), 

riedegar Park, Newixji't. 

LLy/i Sheriff', Edward Steer. 

Courthope Bosan- 

uuct, Bingestow Court, near Monmouth. 

Gm rmun o/C.C., Alderman Eaffau. 
crK^fPi-^f u “y. Stafford Gustard. 

ttWSffiSii'BS-SSi 

JfONTGOMEEYSHIEIl. Acres sio,i«. - Ponu- 
Iatiou s4,9oi- B'ental ;^497,,®,7” 

Do'"tm>mO, Sir Herbert Lloyd Watkin 

gr.iS£"ira!‘‘4i£ 


x,xauviiuuni, ixortnamptou (i66i 
Conma;*^ ; Chades H^^ 

John Ih os. Parker, Wellingborough : 
3Iieres Percival. T’etwAnofn'.. ® ’ 


Zr- .-cartker, weinni 

3iiere8 Percival, Towcester. 

NORTHUMBERLAND. Acres x, 272, 294. Poi 
291,306. Bentaij^a, 135^183, 7 , 94- ro] 

^“'■“■'■■hberlaud, k., 

Ifig/t Sheriff ■Ne^^■ton Charles Ogle. 

N0TTING.HA3rSHIRE. Acres p.v. 


•J'-tjj.jy J.vuiiua,i. 2, 017,015.. 

Sv»Sx,J£!S.;'St*g; 

=• Smuptou^’copnal 

TSh?- /'"‘“"Sfr™. Nottingham ;. I 
B. ioottit, Hewai-k; E. S. Spencer, Eettot 

SSaa;lSs“ 

5:rs:"gEsiSrKaj“ 

Ihgh Sheriff, Eohert S'leming ’ “• 

cSSSHfieJMS 
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Coronsrs : Gorden Walsh, Oxford ; George 
Coggins, Deddington ; Robert Frederick 
Outhbert, Witney ; J. F. Cooper, Henley. 

PEMBROKESHIRE. Acres 392,020. Pop. 87,818. 
Val. ^(^462,053. 

Lord LmitemMt(i?g 5 ), Earl Cawdor, Stackpole 
Court, Pembroke, 

High Sheriff, Herbert James Allen. 

CKairman Abel Thomas, K.C., m.p. 

Chamrian of County CouncM, George Griffith, 
* Bunkers Hill, Milford Haven. 

Clerk of the Peace ami to County Council, Wm. 

Bavies George, Haverfordwest. 

Chief Constable, Fred. T. B. Summers, Haver- 
fordwest Castle (74). 

County Coroners : Ivor Evans, Cardigan ; H. J. 
E. Price, Haverfordwest. 

PETERBOROUGH (SOKE OF), Northaiits. 
Acres 53,471- 

Chairman ofCoimty Council, Col. C. I. Strong. 

I de^'k C.C. and of the Peace, Walter J. Deacon. 

RADNORSHIRE. Acres 301,164. Pop. 23,281. 
Rental ;jGi85,38z. 

Lord Lieutenant, Sir Powlett Charles John 
Milbank, Bart (1895), Norton Manor. 

High Shenff, W. S. Bryan. 

Chairman ofQ. S. , J no. Corri e Carter, Rhayader. 
Chairman of C.C. , C. C. Rogers, Stanage Park, 
Brampton Brian. 

Clerk of Peace a 7 id to C.C., H. V. Vaughan, 
Llandrindod Wells. 

Chief Co 7 istaUe, Major H. H. Bromfield, P.S.O., 
Llandrindod Wells (21). 

Coroners : Fred, L. Green, Presteigne (Eastern 
Division) ; E. Powell Careless, Llandrindod 
(Western Division). 

RUTLANDSHIRE. Acres 94,889. Population 
19,708. Val. £tBs,^z3. 

Lord Lieutenant, Maj.-Gen. J. F. Brocklchurst, 
c.v.o., c.B. (1906), Ranksboro, Oakham. 

High Sheriff, William Belgrave, Preston Hall. 
Chairman of Comity Council, Earl of Gains- 
borough, Exton Park, Oakham. 

Chair, of Q.S., Sir Arthur John Fludyer, Bart. 
Cle 7 *k of Peace and to C. C. , B. A. Adam, Oakham. 
Chief Co 7 istaUe, William Wilson, Oakham (15). 
Cmwisr: Valentine George Stapleton, Stam- 
ford. 

SHROPSHIRE. Acres 86x,8oz. Pop. 239,783. 
jVssessable value 408,526. 

Lord: Lieutenmit, The Earl of Powis (1896), 
Walcot, Lydbury North, Salop. 

High Sheriff, A. W. CoiTie, P.L. 

Chairman of Q.S., Sir Offley Wakeman,.Bart. 
Chairman of C.C. , J. B. Bowem.Tones. 

Clerk of Peace a^id to C. C. , E. Cresswell Peele. 
Chief Co 7 istablc, Capt Gerard L. Derriman. 
Shrewsbury (169). 

Coronei's: John Vernon T. Lander, Wellington ; 
Thomas H. Garside, Market Drayton; Henry 
Thomas Weyman, Ludlow; R. E. Clarke, 
Shrewsbury; Pu F. Haslewood, Bridgnorth ; 
.1. Herbert Williams, Ludlow ; W. A. Aylmer 
Lewis, Oswestry. 

SOJMERSETSHIRE. Acres 1,034,055. Pop. 
385,106. Rateable val. ^£2, 758, 174. 

Lord Lieutenant, The Marquess of Bath (1904), 
Longleat, Warminster. 

High Sheriff, A.F. Somerville, Binder House, 
Wells. 

Chairman of Q.S. , Bt. Hon. Sir Edward Fry, 
G.C.B,, Failand, Bristol. 


Chavrman of County Council, Rt. Hon. Henry 
Hobhouse*, Hadspen Ho^ise, Castle Cary. 

Clerk of the Peace and of C.C., Geo. Iliff 
Simey, 3 Chapel Row, Queen S(iuare, Bath. 

Ch, Const, Cajit. H. C. Metcalfe, Taunton (351). 
Coroner's: Samuel Craddock, M.R.C.S., Bath; 
Edward Queckett Louch, Yeovil ; Thomas 
Foster Barham, Bridgwater. 

STAFFORDSHIRE. Acres 744,984. Population 
1,086,240. Rental ;£4.469,s89. 

Lord Lieutenant, Earl of Dartmouth (1891), 
Patshull Hou.se, Wolverhampton. 

High Sheriff, Maj. Sir Thomas Salt, Bart. 
f)hairman‘of Q.S. and C.C., Lord Hatherton, 
C.H.G., Teddeslcy, Penkridge. 

Clerk of I*eace and to C.C., R. Eustace Joy, M. A, 
Chief Con4ftahU,Ca\it. Hon. Geo. Aug, Anson, 
M.V.O., Stafford (813). 

Coi'oners: H. W. Adams, Timstall ; T. B. 
Gull, Oheadle ; William Morgan, Stafford ; 
G. C. Lewis, Walsall ; L. A. Stokes, 
Wolverhampton; J. H. Joy, Tam worth. 

SUFFOLK, EAST. Acres 557,854. Pop. 255,800. 
Rateable value £^982,234. 

(For Lord Lieut, Vice-Admiral and High 
Sheriff, see Suffolk, West.) 

Chairmen of Q.S., Lord Rendlesliam and Hon. 
John de Grey. 

Chwirnmn of C.C., Lord Rendlesham. 

Clerk of the Peace a/nd to C.C., A. T. Cobbold. 
Chief Constable, Capt. Jasper G. Mayne, Ips* 
wich (183). 

Coroners : Lionel F. Vulliamy, Stonham Aspal ; 
Arthur F. Vulliamy, Ipswich ; Walter Brooke, 
Woodbridge ; Henry Edwin Garrod, Diss. 

SUFFOLK, WEST. Acres 390,920. Pop. 117,553. 
Rateable value ^£575, 720. 

Lord Lieutenant, Rt. Hon. Sir Wm. Brampton 
Gurdon, k.c.m.g., c.b., m.p. (1907), Assingtoii 
Hall, Colchester. 

Vice- A dmiral,^&vl of Stradbroko,HenhamHall. 
High Sheriff, Almeric H. Paget. 

Chaii'meri of Q.S., Col. Hon. Homy Wm. Lowry 
Cony ; A. Maitland Wilson. 

Chairman of C.C., Oliver Denn Johnson. 

Clerk of the Peace and to C.C., A. T. Cobbold. 
Chief Constable, Maj. E. P. Prest, Bury St. Ed- 
munds (117). 

Coi'oners, Rowland Holt Wilson, Bury St. 
Edmunds ; Thomas Bates, STidbury ; S. J. 
Ennion, Newmarket. 

SURREY. Acres 452,796. Pop. 519,654. Rateable 
value j£s, 327, 884. . 

Lord Lieuteiumi, Col. Hon. Henry Cubitt (1906). 
High Shei’iff, vSir Frederick T. Edridge. 
Gkairman'of Q.S., <bc., George Cave, K.C., M.P. 
Chairman of C.C. , Sir Wm. Vincent., Bart. 

Clerk of the Peace and to County Council, 
Thomas Weeding Weeding. 

Chief Co7istable, Capt. M. L. Sant, Guildford (zgz). 
County Coro7W)^s: Croydon District, Vf. Percy ! 
Morrison, Reigate ; Kingston District, M. IT. j 
Taylor, 16 Church Rd., Richmond; Guildford j 
Dist., G, F. Roumieu, Bctlmnc Houst^, I 
Farnham. ! 

SUSSEX, EAST. Acres 5x6,640. Pop. 182, 09/. ; 
Rental ;£2, 097, 152. 

Lord Lmite7iant, ’Vhe Duke of Norfolk, E.M., 
K.G. (1905), Arundel Ca.stle. 

High Sheii.f, John Waddington, 

Chaii'mmiof Q.S., Ifon. Sir Wm. Grantham. 
Chairman of C.C., George William Osborn, 
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Clerk of the Peace and of the Coimty Council^ 
Frederic Merrifield, County Hall, Lewes. 

Chief GonutaUe, Maj. H, G. Lang, Lewes (217). 
County Coroners : G. V, Benson, Lewes ; T. T. 
Harratt, Bye ; Charles Sheppard, Rape of 
Hastings and Hundred of Hohertsbridge. 

SUSS 3 X, WEST. Acres 4 oj, 839. Pop. 151, 276. 
Bental val. 045,588. 

Lord Lieutenant and High Sheriff. (See EAST 
Sussex.) 

Chairman of Q. Sessio7i$, His Honour Judge 
Lumley Smith, K.a 

Chairman of County Coiindl, The Duke of 
Richmond and Gordon, K.G., c.B. 

Clerk of the Peace and of the County Council^ 
Frederic Merrifield, County Hall, Lewes. 

Chief Constable^ Capt. G, R. B. Drummond, 
M.Y.O., Horsham (171). 

Comity CoTomrs, F. AA''. Butler, Horsham ; J. 
W. Loader Cooper, Chichester ; C. C. B. 
Cheesman, Hundred of Bosham. 

WARWICKSHIRE. Acres 579,885. Population 
930,904. Rental ^(^2,328,652. 

Lord Lieutenant, Marquis of Hertford (X905), 
Ragley Hall, Alcester. 

High Sheriff, James Frederick Shaw. 

Chairman of Q.S. and of C.C., John Stratford 
Dugdale, K.C., Blyth Hall, ''Coleshill, 
Birmingham. 

Clerk of the Peace and of County Coimeil, 

' Edward Field, Leamington. 

Chief Constable, Capt. J. T. Brinkley, Warwick 
( 3 S 3 )' 

Coroners : Charles AVebb Iliffe, M.D., Coventry ; 
J. J. AV. Wilmshurst, Kenilworth ; Theodore 
Christophers, Henley-in-Arden. 

AVESTMORLAND. Acres 505,330. Pop. 64,409. 
Rental -£567,839. 

Lord Lieutenant, Lord Hothfield(i88i), Appleby 
Castle, Appleby. 

High Sheriff Richard Rigg. 

Chairman" of Q.S., The Earl of Lonsdale. 
Chairman of C.C., J. AA^akefleld Weston. 

Clerk of the Peace, John Bolton, Kendal. 

Chief Constable, C. de Courcy Parry, Penrith(39). 
Coroners : Geo. Edward Oartmel, Kendal ; Wm. 
Hewibson, Appleby ; E. A. Heelis, ' Appleby. 

AAaLTSHIRE. Acres 864,105. Pop. 271,394. 
Rateable value ;£x,39o,o79. 

Lord Licufenant (iBg 6 ), The Marquess of Lans- 
dowie, K.O., Bowood, Caine, Wilts. 

High Sheriff, Capt. G. H. Fort, Salisbury. 
Chairmen of Q.S., The Marquess of Bath and 
Hon. Percy AA^yudhara, 

Chairman of C. C, , The Marquess of Bath. 

Clerk of the Peace and C.C., R. AV. Merriman, 
Marlborough and Trowbridge. 

Chief Const, Capt. Hoel LleweUyn, B.S.O., 
Devizes (250). 

Coroners ; A. L. Forrester, Malmesl>ury, 
F. A. P. Sylvester, Trowbridge; R. A. ! 
AAMson, vSalisbury ; Isaac James, Corsham ; 
C S. A. AFaylen, Devizes. 

AA'^ORCESTERSHIRE. Acres 473^328. Popula- 
tion, 3^,377. Rateable val. *2, 174,235. 

Lord Lieutenant, Earl of Coventry (1891), 
Croome Court, Severn Stoke, Worcester. 
High Sheriff, R. V. Berkeley. , . 

Chairman of Q T, County CounoU, aiid of 
Standing Joint Committee, John William 
Willis Bund, ’ ^ ■ 


Clerk of the Peace and C.O. and County ! 

Solicitor, Samuel Thorneiy, AV'orcester. 

Chief Constable, Lt.-Col. Herbert Sutherland i 
AA^alker, AA'orcester (460). i 

Coroners : Edwin Docker, Birmingham ; G. F. j 
S. Brown, AA^orcester ; G. H. T. Foster, Upton- ; 
on-Severn ; Edward Percy Jobson, Dudley. ' 

YORKSHIRE (EAST RIDING). Acres 741,050. 
Pop. 144,748. Rental Rateable ' 

value 332,688. 1 

Lord Lieutenant, Lord Nunburnholme, i).s.O. ' 
(1908), North Ferriby, Hull. 

High Sheriff G. AV. Lloyd, Stockton Hall. 
Chairman of Q.S. , Arthur Grey. j 

Chairman of C. C. , Lord AA^'enloek, G.O. S.I. ! 
Clerk of Peace and to C.C., John J. Bickerstetb. i 
Chief Constable, Maj. AA’', H. Dunlop, Beverley 
(138). 

Coroners: Sir Luke AA’'hite, M.P., Drifiicbl ; 
John Richardson AVood, York ; Jacksou and 
Birks, Hull ; Henry Green, Howdeii. 

YORKSHIRE (NORTH RIDING). Acres 
*>3S7i32o. Pop. 247,875. Rental ;£2,55o,939. 
Lord Lieutenant, Sir Hugh Bell (1906). 

High Sheriff. (See East Riding.) 

Chairman of Quarter Sessions, E. R. Tui’ton. 
Chairman of C.C., John Hutton. 

Clerk of the Peace and of C.C., \Y. C. Trevor, 
Chief Constable, Major Robert Lister Bower, ' 
C.M.G., Northallerton (297). i 

j Coroners: J. S. AValtou, Northallerton; A\'‘m. i 
Richardson jGuisborough ; George Buchannan , ; 
AA’hitby ; John Richardson AA^ood, York;' 
Joseph Francis Porter, Helmsley ; Oswald 
H. Cochrane, Middlesbrough ; Wm. Lowther 
Carrick, Stokesley. 

YORKSHIRE (WEST RIDING). Acres 1,673,473. 
Pop. 1,389,176. Assessable val. £‘7,964,621. 
Lord Lieutenant, The Earl of Harewood (1892), 
Harewood House, near Leeds. 

High Sheriff. (See East Riding.) 

Chairman of County CownaZ, Rt, Hon. Chas. G. 
Milnes Gaskell, j.p., Thornes House, near 
AVakefield. 

Chairman of Q.S.,C. B. C. Yarborough, Camps- 
mount, Doncaster. 

Clerk of the Peace and C. 0 ., Francis A, Darwin. 
Chief Constable, Maj. L. AV. Atcherley (1,338). 
Coroners : Edgar AA-'oed, Skipton ; J, R. AVood, 
York ; J. S, AA''‘alton, Northallerton ; Dossey 
AA'ightman, Sheffield ; Frederick Edward 
Nicholson, Doncaster ; E. H. Hill, Halifax ; 
Pelham Page Maitland, AA’'akefield ; AValter 
Brown Arundel, Pontefract ; F. D. Robinson, 
Clitheroc ; J. Charle.s R. Husband, Ripon, 

ilontroii ISorougfjsi. 

THE CITY OF LONDON. See pp. 491-3. 
BATTERSEA. Pop. (1901) 168,907. Val. 

£1,062,938. 

Mayor, P. P. Haythornthwaite (J/). 

Town Clerk, AA". Marcus AA^ilkins. 

BERMONDSEY. Pop. 128,735. A^al. £942,125. 
Mayor, AA'alter AVilliam Tyer (il/). 

Town Clerk, Frederick Byall. 

BETHNAL GREEN. Pop. 131,3x6. Val. £549,849. 
May(n% Charles Edward Fox (i). 

Town Clerk, Robeit Voss. 

CAMBERWELL. Pop. 273,856. Val. £1,386,960. 
Mayor, John Somerville (M). 

Town Clerk, Charles AA^illiam Tagg. 
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OUELSEA. Pop. 73,842- Val. £936-*«* 

Mayor, Ohristoplioi- Head (d/). 

To'wti Clerk, Thomas Holland. 

I)EPTFOE;d, Kciiii and Surrey. Pop. 118,583. 

Val. £'635,390. 

Mayor, Edvvard George Henry Berryman (I). 
Toivii. Clerk, Vivian Orchard. 

FINSBTTRY. Pop. 101,463. Val. £1,038,598. 

if ayy<>7\ Arthur Mill ward (i¥)^ 
r Town Clerk, (1. AV. Presto}!. 

FULHAM. Pop. 160,000. A^al. £912,563. 

Mayor, Henry George Norris (M ). . 

Town Clerk, J. Percy Shuler. 

GREEN WiCH. Pop. 104,676. A^al. £671,516. 
Mayor, Charles Newbery {P). 

Toion Clerk, Francis Robinson. 

HACKNEY, Pop, 235,469. A^al. £1,234,094. 
if gyyor, Thomas Einley Young, B.A. (P). 

Toitm Clerk, W. A. AVilliams. 
HAMMERSMITH. Pop. 1x2,233. Val. £893,747* 
Mayor, Aid. Samuel Bewsher (M). 

Town Clerk, H. Thompson. 

HAMPSTEAD, Est. Pop. 91,137. Val. £1,115,888. 
Mayor, 'E. Todd (i), re-elected. 

Town Clerk, Arthur P. Johnson, m.a. 
HOLBORN. Pop. 59,405. Val. £1,089,659. 
Mayor, Max Clarke, p.r.t.b.a, (M). 

Town Clerk, Lionel Walford. 

ISLINGTON. Pop. 350,000. Val. £1,933,999. 
Mayor, H. J. Clarke (if). 

Town Clerk, Wm. Francis Dewey, 
KENSINGTON (Royal Borough). Pop. 185,360. 
Rateable val. £2,447,399. 
i/gyyor, Aid. Hon. Sir vv. Phillimore, Bt. (if). 
Town Clerk, William Chambers Leete. 
LAMBETH, Pop. 301,895. Val. £1,968,216. 
Mayor, Edward .lohnson (if). 

Town Clerk, Benvy John Smith. 

LEWISHAM. Pop. 160,749. Val. £1,094,155. 
Mayor, Edward Ball (if). 

Clerk, Edward AYright. 

PADDINGTON. Pop. 151,437. Val, £1,552,634. 
if ay or, Ald.Herbert Henry Full er(if), re-elected. 
Town Clerk, Arthur W. J. Russell. 

POPLAR. Pop. 168,822. Val. £837,986. 

Mayor, Robert R, Brown (if). 

Town CUrk, Leonard, Potts. 

ST. MARYLEBONE. Pop. 133,301. Val, 
£2,022,982. 

Mayor, Rev. E. A. Midwinter, M.A. (if). 

Town Clerk, Janies AA’ilson. 

ST. PANCPi-AS. Pop. 237,422. Val. £1,801, 604. 
Mayor, James Bryan (if). 

Town Clerk, C. H. F. Barrett. 

SHOREDITCH. Pop. 118,637. Val. £812,746. 
if ayyor, T. E. Harwood (if ). 

Town Clerk, H. MansheUl Robinson, LL.B. 
SOUTHWARK. Pop. 2x0,442. Val. £1,303,015. 
Mayor, Rev. Canon J. AAL Horsley, M. A. (P). 
Town Clerk, J. A. Johnson. 

STEPNEY", Pop. 298,600. A'al. £1,490,943. 
Mayor, G. A. Duttield (if), 
jfoim George AATlliam Clarke, B.L. 
STOKE NEAVINGTON. Pop, 53,000. Val. 
, £353,246. 

Mayor, Aid. James Rowland Brough, c.c. (iO* 
To2im Clerk, George AA^ebb. 

AAUVNDSAA’'ORTH. Pop. 327,322. A’'al. £2,103,112. 
if«</or, Archibald Davis Dawnay (if), re-elected. 
Tonm Clerk, Henry George Hills. 


AVEp-’MINSTER (City). Pop. 183,011. Val. 

M^yor, ?leY. F. ITarcourt Hillersd<m, M.A. (if). 
To'wn Clerk, John Hunt. 

AVOOLAAHCH. Pop. 127.993- £8x0,147. 

Mayor, Aid. J. AY. Francis (P). 

Toicn Clerk, Arthur B. Bryceson. 

CtU'rs anil ©orongfis* 

ABERAA'ON, Glamorg. Pop. 9,000. A''al.£4x,oco. 
Mayor, D. J. Jones (0). 

Town Clerk, Marniaduke Tennant, 
ABERGAA^ENNY, Mon. Pop. 7,795. Ahil.£37,xo7. 
Mayor, John 0. Marsh (fT 
Town Clerk, AViiliam H. Ht^pwood. 
ABERYASa'AYYTH, Oardig. Pop. 8,013. A"al. 
£42.335- 

Mayor, Edward Price AA^'yaiie (P). 

Town Clerk, Arthur Johnson Hughes. 
ABINGDON, Berks. Pop. 6,480. Val. £26,696. 
High Steicard, Earl of Abingdon. 

Mayor, A, C. Preston, B.A., F.c.A. (C). 

Recorder, AATlliam Harry Nash. 

Town Clerk, Bromley Challenor, F.R.a.S, 
ACCRINGTON, Lancs. Pop. 46,000. A"al.£ 185,7x1. 
Mayor, T. E. Nuttall, M.B. (L). 

T'onm Clerk, Arthur Henry Aitken. 
ALDEBURGH, E. Suffolk. Pop. 2,500. Val. 
£10,782. 

i/rt?/0'r,Mrs.E.GarrettAndersoji,M.T).,re-€lected, 
Town Clerk, Henry Clement Casley (Ipswich). 
ANDOA’EPt., Hants. Pop. 6,800. ALal. £28 424, 
Mayor, Thomas AA^ebb (L), re-electcd. 

Recorder, Archibald John Mackey. 

To2vn Clerk, Thomas Edgar Longman. 
APPLEBY", AYestmorland. Pop. 1,764. A"al. 
£10,086. 

Mayor, Samuel Wood (0), re-elected. 

Toiv?i Clerk, AVilliarn Hewitsou (solicitor). 
ARUNDAL, AY. Sussex. Pop.3,070. A’al. £14,240. 
ifuyyor, John Nibloe Hare (6’). 

Teu'n Clerk, Arthur Holmes. 
ASHTON-UNDER-LYNE, Lancs. Pop-. 45,000. 
Val. £196,813. 

if ayyor, AAGlliam Hamer (L). 

To^m Clerk, Frederick AViiliam Bromley. 

ASTON MANOR, V?^arwiekshire. Pop. 82,000. 
A^al. £265,500. 
ifayyor, Alfred Taylor (P). 

Town Clerk, Joseph Ansell, J.P. 

BACUP, Lancashire. Poi>. 25,000. A'al. £86,602. 
Mayor, Aid. J.H. Maden, G.c. (nth time) (L). 
Toivn Clei'k, Joseph Entwistle, 

BANBURY^ Oxfordsh. Pop. 12,967. Val. £65,897. 
High Stetvard,The Earl of Jersey, G.c. b.,«.c.mT{!. 
Mayor, Joseph John Chard (P). 

Recorder, Henry Staveley-Hill. 

Tonm Clerk, Oliver James Stockton. 

BANGOR (City), Carnarvon. Pop. 11,269. A’al. 
£40,784. 

Mayor, H. 0. Vincent (C), re-elected. 

Toum Clerk, AY. Huw Rowland. 

BARNSLEY, Yorks (AALR.). Pop. 41,086. A^aL ; 
£165,000. . i 

Mayor, Henry Milues Walker (£). 

Toivn Clerk, Henry Horsfield. I 

BARNSTAPLE, Devon. Pop. 14,137. AML ■ 
£56,177. 

Mayor, Frederick AAlii. Hunt ( U) (re-elected), s 
High Steivardi Lord Clmtcni, ] 

Recorder, His Hoil. Sir G. Sherston Baker, Bart. 
PZerf;, James Bosson. 
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^BARROW-UT^FXTEKBSS, Lancashire. Bop. 
70,000. Val. jC»99)8ss. 

Mayor, T. F. Butler ( 0 ) (re-Olected), 

Totmi Clerk, Leonard Hewlett. 

BASINGSTOKE, Hants. Pop. 9,793. Val. 

j : i ^68,027. • 

Mayor, Francis Hillary (C). 

TeiOTi Oferfc, John A. Kingdon. 

*BATH (City), Som. Pop. 49,839. Val.;;S333,3x6. 
Mayor, Maj. Charles Henry Simpson (C). 
Recorder, Henry Coleman Folkard. 

Totvn Clerk, Fredk. Darlington Wardle. 
EATLEY, Yorks (W.Il.).Pop.32,ooo.yal.jC«6, 974. 
Mayor, John Stuhley (L). 

Toion Clerk, Joseph Hanson Craik (solicitor), 

BEAHMAHIS, Anglesey. Pop.2,3a6. Val.jgio,76s. 
Mayor, J. W. Jones (L). 

Town Clerk, J ohn-Eice Poberbs, M.A. 
BECGLES, B. Suffolk. Pop, 6,898. Val. ^^29,633. 
Mayor^ William James Money ( 0 ) (re-elected). 
Town Clerk, Tom Plowman Angell. 

BEDFORD, Beds. Pop. 41,000. Val. 3^^210, 7*0. 
Mayor, Henry William Longhurst (L). 
Recorder, William Russell Griffiths. 

Town Clerk, Hedley Baxter. 

BERWICK UPON TWEED (Town & County), 
Northumberland. Pop. 13,437. Val.j^6o,S53. 
Mayor, James Weatherhead Plenderleith (X). 
Rem'der, H. F. Manisty, k.c. 

Town Clerk, A. H. M. Weddell. 

BEVERLEY, Yorks (E.R.). Pop. 13,183. al. 
£$1,3,60. 

J/aj/or, William Henry Elwell (L). 

Toicn Clerk, James Willis Mills. 

BEWDLEY, Worcester. Pop. 2,866. Val.j^9,i84. 

* Migk Stetoard, Viscount Cobham. 

Mayar, John Green (C) (4th time). 

Town Clerk, Stanley Hemingway. 

BEXHILL, E. Susse,x. Pop. 16,126. Val. ;^ix9,7i8. 
Mayor, Aid. J. A. Paton (C). 

Town Clerk, T, E, Rodgers, ll.b. 

BIDEFORD, Devon. Est. Pop. 9,000. Val. ^^29, 000. 
Mayor, Joshua Hey wood (L). 

Recorder, His Hon. Sir G. Sherston Baker, Bart. 
Town Clerk, Wm. Britton Seldon. 

^BIRKENHEAD, Cheshire. Pop. xao,9S5* Val. 

' £673, xzy. 

Mayor, Arthur Henry Arkle (C). 

Recorder, Ellis J. Griffith, M.P. 

Town Clerk, James Feariiley. 

♦BIRMINGHAM (City), Warwick. Pop. 522,204. 
Val, ^£2, 915, 506. 

Lord Mayor, W, H. Bowater (C). 

Recorder, John Stratford Dugdale, K.C. 
Stipendiary Magistrate, L. Morton Brown. 
Town Clerk, Ernest V. Hiley. 

BISHOP’S CASTLE, Salop. Pop. 1,378. Val. 
£ 6 , 3 ^ 7 ‘ 

Mayor, Adam Scott (C). 

Town Clerk, Ernest Griffiths. 

♦BLACKBURN, Lancs. Pop. 136,135. Val. 
£545,924. 

Mayor, Aid. Franklin Talbot Thomas (C) (sth 
time). 

Recorder, Miles Walker Mattinson, K.c, 

Toivn Clerk and Clerk of JPeace, Lewis Beard. 

^BLACKPOOL, Lancs. Pop. 62,000. Val. £509,255. 
Mayor, Thomas Fielding (C) (re-elected). 

Toim Clerk, Thomas Lottos. 


BLANDFORD FORUM, Dorset. Pop. 3,649. Val. 

John lies Barnes (7th time) ( 0 ). 
Town Clerk, Edward C. Castleman-Smith. 

BODMIN, Cornwall. Pop. 5,353. Val. £23,730. 

M ay or, William Edwin Bennett (C) (re-elected). 

I Toicn CicrA;, John Pethybridge. 

♦BOLTON, Lancs, Pop. 187,824. Val. £837,223. 
Mayor, Joseph Tyas Cooper (L). 

Recorder, Collingwood Hope, K,0, ' 

CZeril;, Samuel Parker. 

♦BOOTLE, Lancs. Pop. 75,000. Val £476,674. 
Mayor, H. Carruthers (G), 

Joseph Henry Farmer. 

BOSTON, Lines. (Holland). Pop. 20,772. Val. 
£58,177. 

Mayor, Geo. Samuel Wm. Jebb(O) (re-elected). 
Town Clerk, Meaburu Stanilaud. 
♦BOURNEMOUTH, Hants. Pop. 75,000. Val. 
£643,000. 

Mayor, George Edward Bridge (C) (re-elected). 
Recorder, Robert Alexander Kingiake. 

Town Clerk, George William Bailey. 

BRACKLEY, Nortbants. Pop. 2,467. Val 
£12,008. 

Mayor, George William Hawkins (C). 

Town Clerk, Charles Eric Barnes. 

^BRADFORD (City), Yorks (W. R. ). Pop. 293,983. 
Val £x,SS7>789. 

Lord Mayor, Aid. W. Land ((?). 

Recoi'der, T. R. D. Wright. 

Stipendiary Magistrate, H. W. W. Wilberforce. 
Town Clerk, Frederick Stevens. 

BRECON, Brecknock. Pop. 5,875. Val £24,898. 
Mayor, William Morgan (X). 

Toivn Clerk, G. Hyatt Williams. 
BRIDGNORTH, Salop. Pop. 6,052. Val £22,200. 
Mayor, Enoch Sargent { 0 ), 

Recorder, Alexander Graham. 

Town Clerk, James Hughes Cooksey. 
BRIDGWATER, Som. Pop. 15,209. Val £66,977. 
Mayor, Richard Owen Sully (L) (re-elected). 
Recorder, Wyndham Neave Slade. 

Town Clerk, William Thomas Baker. 

BRIDLINGTON, Yorks (E.R.) Pop. 12,482. Val 
£91,742. 

Mayor, C. G: Southcott (L) (re-elected), 
yowi C^erA;, A. E. Matthewman, LL.B, 
BRIDPORT, Dorset. Pop, 5,944. Val £29,945. 
Mayor, Wm. Saunders Edwards (L) (re-eiected). 
Town Clerk, Charles George NaUtes. 

BRIGHOUSE, Yorks (W.R.). Pop. 21,735. Val 
£88,000. 

J/ a j/cr, Robert Thornton (L). 

Town Clerk, (vacant). 

♦BRIGHTON, E. Sussex. Pop. 130,926. Val 
£894,6x0. 

Jfa'i/or, Edward Geere (C). 

Recorder, Philip Chasemore Gates, K.C. 

Town Clerk, Hugo Talbot. 

♦BRISTOL (City & County), Glos. & Som. Est. 
Pop. 378,000. Val. £1,841,621. 

Lord Mayor, Christopher Albert Hayes (G). 
High Steward, Duke of Beaufort. 

Recorder, Edward James Castle, K.C. 

To2mi Clerk, Edmund J, Taylor. » 

BROMLEY, Kent. Pop. 35,000. Val £267,489. 
Mayor, Aid* Thomas Davis (G). 

Town Clerk, F. H. Norman. 
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BTTCKIFaHAM, Bucks. Pop. 3,364- Val. 

High Steward, The Bight Hon. Lord Addington. 
M ay or, Thomas Osbbnie (L). 

Town Clerk, Thomas Bisley Hearn. 

"^BUBNLEY, Lancs. Bop. 105,000. Val. j£39o,8i3. 
Mayor, Aid. J. M. Grey (L). 

Recorder, A. M. L. Laugdon, K.O. 

Tow 7 i Clerk, Peregrine Thomas. 

BUESLEM, Stafford. Pop. 38,766. Val.^i 4 S,P 97 - 
» Mayor, Aid. Thomas Edwards (Lab.) (re- 
elected). 

To'imi Clerk, Arthur Ellis. 
$BHETON-ITPON-TEENT, Stafford. Pop. 53,936- 
Val. i; 33 i, 948 - 
Mayor, Thomas Jenkins (G). 

Town Clerk, T. N. Whitehead. 

*BUEY, Lancs. Pop. 58,029. Val. _£‘283,65x. 
Mayor, S. Kay (L). 

To'ivn Clerk, John Haslam. 

BTJEY ST. EDMUNDS, W. Suffolk. Pop. 16,255- 
Val. ;/S66,75S. 

Steivard of the Lihei'ty, The Marquess of Bristol. 
Mayor, Alexander Alitchell (L). 

Recorder, Eeginald James Neville, 

Town Clerk, Ai'thur P. Wheeler. 

CALNE, Wiltshire. Pop. 3,456. Val. £xz,zyg. 
Mayor, Ernest Havelock Henly ( 0 ). 

ToW 7 i Clerk, George Isaac Gough. 

CAMBRIDGE, Cambs. Pop. 38,379. Val. 
3^307,353- 

High Steward, Thomas Walter Harding. 

Mmjor, W'm. Potter Spalding (C) (re-elected). 
Recorder, John E. P. Rawlinson, K.C., m.p. 
Totmi Clerk, Zo\m E. Ledsam Whitehead, M.A. 
♦CANTERBURY (City & County), Kent. Pop. 
24,868. Val. ^125,602. 

Mayor, Francis Bennett-Goldney (( 7 ) (re- 
elected). 

Recorder, Frank Safford. 

Town Clerk Clerk of Peace, Henry Fielding. 
♦CARDIFF (City), Glamorg. Pop. 195,303. Val, 
;^i, 147,878. 

Lord, Mayor, John Chappell (L). 

Sti%midiary Magistrate, Thomas William Lewis, 
Recorder, Benj. Francis Williams, K.C. 

Toivn Clerk and Clerk of Peace, J. L. Wheatley. 
CARDIGAN, Cardigan. Pop. 3,576. Val. ^^“12,987. 
Mayor, 3 o\\n Davies (L). 

Town Clerk, David Morgan Jones. 

CARLISLE (City), Cumb. Pop. 50,047. Val. 
^^230,848. 

Mayor, William Phillips ( 0 ). 

Recorder, Ernest Page, K.c, 

Tvwn Clerk, Alfred Henry Collingwood. 
CARMARTHEN (County of the Borough), Car- 
marthen. Pop. 10,026. Val. ;(;42,289. 

Mayor, Aid. Walter Lloyd (C). 

Recorder, E* W. Milner Jones. 

To 7 vn Clerk, James John. 

CARNARVON, Carnarvon. Pop. 9,760. Val, 
a 33 , 9 o*- 

Mayor, Aid. J. T. Roberts (L). 

Town Clerk, R. 0 . Roberts. 

CHARD, Somerset. Pop. 4,437. Val. £tB,zoo. 
Acreage 403. 

Mayor, Aid. Samuel Hy. Dening(C) (re-elected). 
To 7 vn Clerk, J. A. Forward. 

CHATHAAI, Kent. Pop. 42,971. Val. 154,500. 
Mayor, W. E. R. Randall (G) (re-elected). 

Town Clerk, Henry Philip Mann. 
CHELMSFOPv^D, Essex. Pop, 17,200. Val. ^^94,422. 
Mayor, T. J. Decks Cram phorn (C) (4tn time). 
Town Clerk, William Smith. 

CHELTENHAM, Glouc. Pop. 49 » 4 lP- 

c!%:. Margretfc (C^* 

GZerlb, Robert Owen Seacome. 

♦CHESTER (City & County), Cheshire, Pop. 
38,309. Val. ^^219,041. 

Mayor, Aid. David Lytnall Hewitt (Cf 
iJerorder, Sir Horatio Lloyd. 

Tovm Clerk, James Husband Dickson. 
CHESTERFIELD, Derby. Pop. 30.826. Val 

j£^io8,882. 

ATai/or, Charles Markham (L). 

Tow 71 Clerk, John Middleton. 

CHICHESTER (City), W. Susses. Pop. 12,24*- 
Val. j£s 7 , 397 . 

Mayor, George Michael Turnbull (G). 

Recorder, Charles Frederick Gill, K.C. 

Town Clerk, J. W. Loader Cooper. 
CHIPPENHAM, Wilts. Pop. 5,074. Val. £zo,xm. 
Mayor, William Oroits (L). 

Tow 7 i Clerk, Francis Henry Phillips. 

CHIPPING NORTON, O.xon. Pop. 3,780, Val. 
jG*2.283. 

Mayor, Austin Webb (L). 

Town Clerk, Thomas Mace. 

CHORLEY, Lancashire. Pop. 30,500. Val, 
109, 211. 

Mayor, Henry William Hitchen (G). 

Toivn Clerk, John Mills. 

CHRISTCHURCH, Hants. Pop. 4.600. Val. 

;[^ 24 , 500 . 

JIf ayor, David Galbraith (G) (re-elected). 

Town Clerk, John Druitt. 

CINQUE PORTS. See Dover, Sandwich, Rom- 
ney, Hythe, Hastings, Winchelsea, and Rye. 
Lord Warden, Lord Brassey, G.c.B. (1908). 
CLITHEROE, Lancs. Pop. 11,4x4. Val. ;£48,420. 
Mayor, Alderman J. T. Whipp (L). 

Town Clerk, William Self Weeks. 

COLCHESTER, Esse.x. , Pop. 38,373, Val. 
*77.850- 

Mayor, E. Alec Blaxill (L). 

Recorder, His Hon. Judge Philbrick, K.CJ. 

Town Clerk, Henry Cliarles Wanfclyu. 

COLNE, Lancashire. Pop. 26,150. Val. £ 9 S, 994 - 
Mayor, J. Smith (L) (re-elected). 

GZerfc, Alfred Varley, 

CONGLETON, Cheshire. Pop. 10,707. Val. 
;(^35.8 oi. 

High Steivard, George B. Baker-Wilbraham,J.P. 
Mayor, Alfred Barlow (C). 
trowel GterA, Edward A. Plant. 

CONWAY, Carnarvon. Pop. 4,636. Val.jiG28,i43. 
Mayor, John Williams (L). 

Town Clerk, T. E. Parry. 

♦COVENTRY (City), . Warwick. Pop. 93,500. 
Val. ;.G374.982. 

Mayor, Alderman William Lee (D) (re-clected). 
Tott-n Gferfe, George Sutton. 

COWBRIDGE, Glamorg. Pop. 1,202. Val. ^£3,998. 
Jfayor, David Tilley (G). 

To^wn Clerk, Wi'lliam Thomas Gwyn. 

CREWE, Cheshire. Pop. 42,074. Val. ;£^i70j477. 
Mayor, Charles R. Wooldridge (C). 

Toimi Clerk, Harold S. K. Feltham. 

♦CROYDON, Surrey. Pop. 161,000. Val. 
121,474. 

Mayor, Aid. Major John Edward Fox (J) (re- 
elected). 

Nlceoj-rfer, Robert Frederick Colam. 

Town Clerk J- Ckrk of the Peace, F. C’. Lloyd. 
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DA-ELINGTON, Durham. 

£zSoA7^- 
3/a.vo/% Peter Prior (C). 

Town Clerk, Heuiy Gordon Steaveuson. 
DADTMODTn, Devon. Pop. 6,800. Val. 
£i&9,o2S, 

Mayor, J ohn Brown (D) (re-elected). 

Town Clerk, Sydney J. Pope. 

DAE WEN, Lancs. Pop. 43,000. Val. jC*S9>3S4- 
Mayor, Walhisley Preston Kay (L). 

Town Clerk, William P. Halliwell, B.A. 
DAVENTEY,Northants. Pop. 3,780. Val. £16,023. 
Mayor, Percy Farmer (G). 

Town Clerk, Frederick Willoughby. 

DEAL, Kent. Pop. 10,581. Val. £5^,943. 
.¥«)/or, Lord George Hamilton (0). 

Recorder, Wm. Wilson Grantham. 

TownClerh A* Clerk of the Peace, Alt Cha&.'Bvown. 
DENBIGH, Denbigh. Pop. 6,43a Val. £36,146. 
Alayor, Aid. J. Humphrey Jones (L). 

Tmaa Cterfe, John Parry Jones. 

*DEEBY, Derby. Pop, 129,411. Val. £558,747. 
Lord High Steward, Duke of Devonshire. 
Atayor, Hy. Howe Arnold-Bemrose (C). 
Recorder, John Henry Etherington-Smitli. 

Town Clerk <t Clerk of Peace, G. Trevelyan Lee. 
DEVIZES, Wiltshire. Pop. 6,533. Val. £26,220. 
Afayor, C. W. Thompson (C). 

Recorder, Robert George Seton. 

Toivn Clerk, Joseph Thorn thwaite .TaelvSon, B.A, 
*DEV0NP0ET, Devon. Pop.83,ro3. Val.£329,o29. 
Alayor, William Littleton (C). 

Recorder, Henry Edvvmrd Duke, K.C. 

To 7 iy}i Clerk, E. J. Fittall. 

DEWSBURY, Yorks (W.E.). Pop. 28,060. Val. 
£139,049. 

Alayor, A hi. F. W. Eeuss {U) (re-elected). 

Town Clerk, H. Ellis. 

DONCASTER, Yorks (W.E.). Pop. 31,182. Val. 
£160,050. 

Alayor, John Halmshaw (L). 

Recorder, Samuel Hill Smith Lofthouse, K,0. 
Toim Clerk, Raymond Augustus Hall I'ovey. 
DORCHESTER, Dorset. Pop. 9,458. Val.£48,432. 
Alayor, 0 . F. Byrnes (G). 

■ To 7 vn Clerk, A. G. Symouds. 

DOUGLAS (I. of Man). Pop. 22,000. Val. £163,851. 
Alayor, A. H. Marsden (C) (re-elected). 

. Town Clerk, Ale.xander Robertson. 

DOVER, Kent. Pop. 50,000. Val. £208,186. 
Mayor, T. AV. L. linden (G) (re-elected). 
Recorder, Archibald Henry Bodkin. 

Town Clerk, R. E. Knocker. 

DROIT WICH, AVorcest. Pop. 4,163. Val. £24,035. 
Alayor, Aid. Jackson Gable (L). 

Town Clerk, Samuel John Tombs. 

“^DUDLEY, AVorcester. Pop. 50,000. Val. 
£165,^. 

^ Mayor, Joseph Alfred Hillman (0). 

Recorder, AVilliam J. Disturnai. 

Toion Clerk, Henry Cartwright Brettell. 
DIIKINFIELD, Cheshire. Pop. 18,929. Val. 

A/a-yV, ^William Underwood (C). 

Town Clerk, Thomas Hodgetts Gordon, B.A 
DUNSTABLE, Beds. Pop. 7,500. Val. £27,431. 
Mayor, Albert Gutteridge (G) (re-elected). 
Town Clerk, Chas. Crichton-Stuart Benning. , 
[DURHAM (City), Durham. Pop, 16,992. Vah 

AVilliam Henry Wood (G). ... 

Recorder, His Hon. Francis John Greenwell. 
Town Cl&rk, Frederick Marshall. 


EALING, Mddlsx. Pop. 51,000. Val. £453,002. 
Alayor, E. C. Sayers (G). 

T(>wn Clerk, Geo. E. Brydges. 

EAST HAAf, Essex. Pop. 140,000. A"al. £507,000. 
Mayor, G. Pratt (G). 

Town Clerk, C. Eustace AAUlson.' 

EAST RETFORD, Notts. Pop. 12,339. Ahil. 
£56,406. 

High Steimrd, Rt. Hon. F. J. Bavile Foljambe. 
Alayor, W. LoBQhy {L). ^ 

To'um G^^!r^•, AVilliam Percival Jones. 
EASTBOURNE, E. Sussex. Pop. 50.696. Val. 
£427,676. 

Alayor, His Grace the Duke of Dcvoiishire (O* 
Toicvi GZdO’^:, Henry AYest Fovargue. 

EOCLES, Lancs, Pop, 41,500. Val. £177,700. 
Alayor, Alderman Thos. Thompson (L). 

Town Clerk, Edwin Parkes. 
EVESHAAI.AVorcestersh. Pop.8,000. Val. £32, 287. 
Alayor, John Lloyd Felton (U). 

Towni warA, Thomas Allard Cox. 

*EXETER (City & County), Devon. Poi). 48,300. 
Val. £275,844- 

Alayor, Henry Hugh AVippell (G). 

Recorder cb Judge of the Provo&t Court, John 
Alderson Foote, K.C. 

Toum Clerk, H. Lloyd Parry, LX^.B. 

EYE, E. Suffolk. Pop. 2,004. Val. £8,376. 
Alayor, Col. Jas. Sutherland A’Vilkiiis, l),S.o.(G). 
Town Clerk, Harold Warnes. 

FALMOUTH, Cornwall. Pop. 11,789. Val. 

i¥a7/or,^^^’ederiek James Barnes (G). 

Town Clerk, Edward Ernest Aimiltage. 
FAVERSHAAI, Kent. Pop. 11,290. A'al. £50,355. 
Mayor, Thomas George Gillett. 

Recorder, John Castleman Swiuburn-Ifanliam. 
Toirn Clerk, Allan Tassel 1. 

FLINT, Flint. Pop. 4,625. A'al. £23,740. 
Alayor, Rol)ert Jones (G). 

Town Clerk, Thomas AV. Hughes. 
FOLKESTONE, Kent. Est. Pop. 34,770. Val. 
£258,941* 

Jfa?/or, Walter Charles Young (G). 

Recorder, John Charles Lewis Coward, K.C. 
Town Clerk, Arthur Frederic Kidson. 
*GATEBHEAD, Durham. Pop. 109,888. A'al. 
£430,762. 

Alayor, Aid. A. Gillies (O (re-elected). 

Town Clerk, AA^illiam Swinburne. 
GILLINGHAM, Kent. Pop. 52,000. A'al. £180,289. 
Alayor, George Clement Swain (G). 

Town Clerk, F. 0. Boucher, LL.B. 
GLASTONBURA^ Som. Pop. 4,016. A^al. £25,815. 
Alayor, John Morland (L). 

Town Clerk, Reginald Thenuason Gould. 
GLOSSOP, Derby. Pop. 21,526. Ahal. £84,129. 
Alayor, Brook Furniss (G), 

Town Clerk, Theo. AYalter Ellison. 
^GLOUCESTER (City &• County), Glos. Pop. 
47,955* Val. £231,307. 

High Steward, AGseount St. Aldwyn. 

Alayor, F. Hamiam Clark (G). 

Recorder, Charles F. A-achell, K.C. 

Toum Clerk, George Sheffield Blakeway. 
GODALjMING, Surrey. Pop. 8,748. A'al. £51,000; 
Alayor, A. Monro, M.A., c.i.k. (C). 

Toum Clerk, Thomas Percival AA'hately. 
GODMANCHESTER, Hunts. Poix 2,017. ^al 
£14,282. 

Alayor, A. .Markham (G) (3rd year). 

Town Clerk, Gerald Himnybuu. 
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GEANTHAM, Lincoln (Kestevcn). Pop. X7,593. 
Val. ^£84,785. 

Mayor, Walter Plumb (C). 

Recorder, Thomas Spooner Soden. . 

Town Cleric, Aubrey Henry Malim. 
GEAVESEND, Kent. Pop. 27,196. Val. £133,663. 
Mayor, Henry Edwaixl I)avi.s (C) (re-elected). 
Recorder, Alexander D. 0 . Wedderburn, K.C. 
Town Clerk, Henry Hampton Brown, b.a. 
i^GEEAT GEIMSBY, Lincoln (Lindsey). Pop. 
t) 71,400. Val. j£'292,438. 

Et. Hon. Lord Heneage. 

Mmjm\ E. W. Eoberts (C). 

Recorder, Isaac Saunders Leadara. 

Yown G/«5r&, William Grange. 

GUILHFOEI), Surrey. Pop. 22,000. Val.ji^iS7,694. 
JUgh Steward, The Earl of Onslow, g.c.m.g. 
Mayor, W. Triggs Turner (C). 

E<3cord<jr, George Cave, K.C. 

Toiim Clerk, Frederick Sydney Miller. 
^HALIFAX, Yorks (W.E.). Pop. 108,500. Val. 

;^49S,4oi. 

Mayor, F. Whitley-Thom.son (L) (re-elected). 
Town Clerk, Herbert Ashling. 

*HANLEY, Stafford. Pop. 62,737. Val. ;(S’248,557. 
Mayor, Geo Fredk. Adcock (L) (re-elected). 
Recorder, William Henry Clay. 

Town Clerk and Clerk of Peace, A. Challinor. 
HAEEOGATE, Yorks (W.E.). Pop. 33,000. Val. 
£263,422. 

Mayor, Capt. A. Boyd-Carpenter ( 0 . 

Town Clerk, Joseph Turner Taylor, 
HAETLEPOOL, Durham. Pop. 22,723. Val. 

J/^ot%^John T. Graham (L). 

Totvn Clerk and Recorder, Herbert AVright Bell. 
HAEWICH, Essex. Pop. 10,016. Val.£36,7i7. 
High Steward, Oha.Y]e& Hugh Berners. 

MOfyor, William Henry Ehvell ( 0 ). 

To^mi Clerk, Arthur John Hanslip Ward. 
HASLINGDEN, Lancs. Pop. 18,543. Val, £81,765. 
Mayor, Alderman H, Worsley (C). 

Town Clerk, W. Musgrove. 

^HASTINGS, E. Sussex. Pop, 68,165. Val. 

:£ 43 S>* 83 ' 

Mayor, Eobert William Alitchell, M.A. (C). 
Recorder, James Fenning Torr. 

Town Clerk, Benjamin Frederick Meadows. 
HAVEEFOEDWEST (Town and County), Pemb. 
Acres 1,381. Pop. 6,007. Val. £17,697. 

Lord Lieut,, Sir Charles E. G. Philipps, Bart. 

(1876), Picton Castle, Haverfordwest. 

Mayor, Hugh Thomas (C). 

Chairman of Q.S., Tlvlarlay Samson. 

To2i'n Clerk, E. T. P. Williams. 

HEDOX, Yorks(E..E,). Pop. 1,020. Val. £3,327. 
Mayor, G. B. Xewton, .Tuiir. ( 0 ) (re-elected). 
Toivn Clerk, Eobert Alan Park. 

HELSTON, Cornwall. Pop. 3,098. Val. £9,602. 
Jfrtj/or, Hedley Thomas (L), 

Town Clerk, Joseph Walker Tyacke. 

HEMEL HExMPSTEAD, Herts. Pop. 11,264. Val. 
£56,279. 

Alderman E, A. Hodgson (C). 

Town Clerk, Lovel Smeathman. - 
HENLEY-ITPON-THAjlirES, Oxford. Pop. 5,984. 
''-"al. £36,573. 

Mayor, E. H. Dee (C). 

Town Clerk, J. F. Cooper (Dep. A. Caldecott), 

1 HEEEFOED (City), Hereford. Pop. 21,382, Val. 
£126,081. 

Chief Ste ward, Sir Jas. Eankin, Bart. 

W. Pilley (C), 

Recorder, His Hon. Judge A. G Wynne- James. 
To 7 mi Clerk, Avtlvai' 'Bolt. 


HBETFOED, Herts. Pop. 9,600. Val. £54,298. 
5 'tcioard, The Martpiessof Salisbury, G.C.v.o. 
Mayor, Eobert Odell, F.K.C.y. (G)* 

Town Clerk, Thomas Joseph Swoj-der. 
HEA’'WOOD, Lancs. Pop. 29,000. Val. £112,46*. 
Mayor, C. Coupe (C) (re-elected). 

Town Clerk, George G. Bouchier. 

HIGH WYCOMBE (OR CHEPPING WYCOMBE), 
Bucks. Pop. 19,000. Tal. £73,667. 

Walter Birch (G). 

Recorder, Frank W. Eait'ety. 

Arthur Joseph Clarke, 

HIGHAM FEEEEES, Northants. Pop. 2,800. 
Val. £8,382. 

Mayor, Alderman Owen Parker (G) <3rd time). 
Town Clerk, Wm. Hirst Simpson, b.a. 
HONITOX, Devon. Pop. 3,271. Val. £20,394. 
Mayor, Q, N. Tweed (G) (re-elected). 

Town Clerk, Edward William Hellicr. 
HOENSEY, Middlesex. Pop. 55,000. Val. 
£669,000. 

Mayor, B. A. Ebblewhite (G) (re-elected). 
jro?m GZerfc, F. D. Askey. 

HOVE, E. Sussex. Pop. 43,692, Yal. £416,173. 
Maym', Capt. A. B. S. Fraser (G) (re-elcctcd). 
Toum Clerk, Henry Endacott, 
*HUDDEESFIELD, Yorks (W.E.). Pop. 100,000. 
Val. £508,139. 

Mayor, John Holroyd (L) (re-elected). 

Toicfi Clerk, Joseph Henry Field, ll.b. 

♦HULL (Kingston-upon-Hull) (City & County), 
Yorks (E.E.). Pop. 275,552. Yal. £1,181,594. 
High Steicard, (vacant). 

Mayor, Henry Feldman (G) (re-elected). 
Recorder, Harold Thomas. 

Stipendm'y Magistrate, J. G. Hay-Halkett. 
Pomi GZerA:, Edwin Lavei*ack. 

HUXTINGDOX, Hunts. Pop.4,261. Val.£2i,s47. 
High Steward, The Earl of Sandwich. 

Mayor, Thomas Coxoii (L). 

Toivn Clerk, J. Percy Maule. 

HYDE, Cheshire. Pop, 32,766. Val. £137,902. 
il/a?/or, S. Fildes (G). 

Toirn. GZerlb, Thomas Brownson, B. A. 

HYTHE, Kent. Pop. 5,557. Val. £36,051. 
Mayor, F. W. Butler (G). . 

/Zmjrder, Beaumont Morice. 

Poim GZe?'*, George Stringer Wilks. 
ILKESTOX, Derbyshire. Pop. ^2500. Val. 
£84,806. 

Marjor, Charles Alan Sudburj' (L). 

GZer^', Wright Lissett. 

♦IPSWICH, B. Suff. Pop. 66,630. Val. £338 832. 
High Steward,'F\il. -Marshal Viscount Kitchener 
of Khartoum, G.C.B., o.M. 

Alexander Gihle (L). 

Recorder, Sir Frederick Low, K.C. 

Toum Clerk, William Eantoft. 
JAEEOW-OX-TYXE, Durham, Pop. 34,295. 
Estimated val. £121,799. 

Mayor, M. C. James (G) (re-elected). 

Town Clerk, William Stephen Daglish. 
KEIGHLEY, Yorks (W.E.). Pop. 41,564. Yal. 
£196,758. 

Mayor, Eichard Edmonson (G). 

Town Clei'k, William Bagshaw. 

KEXDAL, Westmorland. Pop. 14,183. Tal, 

£70>o4S, 

Mayor, David Jackson Pennington (L\ 

Town Clerk, John E. Bolton. 
KIDDEEMIXSTEE, Worcestershire. Pop. 
24,681. Val. £88,897. 

High Stenva.nl, Tho Earl of Dudley(WitleyCourt). 
Mayor, Clement Dailey (G). 

Town Cork, Jame.s Moi'ton. 
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KIDWELI^Y, Cannarth. Pop. 3,285. Val.;£8,8ao. 
Mayor, William Davies James (/v). 

Toicn Clerk, Daniel Charles Edwards. 

ICING’S LYNN (Royal Borough), Norfolk. Pop. 
31,000. Val. ;;^84,9 i6. 

Mayor, Holcombe Ingleby (C). 

Recorder, H. St. John Raikes. 

Town Clerk and Clerk of the Peace, Johnson 
W illiaixi W oolstencrof t. 

KINGSTON-rPON-THAMES (Royal Borough), 
Surrey. Pop. 34,375. Val. £237,053. 

Mayor, Aid. G. Clarke ( 0 ). 

Recorder, Horace Edmund Avory, k.g. 

High Steward, Earl of Rosebery, K.O., K.T. 
Town Clerk, Harold Albert Winser. 
LAMPETER, Cardigan. Pop. *,722. Val. £7,338. 
Mayor, Aid. David Erancis Lloyd (L). 

Town Clerk, J. Ernest Lloyd. 

LANCASTER, Lancs. Pop. 47,500. Val. £3x3,067. 
Mayor, Robert WiLson (L) (3rd year). 

To%on Clerk, Thoma.s Cann ilughes, 31. A., P.S.A. 
LAUNCESTON, Corn w. Pop. 4,053. Val. £19,362. 
Mayor, Thomas Pomeroy Trood (L). 

Town Clerk, Claude Hurst Peter. 
LEAMINGTON (Royal Leamington Spa), War- 
wickshire. Pop. 27,000. Val. £i92,774» 
Mayor, Alfred Holt (C) (re-elected). 

Town Clerk, Leo Rawliiison. 

*LEEDS (City), Yorks (W.R.). Pop. 484,012. Val. 

Lwd '^fayor^, William Penrose-Green (C). 
Recorder, Edward Tindal Atkinson, K.c. 
Stipendiary Magistrate, Chas. Milner Atkinson. 
Town Clerk, Robert Eyes Pox. 

^LEICESTER, Leicester. Pop. 244,355. Val. 
£t,xo8,iox. 

Mayor, George Chatham (fT). 

Recorder, Marston Clarke Buszard, K.c. 

Town Clerk, Herbert Arthur Pritchard. 

LEIGH, Lancs. Pop. 46,000. Val. £*84,000. 
Mayor, W. J. Sndth (L). 

Town Clei’k, Stanley Wilson. 

LEOMINSTER, Hereford. Pop. 5,826. Val. 
£31,502. 

Mayor, George James Abell (C). 

Town Cl-erk, W. T. Sale, 

LEWES, E, Sussex. Pop. 11,249. Val. £63,456. 
Mayor, Aid. George Holman (L) (6th time). 
Town Clerk, Montague Spencer Blaker, B.A. 
LICHFIELD (City & County), Stafford. Pop. 
7 902. Val. £41,168. ' 

Mayor, Godfrey Benson (L), 

Recorder, Stamford Hutton. 

Town Clerk Clerk of the Peace, Herbt. Russell. 
^LINCOLN (City & County), Lincoln (Lindsey). 
Pop. 53,000. Val. £235,859- ^ 

Mayor, Charles Thomas Parker (L). 

Recorder, Hugo Young, K.c. 

Town Clerk, John Thos. Tweed. 

LISKBARD, Cornwall. Pop. 4,011. Val. £19. 551* 
Mayor, William Hotten Huddy (C) (re-c ected). 
Town Clerk, Henry Lyde Gaunter. 
^LIVERPOOL (City), Lancs. Area 16,619 acres: 
Pop. 760,357. Val. £4,679.520. 

Lord Mayor, W. H. Williams. (L). 

Recorder, Edward George Hemmerde, K.c., M. P. 
Stipendiary Magifdrate, T. Shephei*d XJttle. 
Presiding Judge Court of Passage, Win. Francis 
Kyfflin-Taylor, k.c. 

Coroner, Thomas Edward Sampson (solicitor). 
Toym Clerk, Edward Ralph Pickmere, M.A., J.Pl 
LLANDOVERY, Cammr. Pop. 1,809, Vat £9,743. 
Mayor, ii. C. V anghan-Pryse-Rice (C) (re-elected). 
Town Clerk, H. Alfred Thomas, 


LLANFYLLIN, [Montgomery. Pop. 1,633. Val. 
£7,720. 

Mayor, Ellis Roberts (L). 

Town Clerk, Thomas Jones. 

LLANIDLOES, Montgomery. Pop. 3,930. Val. 
£7>52S- 

Mayor, Edward Hamer (L). 

Town Clerk, Arthur Davies. 

LONGTON, Stafford. I'op. 35,815. Val. £122,650. 
Mayor, Alderman A. R. Jones (C). 

Toivn Clerk, George Charles Kent. 

Stipendiary Magistrate, Bertram Brough. 
LOSTWITHIEL, Cornwall, Pop. 1,331. Val. 
£4,185. 

Mayor, Robert Pease (C). 

Town Clerk, William Pease. 
LOUGHBOROUGH, Leicestershire. Pop. 23,500. 
Val. £105,873. 

Mayor, 'riioinas Mayo (G). 

Town Clerk, Harry Perkins. 

LOUTH, Lincoln (Lindsey). Pop. 9,518. Val. 
£38,884. 

High Steward, Wm. H. Smyth, I>.L. 

Mayor, Thomas Gelsthorpe (L), 

Town Clerk, Thomas Falkner Alli.son. 
LOWESTOFT, E. Suffolk. Pop. 36,500. Val. 
£145,000. 

Mayor, William Mobbs (L). 

Town Clerk, Rol)ert Beattie Nicholson. 
LUDLOW (Royal Borough), Salop. Pop. 6,328. 
Val. £22,809. 

Mayor, George Woodhouse (C) (re-elected). 
Recorder, Henry David Greene, K.c. 

Tow 71 Clerk, John Herbert Williams. 

LUTON, Beds. Pop. 43,500. Val. £305,000. 

3fa?yor, Albert Wilkinson (L). 

^ Town Clerk, Bruce Penny. 

LY^DD, Kent. Pop. 2,615. Val. £10,215. 

Mayor, Alderman Edwin Finn (21st year) (C). 
Town Clerk, Harold W. Stringer. 

LYME REGIS, Dorset. Pop. 2,100. Val. £10,148. 
Mayor, Samuel Harris (A) (re-clected). 

Town Clerk, Matthew Colbeck Preston. 
TALMINGTON, Hants. Pop. 4,165. Val. £19,659. 
Mayor, Edward Finder Chinery (C). ^ 

Town Clei’k, John Davis Rawlins. 


MACCLESFIELD, Cheshire. Pop. 34,624. 
£111,411. 

Mayor, Aid, Thomas Crew (C). 

To 7 vn Clerk, Frederick Ralph Oldfield. 
MAIDENHEAD, Berks. Pop. 14,836. 


£94,496. 

iigh Steu 


Val. 


Val. 


High Steward, Lord Des])orough, Taplow Court. 
Mayor, David Bidmead (C) (re-elected). 

Town Clerk, H. L. Davies. 

MAIDSTONE, Kent. Pop. 33,516. Val. £196,889. 
Mayor, James Raynor Betts (C), 

Recoi'dcr, Henry Fielding Dickens, K.C. 

Town Clerk, S. Lance ilonckton. 

MALDON, Essex. Pop. 5,558. Val. £21,857. 
Mayor, Charles Erne.st Harritt ( 60 (rc-elected). 
Reco'rdcr, William ^ViUis, K.C. 

Toum Clerk, Frederick Henry Bright. 
AIALAIESBl’RYjM ilts. Pop, 2,854. Val. £7,745. 
Mayor, Aid. Joseph Yloore (C). 

Town Clerk, Montagu Henry Chubb. 
*MANCHESTER (City), Lancs. Pop. 710,687, Val. 

^£4>496i2ti. 

Lord Mayor, Charles Behrens (L). 

Rcco'rder, Sir Joseph F. Leese, Bart., K.C., M.P. 
Stipendiary MagMrate, Edgar Brierley. 

Toum Clerk, Sir William Henry Talbot. 
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MANSFIELD, Notts. Eop. 2i,44S- 'V"al.;(C3co5,o8s. 
Mayor, John Henry Collins (L). 

Town Clerk, J olin Harrop White. 
MARG-Al’E,kent. Est. Pop. 36,000. Val.;£‘i84,49o. 
Mayor, W. H. White (L) (re-elected), 
iiecon/^ir, Herbert Stuart Sankey. 

Town Clerk, Edward lirboke. 
MAKLBOROITGH, Wilts. Pop. 4, 123. VaLi:i9,207. 
Mayor, Edward James Hill (C). 

Town Clerk, Edward Llewellyn Cwillim. 
MBHTHYE TYDFIL. Pop. 78,000. Val.;^;292,777. 
Mayor, F. T. James (0). 

Town Clerk, T. Aneuryn Eees. 
^MIDDLESBROUGH, Yorks (N.R. ). Pop. 104,000. 
Val. ;C4SS»o52* 

Mayor, T. G. Poole (C). 

Stipendiary Magistrate, Theodore Wilfrid Fry. 
Toim Clerk, Alfred Sockett. 

MIDDLETON, Lanes. Pop. 26,000. VsLl^Qx,stoo. 
Mayor, W. H. Wolstenholme (0) (re-elected). 
Town Clerk, F. Entwistle. 

MONMOUTH (Monmouth). Pop. 5,095. Val. 

Mai'or’, ^^iiliam Sambrook (U) (re-elected). 
Town Clerk, Bickerton Homer Deakin. 
MONTGOMEPv.Y', Moutgom. Pop. 1,034. Val. 
£7y'&7^' 

Mayor, N. W. Fairles-Humphreys(L) (nth year) 
Town Clerk, Charles Sidney Pryce. 
MORECUMBE, Lancs. Pop. 11,798. 

Mayor, Aid. John Robert Birkett (C). 

Totvn Clerk, Aid. William Tilly. 

MORLEY, Yorks (W.R.). Pop. 24,000. Val. 

; 3 ^ 98 , 447 . 

Mayor, Alderman Joseph Ilaigh (L). 

Toiv 7 i Clerk, Fred Thackray. 

MORPETH, Northumb. Pop. 7,000. Val. ^^22, 412. 
Mayor, William Duncan (0). 

Town Clerk, James Jardin. 

MOSSLEY, Lanes. Pop. 13,452, Val. ^^^1,684. 
Mayor, William Evans Rawson (L). 

To^im Clerk, Joseph Hyde. 

NEATH, Glamorg. Pop. 13,720. Val. ^^56,730. 
Mayor, David Davies (Lab.). 

Town Clerk, Edwin Charles Curtis. 

NELSON, Lancs. Pop, 40,000. Val. jC3tS3542o. 
Mayor, A. Smith (Lab.) (re-elected). 

2 ''own Clerk, J. H. Baldwick. 

NEWARK, Notts. Pop. 16,480. Val. j^77,243. 
Mayor, F. H. Appleby (C). 

Recorder, William James Noble, K..C. 

Town Clerk, Godfrey Tallents. 

NEWBURY, Berks. Pop. 11,061. Val. i:49,o63. 
High Steward, Earl of Carnarvon. 

3 layor, Alfred Camp (C). 

Recorder, Francis FitzGerald, LL.P. 

Town Clerk, Francis Quekett Louch. 

NE WCASTLE - UNDER - LYME, Staffordshire. 
Pop. 19,9x4. Val. £66,152. 

High Steward, GraudDuke Michael of Russia. 

James Lovatt (C). 

Recorder, A. J. David. . 

Town Clerk, Joseph Griffith, LL.B. 
*NEWOASTLE-UPON-TYNE (City & County), 
Northumb. Pop. 281,584. Val. £1,717,526. 
^ Lord Mayor, Sir Wm. Haswell Stepnenson, 
i).c.h. (C), 

Recorder, L. A. Atherley-Jones, K.O., M.P, 
Town Clerk, Arthur Maule Oliver. 

NEWPORT, Isle of Wight. Pop. 10,9x1. Val. 
_jCS4>4l4- 

Mayor, Charles Webb (C), 

ToicU T. Ross Pratt. 


§NEWT0RT, Mon. Pop. 78,000. Val £425,8*0- 
Mayor, William Miles Blackburn (0). 

Toivn Clerk, Albert Augustus Newman. 

NEW ROMNEY, Kent. Pop. 1,328. Val. £6,328. 
Mayor, F. W. Maude (L) (re-elected). 

Tawn Clerk, ’Walter Lamacroft. 
*N0RTHAMPT0N (Royal Borough). Pop. 
93,760. Val. £3<59,737- 
J/«2/o?-, Henry Biitterli eld (C). 
ijecorder, Edward Philip Mbnekton. 

Tonm Clerk, Herbert Hankinson. 

^NORWICH (City & County), Norfolk. Pop. 
124,136. Val. £462,863, 

Mayor, Ernest Egbert Blyth, LL.I>. (L). 
Recorder, W. E. Hume- Williams, K.C. 

Town Clerk, Arnold Henry Miller. 

^NOTTINGHAM (City & County), Notts. Pop. | 
263,441. Val £1,240,394. 

Mayor, Albert Ball (C). 

Recorder, Hon. Sir E. Chandos Leigh, K. C. B. , K. 0. 
To^im Clet'k, John Alfred Henderson Green. 
Clerk of the Peace, Sir Samuel G. Johnson, Knt. 

OKEHAMPTON, Devon. Pop. 2,568. Val£io,o82. 
Mayor, John Cornish (C). 

Toiim Clerk, J. J. Newedmbe. 

*0LDHAM, Lancs. Pop. 141,730. Val £517,763. 
il/az/or, Aid. William Schofield (L). 

Recorder, Allan Gibson Steel, K.G. 

Town Clerk, J. !H. Hallsworth. 

OSSETT, YWrks. Pop. 14,150. Val £65,000. 
3 rayor, T. W. I^entley (C). 

'Town Clerk (vacant). 

OSWESTRY, Salop. Pop. 9,579. Val. £74,799. 
Mayor, Dr. R. de la Poor Beresford (L). 
Recorder, Robert Lloyd Kenyon, M.A. 

Toivn Clerk, S». Pi’yce Parry, M.A. 

^OXFORD (City), Oxford. Pop. 49,336. Val 
£399,000. 

Iligfi Steward, The Earl of Jersey, 0.0. B. 

Mayor, James Edward Salter (L). 

Recorder, R. B. Dyke Acland, K.O. 

Town Clerk, Richard Bacon. 

PEMBROKE, Pembroke. Pop. 15,853. Val 
£48,249. 

3/a?/er, Rees Phillips (L). 

Totim Clerk, Ronald D. Lowless. 

PENRYN, Cornwall. Pop. 3,190. Val. £7,532. 
Mayor, Chas. Wesley Andrew (C) (re-elected). 
Toion Clerk, Matthew Henry Truscott. 
PENZANCE, Cornwall Pop. 13,136. Val 
£60,842. 

Mayor, A. K. Barnett (U) (re-elected). 
iJecorder, Samuel Henry Leonard. 

Toien Clerk, Thomas Henry Cornish. 
PETERBOROUGH (City), Northants (Soke of 
Peterborough) and Hunts. Poi>. 30,870. 
Y'al. £154,749. 

Mayor, William Cliffe (L). 

Tou’n- CTerifc, William Mbllo'vvs. 

^PLYMOUTH, Devon. Poi>. 122,000. Val 
£567,698. 

John Y’eo (L). 

Recordm\ Dr, Wm. Blake Odgers, k:.o. 

Town Cle’i-k and. Clei'k of the Peace, John H. Ellis. 
PONTEFRACT, Yorks (W.R. ). Pop. 13,424. Val 
£62,239. 

Mayor, Col J. R. Shaw, K.0.Y.L.L ((^ (re- 
elected). 

Recorder, R. H. Vernon-Wragge. 

Town Clerk, William Haddock. 
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fO 0 Ij ]0 (Town (S:. C'omits^), Dorset. Pop. 35,000. 
Val. 175,145. 

Mayor Gn D. Ballard (0 (ro-elected)* 

.,MeG0fiU}\ A. Clavell Salter, js:.c., M.P. 

Town Clerk, Charles DiSbJ'. 

*POKTSMOUTH (Boyal Borough), Hants; Pop. 
x8g,i33. Val. ;£i,28i,333. 

Mayor, Sir William Tliomas Dupree (< 7 ). 
IteconUr, F. E-. Y. Badcliffe, K.C 
Town Clerk, G. Hammond Etherton. 
^PBESTOY, Lancs. Pop. 118,939. Vai. 

Mayor, W. M. Hargerison ( 0 ). 

Recorder, Francis Hamilton Mellor, K.C. 

Town Clerk, Alfred Howarbh. 

PUDSEV, Yorks (W.B.). Pop. 14,907. Val. 

Mayor, Aid. Walter Forrest (L). 

Town Clerk, Alfred E. Evans. 

PWLLHELI, Carnarvon. Pop. 4,000. Val. 

j£i4,8oo. 

Mayor, Aid. B, Ivor Parry (L). 

Town Clerk, Evan B. Davies, 
QUEEYBOBOUGH, Kent. Pop. a, 000. Val. 
j£io,ooo. 

Mayor, Charles Balpli Stevens (C) (re-elected). 
Ton'll Clerk, Charles B. Harris. 

EAMSGATE, Kent. Pop, 27,733. Val. : 4 iS 4 . 9 s 8 - 
Mayor, ,T. H. Clutton (C) (re-elected). 

Town Clerk, A. Blasdale Clarke. 
BAWTENSTALL, Lancs. Pop. 31,053. Val. 
£120,866. 

Mayor, doseph Grimshaw (L) (re-elected). ' 
Town Clerk, James Whalley. 

•^BEADING (BoyrJ Borough), Berks. Pop. 84,000. 
Val. £ 437 - 433 - 

Ilifjh Steward, H. B. H. the Prince of AVales, K.G. 
Mayor, William Frame (L). 

Recorder, Arthur Hewett Spokes, LL.B. 

Town Clerk, Waiter Sweeting Clutterbuok. 
BEIG ATE, Surrey. Pop. 25,993. Val. £233,065. 
Mayor, Aid. Thomas Gregory (C) (re.elected> 
Town Clerk, Alfred Smith. 

BICHMOND (Boyal Manor), SuiTey. . Pop. 
^,415. Val. £356.030. 

Mayoi\ Aid. B. W. Simpson (C). ■ 

Town Clerk, Henry Sagar, 

BIOHMOHD, Yorks (N.B.). Pop. 3,887. Val. 
£17,017. 

Mayor, Bartholomew Bu.ssell (L) (re-elected). 
Recorder, ^Yilliam Norton Lawson. 

Town Clerk and' Clerk of the Peace, Christopher 
George Croft, sr.A. 

BIPON (City), Yorks (W.B.). Pop. 8,230. Val. 
£43,006. 

Mayor, Francis George Metcalfe (C). 

Ton'll Clerk, M. Kirkiey. 

*I 10 CHDALE, Lancs. Pop. 83,114. Val. £425,239. 
Mayor, Wllsoii Dunning (C) (re-elected). 

To'ivn Clerk, William Henry Hickson. 
ROCHESTER (City), Kent. Pop.' 30,590. Val. 
£141,245. 

Mayor, Charles WTllis (L) (4th year). 

Recorder, jMorton William Smith, 

Town Clerk, Apsley Kemiette. 

BOMSEY, Hants. Pop. 4 > 35 s. Val. £26,447* 
Mayor, Edward Ernest Newman (G). 

Toion Clerk, Bartram Waller Attlee, M.A. 
^BOTHBBHAK, Yorks (W.B.), Pop. 65,000. 
Val. £223,803. 

Mayor, Daniel iMnllins (C) (re-elected). 
Recorder, Geo. Fredk. Lloyd Mortimer. 

, , Tomi Clerk and Clerk of ike Peace, William 
John Board. 


RUTHIN, Denbighshire. Pop. 2,641. Val. £12,032. 
Mayor, Thomas Owen Jones (A) (re-elected). 
Baldwin CMffith. • 

RYDE, Isle of Wight. Pop. 11,043. Val. £74,637. 
Mayor, Michael Maybrick*(C) (4th year). 

Toxmi Clerk, Chas. G. Vincent. 

RYE, B. Susse.^. Pop. 3,900. Val. £17,403. 
i¥«?/or, Joseph Adams (G) (re-elected). 
Recorder, W. P. Gratwicke Boxall, K.C. 

Town Clerk, Walter Dawes. 

SAFFRON WALDEN, Esse.x. Pop. 5,896. Yah 
£26,338. 

Mayor, Joseph Bell (L) (re-elected). 

Recorder, His Hon. Judge WHlis, K.C. 

Town Clerk, William Adams. 

ST. ALBANS (City), Herts. .Pop, i6,oiq. Val. 
£85,298. 

Mayor, Dr. E. H. Lipscomb ( 0 ). 

Town Clerk, Ernest Percy Debenham, 

*ST. HELENS, Lancs. Pop. oe;, 000. ^A1. £301,571. 
Mayor, A. J. Foote ( CT) (re-elected). 

Town Clerk, W. H. Andrew. 

ST. IVES, Coi’iiwali. Pop. 6 699. Val, £36,211. 
Mayor, Lt.-Col. 1 [. W'. Williams (G). 

Town Clerk, d-a., Edward Boase. 

ST. IVES, Hunts. Pop. 2,910. Val. £16,991. 
Mayor, Edward Anderson ( 0 ). 

Town Clerk, George Dennis Day, Ln.B. 
*SALF 0 BD, Lancs. Pox). 241,950. Val. £1,231,351. 
Mayor, Alderman Joseidi Saape (C). 

Recorder, Alfred A. Tobin, K.c. 

Stipendiary Magistrate, Joseph IHakinson. 
Town Clerk, L. 0 . Evans. 

SALISBUBV (City), MTlts. Poi). 22,065. '^al. 

£113,447. 

Mayor, F. Sheidierd (L). 

Recorder, Edward Thornton Hill Lawes. 

Toxen Clerk, Francis Hodding. 

SALT ASH, Cornwall. Pop. 3,800. ^■a]. £14,036. 
Mayor, T. Lean iL) (re-elected). 

To‘Wn Clerk, Frederick Ernest Oleverton. ■* 
SANDWICH, Kent. Pop. 3,174. ^'al. £12,547- 
Mayor, Charles Watson (C). 

Recorder, Patrick Kose-Imies. 

Town Clerk, Edward Cotton Byrne, B.A. 
SCARLOROUGH, Yorks (N.B.). Pop. 38,160. 
Val. £249,395. 

Mayor, William Ascougli (C). 

Recorder, Charles Haigh. 

Toil'll Clerk, D. Arthur Nicholl, LL.M. 
SHAFTESBURY, Dorset. Pop. 2,027. Yak £6,232. 
Mayor, Thomas G. Pinney (C). 

Town Clerk, John King.sley Rutter. 
‘^SHEFFIELD (City), Yorks (WkR.). Pop. 470,958. 
Val. £1,827,918. 

Loi'd Mayor, Bt. Hon. Earl Fitzwilliam, n.s.o. 

(O 

Recorder, J. Scott Fox, K.c. 

Master Cutler, Herbert Barber. 

Bti’pendiary Maylst rate^Siawd. },L Earle Wolby. 
Town Clerk, B. M. Prescott. 

SHREWIS H I B Y, Salop. Pop. 28,395. 
£161,903. 

Mayor, Benjamin Blow'er ( 7 ) (re-elected). 
Recorder, John Wm. St. Lawrance Leslie. 

Toil'll Clerkand Clerkofthe Peace, Hy.C. Clarke. 
SMETHWICK, Staffs. Pop. 70,000. Val. £274,870. 
Mayor, WTlliam Henry Goodyear ( 0 ). 

Town Clerk, "William Shakespeare. 
^SOUTHAMPTON (Town & County), Hants. 
Pop. 134,667. £574,184. 

Mayor, Charles James Sharp (C). 

Recorder, Temple Cooke. 

Town Clerk, Richard Roope Linthorne, 
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;'SOUTHEN]>-OK-SEA, Essex. Pop. 61,000. -Vai. 

Jf^ojvlvalter Eobert King (C). 

Ofer/fc, Herbert James Worwood. 

SOUTH MOLTOK, Devon. Pop. 3,848. Val.;^i3,s83. 
Lord High Stetcard, Earl Eoriesctie. 
j. Sandars (D). 

Recorder, Charles Barrett E,ussell. 

■Toum Cleric and ClerJcof the Peace, B..L.EiGcard. 
^SOUTHPORT, Lancs. Pop. 54,063. Val. ^334,662. 
0^ Mayor, T. H. Oregsoii (C). 

Touyn Cleric, J. Ernest Jai ratt. 

♦SOUTH SHIELDS, Durham. Pop. 215,000. 
Val. ;£^422,35 o. 

Mayor, (k T. Orej’. 

Town Cleric, John Moore Eayton, B.A. 
SOUTHWOLD, E. Suffolk. Pop. 2,800. Val. 
15,483. 

Bigh steward, Collingwood Hope, K.O. 

31 ay or, Echvd. Adolphus Holmes (C) (3rd time). 
To wn Clerk, Ernest Head Cooper. 

STAEEORD, Staffs. Pop. 20,895. Tab ^£89,500. 
Lord High Steimrd, Earl of Shrevrsbury and 
Talbot (1892), Ingestre Hall. 

31ayo7', Edward Horton (L). 

To'wn Clerk, Richard Battle. 

STALYBRIDGE, Cheshire. Pop. 28,906. Val. 
£xi&, 7 go. 

Mayor, Aid Robert Dawson (G) (re-elected). 
Town Clerk, John Miller. 

STAMFORD (Royal Boroiigb), Lines. (Kesteven), 
Northants (Soke of Peterborough), and 
Rutland. Pop. 8,229. Val. jGsS^o^S- 
Mayor, The Marquess of Exeter (G). 

Recorder, J ohii Corrie Carter. 

Town Clerk, Charles Atter. 

♦STOCKPORT, Cheshire and Lancashire. Pop. 
203,706. Val. j£'4So,o6o. 

Ma.vor, Arthur Briggs (G). 

Town Clerk, Robert Hyde. 
STOCKTON-OK-TEES, Durham. Pop. 51,478. 
Val. ;^229,O0O. 

3tayor, Aid. Thomas Brownlow Watson (L). 
Totvn Clerk, Ai-thur B. Crosby, m.a. 
STOKE-UPOK-TREKT, Staffs. Pop. 35,000. Val. 

ilf^yorf^hn. Booth Hackney, J.P. (L) (re-elec.). 
SUpendiaioj ^lagistrate, B. C. Brough. 

Town Clerk, John Blow Ashwell. 
STRA.TFORD-TJPOR-AVOK,\Yanvickshire. Pop. 
8,320. Val. ;£44 ,i9i. 

High Steward, Marquess of Hertford. 

Mayor, Edward Deer. 

To u’ii Gfe?*^, Robert Lunn. 

SUDBURY, W. Suffolk. Pop. 7,109. Val. £22,059. 
3Iayor, 'William J. Langdon (G). 

Recorder, William Piiider Eversley. 

Town Clerk, Charles Henry Wells. 
♦SUKDERLAKD, Durham. Est. pop. 260,000. i 
Val. £710, 28R i 

Jf ayor, Arthur Ferguson Young (L) (re-elected), i 
Recorder, Edward Shortt. 

Town Clerk and Clerk of the Peace, Francis 
IMarshall Bowey, 

SUTTOX COLDFIELD (Royal Borough). ^Var- 
wickshire. Pop. 23,000. Val. £225,402. 

^tayor, J. H. Cartwright ( fA 

Town Clerk, R. A. Reay-X'adin. 

♦SWAXSEA, Glam. Pop. 208,210. Val. £490,750. 
'J 3rayor, David Matthews (L). 

Recorder, J. Lloyd Morgan, K.C., M.P, 

GferA;, John Thomas. 

SWIXDOX, TVilts. Pop. 51,000. Val. £240,058. 
*iR«:f/0'r, "W. H. Lawson (G). 

Town Clerk, Robert Hilton. 

TAMWORTH, Staffs. Pop. 7,272. Val. £28,399. 
Mayor, Thomas Lowe (G) (re-elected). 

Touni Clerk, John ^latthews. 

TAUXTOX, Somerset. Pop. 22,078. Val. 
£208,703. 

3Iayor, William Henry Westlake (L). 

Toim Clerk, George H. Kite. 

TENBY, Pembrokeshire. Pop. 4.542. Yal. £22,587 
il/fljyor, Thomas Tucker (G). 

Town CTcrfe, G. Lort Stokes, 

TEXTERDEX, Kent. Pop. 3,343. Yal. £19,562. 
Mayor, Edwin A})ps (G). 

Recorder, Henry Herliort Steplien Croft, 

Town Clerk, Joseph Miinn-Mace. i 

TE^¥KBSBURY, GloiU!. Pop. 5,420. \al £28,562. 1 
High Steward, Tlie Earl (ff (.Coventry. 

3[ayor, Fi'ancis William Godfrey, junior (G). 
Recorder, Frederick Stroud. 

Toien Clerk, Harry Alexander Badhain, 
THETFORD, Norfolk. Pop. 4,613. Val. £19,747. 
3Iayor, Robert Tilley (G) (re-elected). 

Recorder, Charles Edward Malden. 

G?0rl% J. Hoiiclien. 

THORNABY-OX-TEES, Yorks (X.R.). X’op. 
26,054. ^ £80,387. 

3layor, Alderman R. Xevison (L). 

Torvn Cleric, William James Watson. 
TIVEE.TON, Devon. Pop. 20,382. Val. £67,753. 
3{ayor, William Thorne ('3rd time) (L). 

Recorder, Trehawke Herbert Kekewich. 

Town Clerk, Cbas. Marshall Hole. 

TODMORDEX, Yorks (VbR.) & Lancs. Pop. 
25,428. Val. £226,848. 

3la,yor, Edward Lord (i). 

Totvn Clerk, Dan Sutcliffe. 

TORQUAY, Devon. T*op. 34,000. Val. £288,324. 

3f ayor. Col. C. H. Spragge, c.B. (G) (re-elected). 
Town Clerk, J’rederick S. Hex. 

TORRINGTOX (GREAT), Devon. Pop. 3,241. 
Val. j£g, 6 y 6 . 

Mayor, Milton Chappie (IS) (re-elected). 

Town Clerk, George Mark Doe. 

TOTNES, Devon. Pop. 4,034. Yal. £19,900. 
ilfflyer, Francis J. Reeves (L). 

GZerfc, George E. AVindeatt. 

TOWER OF LONDON. 

Constable, General Sir F.C. A.Stephonson,G.o.B. 
Lieutenant, Gen. Sir R. MacG. Stewart, K.C.B. 
3fajor, Maj.-Gen. H. Pipon, c.B, 

Keeper of II.3ids Jetvels, Gen. Sir Robert Cim- 
liffe Low, o.c.B. 

GAi>/ HTfnkr, TTioinas Faulkner. 

Coroner, Wynne Edv/ard Baxter, J.P., B.L. 
Curator, Viscount Dillon, F.S. A. 

TRURO (City), Corn, Pop. 22,557. Val. £50,270. 

I Mayor, Thomas Henry Beard (G). 

I Town Gtor^•, Frederick Parkin. 

: TUNBRIDGE WELLS, Kent. Est. Pop. 35,000. j 
Val. £291,380. 

3lcvyor, Frederick Wadham Elers (G). 

Town Clerk, William Charles Cripps. i 

^TYNEMOUTH, Northumberland. Pop. 55,808. 
Yal, £250,023. * 

3IayQr, Alderman Thomas Coulsozi (G). 

Tovm Clerk, Edward B. Sharpley. 

WAKEFIELD (City), Yorks (W.R.). Pop. 52,200. 
Val. £234,265. 

Mayor, Albert Hudson (G) (re-elected), 
i Town Clerk, William Whitham Greenhalgh. 
WALLINGFORD, Berks. Pop. 2,808. Val. 

Edward XVells.' 

Mayor, S. L. Hawkins (L\ 

Town Clerk, Francis Reade Hedges, 
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WALLSENB, NortlmiBberlaEci Pop. 30,069. 'V aU 
jCi36,o4S. 

iVai/w, Joseph Duffy (iV). 

TowriCkrki Walter VilUers Mulcaster. 
*\TALSALL, Staffordsh. Pop. 86 , 43 «»* Val. 

jS293,463.'" ■■ 

Mayor, John ’Williams ( B). 

Mecoi'clw, Edward Annesley Owen. 

Toion Clerk, John llichmond Cooper. 
WARIHAM, Dorset. Pop. 2,003. ;£’Si 33 ^- 

Mayor, Edgar Eobert Smith (L) (re-elected). 

To wn Clerk, George Clavell Filliter. 
$WARKINGTOK, Lancs. Pop. 73,009- 

^283,832. 

Mayor, William John Forshaw (0 (re-elected). 
Town Clerk, Janies Lyon Whittle. 

WARWICK, War wick. Pop. 11,889. A’al.;;^64,6oo. 
Mayor, Douglas John Kendall ( 0 . 

Recorder, Thomas Alilnes Colmore, M.A. 

Toxon Clerk, Brabazon Campbell, m.a. 
WEDNESBURY, Staffs. Pop. 26,544. Val. 

;;(JSOO,80O. 

Mayor, Edwin James Hunt <JI), 

Toxon Vlex'k, Thomas Jones. 

WELLS (City), Somerset. Pop. 4,849. Yahj^^ij^oS. 
Maxjor, Henry Charles Horton ( 0 . 

Recorder, William Henry Bateman Hope, M.P. 
Town Clerk, Edward Pyndar Foster. 
WELSHPOOL, Alontgom. Pop. 6,121. Val. 

3640,653. 

Mayor, T. J. Evans ( 0 . 
iToion CTerifc, C. Pryce Yearsley. 

WENLOCK, Shropsli. Pop. 15 866. Val. 3656,464- 
Mayor, The Pot. Hon. Lord Forester ( 0 . 
Recorder, William Edward Mirehouse. 

Town Clerk, Frederick Hezekiah Potts, LL.M. 
nVEST BROHWICH, Staffordsh. Pop. 70,000. 

Val. >6230,818. 

Max/or, John Brockhoiise (L). 

Recorder, Reginald Chas. Edward Plumptre. 
Stipendiary, K. C. A. Heville. 

Town Clerk and C, of the Peace, Alfred Caddick. 
♦WEST HAM, Essex. Pop. 321,767. Val. ;£x, 332, 050. 
Mayor, George John Ho5kiiig(L). 

Recorder, Edward Morten. 

Stipexxdmry MagUtrate, Robert A. Gillespie. 
Town Clerk, Frederic Edward Hilleary, LL.B. 
$WEST HARTLEPOOL, Durham. Pop. 72,000. 
Val. j£26a,032. 

Mayor, Thomas .Tames Johnson (0 (re-elected). 
Town Clerk, Higson Simpson, 

WEYMOUTH and IHBI, COMBE REGIS, Dorset. 
Pop. 22,000. Val. 36^^5,595- 
Mayor, William Gregory ( 0 . 

Town Clerk, Henry Anthony Huxtahle. 
WHITEHAVEH, Cumberland. Pop. 19,324. 
Val. >676,648- 

M axjor. Aid. Joseph Braithwaite (0 (re-elected); 
Town Clex'k, Thomas Brown. 

WIDKES, Lancs. Pop. 28,579. Val. £x7o,g2z. 
Mayor, Thomas Smith, 

Toxon Clerk, Henry Samuel Oppenheim. 

♦WIG AH, Lancs. Pop. 93,350. Val. 3635* ,587- 
Mayor, Samuel Wood, (C) (re-elected). 
Recorder, Lancelot Sanderson, K.O. 

Towxi Clerk, Harold Jevons. 

WILTON, %Yiltshire. Pop. 2,400. Val. 3610,585- 
Mayor, George Bell (0 (re-elected). 

Towxi Clerk, Heni’y John King. 


WIMBLEDON, Siirrey. Pop. 57,000. Val 
36462,531. 

J/ayor, John M. Bathgate. 

To wn Clerks A. Steele Sheldon. 

WINOHELSEA, Sussex. Pop. 674. Val. >64,500* 

( U nreformed boroxtgh , . election Master M onday.) 
Maym% Walter Charles Campion ( 0 . 

{Tonoi Walter Dawes. 

’VVIHCHESTER (City), Hants. Pop. 20, 929- 

Val. ^ 135 , 94 ’t- 

Lox'd High Stexoard, Lord Northbrook. f 
Jfayo?’, frarold Stratton. 

Recorder, Charles Alexander Spencer Garland. ^ 
Town Clerk, Thomas Holt. 

WINDSOR (New), (Royal Borough), Berks. 
Pop. 13,958. Val ;£8 s,4S6, 

High Steward, H.Pk..H. Prince Christian of 
Schleswig-Holstein, K.G., Cumberland Lodge, 
Windsor Great Park. 

Mayor, C. Frederick Dyson ( 0 . 

Recorder, S. A. T. Rowlatt. 

Town Clex'k, E. Cecil Durant. 

WISBECH, Cambs. (Isle of Ely). Pop. 9,831. Val. 
>644,672. 

Maxjor, Weston Miller (0 (re-elected). 

Toivxi Clex'k, 0 . E. F. Copeman, m.a. 
WOKINGHAM, Berks. Pop. 3,795. Val. ^^21,896. 
Hiyh Steward, Arth. Fraser Walter (Bearwood). 
M uyor, Aid. Daniel Norton Heron (0 (4th time). 
Toivxi Clerk, James May. 

♦WOLVERHAMPTON, Staffs. Pop. 104,895. Val 
>6409,014. 

Mayor, John Grout ( 0 . 

Recorder, Abel John Ram, K.O. 

Stipendiary Magistrate, Nigel C. Alfred Neville. 
Town Clerk and Clerk of Peace, Horatio Brevitt. 
AVOODSTOCK, Oxon. Pop. 1,684. W. ; 64 , 39 S- 
Mayor, Aid. William Haynes. 

Town Clerk, Adolphus Ballard, M.A., LL.B. 
♦WORCESTER (City & County), AA"orce.ster. Pop. 
49,700. A^al ;£229,9 o4. 

Mayor, Hon. A. P. Allsopp ( 0 . 

Recorder, Frederick William Sherwood. 

Town Clerk, Samuel Southall. 

WORKINGTON, Oumb. Pop. 26,143. Val 

*0^,048- 

Maxjor, AVilliam Leitch ( 0 ). 

Town Clerk, John Warwick. 

AA'ORTHING, W. Sussex. Pop. 26,200. Val. 

Mayor, Jame.s G, Denton (Z,) (re-elected). 

Town Clerk, William A^errall 
AVREXHAM, Denbigh. Pop. 17,000. Val >677, 500. 
Jfa?/or, John Stanferd (L). 

Toxoxi Clerk, Lawson Taylor. 

♦ALARAIOITTH (GREAT), Norfolk and Suffolk. 
Pop. 53,000. Ahal j62ss,46i. 

High Steivard, Lord Claud John Hamilton, 
4, Hans Mansions, Chelsea, S.AV. 

Mayor, T, AV. Swindell 
Recorder TL. H. Lawless. 

Town Clex'k, AVilliam Edgar Stephens. 
YEOVIL, Somerset. Pop. 11,800. Val. 36^59,987. 
Mayor, Edmund Damon ( 0 . 

Town CUx% Henry Butler Batten. 

♦YORK (City & County), Yorks (E.R.). Pop. 
77,914. Val 3^408,020. 

Lord Mayor, James Birch (0 (re-elected). 
Recordex', AVilliam Alfred Meek, K,c. 

Toivn Clex'k and Cleric of the Peace, H. Craven. 


The 6i County Boroughs named in the Third Schedule of the Local Government Act, 1S88, are dis- 
tinguished by having a ♦ protixed, those since constituted under the Act of 1888 have a $ prefixed. 
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DURATION OF LIGHT AND DARKNESS. 

The second column of the first page of Calendar for every month contains a small diagram showing 
the amount of Darkness, or of Sun or Moonlight. These small figures represent the twelve hours 
rom 6 P.M. to 6 A.M., and have four divisions, each representing three hours. From the 7th to 
the X3th of January there is no moonlight from 6 P.M. till 6 A.M., but from the 21st to the 27th it 
will be seen that there is moonlight. In the summer months the Sun comes to our aid. 


The Diagrams used are- 
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Si.xt0 9 6 to 12 6 to 3 6 to 6; Nine to 12 9 to 3 9 to 6; Twelve to 3 X2 to 6: 1 Three to 6 
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London Joint Stock Bank, Limited 903 

London and Provincial Bank, Limited 9 ‘4 
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London and South Western Bank, Limited 906 
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Montreal, Bank of 905 

National Bank, Limited 908 

National Bank of Egypt 909 

National Bank of South Africa, Limited ...910 
National Bank of New Zealand, Limited ...911 
National Provincial Bank of England, Ltd. 910 

New South Wales, Bank of 911 

New Zealand, Bank of 911 

Parr’s Bank, Limited 9r^ 
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Chancery Lane Safe Deposit 

AND OFFICES COMPANY, LIMITED, 

ni RECTORS: 

Chairman— Hiv WILLIAM H. Marling, Bart., Stanley Ptuk, Stroud. 

Vice-Chairman Robert C, Ponsonbv, Esq., 4, Clement’s Inn, Strand, W.O. 

Edmund Broderip, Esq., J.P., Cossingtoii Manor, near Bridg\v.ate.r. 

W^ James Cousins, Esq., Webton Court, Chapel Allerton, Leeds. 

Edward P. Little, Esq., Amberley Court, near Stroud, Gloucester. 

Walter B. Marling, Esq., J.P., Clanna, near Lj'dney. 

H. Hamilton Mills, Esq., J.P., Sudgrove House, near Cirencester 
Manager and Seci'etai'y : E. Vincent Evans. 

THE CHANCERY LA NE SAFE DEPOSIT (entrance 61-62, Chancery Lane), established 1885, 
provides thejpublic with the means of placing in absolute safety, under the Depositor's own control^ 
all kinds of Securities, Bonds, Deeds, Letters, Plate, Jewels, and other valuables. 


Safes from = = £1 1 0 to £5 5 0 per annum. 
Strong Rooms from £5 5 0 to £105 0 0 per annum. 
Deposits for Safe Keeping from 5s. 


Ladies’ and Gentlemen’s Writing R,ooms, Reading PvC»oms, &c., for the use of renters free of 
charge. Letters received and forwarded. 

Plate Chests, Jewel Cases, &c., received under seal f(>r safe keeping at moderaie rents. Key 
Registration, including Insurance Policy for £500, on pu^ ment of Is- r 

Wedding Presents guarded by official attendants and conveyed for safe custody to the 1 
Company's strongholds. l 

OFFICES, BACHELORS’ CHAMBERS, AND RESIDENTIAL FLATS AT MODERATE RENTS.! 

j!\os. 53 to 72, Chancery Lam, and 5 to 20, Southampton BmUUngs. 

ROOMS FOR ARBITRATIONS, MEETINGS OF SHAREHOLDERS, 
CREDITORS, AND COM PANIES* MEETINGS. 

»e:iposi:t 

The Company receives MONEY ON DEPOSIT in large or small sums, repayable at short 
notice, and allows Compound Interest thereon, with Haif-yearly Rests on the 30th‘ June and 3ist 
December, at the rate of £2 106*. per cent, per annum. 

DESCRIPTIVE PROSPECTUS AND FULL PARTICULARS MAY BE OBTAINED FROM THE 

Manager & Secretary, 63, CHANCERY LANE, LONDON, W.C. ps 
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INVESTMENTS. 


THE , 

LOHDOIJ PROPERTY INYESTMERT TRUST, 

LIMITED. 

hficorporated nntler the Companies Acts, iSG2 to 1908* 

CAPITAL . . ^ £250,000 

IN 50,000 SHARES OF £5 EACH, OF WHICH EIGHT ARE 
FOUNDERS’ SHARES. 

Directors. 

George Baxter, Chairman and Managing Director, 

Edward Angell Eady. j Gordon Johnson. 

William Arthur Philpott. 

Bankers. 

Lloyds Bank Limited, 72, Lombard Street, B.O. 

Offices. 

1, FREDERICK’S PLACE, OLD JEWRY, E.C. 

This Trust was established in 1893 to acquire Freehold and Long T^easehold Shop 
Properties solely for investment purposes. Properties of a speculative nature are 
studiously avoided. 

The Capital is divided into “A” and “B” Shares. 

The “A” Shares are fully subscribed and paid up. 

The Shares carry a cumulative dividend of 5 per cent, per annum, and are issued 
as required. Only fully-paid Shares are issued, so that they involve no liability. 

Both classes rank equally for priority as to Capital and Dividends. 

All Dividends have been regularly and fully paid since establishment. 

I The present Rental Income, arising from lettings on full repairing Leases, exceeds 
£23,800 per annum, more than half of which is derived from freeholds. 

I * The growth of the Trust is shown by the following Statement 


Year. 

Investments at 
Cost. 

Annual Rent 
Roll. 

Reserve Fund. 

Subscril)ed Capital. 


^ - 

£ 

£ 

£ 

1893 

3,074 

220 

27 

1,050 

1896 

43,280 

3,321 

275 

12,860 

• 1899 

118,112 

8,571 

930 j 

41,945 

1902 

200,964 

13,375 

1,976 

69,610 

1905 

296,948 

19,094 

3,148 

107,280 

i£oa 

377,550 

23,848 

6,000 

128,760 


The Reserve Fund is invested in Consols. 

A copy of the 17th Annual Report and Balance Sheet, giving full details of all 
investments, can be obtained on application. 

; ; ? , , EDWARD WELSH, Secretary, 
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INDEX TO ADVEETISEMENTS. — 11. 


BANKS—conf. '■ PAGE 

Standard Bank of South Africa, Limited ..,913 

Soci^U GAn^rale (Be Paris) .*.909 

Union Bank of Aiistralia, Limited ,-915 

Union of London and. Smiths Bank, Ltd. .,,914 

Williams Deacon’s Bank, Limited ..916 

Wilts and Dorset Banking Co., Limited.. , ..915 

Yokohama Specie Bank, Limited ......917 

INVESTMENTS, &c. 

Church of England Temp. & Gen. Building 

Society 919 

Equitable Ke version ary lut. Society, Ltd. 920 
General Be versionary and Invest. Co.,Ltd..919 
Law Beversionary Interest Society, Ltd. ...920 
London Property Investment Trust, Ltd. ...794 
Mutual Loan Fund Association, Limited ...920 

National Discount Company, Limited 921 

National Beversionary Investment Co.,Ltd.921 

Portman Building Society 921 

Beacher, J, W., <fcCo 918 

Beversionary Interest Societj^, Limited 922 

Scottish Beversionary Company, Limited...922 
Temperance Permanent Building Society ...922 
SHIPPING:- 

Atlantic Transport Line S82 

Bibby Line 882 

British India Steam Navigation Co., Ltd. ...883 

Deutsche Ost-Afrika-Linie 889 

Elder, Dempster & Co 889 

Elders & Fyffes, Limited 884 

Natal Line of Steamers.... 885 

New Zealand Shipping Company, Limited.. .886 

Norddeutscher Lloyd 886 

Orient Line 887 

Union-Castle Line 888 

INSURANCE COMPANIES 

Alliance Assurance Company, Limited 925 

British Law Fire Insurance Co., Limited ...926 
Britannic Assurance Company, Limited ...926 

Central Insurance Company, Limited 926 

Commercial Union Assurance Co., Ltd. ...929 

Clergy Mutual Assurance Society 927 

Clerical, Medical and General Life Assur- 
ance Society 928 

County Fire Office, Limited .929 

Ecclesiastical Insurance Office, Limited 930 

Economic Life Assurance Society 930 

Employers’ Liability Assurance Corporation, 

Limited 932 

English and Scottish Law Life Assurance 

Association 931 

Equity and Law Life Assurance Society 933 

Equitable Life Assurance Society .932 

Fine Art and General Insurance Company, 

Limited .934 

Friends’ Provident Institution 934 

General Assurance Corporation, Limited ...935 
Guardian Assurance Company, Limited.. ...936 

Guarantee Society 936 

Horse, Carriage and General Insurance 

Company, Limited ...935 

^ Imperial Accident Insurance Co., Limited.. .930 

Law Fire Insurance Society, Limited 937 

Law Life Assurance Society ..937 

Legal and General Life Assurance Society...938 

Legal Insurance Company, Limited 937 

Liverpool & London Globe Insurance Co. 939 

London Assurance .940 

London, Edinburgh and Glasgow Assurance 

Co., Ltd ...939 

Loudon & General Plate Glass Insur. Co. 941 
London Guarantee and Accident Go., Ltd. 941 
London Life Association, Limited ............942 

Marine and General Mutual Life Assurance 
Society 943 
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Insurance CoMPANiEs—cont. page 

Metropolitan Life Assurance Society 943 

National General Insurance Co,, Limited ...945 
National Mutual Life Association of Aus- 
tralasia, Limited..'. 945 

National Provident Institution 946 

North British and Mercantile Insur. Co. ..-948 
Norwich Union Fire Insurance Society, Ltd. 946 

Norwich Union Mutual Life Office 947 

Ocean Accident and Guarantee Corp., Ltd. 949 

Pearl Life Assurance Co., Limited 941 

Phcenix Assurance Co., Limited .949 

Profits and Income Insurance Co. , Limited 950 

Provident Clerks’ ..........................951 

Prudential Assurance Company, Limited ...951 
Bail way Passengers’ Assuraffle Co, ...Front vii 

Befuge Assurance Company, Limited 951 

Boyal Insurance Company, Limited 952 

Eoyal Exchange Assurance ................952 

Scottish Amicable Life Assurance Society 954 
Scottish Equitable Life Assurance Society 954 
Scottish Provident Institution............ jProut ii 

Scottish Temperance Life Assur. Co., Ltd. 956 

Scottish Widows’ Fund ..........Front i 

Standard Life Assurance Company ............905 

Star Life Office ..955 

State Fire Insurance Company, Limited ...966 

Sun Fire Office ....956 

Sun Life Assurance Society 967 

Sun Life Assurance Company of Canada ...958 

Western Assurance Company 968 

Westminster Fire Office ...958 

Yorkshire Insurance Company, Limited ...959 

HOSPITALS, INSTITUTIONS. &e. 

Barnardo’s Homes .961 

Blind, Boyal Pension Society ....962 

Blind, School for Indigent ..960 

Blind, Society for Granting Annuities to ...960 
British Asylum for Deaf and Dumb Females 960 

British Orphan Asylum ..963 

Cancer Hospital 962 

Charing Cross Hospital ...,968 

Chelsea Hospital for Women 964 

Church of England Waifs <fe Strays Society 981 

Church Missionary Society 981 

City of London Hospital Diseases of Chest 963 
City of London Lying-in-Hospital. ............. .981 

Evelina Hospital ..964 

General Lying-in Hospital 964 

Girls’ Friendly Society 964 

Gordon Boys’ Home 965 

Guy’s Hospital 965 

Homes of Hope ....965 

Home for Lost and Starving Dogs 96G 

Home Missions of the Church 960 

Hospital for Diseases of the Skin 967 

Hospital for Diseases of the Nervous 

System 967 

Infant Orphan Asylum 967 

Irish Distressed Ladies’ Fund ...907 

London Hospital Medical College 90S 

London Missionai-y Society 968 

London Orphan Asjdum 969 

Maternity Charity & District Nurses’ Home 969 

I Metropolitan Drinking Fountain Assoc 969 

Metropolitan Hospital 970 

Metropolitan Visiting <fe Belief Association 971 

National Benevolent Institution 971 

National Children’s Home and Orphanage 971 
National Hospital for the Paralysed and 
Epileptic ............ .................. .,.,,....971 

National Befuges for Children .......*,.........972 

New Hospital for Women ...........973 

North London (University Coll.) Hospital 973 

Orphan ■Working School 974 

Paddington Green Children’s Hospital 973 
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MISOELIiANEOns. 







SE’XXC.S'X'-OXi.j^SS 'aCXlXKB:P3E3:]S%^SSrC3Xi, 

6, 7, 8, 9, Bridgewater Square, Barbican, London. 

■ fortable^Hotei. *Ai:ost Central for BixsiiLss or Pleasure. 

Near St. Paul’s Cathedral, Gr.P.O., and all Places of 
Interest ; two minutes’ walk from Aldersgate St. 
and five from Moorgate St. Metropolitan Railway 
Statioris/l^^rrnini of _ t|ie^G. W.^ G.N.,^G'^ Mi^nd^ 

Electric Light throtighout. 

Terms.-— Bed and Meat Breakfast 4». to 5s. each person, per night, includes all charges, with 
full use of Public Rooms. Tea from Is. No Charge for Attendance. 


Special Inclusive Terms to Colonials, Americans, and others, 6s. per day. 

{Includes Good Bedroom^ Meat Breakfast and Meat Tea or Slipper, Lights and Service. 

2 Persons, One Boom, 11s. or 12s. per day.) 


Write for “How to Spend a Week (or longer) in London,” with Tariff and Testimonials 
and Sketch Map, post free. LOSSOOK, Proprietor and Manager, 

Late of Peebles, Scotland, 

Telephone: Ho. O&nirsd. Telegraphic Address : “HEALTHIEST, LONDON.’* [219 


Bailey’s Elastic Stockings 

V A lie about Elastic Stockings, how to wear, clean, and repair them, post free 

I two stamps. A badly fittimr stocking, or one made of unsuitable material 


BAILEY’S 

VERILITE 

TRUSS. 


A perfect Truss. Effective without restraint. Acts simply as a clip, 
and adapts itself to every movement of the body. Send Circumference 
of Hips. Exchange Free. Special attention to Colonial and Foreign 
Orders. 

iUiMstraieti Gstiaioffus Posi Ff*ee» 


W* a. BAILEY <S SON, Manufacturers, 

. ,, 38,, .OXFORD. STREET, LOhiDOM, W., 

0irr BBAHGH - - FGBE STREET, E.G. m 

. ^ * ’V" • ; ^ 'WHITAKER’S ALMANACK, 1910* 
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Hospitals, &G.—cont. page 

Poor Clergy Relief Corporation....,.., .....975 

Queen Charlotte’s Lying-in Hospital...,...., 974 
Queen’s Hospital for Children ..................975 

Reedham Orphanage ....975 

Royal Alfred Merchant Seamen’s Instn. ...981 
Royal Female Orphan Asylum ..................975 

Royal Hospital for Diseases of the Chest ...976 

Royal London Ophthalmic Hospital ...976 

Royal Sea Bathing Hospital .....976 

Royal Society for Prevention of Cruelty to 

Animals 977 

St. Peter’s Hospital .......977 

St. Thomas’s Hospital and Home ...978 

Seamen’s Hospital Society ..976 

Sheltering Homes for Destitute Children ...979 
Society for the Abolition of Vivisection ...980 
Society for the Propagation of the Gospel 

in Foreign Parts - 980 

Society for Relief of Distressed Jews .979 

Sons of the Clergy Corporation .......979 

Sj)urgeon’s Orphanage .981 

Surgical Aid Society .979 

United Kingdom Beneficent Association ...980 
Ventnor Royal National Hospital for Con- 
sumption 980 

West London Hospital .....981 

MISCELLANEOUS : 

Adeney&Soii 504 

Amiti6 809 

Bailey, W. H., & Son 790 

Bill, W Fro7it in 

Boobbyer, J. H., dr Sons 983 

BOOKS, &c. : 

Blackie & Son, Limitea 801 

Dent, G. M. 924, 953 

Johnston. W. & A. K., Limited 802 

Marlborough, E., & Co 801 

! Nister, Ernest 984 b 

! S.P.C.K. 803 

I Staffordshire Advertiser 922 

} Stanford, E. 800 

Ward, Lock & Co., Limited 804 

Whitaker, J., <fe Sons, Limited 986 

i Brown, J 983 

I Ceres Depot 504, 881 

' Chancery Lane Safe Deposit 793 

Clarke’s Pyramid Light Co. ..Front iv 

Clarkson’s 983 

Collis Browne’s Chlorodyiie ,.,...,.982 

Constantine, H,, & Sons 917 

Cook, Thos., & vSun 4 

Cyclostyle Co .959 

Dinneford’s Magnesia .........983 

EiU)., .L C., Ltd 989 

Fry, J. S., & Sons, Ltd .889 and cover 


MlSCELLANEOUS“-COnf, PAGE 

Goodyear, Edward .....504 

Hatch, Mansfield dr Co 798, 799 

LONDON EDUCATIONAL INSTITUTIONS: 

Buck, Miss Rose 808 

Ellis & Waghbrn.,..................-..........--809 

Gibson, John, M.A 808 

Gabbitas, Thring & Co 809 

Hawtrey, Miss Mabel 808 

Kensington College ............808 

Scholastic. Association, Ltd, ......808 

LONDON HOTELS !- 

Hotel Cecil 805 

Charterhouse Hotel : 806 

Dean’s Court........ 807 

How’s Residential Hotels 807 

Imperial Hotel 807 

Melbourne House 806 

Morton Hotel 806 

Porchester Court 806 

Queen’s Gat^ Hotel 806 

Tranter’s Hotel 796 

8, Westbourne Crescent 807 

Wild’s Temperance Hotels 807 

Marshall & Snelgrove 987 

Pears, A. & F., Limited 988 

Peatmoor Whisky 504 

Pickford & Co 933 

Rae’s Electric Light Cure Institute ./rojit v 

Red, White & Blue Coffee 504 

Remington Typewriter Co. 504 

Rowland’s Macassar Oil .front v 

Rowney, George & Co 985 

SCHOOLS, METROPOLITAN SECTION:- 

Clissold Park— Paradise House (Boys) 810 

Crouch Hill— Durham House (Girls) ',...,.810 

Ealing Deaf School 810 

Earl’s Court— 38, Bolton Gardens (Girls) 811 
Highgate— Grove House School (Boys' ...810 
,, King’s House School (Girls) ...810 
Highbury Park— Highbury Park School 

(Boys) ..SIO 

Kensington— 173, Cromwell Road (Girls) 811 ] 

New Barnet— Norman Court (Boys) 811 

Norwood— Convent of the Faithful Virgin 

(Girls) 811 

Old Southgate— Mayfield House (Girls) ...811 
Woodside Park— Holmwood (Girls) -.,.‘.....811 

Scott, Henry S. 984 

Spicer Brothers, Limited 9S4 

Stallard & Company 984 

Taylor’s Typewriter Company, Limited 984 

Treloar & Sons front vi 

Watkins & Doncaster 984 

Whelpton’s Pills 6S6 

Wilson Engineering Company, Limited 986 


“ Where to Go” & “ Where to Stay.” 

SEE THE 

HOLIDAY GUIDE 
SUPPLEMENT 

Pages 852 to 880. 

For Provincial Hotels, Hydros, Boarding Houses, 
Apartments, Nursing Homes, House Agents, 
Furniture Removers, Livery Stables, Motor 
Garages, Laundries, &c. 


FOR 


London and Provincial Schools 

SEE 

WHITAKER’S 
LIST OF^ schools! 
AND GLI MATES 

Pages sio to 850. 
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WINE MEEGHANTS. 




HATCH, IIIIANSFIELD&C?LI° 

WINE MERCHANTS. 


Telegraphic Address: 
“Luscious, London/* 



Telephone JSfo : 
Geeraed, 5325. 


ISj) special appointiufut to Jffiajr^t}) Iving ffiiioai'ti ¥ii. 
47, PALL MALL, LONDON, S.W. 

DIRECTORS: 

SIR ERNEST F. G. HATCH, Bart., Chairman. 


EARL OP DENBIGH. 

Hon. J. MANSFIELD. 

J. H. Q. LANG, Esq. 

(Bell, Rannie & Co.) 


A. ROSS MITCHELL, Esq. 
C. W. HUGHES, Esq. 

C. Q. RAYNE, Esq. 

(Newcastle-on-Tyne). 



HOME DEPARTMENT. 

HE extent of tfie Company's business fias been largely 
augmented by tbe purchase of those of 

BELL, RANNIE & CO. (Established 1715), 

LONDON, EDINBURGH, PERTH, DUNDEE & AYR. 

BARTON & CO. (Established over 100 years), 

Late of St. James’s Street, LONDON, s.w. 

C. G. RAYNE & CO. (Established ises), 

NEWCASTLE-on-TYNE. 
DREMEL & CO. (Established 1358), LONDON. 

JENNER & CO. (Established 1837), SANDGATE (Kent). 

TATHAM, HUGHES & EARLE (Estabiished 1820), 

24, Philpot Lane, LONDON, 

The extensive stocks of the Company, together with those of the above 
Firms— which were taken over en afford a selection of Wines and Spirits 

which, whether in point of quality or quantity, is not to be surpassed. 

Company is also represented by the following Branches : 

MANCHESTER.. 16. Albert Square. LIVERPOOL.. .16, Berey’s Buildings, 

George St. 

The Company's quotations are the lowest anywhere obtainable. 

The Company pays carriage to any^ailway station in Great Britain, 
to any port in Ireland, and on quantities of 23 dozen bottles or 
their equivalent to any port in the world. 

The Company only deals in wines of approved vintages. 

The Company publishes the fullest particulars of every wine and 
spirit they quote, and affords every possible guarantee lor 
authenticity. 
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WINE MERCHANTS. 


HATCH, MAMSFIELD&C?Ll" 

WINE MERCHANTS. 


AGENCIES ABROAD. 

meet tlie requirements of Englishmen resident aBroad 
the Company has adopted the policy of establishing a 
series of agencies throughout the worlds whereby 
customers may obtain in either the smallest or largest quantities 
the identical Wines and Spirits supplied to leading Families 
and Clubs in England^ and at the same time have the benefit 
of all the guarantees for quality and authenticity which the 
system of the Company affords* 

The following are the Company's Agencies Abroad? — 

INDIA BOMBAY Greaves, Cotton & Co. 

CALCUTTA A. O. Ginivan. 

MADRAS ..Oakes &. Co. 

ADEN .. .. Pallonjee, Dinshaw &. Co. 

CHINA SHANGHAI ..llbert & Co. 

FOOCHOW ..M. W. Greig &. Co. 

TIENTSIN Wilson & Co. 

E. AFRICA &. UGANDA MOMBASA.. ..Allidina Visram. 

W. AFRICA GOLD COAST F. & A. Swanzy, Ltd. 

SIERRA LEONE ..The Sierra Leone Coaling Co. 

ZANZIBAR .. ..Smith, Mackenzie &. Co. 

ARGENTINA BUENOS AIRES H. C. Plews, 


CIGAR DEPARTMENT. 

Particular attention is drawn to our separate list of Cigars and Cigarettes, 
all of which have been selected with the utmost care and are in perfect 
condition for immedia- e use. 


COMPLETE PRICE LIST, INCLUDING CALEN.DAR OF VINTAGES, AND 
CONTAINING OVER 400 VARIETIES, FREE ON APPLICATION. 

.. ■ . . ' . ■' 
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of MapSf AtlaseSf and Books. 


N. America. 
S. America. 
Australasia. 


Showing the most recent political boundaries, and the getierai 
geography of the Continents, with the greate&t accuracy and detail. 
Railways, Canals, and Submarine Telegraph Cables are clearly 
marked. Each map is printed in four sheets; size, when joined up, 
65 by 58 inches, 


PRICES : 

Coloured Sheets .... 35s, 
Meunted on rollers and varnished 45s, 
Mounted to fold in morocco case 60s. 
Mounted on spring roller . . £5, 


IN ANY STYLE REQUIRED 
done on the premises. 

Write for Stanford's Catalogue 


London: EDWARD STANFORD, 

to IXis lIKeiaesty tlio 
^ ■■ t2, 13, & 14, Long: Acre, W.O. 
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PUBLICATIONS. 


8oi 


LANGUAGE BOOKS. 

Marlborough’s “SELF-TAUOHT” Series. 

Contains Vocabularies — Conversational Phrases and Sentences —-Grammar ~ Commercial, 
Trading, Legal, and Eeligious Terms—Travel Talk — Photogi'aphy—Cycling— Motoring — Amusements 
--Money, Weights and Measures, &c., &c., with ENGuISH kHONE * 1C PRONUNCIATION. 

FRENCH GERMAN ITALIAN SPANISH ESPERANTO 

Blue Wrapper, 1/- each; Red Cloth, 1/6 each. 

EGYPTIAN 

i .(Arabic) ' 

ARABIO 

I (Syrian) 

GREEK 

(Modern) 

HINDUSTANI 


DANISH 

SWEDISH 

DUTCH 

RUSSIAN 


TURKISH 

Sold by 




/ 

2/- 

EXCELLENT 

2/“ 

Each. 

■for 

Each. 


STUDENTS, 

/ 

Clpth. 

TEACHERS, 

Cloth. 

2/6 

& 

2/6 

Each. 

TRAVELLERS. 

Each. 

\ 


PERSIAN 

TAMIL 

JAPANESE 


all Eng’lish and Foreig‘n Booksellers. 

For Complete List write to the Publishers for the {Ml) Catalogue, 

London : E. MABLBOROUGH & CO., Publishers, 51, Old Bailey, E.C, 

standard" EN GLISH D IGTIONARIES. 

Large fcap. 4to, cloth, 4s. 6^:. net ; half-Persian, 7s. net. ; balf-niorocco, 
flexible, 9s. net. 

ITHE STUDENT’S ENGLISH DICTIONARY. 

Literary, Scientific, Etymological and Pronoimcing. By John Ogtlvte, LL.D. 
New Edition, thoroughly Revised and Greatly Augmented. Edited by Ch.^eles 
Annandale, M.A., LL.D., Editor of the New Edition of “ The Imperial Dic- 
tionary,” Extensive and useful Appendices. Nearly 800 Engravings on Wood. 
Leaving out of account the unwieldy and expensive recent editions of Webster and 
Worcester, we have no hesitation in saying that this is by far the most useful one-volume English 
dictionary at present existing.” — Athenmim.. 

In one YoL, fcap. 4to, cloth, 3s. 6d. ; half-roxburgh, 5s. 6rZ. ; half-morocco, 7s. 6c/. 

THE CONCISE DICTIONARY OF THE ENGLISH 

LANGUAGE. Etymological and Pronouncing, Literary, Scientific and 
Technical, By Ohables Annandale, M.A., LL.D. New Edition, lievised 
and Extended. * 

“Stands tow'ards other dictionaries of the smaller character in the relation of the ‘ Imperiu! ’ 

{ to rival lexicons— in other words, it holds the ‘ premier’ x’lace.” — S-peetator. 

In Four Vols,, imperial 8vo, half-roxburgh, net: or half-morocco, £.5 net, 

ITHE IMPERIAL DICTIONARY OF THE ENGLISH 

LANGUAGE. A Complete Encyclopsedie Lexicon, Literary, Etymological, 
Scientific, Technological and Pronouncing. By John Ogtlvie, LL.D. New 
Edition, carefully Revised and greatly Augmented. Edited by Cttaitles 
Annandale, AI.A., LL.D. Illustrated by above 300 Engravings on Wood. 

“So far as vocabulary and treatment are concerned, we should not vdsh for anything better 
I than the new ‘ Imperial.’ The etymology is clear and concise, and the illustnition.s are e-opious, 

I appropriate, and well executed.”— yfrueg. .■ : 

T '*. 1 - J ■ <r A , .1 T^. '. *1 -o .rH . : 

:V[27I" 


London: BLACKIE & SOK, Limited, 50, Old Bailey, E.O. 
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PUBLICATIONS. 


CJontaining 60 exquisitely coloured Maps, size 25 x 20 inches, printed 
on thick plate paper, representing the highest standard of the Map 
Printing Art, with Indexes to each map and General Index to principal 
places of the world. Bound in Half Morocco, size 21 x 14 inches. 

£4 4s. net. 


A RELIABLE REFERENCE ATLAS 


is a necessary book of reference for everyone, and your 
Library is not complete without one. 


If you desire an absolutely accurate Atlas you will find 


A Sumptuous Atlas for the Library. 


WRITE FOR CATALOGUE AND PROSPECTUSES. 


Geographical, Educational, and General Publishers, 

Edina Works, Easter Road, & 2, St Andrew Square, EDINBURGH; 
6, Paternoster Buildings, LONDON, EX. 

i : • r267 


any of the following Atlases can be depended upon at 
every point. 


W. & A K. JOHNSTON. Lm, 


THE ROYAL ATLAS 


Containing 61 finely coloured accurate Maps, with an Index to 
78,000 places. Maps, 18J x 14J inches. Size of book, 15 x 11 inches. 
Strongly bound in Bexine, gilt titles, 25/«. Handsomely bound in 
Half Morocco, gilt titles and edges, 37/6. 


THE M.P. ATLAS 


Contains a collection of 53 Maps (41 plates), 25 X 20 inches, with 
General Index, Bound in full cloth. Size of hook, 20J x 14J inches. 

25/- net. 




PCBLICATIONS. 


803 


Society for Promoting 
Ckistian Knowledge. 


BRITISH PLACE-NAMES in their HISTORICAL 

, SETTING, By the Eev. Edmund MgClube, M,A. Grown 8vo, cloth 
!■ . . boards,' 5s, 

THE PRESENT CONTROVERSY ON PRAYER. 

By the Rev, F. R. Montgomery Hitchcock, M. A., B.B. Grown 8vo, cloth 
boards, 2s. 

LIFE AS SERVICE. Some Chapters on being Christianly 

Useful, By the Rev. H. Lewis, M.A., Hon. Canon of Southwark. Crown 
8vo, cloth boards, 2s. 

TIME AND TIDE. A Romance of the Moon (Romance 

of Science Series). By Sir R. S. Ball, LL.D., F.R.S. With numerous 
Illustrations. Eleventh Thousand — Revised. Small post 8vo, cloth boards, 

: 2s. 6d. 

THE BELLS OF LONDON TOWN.' Coloured Ulus- 

trations by Gordon Browne. 4 to, paper boards, 2s. 

CECIL ALDIN’S PAINTING BOOKS. 

THE DOGGY BOOK. THE BABY BOOK. OUR ANIMALS. 

4to, paper covers. Is. each. 

BRITISH WILD FLOWERS in their Natural Colours 

and Form. Text by Eev. Prof. Henslow, M.A., F.L.S., F.G.S. With over 
200 Ooloured Illustrations. The Artist, Grace Layton, obtained the Silver | 
Flora Medal from the Horticultural Society for these Drawings. Large crown i 
8vo, cloth boards, Ss. 

THE S.P.C.K. ENCYCLOPEDIC DICTIONARY. 

THE CHEAPEST COHPBIEHENSIVE DICTIONARY IH THE WORLD. 

, Now enlarged by a Supplementary Volume, making Eight Volumes in all, 

A work of reference to the words in the English Language, with a full account 
of their Origin, Meaning, Pronunciation, and Use. Consisting of 6,110 pages, 
imp. 8vo. It contains oyer 200,000 words, and is illustrated by Coloured 
Plates and over 3,000 Wood Engravings and Diagrams. Invaluable for the 
Home, the College, and the School. In 8 vols., cloth , 35s.; half-bound, 42s 
SUPPLEMENTARY VOLUME (Vol. VIIL), separately, cloth, lOs. 6d. ; 
half-bound, 123 . 

London: Northumberland Avenue, W.C. ; 43, Queen Victoria Street, E.C. ! 

Brighton: 129, North Street. | 
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PUBtlGATIONS, 


COOKERY 

BOOKS 

ENTIRELY HEW EDITIONS. 

Pall Mall Gazette .— Ko number of Blue Books can ever attest the lives Mrs. Beeton has saved, 
the marital disputes she has averted, the infants she has arrested from an untimely end, or the 
matrimonial experiments she has conducted to a triumphant iliiish. These are public services 
that deserve a mighty hecatomb." 

THE BEST COOKERY BOOKS IN THE WORLD, 


Mrs. Beeton's Book of Household Managremeint. 

Half leather, 7s. 6dl. net ; half calf or half morocco, t2s. 6d. net ; full or 
tree calf, 18s. net. 


Mrs. Beeton’s Family Cookery. 

bound, half leather, 5s. net. 


Large crown 8vo., strongly 


Mrs. Beeton’s Everyday Cookery. Large crown 8yo., cloth 
gilt, 3s. 6d. net. 

Mrs. Beeton’s All About Cookery. Large crown Svo., cloth 
gilt, 2s. 6d. net. 

Mrs. Beeton’s Shilling' Cookery. Crown 8yo., cloth, Is. net. 


Medium 8yo., cloth, 21s. net; half calf, 25s. net ; full or tree calf, 31s. 6d, net. 

HAYDN’S DICTIONARY OF DATES 

AND UNIVERSAL INFORMATION. 

Twenty-- fourth Edition. 

For more than Sixty Years HAYDN’S DATES has been firmly established 
in public favour as a book which is indispensable in every office, library, and home, 

and as a Work which has no rival. 

The Spectator : “ Haydn’s Dictionary is so complete, was so carefully cojistrueted at first, 
and has been so well kept up to date, that a little self-assertion is justified." 

The Daily Mail : ‘‘ Nowhere else in the world is to be found a work so universal and 
up-to-date.” 

HAYDN’S DATES IS INDISPENSABLE TO EVERYONE. 

' 'V,<- ■ / Prospectus and Specimen Page post free on application. 

WAEI), LOCK & CO., Limited* Srtisbury Square, London, E.C. [258 
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TARIFF 


BEDROOMS— Single . from 5/- per day 
„ Double from 9/- per day 

Bedroom, Bath, and Sitting Room 

from 2S/* per day 

No charge far Light or Attendance. 


Brea-k-fsist 2/6, 3/-, 3/6 

Dinner 5/-, 7/6 and 10/6 

Lunch, 4/- Supper, 5/- 

Or k la Carte. 


AH *^fixed~price** meals served 
in the Restaurant, 

ORCHESTRA AT ALL MEALS. 


The only First«class London Hotel with 
a Garage on the premises. 

FREE ACCOMMODATION 
FOR VISITORS’ CARS. . . 


LUXURIOUS CARS FOR HIRE. 
ALL ACCESSORIES IN STOCK. 


Londo 


TelegrapMc Address : “ Cecelia, London.” 



E 

BED 
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LONDON — ^HOTELS. 


THE 


MORTON HOTEL, 

Russell Square, LONDON, W.C. 

Most central, yet quiet and restful. Close to all 
the great London Termini. One minute from 
Piccadilly and Brompton Tube (Russell Square 
Station). 


This weli-knowa Family HoteL now 
tinder new management^ has been re- 
decorated throughout by WARINGS, 
and will be found most comfortable and 
convenient* 

Lift to all floors. Night Porter. Electric Light 
throughout. 

Room, Bath» Attendance, and Table d’Hdte 
Breakfast, from 5/-, or En Pension from 
8/- per day. 

Telephone : GjEiui.iKi) 5*740. Telegrams : “Moiiton HoTEr..” 


PORCHESTER COURT, 

11, PORCHESTER TERRACE, 
LANCASTER GATE, W. 

(One minute Kensington Gardens, three minutes 
Queen’s Road Tube.) Pree from ’Bus and Motor 
^ ■■ Traffic. . 


HIGH-CLASS RESIDENTIAL HOTEL. 


Lofty and Spacious Reception and 
Bedrooms. Electric Light. Separate 
Tables. Excellent Cuisine. 

TERMS — Single Room from 2 Guineas. 

Double Room from 3/10/0 weekly. 

Telephone : Paddington 4793. 


QUEEN’S GATE HOTEL, 

SOUTH KENSINGTON. 

Most convenient and pleasant part of 
London. Excellent Dining Room 
(separate tables) ; Large Public Drawing 
Room ; Lounge and Smoking Room. 
Every comfort provided. Passenger Lift 
to all floors, and Electric Light in every 
room. 

Inclmive Terms :— 

' 1 9/- per day. 2| guineas weekly. 

CUISINE EXCELLENT. 

T. H. MEHGHEKTBN, Proprietor. 
Telegraphic Address : “ QuEENiSTS, LONDON,” 


Charterhouse Hotel. 

One minute from Aldersgate St. Station. 


In Private Square. Ko TrafiSc. 


BOARD AND RESIDENCE. 

MELBOURNE HOUSE, 

21, 22, 23, 

Bedford Place, Russell Square, W.C* 

V/S!TORS TO LONDON, 

We combine the convenience of an HOTEL 
with the comforts of an English HOME. 

Room, Breakfast, Bath, aad Attendance, 

5s. per day. 

Full Board, 7s. 6d., or from 42s. per week. 

Comfortable Reception, Smoking, and Dining 
Rooms ^ Separate Tables). Coal Fires. 

80 Bedrooms. Shower baths, h. c. 

The district is extremely liealthy, being 
surrounded by Squares and Gardens. 

Winter Tariff on Application. 

Telegrams: 

“Baggage. London.” 


Telephone : 
471S Gex-rard. 


Bed, Table d’flote Breakfast, Bath, 
and Attendance, 5/6. 


WEEK ENOS BY ARRANGEMENT, 

New Stock Rooms now complete. 


Telegrams: Telephone No. i 

* CuAHTeaaocsK IIotkt., Londok.” 2U0 Holboes, 


WHITAKER’S LIST 

OF ■ 

SCHOOLSand CLIMATES 

CONTAINS, WHEREVER POSSIBLE, 

Particulars of Climate 

BY 

MEDICAL OFFICER OP HEALTH. 

See pages 810-850, 


WHITAKER’S ALMAlSTACK, 1910, 



LONBON-rHOTEIiS . 


«07 


L ONDO N. 

WILD’S „ 

Temperance HOTELS) 
80 TO 40, LUDGATE HILL. 

ELECTRIC LIFT, 

(Central for Charing Cross, Cannon St., 
and Holborn Viaduct Stations for the 
Continent.) 

70*71, EU8T0N SQUARE 

(Close to Euston, Midland, and G.N.E,. 
Stations). 

Handy for Early and Late Trains. 
Home Comforts. Cleanliness and Quiet. 
Central for Business or Pleasure. 


* jrotel 


BOO Rooms. 
Central for Busines 
OP pleasure, near cMi 
Shops & Theatres. Room, 
Table d’Hoto Break- , 
fast and Attend- 
ance, from 


Russell 
Square, 

LONDON 

Orchestra daily ia Wiater Garden. 


HIGH-CLASS 

RESIDENTIAL MANSION 

8, Westbourne Crescent, Hyde Park, W. 


Well Furnished throughout. 
Every Modern Convenience. 


Excellent Cuisine. Separate Tables. 


One minute Lancaster Gate Tube—Hyde Park. 
3 minutes Paddington. 


TERMS from 3S/^ to £6 6s. Od. 

Mes. RAWLINGS. 


DEAN’S COURT 

W, Earl's Court Square, 

South Kensington, S.W. 

A EEFIITED AND CDLTDEED HOME FOE 
OENTLEFOLK AS FATIHS SDESTS. 

Metropolitan Inner Circle is reached at the next 
station. 

All arrangements are made in the endeaxonr to meet 
the requirements of a comfortable home. 

Terms from l^o ^ guineas weekly. 

For biriff apply Proprietress, 

Telepiioke, 3903 Western. MISS HOST. 


19 Earl's Court Square, 

South Kensington, S, IV, 

DEAN’S COURT 


jBLOTEi::., 

SOUTHAMPTON ROW. 


FOB 

HOLIDAY GUIDE 
SUPPLEMENT 

see p. 853 . 

HOW S RESIDENTIAL HOTELS, 

" LONDON, W, 


GROSVENOR HOUSE, m. Pembridse 

Square, Baysv/ater, W. TelepJione : 8dU7 PaouI-mjiton. 

CENTRAL HOTEL, 123 «fc 125 . Cromwaii 
Road. South Kensington. Telephone : 3448 W esteux. 

LINDEN HALL, 131. Cromwell Road, South 
Kensington. Telephone; 2(158 Kknsinoto.n. 

THE ROVAL, 68 & 69, Lancaster Gate. Tele- 
phone ; 4494 pAuniNGTON. 


Terms, from 2 Guineas Weekly, per Day from 7/- 


Tlie above Residential Hotels are beautifully furnished 
and decorated, and are considered the most up- to date in 
Ltnulon. Magnificent J ra ving, Dining, and Billiard, 
Rooms ; also Lounges are no v added. Visitors’ comfort 
studied. 

DEMETEK HOUSE, Private Boarding Estab- 
lishment, Ciueen’s Square, Bloomsbuiy, W.G. 
High class. Most C'.>mfortabIu. E.vcellent 
cuisine. Electric Light. Heated throughout. 
Central for City, West End, princijiar Rail- 
way, Omnibus, and Tube routes. Boarding 
terms from 6 /- day, 35/- week. 

Mrs. E. IVEl^S BLUE, Proprietress. 


HYDE PARK, 23, Leinster Square, W. Board 
Residence (superior) in well-furnished ILnise. 
Per week, from 80/- ; sharing room, from 25,'(j ; 
daily, from 6 /-. Close to Queen’s Roa<i Tube 
and Metropolitan Stations. Excellent cui.siue. 
Highly recommended by Clergy. 
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SCHOLASTIC ASSOCIATION, Ltd. 
(Manager-R. J. BESVOR, M.A.). 

22, CRAVEN STREET. 
TRAFALGAR SQUARE, W.C. 

Full details of requirements should he sent, 
Teleplione: x8s4 Gerkaiid. 
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)'-J LONDON— EPtTCATIQHAL^ ^ ' - 

SECRETARIAL __TRAININ<ri' 

SPEOIA L OITY OOLTRSE. | 

APPOINTMENTS GUARANTEED I 

KENSINGTON GOLLEGE 

PAY AHP RESIPENTIAL. ^ 

SKORTHAN0, TYPEWRITING, BOOK-KEEPING, LANGUAGES ! 

: MODEL OFFICE EXPERIENCE. 

“ KENSINGTON COLLEGE has solved oae cf the greatest, the most complex, and the most difficult 
of all Educational problems— vh., that of finding Employment after Education.” — i 

Sir Albert Rollit, Chairman London Chamber of Commerce Education Committee, 

flourenir of the 2l8t Aimiversary, with the speeches of Her Grace the Duchess of Marlborough, and 
His Majesty’s Bolicitor-Geueral, on the Guaranteed Appointment System, post free from the Secretary, 

Kensington College, Queen's Rond, Bayswatcr, London, W. 1 1 


Telephone: Padd. '3348. 


JAMES MUNFOR0, ©ipector. 




« QUERNMORE.” 

Higher Civil Service. 

I Special Preparation. 
JOHN GIBSON, m.A., 

And Large Expert Staff of Tutors. 

SPLENDID RESULTS 

obtained, mostly at First Trial. 

24, CHANCERY LANE, W.C. 


IVliSS iVIABEL HAWTREY | 

{Daughter of the late Rev. J. W. HAWTREY, of | 
Mon, Aldin House, Slough, and Westgate-on-Sea.) ] 

Advises parents resjecting the education of i 
Children, the choice of Schools (in England and i 
abroad) for Boys and Girls, the selection of I 
Tutors, Governesses, &c. j 

A School is not recommended unless it has j 
been inspected by Miss Mabel Haw'trey. Tutors, ' 
Governesses, &c., are not recommended unless i 
their references are satisfactory. 

Miss MABEL HAWTREY, Educational Office, 
zS, Westminster Palace Gardens, 
London, S,W. 

Telegrams: “Educavamo, London.” 

Telephone : 745 Victoria. 


ADVICE AND INFORiVIATiON 
AS TO SCHOOLS 

FOR GIRLS OS BOYS, AT HOME OR 
ABROAD, AKD AS TO TUTORS FOR ARMY, 
UNIVERSITY, OR OTHER EXAMIHATIOHS, 
IS SUPPLIED FREE OF CHARGE 


DANCING, 

DEPORTMENT & PHYSICAL 
EXERCISE. 

MISS ROSE BUCK, 

Pupil of the late Miss Birch, holds 
classes daily for Ladies, Gentlemen, and 
1 Children at 

30, Sloane Street, S.W. 

(1st Floor). 

Private and Presentation Lessons 
are given, 

For terms and particulars apply Private Address ; 

52, LOWER SLOAKE STREET. S.W. 
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eDUOATioiy. 

MESSRS. GABBITAS, THRING & CO., 

36, Saekville Street, Pieeadilly, W,, 

have a Depaitineiil specially organised for advising Parents and Guai'dians as to the best 
Educational Est iblishments for Boys and Gipls iu the United Kingdom or on the Continent. 
The Firm have had experience as Educational Agents for more tlnaii thirty years, and can give 
information and advice as to : ( 1 ) Public and Endowed Schools ; (2) Preparatory Schools ; 
(3) Schools or Tutors’ Establishments adapted specially for preparing Boys for Engineering, 
Agricultural, Scientific, or Commercial Careers; (4) Private Tutors preparing for Army, Civil 
Service, and University Examinations, or receiving backward or delicate Pupils requiring special 
attention ; (5) Finishing Schools ; ( 6 ) Schools for younger Oii’Is ; (7) Girls’ Schools giving a thorough 
general education and preparing for Examinations ; ( 8 ) Professors, Pasteurs, and Private I'amilies 
receiving Pupils wishing to study abroad. To enable the Firm to advise efiiciently it is necessary 
that /wW particulars should be given ; especially as to the age of the Pupil, previous education, and 
present standard of attainments, special subjects of study, locality, whether a large or small 
establishment is preferred, and the fees it is intended to pay. 

The Firm also can assist iu procuring the services of Private Tutors, Resident, Travelling, 
Non-Eesident, or Visiting, of whom they always have a large number on their Lists. 

Tpansfeps of and Partnepships in Boys’ and Girls’ Schools are also negotiated by the Firm. 
Tlie Firm during their long career have been instrumental in sending Masters and 'Tutors to the 
leading Schools and Tutors' Establishments, and are in the closest touch with all Educational matters. 
Masters and Tutors seeking Posts can have a Prospectus on application, free of charge. 


Mesdames—— 

TO COUNTY 

LADIES AND GENTLEMEN, 

ELLIS & WAGHORN, 

COLONIALS, AMERICANS, 
and others. 

20, Welbeck Street, W. 

A SOCIAL FRIENDSHIP 
BUREAU 

(Established 1812). 

has been formed to afi'ord the above an 
opportunity of being introduced and 
meeting their equals, 

Socially and Financially, 

Write in confidence — 

AIVfITIE, 

20, "Welbeck Street, "W 

RECOMMEND Resident or Daily 
English and Foreign Nursery and 
other GOVERNESSES, Companions, 
Hotjsefcecpers, &c* No charge to em- 
ployers* Schools recommended* 

Telephone, llOS Mayfnir. 

Telephone : 1108 MAYFAIR. 

Genuine Antiques Bought and Sold. 

WHITAKER’S SCHEDULE REGISTERS 

OF 

BOYS’ AND GIRLS’ SCHOOLS. 


Whitaker’s system of Schedule Kegisters has been established in order to 
enable Parents and Guardians, in search of a suitable ’ school, to ascertain all those 
particulars which cannot be contained in an advertisement iu Whitaker’s 
publications except at too great expense to the Principals. 

Two pages in each .Register are allotted to every School. The Schedules are 
most comprehensive, and the particulars are classified under five headings, via., 
General Information, School B2dldings, Education, Sjoecial Feahtres, and Domestic 
Airanqements, 

Only one form of Schedule is used, consequently all essential points can he 
obtained at a glance from the Register more quickly and easily than by reading 
through the ordinary prospectuses. Schedules are supplied free to advertisers to 
be type -written by them. 

See page 822 . 
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SiO WHITAKKIi’S LIST OF SCHOOLS AND CLIIVIATES. 


METROPOLITAN SECTION. 

CLISSOLD PARK, N. 

Occupies an elevated healthy position, with 
numerous parks and open spaces, contributing 
to make it a first-class residential neighbourhood. 

BOYS.' Entahli'Hhed 1876. 

IVIODERN SCHOOL. 

PAEADISE HOirSE. 

Principal - - T. S. WHITE, B.A. 

To develop healthy, moral tone, providing 
Professional and Commercial Education on 
sound liberal lines. 

Gurricithim.—laclndes usual English subjects ; 
Modern Languages (conversational); Mathe- 
matics; Science (Laboratory); Carpentering; 
Typewriting. Physical Vecelopmmt. — Football, 
Cricket, Fencing,' Biding, Fives, Begular Drill, 
Gymnasium, Plunge Bath. Country excursions 
for Natural History. Debating and Public 
Speaking developed. 

Domestic arrangements under personal super- 
vision of Mrs. White. 

EALING, N.W. 

Supplied with all essentials for a healthy resi- 
dence ; gravel soil, moderate elevation, good 
water, drainage, and lighting facilities. 

GIRLS. 

SCHOOL FOR , THE , DEAF, 

EATON RISE, EALING, MIDDLESEX. ^ 

On the Pure Oral System, i.e., Lipreading 
and Speaking. 

Religious teaching, lessons, and games carried 
out on that system, the children communicating 
with one another and with other people by 
speech. The instruction approximates as nearly 
as possible to that of hearing children. 

Deaf children (girls only) received as Boarders 
or Day Pupils. 

Pleasant, healthy locality. Good garden. Every 
care. Apply Principal. 

CROUCH HILL, IM., 

Middlesex, occupies an elevated position on a 
range of hills which stretch northward towards 
Highgate and Barnet. The locality enjoys a fine 
record for salubrity, officially mentioned as one of 
the Health Besorts within the County of London. 

HIGHBURY PARK, N. 

The Medical Officer of Health writes “ High- 
bury has an exceptionally low death-rate for an 
urban district. It is situated on rising ground, 
and close to the fine Ciissold Park. It is a very 
healthy district.” 

girls. DURHAM HOUSE, 

102 , CROUCH HILL. 

HIGH SCHOOL FOB GIBLS. 
Principals - Miss THOMPSON, B.A.(Lond). 

Specially arranged to combine the most modern 
educational requiremenU with comfort and 
refinements of home life. 

Spacious, well-ventilated rooms, and special 
care paid to sanitation. Large Garden. Tennis 
and Bevreation Ground, Healthy, picturesque 
neighbourhood. 

Aim of the School Preparation for life by 
harmonious development of Moral, Intellectual, 
and Physical Powers. 

Special Attention to Health and Physical 
Developm:ent. Boarders Beceived. 

BOYS. 

HIGHBURY PARK SCHOOL, 

43 and 45 , HIGHBURY PARK, N. 

Principal - - W. A. INGRAM (L.A.). 

Special re.— Recommended by the Elec- 

trical Standardizing Institution, Southampton 
Bow', W.C. Their 60 guineas Scholarship gained 
1907. General Aim.— Provides varied, useful 
Education. Professional or Commercial. All 
Examinations taken. 

Curriculum. — Languages (conversational), 
Practical Arithmetic, Book-keeping, Shorthand, 
Correspondence, Sciences (Practical Laboratory), 
Latin, Greek, Drill. Playground. — Fives Court, 
Gymnasium, Cricket, Football, Swimming, Bitte 
Clubs. Preparatory Department. — For little 
and backward boys. 

HiCHGATE, N. 

The Medical Officer of Health writes : — “ A residential suburb, 45^ miles N.N.W. of London. 
Average altitude is nearly 400 ft. above sea-level. District particularly healthy ; the mortality and 
incidence of disease being among the lowest in the country. Exceptionally well provided with 
open spaces, being on the borders of Hampstead Heath, and containing the Highgate Wood, 
(Queen’s Wood, and an x8-hole golf course. Within easy access of London. " 

GROVE HOUSE SCHOOL. 

BOYS' BOABDING AND DAY SCHOOL. 

(Established 

Principal— A. E. 0 . DICKINSON, M.A., LL.D. 

Registered under Order-in-Council, 1902. 

Healthy position at the top of Highgate Hill. 
Limited number of pupils received from 8 to 17 
years of age. Thorough preparation for pro- 
fessional pursuits. 

Successes in Public Examinations— over 8c 
per cent, during last 30 years. 

References on application. Moderate fees. 

GIRLS. Established 1898. 

KING’S HOUSE SCHOOL, 

62-64, WOODLAND GARDENS, HIGHGATE, N. 
Principals — 

MISS LEAR and MISS COCK. 

Assisted by an efficient Staff. 

Aim.— Provide, thorough, complete education 
for Gentlemen’s Daughters, and- cultivate good 
Moral and Religious tone. 

Music, Languages, A7-i.— Special features. 
Usual Examinations prepared for. Large pei 
centage successes. 

Pre7nu*e«.— Large, well-ventilated Classrooms. 
&c. Drill Boom, Studio, Music Boom. 

Every facility Outdoor Games and Recreations 
Entire charge pupils from abroad. 

Fees : From 40 Guineas to 50 Guineas, 
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EARUS COURT. SOUTH KENSINGTON. 


GIRLS. ■ . , ■ ■ ■ 

College Franco-Britannique. 

STRATHALLAIM HOUSE, 

88, BOLTON GARDENS, S.W. 

• Principal « - « - M!!e, DESSAINT 

(Offlcler d’Acad^mie). 

HIGH-CLASS SCHOOL FOR DAUGHTERS 
OF GENTLEMEN. 

Thoroiigli English. Lessons illustrated by 
lantern slides. Visits to Museums. 

Music and Languages. 

Unique opportunity for acquiring thorough 
knowledge of French in London. Special atten- 
tion given to Accent A great deal of care taken 
to cultivate elegant manners. Riding, Games 
in the country and in own garden. Health 
specially studied, excellent record. 


NEW BARNET, N. 

A picturesque locality about 9 miles North of 
London, near to Hadley Woods, and 350 feet 
above the sea. The district has long been 
famous as one of the healthiest within easy 
access of London, and yet out of reach of the 
London fo gs. 

BOYS. NORMAN COURT. 

NEW BARNET, HERTS. 
PREPARATORY SCHOOL FOR SONS OF GENTLEMEN. 
Principal—HENRY WALKER, M.A. (Oxon.). 

Gradual, all-round training of young 
boys (8-is years) from leaving home until fit for 
Public School life. Special attention Modern 
Languages, taught conversationally. 

A’icawis— -Public Schools Entrance, Navy, <fec. 
PmRU’cs—Detached, 5 acres, elevation, 350 ft., 
sanitation certified ; 2 Playing Fields, Fives 
Court, Tennis, Miniature Rifle Range, Gym- 
nasium, Swimming Bath, Cycle House. 

Special provision delicate and backward boys. 

Entire charge pupils from abroad. 

Fees, 60-S4 guineas ; Day Boys, 12-18 guineas. 


OLD SOUTHGATE, N. 

The Medical Ofldcer of Health writes : — “Situated I 
on the ‘ Northern Heights,” 13 m. from Charing 
Cross. 300 ft. above sea-level. A bracing locality 
with charming rural surroundings. Has the 
lowest death-rate in the county, 7*8. Drainage 
and water-supply beyond reproach.” 

GIRLS. 

OLD SOUTHGATE SCHOOL, 

MIDDLESEX. 

Miss BOYER-BROWN and Miss AN SELL. 
Mayfield House . . . . Eider Girls. 
Queen Elizabeth’s Lodge . Little Girls from 
age of 5. 

A long-established, flrst-class School which 
keeps abreast of the times. Two large country 
houses and holiday house at seaside. 

Connection — Naval, Military, Civil Service, 
Irish, Midlands, North ; distant parts of 
Empire. 

Aiw— To turn out resourceful, intelligentgirls, 
fitted for home and social life. 

Telegrams, “ Beowulf, London.” 


GIRLS «LOG ANS,” 

173, CROMWELL ROAD, S. KENSINGTON. 
HIGH-CLASS FINISHING SCHOOL FOR THE 
DAUGHTERS OF GENTLEMEN. 

NIMMO, L.L.A., 

Principals - ( Miss TOTH ILL. 

Refined home life amid cultured surroundings. 
Thorough Education with individual attention. 
Special advantages for Modern Languages, Art, 
and Music. Particular attention given to 
Physical Culture, Deportment, and Social Train- 
ing. Full advantage taken of the opportunities 
which residence in London affords for the 
acquirement of general culture. 

Health record excellent. Tennis, Croquet, 
Swimming, Riding. Entire charge undertaken. 


NORWOOD, S.E. 

Upper Norwood (7 miles from London) extends 
along the range of hills upon which the Crystal 
Palace stands. This high-class suburban resi- 
dential district is noted for its bracing air and 
healthy country surroundings. 

Glils: "CONVENT ~ “ 

OF THE FAITHFUL VIRGIN. 

SCHOOL FOR GENTLEMEN’S DAUGHTERS. 
CENTRAL HILL, UPPER NORWOOD, S.E. 
Under patronage of Lord Bishop of Southwark. 
Superioress - . . QUDULA WIRZ, 

Am.— Superior English education, fitting girls 
for respective calling. Ten Resident Teachers. 
Kindergarten Class. Boys up to 8 Years. 
Preparation for usual Examinations. 

Special. — French, Needlework, Domestic 
Science, Physical Development. Gymnasium. 

Prmises.— -Modern, large grounds, high eleva- 
tion. Sanitation certified. Laboratory. 

Tennis, Swimming, Dancing, Drilling. 

Entire charge taken of Colonial pupils. 
Fees: 36 to 42 Guineas. 


WOODSIDE PARK, N. 

On the G.N. Ry., is in the parish of Finchley. 
Its excellent health record, pleasant situation, 
and general facilities have contributed to its 
popularity as a residential district. 7^ m. from 
London. 

GIRLS. HOLMWOOO. 

Resident Pupils only. 

Principal - - - Miss CHIONELL. 
Assisted by large Staff of highly-qualified English 
and Foreign Resident Mistresses and London 
Professors. 

Daughters of Gentlemen. Thoroughly sound 
Education, careful Moral and Social Training. 
Preparation principal Examinations. Over-pres- 
sure avoided. 

Specialities — Modern Languages, Music, Draw- 
ing, Painting, Nature Study. 

Situated on high ground on the southern slope 
of a hill (London, 9 miles). 

Large Gardens, Field, Bicycling, Tennis, 
Swimming, Gymnastics (remedial work wdien 
desired). 
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WHITAKER’S LIST OF SCHOOLS AND CLIMATES 

SEASIDE AND INLAND). 


In the selection of a School, tlie climate to meet individnal requirements is often of primary im- 
portance to Parents and Guardians, and Educational facilities must generally be considered when 
deciding upon a locality for residential purposes. A decision is dilliciilt where so many districts in 
England, Scotland, Ireland, and 'VYales have e'vmnly balanced claims and diversity of advantages, 
Many places are noted for the numi>er, variety, and excellence of the Private CoUiEGEs and 
Schools which flourish under favourable hygienic conditions, but isolated efforts of individuals 
to draw attention to the special advantages of their local surroundings having proved disappointing, 
Whitaker’s List of Schools and Climates (Seaside and Inland) was established, and now constitutes 
the special educational supplement to Whitaker’s Almanack.” 
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Clacton-on-Sea 82.8 

Clifton -822 

Clissold Park, N 810 

Colchester : 828 

Cohvyn Bay 823 

Crouch Hill, N 810 

Croydon .... 

Dartmouth 
Deal 

Devizes ....821 

Doncaster 824 

Dorchester.... 824 

Dover ....... 

Ealing ,....-,.810 

Earles Court 

Eastbourne ...... 

Edinburgh, N.B, 


I’ACE 

Epsom .828 

Exeter 825 

Exmouth ...825 

Falmouth 827 

Fareham 827 

Faversham 827 

Felixstowe 827 

Filey 827 

Folkestone 828 

Framlingham S2S 

Glasgow 828 

Harrogate .....829 

Harro w-on-the-Hill .830 

Hastings.... ...832 

Highbury, N. 810 

Highgate, N... 810 

Hove......................... ..831 

Hoylake ..831 

Hunstanton-on-Sea .,830 

Ilfracombe ........832 

Ilkley 832 

Jersey 832 


King’s Lynn 832 

Launceston 833 

Leamington 833 

Lee-oii-the-Solent 833 

Leicester 835 

Littlehampton 833 

London 834 

Lowestoft 834 

Lytham 835 

Malvern 
Margate 
Matlock 
Morecambe 

New Barnet 811 

Newton Abbot 838 

Northwood 835 

Norwood 811 

Old Southgate 811 

Penzance...*. 838 

Pinner 838 


-840 

:888 


Plymouth 

Ramsgate 

Rhyl...... 

Rugby 

St. Anne’s-on-Sea [.’[..'[[sso 

St. Lawrence 839 

St. Leonards 

Sal tburu -on -Sea ] . .* ] .841 

Seaford ”841 

Sheringhara 

Skegness 

South Kensington sn 

Southampton ..........842 

Southbourne S42 

Southend-on-Sea .843 

South Molton .....................843 

Southport 843 

Spondon 844 

Surbiton .......’’s44 

Swanage ]l844 

Taplow 

Tavistock 845 

JorfiW 

Totiies 

Timl nidge Wells 846 

Wallasey 845 

Walraer 845 

Warminster 846 

Watford 847 

Wellington 846 

Westell ft'-on-Sea 847 

Westgate-on-Sea 848 

West Kirby 848 

Weston-super-Mare S4S 

Weymouth 848 

Wimbledon .....849 

Winchmore Hill 848 

Windsor 849 

Woking 849 

Wolverhampton 849 

W oodside Park 811 

Worthing 850 
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ABERYSTWYTH. 

The Medical Odicer of Health writes: — “Aber- 
ystwyth ijo-s-scsses a dry, bracing climate with a 
high record of sunshine and a very equable tem- 
perature. The evenness of temperature practic- 
ally extends throughout the year (see p. 853). 

BANSTEAD, 

A healthy Surrey village with beaiitiful Downs, j 
&c,, 17 miles from London, goo ft. alan-'e .sea- f 
level. Climate dry and bracing. Soil porous— 1 
chalk and gravel. Prevailing winds, S.W. Low j 
death rate. 

GIRLS. Sstablished 1855. 

O/^ERLEON HOUSE, 

COLLEGIATE SCHOOL FOR GIRLS. 

/ Miss RHODES. 

Principals - - - ( jyjjgs f^icKS; B.A. 

Assisted by Resident Certificated and Visiting 
’ Mistresses. 

BOARDING SCHOOL. I 

Am— Develop moral, mental, physical facul- 1 
ties for healthy, useful future. Otirricuhmi— 
Scripture, customary English subjects ; compre- 
hensive general course ; preparation for Public 
Examinations ; Drill and usual accomplishments. 
Preparatory Form. Premises — Facing Sea. 
Lofty rooms. Sanitation certified. Sanatorium. 
Gymnasium. Recreation Grounds. Tennis, 
Hockey, Swimming. Delicate, backward girls 
studied. Entire charge '^here parents abroad. 

GIRLS. GARRATTS HALL, | 

BANSTEAD, SURREY. 

Principal - Mrs. HORACE ADDISON DAVIES. 

For young gentlewomen of good social jiGsition, 
from all parts of the Empire and i^oreign 
Countries. 

Aim.— To instil highest principles of true , 
womanhood ; train girls to become Home-makers. | ■ 
jE^dMcctCton.— Cultured, on Modern lines. Large | ■ 
staff Resident Specialists. Music, Art (stinlio), 1 
Languages, Literature. i 

jRematma.— All games; Golf; Riding (own | 
stables), Driving, Cycling, Hunting. j ; 

Premises.— Fine mansion in grounds of 45 | 
acres; 550 ft. elevation ; Sanitation certified. 1 

ASHFORD. 

Ashford, in Kent, has a dry, bracing climate. 
Rainfall, low ; prevailing winds, W. and S.W. 
Educational facilities sidendid, there being the 
Ashford Grammar School, A.shford County School, 
and Ashford School for Higher Education- 

BASINGSTOKE. 

Is 240 ft. above sea-level, and one of the most 
bracing places in Hampshire. Has exceptionally 
good water supply and sewerage. Good train 
service ; two packs of hounds ; an excellent 
cricket ground ; golf links. 

BOYS. 

THE ORASViiVXAR SCHOOL, 

ASHFORD (KENT). 

Founded X635. Re-constituted and removed, 1879. 

Modern Education for Business, Pro- 
fessions, and Matriculation at Universities, 
under supervision and inspection of Board of 
Education. Lofty, well-lighted Classrooms. Ex- 
cellent Laboratories, Gymnasium, and Workshop. 
New buildings, standing high on gravelly soil and 
surrounded by open country. Bracing air. School 
Games carefully organised. Playing Fields, 5 
acres. Domestic arrangeraents under Head- 
master’s wife and Matron. 

Headmaster— 

A. SYDNEY LAMPREY, B.A. (Cantab.) 

GIRLS. Established x8g6. 

GREENBANK HOUSE. 
Principal - - Mrs. RUTH SMITH. 

Assisted hy Certified Governesses and Visiting 
Masters. 

Modern Education.—T'hoYOxigh prepai’ation 
for Home and Business life. Bpecialities. — Music, 
Drawing, Painting. Examinations. — Cambridge 
Locals and Musical. Passed all candidates 
entered. Modem Premises. — Detached, well 
ventilated. Sanitation good. S.W. aspect. 
Large garden. Isolation ward. Library, Ci*oquet. 
Tennis. Little boys (5-10) received. Domestic 1 
arrangements under Principal’s supervision. | 
Special provision for delicate, backward pupils. 

Entire Charge, Parents Abroad. 1 

ASHTEAD. 

A healthy, elevated Surrey village and rural 
residential district bet’ween Epsom and Leather- 
head, 16 miles from London. Ashtead Woods, 
once a Saxon forest, are common lands. Sur- 
roundings are similar to Leatherhead, 2 miles. 

BEN RHYDDING. 

A salubrious health resort in the West Riding of ^ 
Yorkshire, almost adjoining Ilkley. Fine scenery, ^ 
moorland expanse, bracing mountain air, excep- 
tionally pure water supply. Golf and hydropathy. 
t6 miles from Leeds ; 2x0 miles from London. 
Mid., G.N., ami N.E. Rlys. 

GIRLS, PARSOWS IVIEAD.: 

Principal - - - Miss ELLISTON, 

Assisted by competent Mistresses and 
‘ Visiting Professors. 

HOME School for Daughters of Gentlemen 
To prepare girls for HOME Life ; cultivate 
interest in Literature, Music, Art;, to play 
games energetically without losing interest in 
{|uiet, useful occupations. 

Scliool Course.— Oomprehemive, embracing all 
usual subjects for modern education. 

Healthily situated in own gi’ounds (6 acres). 
Hockey Field, Tennis and Croquet Lawns, Riding, 
Swimming. JPbefect SANITATION. 

Kindly recommended by Dr. Eustace Smith. 

OLEVEDOH HOUSE, SCHOOL. 

WHARFEDALE GRANGE. 

Prmcioals - ( W. STOKOE, M.A. 

principals - | g KENNINOTON, M.A. 

Preparatory for Boys 7-14 for Public 
Schools and Royal Navy. 

Delicate Boys receive special attention. Entire 
charge taken of those whose parents are abroad. 

PREMISES—High position ; dry soil ; extensive, 
well-timbered grounds. 

Spacious Class-Rooms and Dormitories. House 
heated throughout. New Wing just added. 
Sanitary arrmxgeimnts and ifater Suy-ply 
excellent. ■ 

Cricket and Football Field. Tennis Courts. 
Large open-air Swimming Bath. Miniature 
Rifte Range. Private Golf Links. 
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BATH. 

The Medical Officer of Health writes Bath City and County Borough. Health resort. 
Somerset. Bop. 50,000. Only Hot Springs in British Isles. ‘ Most perfectly equipped moderni 
bathing establishments in Europe.’ Extensive Eoman remains. Subsoils, freestones, clay, sand, 
and gravel. Elevation, (So to 750 ft. Climate: where sheltered, similar to southern marine 
climates ; where exposed, good range of temperature and bracing winds. Sunshine (1908), 
*,740 hrs. and rainfall, *4* *3 ins. Water supply, pure and abundant springs.” 

Bath stands alone in Great Britain as a City of considerable size, and much reputation, the 
beginnings of which have been detemined by the existence of Thermal Springs. Traditions 
assert that the first discovery of the Spring and acquaintance with their healing virtues was made 
in primitive times before the advent of the Romans.— Vide : Climate and Baths of Great Britain 
and Ireland (see p. 855). 


GIRLS. 

GROSVENOR COLLEGE. 

Principal • Mrs. LOCK. 

School Course includes Religious Instruction, 
French, Natural Science, Class Singing, Needle- 
work and usual English Subjects, lectures for 
Advanced Pupils, Shorthand and Typewriting, 
Domestic Economy, Cooking. 

Specialities : Music, Paijsting & Solo Singing. 

All Examinations prepared for. 

Premises. — Situated on high ground, near 
Cotswold Hills. Large, well-ventilated rooms, 
Modern sanitation. Pleasant Garden attached 
(Lawn Tennis Court). 

Swimming, Medical Drill, Riding. 

Health and hygiene first consideration. 

Preparatory department for children under 9. 
GIRL^”””"' 

THE HERMITAGE HOUSE, 

BURLINGTON STREET. 

Principal • - Miss GRACE WEBSTER. 

School for the Daughters of Gentlemen. 

give good sound education com- 
bined with advantages of home life. Studies 
based upon preparation for usual Examinations. 
Great care taken with backward and delicate 
children. Every attention given to physical 
exercise. Entire charge of children where 
parents are abroad. 

The School stands on high ground in one of 
the healthiest parts of Bath. 

Sanitary arrangements thoroughly modern. 
Drainage certified. 


BIRMINGHAM, 

Warwickshire, the chief town of the Midlands, 
is a most progressive and interesting city, noted 
for its imposing public buildings, which include 
the Corinthian Town Hall, where triennial 
musical festivals are held, municipal buildings, 
law courts, corporation museum and art gallery 

(jseep. 856). ■ 

GIRLS.:,,. ■ ~~ " — 

TANGLEWOOD SCHOOL. 

BOARDING SCHOOL FOR 
DAUGHTERS OF GENTLEMEN. 

Principal - Miss M. EBBUTT, M.A* 
(Newnham Coll., Cambs. ; Trin. Coll., Dublin). 

-To cultivate talents of each pupil, 
educate girls become cultured women, equipped 
' for work in life. Curriculum. — ^Tlioroughly com- 
prehetisive, according Individual Health and 
Ability. Special Points. — Music, Art, Literature, 
Languages, Physical Development. Happy home 
life; healthy outdoor life. Situation.—Lickey 
Hills, elevation 700 ft., recommended for 
delicate children. Gymnasium, Gardening, 
‘ Games, Cycling. Fees.'—go to 100 gs. 
jBntire charje PtLpUs from ah'oad. 


GIRLS. OLDFIELD LODGE, . 
WELLS ROAD. 

Principal - - - - Miss ELLiS, L.L.A. 

The School provides thorough instruction and 
careful training under personal direction of 
Principal. Preparation for principal Examina- 
tions if desired. 

Special care given delicate and backward girls ; 
all undue strain avoided. 

The House is situated in a high and healthy 
position. Good garden. Tennis ground. Well- 
lighted and airy class-rooms. Separate cubicles. 

Domestic arrangements under superintendence 
of Principal. 

Every attention paid to health and comfort of 
pupils. 

FAiR HAVEN, 

BATHEASTON. 

Principal - Miss FRANCES HERBERT. 

Resident English and Foreign Governesses. 

High Class Home School for Gentlemen’s 
Daughters (6-xg), limit 14. 

School Course. — English Subjects, Languages, 
Music, Drawing, Needlework, Hygiene, Drill, 
&c. Preparation usual Exams. Aim. — Training 
to lead useful home lives with ability to earn 
livelihood if necessary. Premises.-- Modern, 
detached, special provision sanitation, heating, 
ventilation, baths ; 6 acres grounds, S. aspect. 
Elevation 300 ft. Gardening", care of poultry, 

, and other hobbies encouraged. Individual 
attention backward pupils. Entire charge 
I English, Colonial, and Foreign Pupils. 


WHITAKER’S 

Schedule Registers 

OF 

SOFS’ AND GIRLS’ 
SCHOOLS 


have beea placed at the Offices mentioned 
on page Sax 
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BEDFORD. 

The Medical Officer of Health writes:— “ Bedford on the Ouse. Estimated population, 39,000. 
R/iihvays, Midland, London 47^ miles ; L. & N.W. to Oxford and Candu’idge. Drainage modern. 
Water supply constant. Death rate, 10*7 per x,ooo. Two Parks and several smaller recrefition 
grounds. liiver-side Promenade more than a — — — — - — ~ 


mile in length. Two Open*air Swimming Baths. 
Noted for its educational advantages ; numerous 
good Private Schools. Soil, gravel and clay. 
Climate mild, very healthy. General and 
zymotic death rates very low. Surrounding 
country is pretty, and, with the river, affords 
unlimited opportunities for out-of-door exercise 
and sports. Bedford has made its modern re- 
putation as a place for educational establish- 
ments, schools of every sort, for boys and girls 
of all ages, from kindergarten children to 
young men and young women preparing for 
their vocations ” (see p. 854). 

BOYS. ORKNEY HOUSE. 

Headmaster-A. H. BLAKE, M.A. (Cam.) 

Boys (6 to 14) prepared all usual subjects for 
Public Schools. Special Class for Royal Navy. 
Exckllent List of Successes. 

Four Form Masters (each Form about it). 
Visiting Masters for French, Music, Carpen- 
tering, Drilling, Gymnastics. 

House built for School. Highest situation ; in 
own grounds. Sanitation perfect. Large well- 
ventilated Class-rooms. All Games, Bathing, 
Swimming. 

Mrs. Blake has entire charge of many boys 
(parents abroad) from 7 until Public School life 
begins. 

BOYS. I AVENUE SCHOOL. 

PREPARATORY SCHOOL FOR SONS OF 
GENTLEMEN. 


GIRLS. Established 1857. RegMered. 

THE CRESCENT HOUSE 
LADIES’ COLLEGE. 

Principal - - Mrs. E. CARROLL. 

Curriculum. — Pi,el 5 gioiis Instruction, usual 
English Subjects, Modern Languages, Latin, 
Mathematics, Political Economy, Science, Draw- 1 
ing, .Theoretical, Vocal and Instrumental Music } 
(Orchestra), Needlework, Painting, Dancing, , 
Cooking, Typewriting, Shorthand. All Examina- ! 
tions prepared for. Numerous Successes. 

Annual Examination by London University. 

Premises specially built. Commodious. Sani- 
tation perfect. Electric Light. Sanatorium. 

Tennis, Hockey, Cricket (Professional Coaches), 
Gymnasium (Sergeant-Major), Riding, Fencing. 
Special arra-ngements for entire charge during 
Vacations. 


GIRLS, IVIORAVIAN SCHOOL 
FOR GIRLS. 

A BOARDING AND DAY SCHOOL 
WITH KINDERGARTEN. 

Principal - - Miss ELLEN SMITH. 

Assisted by 5 Certificated Mistresses. 
Objects. — Founded 1801 to impart Christian 
Education, combined with Home Comforts, 
Careful Supervision, and Thorough Train- 
ing. OwmcM/wm.-— Scripture, English Subjects, 
Languages, Science, Drawing, Music, Handwork, 
Needlework, Dressmaking, Cooking, &c. Usual 
Exams, prepared for. Prejufses.—South asi)ect ; 
Large Garden and Playground ; Gymnasium ; 
Sanatorium. — Tennis and Netball. 

Swedish Drill, Swimming. Fees,-— £4$ to £$0. 
Pupils from India and Colonies specially 
provided for. 


Headmaster - Mr. C, B, YTJLE, B.A. (Oxford). 

Late Assistant Master, Cheam School, 
Surrey. 

Late Assistant Master Bedford Grammar School. 

Boys are prepared for the Public Schools and 
the Royal Naval College. 

Playing Fields for Cricket, Football, and 
Hockey. 

Gymnastics, Drill, and Swimming are taught. 
Sole charge of children undertaken whose 
parents are abroad. 

Prospectus on application. 


BOGNOR. 

The Medical Officer of Health writes Aspect, 
S. Tlie air is remarkably pure, balmy, and 
bracing ; having mildness of southern and dryness 
of eastern coast. Unrivalled sands and safe sea 
bathing, and an ideal winter health resort. The 
atmosphere of Bognor is clear, dry, and exhilar- 
ating, Sunshine (1908), 1,959 hrs.” (see p. 856). 


BOYS, ELSTOW SCHOOL. 

(Recently called BEDFORD CODrNTy SCHOOL.) 
Headmaster » Rev. C. F. FARRAR, M.A. 

Assisted by Fully Qualified Staff. 
Boarding *00, the Sons of Professional and 
Business Men. 

Thorough education. Professional, Engineer- 
ing, and Mercantile sides. 

Chemical and Physical Laboratories. Lecture 
Rooms, Workshops. 

Playing Fields 23 acres. All outdoor sports. 
Gymnasium. Cadet Corps of 100 members. 
Regular shooting practice. 

Electric light. 

Scholarships. Fees moderate and inclusive. 
Prospectus on application to Headmaster. 


GIRLS. 

SOUTHERNWOOD SCHOOL 

FOR DAUGHTERS OF GENTLEMEN. 
Recognised by Board of Education. 

Principal - - Miss A. H. WHEELER 

(Formerly Headmistress under Girls’ Public 
Day School Company). 

A thorough Education offered on good modern 
lines. Large Staff of highly qualified Msitlng 
Masters and Resident Certificated ilistresaes 
(English, French, German, Music). 

Health and Amusements of i>upils receive 
special attention. Large Tennis Lawn, Field for 
Hockey, Cricket. Sanitatioji certiiied. 
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B£XHiLL-ON-SEA. 

Sunshine, *908: Bexhill, 1,880 hours; London, 1,305 hours. 

The Medical Officer of Health writes Bexhill has always been celehrated for the longevity 

of its inhabitants. The death rate for 1907 here was only 7-93. The town holds a first place 
among health resorts, owing to the general salubrity of the climate; genial intiuences of 
invigorating breezes and brilliant sunshine ; pei*feet drainage ; the purity of its water ; and its 
freedom from epidemics. The sea-bathing is excellent. Pi-esulence at Bexhill is very beneficial in 
auminia, scrofula, and tuberculous complaints, and in diseases of the respiratory organs, which may 
be sent here with advantage during the greater part of the year. Especially suitable fojr 


convalescents and delicate chililreii ” (iw p. 856). 


Area of Borough 8,013 acres 

Rateable value ;/;ii8,o36 

Population . 16,126 

Inhabited houses *,932 

Mean annual temperature . . , . . 50° F. 

Hours of bright sunshine .... 1,880 hrs. 

Total rainfall . 23-89 in. 


j I 30 YS. HOLMWOOD SCHOOL, 

I Sitttation, — Oi\ Hastings Road, on hill com- 
' manding fine Channel and inland views. 

\ Buildings.— IStyLCoWmi sanitation and venti- 
! latioii. Automatic disinfectors, fire-escapes. 

! To -niitories, Cubicles, Bathrooms, Dark Room 
; for Photography. Gymnasium, Laboratory, 
i Groimds.— Six acres (Garden, Tennis Lawn, 
' Football &nd Cricket Ground). 

£!d^iea-tion. — 'Efficient preparation for Pro- 
fessions, higher departments of Commerce, 
Public Schools, and Royal Navy. Modem 
Languages taught conversationally. 

Cadet Corps attached to xst Sussex Engineers. 
Headmaster — 

A. F. BRYAK, B.A. and Inter. Sci., London, 


BOYS. COLLilMGTON, 

SEAFIELB. 

Principal — 

H. GRANVIIIS COGHLAH, M.A. Cantab. 
PREPAll.'tTORY FOR PUBLIC SCHOOLS AND NAVY. 
Careful individual attention given. 
Curriculum:— U bmaI English Subjects, French 
(special feature), Mathematics, Latin, Greek, 
German. Specially built, on hill, 

facing Sea, in own grounds (s acres), I^arge well- 
veutilated rooms. Electric Light. Pure Water. 
Sanitation perfect. 

Physical Training particularly studied. 
Drill (Sergeant-Major Instructor), Cricket, 
Association Football, &c., Riding, Sea Bathing. 
Principal teaches Swimming. Domestic arrange- 
ments under Mrs. Coghlan’s supervision. 


BOYS.' ■ 

NORTH HILL SCHOOL. 

Principal— ALBERT Y. SALMON (Regd. Col. B.) 

Boys between 7-X4 specially prepared for 
Public Schools and Osborne. 

Situation of Premises open and healthy on 
high ground overlooking Golf Links and Sea, 
Rooms large. Well ventilated. Playing Field. 
Swimming. Sanitary arrangements perfect. 
Usual course of instruction : Scripture, English, 
French, Latin, Mathematics, Elementary 
Science, <&c. 

Mrs. Salmon (Certified Nurse) takes special care 
of health and comfort of Boys. 


GIRLS. 

LINOUM HOUSE. 

Principal— Miss C. M. RICHARDSON, B.A. 

Premises large. Every modern convenience. 
Beautifully situated in our own grounds. Alag- 
nificent Sea views. 

School Course comprises English, Religious 
Knowledge, Mathematics, French, German, 
Latin, Science, Drilling, Class Singing, and 
Needlework. 

Preparation for any Examination up to 
Standard of London B. A. 

Tennis, Hockey, Cricket, Golf Special care 
given backward and delicate girls. 

Entire charge where parents abroad. 


BOYS. WHiNDOWN 

(DEUTSCHES PAEDAGOGIUM.) 
Principal - M. F. BLASSNECK, Pli.D. 

Three Resident, Eight Visiting Teachers. 

Most up-to-date Continental system of teach- 
ing. Conversational German and French taught 
by Native Teachers. Laboratory, Gymnasium, 
Technical Course, Music. All English Gaines. 
Splendidly situated on Bexhill Downs, over- 
looking Sea. 4^ acres, including Tennis Lawn, 
Cricket, Hockey, Football Field. Every modern 
domestic convenience. 

Entire charge taken of cJnMreyi with parents 
abroad. 

Prospectus on application to Principal. 

Highest references. 


BIRMINGHAM-gee p. 814. 

BLUPdDELLSANDS. 

Situated on the estuary of River Mersey, 7 m, 
north of Liverpool, the sea coast forming its 
south-west boundary. Population, estimated 
12,663. Average death rate, so. 70 per thousand. 
Total rainfall for igo8 was 30.83 m. 


BOYS. 

BLUNOELLSANDS HOUSE, 

BLUNDELLSANBS, near LIVERPOOL. 
Principal - - W. B. HAWKINS, M.A. 

Boarding and Day School for Sons of Gentlemen. 

Object— Prepare for Universities, Public 
Schools, various Preliminary Professional and 
Mercantile Exams. 

School Course.— Thorough English education, 
and other usual subjects. Preparatory Division 
(S“9). Great attention to Diet and general 
Comport. Notable Health record. 

Domestic arrangements under Mrs. Hawkins. 
Pfemis*es.— Specially built, sanitation certified. 
Playing Field, Gymnasium, Carpenters’ Shop, 
Laboratory, JSntire charge pupils from abroad. 
Fees : 50 to 60 Guineas. 
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BLACKPOOL. 

Pop. 59,900 Elevation, ft. to 97 ft. Aspect W. Beach, firm clean sand. Good facilities for 
safe bathing. Owing to its position, exposed to the open sea and the westerly winds, the climate 
is bracing and invigorating, and of a peculiarly tonic character. The heat of summer is much 
i tempered. In winter the proximity of the sea occasions a marked mildness of the climate as 
' compared with inland towns. The water supply is abundant, and of the finest possible character. 

! Simshme (1908), 1,6x5 hrs. (see p. 856). 


«IRLS. «* YORKBOURNE.** 

HIGH SCHOOL FOB, GIBLS 
SOUTH SKOBE. 

Conducted by Miss SMALLPAOE. 

Assisted by seven Eesident Mistresses and a 
large Staff of Specialists. 

Premises are situated in the South of Black- 
pool ; well built, properly ventilated, and fitted 
with every modern convenience. 

Long list of References and Terms may be had 
on application to Principal, 

Branch School^ 

Springpiele Road, North Shore. 


GIRLS. 

CONVENT OF THE HOLY 
CHILD JESUS, 

LAYTON HILL. 

Under patronage of Lord Bishop of Liverpool. 
YOUNG LADIES’ BOARDING SCHOOL. 
Aim. — High-class French and English Educa- 
tion. Kindergarten Class. Special provision 
delicate and backward pupils. Exams.— \3mal. 
Oxford Locals, Royal College of Music prepared 
for. List of Successes. Physical Culture, 
Painting, Woodcarving, Elocution, Gymnasium, 
Hockey, Cricket, Tennis, Library. Premises.— 
Detached, own gi'ounds, zz acres, Sanitation 
certified, xa Resident Teachers. Fees~~£^. 
Entire charge wfiere Parents ah'oad. 
Prospectus, apply Rev. Mother Superior. 


Principals 


BOYS. 

BLACKPOOL GRAIVIIVIAR 
SCHOOL. 

/T. SANKEY, P.R.G.S. 
iThe Rev. T. A. SANKEY, B.A. 
E.dicient Staff. 

High-class Modern Education for Professional or 
Commercial career, iipecial attention Character- 
Formation, Physical Drill, Sports. Usual Exams, 
prepared for. List of successes. Kindergarten 
Class. Individual care backward, delicate Pupils. 
Modern Premises, high position ; Sanitation 
certified. Playing Field, Gymnasium, Rifle Range, 
Carpenters’ Shop, Laboratory, Gardening, Cycling. 

Domestic arrangements under Mrs. SANKEY. 

Entire charge where Parents abroad. 

Fees.— 29 4=^ 


GIRLS. HIGHFIELD COLLEGE 
FOR GIRLS, 

BISPHAM, near BLACKPOOL. 
Principals - Mrs. and the Misses IRELAND. 

Assisted by Resident and Visiting Staff. 

A tm.— Combine happy home-life with thorough 
all-round Modern Education, and gradually de- 
velop, without strain, mental, moral, and physical 
powers of pupils. School Cour«e.— Usual English 
subjects, Languages, Drawing, Painting, Class- 
singing, Music, Domestic Economy, Needlework, 
Physical Culture, Gymnastics, Botany. Usual 
Exams, prepared for. Pre7nises.—On Sea-front, 
perfect Sanitation ; Library ; Playing • Field. 
Games. — Cycling, &c. Delicate or backward 
puijils receive individual care. Fees, — 30 to 
50 gs. p.a. Entire charge Colonial Pupils. 


BOGNOR— see p. 8x5. 


BOURNEMOUTH. 


The Medical Officer of Health writes *‘For the past 50 years Bournemouth has been adding to 
its reputation as one of the most perfect sanatoria in the United Kingdom. From early days it had 
gained a reputation with eminent men in the medical faculty, who found that a residence here 
for their patients for a few months in the spring, summer or winter gained lasting benefit. Bright 
Sunshine (1908), X, 93a hrs.” (see p. 857). 


GIRLS. 

FONTAINEBLEAU SCHOOL, 

MANOR ROAD. 

Principal - Miss C. A. ROWLAND. 

Offers to Daughters of Gentlemen Liberal Educa- 
tion with Sound Church Teaching. Preparation 
for all Examinations. 

French and German constantly spoken. 
Bright Home Life. 

Resident Graduates, 4. Language Mistresses, 3. 
Gold Medalist for Swedish and Medical Gymnas- 
tics. Games, Riding, Cycling, Fencing, Swim- 
ming. Special attention to Health. 

Entire charge taken of Pupils between the ages 
of 7 and 19 whose parents are abroad. 

Illustrated. Prospectus and full particulars on 
application. 


BOYS. 

BOYS* HIGH SCHOOL, 

ALUM CHINE ROAD. 
Established *0 years. Lately moved nearer 
the sea, within a few yards of Alum Chine and 
West Cliff, The House is large, lofty, and very 
sunny, large schoolroom adjoining. Playgrounds 
and Playing Fields. 

Every CARE taken of Children from Abroad. 

The Headmaster’s wife, who has three small 
boys of her own, personally looks after boarders, 
and superintends domestic arrangements. 

Many Successes in Locals and Professional 
Examinations.,, ■ 

Unexceptional recommendation from parents. 
Fees Moderate.' ' 

Headmaster - - Mr. R* H. HARVEY. 
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BRIDGE OF ALLAN. 

The Medical OflBcer of Health writes :■— ** Bridge 
of Allan has a long-standing and deservedly 
high reputation as a health resort. It is 
charmingly situated, well wooded, well watered, 
and sheltered by the Ochils from the north- east 
winds.” 

BROADSTAIRS. 

The Medical Officer of Health writes “Broad- 
stairs is built on the cliffs. Aspect, S.E, Has m 
northerly aspect and is aiieltered from cold winds. 
It is peculiarly fortunate in climatic ffuetuations, 
Eeraarkably free from fogs and mists. Un- 
usually high record of bright sunshine. The cli- 
mate is equable and dry, bracing in summer, and 
mild in winter, suitable for invalids and delicate 
children throughout the year. The drainage 
system is excellent, and the water supply pure 
and abundant." Sunshine (xpoS), 1,784 hrs. (.sap 
P. 859). 

GIRLS. 

ST. HELEN’S SCHOOL, 

BKIDGE OP ALLAN. 

Beautifully situated on the Hill. Large 
Garden. Every facility for Out-door Games. 
Fully qualitted Staff of English and Foreign 
ilesident Mistresses and Visiting Masters. Pre- 
paration, if desired, for various E.vaminations. 
References from parents of pupils at home and | 
abroad. 

Principals • - The Misses MacBONALB, 

BOYS. DUIVSPTON house; 

FOR PUBLIC SCHOOLS AND ROYAL NAVAL 
COLLEGE, OSBORNE (BOARDERS ONLY). 

A. S. ATHAWES, B.A. 

{Late Parker Exhibitioner, Corptis ChrisH 
College, Cambridge). 

In June, 1908, Royal Naval Cadetship ; in March, 
1909, Junior Classical Scholarship (highest value), 
Rossall ; in March, 1909, Junior Mathematical 
Scholarship, Rossall. 

Usual Course. Special provision for young 
and delicate boys. Suitable premises in own 
grounds. Large Playing Field, Gymnasium, 
Miniature Rifle Range, Tennis Court, Daily 
Physical Drill. Domestic arrangements under 
the personal supervision of Mrs. and Miss 
Atiiawes. 

BRIDLINGTON. 

The Medical Officer of Health writes Brid- 
lington possesses a bracing climate, plenty of 
sunshine, and low rainfall. Its water supply is 
pime and abundant, and its drainage system ex- 
cellent. The extensive bay and ftrm sands afford 
unrivalled facilities for safe boating and bathing.” 

BOYS. LINDENTHORPE. 

{Established 1882. ) 

S. OAK-RHINB, P.E.G.S. 

, Principals j jg- g HUGHES, B.A. 

Preparatory for Public Schools, Royal Navy, 
and Scholarships. Boarders only (7-14). Limited 
number. Special attention to Geography, Science. 

Specially built for School. Detached. Three 
acres grounds. S. aspect. Elevation 300 feet. 
Sanitation perfect. Scientific ventilation. 

Cricket. Football. Hockey. Rifle Range. 
Military Drill. Fretwork. Model Railway. 
Sea Bathing (supervised). 

Domestic Arrangements under Principal’s 
wife (Matron — Trained Nurse). Special care 
delicate, backward boys. 

Entire charge parents abroad. Indian references. 

BOYS. 

DAIMESCROFT SCHOOL. 

PREPAEATOBY FOE PUBLIC SCHOOLS 
AND NAVY. 

Headmaster - C VENOUR GANE, B.A. 

(Scholar of St. Catharine’s Coll., Camb.). 
Facing the Sea, in climate rapidly becoming 
known as one of the healthiest in England. 

Subjects include Religious Knowledge, English, 
Latin, Mathematics, French, and Freehand 
Drawing. Greek if desired. 

Sea-Bathing, Cricket, and Football. 
Private Ground. Morris Tube Eange. 

Games used as a means of inculcating honour 
and manliness. Experienced Matrou. 

BROMSGROVE. 

The Medical Officer of Health writes Impor- 
tant market town of considerable antiquity, 
situated in a charming and fertile valley on the 
southern slope of the Lockey Hills. Air dry and 
invigorating. Drainage excellent. Water supply 
pure and copious. Subsoil good.” Mid. Rly. 

BROMLEY (KENT). 

An increasing good-class residential district lying 
nearest to the pretty country jjarts of Kent, 
zoo ft. above sea level, cbieffy on sand and gravel 

A pure water supply and good drainage. Pop, 
30,000. Death rate, 9 per x,ooo {see p. 856). 

BOYS. Founded 1870. 

AIVIESBURY SCHOOL, 

BICKLEY HALL, KENT, 
i f Mrs. E H. MOORE, ' 

Proprietors | j. OOTGEEAVE BEOWN, M.A. 
Mr. Brown, Headmaster of this School, is 
assisted by experienced Staff of graduates of 
Oxford and Cambridge. Boys 7 to 14^ prepared 
for Public Schools and Osborne. 

School Course arranged to ensure sound know- 
ledge ; individual attention secured. Library, 
School Magazine, Physical Drill. 

Premises— Modern ; acres grounds. Cricket, 
Football, <fec., Cycling, Riding, Gymnasium, Eifie 
Eange, Carpenters’ Shop, Electric Light, Sana- 
torium, Sanitation perfect ; altitude 300 ft. ; 
gravel soil. Entire charge taken. 

For Terms, <fec., apply Headmaster. 

BOYS. Founded 1859. 

BROMSGROVE COLLEGE, 

WORCESTERSHIRE. 

Headmaster— 

SAMUEL SAYWELL, M.A., F.I.S., F.R.A.S, 
(Dublin University). 

Assisted by University Graduates. 

Object. — To fit pupils for Professional and 
Commercial life, and give at a moderate cost 
thoroughly Sound, Liberal, Religious Education. 

School Course. — Divinity, Latin, Languages, 
English Subjects, Book-keeping, Commercial 
Correspondence, Shoi-thand, Drawing, &c. Pi’e- 
paration for usual Exams. 

Premises.— In 8 acres of ground. Carpenters’ 
Shop, Drilling, Gymnastics, Sports. 

Fees : 30 to 6o Guineas, 
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BRIGHTON. 

The Medical Officer of Health writes Brighton has the bracing qualities of places on the East 
Coast with a larger am’ount of sunshine and more shelter during unfavourable weather. Its 
rainfall is moderate ; the roads dry rapidly after rain. The sunshine is x8 per cent, in excess of 
that of London, and the superiority is especially great in winter. Brighton is 7 per cent, warmer 
in winter and so per cent, cooler in summer than London. It has an unlimited pure water supply 
and perfect sanitary arrangements.” 

Brighton combines with the advantages of a seaside jmsition some of the peculiarities of a 
large town, and extending as it does some distance inland, it presents great varieties in the 
individual aspect, in the altitude, and in the distance from the sea of particular sites. It 
way be almost divided into three towns, viz., Kemp Town at the east, Hove at the west (see 
Hove, page 831), and Central Brighton. Brighton is favoured in the possession of an aspect south 
and south-west, and with the advantages arising , 
from the slope of the chalk downs and the | 
open valley dividing the latter. The Brighton 
sky is famed for its clearness and brightness, 
and the air for its bracing quality. Sunshine j 
(1008), 1,925 hours. Fop. 123,478 (census 1901). 

L. B. & S. 0. Ely. (see p. 8s8). 


I BOYS. BRIGHTON COLLEGE. 

Founded 1845. 

I Headmaster - The Eev. W. E. DAWSOH, M.A. 

Assisted by a Staff of 15 Graduates. 

Upper School. — Classical for Universities, 
Home and Indian Civil Service, Learned Frofes- 
sions. Modern for Woolwich, Sandhurst, Indian 
Forest, Indian Police, Engineering and Com- 
merce. 

J u N lOR School. — Preparatory for Upper School 

Grounds, over 10 acres. Private chapel. Medical 
Officer daily. Sanatorium solely for infectious 
diseases. Cadet Corps. Gymnasium. Morris 
Tube Eifle Eange. Playing Fields. 

Boarding fees, £72, £gi a year. 

Apply, Headmaster. 

{Boii: BRIGHTON 

GRAMMAR SCHOOL. 

I Headmaster - T. EEAD, B.A., B.Sc, (Lend.). 

I Second Master - 0. F. GEEGOEY, M.A. (Lend,). 

Founded 1859. 

To provide liberal education ; moderate cost. 

Staff.— Twenty Assistant Masters. 

Curriculum. — Broad, comprehensive ; usual 
English subjects, Latin, Mathematics, Science, 
Freiihh, German, Drawing. Pi'actical Science 
teaching. Buildings include large, well-equipped 
Chemical, Physical Laboratories, Workshop. 
Covered Playground. 

Games, — Playing field of fifteen acres. 
Physical Drill. Gymnastics. Morris Tube Eange. 
Sea-Bathing. 

Boarders in Headmaster’s House. Detached 
! Sa natorium, 

{BOYS. SHOREHAM 

GRAMMAR SCHOOL, 

SHOEEHAM 

(Near Brighton, Sussex, close to the Sea). 

Pupils prepared for Commercial and Profes- 1 
sional Life. All Examinations. Very healthy ] 
situation. Best dietary. Sanitation perfect. 
Individual attention. Special attention to back- 
ward and delicate boys. Home comforts. Fine] 
premises. Open and covered playgrounds. 
Laboratory. Sea Bathing, Cricket, Football, and | 
Tennis. Inclusive fee, 30 guineas per annum. 
Prospectus, address Headmaster. 


GIRLS. WESTCOMBE, 

DYKE EOAD. 

Principals • - The Misses STEVENS. 
Six Eesident Mistresses and Visiting Pro- 
fessors. 

30 to 40 Young Ladies resident Pupils 
received. Home-life united with systematised 
Mental and Physical Education, under thoroughly 
comprehensive curriculum. All Exams, prepared 
for ; marked successes ; Scholarships gained. 
Special— French, German, and Mu.sic. Large, 
detached house ; healthiest situation ; high, 
facing south ; exceptional accommodation ; 
bedrooms and passages warmed. Extensive 
Grounds, Games, Cycling, Sea Bathing, Drill. 
Recreation Room. Social Musical Evenings 
weekly. 

GIRLS. the CLOSE, 

70, DYKE EOAD, BEIGHTOM; 

EDUCATIONAL ESTABLISHMENT FOE THE 
DAUGHTEES OF GENTLEMEN. 

The MISSES PIPSON receive a limited 
number of Young Ladies to enjoy advantages of 
Thorough education with the comforts of a 
Home. 

Visiting Masters and Eesident Certificated 
French Governess. 

Pupils prepared, if desired, for the Oxford and 
Cambridge Exams., and the Music Exams, of 
Associated Board of E.A.M.-Pv.C.M. 

Fees : Eesident pupils, inclusive, £60 a year. 
Prospectus and references on application. 

BRECON. 

The Medical Officer of Health, writes: — “The 
climate of Brecon is distinctly bracing, with an 
average rainfall. The sanitation is good and the 
water supply pure and abundant. Death rate, 
1908, X4.I per thousand.” 


I GIRLS. BOUGH ROOD 

HOUSE SCHOOL, 


Principal - Miss CONSTANCE GARLICK. 


The Misses Gariick, assisted by Eesident and 
Visiting Mistresses. 

Thorough modern English Education, Painting. 
Singing, Games, <fec. 

Entire charge taken of children whose parents 
are abroad. 

Prospectus on application. 
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Mr. T. A. LACE, M.A. (Cantab), 

Receives into his house twelve Pupils to be 
prepared for the Army, Universities, and all 
:Public Examinations. 

Four experienced Resident Tutors (University 
honours). 

Careful atteniaon is given to the outdoor life 
of the Pupils. 

Uumea.’— Cricket, Hockey; Golf, Tennis* 
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BURNHAM. 


CHELTENHAM. 


Burnham (Somerset), oh the east side of Bridge- 
water Bay, miles N. of Bridgewater, occupies 
a very healthysituatidn amidst hne coast scenery, 
with a dry sandy soil and excellent water supply. 
The climate of this part of the Bristol Channel 
possesses special recuperative properties, and is 
beneficial to pupils of delicate constitution, who 
generally show a marked Improvement in health. 
The late Yen. Archdeacon Denison, in describing 
its attractions, said that it was the healthiest 
place in the world ” {see p. 838). 


The Medical Ofiicer of Health writes: — “The 
climate of Cheltenham is similar to the rest of 
West Central England, being mild with a 
moderate Tainfall, humidity, and degree of 
bright sunshine. Bronchitis and catarrhal 
diseases generally are well suited here, whilst 
acute rheumatism is rare. Children of school 

I age and elderly people do remarkably well. 

' W ithin a mile of the Borough boundary tiie 
Cots wold Hills rise to an altitude of 1,000 feet, 
and these bracing heights are accessible -iby 
tramcars.” Sunshine (1908), 1,591 hrs. (see p. 860). 


BOYS. 

ST. DUNSTAW’S SCHOOL, 


Headmaster: K. H. BIRD, M.A. (Camb.). 


Boys from 6 to 14 prepared for Public Schools 
and Royal Navy. Thorough grounding in all 
subjects, with special attention to the modern 
side of education. Very young boys under a 
Lady. Nature Study and Science encouraged. 


Physical CuUxtre, Military Drill, Miniature 
i Riiie Range. 

School noted for care of delicate children. 


Entire charge taken of Indian and 
Colonial Boys. 


I BOYS. BRANDON HOUSE. 

Mr. P. R. GURNEY, B.A. Oxford. 

Assisted by a first-rate Staff of University men. 

Gentlemen's Sons received (7-14I to prepare 
for Public Schools and Navy. 

Situation . — Healthiest part, in own grounds 
Large Playing Field. Electric Light. Sanitary 
certificate renewed annually. 

All Games ; Gymnasium (very fine). Car- 
penters’ Shop ; Swimming ; Boxing ; Fencing. 
May, X909. Mathematics Scholarship at Chelten- 
ham College, j(;4o. 

April, 1909. Two Naval Cadetships at Osborne. 

J Illy, 1909. Musical Scholarship at Radley, ^30. 
Special Terms for Sons of Oflicers, 


I GIRLS. OARDENHURSTf. 

IFOR THE DAUGHTERS OF GENTLEMEN. 
Principals - - The Misses HA 1 N 5 . 
Assisted by Resident English, French, and 
German Governesses, <fec. 

Geftieral Course of Instmction includes English, 
I Latin, Mathematics, French, German, Science, 
I Physical Culture, Class Singing, and Plain Sewing. 
Numerous special optional subjects. 
Training and instruction on most modern 
principles ; aptitude and capability of each 
pupil studied. Premises. — Modern, specially 
built, in own grounds. Tennis, Croquet, Hockey, 
Cricket, Archery. 

Special care given to, and entire charge taken of 
Colonial, &c. , Pupils. 


GIRLS. ECKINCTON HOUSeT 

LANSBOWNE. 

HOME SCHOOL FOR THE DAUGHTERS 
OF GENTLEMEN. 

Principals - - The Misses CHAMBERS. 
Assisted by Certificated English, French, and 
Music Governesses and Visiting Professors 
Pupils prepared (if desired) for University 
Locals and Royal Academy Music Examinations. 

Large detached house. South aspect. On 
high ground. A few minutes’ walk from the 
town. Gwd Garden and Playing Field. Tennis, 
Croquet, Hockey, Riding, Swimming. 

I The Misses Chambers offer Anglo-Indian and 
Colonial children a happy refined Home with 
' every •cave. Moderate Fees. Highest references 
! to parents of pupils. 


BUXTON. 


The Medical Officer of Health writes Buxton is famous for its magnificent scenery baths &c * in 
centre of Peak district, x, 000 ft. above sea-level—the highest in England— and noiriiere is’ the ’air 
purer or more bracing. Water supply exceedingly good and soft. Epidemics are unknown 
Prevailing winds, west and south-west, Buxton has a drier atmosphere than the f^reat maioritv 
of other resorts ; difficult to find a more healthy place or one more suitable for «i-owin^>- bovi and 
girls.” Sunshine (1908), 1,398 hrs. {see p. 859). » j «* 


■BOYS. 


PARK HOLM. 


GIRLS. « MARLBOROUGH ” 
RESiOEIMTIAL COLLEGE >• 
FOR GIRLS 

(BOARDERS ONLY), 

BUXTON, DERBYSHIRE. 

Full Staff of Resident Teachers holding Uni- 
versity Degrees, L.R.A.M., &c., Ac. 

Preparation for E.vams. when desired. 

Tennis, Hockey, Swimming, Riding, &c. 
Domestic arrangements comfortable and 
Homelike. 

NO DAY PUPILS. 

Number limited. Sple^ndid health record. 
Illustrated Prospectus from Principal, 

Miss ASHMALL-SALT* 
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CHESTER, 


CHISLEHURST, 


Ciieslure, City and County Borough. Pop. 45,207. 
Means of access: L. & Js'.W, Ey. aiifIG.W. By., 
and G. Central Ey. (Cheshire Lines Committee). 
Location: Liverpool, 17 m. ; Manchester, 35 m. 

The Medical Officer of Health writes Mild, 
equable climate— westerly breezes. Hours of 
bright sunshine well above the average. Rain- 
fall moderate. Mean temperature throughout 
X907 was 5o‘^ F. Water supply exceptional— 
ipntrolled by bacteriological examination” (see 
p. 859). ^ 

BOYS. Founded 1541. 

THE Kil^G’S SCHOOL:. 
Headmaster— The Rev, J. T. DAVIES, M.A. 
6 Ee.sident Teachers, all University men. 

A small Public School at moderate fees, which 
has gained Tuimeroiis University and other dis- 
tinctions. Entrance Scholarships to Universities 
a special feature ; Boys have gained enough on 
Fndomnents to pay all expenses at Oxford 
and Cambridge. Valuable Exhibitions. School 
Buildings erected XS76, cost ^^21,000. Library. 
Chemical Laboratory. ' 

Boarding //ou.s'e.— E.xcellent accommodation 
for 20. Household arrangements under Mrs. 
Woodhouse. 

Fees ;;^46 to £sz per annum. 

Illustratea Year Book. 

GIRLS. Founded 1878." 

QUEEN’S SCHOOL. 

HIGH SCHOOL FOE GIELS. 
Headmistress — Miss B. CLAY, B.A. (Lend.) 
Secondary School of Highest Type, Pre- 
paratory FOE Universities and HOxWE Life. 

The Course of Instruction —Covers all usual 
Subjects in Gurnculum of first-class High School. 
E'xavns. — Oxford and Cambridge Joint Board, 
Matriculation, Previous Eesponsions, &c. List 
of Successes. Backward, delicate pupils indi- 
vidual care. Kindergarten Class. Boys 3 to 8 
[received. The Boarding House. — Kingsholme, 
! 4, King’s Buildings, in charge of Miss Travers. 
I Premises. — Modern, detached, in own grounds. 
Playing Field, Laboratoiy, Games Mistress. 
Cycling. Fhgg.—jgs to log, per term. 

WHERE TO STAY IN THE 
HOLIDAYS. 


SEE 


THE HOLIDAY GUIDE 

N ALL EDITIONS 

OF 

Whitaker’S Almanack 


FOR ' ■' 

Hotels, Hydros, Boarding Houses, Apart- 
ments, Nursing Homes, House Agents, 
Furnishing Eemovers, Livery Stables, 
Motor Garages, Laundries, &c., t&c. 


Kent, distant twelve miles from London. Enjoys 
the charm of still retaining its rural character, 
insterpersed with spreading commons, carefully 
preserved in all their native wildness, which 
furnish delightful walks and rides. The climate 
is very healthy, the soil chalk and gravel. The 
neighbourhood, too, is rich in historic associa- 
tions, Ghislehurst being the home of the Waising- 
hams, of the antiquarian Camden, and of the last 
of the Napoleonic Emperors. Camden House, 
once the ex-Imperial residence, is now converted 
into the headquarters of the Golf Club, wdiich 
generously places some of the large rooms at the 
disposal of the public for the purposes of con- 
certs, lectures, and other entertainments. 


GIRLS. Established 187X. 

OOED-BEL. 

FOE DAUGHTEES OF GENTLEMEN. 
Principal - « Miss HAMILTON FOX. 

9 Eesideat Mistresses. 

School Coum — Eeligious Instruction, usual 
English Studies, Mathematics, Science, Lan- 
guages, Class-singing, Drawing, Physical Exercises. 

Church of England. Optional: Music, Paint- 
ing, Dancing, Elocution, Drilling, Gymnastics, 
Handicrafts, Dressmaking, Eiding. 

PrewiMcs— Modern, Electric Light, S, aspect, 
gravel soil. Bedrooms <30) cubicle system ; 
Grounds of 4 acres, and Playing Field, Tennis 
Courts, Croquet, Cricket, Library, Gardening. 

Special attention Health, H'pgiene, Sanitation. 
GIRLS. 

TUDOR HALL SCHOOL, 

CHISLEHURST, KENT 

{Formerly for over 50 years at Forest HUl, S.E.) 
Principal— Miss MARGARET WORTERS. 
Advanced Modern Education for Girls of 
good social position. Boarders Only. 
London Professors attend daily. Special 
feature made of Weekly Lectures in English, 
French, and German. Large Eesident Staff, in- 
cluding Certificated Gymnastic Mistress and 
Trained Nurse as Matron. 

Entire charge taken of Pupils. 

House stands in park of over xoo acres, in 
which all games are played. Aspect, south ; 
gravel soil ; elevation, 360 feet. 

Fees from izo guineas per annum. 

BOYS. 

ST. HUGH’S SCHOOL, 

CHISLEHURST, 

PREPARATORY FOR OSBORNE AND 
PUBLIC SCHOOLS. 

Principals— 

Rev. J. F. J0HN50N, M.A. (Oxon.) 

Mr. A. S, JOHNSON. M.A, (Cantab.) 

Speeialities-rr- 

French,iby Phonetic Method. Sound Education. 
Good Food. Sufficient Recreation. 

Terms and References on application to— 
Eev. J, F, Johnson. 
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CLIFTON (BRISTO!^.- : 

The Me(iical Officer of Health writes ; — Pop. 44,573. Educational centre and health resort. 
Situated on carboniferous limestone hills. Open Downs of 44a acres at elevation of 300 ft., 
commanding views of Bristol Channel. Climate equable and bracing. The mean temperature 
during the winter is rather lower than the south coast, but in March and April somewhat higher. 
The rainfall is not excessive, and does not differ much from that of the south coast. Water supply 
pure and constant ” (see pp. 853, 858). 


ROYAL PARK HOUSE, 

SCHOOL FOB GIRLS AND KINDERGARTEN 
TRAINING COLLEGE. 

Principal . Miss BLANCHE WORKMAN | 
(B.A, London). I 

House pleasantly situated near the Downs, ' 
with Gardens and Tennis Lawn ; commands 
sunny aspect. Ventilation and drainage perfect. I 
Few strict rules enforced — purpose being to 
make the life as homelike as possible. Health 
record excellent. Every care and home com- 
fort. Sound modern education. Entire charge 
of children from India and Colonies. Pupils from 
7 to *9 years old. 


COLCHESTER HOUSE, 

* CLIFTON PARK, 

Headmaster - « A. C. DOUGLAS, M.A. 

(Charter?ioitse and Oxford). 

Boys from the age of 7 are prepared and 
trained for the Public Schools and Osborne. 
Headmaster’s Wife looks after the health and 
comfort of the Boys with the assistance of a 
Lady Matron. 

Drill and Gymnastics are taught by a Swedish 
Instructor. 

Children of parents lii'ing abroad are taken 
for the hoUdaifS. 

Governess for quite small boys. 


Ihitaker’s Scliedule Eegisters of Boys' and Girls’ Schools 

have been placed at the undermentioned Offices, available for free inspection. 


Country or Town. 


Ba,th j 

Bepfoki) 

Belfast 

Bbxhju. 

Birmingham 

Booknkmouth 

Bradford 

Bristol 

BulGhTON 

Cambridge 

Ceeltenham 

Chester 

Derby 

Dublin 

Eastbourne 

Edinburgh 

Exeter 

Folkestone 

Glvsgow 

Halifax 

.Harrogate 

Hastings 

' 'Hull" ......................... 

."Leeds — 

Leicester ' 

Liverpool 

Lowestoft.. 

.,M,ANCHESTBR'.^. . i . . 

Margate 

Newcastle 

Nottingham — 

Oxford 

Plymouth 

Scarborough 

Sheffield 

Southampton 

SOCTMSEA 

Sunderland 

Swansea 

Torquay 

Tunbridge Wells * 

Worthing 

Yobjk. 

See page 809. 


,T. Whitaker & Sons, Ltd 

Peter Edward & Sons ] 

International Riviera Agency 1 

London Pre.ss Exchange 1 

Powell & Powell i 

McConnells 

W, M. Carson & Co 

Hyde Colbran 

Midhm I Education Co., Ltd. 

.lollitfe, Flint & Cross 

W. Olaridge, M.A 

W. Hughes (fc Son 

Lancaster & Hari-isou 

C. F. Cliarlton 

Cornelius & Boulter 

Phillipson & Colder 

Cumberland, Brownson & Page 
T. Dockroll, Sons & Co 

F. T. Lloyd, A.A.l 

J. Taylor & Son, Ltd. 

John Wilson, Son & Ooombe . . 
Sherwoods 

J . MacLehose & Sons 

Richard Horsfall & Son 

John Day & Sons 

L. F. St. John 

Chas. Chatter 

C. H. <lohnson 

G. F. Brown A Son 

J. Marsh & Co. 

S. B. Pamphilon. F.A.A 

J. E. Cornish, Ltd 

John Bayley, F. A.I. .......... 

Thos. B. Sanderson & Son .... 

J. Martin Langley, F.A.I 

E. J. Brooks & Son ............ 

Elliott, Ellis & Co 

E. Harland and Sons 

Nicholson & Co., F.A.I 

J. J. Burnett A Sons 

King A King . . . . . . . . . . .. . . . . 

Barnes, Welch A Ilarnes ...... 

David Roberts 

, Cox A Son, F.A.L 

I B. W. Denver A Co, .......... 

1 Jordan A Co. 

Bicliardfiott A Trotter 


12, Warwick Lane, E.C Publishers. 

30, Cornhill, E.C Tailors. 

71. Regent Street, W Information Bureau. 

1.7, Strand, W.C Advertising Agents. 

18, Old Bond Street House Agents. 

20, Mill Street House Agents. 

,37, Rosemary Street House Agents. 

«), St. Leonard’s Road House Agent. 

Corporation Street Booksellers. 

Arcade Chambers House Agents. 

47, Market Street.. Accountant. 

38, College Green Estate Agents. 

111a, Western Road Auctioneers. 

7, Alexandra Street Accountant. 

Promenade House Agents. 

Eastgate Row Booksellers. 

The Wardwick Auctioneers. 

Lord Edward Street House Agents. 

6, Gildridge Road Auctioneer. 

110, Princes Street House Agents. 

22, Cathedral Ward Auctioneers. 

6, Sandgate Road House Agents. 

61, St, Vincent Street Booksellers. 

22a, Commercial Street. ....... Architects, Ac. 

1, Princes Square House Agents. 

33, Havelock Road House Agent, 

4, Bond Street Estate Agent. 

1-5, Cloth Hail Street Mfg. Stationer. 

54, Belvoir Street House Agents. 

9, Union Court House Agents. 

150, London Road North House Agent. 

16, St. Ann’s Sciuare Booksellers. 

The Auction Mart House Agent. 

3-5, Mosley Street Estate .'I gents. 

J ournal Chambers, Pelham St. Estate Agent. 

14-15, Magdalen Street .^.uctione'ers. 

George Street House Agents. 

Aberdeen Walk House Agents. 

2, High Street Auctioneers. 

2, High Street Estate Agents. 

20, Palmerston Road Surveyors, 

43, Frederick Street Auctioneers. 

19, Heathfield Street Auctioneer, Ac. 

8, Strand House Agents. 

38-40, High Street Auctioneers, 

33-7, South Street House Agents, 

4, Lendal House Agents. 
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OLACTON-OIM-SEA, 

3 ?op. 7,433. G-.E. Ey. Faces nearly due south ; 

is protected by cliffs and bmlt upon a gi-avel 
subsoil. The air is bright, clear, and bracing, and 
much brilliant sunshine is experienced. Fogs 
are very rare at Clacton, and rainfall small. 
The prevailing wind is from the south-west. 
The chief peculiarity is its dryness, due to 
small rainfall, porous nature of the soil, and 
well-made roadways. Clacton-on-Sea is especially 
suitable to chest cases which require a bracing 
'climate. Water and drainage excellent. Analysis 
of water made every month. Sunshine, 1908, , 
*,733 6 hrs. (see p, 86ol. 

COLWYN BAY sso). 

The Medical Officer of Health writes : — “ Colwyn 
Bay has become one of the most important 
health resorts of the north. The town is well 
protected from the prevailing winds and enjoys 
a large amount of sunshine, 1.674 hours, *908. 
Climate in winter remarkably mild and equable.” 

girls. nant-y-glyn road, 

P L AS-T i R I 0 N . 

HIGH-CLASS FOE GIELS. 

/ Sliss WHITEHOirSE, A.C.P, 
Principals . \ WHITEHORSE. 

Assisted by Eesident French and English Mis- 
tresses and ViMting Masters and Mistresses, 

The Ordinary Course of Study includes all 
usual subjects. Special attention is given to 
languages. Pupils prepared for Examinations 
(Oxford Local, and Associated Board of E.A.M. 
and E.C.M., <&c.) 

Premises. — Detached. Healthily situated. 
Schoolrooms, large and airy. Separate Bed- 
room cubicles. Library. Garden. Tennis Lawn. 
Sea Bathing. 

GIRLS. OXFORD COi-LEGE- 
Principals - - - The Misses MUIR. 

Assisted by Certificated (English, Foreign) 
Eesident and Visiting Teaehers. 
HIGH-CLASS SCHOOL FOE GIELS. 
Preparation all Public & Musical Examinations. 
Many successes. Comprehensive Curriculum. 

Special attention Music, Painting, Drawing, 
French Conversation. 

Every care taken of delicate girls. 

Large, detached, modern (30 rooms). 
Sanitation perfect. Separate beds. Unlimited 
diet. Horae comforts. 

On Cliff, facing Sea ; south aspect. 

Hockey, Tennis, Cricket, Gymnastics, Cycling, 
Swimming. 

Entire charge where parents abroad. 

CROYDON. 

The Medical Officer cf Health writes : — “ Croydon 
owes its prosperity and progress to its being 
within 10 miles of London, with an excellent 
train service, and to various natural advantages. 

It is one of the largest as well as one of the 
healthiest towns in the country.” 

GIRLS. 

HIGH SCHOOL FOR GIRLS, 

SOHTHCLIFF. 

Headmistress - Miss F. M. SMITH. 

Highly-qualified Staff. 

Boarding and Day School. Kindergartkn. ! 

.dim.— -Thorough development of Mental and 
Physical Powers and training of Character. Cur- 
rimlum. — Usual subjects preparatory for Public 
Examinations (London Matriculation, Cambridge 
Locals, Eoyal Academy and Eoyal College of 
Music, Eoyal Drawing Society). Physical 
Culture. Premises. — On cliffs. Close Sea. South 
aspect. Spacious, well-lighted rooms. Large 
garden. Library. Sauitation perfect. 

Sea Bathing. Tennis. Hockey. Cricket. 
Entire charge of Foreign and Colonial pupUs. 

BOYS. 

OXFORD HOUSE SCHOOL, 

BIRDHDRST LODGE, SOUTH CROYDON. 

Principal, ARTHUR E. P. VOULES, M.A. (Oxen.). 
Vice-Principal, PERCY REYNOLDS, B. A. (Lend.), 
DAY AND BOARDING SCHOOL. 
PREPARATORY FOR PUBLIC SCHOOLS. 

The School has recently been removed from 
Birdhurst Rise to Birdhurst Lodge, an old 
family mansion standing in 4 acres of park-like 
grounds, providing excellent football and cricket 
grounds. Boys are admitted at 7 years of age. 

Arrangements can be made for taking entire 
charge of boys whose parents are abroad. 

Inclusive Fees : For boarders, £za to ;j£35 per 
terra ; for day boys, £4 to £xo per terra. 

COLCHESTER. 

The Medical Officer of Health writes : — “ Essen- 
tially a bracing place on elevated ground re- 
ceiving air fresh from the sea nine miles away. 
Air very pure and free from mists and fogs, but 
cold in spring. Sunshine above the average. 
Eu.iiiall low, averaging *8 inches.” 

DARTMOUTH. 

Medical Officer of Health writes: — “One of the 
healthiest spots in England, wjth charming 
surroundings. Situated at the inouth of the 
river Dart, noted for its boating and fishing. 
Excellent water supply, sanitation perfect, and 
an ideal educational centre.” 

BOYS the cedars, 

STANWAir. 

SCHOOL FOE THE SONS OF GENTLEMEN 
(Resident Pupils only). 

Principals » - Mrs. and Miss MANLEY 

(Assisted by Eesident Governesses and 
Visiting Tutors). 

Situated within i miles of Mark’s Tey Station 
(G. E. Main Line). Pupils are prepared for the 
Public Schools and may remain to the age of *4 
years. Home comforts. Delicate boys receive 
special attention. Constant supply of Alderney 
milk and butter from School dairy. 

Entire charge taken of boys whose parents 
are abroad. 

GIRLS. 

HIGH SCHOOL FOR GIRLS, 

MOUNT PLEASANT. 

Principal - Miss DAVIDSON, L.L.A. 

(Registered Teacher in Col. B.). 

Building situate on high ground, commanding 
view of Kings Wear and Channel, 

High School methods adopted. Young ladies 
over school age admitted as Parlour Boarders 
and trained in Housekeeping, Cookery, and 
General Domestic Science. Pupils can be pre- 

pared for University and other Examinations. 

Swimming, Bathing, Boating, and all outdoor 
exercises. Special arrangements for pupils where 
parents are abroad. 
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DEAL. (sec WALIffEB., p. 845). 

Kent. >I.B. Pop. xi.ooo. S. E. & C. Ry., 84 ni. 
from London. Location: 8m. R.N.E. Dover. 
Front: 2m. marine drive between houses and 
asphalted promenade on sea-wall; bandstand. 
Beach: Shingle. Boating; excellent sea-fishing. 
Sea Bathing : Not mixed ; public baths. Fiei- : 
x,iooft. ; pavilion. 

The HEedical Officer of Health writes : — “ S.E. & 

I C. Rly. 84 miles from Lojidon. Location, 8 miles 
i N.N.E. Dover. Elevation little above sea level. 

1 Aspect, east. Climate, bracing, dry, breezy. 

* ^Yater supply from chalk wells, constant. 

' Drainage modern. Soil, chalk, sand and clay, 
i Beach, shingle. Excellent sea-bathing and golf 
(links recently added to rota of championship 

■ greens)” (ue p. 861). 

BoysT 

WINCHESTER HOUSE 
SCHOOL. 

Principal — 

Rev. E. H. W. LEACHMAN, B.A., 

Assisted by experienced Staff, 
i Prepares Gentlemen’s Sons (under 14) for Public 
j Schools and Royal Navy, 

I 60 Scholarships Gained. 

! Distinct and special provision for young and 
delicate boys. Domestic arrangements under 
Headmaster’s wife and a trained nurse, 
i Well-built, suitable Premises. 70 yards from 

■ and facing sea. Cricket Eield (5 acres). Sea 
! Bathing, Drilling, Gymnastics, Rifle Shooting. 

1 Science Lectures. Laboratory. Small classes. 

1 aiRLS. OONIBER COLLEGE. 

' Principals - The Misses McCORMICK. 

j Thorough Modern Fdueation. Usual subjects, 

I including French, German or Latin, Mathematics, 
i Physiology or Botany, without overstudy, 
j Examinations, — Matriculation, University 
; Locals, Musical and Drawing, L’ Alliance 
Fraugaise. 

Special Department (over 17) advanced Studies. 
Kindergarten (under 7), Froebel systems. 

57 Public Examination successes since 1903, 
i 17 Honours. 

I Hockey, Tennis, Cycling, Swimming, Riding, 
Swedish Exercises. 

I Domestic arrangements under Principals. 

I Spinal Cases specially treated with massage. 

Entire charge parents abroad. ; 

i BOYS. . I 

SUNNYMEAD SCHOOL, 

ST. LEONARDS ROAD, UPPER DEAL. ' 
Principal - - Mr. C. G. SKENE (Oxon.) 

Mr. SivENB haviiig had great e.xperience in 
laige Preparatory and minor Public Schools, is 
prepared to coach boys for the Public Schools, i 
Royal Navy, or Oxford and Cambridge Locals. 

Thorough individual attention is given to every ' 
pupil. Special attention is paid to backward and , 
delicate boys. ' 

School Course embraces usual subjects. All ! 
Games, Drilling, Shooting, Photography; Garden- 1 
iug. Swimming, Cycling. Entire charge taken and I 
I special provvdon made for PupUs fr<m abroad. | 


DEVIZES. 

This bracing, health-restoring town is a munici- 
pal borough in Wiltshire. Pop. 6,500. 85^ m. 
from London, G.W. Ry., 20 m. E.S.E. of Bath (con- 
nected by motor omnibuses and tramways), stand- 
ing dry and open, 400 to 500 ft. above sea-level. 

girls" AND BOYs 7 '' -* — 

THE COLLEGE. 

GIRLS, BOYS, AND KINDERGARTEN, 
Principal - - « - ADA M. BENNETT. 

Assisted by a large Staff of Resident and 1 
Visiting Masters and Mistresses. 

Primary Aims. — Development of individual 
character and reasoning powers ; fitness for brunt 
of life rather than examination room ; unforced 
play ; health ; no evening work ; handicrafts for 
Boys, household management for Girls, School 
Library, Museum, Gymnasium. Annual public 
athletic sports. Special facilities for Music, Art, 
and Languages. Separate boarding-house for 
Girls adjoining College Grounds. 

Entire charge of children ‘whose parents 
are abroad. 

Special terms for Anglo-Indians. , ' 

DONCASTER 

Has population of 31,408. Situated in centre of 
agricultural district, and is 75 ft. above sea-level. 
The climate is mild and equable. Rainfall dur- 
ing 1908 was 22*69 ins. 

_____ ^ ____ ^ ^ 

GIRLS’ HIGH SCHOOL, 

HALL GATE. 

Principal - « - - Miss BARKER. 

Assisted by thoroughly qualified Teachers. 

0 &/ec 4 s— Thoroughness of instruction in essen- 
tials. Sound and liberal Education. 

School Course includes, in addition to ordinary 
subjects, Political Economy, Literature, French, 
Latin, and Drill. Examinations are held and 
reports sent out at the end of each term. 

Pupils prepared for Cambridge Local and 
other Examinations. 

DORCHESTER, 

The City of Avenues, is remarkable for its long 
boulevard thoroughfares. Fine trees. This 
once important Roman station is now a quiet, 
well-built, and healthy town on the Frome, 
8 miles N. of Weymouth. Population, o,4«i8, 
L. & S. W. Rly. (see p. 861). 

SlsT” ST- IVIIOHAEL’S. 

Principal - - Miss L. JENNINGS. 
Higher Education for Upper Midclle-Cia.ss Girls, 
4 -x 8 years and over (Boys 4-8 received). 
School --Thorough English education ; 

also French. Class-Singing. Theory of Music. 
Needlework. Drilling, Limited number. Home 
comforts. Individual care. 

Special pi'ovision Delicate and Bachivard Qirls. 
Entire charge taken. 

ITstml Exam.i nations prepared for. All pupils 
entered last three years passed. Three gained 
Distinctions. 

Modern. Spacious, lofty rooms. 
Every convenience. vSanitation certified. 
Garden. Playing Field. Tennis, Croquet, 
Hockey, &c. ; Cycling. Fees, 27 to 30 guineas. 
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DOVER. 

Dover is sminy, dry, and invigorating, enjoys a 
low rainfall, dry subsoil, and protection by its 
tall cliffs from cold winds. Aspect south, 
climate bracing, water supply constant, drain- 
age modern, soil chalk ; baths, swimming, &c. 
Sunshine, 1908, 1,83a hours. 


GIRLS, 

. aOOWYi^EHUfSST SCHOOL, 

CASTLE HILL. 

PrincipaK « Mrs. Jf, STANTON WISE. 
Assisted by Certificated Mistresses and Masters. 

-Includes all ordinary Subjects 
for Education op Gentlbmbn’s Daughters. 
Pupils prepared for usual Exams. 

Preinises. — ^Modern, detached, zi acres grounds, 
high elevation, sanitation perfect ; Tennis Courts, 
Croquet Lawn. Careful attention given Physical 
Exercises and Games. 

Domestic arrangements under Mrs. Wise’s 
supervision. Cheerful Home -Life. Especially 
adapted for Daughters of Service Officers in 
India or Colonies. 

, Class for little (jirU and Boys. 

(iiiLs. "" ” 

THE PRIORY SCHOOL, 

20, EOLKESTOHE EOAD. 
Principals « The Misses FALLOON. 
Assisted by Certificated President and Visiting 
Mistresses. 

Comprehensive Modern Education for Girls 
from 5 to 18 years. 

Preparatory for Oxford, Cambridge Locals and 
Preceptors. Special attention Languages. 

J^Iodern Prcrnfm.— Specially ventilated. De- 
tached. In own grounds, S. aspect. Gymnasium, 
Hockey, Tennis, Cricket, Cycling, Swimming. 
Domestic arrangements under Principals. 
Successful with Delicate Pupils. 

Little boys to 9 years received. 

Entire charge Parents abroad. 

EASTBOHEHE—^ec p. 826, 

EXETER. 

Occupies ridge-like hill, rising from east bank 
of the Exe to 433 feet. Open to the south-east 
but otherwise sheltered. Chief climatic features, 
warm, soft, mild, equable, calm, and free from 
storms. G.W. and L. & S.W. Elys, (see p. 864). 

gibS PENN&TOrAHIA HILL. 

EGERTQN HOUSE. 

Principal - - - - Miss GARDINER. 

Aim of the Sckoot— To supply sound and 
modern education, with individual attention to 
health and study. Careful moral and physical 
training. 

Foreign Languages thoi’ouglily taught, gram- 
matically and conversationally. 

School Hozfise.— -Situated in own grounds in the 
healthiest and best part of Exeter. Large 
premises, with lofty and well -ventilated rooms. 

Daily Dn 7 ^.— -Games under supeiwision. Tennis 
and Croquet Lawns. 

I Entire charge is taken of children whose parents 
I reside abroad. 


EDINBURGH. 

For nearly zoo years the Metropolis of Scotland, 
apart from its historical associations, has been 
famous as an educational centre. Its University 
dates from *582. The town is built on several 
hills, and the altitude of different portions varies 
considerably. In the matter of climate this 
beautiful city has been well endowed by Nature, 
influenced in the matter of its bracing properties 
by the city’s proximity to the sea. Winter 
temperature same as London ; summer tem- 
perature lov/er. Sunshine (1908), *,270 hrs. (see 
P. 863). 

GIRLS. CRAIGIVSOUHT. r 

Tlie education provided by the Misses Gossip 
is that of a high-class Ladies’ School. The in- 
struction, which is thorough and on modern lines, 
has for special aim the mental growth and the 
individual progress of the pupils. 

While preparation for home life rather than 
for a University career is the end kept in view, 
the course of study includes all the usual branches 
of an English Education. Modern languages 
taught by Eesident Foreign Mistresses. 

The School has its own Gymnasium and 
Swimming Bath, and its Tennis Coui'ts are 
within its own grounds. 

The situation is exceedingly healthy. 

The tone of the School is carefully guar ded. 

GIRLS. (Established for 40 years.) 

ST. BRIDE’S SCHOOL, 

ETTEICK BANK. 

This School is inspected by Scotch Education 
Department. 

)SCa/.--Highly qualified Specialists. Educa- 
tion.— ThsA of a first-class Hi^ School combined 
with much individual attention. Spedalities , — 
Modern Languages, French, Drawing, and Music. 

Science Scheme forms a basis for Housewifery 
Course later. Swimming and all Games are 
coached hy, and Eemedial Gymnastics are given 
by a Eesident Gymnastic Mistress. Every atten- 
tion is paid to health. Entire charge taken of 
Indian and Colonial girls. 

Prkicipals — 

Mrs. MUIEHEAD, A.Mus., and Miss BIED, M,A. 
(of the Cambridge Training College), 


EXMOUTH. 

Occupies a sheltered position on the Exe, 11 
miles from Exeter. It is a pretty watering-place 
with considerable natural attractions. The 
climate is remarkable for its equability— cool in 
simmier, and comparatively warm in wunter 
(see p. 863). 

GIRLS. 

SOUTHLANDS SCHOOL, 

“EAIEEIELD.” 

i ’ 3 Ph© Misses IESS 2 E and 

(Late Scholars Grifton College^ Cambridge, 
M.A. Tnn. Col, Dublin). 

Assisted by a large and efficient Staff. 
Thorough edueation for the Daughters of 
Gentlemen. 

Large House, in its own grounds of zi acres. 
Facing the Sea. Good Playing Field and Lawn. 
Private Bathing-house. The Lady Matron is a 
trained nurse. 

Full charge taken of children whose parents 
are abroad. 
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EASTBOURNE, 

Susses. Miiiuci pal Borough. Bopulatiou, about 50,000, B.B. & S.C. illy. 62 miles from Loudon. 
Elevation, from sea level to 140 feet above; the districts of Mead and L’pperton stand upon very 
high gi'ound. Climate mild, invigorating, moderate rainfall. Bathing excellent. 

The Medical Of&cer of Health writes ; “Its advantages as a health resort are much sunshine, 
pure air, absence of fog, clean, quickly drying roadways, large parks and gardens with many trees, 
a plentiful and good water supply from wells sunk in the deep chalk, and the proximity to the 
breezy, health-giving South Downs. The climate is generally beneficial in anaemia, scrofula 
and tubercular diseases ; and its effects are especially beneficial in the case of convalescent- 
children. Death-rate 1908, inclusive, 9-9 per 1,000 ; of residents, 8*8. Full benefit of winter 
sun is secured. Warm, sunny shelter always obtainable in centre of town. Beachy Head 
breaks S.W. winds, and diverts much rain, dryness of soil being promoted by great porosity 
of chalk. More sunshine recorded than in any other place in England for two years following, 

1 1906 and 1907, and nearly first in 1908, sunshine, X932 hours ” (see p. 863). 


BOYS. ' ST« BEDES. 

i FBEPARATORY SCHOOL FOR .THE PUBLIC 
1 SCHOOLS AND ROYAL NAVY. 

Recognised by the Board of Education, 
Headmaster - Q. H. GOWRING, M.A. 

New Buildings situated in a sunny and com- 
manding position, protected on the S.W. by 
Beachy Head. Curriculum most comprehensive, 
and includes SM'edish Physical Drill and G-ym- : 
nastic Instruction, A War Office Miniatoe Rifle 
Range of 100 yds. on the Playing Field, which is 
attached to the School. 

Boys received from 7 to 14 Years. 
Special attention paid to backward and 
delicate Pupils. Quite young children of Indian 
and Colonial parents taken entire charge of by 
Mrs. Gowring. 

BOYS. OHOL.IVIELEY HOUSE 
PREPARATORY SCHOOL. 

Headmaster-A. G. PATERSON, M.A. (Camb.) 


GIELS. DEERHADDH!^, 

SOUTH CLIFF. 

Established in 1884 by Miss Edna Cooke. 
Conducted since 1902 by present Principal— 

Mrs. ALASTAIR MORISON (nSe BERRY), 
Who receives 30 to 35 Resident Pupils, and is 
assisted by Resident Mistresses and Visiting 
Professors. 

Special attention given to Languages, Music, 
and Drawing. Pupils, if desired, prepared for 
usual Examinations. 

Premises, — Detached; facing Sea; close to 
Downs ; Garden and Field for Games ; Sanitation 
certified. Electric Light, GymnasticB, Drilling, 
Swedish Health Exercises, Riding, Cycling, 
Entire charge taken of PupUs. 

GIRLS. IViALVER8^HURST. j 

FOR THE DAUGHTERS OF GENTLEMEN*. 


(r, fnt* PumTc ftPTTnoT <9 A.R.C.M., assisted by efficient Staff 

of Governesses and Professors, receives limited 


(Classical and Modern sides) and Osborne ! 
College. 

Small Classes. Individual Attention. 
Premises built for the School (1906), overlooking 


number of Resident Pupils, to whose Educa- 
TiON and Training she devotes her entire 
attention. 

No effort spared to combine influence and 


1 Royal Eastbourne Golf Links ; in 3 acres, South comfort of Home with advantages of School Life, 
i aspect, Playing Fields, Gymnasium, Rifle Range, Cultivation of Modern Languages, English 
{ Workshop (Carpentrj’' and Engineering). Saiiita- Literature, Music, Drawing, Painting, made a 
j tion certified annually. Domestic arrangements special feature. 


. under Mrs, Paterson and e.xperienced Matron, 
i Fees 80 to *00 guineas. Entire charge taken. 
i Illustrated Prospectus. List References. 

] BOYS. HILL-BROW, 

j MEADS, EASTBOURNE. 

PriocJoalfi f <3- THORNTON, M.A., 

j I jyjj. ^ ^ HUNT, B.A. 

Receive Sons of Gentlemen (7 to 14 years) to 
1 prepare for Public Schools and the N avy, 
j School Course— Qlns&ics, Matliematics, English, 


Careful attention given to Outdoor Games, i 
Riding, Cycling. 

Full particulars and references on application. 

GIRLS. STrKATHERIHE’S, | 

(Recognised,) 

BOLSOVER ROAD, MEADS. 

Principals - - The Misses BALLS. 

L.L.A., A.C.P.^ A.C.T. (registered.) 
Efficient Staff of Resident (English and Foreign) 
and Visiting Professors. 

A successful examination is not the sole object. 


Jrench, Gerjnaii. Special attention given to The School inspires a love of knowledge and cul- 


{ Modern Languages. 


t i.- « ■ , tm'e, training habits which render life-work use- 

I^pils r^^eive individual attention. Special and pleasant ; every home comfort ensured, 
w ™ afforded to backward boys to recover The CurrmvXum embraces the usual subjects 
-tr •» ^ i 1 ^ - A for an advanced education. Modem Languages. 

O Music, Needlework. 

Premises admirably adapted, detached ! sani- 
Boxmg, Elding, tary and all arrangments most modem. 
Swlmmi!^. Mre charge Symuasium, Daiclng, Eiding, Swimming. 

jjees, xoo guineas.” - • meckil arramimenAs for children from India, 


I Gymnasium, Dancing, Riding, Swimming. 

' { fecial arrangermnis for children from India, 
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FALMOUTH. 

Lies on south side of I'almouth Harbour and 
Oarrick roads, 10 miles in circumference, 15 miles 
from the Lizard, x86 feet above sea-level, in 
wooded, hilly neighbourhood. Kesidential 
portion of town overlooks bay with S. aspect, 
blimat e mild atid agreeable. 

BOYS. 'sT. JOHN’S HOUSE, 

riirsHiHe. 

Principal - - H. A. F. -WALLIS, B.A. (Oxon.), 
Assisted by J. P. Wallis, B.A. (Oxon,). 

Prepares Sons of Gentlemen for entrance to 
Public Schools, &c. Thorough preparation given 
in all school subjects. Eequirements of indi- 
vidual pupils receive special attention. Limited 
number of vacancies for Boarders. Every home 
comfort. Greatest care taken of physical as 
well as mental development. 

Especially successf ul icith backward and deli- 
cate boys> 

Highest references given and required. 

Terms on application. 


FAREHAM. 

The Medical Officer of Health writes -“Fareham, 
in Hampshire, commands magnificent marine and 
land views. Enjoys special protection from winds. 
Climate is mild and equable. Eainfall moderate, 
drainage good, and water-supply excellent. The 
towii^is ligh ted b y electricity.’ * 

BOYS. 

ENGINEEEBNG. 
SEAFIELD PARK COLLEGE, 

OEOFTOH-OIir-THE-SOLENT, FAEEHAM, 
HAHTS. 

A Eesidential College, specially equipped for 
preparing the Sons of Gentlemen for the pro- 
fession or an Engineer, and for giving a Mathe- 
matical, Alechanical, and Practical Education. 

Candidates are also prepared for the Univer- 
sities and for Woolwich. 

The College is under the inspection of the 
University of London. 

Address : Tlie Master of Seafleld. 


FAVERSHAM. 

Faversham is built on ground gradually rising 
from Faversham Creek. Subsoil contains brick- 
earth and chalk, and below these gravel. Rain- 
fall about 24 inches. Climate inild; not so 
bracing as sea coast. Water supply and sewerage 

g^.»d. , ... . .. 

BOYS. Founded 1527. 

_ QUEEN ELIZABETH’S 
GRANIIVIAR SCHOOL. 

FOR SOFTS OF PROFESSIONAL MEN (10-18 yrs.). 

All classical and modern subjects. Latin, Greek, 
B’rench, German, Mathematics, Science, English, 
Music, Shorthand, Book-keeping, Laboratory. 

Preparation for ScluMarships at Oxford and 
Cambridge. Ali usual Exams. 

List op Stjccessbs. 

Hcereo-tion— -Gymnastics, Fives Courts, Rifle 
Range, Cricket, Football, Hockey, Tennis, Sports. 
Special provision delicate or backward pupils. 
Entire charge taken pupils from abroad, or 
during parents’ absence. Fees : Tuition (;Ais) 
and Board and Laundry, £sB. 


FmXSTOWE. 

Fopulatioti) CSS0‘ H.E, Railway. Aspect, 
south. Beach, shingle; sand as tide recedes. 
Excellent bathing, ifelixstowe occupies a 
sheltered but very sunny position, the soil (red 
crag) ensuring a diy surface. The climate is dry, 
bracing, and exceptionally sunny, the amount of 
bright sunsliine during igoS being 1,751 hours as 
compared v/ith x,s82 hours for the whole of the 
Bast of England ; while the average for the last 
six years is 1,806 hours (see p. 854). 


BOYS. Established 

EASTWARD HO COLLEGE. 

Principal; B. B. THOMPSON. Inter. Arts (Load.). 

To prepare Gentlemen’s Sous for Professional 
and Commercial Careers. J imior Department 
for little boys. 

Situation . — On Cliffs, facing Sea. 

Prew to. --- Light, spacious, and well- venti- 
lated. 

PApsfcaf CtiilfMre.---- A special feature. 

Complete charge of Colonial pupils. 

Eoinestie Arrangements.—Vjndev Mrs. Thomp- 
son and Matron. 

Complete Charge of Colonial Pupils. 
Backward and delicate boys receive special 
attention, 

girls. 

ST. JOHN’S HOUSE SCHOOL. 

Principals » Mrs. and Miss WERNER, 
Assisted by efficient Staff, offer combination of 
most careful Physical Training with Thorough 
Modern Education to ao Girls (6 to 18 years). 

Special attention English Subjects, Arithmetic, 
Languages, Music, Drawing. 

Preparation for all usual E.xams. 

List of Successes. 

House stands on high ground ; gravel soil ; 
South aspect ; vSaiiitation certified. Playing 
Field (Cricket, Hockey), Sea-Bathing, Swimming, 
Dancing. 

Special care of delicate girls. 

Entire charge when desired. 

Inclusive Fees. — 30 to 40 guineas per annum. 


FILEY 

Is a small town on the Yorkshire coast 7 miles 
S.E. of Scarborough, standing on a high eleva- 
tion. Well drained ; air pure and very bracing, 
excellent bathing, fishing, and golf. Six miles 
of level sands renders it suitable for children. 
Beneficial for all kinds of debility. 

GIRLS, 

CLARENCE . HOUSE. 

Principal - - . Miss McCALLUM. 

Assisted by Resident English, BYench, and 
Gernian Mistresses and Visiting Professors. 

Clarence House, situated In the best part of 
Filey, was specially built in tgox foe the purpose 
of a School and has every raodern convenience. 

Liberal education . combined with comforts and 
refinements of home. Every attention paid to 
health and moral training. 

Special care given to delicate Girls. 

Entire charge taken of Wards in Chancery 
and those whose pm'ents are abroad. 
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FOLKESTO||e, 

The Hedical Officer of Health ^tps « Aspect, 
S. & S.E. The town is one of the best planned 
seaside resorts. The comparatively very healthy 
and dry climate is due to the porous nature of 
the geological formation, and, in addition, the 
facilities for drainage make mists, damp and fogs 
almost unknown. The water STipply is constant, 
and the water exceedingly pure. The sanitation 
of the town is carefully guarded, and pre- 
cautions taken from time to time to maintain 
its efficiency. For an educational centre it is 
particularly adapted.” Sunshine (rgoS), 1,787 
hours. 

lams. MONTAGUE HOUSE. 

WESTBOITHHE GARDENS. 
Principals - . The Misses CAREY, 
^sident EngHsh, German and French Mistresses. 
Assisted by Experienced, Highly Qualified, and 
•n* X I i? Visiting Professors. 

Fipt-class Education. Individual care. Home 
comfonS: Examinations prepared for if desired, 
^^acilities for specialising in Music, Languages*, 

Specially huilt on high ground near Leas, 

SpSt-sr- 

Recommended for delicate growing girls. 

Entire charge Parents ahroad. 

! GIELS. ~ ~~ 

ST. MARGARET’S, 

FOLKESTONE. 

HIGH-CLASS SCHOOL FOR GIRLS. 
Principal-Miss de la MARE, L,L.A.(St. Andrews). 

Detached House, large Garden, good Tennis 
Courts and^ Playing Fields. Home comforts. 
Liberal table. Health of Pupils carefully con- 
sidered. Sanitary arrangements perfect. 

, . Special attention paid to Foreign Languages, 
MUSIC, and Art. Physical Culture (Ling’s 
Swedish system). ^ ^ 

References given and required. 

^ Illustrated Prospectus on application to the 
[ Principal. 

BOYS. 

YORK HOUSE SCHOOL.. 

Principal ..... Miss BAKBR. 

^ Assisted by Efficient Staff. 
PREPARATORY SCHOOL FOR BOYS. 
Am.— To fit for larger life of Public School : 

develop self-control and independence. 

-n — Thorough grounding in 

English, French (conversationally and gram- 
matically), and Latin. Successful preparation 

and Downs, in own grounds. Playing 
Drilfi’ng? Car^^®’ gymnastics. 

Indian and Colonial Pupils received on I 
; special terms. I 


. FRAMLINGHAM. 

TOe College, of Gothic architectiu’e, is well 
situated on an elevation overlooking the town 
and castle. Has a good water supply and system 
of drainage. Excellent recreation grounds and 
good walks m the surrounding neighbour hood. 
boys. , Founded 1864. "" 

FRAMLINGHAM COLLEGE, 

STTEFOIiK. 

^ Principal- 

Rev. OLIVER DIGBY IKSKIP, M.A., LL.D. 

(Incorpora- 
ted Royal Charter.) For 300 Boys (9 to 19 yrs.), 

moderate cost on Public 
Scliools pnnc^>les an education preparatory for 
Universities, Professions, Civil Service, and otM' 
Competitive Exams., also for Agricultural and 
Commercial Careers. Prcwte.— Elevated situa- 
tion, 23_ acres, 4 Playing Fields, Rifle Range, ! 
Gymnasium, Fives Court ; Carpenters’ Shon, 

3 Laboratories, Swimming Bath ; Librai-v ' 
Reading Room, Chapel. Cadet Ctnys. Sanitatioii 
certified. Fees, j[^36 to ;;^39. 


GLASGOW. 

Medieal Officer of Health -writes “Is well sun- 

plied ^ with parks, public pleasure grounds, 
botanic gardens, museums, picture galleries ; 
fine University and Cathedral. Education, art, 
and science liberally provided for. Sunshine 
1,053 hours ” (see p. 865). ’ 


GIRLS. ST. HELENAS, 

1, HAMILTON DRIVE, GLASGOW, W 
Principals ( K. MALCOLM. 

^ I Miss A. L. MALCOLM, M.A. (Hons V 

Efficient Staff, Resident French Mistrass. * ’ 
PRIVATE School for Board and Education 
. p, , OF Girls. 

^ementary. Junior, and Senior Departments. 
Course of Study. — Provides complete education 
on most approved modern lines; thorough 
training given in all practical subjects ; a love 
of literature and interest in study developed 
Pupils prepared for Public Exams. Kinder- 
garten Department under Specialist. Bovs 
received up to 8. Principals personally super- 
intend comfort and home-training of Boarders, 
Inclusive Terms on application, 

EPSOM. 

■^5 mm'ket town of Surrey, bn western 

side of Banstead Downs. Occupies a situation 
in a veryhealthy open district, possessing attrac- 
tive sylvan surroimdings. Population, 10,018 

& S ^ ^ 

BOYS. 
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EPSOiVI GOLLEQE. 

PREPARATION FOR UNIVERSITIES, 
NAVY, ARMY, MEDICAL, AND 
OTHER CAREERS. 

Classical and Modern Sides, Separate Lower 
School. 

Open Scholarships annually in March. 

andHo^pfta^s^''^® Scholarships to Universities 

A few Vacancies only remain for next Term, 
beginmngJanuaryao. Apply— 

the bursar, 

Epsom College, Epsom. 
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HARROGATE. 

The Medical OiScer of Health writes Harrogate is the most important centre in Yorlcshire for 
thoroughly equipped private secondary schools. I'he enterprise and educational zeal of highly 
qualified teachers, aided by the salubrity of the climate, have made these schools famous in every 
part of the X^nited Itingdom. Hafrogate is known as the ‘Queen of English (Inland) Tiateiing 
Places/ and is world-renowned for the medicinal properties of its waters and its magnificent baths, 
which are acknowledged to be the finest in Europe. The distinguishing features of the climate of 
Harrogate are its bracing atmosphere, low humidity, and abundant sunshine. The mortality is and 
always has been remarkably low. During the last xo years the average death-rate has been xi z. 
The incidence of disease amongst the resident population is low. Epidemic diseases are uncommon , 
and when they occur they are most frequently from imported cases. Eespiratory diseases are 
infrequent and rheumatic fever is seldom seen. Harrogate is undoubtedly one of the best-drained 
towns in the kingdom. Sunshine records, average for 6 years, 1796 hours.” 

Harrogate, M.B. Population, 32,000. North Eastern Ely. location, 18 miles N. of Leeds, 
20 miles W. of York. Elevation, 320 feet to 600 feet above sea-level. Neighbourhood, open moor- 
lands. Climate, bracing. Dry, clear air. Water supply, constant, soft. Drainage, modern. Soil^ 
alluvial grit and shale. Total sunshine (1908), 1,353 hours (ace p. 866). I 


BOYS. HARROGATE 

IVIODERN COLLEGE. 

SUCCESSFUL AND EXCLUSIVE BOAEDING 
SCHOOL FOE BOYS. 

Magnificent situation overlooking “Stray,” 
surrounded by pine forest. 

Four characteristics of School— high moral 
tone — thoroughly efficient teaching — liberal 
table— excellent sport. Extensive playing fields. 
Only Boarders. Sanitation, domestic arrange- 
ments perfect. Cubicles. Separate bathrooms. 
Single bedrooms. Gymnasium. Science Labora- 
tory. Accommodation — 45 boys. Individual 
attention a special feature. 

Boys admitted whose Parents reside abroad. 
Five Eesident and four 'Visiting Masters. 
Pros?pectus and successes apply Principal. 

GIRLS. 

WALDERNHEATH. 

Principal- 
Miss ANDERSON 
(Eegd. Column B.) 

BOYS. 

CLIFTON COLLEGE. 

PEEPAEATOEY FOE BOYS OF 7-X4 YEAES. 

Situated in Tewit Park. Excellently adapted 
for scholastic purposes. Commodious Eooms 
and comfortable, airy, and well-ventilated Dor- 
mitories, Eeading Eoom, Chemical Laboratory, 
Workshop, Photographic Eoom, <fec. Electric 
Light. Perfect sanitation, periodically examined. 
Spacious Platgrounp ; Covered Gymnasium. 
Physical Training well looked after. 
SpedMl arrangements for Anglo-Indian and 
Colonial Pupils: 

Preparation for Public Schools. 

Principal, J. WAITEE NETTALL, Inter. B.Sc. 

GIRLS. 

HARROGATE 

LADIES’ 

COLLEGE, 

YORKSHIRE. 

FOR RESIDENT PUPILS ONLY. 

Headmistress- 

Miss M. E. JONES, B.A. (R.U.I.). 

Assisted by large Resident Staff. 

BOYS. Established 1873. 

THE WESTERN COLLEGE. 

Headmaster - A. H. ALLAN, M.A., J.P. 

Assisted by thoroughly Efficient Staff. 

05/ecf, ~ To fit boys for Professional or 
Mercantile careers. High record successes 
at Public Examinations. 

Special attention Modern Languages, 
Mathematics, Science, and Commercial 
Subjects. 

Health Eeoord excellent, due sanitation 
and ventilation ; Diet and Exercise studied. 

Young delicate, backward boys receive indi- 
vidual attention. Electric Light, Large Play- 
ground, Field, Gymnasium. 

Sole change taken of Boys from India and 
Colonies. 

GIRLS. Establulied 1B7&. 

“ EL JVIWOOD,” 

STRAYSIBE, HIGH HARROGATE. 

Principals - The Misses BREWER. 

Assisted by strong Staff. 

FOR DAUGHTERS OF GENTLEMEN. 

Itesident Pupils only. 

Aim>. — Thorough Moral, Intellectual, an<l 
Physical Training, preparatory for Social and 
Home Life. 

School Course. — ^Based on lines of University 
Exams. Pressure avoided. 

Recreation.— Outdoor Games— Walking, Rid- 
ing, Cycling, Golf, Tennis, or Croquet. 

Detached, 3 acres founds, facing 
Stray ; Elevation, about 450 ft. ; Sanitation cer- 
tified; Gymnasium. 
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H ARROW' ON-TH E-HILL. 

Pop. 10 , 230 , L. & Met. Eys. jxJl tn. from London. Occupies an elevated situation 

overlooking a broad ricli vale in Middlesex. If is chiefly noted for its famous public school. 
Its healthy position, general climate, and sylvan surroundings make it a desirable place of resi* 
dence, close to London, 


BOVS. 

ORLi^Y FARM SCHOOL., 

HAEUOW-OISr-THE-HILL. 

Principals : 

G. B. INKES HOPKIKo, Ti.A. (Harrow & Camb ) 

H. 0 . BROADRIOK, M.A. (Haileybury & Camb.) 
'rile School has been specially built aud is 

fitted with every modern re:iuirement. The 
dormitories and class-rooms face south. Large 
playing-fields of more than five acres adjoin 
school. 

The standard of work is very high, and xg 
Open Scholarships have been recently gained at 
Public Schools. 

(ETON SCHOLARSHIP *909.) . 

Special attention paid to backward boys. 

GXRLS. SOUTHLANDS, 

HARROW - ON . THE - HILL. 1 

School for the Daughters of Gentlemen. I 

Prw/cMs' / Mrs. ALEXANDER SEMPLE. 

rnnupau | Miss FLORENCE HACKER. 

Assisted by a large Staff. 

Premises. — Modern, own grounds. Tennis 
Court, Playing Field. Sanitation perfect. Gym- 
nasia m, Hockey, Cricket. Library. 

School Course. — Religious Knowledge, English 
Language and Literature, Latin, French, Germaii, 
History, Geography, Mathematics, Elementary 
Science, Theory of Music, Needlework. Usual 
Emms, prepared for if desired. Careful atten- 
tion given Physical Development. Opportunities 
attending Lectures, Concerts, Matinees, Picture 
Galleries, &c., London. : 

HAsiiiias-.«p. 83 . hUNSTANTON-OIM-SEA, 

Norfolk. H.D.O. Pop., 1,893 "winter. G.E. By. Location on coast between Oronier and King’s 
Lynn. Within Smiles of Sandringham, the Norfolk residence of H.M. the King. Aspect, westerly. 
Soil, chalk. Beach, sand. Climate, bracing. Water, pure and plentiful. ' , 

The Medical Officer of Health writes “ Hunstanton shares with all the East Coast watering-places ' 

a great reputation for convalescents. Apart from this, Hunstanton seems specially adapted for 
children. The rapidly-drying soil, the absolutely safe bathing, the magnificent sands for exercise 
in wet or dry weather, perfect drainage, and splendid water combine to make it an ideal place 
for them. The number of 'schools and the wonderful physical progress of weakly children bear 
testimony to these advantages” (see p. 866), 

BOYS, the glebe house. I 

PREPARATORY SCHOOL POR THE PUBLIC : 
SCHOOLS, AND FOR THE R.N. COLLEGE, I 
OSBORNE. i 

Headmaster, Mr.H.C AmBRIBGE BARBER, M.A, ' 

(late Hastings Exhibitioner of Queen’s College^ 
O'^ord). 

Tlie School Buildings stand in their own 
grounds of 7 acres, 100 feet above sea level, and 
include Gymnasium, Carpenters’ Shop, and de- 
taj'hed Sanatorium. Healthy, open-air life. 
Games and Physical Training carefully organised. 
I^arge Staff of Masters and Instructors. K umbers 
limited te 45 ; ages, 7 to 14 b No day boys are 1 
received. Illustrated Prospectus on application. , 

, GIRLS. Established i8qi. 

> RHIAHVA COLLEGE. 

Principal~~Mrs. A. J. HACKNEY, 
Assisted by Resident (German, French, English) 
and Vi!3iting Teachers. 

Receives limited number of resident pnnils. 

! Educational course developes mind and 
character, preserving and guiding individuality 
and originality. Successful preparation Public 
Examinations. 1 

Special attention Foreign Languages. 

' .Music. 

Large, detached; highest part; w'est 
aspect ; facing Sea. Library, Orchestra, Debating 

1 Society, Tennis, Hockey, Sea Bathing, Sw'edish 

1 Drill. Entire charge where parents abroad. \ 

1 Suited Anglo-Indian or delicate children. ' 

BOYS. LYDGATE HOUSE 

PREPARATORY SCHOOL, HUNSTANTON. 
Headmaster - R. A. A. BERESFORD,,M.A. 

(Pm'merhi Scholar Selwyn College^ Ca^tnhridge). 

Boys prepared from 7 to *4^ for Entrance or 
Entrance Scholarship Exams, at Public Schools 

1 and OsV»orne. 

Thoroughly wide, comprehensive School 
Course. Importance attached English gener- 
ally •, Elementary Science ; Geometry ; Geo- 
graphy (magic lantern) ; MODERN LANGUAGES. 

Carpentry, Physical Drilling, Games, Bicycle 
iEides, Photographic Expeditions, Air*Rifle Club. 

, Excellent Situation for Health on Cliffs, 
Overlooking Sea. Pure Water. Good Drainage, 
^ass-rooms, Dormitories, Bath-room, Play*roomj 
uHght, .lofty, well-ventilated, warmed. 

BOYS AND GIRLS, ' 

WESTHOLME. | 

Junior Preparatory School (ages 6 to 10^ years.) | 

Principals™ 

L. GATHORNE WILSON, M.A. (Cantab.) 
Mrs. WILSON. 

Assisted by Governess (Higher Froebel Certh 
Specially adapted for Co-ehica- 
tional Sdiool, facing Sea, overlooking private 
Playing Field. 

Combines careful Home Training with 
thorough School grounding, to bridge the gap 
from home to school life. 

Ourricuhim-.—Gciyes constant variety and pre- 
vents fatigue. Importance attached to speaking 
and writing grammatically. Pressure systemati- 
* cally avoided. Inclusive Fees. No Day Pupils. 
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HOVE. 

The Medical Officer of Health •writes The climate of Hove is singularly dry and fresh, being 
open to the bare Downs on the north, and the sea on the south. There is nearly always a good 
breeze, which in fine weather blows off the sea by day and off the Downs at night, thus preventing 
any feeling of oppressive heat or intense cold. London’s foggy days are generally fine and sunny 

suffering from overwork or too active life in a 
busy town, and as a bracing change from the 
damper climate of the south-west of England. The 
humidity of the air is as low as $0 to 60 per cent, 
in the summer ; the ground dries raindly after 
rain. Eheumatism is rare. The death returns 
show that almost half of the persons who die 
reach the age of 60, and several live to be 90.” 
BEI0HTON (p. 858). 

GIKLS. 

ST. CATHERINE’S SCHOOL 

FOE GIELS, 

HEEEFOED HOUSE, EATON EOiD. 

/ Miss TURNER. 

Principals - | WALTON. 

Girls receive a sound education on modem 
lines without over-pressure. Pupils over x 6 pre- 
pared for Public Examinations. 

Boys admitted to the Preparatory Depart- 
ment. 

Special and rapid methods of teaching English 
to Foreigners, Entire charge taken of children 
whose parents are abroad. Country Home on 
the Downs. Prospectus on application. 

BOYS HOLLAND HOUSE, 

CEOMWELL EOAD. 

PREPARATORY FOR PUBLIC SCHOOLS 
AEDFAVr. 

Headmaster : W. B. G. OAWOOD, M.A. 
(Keble Coll., Oxford), 

Open situation facing South, within short 
distance of Sea and Downs. 

Competent staff. Small classes. Several 
Scholarships gained recently. 

Eesident Trained Nurse. Sanatorium separate 
from School. Sanitary arrangements perfect. 
Supervision and Coaohiag in Games. Cadet Corps, 
Gymnastics, Swimming, Carpenters’ Shop. 

Arrangements made for boys whose parents are 
abroad. 

GIRLS. ADDISCONIBE COLLEGE, 

26, WILBXJEY EOAD. 

Principals'— 

Hiss C ADW ALL ADEE (Ladies' CoU,, Cheltenham). 
Miss MAESL AND (Newnham Coll., Oamh.). 

Miss L. E. CADWALLADEE, B.A. (Lend. Univ.), 
Affords Gentlemen’s Daughters high-class, 
modern Education. Individual physical, mental 
capacities studied. Curriculum: Comprehen- 
sive, includes Eeligious Knowledge (Church of 
England). French, German (resident Foreign 
Teachers). Highly qualified Assistants 

and Visiting Masters, Orchestra. Premises . — 
Commodious, detached. Sanitation perfect. 
Glose to vSea, healthiest part. Playing Field.— 
Tennis, Cricket, &c. Gymnasium, Biding, Swim- 
ming, Cycling. 

BOSS. 

WADHANI HOUSE/ 

BEEPAEATOEY SCHOOL FOE SONS OF 
GENTLEMEN. 

A limited number received for Public Schools, 
Osborne, &c. Usual subjects. Thorough ground- 
ing. Individual attention through small classes. 

MOBEBATE PEES. 

School situated best part Hove. 100 yards 
from beach. Playground. Boys attend Sussex 
County Ground for Cricket, Football. Sea- 
bathing under strict supervision. Gymnasium 
twice weekly. Principal's wife personally suiter- 
vises domestic aiTangements. Shooting. 

Eoome large, well-ventilated. Sanitation per- 
fect. Entire charge if parents abroad. Ilhistrated 
prospectus on application. 

HOYLAKE. 

The Medical Officer of Health writes : — “ Situated 
facing the sea, at the extreme point of the 
Wirral Peninsula. Sub-soil sandy. Eainfall 
average zj ins. Very equable temperature—* ; 
Climate is excellent for convalescents, for grow^ : 
ing boys and girls *, the air is bracing and very 
pme.” Sunshine, sgoS, i,s6a hours. 

■ams. . 

SHREWSBURY HOUSE 
SCHOOL, 

BEHNSWIOK PLAGE. 

Principals - - The Misses NORMAN. 

Assisted by fully qualified Staff of Eesident 
English, French, and German Mistresses and 
Msiting Masters. 

Thorough and comprehensive education. All 
English subjects, with Mathematics, Science, 
French, German (special attention 'to conversa- 
tion), Latin,, Drawing, Sketching from Nature, 
Cookery, and Dressmaking. Outdoor Games a 
special feature. Swimming, Biding, and Driving 
Lessons. Continental tours arranged during 
vacations. Special arrangements made for 
pupils from India and Colonies. 

BOYS. ■ 

KINQSIVIEAD SCHOOL. 

Principal > - A, T. WATTS, M.A.. B.Sc. 
Assisted by J. H. Watts, E.A., H. Watts, M.A., 
and others. 

Private Boarding School. Limited number 
Day Boys received. 

The training develops an intelligent sound men- i 
tal conception, and manly Christian character. 
Curriculum.— BeviptuTe, Latin, Conversational 
French, Mathematics, Elementary Science, 
Greek, German, and all usual English Subjects. 
Usual Examinations prepared for. 

Situation.— On Sea Coast. School House in 
own Grounds. Playing Field, si acres. Foot- 
ball, iSto. Sea Bathing. Drill. 

Household arrangements under Lady-Matron. 
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HASTINGS. 

Mild winter climate. Compares favourably with 
many southern Continental resorts- Summer 
here is cool, to the surprise of strangers, who 
expect the contrary. Aspect, temperature, soil 
and shy combine to make Hastings a home of 
safety and comfort for weakened constitutions 
desirous of avoiding severe weather. Climate 
decidedly conducive to recovery from attacks of 
bronchitis and catarrh ; many cases of phthisis 
do well on the breezy heights all the year round. 
Sunshine, xgoS, 1,887 hours (see pp. 841, 877). 


GIRLS. 

BRAYBROOKE COLLEGE 

FOE GIKLS. 

Hecopiised by Board of Education. 

Pupils prepared, if desired, for Public Examina- 
tious. English, French, Mathematics, Science, 
Drawing, Brill. Senior and .Tuuior Classes. 

HOLMESDALE GAEOEHS. 
nealthiest position, high ground. Sanitation 
excellent. Well-ventilated Glass and Bed Rooms. 

I.arge Field for Tennis, Hockey, and Cricket. 

Principal « - Miss FOSS, 

, Assisted by Certificated Resident Governesses 
I and Visiting blasters. 'Domestic supervision of 
Lady Housekeeper, Every care to Health and 
Home Comforts. 


GIRLS. 

WELL.INQTON COLLEGE, 

3 and 4, WELLIHGTOH S^HARE and 
CASTLE HILL ROAH, HASTINGS, 
Headmistress — Miss HELBN BATHGATE. 
Assisted by a registered English and.Foreign Staff. 

Private Day School for Girls. Gymnasium, 
Kindergarten, Lecture Hall. Modern methods. 
A special feature: Modern Languages (direct 
method). 

Passes in Public Exams, last three years, 433. 
Boarding House for xa Pupils next door. 
jyotwe-Mfstms—Miss Emily L. Bathgate. 
(Inclusive of instruction in the Bay 
School), 53 to 6$ Guineas per annum. 

References to Parents and Friends in India, 
Japan, Australia, New Zealand, Cape. 

JERSEY. 

Population, 58,796. Mild climate, exceptionally 
large amount of sunshine, and luxiuiant vegeta- 
tion. Specially suitablefor delicate, strumous, or 
rickety children. The breadth and full develop- 
ment of the children in Jersey is particularly 
noticeable. Sunshine, 1908, a,oox hrs. (see^ p. 866). 


THE 

JERSEY MODERN SCHOOL. 

Principal - W. LAWRENCE CLIFT, B.A. 

Afm.— To provide at moderate cost liberal and 
practical education of high-class character, and 
modem type. Kindergarten Class special feature. 
Individual attention. French taught conversa- 
tionally, Typewriting and Shorthand, and 
Book-keeping for commercial purposes. 

Premisefi.—Extensive, south aspect, excellent 
sanitation, well lit, well-ventilated rooms. 

Sanatorium by the Sea. Playing Field. 

•Bparders receive Home Comforts, wliile the 
mild and salubrious climate is exactly suited to 
delicate children. French and Colonial pupils 
. specially provided for.. 


ILFRACOMBE. 

Air is moist and unirritating. A large average 
amount of sunshine. Range of temperature is 
comparatively small. Climate therefore favour- 
able to all forms of respiratory trouble; peculiarly 
suited to children affected with catarrh or kidney 
diseases. Thunderstorms rare. 


GIRLS. 

OXFORD PARK LADIES’ 
SCHOOL. 

Principals « Mrs. and the Misses WARE. 

Sound Modern Education. 

Careful training under Christian influence, 
with home comforts. Preparation for Camb. 
Locals, Associated Board of the R.A.M. and 
R.C.M., and other Exams., as required. List 
of successes supplied on application. Attention 
given to physical development. 

Young Children ^ carefully u'atched over, and 
entire charge taken. 

The House is most healthily situated on high 
ground, overlooking the Sea. 


ILKLEY. 

The Medical Officer of Health writes : — “ A health 
resort of high reputation due to its invigorating 
moorland air, the beauty of its scenery, and the 
purity and healing qualities of its waters. Chil- 
dren and flowmrs thrive vigorously. Ilkley is 
noted for its beautiful, high-spirited, well-grown 
children." 


GIRLS. 

ILKLEY HIGH SCHOOL. 

Principal Miss MAY, B.A. 

School work conducted on High School prin- 
ciples, especially adapted to pupils requiring 
individual attention, and is immediately under 
personal superintendence of Principal. 

Bevelopmeut of moral as well as mental facul- 
ties is the chief aim, and every endeavour made 
to combine home comforts with school life. 
School situated 500 feet above sea level, and gets 
full benefit of bracing atmosphere from the 
Moors. 

Special Games Mistress and Foreign pL-eshlent 
Mistress. 

Entire charge taken 'ichere parents abroad. 


KING’S LYNN. 

07 miles from London, G.E. Rly., 4X from Cam- 
bridge, i5i from Hunstanton. An ancient 
market town and seaport situated on the north- 
east ’'coast. The climate is a very healthy one, 

an d the rainfall average low. 

BOYS. 

KING EDWARD VII. 
GRAMMAR SCHOOL. 

Founded in Reign of Henry VfIL 
Hnder direct patronage of His Majesty the King. 
Headmaster-TheRev. W. BOYCE, M.A, 

Situation.— In »o acres of own grounds bet%veen 
King’s Lynn and Gaywood, within few miles of 
Sandringham. 

Buildings.— The finest in England, recently 
rebuilt at cost of over ^£40,000. Every modern 
appliance. 

Teaching under direct supervision of Board of 
Education. 
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tAUNCESTON. 

Pop. 4,053. L. & S.W. Ely. and G.W. Ely. A 
thriving market borough, stands on the Eiver 
Kensey, 2* miles N.N.W. of Plymouth, Golhng, 
shooting, fishing, hunting. Dartmoor air. Pic- 
turesque. Bracing climate. Educational facilities 
excellent. 

LEE-ON-THE-SOLENT. 

Situated adjacent to Lee Station, on the coast of 
Hampshire, immediately west of Stokes Bay ; on 
a peninsula between Portsmouth Harbour and 
Southampton Water, about half an hour fi'om 
Portsmouth. 

The Medical Officer of Health writes “ Lee- 
on-tbe-Solent possesses a south-west aspect, 

, a climate exhilarating and equable, dry and 
sunny, gravel soil, excellent water supply. The 
air contains properties strength-givingtogro wing 
children, and is beneficial for chest complaints.” 

GIRLS. PBMDRU OCOiVI BE. 

GIRLS’ HIGH SCHOOL & KINDERGARTEN. 
Principals *■ - The Misses SECCOMBE. 

Assisted by Highly Certified Resident and 
Visiting Staff. 

Tire School is healthily situated near Dartmoor. 
The Rooms are large, lofty, and well ventilated. 
Air healthful and bracing. 

Scbool system specially adapted to promote 
habits of thoroughness and accuracy and to 
encourage intelligent study. 

Girls prepared for various University and 
Musical E.xaminations. Outdoor games and 
exercises encouraged. Physical instruction given 
daily. 

BOYS. 

EDINBURGH HOUSE, 

LEE-ON-THE-SOLENT, HANTS. 
Inspected and recognised as efficient by the 
Board of Education. 

Principal - Mr. J. CRUICKSHANK, M.A. 

For Sons of Gentlemen, preparatory for Public 
Schools (Scholarship and Entrance), PtOVAL 
Navy, Army, &c. 

Small Classes. Individual Attention. 
School Premises—^, detached modern buildings 
connected by corridors. Very healthy surround- 
ings. S.W. aspect; gravel soil. Grounds, 4 
acres. Sanitation certified. Sanatorium, Library, 
Laboratory, Gymnasium, Boating, Cycling, Photo- 
graphy. 

LEAMINGTON. 

Medical Officer of Health says ‘ ‘ Climate equable, 
inclined to be warm in July and August. Suit- 
able for children; average rainfall for 30 years 
about 18 inches. Direction of wind generally 
westerly. Situation sheltered. Roads and pave- 
ments good. Sanitation excellent” {see p. 867). 

GIRLS. 

CLARENDON HOUSE SCHOOL. 

(Recognised.) 

PrinctnaK - f STAFFORD. 

Frmcipals - [ PI LG ROM. 

Assisted by an efficient Staff of Resident and 
Visiting English and Foreign Mistresses. 
Sound Modern Education. Pupils prepared 
for Public and Local Exams. Recent successes. 

House stands alone on high groimd in healthy 
locality, with large garden. 

Playing Field, Gymnasium, Swimming, Riding, 
Fencing. 

Arrangements those of refined home. 

Health and physical training specially con- 
sidered. 

Entire charge of Indian and Colonial Pupils. 

girls. 

ST. BONIFACE COURT. 

(LEE COLLEGE.) 

Principal - - Miss ADAMSON. 

For the Daugliters of Gentlemen. 

Pupils prepared for Public Examinations. 

School beautifully situated on Sea front, facing 
Isle of Wight. House, spacious with lofty rooms, 
well furnished. Large Hall, well lighted and 
ventilated for indoor recreations. 

Special attention given to Health and Physical 
Culture. Outdoor sports include Bathing, Boat- 
ing, Tennis, Croquet, Basket-ball, Cycling, and 
Swimming. 

Climate specially suitable for Indian and 
Colonial children. Entire charge taken. 

LEI0ESTEIt-.«ep.83S. LITTLEHAMPTON p. 868). 

The Medical Officer of Health writes : — “ On the South Coast. The town is quite open to the south 
and south-west, and the air is well known to possess invigorating and restorative qualities of a 
very high order. Sanitation on the most approved modern principles. Water pure and supply con- 
stant. Excellent bathing facilities from a wide expanse of fine sand. The health-giving Downs, which 
give protection from the north and north-east winds, afford ample opportunities for outdoor exercise.” 

BOYS. << ROSEMEAD.” 

Principal— E. A. HOLLINGBERY 

(Rugby School and St. John’s College., Oxford). 

Boys thoroughly grounded and prepared for 
Public Schools and Royal Navy. 

House stands in own grounds (about s acres) 
within easy reach of Sea. Private Gricket and 
Football Field and Gymnasium. 

Sanitation perfect. Sea Bathing, Cricket, Foot- 
ball, Gymnastics, &c. 

Mrs. Hollingbery personally superintends 
domestic arrangements. 

Entire charge where Parents abroad. 
Illustrated Prospectus on Application. 

GIRLS. FELLEW hcuse. 

SCHOOL FOR GIRLS, 

Principal - Mrs. BRAITHWAITE ARNETT 

Assisted by first-class Visiting Professors 
and Resident Mistresses. 

The House stands in its own Grounds, and 
there is a Playing Field attached, A High-class 
School in every way. The aim of the Principal 
is to give her Pupils a thoroughly good Modern 
Education, combined with careful Social and 
Moral Training, and the advantages of a Refined 
Home. 

Entire charge taken of Colonial Boarders. 
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Schools within ten miles of Charing Cross. 
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page 
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CLISSOLD PARK . . . 

Modern School . . . 

T. Si .White 

. 810 

if 

li ' 

CROUCH HILL .... 

Durham House . . . 

Miss K. E. Thompson, B.A. . . . 

. 810 

;| 

CROYDON 

Oxford House . . . 

A. E. P, Voules 

. 823 

ii 1 

j EALING 

School f^r the Deaf 


. 810 j 

- EARUS COURT., . . • 

StrathaHan House . . 

Mile. Dessaint 

. 811 

i; HARROW-ON-THE-HILL 

Orley Farm School . . 

fG. B. I. Hopkins, M.A. \ 

IH. C. Broadrick, M.A. / * ' * 

. 830 

‘ ' 1 111 

HARROW-ON-THE-HILL 

Southlands .... 

Mrs. Semple and Miss Hacker . . 

. 830 

1' fi 

HIQHGATE 

King’s House School . 

Miss Lear and Miss Cock . . . 

. 810 

i> |- 

HiaHOATE 

Grove House School 

A. E. C. Dick'nson, M.A., LL.D, . 

. 810 

' 

HIGHBURY PARK. , . 

Highbury Park School. 

W. A. Ingram, L.A, 

. 810 


- : /'NEW BARNET .... 

Norman Court . . 

H. Walker, M.A 

. 811 

,, 

NORWOOD ..... 

(Convent of the Faithful! 
t Virgin j 

[ Gudula Wirz . 

. 811 

H 1 

OLD SOUTHGATE . . . 

Old Southgate School . 

Miss Boyer- Brown and Miss Ansell 

. 811 


SOUTH KENSINGTON . 

Logans ..... 

Miss Nimm ) ana Miss Tothili . . 

. 811 

ii 

WIMBLEDON . . . . 

Coilegiata School . . 

H. F. Redman, B.A 

. 840 


WINCHMORE HILL . • 

Avondale Ladies’ School 

Mrs. Hendley and Miss Cobhett 

. 848 


WOODSIDE PARK . . . 

Holmwjod . . . . 

Miss Chignell 

. 811 


LOWESTOFT. 

Has the disthiction of being the most easterly town of Great Britain. It has long enjoyed a great 
reputation as one of the leading health resorts, the climate being in aguiljcently bracing. Amongst 
its many and varied attractions are two promenade piers, one of which overlooks the e.xceptionaHy 
fine harbour and yacht basin ; the Club House adjoining the latter is the headquarters of the 
Royal Norfolk and Suffolk Yaclit Club. Exceptional facilities exist for both fresh and salt water 
angling and yachting. Oulton Broad (in Broadland) is only z miles distant. There is a golf 
course (9 holes) at the southern end of the town. The water supply is pure and constant and the 
drainage system is modern. Sunshine (1908), 1,703 hrs. Estimated population (1909) 36,542. 
Death-rate per 1,000 pop, (190S), 13*2. Means of access: G.E. Ely., 117^2 miles from London, 
hours by e.xpre.ss train (see p. 863 ). 

BOYS. ^ ^ GIRLS. 

UOWESTOFT COLLEGE, GUNTON CLIFF SCHOOL, 

NORTH LOWESTOFT. 

Headmaker - Rev. JOHN CLEOG, B.A, HIGH-CLASS SCHOOL FOR GIRLS. 

Principal and Headmistress — 

Xocatioft,—- College House stands 150 feet above JflCiss MARY KIDNER, Assoc, of Trin. Coll., Loud, 
sea level in the most healthy and bracing part (Pianist), 

of Lowestoft, overlooking the North Sea. Healthy. Best part. Facing Sea 

Sanitary arrangements have been submitted -^iSnl^Fn^^^lfsh'^iib 

to the te.t o£ the Municipal Authorities. 

ObjeeU.— To furnish liberal education, princi- Art, Needlework, Calisthenics. SpecialLties . — 
pally of a modern character, but provision is Piano, French, and Needlework. Little boys 
made for Boys whose parents wish them to received as Boarders. Terms arranged for 
proceed to the Universities. Foreign Pupils, 

Ail games under eupervlsion. Mwidual care and delicate 


GiRis. easthouivi£ school 

FOR GIRLS. 

Principal - - Miss E. E. SMITH. 

Assisted by Resident and Visiting Mistresses. 

To combine comfortable home, thoroughness 
in studies, industrious habits, and high standard 
of conduct. 

i^iCkool Course.— Vsno.} English subjects, Mathe- 
j matics, French, Latin, Drawing, Class Singing, 

1 Calisthenics, Needlework. Optiomil — Instru- 
mental Music, Painting, German, Gymnastics, 
Dancing, Swimming. 

Preparation for Examinations if desired. 

Private pupils received for Music, Art, <fec. 

Premiil^es. —Large ; healthily situated. Sea 
, viewa ‘ Certificated sanitation. 

Gflurdeu, Tennis, Croquet, Hockey, &c. 


CLAIRE HOUSE SCHOOL 

FOR GIRLS, 

NORTH PARADE, LOWESTOFT, 

Miss HERON {Cert. High. Camb.), 

Mademoiselle MAURY (Dipldnu^e), 
Receive and personally supervise limited number 
of Boarders for thorough instruction, usual 
branches, high-class modern education. Pupils 
prepared, if desired, for Public Exams. English, 
French, Music, Painting, Drawing. 

Sit'uation. — Excellent. Premises well adapted 
for school purposes; Sanitation perfect, certified ; 
rooms large, overlooking Park and Sea. Tentiis 
Courts. Health and Moral Training cultivated ; 
each pupil’s abilities developed. French Conver- 
sation obligatory stated times. 
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LYTHAM. 

The Medical Officer of Health writes 8 miles 
from Blackpool, la from Preston, L. and Y. Ply, ; 
at mouth of Piver Kibble, facing due south. 
Climate mild, well sheltered, little frost ; water 
siipidy pure and abundant ; beach sandy; 
drainage modern ; front esplanade 3 miles long, 
bandstand, pier 500 ft. ; pavilions, landing-stage 
for steamers, facilities for seci-bathing. ‘Town 
of room and space and free air.’ An all-round - 
tlie-year heal th resoit. Known as ‘ leafy Lytham ’ 
in consequence of the number of trees and rich 
greenery. It is essentially a residential district 
suitable for patients affected with lung, heart, 
and rheumatic affections. Unique facilities for 
golf, 3'achtiDg, and boating.” Pop. 10,000. 


boys, lyth aivi college. 

HIGH-CLASS HOMK-SCHOOL. 

Aim.—Ta prepare Boys thoroughly for Com- 
mercial or Professional life. 

Locality, ~^\mny climate, bracing sea air. 
Specially suitable for growing boys and those 
who are liable to chest affections. 

Mecreations under supervi'Sum. — All the usual 
Games. Annual Athletic Sports in July. 

Delicate or Backward Pupils receive every 
care and individual attention. 

Entire charge taken of Pupils whose Parents 
are abroad. 

Illustrated Prospectus, <kc. 

Principal- JOHH H. WATTEKSOH, P.E.G.S. 


GIRLS. 

FAIHHAVEN HIGH SCHOOL 

(LADIES), 

Hear lYTHAM, LANCASHIKS 

(Recognised by the Board of Education)^ 
With which is incorporated a 
Conservatoire of Music. 

Principal— Miss MILLEN. 

Fine School Building in own grounds. Bracing 
position. Close to the Sea and St. Anne’s-on-Sea, 
on the mild West coast. Hockey and Tennis 
Grounds. Boarders only and the daughters of 
Colonial and Indian geiitlemen received: Staff 
of 22 Resident B. A. English, Foreign, and Music 
Mistresses, and Visiting Masters (Graduates). 
Highest English and Music successes. Parents’ 
References.— Prospectus upon Application. 


GIRLS. 

THE OOLLEOIATE SCHOOL, 

AHSBELL, near LYTHAM. 
Principals » The Misses ROBERTSHAW. 

Objects . — To combine a high-class, modern 
Education with comforts and conveniences of 
Home-Life. School Course . — English and French, 
Language and Literature, Mathematics, Science, 
Geograph History, Domestic Science, Needle- 
work, Drawing. Exams. — University Locals, 
Matriculation, Music, Art. Extra care delicate 
girls. Individual assistance backward pupils. 
Playing-Field, Gymnasium, Tennis, Riding, 
Hockey, Concerts, Lectures, Matindes, <fec. 
Fees.— 4$ to 60 gs. 

provision for Pupils from, Colonies afid 
'road. Thorough Colonial Home. 


Special pn 
Abro 


LEICESTER. 

The county town of Leicester is situated on the 
Soar, a txibutary of the Trent; az miles S. of Not- 
tin^am. Is a very healthy town, the general 
death-rate being remarkably low. 


GIRLS. 

STONEYGATE COLLEGE. 

MAWSON, B.A., Loud. 
Principals { praulein REITZ. 

Assisted by Certificated Resident, Visiting 
Mistresses. 

School Coime.— Divinity, usual English Sub- 
jects, Mathematics, Latin, French, German, 
Needlework, Drawing, Class Singing, Hygiene, 
Botany, Drill. 

Greek, Instrumental Music, Painting, 
Dancing, Calisthenics, Swedish Drill. 

Preparation for all Examinations. Studies 
carefully adapted to Pupils’ powers, overpressure 
being avoided. Specially built in 1886 in highest, 
healthiest suburb. Sanitation perfect. 

Tennis, Cricket, Hockey, Swimming. Musical 
Evenings. Botanical Excursions. 


MORECAMBE. 

The Medical Officer of Health writes “ Has a 
N.W. outlook. The winds are all more or less 
•westerly. Equable climate, never very cold, and 
good for bronchial troubles. Excellent drainage 
and water. Water and milk supplies under close 
observation.” 


GIRLS, FYLDE COLLEGE. 

(Established 1897. ) 

Princi«aU - f Miss TINKLER. 

Principals - - - I Aliss FYFFE, L.L.A. 

Assisted by Resident English, French Gover- 
nesses and Visiting Professors. 
Boarding and Day School for Girls. 

The Aim of the School is to impart a sound 
education on modern lines. Pupils are pivparftd. 
if desired, for the University Local, Music, and 
other Examinations, Careful attention is given 
to the health and general training of the pupils, 
and backward and delicate girls receive special 
care. . . 

Entire charge of Colonial and Foreign Pupils 
by special arrangement. 

NORTHWOOD. 

The Medical Officer of Health writes “ Weil- 
wooded, attractive residential place north of 
Harrow. 200-350 feet above sea level. Higher 
ground, gravel and sand subsoil. Bracing climate. 
Chosen as most healthy place around London for 
Mount Vernon Open-air Hospital.” 


GIRLS. ST. HELEN’S 

SCHOOL FOR GIRLS. 

Prmoipals-Miss ROWLAND BROWN, 

Miss D., ROWLAND BROWN, M.A. (Dublin). 

Modern Language Tripos, Cambridge. 

A Consultative Council advises the Principals. 
School Course . — On general lines, until girls’ j 
abilities and tastes decided, then individual ! 
capacities trained. Departments for training in ' 
Housewifery and Domestic Science, Music, Art, I 
Modem Languages, and Kindergarten teaching. ' 
Junior and Middle School affiliated with : 
Parents* National Educational Union. I 

Premises. — Modern, in own grounds, elevated : 
(300 ft). Grass and gravel Playing Grounds, j 
Sanitation certified. Gymnasium. Girls’ Sitting I 
Room. Fees ;£;5 o to j^7o. i 
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The Medical Officer of Health ■writes :--‘* Malvern is picturesquely situated on the eastern and western 
slopes of the range of Malvern Hills, with extensive and magnificent views on both sides. The 
Hills, which rise to an altitude of 1,400 feet, are easily accessible for delicate persons, either 
on foot or by carriage. The climate has a most beneficial effect on invalids. The houses are so 
placed as to receive more than the ordinary amount of sunshine. Weakly children, especially 
those suffering from tubercular glands or continually recurring catarrhs, in nearly all cases do 
remarkably well here. The rainfall is low, and the soil dries with remarkable rapidity. The 
water supply is bountiful and of great purity, and the sanitary state of the district generally of a 
high standard. Persons having houses to let can obtain “ Sanitary Certificates ” from the XTrban 
Council, and these are not granted unless the sanitary arrangements are thoroughly up-to-date. 
The average annual (corrected) death-rate for the past five years is as low as 9-9 per 1,000 of 
the population. Outbreaks of infectious diseases are few and quickly suppressed, as the Malvern 
Urban District Council are provided wdth every means for promptly dealing with any case that 
may arise. * No trouble or e.xpense is spared in making Malvern the ‘ Queen of Health Eesorts.’ 
Pop. 18,000 ” (see pp. 852, 870). 


BOYS. 

THE SCHOOL, MALVERN LINK. 

W. DOXTGIAS (Scholar, Keble College, Oxford}, 
Five years Assistant Master at Rossall. 

E. H. DOXFOLAS (Scholar, Eton and King’s 
College, Cambridge), 

Ten years Assistant Master at Glenalmond. 
Boys prepared for Public Schools and Navy. 

House faces South, with large Playground, 
Carpenters’ Shop, Fives Court, Boys’ Gardens, 
adjoining house. 

Excellent Cricket Field of 4 acres. 

Mr. and Mrs. W. Douglas take entire charge of 
Boys whose parents are abroad. 


s. CHERBOURG. 

Preparatory to the Public Schools and Royal 
Naval College, Osborne. 

Principal — 

ARTHTTR C. ALLEN, M.A. (Repton and New 
College, Oxford), 

Assisted by staff of Resident Masters. 

Boys received between the ages of 8 and 14. 
Arrangements can be made to take entire 
charge of Boys whose parents are abroad. 

Large Cricket Ground (9^ acres), Pavilion, 
Playground, and Gymnasium. 


boys. THE ELMS, 

COLWALL. 

Headmaster » H. D. ROSS, B.A. (Oxon), 

Preparation for Public Schools and Nam/. 

Curriculum. — ■ All usual subjects Greek, 
Latin, Additional Mathematics, French, German, 
Music, Drawing, regular Drill (Physical and 
Swedish). 

Grounds 45^ acres, 450 ft. above sea 
level and sheltered by hills. Sanitation annually 
certified. 

Playing Fields, with Pavilion, adjoin school 
buildings. Two covered Fives Courts. Well- 
fitted Gymnasium, Swimming Bath, School 
, Qiapel, Rifle Range, detached Sanatorium. 

1 Mrs. STAVBLEY personally supervises boys* 
health and comfort. 


girls. 

THE ABBEY, MALVERN WELLS 

The School consists of Senior House and Pre- 
paratory House, standing very high in large 
gi'ounds, every modern convenience and comfort. 

Strong teaching staff, every facility offered to 
elder girls who wish to specialize. 

Several open Scholarships taken by pupils. 

In the Preparatory House the special needs of 
younger girls are considered in all the details 
of management, the aim throughout being to 
make the best of the first years of school life. 

Princinals . - / JUDSON. 

principals - - { praulein DOOEZAK. 


girls. LAWNSIDE. 

HIGH-CLASS SCHOOL FOR GIRLS. 

Principals — 

Miss HARMAN and Madame ROB! NET. 

Aim — Provide sound Education based upon 
religious principles ; equip pupils fill their station 
in life with grace and dignity of gentlewomen. 

-Thoroughly comprehensive pre- 
paration; Usual Exams, optional. Dancing, Nature 
Study, Woodcarving, Photography, Cycling en- 
couraged. vStrictest Attention to Comfort, 
Health, Happiness. Premises — Detached ; 
elevation 500 ft. ; gravel soil ; perfect Sanitation, 
Ventilation. In 3$ acres. Tennis, Hockey, Cricket, 
Swimming, Riding. Entire charge during Parents' 
absence. Specml provision pupils from abroad. 

Fees, £7! ^ to ;^ios. 


boys. MALVERN 

HIGH SCHOOL FOR BOYS. 

Principal - E. W. HARRIS (Trin. Coll., Dubhn). 

This essentially M.odern School pi'ovides a 
complete course of education on the most 
approved modern methods, and thoroughly 
equips boys for a ju'ofessional or business 
career. 

Individual attention, home life, liberal diet. 

Entire charge of Foreign and Colonial Pupils 
if desired. 

Illustrated Prospectus on application to 
Principal. 


MARGATE AND CLIFTONVILLE. 

M.B. Population, 26,000. Means of access, S.E. <fe C.D. Ely. Location on JST.E. corner of coast of 
Kent, 76 miles from London, Elevation from a little above sea-level to xog feet. Water supply 
constant, from the country district of Wingham, 14 miles from Margate. Pour miles west of the 
North Foreland, Margate has a world-wide reputation for the dryness of its climate, and the 
health-giving sea breezes to which it is exposed possess exceptional qualities. 

The Medical Officer of Health writes Nearly three thousand children are sent yearly to 
Margate for their education. The chief reasons for the world-wide reputation of Margate as 
a health resort appear to be ; Its dry, bracing climate, the town is exposed to the sea breezes 
from all quarters except the west ; it has the smallest I’ainfall in England ; there is a notable 
absence of fog; the subsoil is chalk, and the roads rapidly dry even after the heaviest rain. In 
addition to a large expanse of firm, dry sands there are promenades extending along the cliffs 
and the sea-front for more than three miles, and a sheltered park in the Dane Valley. The 
above exceptional advantages combine to make Margate a specially desirable residence for gTOwing 
cMldi’en during their school days.” Sunshine ; Margate, average for 17 years, 1,617 hours. Margate 
stands on two hills separated by the Dane Valley. The East Hill district is called CLIFTONVILLE ; 
it is the highest part of the town. Hoims of sunshine (1908), 1,623 (see p. 871). 

^ GIELS" - 

HERME HOUSE SCHOOt| BRONDESBURY, 

CLIFTONVILLE (MAEGATE) CLIFTONVILLE, THANET. 

(In connection with Heath Brow School, Location.— Very healthy, on chalk soil, close 

Boxmoor, Herts). to Sea and open country. Sanitary arrangements 

T> n;, A . r. - Miss GALLOWAY 

Rev* WM, TAYLOR JONES, M.A., L.C.P. (Newuham College, Cambridge), 

Rev. EDWD. WM. TAYLOR JONES, M. A. And efficient Staff of trained and certified 

usuM eSS and own cation, based on definite Church principles, 

deUoate and SSkrd bovsTeceiveTnecial care’ at Physical, Mental, and Moral Develop- 

GreSest attS^ to EeliS MOTal and sacrificing present 

Drill Sergeant. Gymnastics. Sea Bathing. Average, 25 pupils from 6 to 19. Escort s provided. 

Boxs. MARGATE, Ciiftonvllle. “““q „ ELPH HOUSE, 

Principal: Mrs. FRANK SHEEYILL. CLIFTONVILLE, MARGATE. 

Headmaster: ‘‘HOME” SCHOOL FOE GIRLS. 

BERNARD W.y. KING, M. A. (Oxon.). Principal - - - Miss E. FINCH. 

® ’ Assisted by efficient Staff of Eesident 

PBBMBES—Detached; built for School Oofty , Mistresses and Visiting ^Professors, 

rooms); every modern convenience; Chemical Location. — On high ground, close to Sea Front 

Laboratory; Carpenters’ Shop; Bicycle Shed: and Sands. 

Dark Room (Photography). Pkemises.— Rooms large and lofty ; view of 

Boys receive sound education, and are Sea from nearly every window, 
prepared for Public Schools, Professional or School Course. — Provides comprehensive 
Commercial life. Individual instruction wherever modern education. Pupils prepared for usual 
necessary. Health specially considered. Nmne- Eimms. 

rous Bxamination Sttccesses. Outdoor Games Pupils from INDIA AND Colonies specially 
car efully planned. Playing Field ; Sea Bathing, provided for. Monthly School Magazim, 

BOYS. 

STANLEY HOUSE SCHOOL, 

CLARENDON ROAD, OLIFTONVILLE. 

Principals - - Messrs. A. E, COZENS, M.C.P., 
and W. READ, B.A. (Durham). 

Situated on high ground overlooking Dane 
Park, few minutes’ walk from Sea, sheltered from 
north and east winds. 

Large Schoolroom, numerous “Class-Rooms, 

G yrauasium , covered and open Playgrounds. 

Carpenters’ Shop, Laboratory, Dark Room, 

Tennis and Croquet Lawns, large Cricket Fields. 

Pupils prepared for Public Schools and for 
Professional and Commercial life. 

Entire charge taken of pupils whose parents 
reside abroad. 


BOYS AND GIRLS. 

ROYAL ORESCENT SCHOOL. 

. f Miss E. BIRKDALE SADD 
Principals . | ^ WALKER 

(Experienced Nurses). 

Headmaster - Mr. H. MARK WALKER. 

A School specially arranged for delicate boys 
and girls not strong enough for the ordinary 
boarding school. 

Mim.— To give a thorough modern education 
based on deftaite church principles. But health 
is the primary object. 

Premises. — Large, airy house, beautifully ; 
situated on Sea front. Private lawn, steps to 
■ sands. ■ 

Special arrangements if entire charge taken. 
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MATLOCK^ 

JPHe Medical Officer Ileaifch mites:-— *‘]Mat- 
)dcK IS tlie ‘ Gefu dt tiic Peak ’ for sqenery. Its 
nektli-rato U {jlle’iidmenally low. The district 
Ms Jieeil J, liddith resort 204 years. Its freedom 
froiti.epiuemics, purity of water, and ‘ cures’ are 
W'ld known. The season is year round ” (see 

P. 869). 


BOYS. “ST Alfeyi ftfB 

« ie&^ MAlft'OaC: 

ERNEST OWEN, M.A. 
. lAssisted by strong Staff of Masters). 

Awi, — Preparation for Publie Schools and Nav}/. 
Special attention given to Modern Languages. 

Situation . — 330 ft. above sea level. Sunny 
position, shellei'ed from north and east, with 
lovely views otdr l/cantiful valley of Derwent 
aiy,- fcVdckg, but not severe. 
Ib'^utt^^s—Massive, with double wall’s. Jrf^rgo, 
airy bedrooms. Sanitation perfect. Detached 
Sanatorium, School Chapel, School Farm, 
Gymnasium, Carpentry, Swimming. Grounds. 
—About 40 acres. Cricket (professional coach), 
Tennis and Football Grounds, Covered Play- 
ground, Fives Court, 9-hole Golf Course, Gardens. 
Conservatory 150 ft. long. Tele., to Parley Dale. 


MOESOAMBE— p. 83s. 

NEWTON ABBOT. 

The Medical Officer of Health writes: — “Pop., 
13,530. Occupies favourable location for 
inland town, miles S. of Exeter, lying 6 miles 
from Devonshire coast and little further from 
Dartmoor ; it enjoys soft, equable climate, com- 
bining pure ail’ from uplands with sea breezes, 
while it is protected from the north and east by 
the Haldon Hills, 800 feet in height. The annual 
rainfall ranges from 30 to 35 inches, an -ample 
though not excessive figure.” 


BOYS. MEWTON COLLEGE. 

Headmaster — 

B,ev. A. W. CHENHELLS, B.A., LL.D., 
Assisted by efficient Staff. 

School BniMfims include School House, Chapel, 
Library and Heading Hoom, Large Hall, Class- 
room for each Form, Laboratory, Gymnasium, 
Isolated Sanitorium, Swimming Bath, &c. 

Aiifis to provide first-class Education. 
Standard of best Public Schools maintained in 
all respects. Special coaching to candidates for 
Woolwich or Sandhurst. 

Playing Fields nearly ao acres. Cricket 
Professional. 


BOYS. BRADLEY 

HiGH SCHOOL FOR BOYS. 

HEWTOM ABBOT. 

Headmaster, AETHHE E. NEWMAK- 
HHSBANB, F.S.Sc. (londoa). 

Strong Staff. Large Class Eooms, 

Sou^’^> General Education. Special atten- 
tion Commercial Subjects. Careful individual 
teaching. Over *00 recent successes In Public 
Exams. List and Prospectus on application. 
Fees inclusive, moderate. Comfortable Home 
for Boarders. Premises in own grounds. High 
position. Rooms lofty, well ventilated. Modern 
sanitation certified. Large Playground. Field 
for Football, Cricket, and Physical Drill. 

Entire charge taken of Boys whose parents are 


HOETHWOOB-i’ce p. 835. 

PINNER. 

A farourite residential district, u}^ miles from 
London, situated at a good elevation on the 
north-western side of Harrow Vale. 


GIRLS. 

PINNER HIGH SCHOOL 

FOE GIRLS AND KINDERGARTEN, 
3 L 0 VE LANE, PIKNEE, MIDDLESEX. 

Boarding and Day School. 

Rriifcipal « » - - Misa L. CONDER, 

Country siTrroundings, easy access to London. 

Entire charge' taken of children from abroad 
—little boys under nij5>8 with their sisters if 
desired. 

A healthy home life, with first-class education, 
at moderate fees. 

Pupils prepared for all Exams. 

Resident French Governess. I>rlIKng, gym- 
nastics, outdoor games. Riding and swlFunVing. 
Good music. Visiting Masters, 


PENZANCE. 

The Medical Officer of Health writes “ Altitude, 
55 ft. The highest mean temperature in winter 
months of all Royal Meteorological Society's 
stations and most equable throughout the year,. 
Death-rate (1907), 13*962.” Sunshine (1908), 1815 
hour s (see p . 87 x). 

CHURCH OF ENGLAND 
HIGH SCHOOL FOR GIRLS. 

CLARENCE HOUSE, PEHZAHCE. 

Boarding House - - - PENALVERNE. 

Headmistress: Miss RICHARDSON, 
B.A, Hons. (London). 

Competent Certificated Staff. School Course 
provides thorough, sound, modern education. 

Two Scholarships each year after examination 
(Oxford and Cambridge Joint Board). 

Usual Examinations successfully 'prepared for. 

Limited number boarders received at 
Penalverne by Miss Eleanor Hare, late Head- 
mistress. Connected with school house by 
l^rivate path. Home life and individual require- 
ments studied. Ample opportunity and splendid 
facilities for exercise and games. Entire charge 
taken of children whose parents are abroad. 


RHYL. 

The Medical Officer of Health writes ; — “ A fir.st- 
class watering-place, having 2 miles of seaboard. 
Promenade. Well supplied in matters of 
sanitation. Rainfall below the average and a 
sunshine record one of the best in the kingdom. 
Climate dry, bracing, and sunny.” 


GIRLS. “BLENCATHRA,” 

MARINE DRIVE, RHYL. 

HOME SCHOOL FOR GIRLS. 

Principal - - » Miss ALEXANDER. 
Assisted by Resident (4) and Visiting Teachers. 

A bn— Ho give thoroughly practical Education 
and produce cultured and refined gentlewomen. 

School Course — Modern, based upon all require- 
ments for usual Exams, Special aitention to Lan- 
guages, Music, Drawing, Needlework, Physical 
Exercise ; Health of Pupils. 

Special provision for delicate or backwanl 
girls. Entire charge taken of Pupils whose 
Parents are abroad. 

Premises face Sea ; sheltered position ; Electric 
Light ; perfect Sanitation. Bathing from house. 
Playing Field (Games). 
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whitakee’s list of schools and climates. 


PLYMOUTH. 

The Medical Officer of Health writes: — “Ply- 
mouth, with Bevouport and Stonehouse, on a 
promontory which projects into Plymouth 
Sound, is separated from mainland by the 
Tamar, forming the harbour called the Hamoaze, 
around which Devonport is built, a miles N.N.W. 
of Plymouth, standing very high. The three 
: towns combine ail the attractions of an arsenal, 
a mart, and a place of pleasure, with all the 
interests of one of the most historical sites in 
the kingdom. The average yearly temperature 
is 51 degs. ; the prevailing winds are from the 
W. and S.W. Climate mild and equable ; 
abundant supply of pure soft water. Aspect 
due south. Continuous snow and severe frost 
are rarely met with. The celebrated Hoe is a 
magnificent promenade.” Sunshine (1908), 1,813 
hours p. 872). 


BOYS. 

■ PI.YIVIOUTH COLLEGE 

ANP 

IViAf^l^AIVlEAD SCHOOL; 

Headmaster ^ Rev. H. J. CHAYTOR, M.A. 

(Late Exhibitioner All Souls College, Oxford.) 
Staff of University Graduates in high honours. 
Curriculum prepares for all Army and Navy 

E. xaminations, Civil Service, and University 
Scholarships. Many Successes. 

Prenri-ses.— -Excellent Buildings, Laboratories, 
Gymnasium, Fives Court, Swimming Bath, large 
Playground. Debating, Natural History, Musical, 
Photographic Societies, Good Library. 

Headmaster's Boarding House. — Modern, in 
own grounds adjoining School. Every comfort. 
Recognised as efficient by Board of Edue ation. 

BOYS, Establishe^_^ years. 

HOE PREPARATORY SCHOOL, 

4 , $ & 6, LEIGHAM TEREACE. 

Principal 

F. R, SABERTON, B.A. (St. John’s CoU., Cam- 
bridge). Assisted by experience-d Teachers. 

Resident French Master, 
jPor Sons of Gentlemen. 

Preparatory for Public Schools and Navy. 
Usual Curriculum. German, Music. 

Junior Class (6) under Governess. Premises.— 
High elevation ; large, well- ventilated Rooms. 
Gymnasium. Domestic Arrangements under 
Mrs. Chennells and experienced Matron. 
Playing F'ieZd.--Cricket, Football, ifec. Entire 
charge where parents abroad or during holidays. 
Inclusive fees. 


GIELS. Established 1850. 

MANNAMEAD SCHOOL, 

MOORFIELD. 

Principal « - Miss DALLAS, L.L.A. (Univ. 
St. Andrews, Honours.) 

Assisted by highly-certificated Mistresses 
arid Leading Professors. 

FOR THE DAUGHTERS OF GENTLEMEN. 
Am. —To fit girls to work in home or world as 
cultured, useful women with intelligent interest 
in life. Thorough modern education without 
over-pressure. Special care young, backward, or 
delicate pupils. Usual curriculum. Specialities : 
English Literature, Modern languages. 
Healthiest suburb. Sea and moor air. 

Entire charge where parents abroad. 


RUGBY. 

Population, 22,680. A towm of Warwickshire, 83 
miles N.W. of London, L. N.W. & G.C. Rlys. 
The seat of a gi*eat public school. The modern 
drainage and supply of pure water make it one j 
of the healthiest places in England. Its educa- j 
tiona l facilities have a world-wide reputation. 
aiELS. 

RUGBY HIGH SCHOOL ! 

FOR GIRLS, 

CHURCH WALK. 

Principal - « « Miss GROOCOCSC. 
Am.— A thorough and efficient Edueation on 
High School System, combined with every home 
comfort. 

Divinity, English Language and 
Literature, Composition, usual English Subjects, 
Class-Singing, Theory of Music, Drawing, French, 
Latin, and Drill, usual Exams, prepared for. 
Great attention pupils’ Health ; Physical Exer- 
cises, Outdoor Games. Premises. — Detached ; 
Elevation, 360 feet; Playing Field; Library. 
Fees.— 40 to so Guineas. 

Special provision Colonial and Foreign Pupils. 

ST. ANNE’S-ON-SEA. 

The Medical Officer of Health writes : — “ The 
climate is of a medium chai’acter. It is 
built entirely on sand, and this fact, together 
with the exceptionally small rainfall it enjoys, 
gives the atmosphere a feeling of dryness, light- 

ness, and vigo ur.” 

GIRLS. 

LINDEN HURST COLLEGE. 

High-Class Boarding School for Girls. 


Charming Position on Sea Front. 


Pupils prepared for Public Examinations at 
I)areiits’ request. 

IhiYSiCAL Training a special feature. 

Fees Moderate, 

Principal - - « Miss MARK. 

Assisted by Certificated Governesses and Vi.sitiug 
Masters. 

References on application. 


ST. LAWRENCE. 

Situated in the most favoured position 
healthy Thanet, Ramsgate possesses natural 
advantages which have made it the most 
delightful holiday and residential resort on the 
Kentish coast. St. Lawrence is now included in 
the municipal boro ugh {see p. 873). 


BOYS. 

ST. LAWRENCE COULEGE. 

A Church of England Public School on slope of 
Hill, facing south : Sea on three sides ; x6o acres, 
Steam Laundry, Swimming Bath, Gymnasium; 
Carpenters’ and Metal Workshops; Classical, 
Modern Science and Army sides. 

Junior School kept entirely separate. 

Headmaster - - Rev. C. C. SHERWOOD, M.A, 
Council— 

President— l. E. WL Deacon, Esq., J.P., D.L. 
Rt. Hon. Lord Kinnaird, Sir John Kennaway, 
Bishops of Durham, Liverpool, Sodor and 
Man, Dean of Canterbury, &e., &c. 

^Tees ;^75. Junior School, -^65. 


Whitaker’s almanack, 1910 . 



RAMSGATE. 

The Medical Officer of Health Tj^rites : — ** The climate of Kamsgate is sciuable, invigorating, and 
bracing, unmai’red by sudden change. In the summer the sun’s rays are deliciously tempered by 
cool sea breezes. Fogs are practically unknown. The average annual rainfall for the last 5 years 
is 20*96 inches. The amount of bright sunshine in 1908 was 1,8x4 hrs. During the last 5 years 
there have been altogether 9,040 hrs. of bright sunshine, giving an annual average of 1,808 hrs. and 
5 mins., and a daily average of almost exactly 5 hrs. 

The Archbishop of Canterbury, speaking at Bamsgate on January 28th, 1907, said : — “ He felt 
that England owed to Kamsgate a considerable debt, for there were scattered throughout the 
land a large number of people \vho owed their good health to the holidays they were able to spend 


year by year at Eamsgate, and who were 
their labours for another year. He congratu- 
lated them upon being among those who were able 
to confer so large a benefit on their country” 

(seep.Bjz)- 


strengthened by its splendid air to continue 


BOYS. 

ST. LAWRENCE COLLEGES 

A Church of England Public School on slope of 
Hill, facing south : Sea on three sides ; 160 acres. 
Steam Laundry, Swimming Bath, Gymnasium; 
Carpenters’ and Metal Workshops; Classical, 
Modern Science and Army sides. 

Junior School kept entirely separate. 

Headmaster - - Eev. C. C. SHERWOOD, M.A. 

Council-^ 

President — J. F. W. Beacon, Esq., J.P., D.L. 
Rt. Hon. Lord Kinnaird, Sir John Kennaway, 
Bishops of Durham, Liverpool, Sodor and 
Man, Dean op Canterbury, &c., &c. 

Fees Junior School, £65. 


ABERDEEN HOUSE SCHOOL. 

Tj fRev. GEO, SIMMERS, M.A, 

Principals ^ SIMMERS, B.A. 

Pupils are prepared for Public Schools, Uni- 
versity and Professional Exams., and Commercial 
careers. Special attention to religious instruc- 
tion and morals. Course of instruction 
includes English Classics and Mathematics, 
with Bookkeeping, .French, and German, 
Sanitary arrangements perfect. Premises.— 
Specially designed. Household arrangements 
combine home care and comforts with discipline 
and school studies. Delicate and backward 
boys individually studied. Due attention paid to 
all outdoor games. Drill, gymnastics, swim- 
ming, carpentering, &c. Indian, Colonial, and 
foreign pupils by special arrangement. 


BOYS, RAMSGATE COLLEGE. 

Established 1885. 

FOR RESIDENTIAL PUPILS ONLY. 

Proprietor and Headmaster: 

EDWYN A. BRAUND. 

Objeet — A thorough Professional and Com- 
mercial Education. School Course. — Latin, 
Modern Languages (speciality), Drawing, Drill- 
ing, Mathematics, Music, Shorthand, Type- 
writing, Practical Book-keeping, Commercial 
Correspondence, and usual English Subjects. 
Prcm^aeg.“-Standing in own grounds, nearly 20 
acres. Most salubrious spot on Kentish Coast. 
Outdoor Games. Sea-bathing, <fec. Delicate, 
backward, Colonial, and Foreign Pupils receive 
home-like care and attention. Pupils from abroad 
met at Dover. Fees moderate and inclusive. 


GIRLS. TOWNLEY HOUSE. 

(Established 60 years.) 

V>rmcir^nU ~ - / FOWLER. 

Principals | ROBERTS, 

Chiefly for Daughters of Professional Men at 
Moderate Fees. 

Ourriculum includes all subjects necessary for 
principal Examinations. 

Particular attention to backward pupils. 
School Premises in own grounds, 30 rooms. 
Sanitation periodically certified. 

Games, Cycling, Hockey, Tennis, Croquet, 
Sea-Bathing. 

Entire charge of children whose parents are 
abroad. 


GIRLS. STANLEY HOUSE, 

VALE ROAD, 

'(Established igoo.) 

Principal • Miss THEOBALD. Mus. Bac., N.Y. 
Assisted by Resident and Visiting Teachers. 
Modern Education (Church of England princi- 
ples) for Daughters of Gentlemen (5-16). 

Exceptional successes in i\rusic. Extra 
(optional) subjects: Piano, Violin, Drawing, 
Painting, Dancing, All Exams prepared for. 

Specially built. IModern. Sanitation certified. 
S. aspect. Elevation 150 feet. 

Dome.st!C arrangement.s under Partner. 

Little Boy.s (5-10) received. 

Special ])rovision delicate, backward pupils. 
Entire charge ‘parents abroad. 


RUGBY-s^c. p. 839. 

ST. ANNE’S-ON-SEA—.'fc p. 839. 
ST. LAWRENCE— 839. 


SEE 


HOLIDAY & HEALTH 
RESORTS 


IN 


Whitaker’S Almanack 


Information relating to Climate, Residential 
Attractions, and Educational Facilities, a 
reliable preliminary guide for Anglo-Indians, 
Colonials, and Foreign Visitors. 
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ST. LEON ARDS-ON-SEA. 

St. Leonards is a modem and more bracing 
extension to tbe west of Hastings . The advan- 
tages of its climate have brought to the district 
many prominent residents, and have led to the 
establishment of a large number of private 
schools and convalescent institutions. The sea 
front is one of the finest marine promenades in 
the kingdom. Every facility for indoor and 
outdoor amusements and recreations (see 
pp. 83a, 877). 

SALTBURN-ON-SEA. 

Saltburn stands on cliff 150 ft. above the sea. 
The sands, clean and firm, are misurpassed. 
Water supply ample and perfect. Town well 
sewered. Air bracing. Rainfall about za ins. 
per annum. Sporting golf links. 

GIRLS. the TOWERS- 

HIGH-CLASS BOARDING SCHOOL 

FOB GIRLS. 

/Miss HAYCRAFT, 
Principals - - | Miss 0 ERRAND. 

Strong Resident English and Foreign Staff 
(degreed and trained), Visiting Masters, and 
Mistresses. Successful preparation for all Uni- 
versity and best Musical Examinations. 
Special Features. — Music, Languages, Art, 
Dressmaking, Handicrafts, Games, Swimming 
(Bath 75 feet, sea-water). 

Long experience with Indian, Colonial, and 
Continental Pupils. 

Most successful with delicate Girls. 

Terms moderate and inclusive. 

Illustrated Prospectus on application. 

GIRLS. WINCHESTER HOUSE 
SCHOOL. 

» THE HiaHLANDS,” ST. LEONARDS-OH-SEA. 
Principal « - Miss AGNES BOOTH. 

7 Resident Mistresses. 

High-class Boarding School for Daughters 
OP Gentlemen. 

-“All-round Education to develop Mind, 
Body, Character. CwHculum.—Compveh.en^ 
sive and practical : every opportunity for 
specialising given to elder pupils. Examinations 
prepared for. Premises. — Modern, in 3 acres 
gi'ounds, elevated situation (gravel), electric light, 
sanitation certified. Gymnasium. 5 acres for 
Games and Outdoor Amusements. Sea-Bathing, 
Riding, Cycling. Fees.—l^Tom£ 6 o a year. Fntire 
charge taken of Po 7 'eign and Colonial Pupils. 

WHERE TO STAY IN THE 
HOLIDAYS. 

GIRLS. « FERMAIN,” 

Hollington Park, 5t. Leonards=on«Sea. 

Home School fob Daughters op Gentlemen. 
Principals — 

Eisa PEAT and Eraulein G. A. STAMMBACH. 

Usual Course of Education— Indiyidxml atten- 
tion regarding Health. Studies: Languages, 
Music, Singing, Painting Specialities. 

Preparation for Exams, if Desired. 
School House in one acre grounds, a8o feet above 
Sea. Healthy and bracing situation. Sanitation 
certified. Tennis Courts, Croquet Lawn, Gym- 
nasium, Bathing, Swimming, Riding. Domestic 
arrangements nnder Principal’s personal direc- 
tion. Special attention Delicate Children and 
those from India and Colonies. 

SEE 

THE HOLIDAY GUIDE 

IN ALL EDITIONS 

OF 

Whitaker’S Almanack 

FOR 

Hotels, Hydros, Boarding Houses, Apart- 
ments, Nursing Homes, House Agents, 
Furnishing Removers, Livery Stables, 
Motor Garages, Laundries, (&c., &c. 

SEAFORD. 

Population, 4,300. On tlie Sussex Coast, 58 miles from London, between Brighton and Eastbourne. 
L.B. & S.C. Ely. Climate of Seaford is equable, but bracing for south coast health resort. Never 
very cold in winter, and summer heat always tempered hy cool sea breeze, so that hottest days in 
summer are not relaxing. The climate is dry, rainfall being small and, owing to chalky sub-soil, 
quickly absorbed. There is a large amount of sunshine enjoyed, and nothing to intercept it. ‘ 

BOYS. NEWLANDS, 

SEAFORD, SUSSEX. 

Mr. WILLIAM A. WHEELER, B.A. 

(Kehle College, Oxford), 

Mr. J. M. HAY GRANT, B.A. 

{Emmanuel College, Cambridge), 

With Assistant Masters, prepare BOYS (8-X4) 
for Public Schools and Royal Navy. 

Usual Course of Instruction.— Scripture, 
English, French, Latin, Greek or German, and 
Mathematics. 

Playing Field (4 acres). Boys’ Games carefully 
organised. Drilling, Boxing, Dancing. 

Miss B. Wheeler takes special and personal care 
of the health and comfort of the boys. 

GIRLS. SOUTHLANDS, 

SEAFORD, SUSSEX. 

FIRST-CLASS SCHOOL FOR GENTLEMEN’S 
DAUGHTERS. 

Principal— Miss PANNETT, L.L.A. (Honours). 
Assisted by large staff. 

The School provides a liberal, cultured edu- 
cation, THOROUGHLY MODERN in scope and 
methods, with individual training in all essen- 
tials. Health conditions carefully studied. 

Premtsea— Modern, on Sussex Downs, above 
Sea. 3 acres grounds. Sanitation certified. 
Games, Gardening, Cycling, Riding, Sea-Bathing. 

Illustrated Prospectus and List of Examination 
successes on application. 

References to parents of present pupils. 
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SHERINGHAM, 

The Medical Officer of Health writes “ Situated 
on North Norfolk coast. Climate bracing, low 
rainfall, absence of fog, sandy soil. Excellent 
golf links (i8 holes), recreation pronnd, bathing. 
The amount of sunshine is distinctly above the 
average. ” ; \ . 

I BOYS. THE HAZARD, 

SHEEINGHAM. 

E. A. EHBEEHILL, M.A. Oxon. 

Boys prepared for Entrance and Scholarship 
Examinations at Public Schools, also for Osborne. 
The School Course includes all the usual subjects 
and is adapted for boys 7 to 14. 

The House is situated on East Cliff over- 
looking Sea, in its own grounds. Modern 
Drainage. Good Water. Eifle Shooting, Cycling. 
Organised Games every afternoon. Carpentering. 
Large playing field. Mrs. Underhill is a cer- 
tificated Hospital Nurse. 


SKEGNESS. 

On the Lincolnshire coast. Population, 3,744. 
Highly recommended by medical faculty eape* I 
cially for children requiring keen, invigorating 
air ami dry atmosphere. Fine stretches of broad, 
clean sand. Sanitation and water supply most 
effective. x8-hole golf course. Sunshine (1908), 
1,630 hours . 

QIRLS. BRYTHWEISI. 

HIGH SCHOOL FOR GIRLS. 
Principals - Misses A. and K. ROBINSON. 

(Registered tender Col. B.) 

Situated within three minutes’ walk of Sea, in 
quiet part of Skegness. Modern sanitary arrange- 
ments. 

Pupils receive instruction in all branches of 
English (Scripture, History, Geography, Grammar, 
Elocution), Literature, IModern Languages, 
Arithmetic, IHatheinatics, Science, Shorthand, 
Drawing, Singing, Music, Needlework, and can 
be prepared, if desired, for the higher Examina- 
tions. Healthysjjorts of all kinds are encouraged. 
Recreation Ground zYz acres. 

Colonial and Foreign Pupils received by 
I arrangement. 

SOUTHBOURNE-on-SEA 

At eastern extremity of Christchurch Bay. Is 
much more expo.sed and more bracing than 
Bournemouth, of which it is a modern eastern 
extension. The air is free from all contamina- 
tion by smoke. Equable climate, much sunshine, 

m oderate rainfall (see p. 876). 

.. .GIRLS.' 

ST. CUTHBERT'S SCHOOL. 

Principals— 

Misa WILLIAMSON and Miss ROBERTS. 

Buildings comprise two Houses, Senior and 
Junior, accommodating 40 Boarders, standing in 
10 acres of beautiful grounds overlooking Sea. 
Good Playing Field. 

The education aims at general culture, physical 
and social. Special attention given to English, 
Modem Languages, Music. School Orchestra. 
Deportment. Opportunity of attending good 
concerts. 

Efficient staff, including resident Foreign 
Mistresses, Trained Physical Mistress. London 
Professors attend for 2 ilus!c and Lectures. 


SOUTHAMPTON. 

County borough. Pop. estimated 117,312. 
L. & S.W. Ely, London, 73 m. 

The Medical Officer of Health writes : — “ South- 
ampton enjoys one of the mildest climates in 
the ’British Isles, the mean temperature during 
the ten years i8g8’-3[907 being s*'4 degrees. 
Mean of maximum temperature in air, ten years 
(1898-1907), 58*5 ; mean of minimum, 44*2. The 
waimth of the climate is probably due to the 
nature of the soil and the contiguity of the New 
Forest to the south-west of the town, across 
which the prevailing winds blow. The average 
rainfall is 30 '6 inches, the number of rainy days 
being low. Southampton is also favoured in the 
matter of sunshine, the annual average duration 
of sunshine being 1,703 hours.” Sunshine (1908), 
1,787 hours (see p. 876). 

BOYS. HARTLEY 

UNIVERSITY COLLEQE. 

Principal : S. W. RICHARDSON, D.Sc. (Loud.), 
M.A. (Gamb.). 

Students are prepared for the Degrees of the 
London University, for Scholarships at Oxford 
ami Cambridge, for the Medical^ Engineering, 
and Teaching Professions, and for tlie Civil 
Service. 

The College is affiliated to Oxford and Cam- 
bridge, and recognised by the Royal Colleges of 
Physicians and Surgeons. 

■Women Students reside in Hostels. 

Men Students reside in registered loagings. 

Prospectuses may be obtained from the 
Registrar. 


GiuLs. NEW COLLEGE, 

■WESTWOOD AND BROOKVALE ROADS, 
FOR THE DAUGHTERS OF GENTLEMEN. 
Principal, Miss ALLNTJTT, Ox. Hon. Sch. Classics. 
Assisted by fully-qualified Staff. 

The School (established 1892) aims to develop 
Intellectual and Physical Faculties to enable 
pupils to continue education after leaving school. 
Usual Examinations prepared for. Electric 
Light. Sanitation perfect. 

Careful attention to health. Physical training 
important feature. Outdoor games. 

Children of parents residing abroad received 
whole year^ special terms. 

Highest repebexces. 

GIRLS. ^ ^ ■' 

PEMBROKE HOUSE SCHOOL 

(POLYGON ROAD), 

Director of Education— 

Mrs. WYCLIFFE VATTGHAN, 
Efficient Teaching Staff. 

School Course provides an Education for Gilds 
thorough in every branch, adapted for modern 
requirements. 

Subjects .'—Religious Knowledge and 

Church History, English in its various branches, 
Latin, Mathematics, Modern Languages, Science, 
Music, Art, Needlework, Dancing, Drilling, 
Gymnastics, Swimming. 

Special attention paid pliysical development. 
House aiTangements, those of well-ordered home. 
Well-being and happiness of pupils studied. 


WmTAKBE*S ALMANACK, 1910 . 


WHITAKER'S LIST OF SCHOOLS AKD CLIMATES, S43. 


SOUTHEND-ON-SEA. 

The Medical Officer of Health -writes The 
climate of Southend-on-Sea (which includes 
Westcliff - on - Sea) is dry, sunny, and -mildly 
bracing. Estimated population, 6x,ooo. Annual 
rainfall low, averaging about 20 inches per annum. 
Water supply excellent. Streets open and planted 
with trees.’' Sunshine (1:908), 1,727 hours. 

SOUTH MOLTON. 

The Medical Officer of Health -writss Tlie 
district is hilly, the climate bracing. The 
geologiCid formations are millstone grits and 
sandstones. Rainfall about 40 inches. Old 
people, those returning from the tropics, and 
children do well in this climate.” 

GIRLS. SOUTHEND COLLEGE. 

Principal - Miss HELEN E, MAEDE O’MEARA. 

HOME SCHOOL FOR THE DAUGHTERS 
’ . OF GENTLEMEN. 

Six Resident Mistresses and Visiting Professors. 

.Sb/iuoZ >S)A9i?ew/.---To teach girls to become good 
and gentle women, fitted for the varied duties 
of life. Covers work (and play) necessary every 
age, 3 to 19 years. 

LTone^c.—CIose Stations and Sea. Contains well- 
ventilated Class-rooms, Sitting-rooms, Bed- 
rooms ( 16), Large Lecture Hall, Gymnasium. 

Recreation. — Cycling, Tennis, Hockey, Cricket, 
Croquet, Badminton, Archery, Swimming. 

WEST BUCKLAND SCHOOL. 

Headmaster - Rev. E. C. HARRIES, M.A. 

SlAueL— -Founded in 1858 by the late Earl 
Fortescue and Prebendai-y Brereton. A Public 
School for Professional and Middle-class people. 
Moderate Fees. 

Aims.— To prepare Boys for Professional and 
Commercial careers. 

S{tuatmi.~-^BnUrely rural, elevation 650 ft. 
Most healthy. 

BmZdinsr.— Suitably adapted for 120 Boys 
(ISOarders). 

At/i?efries.-^Encouraged. ao Acres. Officers' 
Training Corps. 

India and Colonies. — ^Boys met. Entire charge 
undertaken. 

SOUTHPORT. 

The Medical Officer of Health writes Southport is by its character as a modern ‘ Garden City ’ 
eminently suited §,s a place for schools. AH its houses, detached or semi-detached, have their 
own gardens. Its soil is sandy, clean, and dry. The streets are broad, well kept, and planted 
on each side with trees. The air, generally from the sea, is clean, pure, and of even temperature. 
The water supply is a public one, excellent in quality and quantity. The air of Southport is very 
mild, dry, and also equable. In the height of summer it is not unduly hot, but it is pre-eminently 
a winter resort, and has almost a model atmosphere for kidney complaints and bronchial 
affections.” 

Health Statistics, &c.— -Climate, mild, breezy, bracing ; recommended for delicate children ; coo] 
summer; mild winter. Aspect, west. Sunshine (1908), 1,549 hours. Water supply constant and 
of highest purity. Sanitation, perfect. Soil, sand (see p. 877). 

BOYS. 

SOUTHPORT NIODERN 
SCHOOL. 

A FIRST-CLASS BOARDING SCHOOL 
„ .FOR 'BOYS.. ■ 

In a most beautiful and healthy seaside town. 
Splendid buildings^ specially constructed for 
scholastic purposes. Hygienic arrangements 
perfect. Excellent staff, including B. A., B.Sc., <fec. 
Boys prepared for Business or Professional Life, 
and for the Uniyersities. Numerous Honours 
and Distinctions at Examinations. Physical Cul- 
ture, Games, Swimming Club, Cadet Company, 
Miniature Rifle Range, Pupils received from 
abroad. Prospectus on application. 

CaptJ. C. UNDERWOOD, A.C.P., F.R,a.S., 
Headmaster. 

GIRLS WESTCLIFF SCHOOL, 

LATHOM ROAD, 

Principal - - - . - - Miss RALFS, 
School Course. — General English subjects; 
Mathematics, Literature, French, German, Draw- 
ing, Drill, Needlework, Class-Singing, and 
optional extras. Preparation for all Examinations. 

Preparatory for Boys under 12. Separate part 
of House and Schoolrooms. 

Aandergiarfen.— xidmission from 4 years. 
Premises.— Specially built. All modern con- 
veniences. Perfect sanitation. 

Elevated, healthy, bracing. Over- 
looking Sea, 

Limited number Day PiipiLs admitted. 

First cormderatwm-~Health ; Physical and 
Moral Travtiing. 

BOYS. UNIVERSITY SCHOOL. 

Headmaster « W. HENDERSON, M.A. 

Six Resident Assistant Masters. 

Ohject. — Sound Practical Education for 
Commercial Life and Professions. 

Preparation for all Examinations. 
List of Successes and Distinctions. 

Small Classes; Teaching Staff able and ample; 
Individual atten tion. Special attention HEALTH 
and Physical Training. Drill, Games, Sports. 

Premises. — Detached, modem; sandy soil; 
Sanitation certified. Playing Field (sJI acres). 
Library, Laboratory, Carpenters’ Shop. 

Colonial and Foreign P'ii2y>‘l8 spaoially 
provided for. 

Fees.-~$o to 60 ga. inclusive. 

GIRLS. ivERSLEY. 

CAMBRIDGE ROAD, HESKETH PARH. 

Headmistress-- Miss E, M. BAVERSTOCK, 
B.So. Loud., ITniv, Loud, Teachers’ Diploma. &c. 

Resident English and Foreign Mistresses. 

Efficient Visiting Staff. 

PdMCfljfion,— Liberal. Modern methods. Em- 
braces all subjects required for jUatriculation 
(London or Victoria), Oxford and Cambridge 
Entrance Examinations. Good Mr.sic and Art. 
Special attention to Moral and Physical Training. 

Premises,— Detached. Sanitation certified. 
Gymnasium, Hockey, Riding. Tennis, Swim- 
ming, Cyoltng, Boating, Drill (open air). Back- 
waixi Pupils individually taught. Special pro- 
vision for delicate girls. Entire charge where 
parents abroad. Fees from j(S’65, 
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SPONDON. (Near DERBY). 

A village, on gravel soil, 300 ft. above sea level, 
m. from Derby, on Midland main line to 
London and Nottingham. Excellent railway 
facilities. Entirely in the country, with the 
advantages of proximity to a large town. 

SWANAGE. 

Lies close within the southera horn of a beautiful 
bay on eastern extremity of Isle of Purbeck. 
Exposure of the bay is due east. Greater part 
of shore retains its natui’al characteristics— a fine 
strip of beach backed by low cliffs of sand and 
clay. It enjoys shelter from N., S. and W. 
Climate is mild, air being pure and dry. Good 
drainage. Sea is of a brilliant blue. Trees 
flourish in abundance {see p. 876). 

BOYS. Bstablished xB6o. 

SPONDON HOUSE SCHOOL, 

SPONDON. 

E. A. PRIESTLAND, M.A. 

C. H. T. HAYMAN, B.A. 

Assisted by other Masters. 

For Sons of Gentlemen. Preparatory for 
Public Schools and Royal Navy. 

School Course. —Thorough grounding all neces- 
sary subjects. Backward boys individual atten- 
tion. Numerous successes. jPremu'es.—Detached ; 
gravel soil ; elevation 300 ft. ; 5^ acres grounds ; 
Cricket, Football Field, Private Chapel, Fives 
Courts, Gymnasium, Carpenters’ Shop, Swim- 
ming, Miniature Rifle Shooting. Boy Scouts. 
Entire charge taken Boys whose Parents abroad. 
Fees.—S^ to 75 gs. 

BOYS AND GIRLS. 

«OLDFELD/» : 

PREPARATORY FOR BOYS AND GIRLS. 

Principals - Mr. and Mrs. F. G. HICKSON, 

Boys— 6 to 14 years, prepared for ruuLic 
Schools, Navy, &c. 

Girls ~6 to 18 years, prepared for Oxford and 
Cambridge Local Exams., Science and Art 
Exams., <fec. 

Curriculum includes Swedish Drill, Dancing, 
Carpentering, Riding, Swimming, Needlework, 
Nature Study, Class Singing, &c. Usual Games. 

Great care given to cleveropment of Character. 
Special attention to Health. 

Entire charge taken of Pupils whose parents 
are ah’oad. 

SURBITON. 

The Medical 0£B.oer of Health writes: — “A 
favourite healthy Thames riverside resort, 50 to 
100 feet high. Climate is mild and e(iuable, 
specially suitable for children and those who have 
lived abroad. Extremes of temperature, wind or 
wet are rarely found. Water-supply good ; three ' 
recreation grounds, and fine golf courses.” 

GIRLS. 

SWANAGE HIGH SCHOOL. 

FOR GIRLS. 

Principals - Miss DAWSON and Miss MOORE. 

Aim.— -To develop each giid to be a healthy, 
happy woman ; able take her place at home, or 
earn her living, if necessary. 

Education. — Thorough ; on Modern High 
Schools lines, by fully (jiialifled Mistresses. 

Pupils prepared for U niversity , Music, Drawing, 

! and Needlework E.Yaminations. 

Physical Development specially studied, 
Swedish Drill daily. 

Games and w'alks carefully arranged. Sea- 
1 Bathing. 

Entire charge Pupils from abroad. 

Fees— So guineas inclusive. 

BOYS. 

SHREWSBURY HOUSE, 

SHRBITON. 

Principal— 

V. C. H. MILLARD, M.A. Cantab., F.R.G.S. 

Assisted by a strong and efficient staff, prepares 
boys, up to fifteen years of age, for the Public 
Schools, Navy, <fec. 

Founded in *873, the School has since been 
carried on with much success, maintaining its 
reputation for high tone and character. Official 
health statistics extremely satisfactory. 

Every encouragement given to games. Large 
playing field. Many Scholarships won. 1 

Health and comfort of boys prime con- 
sideration. Rifle Range, Carpenters’ Shop, (fee. 

TOTNES. 

The climate of Totnes is mild, with an average 
rainfall during the last ten years of about 40 
inches. There are seldom more than occasional 
frosts until the end of January, and little snow% 

TAPLOW. 

The Medical Officer of Health writes Taplow 
is situated on gravel soil and on an eminence 
above the Valley of the Thames. It is the centre 
of a district, the scenery of which ranks among 
the most beautiful in England. Very healthy 
district.” 

THE DHAMNIAR SCHOOL, 

TAPLOW, BUCKS. 

Half an hour from Paddington. On high 
ground. Gravel soil. 

Principal -Rev. ALFRED W . BATCHELOR, 
M.A., D.C.L., L.C.P. 

An excellent education at a moderate in- 
clusive fee. Pupils are entered for University 
Locals and College of Preceptors, for which the 
School is the centre. Gymnasium, Swimming 
Bath- Lecture Hall, Tennis Courts, Workshops, 
30 acres of Playing Fields, Bicycle Stables, 
Rifle Range, Isolated Sanatorium. Entire charge 
taken if desired. Holiday arrangements. 

GIRLS. PMahlished 1884. 

TOTNES GIRLS’ SCHOOL 

AND KINDERGARTEN. 
Principals— 

Miss MAY WINDEATT, Member of LS.M. 
Mrs. H. PINN. 

An efficient Staff of Resident and Visiting 
Mistresses. 

Thorough modern Education provided to 
equip for Teaching and Nursing Professions, 
Business, and Home Life. Pupils prepared for 
the usual Public Examinations. *50 Successes 
obtained during the last 10 years. Nature Study 
and Needlework. Healthy locality. Mild climate. 
Boarders (10) under a Principal’s supervision. 
Library. Gymnasium. Tennis. References to 
Parents and others. 
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TOTBEIDGE WELIS-.s‘fie p. 846. 

TAVISTOCK. 

The Medical Officer of Health writes ?— “ Tavistock 
is delightfully situated on the western side of 
Dartmoor, known as the Gothic Town of the 
West, and in the valley -of the lovely River 
Tavvy, The district offers various attractions 
to sportsmen. Charming walks, moor air bracing. ‘ 
Healthy drainage, and water supply excellent. 
There is a golf course of s8 holes. Excellent 
climate, very mild, with little frost.” Tavistock 
is x^Y^. TO* north of Plymouth. There is a fine 
decorated church and some ancient churches. 
Sir Francis Drake was born here, and there is a 
statue to his memory. 


BOYS. KELLY COLLEGE. 

Founded and Endoived hy Admiral Benediotus | 
Marwood Kelley. 

Headmaster-Eev. E. I. A. EHILLIPS, M. A.,B.Sc. 
Assisted by large Competent Staff 

School Buildings situate on high ground facing 
Dartmoor, cost ;<S5o,ooo and contain all improve- 
ments required by modern school hygiene. 

Thorough, complete education, Classical 
Modern Science Sides. 

Special Foundationerships for Sons of Deceased 
Naval Officers. 

Playing Fields (10 acres), Cricket, Football, 
Golf, Gymnastics, Swimming, <fcc., Carpenters’ 
Shop, Smithy, and Cadet Corps. 

GIRLS.' ~ 

HIGH SCHOOL FOR GIRLS. 

Principal - - Miss MATTHEWS. 

Assisted by a Staff of Certificated Mistresses. 

The School Course includes instruction in 
English Grammar, Language and Literature, 
French, German, Latin, Ancient and Modern 
History, Geography, Arithmetic, Writing, Draw- 
ing, Class-Singing, Needlework, and Drill. 

Pupils’ work tested by periodical examinations. 

Where desired i)reparation for Cambridge 
Local Examination. 


GIRLS. 

Si. IVIICHAEL’S-IN-THE- 
MOOR. 

SCHOOL FOE THE DAITGHTEES OF 
GENTLEMEN. 

Headmistress - - Miss RAYMOND. 

Assisted by Staff of Certificated Teachers. 

School Course. — ^Includes all usual Subjects for 
Thorough Modern Education. Preparation 
for University Local and Music Examinations. 
Students prepared in Kindergarten Departnaent 
for National Froebel Union Examinations. 

Premises.— Ill own grounds, high elevation on 
Whitchurch Downs. 

Special attention Physical Culture (resident 
Gymnastic Mistress) and Outdoor Games. 

Entire charge taken of Indian Children. 


TORQUAY (see p. 878). 

The Medical Officer of Health writes “ Sunshine, 
equability of temperature, dryness of the air, 
and a singular absence of fogs may be regarded 
as the main characteristics of the winter climate 
of Torquay.” Sunsh ine (1908), r,797 hour.s. 

BOYS., RICHIVIOND LODGE. 

Headmaster— 

0 . W. PEIESTLEY, B.Sc., A.E.C.S. (Bond.). 
Classics and English — A. S. DODDS, M.A. 
(Hons, ftueen’s CoU., Oxon.). 

A well-known successful and efficient Prepara- 
tory School, of about 30 Boys, in the best part of 
Torquay. Sunny, airy classrooms in bracing and 
elevated situation. Only a few Boys received in 
Headmaster’s house, under the care of Mrs, 
Priestley. Well-equipped laboratories. 

Preparation for Army, Civil Service, or the 
Universities. Special opportunities for Boys 
intended for Scientific careers, Engineering, 
Mining, &c. Many previous successes. 

Colonial and Indian, PupUs received. 


WALLASEY. 

The Medical Officer of Health writes A 
rapidly-growing residential town on Cheshift 
side of mouth of Mersey. It enjoys all ad vantages 
of healthy seaside resort, air being exceptionally 
pure and bracing, hours of bright sunshine 
recorded are above average for the countiy.” Golf. 


BOYS. (Established 30 years.) 

ELLERAY PARK SCHOOL. 

Principal - - J, M. STUAET EDWAEDS, M.A, 
(Oxon.) 

Assisted by strong staff (University Graduates 
and Qualified Assistants). 

Preparatory for Public Schools and Navy (7-xs). 

School CoMrse.— Divinity, usual English Sub- 
jects, Classics, Mathematics, French. Extras . — 
Music, Drawing, Dancing, Gymnastics, Oarp®R* 
taring, Swimming. Situation.— li\ own grounds 
(ii acres), high, near Sea. Premws.-^Large, 
commodious, well warmed, ventilated, gymna- 
sium, workshop. Domestic arrangements under 
Mrs. Stuart Edwards. Extensive Cricket, Foot- 
ball Grounds. Swimming. 

Specially suitable weak, delicate hoys. 

WALMER (see DEAL, pp. 824, 861). 
Population 5,8x4. S. E. <fc C. Ely. 84 miles from 
London. It is a southward continuation of Deal. 
Select place of residence. Quiet seaside resort, 
and one of the healthiest spots on the coast of 
Kent. Climate, di^y and very bracing. Pure air. 


BOYS. BELMONT HOUSE. 

Principal - - - WALTER INQE, A.C.P, 
Preparatory for Public School, Professions, 
Banks. Special subjects. French, Mathematics. 

Build up perfect physique, train every 
activity of mind and body as foundation for 
future advancement and capability. 

Premises.— On top of hill .icar Sea, most tonic 
air possible. Sanitation pcriect. Gymna.sium, 
Carpenters’ Shop, Laboratory and Eifle Eange. 
Playing Fields (s acres). 

Gardens. — Each has his own. 

Dmimtic Arrangement.— JAT&cily under Mrs. 
Inge. ^ 

Entire charge taken of children from abroad. 
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TUNBRIDGE WELLS. 

The Medical Ofdcer of Health writes 3S miles from London. Charmingly situated in the 

neighbourhood of sylvan beauty. The climate is particularly healthy, dry, bracing, and 
invigorating, almost entirely free from fogs. The soil is chieily sandstone. Death-rate; it '7, 
Zymotic death-rate, 0*3. Excellent and abundant -water supply. Its popularity as a place of 
residence and health resort now depends, upon its situation, soil, surroundings, and climatic 
advantages, coupled with its easy accessibility to London. Sunshine (1908), 1,797 hours.” This 
inland watering-place and select residential town is situated chiefly in Kent, but partly in Sussex. 

It is a handsome town, built in an irregular manner alongside an extensive common surrounded 
by hills. The Parade (paved with pantiles in the reign of Queen Aune) consists of a colonade of 
shops. At one end of the Pantiles is the Pump Room, used for indoor entertainments, and at the 
other are the celebrated wells (see p. 877). 

boys. HURSTLEIGH. 

(Estahlished x868.) 

Principal - M. J. HONNYWILL, M.A. 

Assisted by Efficient Masters. 
Preparatory (7-13) Public Schools (Modern 
and Classical sides) and Osborne. 

Limited to 30. 

Elevation, 400 ft. Gymnasium. Carpenters’ 
Shop. All outdoor games. Billiards, &c. Handi- 
crafts. 

Fees.— too guineas yearly. 

Domestk. Arrangements. — Under Principal’s 
wife and experienced Matron. 

. Special attention delicate, backward boys. 
Entire charge parents abroad. 

GIRLS. Established x86o. 

HAMILTON HOUSE, 

TUNBRIDGE WELLS. 

(400ft. above sea level.) 

SCHOOL TOR DAUGHTERS OF GENTLEMEN. 
Miss GOLDIE. 

Miss FERGUSON, B.A. (Loud.) Hons. Eng,, 
A.R.C.M. 

Special attention to health and physical 
development. Sound general education. Excel- 
lent Music, Languages, Painting, Preparation 
Matriculation and Annual Examinations Oxford 
and Cambridge Joint Board. Two Assistant 
Mistresses hold B.A. (Loud.) degree. Tennis 
(six Coui-ts), Cricket, Hockey, Riding, Cycling, 
Swimming. Private Laundry and Sanatorium. 
Entire charge Pupils from India and Colonies. 

BOYS. Established 1846. 

ROSE HIL.I. SCHOOL., 

TUNBRIDGE WELLS. 

R C. HEATH, M.A. 

(Tonbridge School and S. John’s Coll., Camb.), 
With Assistant Masters, prepares Gentlemen’s 
Sons (7 to 1414) for Scholarships, Entrance to the 
Public Schools, and Royal Navy. 

Premises face S.W. on to Tunbridge Wells 
Common, 400 ft. above sea-level. 

Schoolrooms, Dining Hall, and Dormitories are 
large and well ventilated. Perfect Sanitation. 

Entire charge taken of Children from India 
and the Colonies. 

Gymnastics, Swimming, Sports (Riding if 
required). Spacious Gymnasium. 

GIRLS, newton house. 

Principals - Misses MELHUISH & RITCHIE. 

Situated highest, healthiest part of Tunbridge 
Wells, Sanitary arrangements guaranteed per- 
fect. Thorough ventilation. Large, lofty rooms. 

Sound modern education, English, Foreign 
Languages, Needlework. Advanced courses 
under high-class Masters by arrangement. 

Limit (15) ensures advantage, individual 
supervision, homelike family life and moral 
training. Great attention physical well being. 

Religious training on definite Church princi- 
ples utmost importance. Highest references. 
Specially recommended Anglo-Indian, Orphan, 
or Delicate Girls. 

WALLASETT"— see p. 846. 

WARMINSTER. 

The Medical Officer of Health writes “Is a breezy, 
bracing town 400 ft. above sea level. Splendid 
18 lioles golf course. IModern sanitation, excel- 
lent -w'ater supply, great educational advantages, 
girls high school, grammar school and secondary- 
school, &.C. Good motoring locality.” 

WALMER— see p. 846. 

WELLINGTON 

(SOMERSET). 

The Medical Officer of Health writes “ Urban 
district, north-west side Blackdown Hills ; River 
Tone below. Town drainage and sewerage good. 
Water supply, from triassic rocks, excellent. 
Rainfall, 32 inches. Town built on marl and 
sandstone. Climate mild, but not enervating.” 

BOYS. tORD WEYIVIOUTH’S 
GRAMMAR SCHOOL. 

Founded and Endowed A.J). 2707. 

Headittaster-W. F. BLAXTER, M.A. 

School Buildings are large and equipped with j 
every modern convenience. Most healthily 
situated in immediate neighbourhood of Wilt- 
shire Downs. 

School -Prepares for Universities, Civil 

i and Military Services, Local Examinations, the 
Professions, Mercantile Pursuits. Carpentei*s’ 
Shop. School annually examined. 

Effdmwg ett Games, especially Cricket, Root- 
ball, and Swimming, considered only dess ita- 
, portant than excellence in class-rooms. 

THE COUNTY SCHOOL. 
Headmaster-OEORQE CORNER, M.A, 

Extensive School Buildings comprise large 
Schoolroom, Class Rooms,well-fitted Laboratories, 
Lecture Rooms, Workshops. Lofty Dormitories. 

, Fire Escapes. Electric Light. 

Course of Instruction.— English, ]!lrlathematic.s, 
Languages, Science, Drawing, Commercial Sub- 
jects, Agriculture (practical instruction Chemi.s- 
try, Land Surveying, Principles of Agriculture'/, 
Engineering, Carpentry, Divinity. Pupils pre- 
pared for Universities, Civil Service, Professional, 
Mercantile, and Agricultural pursuits. 

Cricket, Football, Swimming, &e. Officers' 
Training Corps, 

Entire charge taken of Foreign and Colonial 
Pupils. 
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WATFORD. 

Tlie largest tov/n in the county of Hertfordshire, principally residential in c'naracter, is heautifully 
situated in the valley of the Colne. 17I miles from London. The town stands high upon gravel 
soil, possessing a healthy climate and bracing air ; abundant x>ure w'ater supply and modern 
drainage. There is a public library and college of science, art, music and literature, wliere 
University Extension Lectures are delivered. An excellent opeir-air bathing-place on the River 
Colne, and four recreation grounds. 

GIRLS.;::: ' , OORHAM,. 

WATPOEB, HERTS, 

HOME SCHOOL FOR OIRLS. 

^“‘ ilecognised by Board of Education [Reg. 3 (3) <& 4]. 

U' 7 ider the management of 

Miss E. H. WHISHAW, M.A. (Load.), 
With well-qualified Staff of Resident and Visit- 
ing Mistresses from London. 

Thorough Education and Preparation for ITni- 
versities. Good Music, Drawing, Languages, &c. 

Pupils receive individual care, and great 
attention Is given to training of character. 

Gravel soil, bracing air, airy class-rooms and 
dormitories, large gymnasium, three tennis- 
courts, field for games. 

BOYS. 

SHIRLEY HOUSE SCHOOL. 

Principals — 

W. R. MACKAY, M.A. (Loud.) 

R. T. CAMPBELL, B. A. (Camb.) 

Sons of Gentlemen (7-14) prepared for POBLIC 
Schools and Naty. 

Thorough Educational grounding—- Classigal, 
Mathematical, English, French, and German. 

Experienced Governess for little boys. 

School-house in own grounds (4 acres). Play- 
ing Field. Carpenters’ Shop. Large Class-rooms. 
Gymnasium. Library. Sanitation perfect. 

Regular Drill. School Games a speciality. 

Swimming Lessons optional. Rifle Range. 

Capable Matron, under Mrs. CampbelTs super- 
vision. Entire charge of pwpils from abroad. 

WESTCLIFF-ON-SEA. 

WestcHff-on-Sea is a modern extension of Southeud-on-Sea, of which it is an integral portion. It 
has developed along the top of the cliffs towards the west into a high-class residential district, 
much in favour with City men and with visitors who like a quiet resort alongside of a lively one. 
The entire combined fronts of Southend-on-Sea and Westgate-on-Sea extend for five miles, with 
four miles of promenade. 

The Medical Officer of Health writes “ Westcliff-on-Sea, in the borough of Southend-on-Sca, is 
the modem residential portion of the town. It enjoys the climatic advantages of Southend, with 
quiet, select smToundings. Its southern aspect upon gi-adualiy rising ground, equable temperature, 
protection from cold winds, remarkable amount of sunshine (on an average 4! hrs. daily through- 
out the year in 1908, and about 7 lu's. daily 011 the average in June, July and August, 1909), low 
rainfall (iS'Sp inches in xgoS), and its excellent sanitation, combine to make it an ideal place of 
residence for invalids and children.” 

BOYS. ALLEYN COURT. 

PREPARATORY FOR PUBLIC SCHOOLS AND 
ROYAL NAVAL COLLEGE, OSBORNE. 

Headmaster - - T. R. WILCOX, B.A. 

Splendid situation in own grounds, facing 
south. All sanitary arrangements certified 
perfect. Separate sanatorium. 

Competent staff of fully-qualified University 
and other Masters. 

Special attention given to outdoor life of boys 
and their sound physical development by means 
of games, drilling, gymnasium, swimming, &c. 

ALEXANDRA COLLECE FOR 
GIRLS. 

Principals : liliss E. S. BANNESTER, B. A. Lend., 
and Miss ROSE BROWN, Memb. of I.S.M. 

In highest and healthiest part of Westclifi, 
in full view of Sea. 

Premises sj^eeially adapted to school re- 
quirements. Rooms large, light, and lofty. 
Ventilation and sanitatuin excellent. 

Staff large and highly qualified. High School 
methods combined with careful individual atten- 
tion. Success in all Examinations (London 
Matriculation, Advanced Associated Board, &c.). 

Tennis, Croquet, Hockey, Riding, Swimming, 
Exceptional health record. Highest references. 
Entire charge of Foreign and Colonkil Pupils. 

GIRLS. 

ST. MARY’S CONVENT, 

MILTON ROAD. 

HIGH - CLASS DAY AMD BOARDING 
SCHOOL FOR YOUNG LADIES. 
Conducted by School Sisters of NtHre Dame, 
Trained and Certificated Teachers. 

Couree of Instruction. — All usual English 
Subjects, Modern Xjanguages, Singing, Drawing, 
Painting, Needlework, Drill. Preparation for 
usual Examinations. 

In own grounds ; highest and best 
part ; every Home Comfort. Tennis, Croquet, 
and Hockey, and other outdoor and indoor 
recreations encouraged. 

Moderate inclusive terms. 

Further particulars, apply Sister Supepaor. 

GIRLS. 

KOLIVIWOOD COLLEGE. 

Nrs. JOHN W, HOOFF and the Misses 
II* 0 'P, assisted by Resident Mistresses, receive 
liniiced number of middle class girls (5 to 17 
years), to give sound Education and Training, 
combining advantages of Prh'ATE School with 
influences of Home Life. 

School Course. — Usual English Subjects, 
Languages, Mathematics, Drawing, Elocution, 
Literature, Glass-Singing, Needlework. Pre- 
paratory Department. Usual Exams, prepared 
for ; 36s passes since 1897. 

Premises. — ^ Modem, detached, with large 
garden, high elevation. Close Sea. Sanitation 
certified. Gabies.— Tennis, Croquet, Badminton, 
Cycling, Basket Ball. 

Fees, from 30 guineas per annum.. 
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WESTGATE-OIM-SEA. 1 

Possesses bracing and clean air, well-built residences, designed for wealthy classes and flrst-class 
schools. The solid character ot the place is maintained by strict exercise of regtilations vested 
in the owners. Drainage modern, %vater supply good. Death-rate for district in *907, 9 *8. Infan- 
tile mortality X907, 88* 0 per 1000 births registered. 

GIRLS. ETHANDESVIE. 

EOR GIRLS. 

Principals—* 

The Misses K. S. and A. E. HARE. 

Assisted by a large Staff of Fully Qualified 
Resident Mistresses and Visiting Professors. 

Great attention given to the study of Modern 
Languages, Music, and Art. 

Premwes.— Perfect sanitation ; well-ventilated 
Class-rooms, Gymnasium Hall (40 ft. by 24 ft.). 

Physical Traininq on Swedish system. Aim : 
General health, all-round development, graceful 
bearing. 

Indian and Colonial Pupils specially provided 
for. 

GIRLS. WESTGATE-ON-SEA. 

ST. LEONARDS. 

EDTJCATIONAL HOME FOR GIRLS 
(BtoxB). 

Princinals 1 SUMNER, L.L.A. 

principals | iviiss A. HOWATSON. 

Ertjoatiokal Course on lines of Cambridge 
Local Exams. , modified to suit individual require- 
ments. Good Music, Art Teaching, and Modern 
Languages. 

Sunny aspect, cheerful surroundings ; good ven- 
tilation, perfect sanitation. All kinds of Games, 
outdoor a.s much as possible, l>ut indoor as well. 

Personal charge taken of children who.ye 
parents are in India and Colonie.s, and special 
provision for holiday changes. 

WEST KIRBY. 1 

The Iffedical Officer of Health writes :— ** Cheshire, 
xz m. from Liverpool. Elevation, 280 ft. As- 
pect, S.W. Climate, mild. Sunshine (i9c^), 1,561 ' 
hours. Strongly recommended for pulmonary 
complaints. Entirely residential in character. 
No fog. Average rainfall 27*10 inches. Mean 
daily range of temperature, it*i degrees. Dry 
'subsoil— sand and sandstone. Pop. 13,700.” 

WEYMOUTH. 

The Medical Officer of Health writes : — “ W eymoiitb 
climate one of most equable in Great Britain. 
Never very hot in summer. Compared with 
other health resorts in Great Britain mean maxi- 
mum is lowest on the south coast. Winter 
temperatm*e mild yet never enervating ” (see p. 
878). 

GIRLS. 

CmTON HOUSE 

HIGH-CLASS BOARDING SCHOOL FOR 
GIRLS, 

WEST KIRBY, CHESHIRE. 
Headmistress, L.L.A, St, Andrews University. 
Assisted by staff of Highly Certificated Teachers. 

Pupils are prepared for all University, Music 
and' Drawing Examinations. Many Honours and 
Distinctions have been gained by present and 
past Pupils. The house is delightfully situated, 
with views of Sea, Country, and Mountains. 
There is excellent Sea Bathing. Tennis and 
Hockey under supervision. 

GIRLS. 

WESTBOURNE SCHOOL, 

1 and 3 , GROSVENOR ROAD, WEYMOUTH. 
BOARDING AND DAY SCHOOL. 
Principal - - Miss BATT. 

Assisfce*! by Certificated Teachers and Visiting 
Professors. 

Kindergarten Class for Children under 8. 
Pupils pre[)ared for Oxford andCam bridge Locals 
and Trinity College of Music, London. 

Lessons given in Wood-Carving by Miss Batt, 
Medallist. 

Games.— Tlaying Field, Hockey, Tennis. 

WESTON-SUPER-MARE. 

The Medical Officer of Health writes : — “ Weston- 
super-Mare open to pure, invigorating breezes 
pf Atlantic Ocean. Climate equable, dry. Bracing 
Slimmer ; warm winter. Admirable for invalids 
and delicate children tbroiigiiout year. Favoui'ed 
with unusually high record of bright sunshine.” 

WINCHMORE HILL, N. 

A pretty Middlesex village rapidly developing 
suburban district, in an elevated, bracing, healthy 
•situation, alongside a beautiful wood, within 
quick and easy access of King’s Cros.s. 

Pounded 1877 . 

BOYS. ETON HURST 

with which is incorporated 
LEWINSDAL.E (Beach Road), 
PREPARATORY SCHOOL FOR SONS OF 
GENTLEMEN IN TWO DEPARTMENTS . 
(Between ages of 6 and 15). 

Mies CRUNDALL & Mr. GEO.E. WOLIEN, M.A. 

(Formerly of Stratheden, Blackheath.) 
Assisted by Efficient Staff, Masters <fc Governesses 
Prepare Boys for Public Schools (Scholar- 
ships and Entrance Examinations) and Royal 
Navy. Thorough ground work. Careful de- 
velopment by Physical Training. Gymnastics, 
Swimming, Riding, Shooting (Air Rifle), Games, 
Tennis (Senior Boys), Gardening, Carpentry. 
Entire change taken of Boys whose Parents are in 
■ India or Colonies. Indmive Tema. 

GIRLS. 

AVONDALE LADIES’ SCHOOL. 

(Recognised.) 

Principal - » « Miss B. 5 TEELE. 

Assisted by Certificated English and Foreign 
Resident Governesses and Visiting 
London Professors, 

The School affords thorough liberal education 
with refined home life. Prei)aration for all 
Examinations. 

Special training in Music ; Art. 

Situation. — In own grounds (Si acres) ; high, 
healthy elevation ; gravel soil. Large, well- 
ventilated class-rooms ; dormitories ; separate 
beds. Gymnasium. Tennis. Croquet Lawns. 
Kitchen Garden, Fields. Riding. Swimming. 
Entire charge during holidays. 
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WINDSOR. 

The Medical Officer of Health writes:--'* ^ 
soils are of gravel and brick-earth, clay and chalk. 
The climate is mild. The water supply {which is 
municipal) is constant, abundant, and of excellent 
purity. There are good public swimming baths. 
The town is a healthy one, and the death-rate 
low” (seep. 879). 

WOLVERHAMPTON. 

The Medical Officer of Health writes “ A county 
borough. Pop. 94, 179 (census 1901). Stands upon a 
gentle eminence, 13 miles N.W. of Birmingham 
and ia6 miles N.W. of London. There is a 
pleasant green country N. and W. of the town, 
which is very well supplied with facilities for 
outdoor recreations.” 

BOYS. 

ST. QEOEGE’S SCHOOI-i 

WINDSOR CASTLE. 

“ Headmaster - - G, S, FOWLER. M.A. 

A Preparatory School for the Public Schools 
and the Choir School for St. George’s Chapel, 
Windsor Castle. 

A good musical education can be given to all 
boys, and is under the supervision of Sir 'Walter 
Parratt, M.V.O., Master of the King’s Music. 

Fees ^78 per annum. For choristers they are 
reducedto ^58 and for choral scholars to £18 
per annum. 

BOYS. THE WERGS 

PREPARATORY SCHOOL, 

TETTENHALL. 

Principal « T. E. DALTON, M.A. 

Rstablished over 17 years. 

Situated in a bracing neighbourhood, one mile 
from Tettenhall and x% miles from Codsall 
Station (G.W. Railway), Sanitary arrangements 
regularly inspected and reported upon. 

The curriculum embraces all subjects neces- 
sary to qualify Boys for admission to the Fublic 
Schools, Royal Navy, &c. Excellent Cricket 
Field, Tennis, and Croquet Lawns- 

Entire charge tahe^i of Boys ivhose pa/rents 
are abroad. 

WIMBLEDON. 

The Medical Officer of Health writes : — “Estimated 
Pop. 57,000, In Surrey, 7 miles S.W. of London, 
L. & S.W. and District Rlys. Noted for its 
open, breezy common of 6z8 acres, which is 
300 ft. above sea level ; also seven well laid- 
oiit I'ecreation grounds and pleasure gardens, 
the last to be acquired being Wandle Bank 
House Estate, a well wooded estate of over nine 
acres. This was opened by Princess Louise in 
1907 and named Wandle Park. It is a healthy, 
bracing residential town partly on gravel soil. 
It is well supplied with all the essentials of a 
modern suburban district as regards amuse- 
ments, recreation, and education.” 

WOKING. 

The Medical Officer of Health writes Climate , 
of district generally is mild ; fairly bracing on 
the elevated sandy ridge which runs through the 
district and which is partly built upon and partly 
utilised as golf links. Air is dry. Subsoil of 
Bagshot sand. Rain-fall about 34 inches only. 
District sewered almost throughout. Large areas 
covered hy pine trees and nursery gardens. 
Several open commons ” (see p. 879). 

WISVIBL.EDON COLLEGIATE 
SCHOOL. 

THE RIDGWAY, WIMBLEDON COMMON, S.W, 

Recognised hy the Board of Rdv^ation, 

Heedmaster—H. FOTHERGILL REDMAN, B.A. 

The School is on gravel soil, 200 feet above sea 
level. Electric light throughout. Careful 
attention to health and comfort of young Boys. 
Gymnastics, Swimming, Sports. Thorough 
English education with French (taught conver- 
sationally), Mathematics, Science and Shorthand. 
Foreign and Colonial Pupils received. 

GIRLS. OOTTERIDGE, 

WOKING. 

RrineipaU — 

Miss ROGERS and Miss B. A, ROGERS. 

06 >ct.— Thoroughly good Teaching on Modern 
lines, work graduated according to age and 
ability, care taken to develop individual talent. 
Preparation for usual Exams. 

Aim.— -Happy and refined home-life, develop- 
ment of character, encouragement of recreation. 

-Religious Knowledge (Church of 
England), all usual English subjects, Languages, 
Literature, Science, Needlework. 

Premises.— All modern appointments for high- 
class school, gi'avel soil, near pine forests. 
Specially suitable for delicate girls. 

Fees from 85 to 90 guineas. 

WHITAKER’S PEERAGE 

BARONETAGE, 

KNIGHTAGE. AND 

COMPANIONAGE 

For 1910 

Enlarged and Improved Edition. 
Pric& Ss net. 

GIRLS. iyiAYBURY HOUSE, 

WOKING, STOREY, 
Headmistress— Miss FULLER, E.A. 

FOR GIRLS OF GOOD SOCIAL POSITION. 

.Aim— Sound, modern Education ; individuality 
studied ; lifemaodelled on Home ; fewest nossible 
restrictions. JETealf A primary importance fGames, 
Gymnastics, Hours of Work, and Diet, under 
medical advice. 

French, German, Kindergarten Resident 
Mistresses. Optiorml: Music, Singing, Dancing, 
Riding, Swimming, <fec. 

Premises— Detached ; t acre grounds ; aspect 
S.W. ; soil sandy ; Sanitation and Water Supply 
oxcellent j Electric Light ; high elevation ; Pme 
district. 

Entire charge Colonial mid Foreign Pupils. 
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WORTHING. 

A. select seaside resort, residential town, and winter haven for invalids, Worthing is arlvantageonsly 
placed ill the wide bay which sweeps away east of Selsey Bill and terminates, beyond Brighton, in 
the bold promontory of Beachy Head, X^ivided into two parts, each is served by a railway station, 
West Worthing being the most modern residential quarter. 

The Medical Officer of Health writes : — ** On South Coast, lo m. from Brighton. Background of 
South Downs affords protection from northern winds. Worthing stands high in the opinion of 
the medical profession for its genial and equable climate. The town is well built and kept very 
clean. Good drainage system and pure water. The sands are hard, smooth, and extensive, and 
the place generally is w’ell adapted to the requirements of children. The winter temperature 
compares favourably with Ventnor. ^ Mean temperature, 390S, 50*1 deg. Mean relative humidity,! 
84 per cent.” Bright sunshine (i$o8), highest in England, 1,991*3 hours (see p. 880). 


qiELS. 

CHURCH HOUSE, HEEI^E. 

SCHOOL FOB DATIGHTEBS OF GENTLEMEN. 
(Recognised,) 

Besident pupils only. Pupils whose parents 
ai’ft abroad receive special care. Entire charge 
taken. Separate cubicles. Besident Staff in- 
cludes three University Graduates, Art, French, 
German, and Games Mistresses. Visiting 
L.B.A.M., A.ll.C.M., and others. Preparation 
for Cambridge, London Matriculation, and 
Boyal Academy Examinations. Becreation and 
Lecture Hall, 35 ft. by 45 ft. Good School 
Orchestra. Gymnasium. Hockey. Tennis. 
Swimming. Biding. Exceptional health record. 
Highest references. 

Apply. PRtNOIPALS. 


GIRLS. SEABURY SCHOOL, 

WEST WOBTHING. 

FOB THE DAUGHTERS OF GENTLEMEN. 

Headmistress - » » Miss CARR. 

Pupils very successfully prepared for the 
Cambridge Local Examinations, for London 
Matriculation, and for the Musical Examina- 
tions of the Associated Board of the 11 . A. M. 
and B.C.M. 

The School Covrse includes Religious Know- 
ledge, English, French, German, Mathematics 
and Science, Kindergarten Depaitment under 
trained Froebel teacher. 

Entire charge taken oj children whose parents 
are abroad. 

Hockey, Cricket, Tennis, Swimming, Biding. 


GIRLS AND BOYS. 

STEYWE HIGH SCHOOL 
FOR GIRLS. 

STEYNE SCHOOL FOR BOYS.^ 

Both close to the Rea. Sei)arate establish- 
ments. Srnior, duNioa, and Piieparatory 
Departments. Pupil.s prepared for Oxford and 
Cambridge Locals, College of Preceptors, London 
Alatriculation, and Higher Locals. 

List of Successes Published Annualhj. 
vSports and Physical Culture a speciality. Large 
Playing Fields with Tennis Courts. In the Boys’ 
Scliool there is a Cadet Coups 60 strong (with rifle 
.shooting), anil a Carpenters’ Shop. Jllustrated 
Prospectus on application to the Principals. 

GiS' PERCY LOOGE, ' 

CHTTBCH WALK. 

FOR CHILDRENOF GENTLEMEN (4 to 16 yrs.). 

The Misses FLETCHER, assisted bjj efficient 
IMistresses, receive limited number of girls’, com- 
bining a Home-like life with advantages of Modern 
Education. To develop pupils morally 

and physically. Individual attention delicate, 
backward i)iipils. .S'cAao^ Co u/we.— English Gram- 
mar, Literature, History, Geography, Science, 
M.atheraatics, French, German, Drawing, Needle- 
work, Music, Domestic Economy. Bxams.-^ 
Oxford, Cambridge Locals ; Music. Several 
pupils gained music honours. Special attention 
Languages, Music, Art, Nature Study. 

Premises detached, Garden ; Tennis, Croquet, 
Sports, Bathing, Botany rambles. 

Fees, 45 to 70 guineas. 


WHITAKER'S SCHEDULE REGISTERS 

. OF 

BOYS* and GIRLS* SCHOOLS. 

Whitaker’s system of Schedule Begisfeers lias been established in order to 
enable Parents and Guardians,- in search of a suitable School, to ascertain all those 
particulars which cannot be contained in an advertisement in Whitaker’s 
publications. 

Two pages in each Begister are allotted to every School. The Schedules are 
most comprehensive, and the particulars are classified under five headings, viz., 
General Information^ SoJiool BuildingSy Educationy Special EeatureCy and Domestic 
Arrangements, 

Only one form of Schedule is used, consequently all essential points can be 
obtained at a glance from the Begister more quickly and easily than by reading 
through the ordinary prospectuses. 

See page 
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TEMPERATURE AT BRITISH HEALTH RESORTS. 

MEAN TeMEEEATEKE OF THE AlE AT BRITISH HEALTH RESORTS AND CHIEF TOWNS DDRIN0 THE 
YEAR ENDING SEPTEMBER, 1909, COMPARED WITH THAT OBSERVED AT IN'ICB FOR EIGHTEEN A'EAHS. 



1908. 






1909. 




Places. 

Oct. 

; Nov. ' 

Dec. 

Jan. 

Feb. 

March 

April 

May 

June 

July 

Aug. 

Sept, 

Aberdeen.— 

0 

52-4 

c. 

44'4 

40 6 

0 

37*8 

38*9 

0 

38*4 

438 

0 

489 

n 

So'7 

sS -^ 

0 ■ 

S8-S 

0 

SO '8 

Aberystwyth * 

59'* 

50-4 

44 ’4 

42-1 

41*5 

4r5 

49*1 

53*2 

53*7 

S7‘2 

58*9 

58*3 

Balmoral........ — .. 

49 '3 

41*8 

37 ‘7 

38'S 

38*7 

32:7 

40 '6 

45*4 

SO'6 

S4'4 

55*1 

49*3 

i^Bath'.. 

54 ‘5 

46'9 

41 '4 

390 

37*7 

38*2 

48*8 

52*6 

54*8 

S9’8 

61-4 

54*2 

Belfast 

S3’i 

46*6 

40*9 

40-8 

41 '7 

38*4 

46 '2 

50*4 

53*8 

S7‘S 

59*2 

53*3 

Bettws-y-Coed 

53'9 

45*9 

41*3 

40*3 

39*1 

39*8 

47'S 

SI '4 

52*8 

57 '8 

58*9 

53*1 

Bexhili 

56 'a 

47 '8 

42*0 

40*3 

38*3 

38*9 

48*4 

52*6 

55*5 

59*2 

62-5 

57*4 

Birmingham 

S3'* 

45*4 

38*7 

38-1 

37*4 

37*8 

48*4 

51*9 

53*2 

58-5 

60 '5 

53*8 

Blackpool 

53*7 

45*4 

39*9 

38*9 

37*9 

38*8 

48*5 

49*8 

527 

57'8 

57*8 

52 ‘8 

Bonraemouth 

S4'7 

47 '9 

42*2 

40*2 

38*3 

40*1 

48*9 

52*6 

55 '2 

60*4 

62*4 

56'x 

Btadford.... 

5**3 

43*7 

37'* 

36*6 

38*6 

38*8 

46 0 

49*8 

52*2 

57’4 

58-5 

52*4 

Brighton ............... 

SS'8 

47 ‘3 

41-9 

40*2 

38 -2 

39*4 

48 -2 

52*3 

55*2 

59‘8 

62-5 

57*0 

Bnxton.. 

SI-1 

42*3 

36 0 

35*3 

34*3 

3S'i 

44 '8 

48*4 

50*6 

55*3 

57*8 

SO '3 

Cambridge 

S3'9 

45’* 

38*2 

37 '3 

36*9 

39’2 

48*4 

51 *5 

S4'i 

59*8 

6o"9 

54*8 

Cardiff 

54'o 

46*3 

41 '3 

38*9 

38-2 

38*4 

48*1 

51*9 

S4'o 

S8*o 

60-4 

54*3 

Cheltenham 

S4'3 

46-6 

40 *41 

39*0 

37*8 

390 

48*9 

S3'i 

54*5 

6o'2 

6x8 

54*0 

Clacton-on-Sea 

54‘9 

46*8 

39*8 

37 '8 

38*7 

37*4 

48*1 

Si‘8 

S4’S 

6o'3 

61-3 

557 

Colwyn Bay 

56-5 

48-6 

43 '7 

41*5 

40*7 

40*0 

48*5 

S2'S 

54*8 

59*4 

8o'3 

55*0 

Cromer. 

54 '9 

45 '6 

38-7 

38*3 

37 '7 

38-8 

48*5 

51 ‘2 

53*0 

59 'o 

59*8 

54*8 

Douglas, I. of Man. 

54 '3 

47*6 

4*5 

' 41 '3 

40-3 

38*8 

46*0 

49 ‘1 

S3'2 

55*5 

57*0 

53*7 

Dublin 

55 '4 

481 

43 7 

42*7 

42 '7 

40*8 

48*6 

52*6 

5S'2 

59 '2 

60-0 

53*8 

Dundee 

51 '7 

42*6 

38*5 

37 '8 

37*8 

38*5 

44‘x 

484 

S3’i 

57*3 

58'x 

51*3 

Eastbourne.... 

54 ‘8 

48 0 

41 ‘7 

40*8 

38*4 

39*7 

47*3 

SI *7 

55*1 

59*1 

62*1 

57*1 

B'almouth 

5S'3 

51*7 

47'S 

43*9 

42*2 

41*9 

49*9 

52 '4 

54*9 

59*5 

61*9 

58*2 

B'elixstowe 

S4‘S 

46*6 

39 '7 

37'S 

38*4 

37*8 

47 '5 

5®'9 

54 ‘8 

58-9 

59*9 

55 ‘9 

Folkestone 

S4'd 

46-4 

40-2 

39*0 

36*8 

38*0 

47*8 

51*7 

54*1 

58-2 

Sx’x 

$6*2 

Glasgow 

53’4 

45*1 

40*2 

40'! 

39'8 

37*7 

46-0 

50*8 

54'3 

55*9 

57*3 

51*5 

Guerasey 

58 -o 

Sx-2 

45 '9 

44*2 

41*7 

4**7 

49‘7 

5* '8 

55*4 

58*9 

62*6 

s8*4 

Harrogate 

51 -1 

43*3 

3d‘7 

38*5 

36*0 

36*6 

46-1 

49*4 

51*8 

58*5 

58*8 

SI -8 

Hastings 

SS'8 

47 ‘3 

40*9 

39 '8 

37 '9 

389 

48*3 

S2'3 

55*1 

58-8 

62*2 

58*9 

Huddersfield 

52*8 

43'9 

38*2 

37 '8 

371 

37*1 

46-7 

So'o 

52*3 

57*8 

S9’2 

s»*s 

Hull ...... - 

53'8 

44*8 

38*6 

37*1 

37*9 

39*1 

47 ‘9 

51*4 

53*8 

58*9 

6 x’o 

54*1 

Jersey (St. Aubin’s) 

58*2 

So'S 

44'9 

42*6 

40*5 

42*5 

51*2 

S4'2 

S8'9 

597 

83*7 

S8*6 

Lincoln 

S3“3 

44*9 

37'8 

38*0 

383 

38*2 

48*4 

SI '8 

53’4 

S9‘a 

60-5 

54*0 

L’pool(BidstonObs. ) 

S3'9 

46*0 

40*4 

39'5 

38*6 

390 

48*0 

51-7 

53*4 

58*2 

58-8 

54*0 

Llandudno 

56*8 

48-4 

42*7 

— 

— 

40*0 

48*3 

S2'l 

54*0 i 

587 

59*4 

54*8 

London (West’r) ... 

55 '8 

47*6 

41*0 

39*3 

38*0 

39*5 

50 '2 

S4’i 

55 5 i 

61 *1 

83*5 

55*7 

Lowestoft 

SS'i 

46-1 

39 ‘6 

38*3 

37*2 

38*1 

47 '4 

49'7 

S3'o 

59*2 

59 *5 

54*5 

Manchester ......... 

55 'S 

45*5 

40*1 

38*4 

38*6 

39*3 

48-5 

SI '8 

537 

S8-6 1 

59*8 

53*8 

Margate ............... 

Sd'7 

47 '4 

40*4 

39*2 

38*1 

39*2 

50-1 

53*8 

SS‘2 

6o'6 

6a 'S 

57*9 

Maifborough 

52'7 

44 '3 

38*1 

38*9 

35*3 

38*5 

46-4 

SO'3 

52'S 

58-2 1 

59*1 

53*0 

Newquay 

S6‘6 

Sx'o 

47 '5 

43*9 

42*0 

41*8 

49'4 

S*'7 

54*1 

58-5 

60 -8 

56*4 

Norwich ............... 

53*6 

44*7 

38*8 

37*2 

38*7 

39’8 

48*6 

51 '9 

54*3 

598 

6x‘2 : 

54*9 

Nottingham ......... 

53‘o ' 

44’5 

38*5 

38*9 

38*5 

37 '9 

47*8 

SI '8 

54 '0 

59*1 

8o’3 

54*0 

1 Oxford 

S3'o 

46-4 

39 '3 

38*2 

38*7 

38*8 

48*9 

52*5 

54 '4 

do’i 

■ 6x-6',! 

54*4 

Penzance 

56*7 

S*'4 

48 6 

45 '5 

44'i 

43'8 

51*5 

54‘i 

58*8 

6o*9 

83*7 

58*1 

Plymouth 

Sf -9 

50*2 

4S'9 

42'S 

41*2 

41*6 ! 

50*3 

53'8 

587 

6o’2 

62*9 

i s6'2 

Poi-tsmouth 

I 5^*0 

1 48*8 

4*'7 

4o'8 

38*8 ; 

40-4 

49*8 

i S4'o, 

55’8 

61*0 

63-8 

57*3 

Scarborough 

55 '0 

46-5 

39'7 

38*2 

39*4 

39*3 

48*4 

50*5 

53*4 

58*9 

60*6 

54*5 

Scilly 

i 5^*6 

i 52-5 

1 49*6 

46-8 

45*0 

44*4 

51 ‘6 . 

S3'7 

55*5- 

59*4 

6x‘9 

57*9 

Sheffield 

53 '9 

45'4 1 

1 38-8 

38*6 

i 37 *8 

38*4 

48-3 

51 '3 

52-9 

58*4 

60 -6 

53*3 

Skegness 

53'd 

45*5 

38-6 

38*7 

1 37*3 

37*4 

' 47*5 

50*5 

53*3 

58*3 

59*3 

54*0 

Southampton 

55*3 

47*8 

41 *2 

40-0 

38*6 

40*4 

49'7 

53*8 

55*4 

6o-8 

63*2 

56 '2 

Southport 

54*4 

45 ‘4 

39*9 

38*9 

38*2 

39*1 

47*5 

50*8 

; 53*2 

58*0 

58*3 

53*4 

Southend 

SS*8 

47*1 

398 ! 

38*0 

37*4 

38*9 

50*0 

S3 '8 

54*7 

59*9 

62*4 

55*9 

Stonyhurst 

53*1 

44*2 

38*4 

37*8 

37*3 

38-0 

46-3 

49*9 

527 

S8*<5 

57*8 

52*3 

Totland Bay 

SS'8 

48*7 

4* '8 

41 '0 

38*4 

39*8 

48*0 

5* '3 

54*4 

59*3 

61*8 

S8'6 

Tunbridge Weils — 

53*9 

44'8 

38*4 

37*2 

35*7 

37 *4 

483 

5x*8 

S3'9 

59*0 

61 *4 

54*5 

Yalentia 

S<5*4 

51*0 

47*2 

45 '5 

43*7 

42*7 

49 '0 

52*9 

54*5 

58-3 

59 '8 

557 

Yentnor 

57'* 

So’3 

44*2 

42-1 

40*2 

40*8 

49 '* 

S3 3 

S5'8 

59*9 

63*4 

" 57*2 

Weymouth 

: Sd'5 

49*9 

45*1 

41*5 

39*8 

40*9 

49*1 

52*6 

55*9 

80*7 

62*9 

57*4 

Whitby 

56-1 

45*0 

38*8 

38*2 

39*0 

38*9 

47*5 

51-1 

53*7 

58-9 

6o’6 

54*7 

^Ycolacombe 

57*3 

50*5 

45 -o 

43*1 

41*3 

41*7 

49*2 

53*5 

54’8 

58-5 

6x‘8 

57*1, ^ 

Worthing 

55*6 

47*3 

41 '5 

39*4 

38-0 

39*4 

47*8 

5**1 : 

55*0 

59*4 

■':62-a'' 

56*6 

Yarmouth 

54*0 

45*7 

39 '4 

37*8 

38*9 

38*1 

47*4 

SO'i 

537 

59*4 

60*2 ■' 

55*0 

York 

53*6 

44*9 

38*2 1 

37*4 

37*7 

387 

48*0 

51 '9 

,54*1 

58*6 

60-8 

537 

Nice 

6r6 

53*8 

47*0 1 

44*5 

47*5 

50*6 

54*8 

8»*3 

68*6 

73*0 i 

73*9 

69*2 
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Amblesidh 


COKISTON 


MALVERN HILLS, 


within a few minutes of 
Malvern by rail. 


QOOD COOKING. SPACIOUS B 
DINING AND BILLIARD ROOMS. 


COMFORTABLE LOUNGE. 


Qolf Links adjoin HoteU 

, 4 MODERATE TERMa 


IWlotor Pit. 


WHJTAKBB'S ALMANACK, 1910, 


COLWALL forms an excellent centre for expeditions to all places of interest in the neighbour- 
hood, and the Hotel offers to visitors all the ease and comfort of a pleasant country house, 
with the conveniences and luxuiies of a MOBEEN HOTEL. 


SPACIOUS BEDROOMS. 


SITTING ROOMS. 


Excellent Stabling:. 

Telephone, 0196 ColwalL 


BLACKPOOL 1 .p . 
(Talbot Eoad) 1 
PLEETWOOB Steamer 
BAEROW \ „ 

(Eamsden Bk) / Train 

LAKE SIB E J 


10.30 „ 

11.45 „ 
12. 0 noon 

12.45 p.m. 


(Time allowed for Luncheon) 


(WINDERMERE)] 


am Yacht dep, 2. 0 p. m. 

, ,, arr. 3. 5 ,, 

ach dep. 3.15 „ 

„ arr. 4.40 „ 

(Time allowed for Tea) 


I Train dep. 6 

BARROW > arr. 6 

(Eamsden Bk) j Steamer dep. 1 

PLEETWOOB „ aiT. i 

BLACKPOOL ] T j 

(Talbot Road 1 ^ 

Times subject to alteration. 


in conneotion with the popular 
Fast Paddle Steamer, 


“ LADY EVELYN.” 

Every W'eekday from Whitsuntide 
to the end of September. 

THE OUTER OIROULAR TOUR 

By SEA, RAIL, LAKE, and COACH, 
Embracing 
FURNESS ABBEY, 

WINDERMERE LAKE, 

and CONISTON. 

An Unequalled Combination. 

Time is allowed for Luncheon at the 
Pavilion, Lake Side Station, Windermere, 
and for Tea at the New Pavilion, Coniston. 
Inclusive fares for the round:— 


ist Olass 3vcl CJlass 
and and 

Saloon. F. Cabin. 

From Blackpool . . 11/6 7/6 

From Fleetwood . . 10/- 6/9 


Tickets are available for a week with break 
of journey at any Station on the Circle. 

ALFREB ASLETT, 

Secretary and G eneral Manager. 
Barrow-in Turness, 1909. 


COLWALL PARK HOTEL, 


COLWALL, MALVERN. 

(Adjoining Colwall Station, G.W.R.) 

This Hotel, recently built 
and furnished throughout 
with every modern comfort, 
is delightfully situated in 
the heart of the 
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“WHERE TO 00” AND “WHERE TO STAY.” 

THE HOLIDAY GUIDE SUPPLEMENT. 

INDEX. 


Aberdeen 854 

Aberystwyth .853 

Aldershot 854 

Alton 854 

Amblesicle 854 

Aylesbury .....854 

854 


JBalcombe 854 

Barmouth 854 

....S55 


Bath.. 


Bedford 854 

Bexhill-on-Sea 856 

Birmingham 856 

Blackpool 856 

Bdgnor... 856 

Bournemouth 857 

Bridport 856 

Brighton... 858 

Bristol 853,858 

Broadstairs 859 

Bromley (Kent) 856 

Burnham ...858 

Buxton 859 

Cambridge 860 

Carlisle 859 

Cheltenham 860 

Chester 859 

Chichester .861 

Church Strettoii 860 

Clacton-on-Sea 860 

Cohvyn Bay 860 

Cromer 861 

CroAvborough 861 

Deal 861 


Derby 861 

Dorchester .....861 

Douglas (Isle of Man) .863 

Dovercourt 863 

Droitwich ..862 

Dumfries 868 

Eastboume 862 

Edinburgh 863 

Exeter .864 

Exmouth .863 

Earnborough 864 

Felixstowe 864 

Frinton-on-Sea 864 

Glasgow ..865 

Gloucester ..865 

Godaiming .......865 

Guernsey .865 

Harrogate ..866 

Haslemere ......867 

Hereford ..865 

Horsham 865 

Hunstanton .866 

Inverness ,.....,867 


ABERYSTWYTH, 

Cardigan. M.B. Pop. 8,os;^ On shores of 
Cardigan Bay. Climate: Bracing, with equable 
temperature. ; Gravelly subsoil. 


WATEELOO HYDRO HOTEB. Finest position 
on Promenade. Facing Sea. Recently enlarged. 
Accommodation, 200 guests. Complete instal- 
lation. Housing’s Electrical Baths. High 
frequency, Vibrating, Massage, Hot and Cold 
Sea- Water Baths, Golf. Tennis. Billiards. 
Garage. Terms, apply Manager. 


PAGE 

..866 


Jersey 

JLeamington 

Lewes .... 

Littleliampton ...... 

Llandrindod Wells 

Llandudno.. 

Llangollen 

Lowestoft 

Lyme Begin 

Maidenhead 

Malvern 870 

Margate .871 

Matlock .869 

Midhurst .................870 

Minehead 870 

Newquay ...871 

N orthamptou .871 

Oban .872 


..869 


Oxford 872 

Penzance 871 

Perth 871 

Peterborough 872 

Plymouth 872 

Portsmouth 873 

Ramsgate 873 

Reading 873 

Redhill 873 

Rhos-on-Sea ..874 

Ryde (Isle of Wight) 874 

St. Leonards 877 

St. Austel 874 

Salisbury 874 

Sandown (Isle of Wight) .........875 

Scarborough 875 

Seaton 875 

Sevenoaks ..875 


Shanklin (Isle of Wight) 

Sherborne 

Sidmouth 

Southampton ..... 

Southbourne 

Southport 

Southsea 

Staines... 

Swanage 

Tonbridge 

Torquay 

Truro 

Tunbridge Wells .. 

Turnberry (K.B.) . 

Ventnor (Isle of Wight) 878 

Weston-super-Mare 879 

Weymouth 878 

Windsor 879 

Woking 879 

Worcester 879 

Worthing 880 


BRISTOL. 

Noted for its ancient cathedral and other ecclesi- 
astical buildings, musical societies, parks and 
open spaces, museum, libraries, cfec. 


THE HYDRO, College Green, offers the home 
comforts and curative advantages of a 
Hydro, together with the freedom and con- 
venience of an Hotel. Electric Light. Heated 
throughout. Separate tables. Liberal catering. 
Ladies’ and Gents’ Turkish Baths. Illustrated 
Prospectus. Miss BRACKSTONE, 

Telephone, 1851. Manageress. 


Whitaker’s almanack, 1910v 
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: mmBBEN ^ : 

Aberdeensbire. Pop. 174,579. A Cathedral and 
University city. Has a fine harbour and numer- 
ous industries, including granite and fishing. 
Season : June-September. Recreatiom : Golf, 
IS holes (several courses), fishing, boating, 
cricket, tennis, &c. Sumhine : xgoS, 1,304 hours. 

THE DEESIDE HYDEOPATHIO, Murtle, near 
Aberdeen. Modern conditions for Health, 
Comfort, Convenience. Electric Light, Ele- 
vator, Heated Corridors, Electric, &c., Baths. 
Bracing Climate. Terms— Jst Nov. till 31st 
May, £2 5 s. Qd. ; 1st June till Blst Oct., 
£2 i*2s. dd. per week. I>R. STEWAET. 


ALTOW, 

Hants. U.D.C. Pop. 5,000. L. & S, W. P.y. 
RoereMions : Hunting and drag, badminton, foot- 
ball, tennis, cricket, rifle range, concerts, &c., 
in Assembly Rooms ; Blower Show in August. 


DYER & CO., 

(Archibald Nockholdt), 
AUCTIONEERS, ESTATE AGENTS, &c., 
80, High Street, 

Telephone, 7. Alton, 


ALDERSHOT, 

Hants. U.D.C. L. <& S.W. By. Pop. *7,000 (about 

S 5,ooo including the military). Clitnate .' bracing. 

oil : Sandy. Municipal gardens, recreation 
ground, Theatre. Golf (x8 holes), bunting, fish- 
ing, bowls, cricket, football, polo, hockey, 
boating, military races twice a year. 

HOUSE AGENTS. THOMAS WHITE <fe CO., 
LTD,, Auctioneers, House Agents, Valuers for 
Probate, Removal Contractors, House Fur- 
nishers, Decorators, Upholsterers, Carpet 
Warehousemen, Drapers, Hosiers, Boot Factors. 
All requisites supplied for Volunteer and 
Yeomanry Camps. Telegrams, “ Whites, 
Aldershot.’* Telephone, No. 36. 


HOUSE AND ESTATE AGENT. FRED 
BRTTTE N , Auctioneer, Valuer, Surveyor, House 
and Estate Agent. Also at Ashvale, SuiTey. 
Telegrams: “Britten, Ashvale,” and “Fred 
Britten, Aldershot.” Telephone, No. 222. 


AYLESBURY, 

Bucks. G.C., Met., G.W., and L. & N.W. Rys. 
Pop. 9,244. 5 m. from the Chiltern Hills on the N. 
side, and 40 m. from London. Recreation 
ground, bandstand, cricket (county ground), 
hunting (centre for Lord Rothschild’s stag- 
hounds), football, tennis, bowls, swimming baths. 
Museum. 


AYLESBURY STEAM LAUNDRY. This 
Laundry is noted for its high-class work. 
Under the personal supervision of the Pro- 
prietor Goods collected and delivered within 
a ten-miles radius. Telephone. P.O. 62. 

JAMBS ROBINSON, Proprietor. 


AYLESBURY MOTOR COMPANY.— Garage for 
20 Cars always open. Charging, vulcanising. 
Inspection pits and eleetinc light. Cai’S for 
hire. Sole agents for Siddelay, Humber, and 
Adams cars. Repairs a speciality. Telegrams, 
“ Motors.” Telephone, 87 P.O. 


Westmorland. U.D.C. Steamer from Lake Side 
andWindermere, coach and motor from Water- 
head Pier (x m.) and Windermere (s m.). 

WHITE LION HOTEL. Commercial and Family. 
Best centre for touring Lake District. Coaches 
leave hotel for all parts daily during the 
season. Stabling, Garage. Tariff on application. 

Mr. HARRY' BOYS, : 

Proprietor. 

Telephone, 14. Telegrams “ Boys, Ambleside.” 


AYR, • 

Ayrshire. Pop. 30,000. Means of access : Q. & 
S.W. Ry. and steamers. Corporation trams. 
Pie r: 9 00 Go lf (g holes).__ 

STATION HOTEL. For Tourists to “ The Land 
of Burns,” Burns’ Cottage (birthplace), Brig 
o’ Boon, &c. Within few minutes of seashore. 
Pleasure Steamers. Lovely Drives. Golf. 
Electric Light. Lift. Lounge. Bedrooms— 
Single, from 3/6 ; Double, from 6/6. Other 
G. S.W. Railway Co/s Hotels under same 
management at Glasgow, Dumfries, and Turn- 
berry (Ayrshire) for Golfers (Prof esSional). 
Telegrams : “ Soiiwestern.” - " ■, \ 


BALCOIVIBE, 

Sussex. Main lineL.B. & S.C. Ry. x hour from 
London. High elevation. CUmate : Bracing. 
Soil : Gravelly. Healthy residential district. 


AUCTIONEERS, SURVEYORS, LAND AND 
ESTATE AGENTS, and Valuers, Bank Cham- 
bers, Balcombe, Sussex. Extensive Register 
of Furnished and Unfurnished Residences 
throughout Surrey, Sussex, and Kent. Farms 
and Small Holdings to Let and for Sale. Build- 
ing Sites a speciality, BARNES AND BEVAN. 
Telegrams : Barnes, Balcombe. 


BARIVIOUTH, 

Merionethshixe. U.D.C. Pop. 2,500. A seaport 
and fashionable watering-place. Well adapted 
for convalescents. Golf links (9 holes). 

GLENCAIRN FIRST-CLASS BOARDING ES- 
TABLISHMENT. Charmingly situated, over- 
looking Cardigan Bay, commands unrivalled 
Sea and Mountain Views. Liberal Table. 
Homelik-e, Comfortable. Acknowledged to be 
“ The Most Comfortable Boarding House in 
Barmouth.” Terms Moderate, ac'^brding to 
season. Proprietress, Mrs. DENNIS. 


BEDFORD, 

G.B. Pop. 40,000, Midland R3^, 50 m. ; L. <fc 
N.W. Ry., 6 z}{ m. from London. Excellent 
educational facilities (public and pri^'ate}, large 
residential population. Every provision made 
for amusements. Regatta in July ; cricket week ; 
golf links (18 holes) (see p. 815). 


PRINCIPAL HOUSE AGENTS FOR BEDFORD 
AND COUNTY. Furnished and Unfurnished 
Houses to Let and for Sale. Illustrated* and 
Tabulated Registers with Map and Views post 
free. Sales every Friday and Saturday at 
Auction Rooms and Market. 

W. & H. PEACOCK, 84, High Street. 

BEDFORD SANITARY LAUNDRY. The best 
equipped and most complete Laimdiy in the 
Midlands. Every liygienic provision and the 
most approved appliances. Works, Sandhurst 
Road. Secretary, G. C. WALKER, Auctioneer 
and Estate Agent. Offices, 1, St. Panl’s Sqxiare. 
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BATH, 

Somersetshire. County Borough. Episcopal city. Pop. 50,000. Means of acceSB : X07 ni. from Pad- 
dxngton, G.W. By. ; also western main line, Midland By. Location: xi m. from Bristol, on both banks 
orBiver Avon. Elevation: 60 to 550 ft. above sea-level., Neighbourhood: Woodlmidf hills, and 
diversified country. Climate : Mild, equable, varies according to elevation and aspect. Sunshine : 
{xgdB), 1 ,740 • 3 brs. Water supply : Constant. Draiiiage : Modern. Soil : Oolithic limestones , clays and 
sands. Baths : Luxuriously appointed, with eveiy scientific application known to modern balneology. 
Mvneral imters : Hot springs, radio-active. Season : Spring and autumn periods greatest activity. 
Bath, situated in a valley, and at various levels on slopes of surrounding hills, occupies leading 
position as fashionable inland watering-place, possessing an unrivalled combination of arclueo- 
iogical, historical, social, and scenic attractions, besides the famous waters to which it owes its 
origin ; their healing virtues tried annually by 100,000 bathers. It is now a fine residential city, with 
excellent educational facilities and railway communications. Corporation own hot springs, 
Baths, and Grand Pump-Boom (a well-organised centre for musical entertainments), and 
maintain a city orchestra. Theatre Boyal, Assembly Booms (concerts and balls), Art Gallery, 
Beference Library, Boyal Literary and Scientific Institution (library, reading-room, geological 
museum), abbey church, and various old buildings. Boyal Victoria Park (50 acres, m. carriage 

drive, promenades, lawns, and plantations), Sydney Gardens (band performances, flower shows), 
recreation ground (county cricket, football, cycling), golf (iS.hoIes ; ladies, 9 holes, 3 separate clubs), 
hunting, archery, tennis, boating, angling (560 p. 814). 

BATH, THE PBEMIEB HEALTH BESOBT.— The Hot Mineral Waters, rising at a temperature 
of 120°, are administered at the completely eqxiipped and luxuriously appointed Bathing Establish- 
ment. The Hot Springs of Bath are Unrivalled for the Cure of Gout, PJieumatism, Sciatica, Diseases 
of the Skin, and other complaints. High-class Symphony and Promenade Concerts are given in the 
beautiful Concert Hall, which opens on to covered terraces overlooking the renowmed Boman 
Baths. In the same building Drawing, Beading, and Smoking Booms afford the comforts of a 
private club. Historic houses, charming scenery, golf and hunting, indoor and outdoor amuse- 
ments, provide interest for every day. Illustrated Guide post free from— 

Director, Grand Pump Boom, Bath, 

52 , PULTENEY STREET. 

PRIVATE BOARDING 
HOUSE. 

BRISTOL TRAMWAYS k CARRIAGE CO., Ltd. 

(Bath Branch): 

The Company’s 

BLUE MOTOR CABS 

are on the Public Stands, or may be obtained 
at the Depdt. 

PRIVATE TOURING CARS 

supplied for long or short periods. 

For terms apply Manager’s Office, James 
Street W., Bath. 

Telephone : 363. Telegrams : “ Cabf Bath. 

Stinny aspect* Convenient iot BatEs^ 
Pttmp Room and Siiam Castle Golf Links* 
Refined and Homelike, 

SMOKE ROOM. 

Kat. Telephone, 60 y. 

Mbs. LAWRENCE, 

Proprietress. 

PEAHOIS* HOTELS, Queen Square, Bennett 
Street and Bussell Street. The largest and 
most commodious Private Hotels in the City. 
Situated near the Baths, Victoria Park, and 
ail Places of Amusement. Electric Light. 

E. and M. PONTEB, Proprietors. 

HABBIS’ HOTEL, Queen Square. This Private 
Hotel is situated in the most pleasant and 
fashionable part of Citj”, close to Baths and 
Victoria Park ; opposite Bath and County Olub.- 
Perfect sanitation. Table d’Hote at separate 
tables. Electric Light. Excellent Cuisine. 

B. W. HABBIS, Proprietor. 

CITLLEFS PBIVATE HOTEL AHD BOABD- 
IKG HOUSE, Man vers Street. Pleasant situ- 
i ation. Close to Baths. Pump Boom, and Public 
Gardens. South Bedrooms. Front Smoking- 
room. Table d’H6te, 7 o’clock. Weekly Terms, 
30 /- to 42 /-. B,ecommended by Doctors and 
Visitors. Telephone, 752 . 

HOUSE AND ESTATE AGENTS. Illustrated 
Property Begister free. Auctioneer.^, Valuers, 

• Undertakers. Powell & Powell, im, Ohl 
Bond Street, Ba.th. Telegrams, “Po wells, 
Bath.” Telephone, No, 18 Bath. 

HOUSE AHB ESTATE AGEHTS, HOBTOH 
BBOTHEBS, A^orthgate Street, House Fur- 
nishers, House and Estate Agents (Monthly 
Begister Free), Auctioneers, Undertakers, 
Valuers. Dry Rooms for Storage, Contractors 
for Removals, Estimates free. Telegrams: 
“Furniture, Bath.” Telephone, No. 

EEMOVALS, ■ ■ W ABEHOUSIN G, GENES AL 
HOUSE FUBNISHEBB. PowRLL & Powell, 

, 18 , Old Bond Street, Bath. Paddington De- 
positories and Belgravia Depositories, London. 
Telegrams, “Deporiting, London” ; “Powells, 

, Bath.”, '■ Telephones,. ‘ No, 442 ' Paddington c 
No. 18 Bath. 1 
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BEXHiLL-OM-SEA, 

Sussex. M.B. Pop. is,Soo- Means of ctecess : 
L.B. <fe S.C. Hy., S.E. & G. Ry. On coast, s m. 
W, of Hastings. Kursaal on E. Parade. Bathing : 
Mixed. Electric trams to Hastings. A modern 
and select family summer resort. Golf course 
(i8 holes) ; Bexhill pack of harriers (see p. 8i6). 


HOUSE Am ESTATE AGENTS. 

RICHES & GRAY (Established 1885), 

21, Sea Road, 

Bexhill-on-Sea. 

Telephone, 34 Bexhill. Telegrams, “Estates, 
Bexhill.” 


HOUSE AND ESTATE AGENTS. STAINES & 
00., 7, St. Leonards Road. Agents for all 
available Furnished and Unfurnished Houses 
to be Let or Sold. Special Lists, Map, and 
Guide, gratis. Telegrams, “Property, Bex- 
hill.” Telephone 34x. 


BIRIVlINCHAIVI, 

Warmcksliire, noted for its metallic manu- 
factures and imposing public buildings, which 
include the Corinthian Town Hall, where tri- 
ennial musical festivals are held, municipal 
buildings, law courts, corporation museum and 
art, gallery. Several golf courses. Pop. 5S3»*SS 
(see p. 8 i4>. 

BIR MINGH AM. 

Imperial Hotel, 

Tm Minutes’ from Railway and Tram Termini, 
ENTIRELY REBUILT ANB REFURNISHED. 


Over 100 Handsomely Furnished Rooms. 
General and Family Coffee Rooms ; Grill Room. 
Spacious Ladies’ Drawing Rooms. Commodious 
Rooms for Sales, Meetings, Private Dinners, &c. 
Private Rooms en suite. Eairdresssing Saloon. 
Passenger Lift. Electric Light throughout. 
Motor Garage within half a minute. 
Telephone : Oextkai. 6470 aud 6471. 
fel. Address: ‘'Impkbial” or “ Acorx, Birminoham.” 


BLACKPOOL, 

Lancashire. Af.B. Pop. 62,000. Location : On 
coast. Sanshvne : *908, 1,615 hr.s. Piers: 3, 
each with distinctive features. Beach : Sands. 
Bathing : Not mixed. All usual waterside pas- 
times provided. Golf links (18 holes) (see p. 8x7). 


CLARENDON 
PRIVATE HOTEL 

EN PENSIO N. 

Sea Yiew. Electric Light. Lounge, Billiards, 
Recreation Hall, Table d’H6te (small tables). 

Near GOLF LINKS. GARAGE PIT. 
Terms from Sf* to //- per day, according 
to season. 

Tetephom: 407. 

Telegrams: “Clabenbon, Wilton Pabadb." 
Miss MABSHALL, Propriefress. 


BOQHOR, 

Sussex. IT.B.C. Pop. 6,200. L.B. S.C. Ry., 66 
ni. from London. Aspect: South. Stmshim : 
1968, i,9S9 hrs. Pier: x,ooo ft., pavilion, 

Council band. JSeacA : Smooth, firm sands. 
Bathing: Mixed. Quiet family summer resort 
and residential seaside town ; suitable winter 
climate for invalids ; theatre, assembly-rooms; 
golf (9 holes), boating, fishing, hockey, badminton 
(see p. 815). 


HURLINGHAH BOARDING HOUSE, WEST 
MANSION. Every Room has good Sea view. 
Separate Tables. Home comforts. Croquet, ,, 
Tennis, and close to Golf Links. Special 
winter terms. Arrangements can be made 
for Private Apartments. Telephone, II P.O. 
Personal supervision. ^ ^ GOOD 


AUCTIONEER, HOUSE AND ESTATE AGENT, 
Furnished and Unfurnished Houses to be Let 
and for Sale. List and Map free on application. 
Telephone, 1X3 Nat. 

DAWSON SIDDALL. 
(Opposite front entrance Station). 


“BOGNOR OBSERVER AND VISITORS’ LIST.” 
—Published on Wednesday, price One Penny, 
Circulates extensively in neighbouring villages 
and at Selsey and Bosham. A most influential 
advertising medium for the county. 


BRiDPORT, 

Dorsetshire. M.B. Pop. 5,962. 149 m. from 
London by G. W. Ry. A seaport for small vessels 
and quiet watering-place. Golf links (9 holes), 
hunting, tennis, boating, fishing. Fair : April 
and October. 


THE GREYHOUND HOTEL. Family and 
Commercial- Home Comforts- Private 
Sitting Rooms. Coffee, Luncheon, and Re- 
freshment Rooms. ’Bus le.aves this Hotel daily 
(except Sundays) for Crewkerne in connection 
with L. & S. W.R. Omnibus meets .all trains at 
Bridport Station. Nat. Telephone, 194. 

W. TRU:mp, Proprietor. 


THE BRIDPORT NEWS and Dorset, Devon, and 
)Somerset Advertiser. Established 1855. The 
recognised paper for advertisements in West 
Dorset. Politics independent. Published, 
first edition, Thursday evenings; second edition, 
Fridays, 2 p.m. Telephone, 0192. Telegrams, 
“News, Bridport.” 


BROIVILEy, 

Kent, io m. S.E. of London, on gravel and sand 
soil. Healthy district. Golf. Excellent resi- 
dential advantages. Pop. 27,358. S.E, & 0. R3". 
(see p. 8x8). ■ ~ ; ■ " 


MARGARET NURSING HOME. Medical, 
Surgical, Midwifery, Convalescent, and 
Ohronio Cases admitted. Latest Uric Acid 
Free Dietaries for Dyspeptic and Rheumatic 
Patients. Large Gardens. Gravel soiL Hall 
hour London. From guineas. Margaret 
Nurses supplied. Sistbr MARGARET. 
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I BOURNEI^ffOUTH, 

: Hants, ^ County Borough. Pop. 75,000. Means of access : L. & S.AY. By. (xoy}< 111 . from London) 
I and ili'dland Ey, Location : Extreme S.W. coast of Hants, in sheltered Mgiit between Poole Har- 
bour and Christchurch. Neighbourhood : Cliffs, pine-woods, valleys, Inxiirious growth of trees and 
shrubs. Aspect: South. Climate: Mild, equable temperature. Sunshine: 1908, 1,932 hrs. Water 
sup2Au : Constant. Drainage. : ISIodern. Soil : Sand and gravel. Fro^it : High cliffs, covered 
foliage, intersected rustic patlis, broken by deep chines. Piers: Bournemouth, 1,238 ft., bandstand, 
refreshment and news])aper kiosks ; Boscombe, 600 ft. Beach : Sandy, no currents, double tides 
render ]>athing always practicable. Bathing: Mixed. Baths: Swimming baths, Turkish and 
electric at Hydros. Excursions: Hew Forest, 15 m. ; Corfe Castle, 18 m.; Wimborim, 9 m.; 
Clnistehiireh Priory, 4 in, ; vSalisbury, 31 m. ; Stonelienge, 38 m. Steamboat excursions to 
I Swanage, Y'eymouth, Isle of Wight, Southampton, &c. Seasons: Winter and summer. Annual 
I fixtarc.'i : .Regatta, cricket week, horse show, ehiysauthemum show, tennis, golf , and croquet tourna- 
ment. '.Videly-spread town Imilt within recent yeans on a heath covered with pines, which surround 
and permeate the locality, contributing to this fashionable town’s position as a health resort, 
aromatic exhalations from pines benefiting pulmonary complaints. East Cliff (oldest residential 
((uartev) separated from West Cliff (newest portion,* more elevated) by Eiver Bourne. Town 
extended more inland through valley than along coast. Valley affords maximum protection from 


3 ])arks, provision for ali outdoor pastimes ; good educational facilities; excellent London 
: railway service, and direct eoinmiinication Midlaiids'and North. Electric tramways {see p. 817). 


S’- ' ^ f [ft " 









WOODLEICH TOWER 
Privata Hotel. 

Overlooking and 
Close to Sea, 
Gardens, Con- 
certs, 2 to 3 
Gns, inclusive 
JB(l.-res. ; 8/- to 
9/- per day. 
No Extras, 
Sejiarate 
Tables, 
Hall-floor 
Bedrooms. 
AfternoenTea 
in Gardens. 
Good Fires kept 
ui). Special diets 
catei’id, for, or 
Lunches put up. 
Miss I. C. EBE. 


CLAEENDOH MANSIONS PKIYATE HOTEL, 
Bournemouth V’est. Situated near Cliffs, Pier, 
Winter Gardens, and Golf Links. Electric 
Light in all rooiins. Excellent cuisine, Moderate 
and inclusiv^t terms. Telephone, 928. 

Personal supervision of 

PUOPEIETRKSS. 

WHITAKER*S LIST OF , 
SCHOOLS AMD CLIMATES 

See pages 808-850. 


BOURNEMOUTH. 

TOWER MANSIONS, 

GHRfSTCHURCH ROAD, 

Ideal High-class Pension, standing in its own 
Grounds on the East Cliff directly opposite 
Boscombe Chine Gardens, facing due South, with 
Sea Views. Close to Sea and Pier. Near Golf Links. 
Trams to all parts stop outside the Grounds. 
Tennis Lawn, Motor Garage, Billiard, Smoking 
and Bath Rooms, &c. Electric Light. High-class 
Cooking. French Chef. Most Liberal Menu, 
’i'he conveniences of a hotel without the expense. 

Station: Bournemouth Central. Telephone: No. 111. 

SUNNY MOOR, 

Durley Road, West Cliff. 

i SUPERIOR APARTMENTS, 

Detached House in own grounds. Sanitary 
Certificate. Close to Sea, Town, Pavilion. 

Excellent Cooking and Attendance* 

j HigMy Recommended. 

MRS. BEALE, Pro'prietress. 

lOLLIFFE, FLINT & CROSS, House and Estate 
Agents, Auctioneers and Valuers, 1, Arcade,- 
Boiu’nemouth, and at Station Corner Cham- 
bers, Parkstone, publish Illustrated Registers 
of Properties for Sale or to Let in Bournemouth, i 
New Forest, Hants, and Dorset (with Map), ' 
BYee by post. Established 1874. j 


COOPER & RIDDETT, HOUSE & ESTATE ! 
AGENTS, Auctioneers and Valuers, Bank, 
Chambers, The Square, Bournemouth. Eatab- ; 
lished 80 years. Printed Registers free on i 
application. Telephone, 127. { 
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See pp. 819, 831. 

BKIGHTOf^s 

Sussex. County Borough. Pop. 130,9216. Means 
of access : L.B. &S.C. PlJ-., 51 from London. 
Location : On coast between Newliaven and 
Worthing. Sunshine: 1908, 1,934 lirs. Front: 
4P3 ra. from Kemp Town to Hove ; marine drive 
between unbroken line of houses and esplanade 
on sea-wall, with promenade lau'ns, ornamental 
terrace-walks, % m. covered in, and bandstands. 
Piers: West Pier, 1,100 ft., pavilion; Palace 
Pier, 1,710ft., pavilion. Beach: Shingle. Bath’ 
ing : Mixed. Baths : Exceptionally well supplied 
wdth baths of every description for all classes ; 
one chalybeate spring. Seasons: Summer and 
winter. Society’s liveliest seaside rendezvous ; 
favourite resort of Londoners ; large residential 
population (including many City men), with great 
educational facilities ; noted for the number and 
importance of its private scholastic establish- 
ments. Development of the town due to salu- 
brious location, accessibility to London and 
resemblance thereto, excellent train services, 
and its enormous capacity for accommodating 
and amusing all tastes and all classes. 

THE^ KI"NG’¥~H OTEL 

“ON BRIGHTON FRONT." 

Midway between West Pier and Hove Lawns. 

Patroniised hy Royalty. 

Lounge and all Public Kooxns overlook Sea. Perfect 
Sanitiiry arrangements. Booms cleaned after each 
occupancy by own vacuum cleaner, 
PRIVATE TELEPHONE EXCHANGE. Visitors can 
.speak from oxvn rooms to any jxart of Company's System, 
ELECT RfG ELEVATOR. 

No charge for Baths, Attendance, Electric Light, or 
Valet. 

Bn Pension Terms if desired. 

Telephone: 215. Telegrams; “Monauch." 

Resident Piiopiiietor. 


MOTOR GARAGE. The Brighton and Sussex 
Motor and Carriage Works, Limited, 
Grand Hotel Garage, 13a, Cannon Place. 
Lfrrgest, oldest established. Alodern Machinery. 
Expert Staff. Clothing and general Acces- 
sories. Open and closed Cars on Hire. Michelin 
Tyres. Telephone, 847. Telegrams, “Petrol, 
Brighton.” 


LANCASTER & HARRISON, HORSE & ESTATE 
AGENTS, ATTOTIOISrEERS AND VALTTERS, 
lllA, Western Road, Brighton, and 78, Park 
Street, Horsham. Register of the best Fur- 
nished or Unfurnished Properties to be Let or 
Sold in Brighton, Hove, and District, free on 
api>lication. 


THE “BRIGHTON HERALD" is a popular 
paper, published every Saturday. 10 pages Id. 
The Complete Local News of the week. Social, 
Musical, Dramatic. Best paper for “ Wants,” 
&c. Ofhee : Princes Place, Brighton. 


BmOHTOR 

CAMBRIDGE HOUSE. 

APARTMENTS. 

REGENCY SQ UARE. 

This old-established and most comfortable 
H!GH=CLASS APARTMENT liOGSE 
is close to West Pier and King’s Ilcaid, 
Electric Light throughoui. 

GOOD COOKING AND ATTENDANCE. 

Bath Rooms. Perfect Sanitation. 

Nat. Tel. : 5830. Apply PiioiMiT.S’i'nfCss. 


[ 


1 


BRISTOL. 

On the Avon, an old and important seaport ; a i 
prosperous and lively modern mercantile city ; | 
has a good system of electric tramways, and is : 
a convenient centre for excursions by railway or I 
on the River Avon. .Noted for its ecclesiastical I 
buildings, musical societies, parks, niiiseuir., j 
libraries, &c. Golf. Pop. 375,000. ztyi m. from | 
London (G. W. Ry.) {see p. 822). j 


BRISTOL TRAMWAYS & CARRIAGE CO., Ltd. 

supply 

Carriages of all Descriptions, 

including 

MOTOR CABS 

AND 

PRIVATE TOURING CARS, 


Address communications, The Manager, Tram- 
ways Centre, Bristol. 

Telephone: 335. Telegrams: Cat,” Bristol. 


ESTATE AGENTS. AY. HUGHES SONS, 3S, 
College Green, Bristol. Illustrated Register of 
Country Estates anti Houses forwarded on 
receipt of 3 stamps. Li.st of available Houses 
ill Clifton and District free on application. 
Established 1832. 


DECORATORS, &o. L. THOMAS & SON, 
Decorators, Plumbers, Carpenters, and General 
Contractors. House and Estate Agents and 
, Appraisers. By appointment Sanitary Inspec- 
tors to Clifton College. Established 50 years. 
Telephone, C69. 41, 42, 43 and 44, Triangle, 

Clifton. 


BURNHAIVIs 

Situated on Bridgwater Bay, on the Bristol Channel, Steamers 
to Ilfracombe, Lynton, Lynmouth, <&c. Golf, shooting, cricket, football, hockey, tennis, boating, 
yachting, angling. Sandy soil (see p. 8zo). 


Somerset. G.W._Ry. Po£. 2,897. 


BALMORAL’* BOARDING ESTABLISHHENT, Situate in choice position of Esplanade, 
Within few minutes’ walk of Railway Btation, chief Post Office, &c. Home-like and comfort- 
able. . Terms : 4«. to Ss. daily ; 22«: 6d. to Sis. 6ei, weekly, according to rooms. 

' Apply Proprietress, Mrs. SHIPWAY. 
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BROADSTAIHS, 

Kent. U.B.C. Pop. 8,500. S.E. & C. Ky., 75 ni. 
from London. Known as Bradstowe in the time 
of Henry VIII., is situated between Margate and 
Eamsgate, overlooking a bay, with a S.l. aspect. 
It is a quiet and select resort, possessing a 
climate which is dry and bracing, free from 
fogs and mists, and suitable for pulmonary com- 
plaints. Queen Caroline, when Princess of Wales, 
frequently visited the place, and also the late 
Queen (as Princess Victoria), and the Duke and 
H.E.H. the Duchess of Fife, Dickens often 
stayed at 12, High Street and at Lawn House and 
Bleak House. Front ; Fine stretch of sand, 
public gardens, quaint pier and harbour. 
Bathing : Mixed, Golf at Kingsgate (i m.), and 
Thanet Golf Club at Hengrove ; cycling (fine 
roads), fishing, badminton, hunting, Thanet 
harriers, coaching. Drainage: Modern. Water 
supply: Constant. Soil: Chalk. Sunshine: 
1908, 5,784 hrs. Elemtion: 100 ft. (pee p. 818). 


THE CARLTON 

PRIVATE HOTEL. 


FimT POSITION IN BROADSTAIRS. 


Facing Sea. Overlooking Public Gardens and 
Bandstand. 

OPEN ALL THE YEAR ROUND. 

GOLF LINKS within easy distance. 
Telegrams : Carlton, Broadstairs. 

Telephone : No. 131 . 

Miss MAY, Proprietress. 


LAWN HODSE NURSING HOME. Surgical, 
Medical, Midwifery cases admitted. Special 
terms for Convalescents and Chronic Invalids. 
Rest Cures. Diet Cures. Uric Acid free 
Dietaries. Splendid for children with glands. 
London and local doctors attend. 

MISS EDWARDS. 


AUCTIONEERS, LAND AND HOUSE AGENTS. 
For Register of the best available Furnished 
and Unfurnished Houses, Building Sites and 
Estates in the Broadstairs, St. Peter’s, and 
Kingsgate neighbourhood, and Map of District, 
apply to OOCKETT, HENDERSON & CO., 
’Phone, 164 . Station Gates, Broadstairs. 


HOUSE AND ESTATE AGENTS, 
AUCTIONEERS. 

CHILDS & SMITH, 

Station Gates, Broadstairs. 

Telephone, 127 - 


C. H. BENEFIELD, F.A.I., 

Auctioneer and Estate Agent, 

Broadstairs Station. 

FURNISHED AND UNFURNISHED HOUSES 
AND SELECT APARTMENTS, 


Derbyshire. U.D.C. Pop. xx,ooo. Means of 
access: Midland Ry. and L. & N.W. Ry. 
Fashionable inland watering-place ; is the highest 
town in England; importance mainly due to 
curative properties of its springs, Bz° Fahr., open 
all the year round, visited annually by 63,000 
bathers. The baths are luxuriously and com- 
pletely fitted. Pavilion, 600 ft. long, with zt 
acres, gardens for riverside promenades, tennis, 
bowls, &c. Golf links (gentlemen 18 holes, 
ladies 9) (see p. 820). 


BUXTON HYDRO, 

BUXTOI^. 


260 ROOIViS. 

HIGH-CLASS. 


AMUSEMENTS EVERY EVENING, 
ORCHESTRA, 

TeL Add. ; “COMPOIITABLE.” 

Fat. Tel . : Nos. 211 & 212. 

G. W. BOSWORTH, Manager. 

Telephone No. 0463. 

MEDICAL HOME* 


SEIGHFORD HOUSE, 

Hardwich Square, Buxton. 


PATIENTS RECEIVED (CHRONIC OR OTHERWISE}, 
ON REASONABLE TERMS. 

Every comfort and attention. Resident Masseuse. 

Nurses sent on shortest notice. 

Terms apply—NURSE POLLITT 

(who is well-known to the Medical Profesdon). 


CARLISLE, 

Cumberland, Pop. 50,047. L. & N.W. Ry. Epis- 
copal city. Fishing, hunting, golf (18 holes), 
bowls, cricket. 


COUNTY AND STATION HOTEL.— Fireproof 
Covered way from Station. Porters in Red 
Uniforms meet trains without charge. Bed- 
rooms, single, from 4 /- ; double, from 7 /- ; in- 
cluding attendance and electric light. Lift. 
Billiards. Lounge. Garage. Telephone, 119 . 

,L W, MASON, Manager. 


OMESTER, 

Cheshire. City and County Borough. Pop. 46,207. 
An ancient, historic city, full of interest to 
tourists. Golf links (18 holes), (see p. 821). 


BOARDINGHOUSE. 

Miss WORTHINGTON, 

22, Nicholas Street, 


Telephone., 102. 


Chester. 
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CAIViBRIDOE. 

Munieipal Borough. Pop. 38,379 (1907). Mmm 
of acccfis: G-.E. By.. G.N. By., L. & K.W. By., 
and Midland Ily. This famous IT uiversity, on the 
Biver Cam, originated in ixio ; it comprises about 
seventeen colleges and two halls. Boating, 
fishing, bathing, golf (18 holes), hunting, shooting, 
(fee. /Smi-s/iine ; 1908, 1,378 hrs. 

UNIVERSITY ARMS 
HOTEL, 

First Class. Electric Light. Close to Colleges. 
Unrivalled i)osition. New Lounge. Suites of 
Booms. Bath Booms. Excellent Chef. 
Favourite ficsort of Amenc^nv and Colonial Visitors. 
Carriages. Stabling. 

MOTORS ON HIRE. GARAGE A NO PIT. 
Standing for 50 Gan, 

Office Telephone, 57. Visitors' Telephone, S33. 

M. BrBBADEOBB. 

Mesident Proimetor. 

THE CAHBBIDUE AUTOMOBILE AND EN- 
aiNEEBINGr CO., LTD. Sole Concessionaires 
for Cottin et Besgouttes Cars. Tyres ; Acces- 
sories; Bepairs; Vulcanising; Charging; 
Hiring. Official Bepairers. Stores, Work- 
shops, Garage : Hobson Street. Showrooms : 
Sidney Street. 

CHURCH STRETTOi^, 

Shi’opshire, Pop. 1,749. G.W. By. and L. <fe N.W. 
By. 13 m. S. from Shrewsbimy. Provides all the 
conditions necessary for a first-class health 
resort, viz., high altitude, dry soil, pure water, 
bracing air, natural spring waters of gi*eat purity, 
&c. Golf (18 holes). 

Furnished Apartments 

2, CARDING MILL VILLAS, 
CHURCH STRETTON. 

Facing South-East. 
GLOSE TO GOLF LINKS, 

Two Sitting Booms. Five Bedrooms. 

Bathroom (h. and c.). 

EVEBY CONVENIENCE. 
Miss E. BURGESS. 

OLACTON-ON-SEA, 

Essex, U.B.C. Pop, 7,453, G.E. By. On the 
coast between Harwich and Southend. Popular 
family summer holiday resort, and health resort 
of convalescents ; golf links (9 holes) (see p. 8*3). 

HOUSE AGENTS, AUOTIONEEBS, & ESTATE 
AGENTS, Station Boad, Clacton-on-Sea, and 10, 
Union Court, London, E.C. For particulars of 
Furnished and Unfurnished Houses, Plots of 
Land, and Building Estates, apply, 

EBWIN J. GILBEBS <fc CO. 
Tels, : 09 g Clacton ; 720 Loudon Wall, 


CHELTEHHAIVI, 

Gloucestershu-e. M.B. Pop. 50,000. G.W. Ily., 
Midland By. Baths : Corporation, brine, medicab 
general. Mineml ivaters : Sulphated. alkaline, 
saline. Boating, fishing, hunting, An inland 
residential health resort and important edu- 
cational centre, of great natural and cultivated 
beauty. Much freciiiented by Anglo-Indians ; 
climate also suitable to persons ci advanced 
age. Hockey, golf (18 holes) (see p. 830). 

GLO-sfEWHOUSE 

PRIVATE HOTEL, 

LANSDOUNE EOAD. 

Lofty position. South aspect, ovcplonkinc: the 
PLEABiniE 

GABBENh. Near Colleges. Electric llsjclit 
Excellent Bath Booms. ’ 

Table d^Hoie. Terjtns Moderate. 
Smoke room. 

Cycle Accommodation. Telephone: 0S3G. 

TT. T. IRELAND, Proprietor. 

Cornelius & Boulter, 

auctioneers, SURVEYORS, 

VALUERS, 

HOUSE estate AOEHTSy 

Invite intending residents in Cheltenham and 
County of Gloucester to forward particulars of 
their requirements, when specially selected Lists 
will be forwarded free of charge. ■ 


Offices: PROMENADE, CHELTENHAM. 
’Phone, No. 77 . 

OOLWYW BAY, 

Denbighshire. IJ.B.C. Pop. 13,000. L. & N.W. 
By. On the coast, sH ni. from Llandudno. Two 
Piers. BeacA: Shingle and sand. Bathing; Mixed. 
Boating. Fishing. Golf Links (18 holes). A 
select, modern residential resort and watering- 
place (see p. 823). 

“ CAPESTHOBNE TOWEBS.” ! 

Private Hotel. Charmingly sitiiatcarou West 
Promenade, directly facing Sea. Near Goif 
Links, Piers, and Pavilion. Every oonvenience. 
Electric laght. Good Cuisine. Separate ' 

, ^^Shly recommended. Teleidione, 
192 . Telegrams, “ Oapestliorne, Colwvn Bay.=’ 
Miss S . GBEENWOOB, Pi^oprietress. 

HOTEL AND 

BESTAUBANT, Station Bead. Contractor 
for all kinds of parties. Bining Saloon accom- 
modation for 200 persons. One minute from 
Station and Post Office. Good cycling accom- 
modation. lull particulars from 

Me, CABTMELL. 
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CHICHESTER, 

Sussex. M.B. Pop. 13,244. L.B. S.C. Ky., 
69 m. from Lonclou. 7 m. to the coast. A>^-pect: S. 
Climate: Mild, the city being sheltered by the 
Downs. Soil: Gravel. Excursions: Excellent 
centre for Goodwood House, Park, and Eace- 
coiirse. Annual fixtures : Cricket, lawn tennis, 
and croquet weeks ; cycle sports ; races. Usual 
facilities for amusement and recreation. Cathe- 
dral (an elegant Gothic structure dating from the 
ixtli century, nave 91 ft. wide); Bishop's Palace 
(fine dining-room, ancient chapel, pictures, and 
stained glass) ; Council House (fine portraits) ; 
Cano 7 is Gate (erected i6tli century) ; Market 
Cross (erected 1500); city walls ; theological 
college ; museum ; guildhall (once the chapel of 
the Gray Friars) ; St. Mary’s Hospital. 


DOLPHIN HOTEL. 


Opposite Cathedral. The County Hotel. Old- 
established and >Y ell-known Hostelry. Head- 
quarters Automobile Clubs of G.B. and I. and 
Sussex County. Nearest Hotel Goodwood 
llacecourse. Garage. ’Bus meets all trains. 
Telephone, 189 National. 

LIVERY STABLES, COAL MERCHANTS. The 
Dolphin Hotel, Ltd., Job and Post Masters. 
mm MERCHANTS. The Dolphin Hotel, Ltd. 
Spirits, Cigars, Bass's and other Ales. Guin- 
ness’s Stout. Sole Agerds for Devenisli & Co., 
Weymouth, Brewer's to II. M. the King. Tele- 
phone, 189 National. 


COMPLETE HOUSE EUENISHERS AND 
DECOEATOES, 6, North Street. Large and 
Varied Stock. All Eepairs and Upholstering 
done on the Premises. Experienced Staff. 
Goods on Hire in every department. 

Telephone 156. J. EOWEES. 


MINSEAL WATEES. F. CHITTY (Chemist 
by Examination), IHanufacturer of Aerated 
Mineral Waters, South Street, and at Mid- 
hurst, Purveyor to the King and Members of 
the Eoyal Family: 


OROIVIER, 

Norfolk. U.D.O. Pop. 4,140. A favourite high- 
class seaside summer resort. Pier. Beach: 
Finn, dry sands. Bathing : Mixed. Golf. 


HOUSE AGENTS. HOBGIN BEOTEEES 
General Valuers, Auctioneers, Estate Agents 
and Sui’veyors. Sales of Landed and Eesi 
dentiai Estates. Valuations for Probate, 
Mortgage, and other purposes. Estates 
Managed, Compen.sation Claims, Arbitration 
Cases, Timber and Tenant Eight Valuations. 
Bilapidation.s Assessed. 


HOUSE AGENTS AND AUCTIONEERS. 

ELMES & DOWNING. 

Cromer, Tel. ISS ; Sheringham, Tcl, 199. 
And Mundesley. 

House Finder and Apartment Guide free. 


‘CHIOHESTEE OBSEEYEE.” Published on 
Wednesdays, price One Penny, Circulates 
extensively in Chichester and the towns and 
villages of south-west Sussex. A most in- 
fluential advertising medium, with a large 
circulation. 


OROWBOROUGH, 

Sussex. Pop. 3,oSi, L.B. & S.C. Ey., 39 m. from 
London. A bracing, elevated, inland health 
resort, 796 ft. above sea-level. Golf, hunting, 
stream angling ; crisp, dry air ; pine--wood&. 


Crest (Private) Hotel 

CROWBOROUGH. 

Most modern and up-to-ciate. Centrally | 
situated, near Golf Links. Style, com- 
fort. Moderate terms. Becently eii- ! 
larged and redecorated. Tennis, Croquet, j 
and Billiards. 

Telegra^ixs: “Crw, Cbowbouough.” 

Telephone : No. 94. 

Managing Proprietor ^ V. GASCOIGNE. 


DEAL pp. 824, 845). 

Kent. M.B. Pop. ix,ooo. Excellent sca-fishing. j 
Pier. A quiet, old-fashioned, bracing summer 
resort. Golf links (18 holes). 


BEACH HOUSE. Family and Commercial 
Temperance Hotel. Best position. Stands in 
own grounds. Extensive Sea View's. One mile 
from Golf Links. Telephone, No. 4. 

J. E. JEFFEE>SON, 3?i*oprietor. 


DERBY P- 844). 

The capital of Derbyshire. Pop. 137,583. X27 m. | 
from London. Is the headquarters of the M. Ey., 
Its manufactures are of general interest. Golf. 


AUCTIONEEES, &c. OUMBEELAND, BEOWN- 
SON & PAGE, Auctioneers, Land and Estate 
Agents, Tenant-right Probate, Hotel and 
General Valuers. Sale Eooms and Offices, 
The Wardwick. Periodical Sales of Properties, 
Shares, (fee. Telegraphic Address, “Cumber- 
land, Derby.” National Telephone, No. 59. 


■ DORCHESTER. : • ’ ' ' ^ 

County town of Dorsetshire. 120 111. from London. 

L. & S.W. Ey. Golf links (18 holes) at Came 

Down- Pop. 9,458 {see p. 834). 

“THE DOESET COUNTY OHEONICLE” (Dor- 
chester). The only Dorset county newspaper. 
Published Wednesday (for Thursday). SO 
columns, price one penny. 

“ THE SOUTHEEN TIMES ” (Weymouth). The 
recognised Weymouth and Portland paper. 
Large circulation. Published Friday. Botli 
papers are excellent mediums for advertise- 
ments of all descriptions. 
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DHOST¥«fiCH, 

Y/orcestershiire. M.B. Pop. 4,200. Means oj 
arcess : O.W. Ry, and Midland K.y. Location. 
6!^ in. from Worcester, i3>2' m. Alalvern. 
Elemfion: :29 ft, Keighbourhood : Undulating- 
woodlaii'.l Climate: ilild. Water snpidy : Con- 
stant, Drainage: Modern. Soil : "Ridh loam. 
Baths : ^YelI-appoiIltecl bathing establishments 
incduding brine sv/imming baths. Mineral waters : 
Powerful brine springs, seven times stronger 
than the sea, beneficial for sciatica, rheumatism, 
&c. Season : Easter to Oct. ; baths open all the 
year. The town, centre of salt industry, lies in 
fertile valley watered by theSalwarpe ; as ahealth 
resort is noted for curative properties of its 
brine-laden spring, s. Band during season ; golf 
links (9 holes), park, badminton, tennis, croquet, 
bowls, boating, angling, hiintingj(2 packs). Coach- 
ing from April to Oct. Good roads for motoring. 
Ride range (i| m.). "^Vorccstershire Point-to-. 
Point races, April. 

MOTOR GAMGE, 

S, ST, GBORGB^S SQUARB/ 
DROITWICH. 

Petrol, Tyres, and all accessories stocked. 
Repairs quickly executed by competent 
workmen. 

SUPBRIOR CARS BOR' ' HIRE, 

Telephone; Telegrams: 

No. 27. “HuGIIIiS, IlROinVICH." 

HUGHES & CO., 

MOTOR ENGINEERS. 

EASTBOURWE, 

Sussex. M.B. Pop. 50,696. L.B. & S.C. Ry. 
63 m. from London. Front : 3 m. (sliops ex- 
cluded). Pier: 1,000 ft., pavilion, daily enter- 
tainments, Sunday concerts. Beach: Shingle; 
flat sands as tide recedes. Bathing: IMixcd. 
Baths : Salt-water svvimming, ’'.ruvkisli, Ac. Ex- 
cursions: Excellent facilities, rail and road. 
Motor omnibuses. Municipal band, tlieatre, 3 
golf links (18 holes), hunting (see p. 8s5). 

AYRSHIRE HOUSE 

Superior Boarding Bstahlishment, 
Beautifully situated in Corbett Avenue. 

About 300 yards from St. Andrew’s 
Baths. 

Opened by Mrs. and Miss REILLY 
after 9 years at “ Pembroke House.’’ 

Nat. Tele. 0187. Mbs. REILLY. 

EOR EURNISHED AND UNEURNISHED 
HOUSES, apply— 

LLOYD’S ESTATE OEFICBS, 

6, Gildredge Road, Eastbourne. 

HOUSE AGENT, Building Surveyor, Auctioneer, 
and Valuer. Furnished and Unfurnished 
Houses. Hamblyn, 8, Elms Buildings, East- 
bourne. Telephone, 33x. Telegrams', “Hara- 
blyn, Auctioneer, Eastbourne.” Over 31 years’ 
local experience, the flr.st 13 being spent in the 
building trade, HAMBLYN. 

“THE MOUNT,” 

DROITWICH. 

1 MRS. & MISS HARRIS. 

Certified Masseuse, and Electrician. 
Facial Massage and Manicure. : 

GERTiFiCATEO NURSE ^ 

■Slti. Telephone : No. 18 Droitwich. 

J. GIBBS & SON, Pharmaceutical and Homeo- 
pathic Chemists, The Central Pharmacy, Ter- 
minus Road. Special attention given to Dis- 
pensing. Large Stock of Cameras and Photo- 
graphic Afaterials. Develoriing and Prmciiig. 
Promptness a special feature. 

See pages 8*0-850 

WHITAKER’S LIST 

OF 

SCHOOLS AND CLIMATES 

CONTAINS, WHISREVEil POSSIBLE, 

PARTICULARS OF CLIMATB 

BY 

MEDICAL OFFICER OF HEALTH. 

DROITWICH BRINE BATHS, WORCESTER- 
SHIRE, Charming country. Good Hotels. 
G^olf. Hunting. Highly recommended by 
medical profession, summer and winter, for 
rheumatism, gout, sciatica, neuralgia, paralysis, 
/ &c. Apply for illustrated booklet A20-” 

J. H. HOLLYER, Manager, 
Corbett Estate Otlices, Droitwich. 
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HAHWiCH ^ DOVERCOURT, 

Essex. M.B. G.E. lly. (Dovercourt. Pop. 3,892) : 
A modern suburb of Harwich, lies on rising 
ground a little S.W., and has developed into a 
quiet select watering • place. Beach : Sands. 
Batfnng : Mixed. Golf links (9 holes). Excellent 
wild fowl shooting , yachting, &c. 

DUiViFHIES, NuBn 

Oounty town. Pop. 13,241. 33 m. from Carlisle, 
One of the most interesting towns in Scotland. 
Golf (18 holes). Centre for Solway Firth excur- 
sions. 

STATION HOTEL. For Firth of Solway, Castle 
Douglas, Sweetheart Abbey, and Burns’ Mauso- 
leum. Lovely Drives. Sliooting, Fishing, Golf, 
<fec. Electric Light. Lift. Billiards. Bed- 
rooms— Single, from S/6; Double, from 0 /( 5 . 
Other G. & S.W. Itly. Co.’s Hotels under same 
management at Glasgow, Turnberry ( Ayrshire ) 
for Golfers (Professional), and Ayr. Telegrams, 
“Sou western.” 

DOVEROOURT BAY. 

HOTEL aFeXANDRA. 

Patronised by His Majesty the King. 

Close to Spa and Pleasure Gardens. Near the 
New Golf Links. 

ELECTRIC LIGHT THROUGHOUT. 

Ball Eooin with Stage. Terms M oderate. 

UNDER PERSONAL SUPERVISION. 

Telegrams : “ Alexandra, Harwich.” 

Teleidione : 085 Harwich. 

CARL EOSINSICY. 

EDINBURGH. 

Rop. 345,967. Edinburgh possesses a pictiu’esque 
beauty quite unrivalled. Tourists from all parts i 
of the world are attracted to the metropolis of ! 
Scotland (see p. 825). ! 

... ■ V ■' ' 1 ' 

1 

WEST END BOARDING ESTABLISHMENT, j 
Near Tramway Cars and Railway Stations. 1 
Separate Tables. ! 

MISS SLIGHT, 1 

69 , MANOR PLACE. 

DOUGLAS (ISLE OF SViAF^), 

Pop. 23,000. Meam of access : Steamers fx'om 
Liverpool (about 31/2 hours’ passage), and various 
other imrts in England, Ireland, and Scotland. 

East. Water sitpply : New system. 
Drainage : Modern. Front : z% in. of-pronienade 
fringing the crescent-shaped bay. Piers : Three. 
Beach: Eirm sands. Bea Bathing: Not mixed. 
Excursions : Numerous by steamboats. Season : 
From Whit week to end of September. Yachting, 
golf links (18 holes), fishing, coaching, tennis, 
bowls, mountaineering, and every facility for 
indoor amusements. Suns?dne ; (1908), 1,540 hrs. 

EXiViOUTH, 

Devon. B.D.C. Pop. 10,848. L. & S.W. Ry., 
xo m. from Exeter. Elevation : Sea-level to 500 ft. 
Neighbourhood : Moorland. Aspect : South-west. 
Climate: Mild. Water supply: Constant, soft. 
Dmmaflre .‘ Modern. ; G- ravel subsoil. Front: 

m. level promenade. Beach: Sands; also 
small shingle. Bathing : Mixed. Excursions : 
Numerous, by steamer. Seasori : July-Sept. 
Facilities for amusements and recreation nu- 
merous : croquet, cricket, golf links (9 holes), 
bowls, hunting, sea-fishing (see p. 825). 

PEVEEIL HOTEL. This Hotel is in every way 
fitted up for the comfort of Families and 
Tourists. Situated at the base of Victoria 
Pier. Motor Garage, with Inspection Pit. 
Terms on application to 

Miss MASON, Manageress. 

DOUGLAS BAY HOTEL. Facing the Sea. The 
premier Hotel of the Island. Magnificently 
situated. 'Appointments of the highest order. 
Every modern comfort, including Electric 
Light throughout. Golf Links. Apply, 

Manageress. . 

SUMMER’S 

First Class Private Hotel. 

Delightfully situated on the Sea Front. Facing 
south, with unrivalled views. Excellent rooms. 
Table d’HGte, 7 . 30 . Separate Talfies. HIGHLY 
RECOMMENDED for its cuisine and solid 
comforts. 

Under the personal supervision of the Proprietor, 

E. BISS. 

DUGKEE’S TP^EYELYAN, Palace Terrace, 
Queen’s Promenade. S’our guarantees : — 
Cleanliness, Good Cooking, Good Food, Mode- 
rate Tariff. Telegrams, “Ducker, Douglas.” 
Billiards. Lounge. 

THE BELYSBEHE, 5 and G, Loch Promenade. 
Under new management, and has been entirely 
renovated and redecorated throughout. Con- 
tains fifty Bedrooms, Lounge, Ilecreatioa, 
Dining, and Smoke Booms. Terms from G/- to 
7 /- per day. j*. C. POULTEB, Proprietor. 

FURNISHED HOUSES from 1/1/0 weekly. 
CREWS <fe SON, 4 and 6, Rnlle Street, House 
Agents, Auctioneers, Furnishers, Undertakers, 
Valuers, <fec. Free list of all properties, from 
Cottages to Mansions. Housclioid Removals. 
Estimates Free, Genuine Antique Furniture. 1 
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.•EXETEK, 

Devon. City and County. Pop. 47 , 185 . L. & 
S.W. lly. and G.W. Ey. Location: On tlie E. 
bank of the Exe. Elevation : Evom 36 ft to 
434 ft. aI)ove sea-level. Water supply : Constant. 
Dvaittage: Modern. Soil: Red sandstone. 
Baths : Swimming; bath and public batbing-place. 
E.xcursions to Dartmoor, Exmoor, and Devon 
watering-places. Amusements: County football 
and cricket grounds, fishing, boating, bathing, 
golf links (9 liolcs) {see p. 825 ). 

FELIXSTOWE, 

Suffolk. U.D.C. Pop. 8 , 300 . G.E. ily. Pier. 
Beach : Shingle ; sand as tide recedes. Bathing : 
Mixed, mostly from wooden tents. Excursions: 
By .steamers. Felixstowe is a fashionable, modern- 
built watering-place between the estuaries of 
the Orwell and the Deben. Since it received tlie 
patronage of the Einx^rcss of Germany this select 
coast resort has been more noticed by those in 
want of a quiet seaside retreat upon the bracing 
east coast yet facing south. Golf links (9 holes), 
boating, sailing, Ac. ; pack of foot beagles in 
winter (sec? p. 827 ). 

THE MUSIC CENTRE OF EXETER. 24, High 
Street. Pianos for Hire. Large stock of In- 
struments of all the best Makers. Messrs. 
PAI 8 H & CO., Piano Merchants and Concert 
Agents, &c. Eo.x Office for all Concerts and 
Entertainments, and for the London Theatres. 
Telephone, 283. Telegrams, “Paish, Tonpiay.” 
Branches at Torquay and Paignton. 

FELIX HOTEL. 

beautiful English Hotel. Faces South and Bea. 
2.50 Room-s. Sumptuously appointed. Deliglitfui 
“old time” Gardens and sheltered Terraces, 
Garage. Moderate Terms. Telephone 99, 

DAHTO UrATlTI Celebrated old 

0 A 1 rl rlL/ i IML.. established 
Residential H'del. Facing Sea. Recently re- 
modelled and reappointed. Over 12.1 acre.s 
lovely Gruimds. Perfect Sanitary System. Com- 
fortable, Reasonable. Telephone 05. 

GRAND HOTEL. 

the Beach from Town Station, also close to Pier. 
Faces South acd Sea. Telephone 84. 

BACK’S TEMPERANCE HOTEL, EXE 
BRIDGE. Established 1SS6. Overlooking 
River Exe. Horae comforts. Moderate 
charges. Electric light. Bath-room. . Cyclists’ 
accommodation. Exeter is a good centre for 
Bay Trips to many parts of Devonshire. Tele- ' 
phone, 489. 

COMFORTABLE APARTMENTS. High, 
healthy position. S.W. aspect. Near Church 
and Post. Ten minutes from Golf Links. 
Highly recommended. Moderate terms. 

Miss GITSHAM, 

8 , Devonshire Place, Exeter. 

MELROSE PRIVATE HOTEL. 

Direct on Sea Front and Promenade. 

Replete with every convenience and 
comfort. Two Dining Rooms, Iiounge, ■ 
Ladies’ Drawing Room, Bath (h. & c.). 

TARIFF ON APPLICATION. 

Telegrams: “ Butler, Felixstowe.” 

Telephone : No. 103. j, 0. BUTLER, 

Pi'oprieto7\ 1 

MOTOR GARAGE. Petrol supply. Facilities 
for all kinds of repairs. Cars on Hire. Official 
repairers to the Royal Automobile Club since 
1902. W. SHEPHERD & SON, Longbrook 
Street. Telegrams: “Shepherd, Founder.” 
Telephone, 57. Established 1S43. 

JOHN WILSON, SON & OOOMBE, Cathedral 
Yard. Auctioneers, House and Estate Agents, 
and Valuers for Probate or Transfer, Com- 
plete House Furnishers, Decorators, Antique 
Dealers, Carpet Warehousemen, Furniture 
Removers and Warehousemen, Undertakers, 
&c. Telephone, 111 . 

FARSHi BOROUGH, 

Hants, Pop 12 , 000 . L. & S.Mk Ry. m. 

from Aldershot, amidst tine scenery, and largely- 
used by the military authorities. Golf. The 
Mausoleum contains the Sarcophagi i of the 
Emperor Napoleon III. and Prince Imperial. 

QUEEN’S HOTEL. The only first-class Hotel 
near Aldershot Camp. Facing Queen’s Parade, 
Golf Links, and Polo Grounds, Rc-opened ^vith 
every up-to-date requirement. Fine Cuisine, 
choice Wines and Spirits. Electric Light 
througliout. For terms apply lUanager, 

H. EHKENBPERGER. 

FR!I^TON»OM-SEA, 

Essex. Pop. 1 , 500 . G.E. By. 70 m. from 
London. 4 m. N.E. of Clacton. Bathing, boat- 
ing, fishing, golf links (18 holes), tennis. 

modern' unfurnished houses TO LET 
OR FOR SALE. Electric light throughout. 
Building sites for Sale Freehold, 

For particulars apply—* 

The Cooper Estate Oefioe, 
Ashlynslioad, 

Frmton-ou-Sea. 

HOUSE AGENTS, For all Furnished and Un- 
furnished Houses, Estates, and Land to be Lot 
or Sold in Farnborough, Frimley, Camberley, 
and Fleet districts apply to WRIFORD, 
DIXON & WINDER. Opposite L. and S.W. 
Railway Station, Farnborough. Telephone, 
34, North Camp. Also at 4, Henrietta Street, 
Covent Garden, W.C. 
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GLASGOW, 

Lanarkshire. Pop. 781,000. Glasgow, the second 
largest city in the United Kingdom, has a world- 
wide repii'tation for its shiplSiiilding and other 
industries. To tourists it offers a most con- 
venient centre for visiting Scotland. Golf links 
(18 holes) (see p. 828). 

■ GUERNSEY, 

Channel Islands. Pop. 42,000. Off French coast, 
83I m. from Weymouth, 120 m. from Southamp- 
ton. Sunshme: 190B, 1,933 hrs. Well supplied 
with facilities for excursions, amusement, and 
recreation. ExceUent*6ea-fishing. G ol f (j 8 holes), 
natural bunkers. 

ST, ENOCH STATION HOTEL is the best 
centre for Business Gentlemen, Families, and 
Tourists to the Trossachs, Western Highlands, 
and Firth of Forth. Electric Light. Lifts. 
Lounge. Bedrooms— Single, from 4/- ; Double, 
from 7/6. Other G. & S. W. Railway Co.’s 
Hotels under same management at Ayr, 
Dumfries, and XurnbeiTy (Ayrshire) for Golfers 
(Professional). Telegrams : “ Somvestern.” 

MOORE’S OUESN'S HOTEL. Family and Com- 
mercial. One minute from Post Oflh'e, five 
from Landing Stage. Electric Light. Terrace, 
Garden. Moderate Tariff. 

Telegrams : “Moore’s Hotel, Guernsey,” 

Proprietor, H. V. .MOURE. 

HOUSE, LAND, AND ESTATE AGENTS. Com- 
plete List of Properties to be Let or Sold, post i 
free on application. Removal Central tors and 
Complete House Furnishers. 

LOVELL & CO., 11, Smith Street, Guernsey. | 
Telegrams, “ Lovell, Guernsey.” i 

THE GRAND HOTEL, CHARING CROSS. 
Family and Commercial. Situated in West 
End of Glasgow, Convenient to all railvray 
stations. Electric trains from all parts of the 
City. Excellent Cuisine. 

G. W. HAGG ART, Manager. 
Telephone— Corporation, 347 ; National, 348, 
Telegrams, ‘‘Comfort,’’ Glasgow. 

GLOUCESTER^ 

Cathedral city. Pop. 53,000 (1906). Midland and 
G.W. Rys. Baths : Corporation, swimming, and 
Turkish. Mineral ivaters : Saline and sulphurous 
springs at the Gloucester Spa. Good hunting, 
boating, fishing, golf (9 holes). 

HEREFORD. ■ ■ : j: 

Cathedral City. Pop. 21,382. On the river IVye. [ 
144 m. from London. Very convenient lioad- | 
quarters for tourists making excursions by : 
cycle, motor, boat, or rail. Gulf coiu'^e (9 1 
holes), hunting, fishing, shooting, It m ting, t 
hockey, tennis. 1 

BELL HOTEL, 

GLOUCESTER. 

Centre of City, near Cathedral. 

Leading Hotel Families and Gentlemen. 
Private Sitting Rooms. Drawing Room, | 

Electric Light throughout. 

Excellent STABLING and MOTOR Accommodaticn. 
Night Porter. 

Telephone : 148, ’ Miss J. A. JONES, 

Manageress. 

GREENLANDS, LTD. Removers and Siurage 
Contractors, House Furnishers, Decorators, and 
Antique Dealers, 31, High Town, a?id 57, 
Commercial Road. Drapery Department, 1, 
High Street and 34, High Town. 

ALFRED AND DEARMAN EDWARDS, | 
Auctioneers, Valuers, Estate, House, Insurance, : 
and Shipping Agents. Property, J^'iirniliire, ; 
Pedigree Cattle, and Farming Stock Salesmen, i 
Free Register of Properties and Houses for i 
Sale and to Let. Published moihltly. 3.5, > 
Broad Street. | 

• GODALMSI^G, 

Surrey. Pop. 9,000. L. & S.W. P^y. 34 m. from 
Waterloo. A residential town, amidst charming 
scenery, 150-300 ft,, on sand and sandstone. 
The Charterhouse School was removed here iu 
1872. Golf links at Puttenham ; hunt%g, fishing. 

Sussex. U.D.C. Pop. ix,8oo. L.B. B.C. By., ; 
36 in. from London Bridge. Beautifiiliy situated 1 
on the river Arun. Christ’s Hospital (IVest ' 
Horsham) and grounds are about 2 in. distant. 
Good fishing, hunting, shooting, and golf 1 
links (9 holes). | 

ANGEL FAMILY AND COMMERCIAL HOTEL. 
Every Comfort. Billiard Room. Stabling and 
Po.sting. Carriages of all descriptions. Good 
Hunters. 

DEANERY HOUSE PRIVATE HOTEL, Spacious 
Dining, Drawing, and Smoking Rooms, beauti- 
fully furnished. Tennis, &c. 

JOHN I. TAYLOR, Pi’oprietor. 
Teleplionc, No. 13. 

STATION HOTEL. Family and Cominerci.al. ! 
Opposite main entrance Station. Electric | 
Light. Nearest hotel to C’hrisl’s Hospital, j 
Posting in all branches. Agent to L.B. lY S.C. j 
Railway. Telephone, N 0. 16. 

F. ROBERTS, Proprietor. 

SANITARY STEAM LAUNDRY. For High- 
c]a‘^s Laundry Work, Dry Cleaning, Dyeing, 
Carpet Beating, and Cleaning, send your orders 
to Godalming Sanitary Steam Laundry Co., 
Ltd., who collett and deliver all parts of this 
locality. Price Lists obtainable at Head Office, 
Godalming, and Station P. 0., Haslemere. 

’Phone, 9 ; Tels., “ Linen/’ Godalming. 

BEDFORD HOTEL, Family and Ciommercial. 
Close to Station (Down side). Boarders en 
2)cnswn ov dth.evmBe. Private Sitting Rooms, 
Horses and carriages for hire. Five minutes’ 
rail to Christ’s Hospital. Beautiful surn-imd- 
ing country. Telephone, 048. Telegrams, 
“Bedford.” 
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HAHi?OGATE/ - 

YorkaMre. M.B. Pop. 33,000. N.E. Ey. Xomitori: 18 m. N. of Leeds, 20 m, W. of York, 
Elevation: 320 ft. to 600 ft. Neighbourhood : Open moorlands. Simshine: 1908, 1,333 krs. 
.Drainage: Modern. Soil: Alluvial, liiiilstdne, grit and shale. Baths: Numerous large establish- 
ments open all the year round, providing complete modern installatioiis, embracing hydropathic, 
vapour, heat, light, Peat Plombifere swimming baths, and other treatments. Mineral loaters : 
About 80 varieties of medicinal springs in a small area, one group sulphur, the other iron. 
Fashionable, select spa and inland resort, celebrated for its mineral springs and bathing palaces ; 
presents many attractions to health-seekers and visitors. Higher Harrogate, open and bracing ; 
Lower Harrogate, milder and sheltered ; favourite town for valetudinarians, invalids, and the 
retired, also a scholastic centre ; claims exemption from high summer and low winter tempera- 
tures ; the Stray, a verdant public common of 200 acres, intersects the town, and is well laid out 
to retain its rural charms; the Kursal, Eoyal Spa concert-rooms, and gardens are owned by the 
Corporation, who maintain a military band and an orchestra ; covered promenade for water- 
drinkers ; opera house ; tonni.s, lacrosse, golf (18 holes) ; fox-hunting ; coaching ; cycle hath chairs ; 
swimming baths ; free library (see p 829). 

dUEEH OF ENGLISH (INLAND) WATEEING PLACES. World-renowned for the medicinal 
properties of its Waters. (Over 80 Mineral Springs.) Pure and Bracing Moorland Air. 
Delightful Walks and Drives. Finest Baths in Europe. Hydrotherapy of every kind. 
Experienced English and Foreign Masseurs and Masseuses. Important Addition — The 
Plombieres-ies-Bains Treatment for Appendicitis, Muco-membranous Colitis, <&c , is now being 
given with excellent results. Illustrated Pamphlet and full particulars may be obtained 

HENEY JAMES BUCKLAND, General Manager, 

Eoyal Baths, Harrogate. 

TEE GEAND HOTEL. An ideal Eesidential 
Hotel, Eeduced terms during the Winter 
Season. 

THE GEAND HOTEL. Near Baths and Sulphur 
Well. Overlooking Valley Gardens. Facing 
South. 

THE GEAND HOTEL, Every convenience, com- 
fort, and elegance. 

Telegrams, “Grand, Harrogate.” 

THE GEAND HOTEL, Motor Garage, with Pit 
and Accumulator Charging convenience. 

Telephone, No. 1017 . 

VICTOEIA NITESING HOMS, Victoria Eoad, 
Harrogate. Eest Cure, Convalescent, Medical, 
Surgical, and Accouchement Cases received. 
Resident Masseuse. Weir-Mi tchell, Dowsing, 
Radiant IJght and Heat Baths. Nurses sent 
to Patient’s Homes anywhere (Large Staft'). 
Telegrams, “Nurses, Harrogate.” Telephone, 

Miss CATTIE, Lady Superintendent. 

THE TRAINED NURSES’ INSTITUTE AND 
NURSING HOME, 22 , Ripon Road. Well 
appointed Nursing Home. All cases received 
from £,3 3 s. Infectious cases treated in a 
detached sanatorium. Nurses supplied to 
private families. Apply 

.'Matron. 

Telephone, 23 .x Harrogate, 

MAYFIELD NURSING HOMES, Pannal Ash, 
Harrogate. Choice open position of the town. 
Under personal supervision of the Matron. 
Medical, Surgical, Weir Mitchell, and Accoiich - 1 
ment Cases taken. Dowsing, Radiant Light 
and Heat Baths. Nurses sent out to all eases 
and any part. Telegrams, “Pannal.” Tele- 
phone, No, 1143 , 

Superintendent, Nurse REDHEAD. 

ESTATE AND HOUSE AGENTS, APPRAISERS 
AND VALUERS. Furnished Houses and 
Apartments. Telephone, No. 36 . Telegrams : 

“ Days, Harrogate. ’ ’ Established 13 (‘ 4 . 

^ JOHN DAY <fc SONS, 

Princes Square. 

HUNSTANTON-ON-SEA, 

Norfolk. U.D.C. Pop. 2,000. G.E. Ey. On 
highest point of N.W. Norfolk coast. Aspect: 
Westerly. Pier. Beach : Bmid. iBathin^ : Mixed. 
Golf links, 18 holes (see p. 830). 

^lEBSEY* 

The largest of the Channel Islands. Pop. 32,376. 
G.W. Ry., vi.d Weymouth; and L. & S.W. Ry., 
vid Southampton. A summer holiday resort 
and winter haven. 3 golf links, boating, 
fishing (see p. 832). 

KINGSTHOEPE BOARDING HOUSE (Cliff 
Terrace). Splendid position. Good SeaYiew. 
South aspect. Convenient for Golf and Tennis. 
Smoking Room. Bath (hot and cold). Excellent 
Table. Late Dinner. jVXiss REID. 

HARDEN’S ST. BRELADE’S BAY HOTEL. 
Facing Sea and South. Open all the year. 
Pension terms. Comfortable and very 
moderate. Terms on application. Unsurpassed 
sea bathing. Within one mile of Les Quennevais 
and La Moye Golf Links. 

A. C. HARDEN, Proprietor. 
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HASLEIVIERE, 

Suney. 43 m. from Waterloo. L. <fc S.W. Ry. 
Pop. 3,600. Location: 'Bet'wem Godaiming and 
Petersfleld. Elemtion: 550 ft., rising to 900 ft. 
at Hindhead. 3 m. from Haslemere Railway 
Station, Neighbourhood : Open ; extensive 
stretches of heather and pine-trees. Climate: 
Dry, bracing, no fogs. Soil ; Sand or gravel, clay 
towards E. King’s Sanatorium erected on Lud’s 
Common between Haslemere and Midhurst; 
district specially recommended for tuberculosis 
patients. Good cycling roads ; hunting ; fishing. 
Golf links (i8 holes) at Hindhead, 3 ui. 

INVERNESS. 

Pop. *4,000. 583 m. from London. At the 

mouth of the River Ness. It is a clean, %vell- 
laid-out town with many buildings, including 
the Castle, Cathedral, &c. Golf links (18 holes), 
fishing, boating, yachting, coaching. Free 
library, museum, <fcc. 

Magnificently situated at Junction of Caledo- 
nian Canal & famous West Highland Railway. 

BANAVIE HOTEL 

The Hotel de luxe of the Scottish 
Highlands. 

Excellent up-to-date accommodation for 120 
visitors. Perfect Sanitary arrangements. 

Every detail in PRIVATE SUITES and 
PUBLIC BOOMS for comfort and convenience 
of guests. 

Hiring, Posting ; Golf, Pishing, Shooting. 

Good centre for Hoad and Rail Excursions. 
Telegrams: “HOTEL Banaaue.” 

Mrs. JOHNSON, Pro]grietrix. 

“OAKLANDS” 

BOARDING RESIDENCE. 

Conveniently situated, five minutes from station. 
580 feet above sea level. Beautiful sheltered 
grounds. Croquet and Tennis Lawns. 

Spacious Drawing and Dining rooms. Bath 
rooms. Modern Sanitation. 

HOME COMFORTS. 

PERSONAL MANAGEMENT. 

MODERATE TARIFF. 

Misses Hoar. 

ISLE OP MAN— see p. 863. 

LEAIVIINGTON, 

Warwickshire. M.B. Pop. 26,888. L. & N.W. 
Ry. and 6.W. Ry. 2 m. E. of Warwick on the 
Learn. Rai/iS.* Corporation, grand pump-room 
and complete bathing establishment ; swimming, 
Turkish. Mineral loaters: Saline and chaly- 
beate. Season: April-October. A high-class 
residential town. Tw'o free public places for 
drinking the waters. 3 golf clubs with separate 
links (see p. 833). 

HASLEMERE 
NURSING HOME, 

PRIVATE PATIENTS. 

WEIR MITCHELL. Rest Cure. 

Medical and Chronic Cases received. 
Massage & Electricity. Physical Exercises given. 
Trained Nurses and Masseuses. 

Terms on, application to 

■ Misses PJNGWOOD & INGE, 

Telephone No. 22 ** COURTSFOLD,” 

P.O. Ha.sleinere. Haslemere, Surrey. 

HAWTHORN BOARDING ESTABLISHMENT. 
28 , Learn Terrace. Good Dining, Drawing, and 
Smoke Rooms. Centrally situated nearJeph- 
son Gardens. Pump Rooms. Terms from 85 /- 
to 42 /- per week. 

Proprietresses, The Misses M. & E. STENT. 

BEDFORD STORES. BURGIS & COLBOXrRNE, 
Ltd., General Providers. Principal Depart- 
ments— Grocery and Provisions, Wines and 
Spirits, Tobacco, Hardware, Briushes, China 
and Glass, Drugs and Perfumery, Stationery 
and Fancy Goods, Toys, Books, Circulating 
Library, CafA Price List on application. 

“ BRIARCOMBE.” 

PENSION OR APARTMENTS 
Close to Hindhead Common, facing 3.¥. 

Good situation, 700 feet elevation. 
Close to Station. 

Cuisine arranged for Invalids. 

Special Terms for Winter Months. 

Own Grounds; half an acre. 

Apply- gRAYSTONE, 

COSTUMIERS AND FANCY DRAPERS, 
Milliners, Ladies’ Underclothing. Artistic 
Upholsterers. E, FRANCIS & SONS, Ltd., 
34 , 36 , 38 & 40 , Bath Street, Leamington Spa. 
Telephone, 660 . 

Telegrams, “Francis, Leamington.” 

HOUSE AGENTS AND AUCTIONEERS. 
Leamington Spa and Midland Counties Register 
(Established 1874 ). Particulars Gratis of all 
Residences Leamington Spa and District. 
Hunting Boxes, Coiintry Re.sideiices, Lauded 
Estates, <Stc., to be Let or Sold, Apply— 

' FAYBRMAN & (JO., F S.I„ 

.'■> 7 , The Taraile. 

Tels. ; “ Fayerman, Leamington.” ’Phone 7 u 7 . 
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LEWES,'/' 

Sussex. M.B. Pop. 11,249. L.B. & S.C. Ey, ; 
I $0 m. from London, su2)2)ly: Constant; 

; Drainage : ^Modern. BatM : Open-air swimming, 
j An audem: county and assize town on Eiver 
I Ouse. 8 m. N.E. of Brighton. Eaceeourse. Golf 
I links (18 holes). Cricket, croquet, tenuis, cycle, 
j and footbc.ll eluhs. 


WHITE HAET HOTEL (The County Hotel, 
established 14th centmy). For Families and 
Gentlemen. Comfortable, convenient, moder- 
ate. Bummer and Winter Gardens. Lounge. 
Electric Light. Centre of Town. Close to 
Golf Links and Station. Opposite County 
Hali. Telephone, No. 94. 

W. BEATY, Proprietor. 

GAEAGE AHD^MdTOiriEPAIR W OEKS.— 
J. 0. H. JXAilTIN, High Street (adjoining 
the Briilge). A. 0. Eepairer. Vulcanizing. 
Dunlop, and Hichelin Tyres stocked. Bepairs 
to Petrol, Steam, and Electric Cars ; also 
ilotor Bt;ats. Personal supervision. Work 
guaranteeci. Open Sundays. Sussex Agent for 
Enfield and Hillman-Coatalm Cars. Telephone, 
No. 45. : 


THE SUSSEX EXPEESS. The leading County 
Weekly Newspaper. Best for adyertisements, 
best for news. Published Thursday eveniug. 
Advertisements of the “Wanted” class one 
halfpenny per word. Proprietors, W. E. 
BAXTEE, Ltd., General Printers, Lewes. 


LITTLEHAIVIPTOS^, 

Sussex. H.D.C. Pop. 9,500. L.B. & S.C. Ey. ; 
6am. from Loudon. Locatmi: On coast, at mouth 
of Eiver Arun. Beach : Extensive sands. 
Bathing : Mixed. Quiet, growing family summer 
watering - place. Quaint natural harbour. 
Boating and fisliiug in sea aud river ; golf 
links (x8 holes), {see p. 833). 


BELLE CROFT, 

Empress Maud Road. 

BOARD RESIDENCE 

Facing Sea and Close to Golf Links. 
Superior and Comfortably Furnished, 
Bathroom (H. and C.). 

MODERN SANITARY ARRANGEMENTS. 

GOOD COOKING and HOME COMFORTS. 

Sledical, Clerical, and other References. 

Miss SMITH, Proprietress, 


LITTLEHAMPTON OBSEEVEE AND 
VISITOES* LIST. Published on Wednesday, 
price Id, The only paper with Visitors’ List ; 
contains fullest news of the district, including 
Arundel. “Wanted” Advts. also appear in 
■ Bognor and Chichester “ Observer” editions. 


LLANDRIW'DCID WELLS,. ' 

EadnorsMre, U.B.C. Pop. 2,800. L; & N.W. Ey. 
and G.W. Pi,y. Elevation : 750 ft. Aspect ; S. W. 
Climate .* Bracing. ■Mimml waters : Sulphur, 
saline, lithia, chalybeate, &c. Water siqrphj : 
Constant and excellent. Drainage: Modern. 
Baths: Siilphtu*. Llandrindod Wells as a health 
resort is becoming i)opular. Its great attractions 
are its mineral springs, but the beauty of the 
mountain surroundings and the purity of its air 
also attract many visitors. The town is lighted 
by electricity. Armmments : Golf (18 holes), 
tennis, bowls, croquet, cycling, fishing, &c. 
The waters are very efficacious in the treatment 
of gout, rheumatism, anaemia, neurasthenia, 
dyspepsia, diabetes, and liver affections. 


“PENOYEE,” HIGH -GLASS BOAEDIHG 
HOUSE. Best position. Near Mineral Springs, 
Baths, Golf, Tennis, Croquet Grounds. Fifteen 
miles good Trout Fishing available. Excellent 
Cuisine and Home Comforts. Terms, apply. 
Manager. 


BEAUFOET PRIVATE HOTEL. High-class 
Pension. Close to Pump Eooms, Baths, 
Leither Saline Waters, and Golf Links. Table 
d’HOte. Separate Tables. Large Drawing and 
Dining Eooms. Lounge and Smoke Eooih. 

Mrs. & MI.SS HUGHES. 


HOSTYN PRIVATE HOTEL. Southern aspect) 
overlooking Open Common and Golf Links, 
Five minutes of Pump Room and Lake. 
Perfect Cuisine. Private Sitting Rooms. 
Billiard Room. Croquet Lawn. Electric Light. 
Latest sanitation. Tariff on application. 

W. E. WILDE, Proprietor. 


THE SPRINGS HOTEL. Charmingly situated, 
facing Common and Golf Links. Convenient 
for Pump Eooms. Gardens, Croquet Law'n, 
Billiards, Dining Room (separate tables), Pri- 
vate Sitting Eooms. Lounge. All modern 
conveniences. House heated in winter. 

M. BENTLEY, Proprietress. 


PRIVATE NURSING HOME, Llandrindod 
Wells. Medical, Surgical, Chronic, and Con- 
valescent cases taken. Every Home Comfort. 
South aspect. Close to Waters and Baths. 
Massage and Electricity. Terms, apply 
SISTER, Nursing Home, Llandrindod Wells. 


LOWESTOFT, j 

Suffolk. M.B. Pop. 29,850. On coast of Suffolk. 
Beach: Sandy and pebbly. Bathing: Mixed. 
Piers: 2. Excellent fishing' from ^])iers and 
liarboiu, boats and beach. Golf links (9 holes) 
{see p 834). 


PAMPHILON (F.AJ.), Auctioneer and Bur- i 
veyor. For Furnished and Unfurnished Houses. ' 
Register of Shops to Let, Properties to be Sold ' 
for Occujjation or Investment, Valuations 
and Auction Sales a speciality. Offices, 150, 
London Road North, Lowestoft. Telephone, 
No. 240. ' 
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LLANDUDNO, 

Carnarvonsliire, Tj.D.C. Pop. 10,783. Means of 
aeoess : L. & N.W. Ey. and G, W. Ey. vid Chester. 
Pier. Beach : Sand and gravel. Sea bathing : 
Mixed. B'X-mrsions : Bail, eoaoli, and steamer. 
.Lively, progressive, and popular watering-place. 
Golf links on the west shore (18 holes). 


ST. GEORGE’S HOTEL, 

LLANDUDNO. 

PRE MIER POSITIO N. 

Facing the Sea and Grand Promenade. 
First-class Residential and Family Hotel. 

Pa,troniaed by the Nobility and leading Families. 
Spacious, Cosy New Lounges, Handsome Dining Hall. 
Electric Light throughout, Passengers’ Lift to all 
Floors. 

■ MOTOR , GARAGE FREE, 

Hotel Visitors have free use of Great Orrae Golf Links. 
. Table d’Hdte, served at separate Tables. 
INCLUSIVE TERMS FROM gs. PER DAY. 
For Illustrated tariff, apply THOMAS P DAVIES, 
Rendent Proprietor. 

Tki.ephone Nos. : F^si^or^, No. 300. Proprietor, No. 7, 


LLANGOLLEN, 

Denbiglishire. Pop. 3,304. 3 feans of access: 
G.W. By., 203 m. from London. A favourite 
summer resting-place. Situated on the Biver 
Dee, in a beautiful valley, a favourite resort 
of anglers. On the hills which rise from the 
vale convalescents may in summer obtain 
much benefit. 


LLANGOLLEN* 


™l HAND HOTEL 


This is one of the most convenient in this 
Lovely Vale, and second to none in North Wales 
for COMFORT, catering; & SITUATION. 

60 Bedrooms, Large Private Sitting-rooms. 
Electric Light throughout. 

GOLF ext e n sive MOTOR garage. 


7 separate lock-ups. 


Resident Proprietor, JAMES S. SHAW. 
’Phone: No. 7 . 

Tel. Address: “Hand, Llangollen.” 


r^ATLOCK, 

Derbyshire. IJ.D.O. Pop. 8,000. Midland By. 
143 m. from London. Blemtion: 300 to 900 ft. 
Climate: JiVY, bracing, sheltered by hills from 
N. and R. Mimral ivaters: Thermal springs. 
Season: July-October. Baths open all the year. 
Golf links (18 holes) {see p. 838). 


LYIVIE REGIS, 

Dorset. M.B. Pop. 2,093. L. <&; S. W. By. 134 Jm- 
from Waterloo. A seaport and quiet watering- 
place with historical associations. On coast 
between Torquay and W eymouth. 5 m. S. E. of 
Axminster at the mouth of the Lyme river. 
Aspect : S.E, Wafer supply : Constant, Beach : 
Sand. ; piixed. Season : Mn,Y to Oct. 

Annual fixtures : Flower show and regatta in 
Aug. Golf (9 holes), fishing, tennis, cricket. 


LYME REGIS. Ideal Health Besort for 
summer and winter ; sloping south ; invigo- 
rating air, pure water, perfect sanitation. 
Electric Light, Telephone. Good Bathing. 
For fiu'ther information and Guide send iS. 
stamp to 

J. BADFOBI), 

Secretary, Advertising Committee. 


THE HOTEL ALEXANDRA. Centre position, 
i mile from Station, in own grounds (5 acres). 
Southern aspect. Fitted, furnished, decorated 
in excellent taste. Visitors’ comfort generally 
studied. Sanitation perfect. Table d'Hdte. 
Excellent Cuisine. Near Golf Links. Under 
entirely new management. 

J. A. HINTON, Proprietor. 


STILE HOUSE “ PENSION,” Lyme Regis. 
Comfortable, roomy house, situated on high 
ground overlooking the Sea, with charming 
views of the cliffs and surrounding country. 
Close to the famous Underclifi. Modern 
sanitation ; small tables in dining-room. 
Moderate terms. 

W. E. CROUOHER. 


IVIAlDEnHEAD, 

Berks. G.W. Ry. main line. Pop. 13,000. 24 m. 
from London. Delightfully situated on the River 
Thames. Boating, punting, fishing, golf, hunting, 
football, cricket, river bathing, open swimming 
bath, hockey, tennis, miniature rifle range. (See 
TAPLOW, p. 844). 


GROVE BUNGALOW, 

HOLYPORT, MAIDENHEAD. 


OHESTERPIELD HOUSE HYDRO. ■— Finest 
position in Matlock. 750 feet above sea level. 
South aspect. Miles of magnificent views of 
Moorland, Valleys, and Woods from the 
Hydro Verandah, including Deiuvent Valley, 
Tansley, Biber, and High Tor. Grounds cover 
10 acres. Tennis, full-sized Bowling Green, 
fine Billiard Boom, Motor Garage, Stable 
Accommodation. Comfort and refinement. 
Nearest Hydro to the Matlock Golf Links 
(IS holes). Terms from 2 guineas per week 
inclusive. Baths free. Special terms 
Tel., 20 Matlock. Under the personal direc- 
tion of jviBS. A. A. HITCHING, 

■ ■ ■ ■ ■ ' , Managers. 

Station : Matlock (NOT Matlock Bath). 


GROVE BUNGALOW POULTRY 
AND DAIRY FARM PRODUCE. 

Week or day-old CHICKS from various prize 
and iitilty breeds. 

Ducklings— -Fresh Eggs— Milk and Cream. 

Golden Retrievers and Cocker Spaniel 
puppies for sale. PEDIGREE PARENTS. 
Telephone: Maidenhead. 


THAMES HOTEL, Maidenhead. Mile Maiden- 
head, and Taplow Station. Most charming 
spot in Valley of Thames. Suites, Private 
Apartments. Magnificent Coffee Boom. 
Billiards. Carriages. Electric and Steam 
Launches, Boats. Motor cars, repairs, all 
accessories. Telephone, 100 . 

H. WOOOHOUSE, Proprietor. 
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MALVERN, 

■Worcestershire, U.D.C. Pop. x8,ooo. Means of access: G.\Y. and Midland Rj’. Location: 

On the slopes of the Malvern Hills, 8 m. from Worcester. Elemtion : 300 to goo ft. alDove sea-level. 
Aspect : East. Climate ; Dry^ bracing. Wafer mpply : Pure, constant. Drainage ; Alodern, Soil : 
G-ravelly. Baths : Hydro, Turkish, Droitwich brine, &c. Excursions : By motor cars, cliars-a-bancs and 
other vehicles. The highest point of the Malvern Hills is the Worcestershire Beacon, 1,400 ft. high 
from the summit of which is obtained one of the most extensive panoramic views in Gt. Britain, 
embracing the Severn and Wye Valleys, the Cotswold, Mendip, and Welsh Hills; and in the 
plain below can be seen Worcester, Cheltenham, Tewkesbury, Gloucester, Hereford, and other 
places of interest. Season: Summer and winter. Annual fixtures : Shakespeare week in May, 
croquet and lawn tennis tournaments in August. Malvern is an inland watering-place and a pretty 
residential town, consisting mostly of villas standing in own grounds. Assembly rooms (high- 
class bands and theatrical companies), free library, two clubs, tennis, bowls, croquet, golf links 
(9 and 18 holes), separate clubs for ladies and gentlemen (see p. 836), 

HALVERH, An ideal Health Resort both summer and winter, free from excessive changes of 
temperature as proved by statistics. 9 mile range of hills with Nvalks and drive.s in every 
direction. Air of Alpine purity, and water highly recommended by medical profession. 
Excellent Golf Links (18 and 9 holes) ; separate club-houses for ladies and gentlemen. Pine motor ^ 
centre. Three packs of Hounds. Brine Baths. Excellent Schools of all descriptions. Illustrated 
booklet conLaiuiiig special articles, with list of Hotels, Boarding-houses, and Apartments, free 
on application to— ■ Secretaby, Malvern Improvement A.ssociation. 

THE 

IMPERIAL HOTEL. 

S'hites of rooms on the Ground Floor. 

Extensive Grounds. 

Electric Light. 

Brine and Hydropathic Bath, j 

Posting. 

F. MOBHSOHELL, Proprietor. 

( 

“ALPHA BRAND” MALVERN WATERS. 
These famous Pure Spring Waters, valuable 
for promoting Health, and Protective against 
the Danger of Drinking Impure M\ater, can l)e 
obtained direct from the Sole Proprietors, 
W. & J. BURROW, The Springs, Malvern. 

HOUSE AND LAND AGENTS.-** The Malvern 
Desci'iptive Property Register,” containing 
particulars of the principal Residences to he 
Let or Sold in the district (with Map), free on 
application to 

Messrs, lear & BON, F.A.I., 

Estate Agents, Alalvern. 

HOUSE AND ESTATE AGENTS AND 
AUCTI0NEEE.S. The Malvern and Western ' 
Counties Register. Parti oiiians of all Fur- 
nished and Unfinmished Residences free on 
application. Established 1851. 

J. B. HARPER SONS. 

THE WELLINGTON HOUSE HOTEL, Malvern. 
Most select position. Beautiful .shady garden, 
with Lawn Temns. Delightful views from all 
windows. Under entirely new management 
since July, 1009. Illustrated Prospectus free. 

MB. and Mrs. HERMANN GEHRIG, 

(from Lucerne) Proprietors. 

mmEHEAD^ 

Somerset. U.D.C. Pop. 2,3x1. G.W. Ry. 
On S. shore of Bristol Channel. Golf (18 holers) 
A favourite centre, August to Decenilier, for 
members of the Devon and Somerset, Exmoor 
and West Somerset Hunts ; a popular holiday 
resort in summer ; winter residence for invalids. | 

PHABMACEUTIOAL CHEMIST, British and 
Foreign Dispensing. Kodak Depot and Dark 
Room. A Registered Pharmacist is always on 
duty. Telegrams, ‘‘Mander, Malvern.” Tele- 
phone, No. 10. 

ALFRED MA.NDER, F.C.S. 

The Belle Vne Pharmacy, Belle Vue Terrace. 

BEACH FAMILY HOTEL. Facing Sea. Ne.arest 
Hotel to Railway Station an.l Golf Links. 
Central for principal meets of Staghounds, Fox- 
hounds, and Handers. Loose Boxes. Houses 
and carriages. Telegrams, “Beach,” Mine- 
head, Telephone, No. 15. 

E. PERCIFULL, Proprietor. 

NISDHURST, 

Sussex. Pop. 1,630. L.B. & S.C. Ry. and L. <fe 
S.W. Ry. 61 m. from Ijondon. It is a quiet, 
old-fashioned town in pretty rural scenery. Golf 
links (18 hole.s). 

GOAL MERCHANTS AND CARRIERS, 
FARLEY & SON (1. L. STENT), Station Road. ' 
Coal, Corn, Cake, Seed, and Manure Merchants, 
Cartage Contractors; Fux'nitnre carefully 
removed,* Ageute to the London & Soxith 
Western Railway. 

BSAOONWOOD PRIVATE HOTEL, North Hill 
Finest position in Minehead, facing south, high 
ground, sheltered. Grand Views, near Pine 
Woods, Golf. Sanitation perfect. Every 
comfort. Billiards. Illustrated Tariff. Special 
Winter Terms, Motor Inspection Pit. I’ele- 
grams, “Beacon wood.” Telephone, 32. Apply' 
Manageress. 
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IVIARGATE, 

Kent. M.B. In tlie Isle of Tlianet. Pop. 25,000. S.B. & 0 . Ey. 73 m. from London. Pier: 
960 feet, pavilion, band. Beach : Extensive firm sands ; open harbour for small vessels. Bathing ; 
Mixed. Popular ■watering-place, combining great natural advantages to proximity to London. 
Cliftonville, E., and Westgate, W., quiet and select quarters, commanding fine sea views. 
Margate air has long been proverbially good for convalescents. Two theatres; golf links (18 
holes), tennis, boating, fishing, steamboats to coast towns and London by General Steam, Palace, 
and Belle Companies ; scholastic establishments numerous*(?’ee p. 837). 


' AN UP-TO-DATE ■ 

SURGICAL & MEDICAL 
HOME. 

Half-a-minute from the Sea. 


HUTS designed for OPEN-ATE treatment in 
large spacious grounds. 

Special care devoted to Surgical and Tubercle 
eases, and to Convalescents needing rest and 
change. 

Terms according to requirements. 


4, Harold Road, 
ClifiOnviilc. 


MISS MANX. 


POET PAE AGON HOTEL and Eirst-class Board- 
ing Establishment. Finest position in Clifton- 
ville. Facing Sea, Fort Green, Bandstand, and 
Fashionable Promenade. Excellent cuisine, 
under management of efficient chef. Table 
d'Hdte, 7 p.m. Terms moderate. Telephone, 
62Y. 

SIRS. W. ADAAtS, Proprietress. 


C DEPLETE HOUSE PTJRHISEEE. 

EEEOVALS. 

MUNEO COBB, 

97, Northdown Eoad, 

Cliftonville. 

Invalid Carriages for Hire. 


MOTOR GARAGE. 

MARGATE. 

Motor Cars Repairs, 

on Hire- . Garage, 

Tyres in StocH* 


J. 


W. BANGHAM, 

The Margate Garage. 

CECIL SQUARE, MARGATE. 


DALKEITH. Select Private en pension. Finest 
position in Cliftonville. Facing Sea, on Flag- 
staff 3?romenade. Fitted with all modern 
improvements and every comfort. Open all 
the year round. Telegrams : “ Stoddart, 
Margate.” 

The Messrs STODDAET. 


HOUSE AGEI'TT AITD AUCTIOHEEE, 
JOHN BAYLY, F.A.I., 

THE Auction Mart, 53, High Street, and 
Cliftonville Chajirers, 
Telephones, S5X and 53x. 


NEWQUAY, 

Cornwall. IT. B.C. Pop. 3,776. A select summer 
resort. Beach : Sands. Bathing, boating, sea- 
fishing, coaching, golf links (18 holes), cricket, 
tenni.s. 


TEEG'WELLA, House of Best for Tuberculous 
Patients. Corn^alescents after Sanatorium 
treatment and in the earliest stages, or others 
who desire a bracing climate with open-air 
treatment. Terms from two guineas a week. 
■^PP'y Miss TUEW. 


NOBTHAIMPTON. 

The capital of Northampton, Pop. 95,000. 
6 bH f^*om London. Golf (g holes). Possesses 
free library, two museums, Ac., schools of science 
and art, opera house, electric tramways, 3 river 
bathing-places, and boating. 


MOTOR YTOEKS AND GARAGE. MULLINEE, 
Ltd. Also at 132 to 135 Long Acre, London. 
Official repairers Automobile Ckib. Inspection 
Pits, Petrol, Accessorie.s, Specialists in Motor 
Body Design. Highest - class 'workmanship. 
Catalogue on application. Extensive up-to- 
date repairing plant. (Established 1760.) 
Telephone, IS. Telegrams, “Muliiner, North- 
ampton.” 


PENZANCE, 

Cornwall. M. B. Pop. 13,136. Beach: Shingle. 
Sea-bathing: Mixed. A seaport and watering- 
place, the westernmost in England. Golf (9 
holes) {see p. 838). • - 


AUCTIONEERS AND HOUSE FURNISHERS. 
GRIDDLE & SMITH, Auctioneers, House and 
Estate Agents, Appraisers, Complete House 
Furnishers, Piano Merchants, Removal , Con- 
tractors. Estimates free. Dry rooms for 
Warehousing. 

Telegrams : “ Criddle Smith, Penzance.” 


. , PERTH, 

Perth. Pop. 35,196. The Charing Cross of Scot- 
land, from which excursions may he made to all 
parts of the country. Golf courses, two (te8 holes ; 
ladies, 9 holes). 


STATION HOTEL. This Hotel is the property 
of the Caledonian, North Britisli, and High- 
land Rail’way Company. Of great convenience 
to passengers wishing to Iweak their journey. 
Motor Garage and all accommodation for 
Motor Cars. 
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OXFORD. 

Cathedral cit3^ Pop. 49, 336. G.W. R3^ 63?^ m. froih Paddiiifttori. The county town of 0 >:hiv«rshire, 
and one of the most ancient and celebrated Universities in the world, is situated at the eoruhience 
of the Cherwell and the Isis ; architecturally is a most beautiful city, and occupies a line site 
encircled by rich and wwcled meadows. The University contains 21 colleses and 3 halls. The 
Bodleian Library, one of the most important libraries in the world, contains over 400,000 
volumes. The Town Ha, li, Martyrs* Memorial, Observatory, Botanic Gardens, Christcliureb 
Meadows, and Worcester Gardens are amongst the many objects of interest afforded visitors. 
Golf. A frequent service of saloon steamers provides facilities for most intere, sting outings up 
and down the Thames. Simskim: igoS^ t, <30 hvs. 

OXENFORD HALL 

BOARDING ESTABLISHMENT. 

In centre of City, opposite Martyrs’ 
Memoi 

Public and Private Sitting Rooms. 

TBRMS mODERATE. 

Apply, PEOPBIETRESS. 

jup “TOTC” 

BOARDING HOUSE, 

OXFORa : 

Near Magdalen College and River. 
Overlooking Christchurch Cricket Ground. 

Well B’urnished and Comfortable, good Public 
Rooms. Private Sitting Rooms if required. 
Cycle accommodation. 

TERMS MODERATE. 

Miss BAKER, Pri<prktress. 

KODAK PILSrS. 

PROMPT DEVELOPING. 

jpRUCE, 118, High street, 

(opposite Mitre Hotel). 

WINE AND SPIRIT MERCHANTS. Wines of 
good Vintages at moderate prices. GAMMON, 
WICKS & CO., Frewin Court (adjoining the 
Union Society’s Rooms). 

AUCTIONEERS, HOUSE AND ESTATE AGENTS. 

J. R. MALLAM & SON, IS, Corn Market Street. 
Established 17S8. Telephone, 175 . 

OBArd, 

Argyllshire. Pop. S!374* Caledonian Ry., L. <fe N.W. By., and steamboat. Pkrs: Two. Beach: 
Sandy. Oban commands a high reputation among tourists visiting the Highlands, for \yhom it is a 1 
convenient point of arrival for and departure from the shooting moors. Golf (rS holes). Yachting. | 

STATION HOTEL is the nearest and mo.st con- 
venient to Railway Station and Steamboat 
Piers, and commands beautiful view of Bay. 
150 Rooms replete with every modern con- 
venience. Electric Light. Electric Lift. 
Motor Garage. Moderate charges. 

E, G. FLEISCHMANK, Manager. 

0 . CAMPBELL, Proprietor. 

PARK HOTEL. Beantifnlly situated on Es- 
planade. Large Garden, front. Within five 
minutes of Railw-ay Station, and iu close 
proximity of Steamixmt Piens. Motor Garage. 
Electric light. Moderate charges. Gboti 
cuisine. 

J. G. FLEISCHMAN, Proprietor. 

KING’S ARMS HOTEL. — First-class Family and Commercial. Reluiilt and enlarged. Facing : 
Bay, Magnificent Sea and Mountain View's. Two minutes from Station and Pier. C.T.C! i 
headquarter. American express checks and coupons accepted. Telegraphic Address, i 

“AlacTavish, Oban,” J. M. liIACTAVISH, Proprietor and Manager. i 

PETERBOROUGH- 

Pop. 33,000. A Cathedral City on the borders 
of Huntingdonshire, Boating, stream fishing, 
hunting, coursing. Golf links (9 holes). 

PLYMOUTH, 

Devon, Pop. 120,000- G.W. Ry. and I, A S.Mh 
Ry. On Plymouth Sound. Great naval arsenal, 
garrison town, and seaside resort. (Odf links 
(iS holes). Good tourist centre. Fishing and 
bathing (free p. 839). 

ANGEL HOTEL. Central, near Cathedral. 
Family, Commercial, and Posting. Motor 
Garage. Headquarters Automobile , Club. 
Electric Light. ♦‘Decorated Hall” for Ban- 
quets, <S:c, Telephone, No. 11. 

J. CLIFTON, Proprietor. 

ESTATE AGENTS, AUCTIONEERS, AND 
VALUERS. ELLIOTT, ELLIS & CO., Wilts 
and Dorset Bank Chambers. Property Register 
free. Telephone, 153 . 
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PORTSMIOUTH Si SOUTHSEA, 

Hants. County Borodpfh. Cleans of access : L.B. 
& S.C. By. and L. & S.W. lly. Aspect: South. 
Climate : Mild, invigorating ; moderate rainfall. 
Soil : Gravel and c'la 5 ^ Front : Promenade and 
marine drive, 2 m. along top of beach, separated 
from houses by wide tract of green common. 
Handsome town hall, museum, technical insti- 
tute, cycle track. Piers (one being a Corporation 
Pier) ; Pavilion (daily entertainments and Sunday 
concerts) ; fishing ; landing stage for steamers ; 
marine trips. Golf links at Gosport (s 8 holes). 
Beach : Shingle. Bathing : From movable stages 
at all tides and from beach, with and without 
machines. Southsea; Suburban residence for 
families of officers in both services ; fashionable 
summer resort ; favourite centre for yachtsmen 
and marine excursions ; wintering place for 
convalescents; Eastney Barracks (headquarters 
B..M. Artillery). Much of historical interest 
attaches to the dockyard, arsenal, and fortifi- 
cations. Sunskiw : 1908 , 1,949 hrs. 


OAELTOH HOUSE PEIVATE HOTEL, Western 
Parade. Most convenient situation for Dock- 
yard and Barracks. B’acing Sea and principal 
Pier. Cuisine etiual to first-class hotels : sepa- 
rate tables. Good Deception, Smoking, and 
Billiard Dooms. Motor Garage adjacent. 
Telephone, 402. 


ST. HELIEDS HTJDSIHG HOHE, 73, Elm 
Grove, Southsea. The Home, which contains 
30 beds, is arranged for the reception of 
jSIedical, Surgical, Maternity, and Weir- 
>.Iitchell cases. Terms on application. 

Pj'ineipal, Miis. GULEY. 

Dhit. Tel., 767. 


VICTODIA, 2 , Western Parade, Southsea. Com- 
fortable Board and Desidence. Overlooking 
Clarence Pier and Solent. Moderate Terms. " 
Mjss LYONS, Proprietress. 


PHOTOGDAPHIO APPADATUS. Every re- 
quisite stocked. Plates and Films developed, 
printed, &c. at shortest notice ; finest results 
obtained. Southsea Agent for Doss, Goerz, 
Kodak, and all leading makers. Telephone, 
No. 273 Corp. KNIGHT & CO., 57, Castle 
Doad, Southsea. Field and Marine Glasses. 


ESTATE AGENTS, AUCTIONEERS, AND 
STOOKBROKEES. CADTED & LANCASTED, 
6 a, Clarendon Doad. Largest list of Houses to 
be Let Furnished, Unfurnished, and for Sale 
in the district. Selected List sent to each 
applicant free. Telephone, 326 both Exchanges. 


AUCTIONEER AND SURVEYOR, E. H. 
COOPED, Estate Agent and Valuer, 14, Osborne 
Doad, Southsea. Valuations for Probate. 
N,B.— A printed list of Properties for Sale 
ajid to be Let, Furnished and Unfui’nished, 
also Business Premises, forwarded post free. 
Telephone, 103 (both exchanges). 


THE “ PORTSMOUTH TIMES” Series of Weekly 
Newspapers offer to Advertisers the greatest 
publicity in the South of England. Every 
Saturday. ‘ ‘ Sunny Southsea. ” The b ..^st Cl uide 
for Visitors. Illustrated, 6 d, 

Publishers, HOLBROOK A SON. 


RAPSGATEj 

Kent, M.B. Pop. 28 , 000 . S.E, A C. Dy., 79 m. 
from London, in between Deal and Bvo;ul stairs. 
Aspect: South and south-east. Beach: Sauds ; 
boating and fishing. Bathing: I^Iixcd. Pier: 
Extensive stone promenade piers, enclosing fine 
harbour over 50 acres. Golf (see p. 840 ), 


HOUSE AGENTS. SCARLETT A GOLDSAOK. 
House and Estate Agents, Auctioneers, 
Vainers, and Accountants, Hotel and Public 
House Brokers, 86 , High Street, Ramsgate. 
Registers containing all the best properties in 
the district free. Telephone, No. l!>. Telegrams, 
“Scarlett, Ramsgate.” 


READSNQ, 

Berkshire. C.B. Pop. 72 , 214 . Situated in the 
midst of beautiful Thames .scenery, which can 
be explored by boats or steamboats. Golf 
(9 holes). 


COUNTRY HOUSES. 

Berks anp Oxon. 

DALGLIESH A PIERCE, 

Tel. 132y. P..KAi>.D;a. 


REDHII.L, 

Suri'ey. AI.B. L.B. A S.C, Dy. and S.E. A C. Dy. 
The favourite and healthy residential district of 
Eedhill is really an out-lying suburb of Deigate. 
Golf links <s 8 holes). 


JOBMASTER AND CARRIAGE PROPRIETOR, 
Superior Carriages and Horses of every uescrip- i 
tion. Good Hacks and Hunters. Riding ! 
Taught. Driving Lessons given. Pleasure ; 
Parties specially catered for. SAM IMAilSH ' 
A SON, Central Hunting Stables, Higli Street, : 
and Station Stables. Telephone : 29 DedhiTl. i 


WHITAKER’S PEERAGE 

BARONETAGE, 

KNIGHTAGE, AND 

COMPANION AGE 

For 1910 

Enlarged and improved Edition. 
Price Ss. net. . 
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eHOS-0N-SEA, 

About I mile west of Golwyii Bay, connected by 
electric trams. Postal address : Llandrillo-yn* 
Khos.” A new watering-place. Pier;: i, ago feet. 
Golf links (i8 boles). Pishing weir, tennis. 
Telegraph and telephone offices. 


BOARDING HOUSE. 

1“ BELVEDERE.” 


Mbs. MILNES, 

ABBEY KOAE, 

RHOS-ON-SEA. 


RYDE, 

Isle of Wight. M.B. Poi). 11,043. N.E. coast 
of Isle of Wight, facing Portsmouth. Pier. 
Beaoh : Band. Secu bathing : Mixed. Season : June 
to Sept. A lively town, second in yachting 
importance only to Cowes. Excursions by coaches, 
motor ’buses, trains, and steamers. Annual 
iixtyres: Two regattas, rose show, gymkhana, 
chrysanthemum show. 


THE SHERWOOD 

I NURSING INSTITUTE. 


Well-a.ppointed invalid Home. 
Chronic, Medical, Surgical cases 
I received from 3s. per week. 

Qualified Nurses sent to all parts of 
I England and abroad on application to 

LADY SUPERINTENDENT. 


! SUN LOUNGE AND OPEN AIE BALCONY 
for Complete Pvcst and Quietude in Physician’s. 
Modern Private House. Sea front. Genial 
climate. High sun lecord. Pure air and 
water. HAIHILTON HOLMES. 

The Bays, Hyde, Isle-of-Wight, 


ST- AUSTEL- 

I 3)340. O.W. By. Aspect: South. Me- 
I ration: 300 ft.; lies 154 m. from the coast of 
Cornwall between Plymouth and Falmouth. 


I WHITE EABT HOTEL. First Class. 3 minutes 
from Railway Station, Electrically ; Lighted. 
Excellent Stabling, ’Bus meets all trains. 

,, / 'Apply M. claeo 5.'T: 


■ SALISB'yRYj 

Wilts. Cathedral City. Pop. 31,827. Means oj 
access : L. & S.W. By. and G.W. By., 83m. from 
London. From its history, antiquitj^ and position 
in the fertile valley of the Avon, Salisbury is a 
most interesting city. Chief amongst its attrac- 
tions is its splendid cathedral (spire 404 feet, the 
highest in England), dating from 1220, one of the 
be.st examples extant of Early English arehiioc- 
tm*e. Stonehenge with its colossal Dru!'.!’!; 
ruins, and Salisbury Plain, military manmuvms 
annually, a vast area of aoo square miles, can be 
visited from here. County Hall, 'Victoria Hail, 
Assembly Booms, promenade concerts in the 
Victoria Park nightly and Wednesday afternoons 
during summer (Sundays excepted), Blackiuore 
Museum, public library, golf links (9 holes). 


THE COUNTY HOTEL. On banks of the 
Avon. Close to Cathedral and Stations. The 
principal Family Hotel, with spacious Public 
Booms and New lounge. Headquarters of all 
principal motor clubs. Telephone, 470. 

Proprietor, H. T. W. BAItRON. 


BOOESELLEBS, STATIONEBS, SUBSCEIP- 
TIOl^ LIBBABY, AND PUBLISHEBS. Agents 
by appointment for Government Ordnance 
Maps. Publishers of the ‘ ‘ Salisbury Directory ” 
and Salisbury Cathedi'al Guides, is. each. 

BBOWN & CO., 

Teleplione, 1;1y:L Canal, Salisbury. 


SANITARY STEAM LAUNDRY, Church Street» 
High-class Family Work at M.oderate Charges* 
Shirts, Collars, Blouses, a Speciality. Special 
Dry Cleaning Department. Also attached. 
Large Tepid Swimming Batli, Summer. Victoria 
Hall, Balls, Concerts, &c., Winter. 

Address, The Manager. 


WINE, SPIRIT AND BEER MERCHANTS, 
Established 1830. Extensive stock of W'el!- 
matured Wines and Spirits. Sandeman’s Ports 
and Sherries. Agent for Hicks’s Vino Sacro, 
Guinness’s Stout, Bass’s and Ind, Ooope’s Aies. 

LARGE & CO., 57, Canal. 


MOTOR ENGINEERS. ROWLAND -.‘t SONS. 
Castle Street. Official repairers to the Auto- 
mobile Club. Four-cylinder Cars for Hire, by 
the day or week. Garage, Tyres, Petrf)i, 
Greases, Spare Parts, &c Telegrains, “ Victors, 
Salisbury.” Telephone, 170. 


HOUSE AND ESTATE AGENTS, &c. C. 
MOODY & SONS, Fisherton Street, House and 
Estate Agents, Valuers, House and Catnp 
Furnishers. Furnished Houses. Furniture 
Beniovers. XTpliolsterers. Warehouses for 
Storing. Large staff competent workmen. 
Estimates free. Established half a century. 
Telegrams, “Moody, Salisbury.” 
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SANDOWIM, 

Isle of Wight, U.D.C. Pop. 5,350. z in. from 
Shanklin. Climate: Mild, cliy ; small rainfall. 
Pier. Sea-bathing: Mi.\:ed. A quiet, family 
watering-place. Golf links (18 hole.s). Coaching. 


HOUSE AGEHTS, AUCTIOHEEHS, &c. All 
the best available Houses and Properties in 
the District. Printed Lists Free on applica- 
tion. Telephone, No. 182. G.W. S. WITHEKS 
& SON. Offices : Opposite Railway Station 
and adjoining G.P.O,, Sandown. 


' SOARBOeOUGH, 

Yorkshire. M.B. Pop. 38,160. 230 in. from 

London, On N.B. coast, between Whitby and 
Bridlington. Simskine : 1907, 1,378 hrs, £eaeh : 
Sands, Sea-bathing: Not mixed. Sea- 

crater, &c. Mineral waters : Chalybeate. Season : 
June-September cricket festival, September. 
Fashionable watering-iilace, with a diversified 
frontage of 2 m. cvith esplanade overlooking bay 
and harbour. The noted Spa establishment and 
grounds is a social rendezvous. Golf links 
(18 holes). ^ 

prTnce of waLes 

HOTEL. 

FIRST CLASS FAMILY HOTEL. 

Facing South. Electric Liglit and Lift. 
CLOSE TO GOLF LINKS. 

Billiard Room. Two Tables. 

^EXCELLENT CUISINE AND WINES. 
Terms moderate and inclusive. 

Telegrams: “Piuncely.” Telephone: 4 ^. 

H. FURNISS, Manager. 


SCARBOROUGH. 


HOUSE AGENTS 

ANI> 

removal and storage: 

GONTRACTORS. 


W. Rowntree & Sons, 

35-39, WESTBOHOOGH, SCASBOROUGH. 


Particulars and Estimates Free. 


Devon. Pop. 4,201. L. & S.W. Ry. Protected 
from N. and E, ; much sunshine. Tyincal South 
Devon climate. Beach: Sands. Golf links (18 
holes), river fishing. . , 


HOUSE AND ESTATE AGENT. 

SANDERS, Sidmouth. 
Established 1847. Telephone, 41. 


SEATOW, 

Devon. Pop. 1,375. L. & S.W. Ry. the 
coast between Lyme Regis and Sidmouth. 
Beach : 1^ ra. in extent, shingle, asphalte walks. 
Bathing : Mixed. Golf (9 holes). Angling in Axe 
and Coly ; hunting (foxhounds and harriers). 


SEATON* 

BEACH HOTEL, 

Stands on the Esplanade. 

Recently re-built. New heating aiTangemonts. 
Sanitation perfect. 

Good Sea and River Fishing. Golf and Tennis. 
GARAGE . INSPECTION pit. hose pipe. 


Special Terms for Winter Visitors. 
E. A. & C. 0. Proprietors. 


SEVENOAKS, 

Kent. Pop. 8,103. S.E. & C. Ry. 23 m. from 
London. This fine market town occupies a 
very elevated and healthy position amid&t 
some of the finest Kentish scenery, near the 
river Darenth on gravel soil, and olYers con- 
siderable attractions as a place of residence and 
tourist centre. Golf links (18 holes). Excellent 
hunting. 


HOUSE FURNISHERS. S. YOUNG & SON, 
Complete House Furnishers. Warehousing. 
Removals. General Drapers and Outfitters. 
Funeral Directors. London Road ami 110, 
High Street. Telephone, No. 50. 


E. T. PAYNE, High-class Grocery and Provision 
Stores. Agent for Fuller’s American <’onfec- 
tionery ; Well’s Royal Sausages ; Ridgwny’s 
Teas and Coifees. I’acon cut by the latest 
machinery. Teleifiione, No. 23. 61, High 

Street, Sevenoaks. 


SHANKLiW, 

Isle of Wight, U.D.C, Pop. 4,533, Ch^nate: 
Mild, sunny. Pier. Beach : Aands. FeiTiiginous 
spring. Rail, road, and sea. Ba 'thing : 

Mixed. A quiet, family watering-place at the foot 
of downs, 800 ft. high. Town band, loereation 
club, tennis, croquet, badminton, boating, golf 
(18 holes) . ' 


THE CEDARS 

Boarding Estafclisliment* 


Beautifully situated on the Cliff, v/ith 
Sea Views. 

Near the Chine, the dub, Esplanade d Pier. 

Tennis Lawn. Pleasant Verandah. Good 
Smoking Room. Liberal Table. Terms Moderate 
Comfort of Visitors studied by tbe Proprietors, 

Mr. & Mrs. f. r. boyton. 
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SHERBORNE. ' 

A pleasant, old-fashioned town of Dorsetshire, 
in the vale of Blackmore, on a gentle southern 
hill slope's above the Yeo, $ m. B, of Yeovil 
Golf links (wholes), i m. distant ;■ good hunting 
centre; angling; cricket, football, and hockey 
grounds* 

GK00EE3, WINE AND SPIRIT HERCSANTS, 
&c. TINCENT & 00., the Modern Store- 
keepers, Tea Blenders, Coffee Roasters, Wine 
and Spirit Merchants. The public say we are 
noted for goods of high qriality at moderate 
prices. Cash Price Lists on application. One 
address only. 


TAILORS AND BREECHES aiAZERS. — 
R. LEMON AND SONS, Sherborne, Dorset. 
Athletic and Sportmen’s Outfitters, Hosiers, 
Hatters, and Shirtmakers. By appointment 
to Sherborne School, the Blackmore Vale 
Hunt, the Wilton Hunt, the Sparkford Vale 
Harriers. i-oeal Tautz,” vide Tha Field. 


SOUTHASV5PTON. 

County borough. Pop. estimated 119,743. 
L. & S. W'. Ry. London, 75 m. Pier. Beach : 
Shingle. Bathing : ili.ved ; in large open-air salt- 
water baths, xlnin-wmcnfs; Yachting, boating, 
fishing (sea and river), shooting, golf links (18 
holes). Numerous facilities for marine e.vciir- 
sions, &c. Suni^hine : 19 08, 1 , 787 hx*s. (aee p. 84z). 


THE POLYGON HOTEL. High-class Resi- 
dential Hotel (en pension). The only Hotel in 
the best part of Southampton. Stands in its 
own Grounds, and adjoins the Public Parks. 
Passenger Lift. Lawn TenniSj Croquet. B.vcel- 
lent Cuisine. Inclusive Tariff for day or week. 
Motor Garage, 


HOUSE & ESTATE AGENTS, AUCTIONEERS, 
SURVEYORS, AND VALUERS. 

BANOE, HUNT & GILLER, F.A.L 

67, ABOVE Bar, 

Illustrated Register free. Telephone, 37. 


SOUTHBOURJME- 

This quiet little place is the eastern extension 
of Bomnemouth, but more exposed and more 
bracing, lying as it does on the east extremity 
of Christchurch .Bay. Equable climate, mild 
in winter, much sunshine, moderate rainfall 
,(se«' p. : 84a). ' ; . 


Celtic House, 

COMFORTABLE 

PRIVATE HOTEL. 

3 n Pension. 

Direct on Sea Front. Lovely views of Isle 
of Wight, Swanage, &q. Within five minutes of 
Trams going to Christchurch, Bournemouth, 
Poole, Ae. Replete with every modern con- 
venience and comfort. Dining, Drawing, and 
Smoking Rooms; Lounge, Hall; Shower and S^ray 
^ths. Electric Light, Garden. Good River 
Boating, Tennis Lawn, Sea Bathing, Inclusive 
terms. ‘ ' Apply, PKOMiXETOB. 


SWAIMACIE, 

Dorset. XT.IXC. Pop. about 4,000. L. &S.W. Ry. 
Climate : Mild ; pure, dry atmosphere ; small 
daily range of temperature; much sunshine; 
freedom from fogs ami strong winds. Drainage : 
Modern. Front: Esplanade. Pier: 600 ft. 
Beach : Sands. Bathing : Mixed. Season : July 
to Sept. A quiet family watering-place in the 
centre of S'.vanfige Bay, a little south of Bourne- 
mouth. Bathing, boating, fishing, yachting, 
swimming, e.xcursions by steamboats along coast 
and l)y rail. Golf links (9 holes) ; cricket, tennis, 
regatta in August (see p. 844), 


HOUSE AGENT, B. L. HIXSON. Oldest-estab- 
ii,shed in Swanage district. Otlices, High vStreet 
and immediately outside Railway Station. 
Telephone, No. 1,5. Telegrams : “ .-Vpartments, 
Swanage.” 

E. I. HIXSON, OOTTEE & WATT, Auctioneers, 
A’aluers, and Surveyors, and Certified Bailitfs. 


ELMHURST BOARDING HOUSE. Close to 
Pier. Beautiful Sea View's. Personal Hilanage- 
ment. Terms moderate. Open all the year 
round. 

Mrs. KERSHAWL 


• HIGHCIIPPE.” High-class Board Residence. 
On Sea Front, with unintexTupted view's. 
Lawm and steps leading down to Sands. 
Private Bathing Tents. Golf Links easy 
distance. Excellent cuisine. Personal .super- 
vision. Separate tables. Private suites. 

Mrs. HOOKE. 


‘WOLFETON,” Victoria Avenue. High-class i 
Apartment House in one of finest positions in 1 
the tow'u. Within 100 yards of Sea-front. Close ; 
to Station and easy distance of Golf Links, i 
Good South Rooms (w'ould be let furnished) i 
Miss PURCHASE, ! 

Proprietress. I 


SWANAGE NURSING HOME. Telephone 39. 
Medical, Surgical, J-Iassage, Weiv-Mitchell, ami 
Accouchement cases reueivod. Trained Nurses 
in residence. Certificated Masseuse ; Cerii- 
ficated Maternity Nurse. Every comfort. 
Large garden. Near the Sea. For terms 
apply .Miss STAFFORD. 


‘THE DORSET COUNTY CHRONICLE’^ (Dor- 
chester). Old-established County Newspaper. 
Published Wednesday (for Thursday). 80 
columns, price One Penny. 


i I' ' . ■ 


YIHITAKEE’S ALMANACK, 1910. 


®HE HOLIDAY OUIDB SUPFLEMENT. 



STAiraES. 

Market town on River Thames, 6 m. S.E, of 
Windsor. Pleasantly situated, and has ample 
accommodation for the many anglers who make 
it their headquarters during the season. 


BRIDGE HOUSE HOTEL. Unrivalled position, 
Lawns to water’s edge. Three minutes of 
G. W.R. and ten minutes of S. W.R. Fully Free 
Licensed Hotel. Electric Light. Billiards. 
Launches, Boats, and Fishing. Telegrams, 
“ Electric, Staines.” Telephone, 610 Staines. 
Mes. TOM TAYLOR, Proprietress. 

J. H. WYLIE, Manager. 


SOUTHPORT, 

Lancs. C.B. Pop. 53,700. : West. Climate: 

MM, dry, equable. Sunshine: 1908, 1,509 hrs. 
Pier:: ^ 1,400 yds., Bathing: M.'ixed. Golf- 
Besides a large residential population it attracts 
niimerous visitors in the autumn and winter 

(.V6’<? p. 843)- 


TOE 

Nortliern Scliool of Massage 
and Nursing Home, 

41, AUGHTON ROAD. 


MISS FELTHOUSE, 

Certificated Midland School, 
arranges Classes; Lectures on Physiology and 
Anatomy by Local Physician. 
Syllabus and terms on Application. 
Certificates issued. Special Terms to Nurses. 


TOS^BREDGE, 

Kent. Pop. 14,707. S.E. <fe 0. Ry., 29K 
London. Boating on the river, cricket week, 
bowls, golf, hunting, &c. 


HOUSE AGENTS, AUCTIONEERS, VALUERS, 
AND STOCK AND SHARE BROKERS. For 
Furnished or Unfurnished Houses to Let, or 
for Sale, or to Buy or Sell Stocks or Shares, 
whether quoted or not, apply, MARTIN & 
SANDERSON, 174, High Street. Telephone, 1S9. 


TRURO, 

Cornwall. Pop. 11,562. G.W. Ry. It is an 
ancient and interesting city, the cathedral being 
the most notable feature. Sea and river fishing, 
hunting, rifle range. . 


AUCTIONEERS, &c. CRIDDLE & SMITH, 
i Auctioneers, House and Estate Agents, 
Appraisers Complete House Furnishers, Piano 
I Merchants, Removal Contractors. Estimates 
! free. Dry rooms for warehousing. 

• Tel., 77. 'Telegrams, “Criddle Smith, Truro.” 
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TUNBRIDGE WEULS. 

H-B. PoR. 35,000. Means of access: L.B. & 
S.C. Ry. ; S.E. <fe C. Ry. Inland watering-place, 
A select residential and health resort. The com- 
mon, 249 acres, is a splendid sloping sweep of 
verdant heath, furze and bracken, the highest 
parts, 440 ft. above sea-level ; foot of common 
are its medicinal springs, pump-room, and Pan- 
tiles. Open-air and indoor bathing establish- 
ments, golf links (18 holes), good hunting centre, 
coaching (aca p. 846). 


MOUNT EPHRAIM 

Nursing Home. 

8, Molyneux Park, Tunbridge ¥eHs. 
Medical, Surgical, Weir Mitchell, and Accouche- 
ment Cases received. 

Dowsing, Radiant Light, Heat Baths, &c. 


Under personal supermsimi of 

MISS BAXTER, 

L.iTE Siu'Ekintexdent County Cork Hospital. 

Tel, Address: “LEO.” Telephone: No. 015. 


MOTOR GARAGE. Repairs, Petrol, Oils, Grease, 
Spare Parts, Accessories, <fec. Sole Agents for 
the district for Itala and Vauxhall Cars, and 
other best makers. ’ G. STEVENSON (Kent 
and Sussex Garage, Limited), 14 & 21, London 
Road, Tunbridge’ Wells. Telephone, 425. 


TUNBRIDGE WELLS. Lovely Common ; Grand 
Scenery ; Chalybeate Springs. Within hour 
from London. Estate Agents, Auctioneers. 
R. W. DENYER & CO., 38 and 40, High Street, 
and at Tonbridge, and 16, Abchmuh Lane, 
Cannon Street, E.C., offer best Houses, Farms, 
Residential Estates in district. 


TURNBERRY, 

Ayrshire. The Turnberry Golf Club “have their 
links here (18 holes), a good, long, natural course, 
beautifully situated by the sea-shore. 


TURNBERRY HOTEL, AYRSHIRE. “ The most 
up-to-date Hotel in Scotland.” Electric Light. 
Lift. Lounge. Billiards. Garage, ' Stables'. 
Sea-Water Baths. Two Golf Courses for Hotel 
Visitors (Professional). Safe, sandy Beach. 
Fine,” pleasant climate during autumn and 
winter months. Open all the year round. Other 
G. and S.W. Railway Co.’s Hotels under same 
management at Glasgow, Ayr, and Dumfries. 
Telegrams, “ Souwestern.” 


HASTiPIGS AMD ST. LEONARDS, PP. 832, 84r.) 

■ Sussex, C.B. Pop. 67,817. S.E. & C. Ry. L.B. <& S.C. Ry. An unrivalled watering-place. 


i ELECT HO-THE’EAPEUTIO ESTABLISHMENT, 29, Eversfield Place. Radiant Heat and Light, 
X-Rays, High-frequency, Static, Sinusoidal, Faradic and Galvanic Currents, Vibration, 
' Medicated Baths, Massage, New Tannic Acid Electric Baths for Rheumatism and Gout, &c. 
Terms on application. Telephone 399, ^ 
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TORQUAY, 


VEl^TriOR, 


Devon, M.B. Pop. 33,625. Memis of access : 
G. W. Ey., 220 m. from London. Lomtion: S.E. 
coast of Devon in the ISi. recess of Torbay, 25 m. 
S. of Exeter. Nciphhourhood: Cliffs and hills. 
Sivmhine : 1908, 1,797 hours. Front : Ornamental 
promenades and raavine drive. Pier : 1,500 ft. ; 
pavilion, skating-rink. Beach : Sand and shingle. 
Bathing : Mixed. Baths : Corporation baths 
(fresh and sea-water, medicated), Turkish. Bx- 
citrsiom : Kail and river, coaching and raaiine. 
Seasons : Winter and summer. Annual fixtures : 
Balls at Easter, Aug., and Christmas ; dog show, 
iiower show, regatta, steeple and hurdle races, 
mobilisation of Eleet. A fashionable, high-class 
watering-place, favourite resort for the delicate, 
and popular winter residence ; claims to be warm 
in winter and cool in summer. Golf (x8 holes 
and 9 holes), yachting, boating, Ashing (sea, river, 
and lake), hunting, and every facility for indoor 
and out-door amusements {see p. 845). 



Isle of Wight. IT.D.C. Pop. 6,000. Blemtion: 
From sea-level to 800 ft. Aspect : South, Ciltnate : 
Mild and equable. Sunshine : 1908, 1,933 hours. 
Pier. Beach: Shingle. Bathing: Mixed. Bx- 
ciiTsions : Rail, coach, and steamer. Season: 
Winter and summer. A fashionable resoi’t and 
! winter Sanatorium. Pavilion, public park, tennis, 
j croquet, golf links (9 holes), coaching, hockey. 


HOUSE AGENCY. ALBERT BULL & PORTER. 
Established 1850. Selected Lists of Unfurnished 
and Furnished Houses and Apartments will be 
sent free on application, stating accommoda- 
tion required. Also at Shanklin, Sandown, ajiid 
Totland Bay. Telephones, 195 Sandonn and 
63X Ventnor. 


VICTORIA AND ALBERT HOTEL. South 
Aspect. Sea View. All Public and Reception 
Rooms on the ground floor, with access to 
Balconies and Garden. Lounge. Electric 
Light. Hydraulic Lift. Telephone, 232. Tele- 
grams, “ Vanda, Torquay.” 

EMIL inSBERG, Manager. 


WEYMOUTH. 

WEYMOUTH AND MELGOMBE REGIS, Dor- 
set. M.B. Pop. 19,831. G.W.Ry. and L. & S.W. 
Ry. Temperature: .Equable. Seaport town 
and popular watering-place. Climate : Bracing, 
bxit mild during winter. Boating and fishing ; 
also .steam-boat and char-a-banc excursions. 
Mixed bathing allowed, also visitors’ private 
I bathing tents on foreshore. Golf links (18 holes) 
{see p, 848). 


SHERWOOD PRIVATE HOTEL AND BOARD- 
ING ESTABLISH.MENT, Torre Abbey Park. CLARENCE HOUSE BOARDING ESTABLISH- 
rUrtca fr, Snriilo PiAr ftntl MENT. Facinfir the Bav and Alexandra 


Close to Sands, Terrace, Gardens, Pier, and 
Station. High-class, quiet, well recommended. 
Billiiu'ds, full-sized table. Terms moderate. 
Garage. Hot and Cold Baths. T.A., “Sher- 
wood, Torquay.” 

MR. and MRS. A. W. LEWIS. 


MENT. Facing the Bay and Alexandra 
Gardens. Close to Pier. Drawing, Dining, 
Smoking, and Recreation Rooms. Home 
Comforts. TUCKER, Proprietre.ss. 


THE MUSIC CENTRE OP TOROUAY, MESSRS. 

PAISH & CO., Piano Merchants and Concert HOUSE AGENT, AUCTIONEER. & VALUER, 
Agents, 78 and 79, Fleet Street. Pianos for F. W. Fuller, F.A.I., 61, St. Thomas Street, 
hire, ilusic Librai*y, <fcc. Box Office for Weymouth. 

Theatre and all local entertainments. Tele- Telephone, 65. 

phone No. 13S. Telegrams,- “ Paish, Torquay.” ! 

Branches at Exeter and Paignton. j 


“ WEYMOUTH AND PORTLAND TELEGRAM ” 


HOUSE AGENTS. COX & SON, E.A.I., House 
and Estate Agents, Auctioneers, Valuers, 
A'C., 8, Strand. Established over a Century. 
Illustrated List of all the principal Residences 
and Properties to be Sold or Let in and near 
Torquay free on application, • 


(Id. Friday). “WEYMOUTH AND PORT- 
LAND STANDARD {id. Tuesd.ay:. Only 
papers printed in Weymouth and Portland. 
Splendid medium for South Dorset Advertising. 


WARDEN & CO., 

Caroline Place, Great George Street, V'eyniouth. 


HOUSE, ESTATE AND LAND AGENT, 
SURVEYOR AND VALUER. FRANCIS 
JOHNSON, 8A, Victoria Parade, Parties re- 
quiring to Rent or Purchase Furnished or Un- 
furnished Residences, or to take Apartments, 
Shops, or Boarding Houses, apply as above. 


FULL PARTICULARS AND 
PROSPECTUSES OF SCHOOLS 


EDUCATIONAL SUPPLEMENT 


Can be obtained on application to 


the principals of the schools, 

AND ESTATE AGENTS. W. G. ALLAN 


(fc CO., 8, Cary Parade, Torquay, Devon. Pro- 
perty Register gratis. Country Houses to be 
Let from ;£10 to ;£500 per annum. Apartment 
Agency for use of Clients. 


J. WHITAKER & SONS, LTD., 
la, Warwick Lane, London, EX. 
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WESTOWI-SUPER-IVIAeE, 

Somerset. U.D.C. Pop. 22,500. G.’W. Ry. 

Midland liy. Climate: Equable, dry, bracing. 
Soil: Sandy. Piers: Two. Sea-bathing : Alixed, 
jSfiti/is.* Swimming, sea- water, electric, Turkish,, 
and general establishment. A prominent and 
popular summer and autumn watering-place, 
open to Atlantic breezes. Golf links (x8 holes), 
hunting, coaching (see j). 848). 

WINDSOR, 

Berks, Pop. 13.938. Means of access: G.W. 
Ry. and L. & S.W. Ry. A Royal and ancient 
city of world-wide interest noted for its famous 
castle (see p. 849). 

SOUTH-WESTERN. Family and Commercial 
Hotel, Close to both stations. 

RIVERHOLM PRIVATE HOTEL. Garden and 
Landing Stage adjoining Windsor Bridge, 
Bath (h. and c.). Electric Light. Good accom- 
modation for River Parties. Moderate Tariff. 

Miss OUTLAW, Proprietress. 

LEETE'S 

PRIVATE HOTEL. 

SUTHERLAND « ADDINGTON 
HOUSE ® HOUSE. 

Highly Becommended. Old Established. 

SPECIAL WINTER TERMS. 

Trams to GOLF LINKS pass the door. 
Telegrams : “ Leetes.” Telephone': 0297 . 

WORCESTER, 

C.B. Pop. 48,000, G.W. E,y. and Midland Ry. 

120 m. from London ; on the left bank of the 
Severn. Aspect: West. CTfwraie.* Mild, \Vater 
supply : Constant. Water : Soft. Drainage : 
Modern. SoU: Sand and gravel. Boating on 
river; cathedral, promenade. One of the most 
ancient of our cathedral cities. Golf links 
(18 holes). 

TYTHING 
PRIVATE HOTEL. 

Leading Private Family Hotel* 

Close to Fargate Station — ^Victoria Institute — 
G.P.O. — River— Cathedral. 

’Buses and Trams xmss door. Private Sitting and 
Drawing Rooms. Every Accommodation. 

Bath Room. 

MOTOR GARAGE. 

Misses E. & A. DIXON, 
Telephone. Proprietresses, 

BRISTOL TRAMWAYS & CARRIAGE CO., Ltd. 

(Weston-Super-Mare Branch,). 

The Company’s 

BLUE MOTOR CABS 

will be running in this Town early this year, 
and may be obtained at the Bepdt. 

PRIVATE TOURING CARS 

.supplied for long or short periods. 

For terms apply The MANAdER, Tramways 
Centre, Bristol. 

Telephone: SB5. Telegrams: Cab,” Bristol. 

McN AUGHT & CO., LTD.. Motor Works and 
Garage, also 7 and 8, Broad Street, Birmingham, 
and 24 and 26 , Princes Street, Hanover Square, 
London. Ofiicial repahers to the Automobile 
Club. Inspection Pit, Petrol, Accessories. 
Specialists in Motor Design. Highest class 
workmanship. Catalogue on application. 

WOKii^G, 

Surrey. A residential neighbourhood. 24 m. from London. L. & S.W, Rly- An exceptionally 
healthy locality, with beautiful siirroimdings. Golf links (18 holes) p. 849). 

THE WOKING PRIVATE NURSING HOME, Inglew'ood, Coley Avenue, Woking, Surrey. 
Pi'ivate patients received. Weir-Mitehell, Dietetic (Salisbury) Nauheim Treatment. Electric 
and Turkish Ray Batlis. House (in 2 acres grounds) fitted every requisite *, comfort of patients. 
Electric Light. Perfect sanitation. Mrs. LATTA MUIR. 

WHITAKER’S PEERAGE, 
Baronetage, Knightage, and Companionage. 

Spectator. — “ Giving a great amount of information within narrow limitation of 
s^mce.” 

Lancet- — “ The amount of information in the volume is marvellous.” , 

Irish Field. — “ As a book of reference it is invaluable,” 

Lloyd^s News, — ‘‘Will he warmly welcomed by all who have occasion to use 
every-day books of reference,” 
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, ■ ■■WOfJTHIWG, 

? 3 etweeii B^’hy V'‘ 

sea-leyel. ^"en^Unjurhood : Flat ; background South Do-vn?s ^ rn ^iUtnuT 

J sj}ect: South. Climate: Soft, mild', fetmable ii/xfw tuv/n hall, 
ir«fer Nw:yjr, 7?/ : Constant, from the hills. DramagefModrm A - Loam ''and nvo-i 

Asphalted promenade, m., level with too of beach sliHi+iv' Li 

road between it and^h^Sses ^baMkS i%?: S - 

summer. B«ac 7 j ; ShiuKle. shelving to hard sands as Vidi lecSc’s S''L“tTr^ 

machines, and pier-head; mixed bathing. Baths' Luvp qah-.w'i+m- tents, 

^stablishinent for ladie.s and gentlemen, with tennis courts adjo 7 innL‘^ 

JBramber Castle, g m. ; Goring Woods, a m • Broad wn ter t . Tl+ if L Arundel, lo m. : 

bury, 7 m. (800 ft.); Cissbiiry and other remains of lioman Lno‘rnrm\?itJ Chancton- 

and summer. Annval mures: Eegatta, horse show, cycle mid atWeH^ 
summer and autumn dower shows, swimming carnival, tennis am i SiL 

regatta. A select and growing watering place residential town -inri na«r ‘• -^iinaments, .sailing 
mnuli foliage mid syIvan“Bnrro.rndings. Th^ ;1,- i 

piorts gromid (county , CTietet, football, tennis, and luickey) ; Homcii'hi k,‘l- ’ « 
tennis, bowLs); Steyne Gardens, 3 acres; tennis (promenade concf-tciL iimv' • gcies (cricket, 

1 light; golf links (r 8 holes) close’tltown,ae.aohecrV:™:kvdSe Of' 

EARDLEY HOUSE, 

PRIVATE HOTEL & BOARDING 
ESTABLISHMENT. 

3, 4, & 5 , MARINE PARADE. 

Oldest in Worthing. Facing Sea. Excellent 
Cuisine. Sejiarate Tcables. 

CiUivenient distance from Pier, Town, Baths, 
Gardems, and Tenuis Courts. 

Comfortable Billiard, Smoking, and .Eleereatiou 
Kooms. Cycle Boom. Terms apply to— 

M iss BUTLEB, Propr.ietri5ss. 
Established ISSl. 

UNDER NEW WANAGEMEMT. 

BUR[.1NGT0N MOTE!,, 

' Pacing . the Sea. 

^IMs Firstdjlass Hotel ocinipie.s fin* 

>*®st part of WorMiiug, beiVr.' 
sheltered iroiu the norcli and east wiiuLs. 

magnificent rooms. 

SPLENDIDLY APPOINTED. 
EXCELLENT CUISINE 
MODERATE TARIFF. GARAGE, 

Tel. 235. Apply, PiiOPRIETOE. 

SEA CREST 

Boarding Establisiunont 

Marine Parade. 

HOUSE AND ESTaITE AGENTS PiMn' a..,, 

LA: free on appliiaUion. 

Tele, grams, ‘kigency, IVorthing.’’ 

PATCHING CO ! 

' ' ! 

Best Position. Facing Sea. Near Pier, 
Baths, and Golf Links. 

Home Comforts. Terms Moderate. 
Visitors all the Year round. 
Proprietress, j^Irs. -GOULDEN. 

HOpSE AGENCY OFFICES, 35 and 37. South ' 
btreet. List published monthly fre-e oii aiinlh ! 

wlrthing “A‘‘eti.m£r,i 

Telephone, jrational 0142. tO. j 

HOUSE AGENTS. FAIRCHILD A GIBSON, Auctioneers, House aufl Estate AiTcnt- 9 -i ' 

Approach. Established 1 S 8 S. Begister of the best selection of IJr>nL- h-» La r 7 7 , 
or Unfurnished, or for Sale in Worthing and District Free onapplkatiim. , 

Ti; 

EDUCATIONAL 

COOTAINS A SPECIALL 

EDUCATIONAL E 

WITH, WKBRBVIi 

PARTICULARS OF CLIMATE BY 

• 'See pp, 8l 

[E' ■ v;,:p:; ; c 

SU PPLEMENT 

Y SEU2CTEi.) LIST OP 

IR obtainable, 

MEDICAL OFFICER OF HEALTH. 

o to 8so. 

MANACK, 
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LETTER FILING AND ODPYING SYSTEMS. 


The Vertical System 

Original Inventor and Patentee T. BOWATER VERNON. 

By this system the most complex body of docu- 
ments can be arranged with admirable simplicity.” 

' The ‘ vertical ’ is the coming system.” —Jmerican Puhlication. 


stem can be had I 
IS, Writing Tables 
, professional, an 
s ; also in Japannei 
sr Despatch Case 
ig and security. 


CABINETS in 3, 4, and 6 drawers, 

, , T 1 j ^ QuartoorF cap., or made to order 

A bingle Loched Box in Slahogany or Japanned Tin, &c., up to any size. Also in Inlaid 
for all current Letters and Papers. Mahogany, and to any design. 

whole of the Medical Profession registered by the General Medical Connell since 1858, 
o5,0i)0, are now an-angyei on this system, and form the most perfect register of its kind in London, Officials 
coiitemplatmg alterations m keeping their records should examine tliis system before coming to a decision. 


^ ^ THE CEHES SYSTEM. 

Card Cabinets on. the Largest Scale and with latest improvements. {See explanatory pamphlet.) 


Perfection at SlUijj 


(PATENTED.) 

Thousands in use by 


Classes and Traces. 




Press-Copyin|S at an end. 



Ordinary Pen 
and Ink. 


A IVrjf'ocf Ci>py and a JDry one, and yonf* Letter sJiOtvs nosign ofha'vsin.g been Copied. 
A WitiTiNG Tauukt, holding Wilting and Copying Paper, Letters, &e. Everything at hand. 

For EUSIWESS PURPOSES, a perfect system in substitution for Press-copying, at half the cost. 

For PRIVATE USE, a simple apparatus always ready to copy the occasional important letter. 

Full purticuiars, with specimen of writing and copy, on application; also Illustrated Catalogue of the Ceres Vertical 
System of Letter Filing, which is fast displacing all flat, plans. Quote ll'7«fcdber. 

CERES LTD., 10, JOHN STREET, ADELPHl, LONDON. 

{(.UU'OSITE TIIK SoerKTY OF AUTS, AND CLOSE TO ChAKING GkOSS.) 

YBRY SUITABLE' FOR FRESENTS. ' ■ Much ITsEn in India and Abroao. 
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LONDON to NEW YORK every Week 

The only Passenger Line from London to New York direct. 

FLEET. ~S.a. MiNN'EAPoi.is, 13,401 tons; S.S. Minnehaha, 33,403 tons; S.S. Minnetonka, 1,”.,4oO tons : S. 
Minnkwaska, 13,400 tons. These new steamers are completely np-to-tlate, and have luxurious ueemninodatio] 
. Kooin.s, Music Ilo<»m, Smoking Room, Electric Light, and llefiigeratctr. Cuisine ami Service ex<.*ell(.‘n 

All the State Rooms and Saloons are amidships, so that there will he very little motion felt in stoainers of th 
great size. The inajorRy of the State Rooms are on the Bridge JDeck, a position for which very high fan 
are usually charged. FIRST-CLASS PASSENGERS ONLY. Table and attondanco First Class. 

SCHEDULE OF FARES.-~^1.3 iCs., 10s., and, upwards. Children under 10 years half-price. Infau' 
under 12 months For ixirticulars of passage apply to 

ATLANTIC TRANSPORT COMPANY, LIMITED, i, Cockspur St., London, S.W. 

and 38, Leadenhall Street, London, B.C. [2£ 


Marseilles, Egypt, Colombo 
Southern India, & Burma. 


\ SAILINGS EVEBY ALTERNATE THURSDAY FROan 

LIVERPOOL and from MARSEILLES 

^ FOLLOWING FRIDAY. 

RETURNING FORTNIGHTLY VIA 

MARSEILLES TO LOiMDOIM. 

OS^LY FIRST-CLASS PASSENIOERS CARRIED, 

EXCELLENT ACCOMMODATION and CUISINE. SUEOEON and STEWAItDE^iSES carried, 
j These Fast Mail Steamers are fitted with all the latest modern improvements. ELEC‘TliK' 
LIGHT throughout. ELECTRIC FANS in all rooms, &c. , &c. 

Special terms for Families, Servants, Missionaries, Railway Employees, Hospital Nur.ses, Ac., tfcc, 
CHEAP RETURN TICKETS ISSUED or CIRCULAR MEDITERRANEAN TOURS. ’ 

For full iiarticulara apply to^ 

' "RT^riR ^ no 26, CHAPEL STREET, UlTEKPOOIt, and 

^ 9 ao 11, MINCING EAHB, EONDOH, E.O. 
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Britlsli India Steam Navigation Co., Ltd., 

MAIL AND PASSENGER STEAMERS* 


M editerraneasif 
Egyp t, ■ Red Sea, 
Bast Africa, 
Persian Gulf, 

' India, Bitrmah, 
Straits, 

Java, Queensland, 
Australia. 



Under Contract 
, with 

H.M. Government 
' and the : 

Governments of India 
and Queensland 
for Conveyage of 
the Mails. : 


Africa 

Amara]>ouva 

Asika 

Bharata 

Jiangala 

Bez^vada 

Bli.'uira 

Booldana 

Bi.limha, 

Bycalla 

Canara 

Carpentariii . 

Chanda 

Chupni 

Ch.vet:)as,sa 

Colaba 

Culna 

Dilwara 

Dumra 

Danera . , ... . , 

Bvvarka...... . 

Ethiopia . . . . . 

Eclip,<3e (Tajr) . 


Tons, I 
..-UiJT I 
.. SO.'i i 
. . 542 ! 
..4054 i 
..SO 18 ' 
..5001 ! 
... 509 i 
, ..2S!!0 I 
...2.510 ; 
..L51(! 
..<1012 
,...5760 
. . IIIII8 
. . .6173 
. . 0219 
...COlO 
. ..(ri42 
...6441 
...lOOS 
...5413 
...1(50.6 
...2041 
... 74 


FLEET <430,067 TOWS). 


Tons. 

Escort (Tug) 234 

Fazilka 41.62 

Fuitala 4154 

Coalpura 2147 

(iolconda O.S74 

(Iwalior 4219 

Eindu 770 

Islanda 5237 

ismaila 52(5; 

Itaura .519' 

Itinda 

Itola 

Itria 

Kapurthaia 
Kasara .... 

Katoria.. . , 

Kistna, 

Kola 1205 

Lalpoora .3269 

Ljindaura 3308 

Lawada 3269 

Lhaiiiii 2198 

Lhasa 2171 


. ..,6251 
...52.67 
....6318 
. ..1180 
...1195 
...1127 
. ..118‘. 


Tons. 


Tons. 




Loodiana 

'.‘.3269 

Palitana 

'. , .2998 

Lunka 

..2193 

Pentakotii .. 

. 3418 

M. Meanatchy 



. .3305 


Purnca 



Malda ....... 

..1951 

Patiala.. ... . 

...2998 

Matiana ..... 

..5264 

Queda 

. ..7703 

Mazagon .. . 

..4997 

(iuerimba . . 

...769(5 

Megna ... 

. 1254 

(Jniloa 

...7697 

Mombassa ... 
Jtuttra 

..4662 

..4(544 

Eamapoora (Pell.) 910 
Rasm.ara ,, 892 

Nerbudda . . . 

..3025 

Rewa 

....7267 

Nowshera 

..3024 

Rohilla 

....7144 

Nuddea 

,.3005 

Sangola 

Santhia 

....5184 

Obra 

...6462 

....5192 

Okara... ..... 

. 5291 

Satara 

,...5272 

Okhla 

..5288 

Scindia 

....2729 

Onda 

...6247 

Sealda 


Oni]»ent!i, 

. .5294 

Sbivula 

....5.306 

Oolobaria 

529.6 

Sivdhtma 

. . . .2729 

Orissa. 

..5436 

Sirsa 

....2610 


f?ofa,la ... 
Suradii . . . 
Tara ... . 
Taroba ... 
Tee.sta ... 
Tluvonga . 
Uganda . 
ITjina . . 

Ilia 

Umballa .. 
Uinta ., 
Upada 
U rlana 
Vadala 
Virawa 
Waipara . 
Wardha . 
Waroonga 
■Warora . . . 
Zainania . 
Zibenghla 


Tons 1 
..5381 I 
. . 5324 j 
..0.322 

. , 0295 
..0298 
...6431 
...6310 
...6310 
...6310 
...6422 
...6257 
...5253 
,..8334 


..3907 

,.2513 


,..4417 

...4215 


SERVICES. 

Line Ko. L— Calcutta and Rangoon. —Weekly. 

2.“Caleutta, Rangoon and Moulmein.— Fortnightly. 

,, 3.-— (.‘a Icutta, Rangoon, Penang .and Singapore.-— IV cc*kly. 

., 4.— Calcutta, Chittagong, Avracan and Burmah.— Weekly. 

,, .".—Rangoon, Tavoy and Mergui.— Weekly, Moulmein, Yeh, T.avoy, .Morgui and Penang. Mergui 
and Palaw, Vrergui, Kainaw' Bokpyin, Karatliuri, Victoria Pt., Maliivoon.— Fortnightly. 

0.— Rangoon and Coromandel Coast Ports.— -IVeekly. 

,, 7.— Rangoon, Madras and Negapatam.— Weekly. 

„ 8.— Madras, Neganatarn. Penang, Port Swettenham, and Singapore (calling at Pondiclieny, 

< ’uddalove, l^orto Novo, KaiikaI).~Fortnightly. 

„ 9.~Culcutta, Colombo and Mauritius.— Four-Weekly. 

,, 10.— Calcutta, and Bomba, y, coasting.— -Fortnightly. 

,, lb— Rangoon, Colombo, Malat»ar Ports, Bombay.— Foi'tnightly. 

,, 12.— Bondiay and Kuvrachee ivuX Kathiawar Coast Porte).— T^vit'c IVYvkly. 

,, J 3. —Bombay. Kurrachee, Muscat, Bu.shire, Mahomerab and Bu.«reh.— Weekly. Calling Koweit 
Fortnightly. : . “ , | 

14.— Bombay, Kurracbec, Pasni, Muscat, Bunder Abbas, Lirigab, Bahrein .and Bushirc.— IVeekly. 
Gwadur, .lask, Dubai, Koweit, Mahomera, and liusreh,— Fortnightly. 

,, 1.6.— Bombay to Momlaisa, Zanzibar, Four-Weekly; (ruiming Four-Weekly from Slombasa to Aden [ 

axid 1 lack with mails). I 

,, 36.— London to Calcutta.— Fortiuglitly. Calling at Marseilles (oi>tional), Port Said, Suez, I 

A dtm, Colombo and Madras, i 

,, 17.— London and Queensland Ports.—Four- Weekly. j 

,, IS.— London, Kun-aebee, Bombay a,nd Persian Gulf.— Three-IVeekly. I 

,, 19.— London, Port Said, Port Sudan, Suez, Aden. Mombasa, and Zanzibar, —Fuxu-- Weekly (direct), i 
i „ 20.— London, Mombasa aiid Zanzibar.— Four-Weekly (transhipp.uig at Aden). i 

I PRIWCiPAL AOEWeSES. 

I IJS" INDIA. ~ MACKINNON, Mackenzie & Co. (Managing Agents), Calcutta, Bombay, and I 
; Kurrathee. Etkny A- Co., Ltd., Madras. " ! 

IN C’ETLON.— Bois Bbos. & Co., Ltd., and DARLEY, Buti.ER <Sr Co., Colombo. ' 

IN LON DON,-- -GRAY, DAWES A CO., 33, Great Winchester Street, and Craven | 
House, Northumberland Avet ue. j 

IN AUrtXXlALJ A. — British India and Queensland Agenoy Company, Ltd., Brisbane ; i 
Burns, Philp & Co., Ltd., Sydney and Townsville; A.U.S.N. Co., Ltd., Alelbourne. I 

IN JAVA.— The Borneo Company, Batavia and Soiv/abaya. isii j 
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Limited. 


Parcels Mail « 
COSTA RICA. 


UNDBB ABEANGEMENT WITH 
H.M. GOVEBNMENT 
FOB OABBYING 


FLEET : 

.Tort^gwero, 

e.OOU Tons iBuilding). 

Barranca* ' 

5,000 Tons. 


REGULAR SERVICES 


Reventazon, 

5,000 T<ms, 


Chirripo, 

5,000 Tons. 


Zent, 4,000 Tons. 
I Nicoya, 4,oooTons. 


Facuare, 

4,000 Tons. 


Manistee, 

4,ijO0 Tons. 


Matina, 4,oooTons. 
Miami, 4,000 Tons. 


These steamers are all of quite recent construction and have splendid 
accommodation, fitted with all modern appliances for comfort and convenience, for 
a small number of I-first-class Passengers. iWoclera.te Rates. 


For Fares and other particulars apply to — 

ELDERS & FYFFES, Ltd., 

0, Bow Street, London, W«0«, or 207, Deansgate, Mancttesteri 


UNITED FRUIT COMPANY, 

Jamaica, Costa Eica, and Santa Warta. [2S3 
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Natal Line 
of Steamers 


LONDON TO 


NATAL 

DIRECT, 


And taking Goods and Passengers for 

kDELAGOA BAY, BEIRA, CfllNDE, 6 c. 

Tk quickest aud most direct service to JOHANNESBURG and PRETORIA. 


CONQELLA. 

UMFUU. 

UMGENI. 

UMHLOTI, 


UMKUZI. 

UMLA2!. 

UMSINGA. 


UMTALI. 

UMTATA. 

UMVOLOSL 


UMVOTL 

UMZINTO. 

UMZUMBI 



Sail every 10 liays from the East indlia Docks, caSiin^ 
at Grand Canary (Las Paimas). 

Also a Fortnightly Service, under contract with the Government of Natal, between Cape 
Colony, Natal, East Africa and India (Madras and Calcutta), calling at Ceylon, conveying 
goods and passengers; connecting at Calcutta a regular Through Service from Cfsina 
and Japan to South and East African Ports. Return Tickets issued to all Ports. 

The Steamers of this Line have splendid accommodation for First and Second Class Passengers 
at moderate rates, are fitted throughout with the electric light and bells, refrigerator. Ladies’ 
Boudoir, Smoking Boom, modern appliances and a piano. High-class Cuisine. 

Surgeon and Stewardess carried. Saloons on Deck, of which inspection is invited l)y intending 
passengers. For freight or passage apply to the Owners, 

BULL/^RD, KII^G & CO., 14, St. IViar:^ Axe, E.C., 
or to West End Agents, G. W. WHEATLEY & CO., 23, Eegent Street, S.W, 


BEIEA—Bbiiia Boating Co. 

CAPE TOWX— Attwell & Co. 
DELAGOA BAY--L, COHEN & Co. 
JOHAJS'KESBUBG— KING & Sons. 
POBT ELIZABETH— Keith & Co, 


AGENCIES: 

\ EAST LONDON— Jas. Coutts. 

CALCUTTA— Andeeson, Wright & Co. 
COLOMBO— Delisiege, Forsyth & Co. 

! HONG KONG, &c.— D odwell & C*;).. Ltd. 
! MADBAS— Parry & Co. 


Head Office Africa :“>-KING & SOWISs DwrUant Watal. 
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!THE NEW ZEALAND SHIPPING COMPANY 


(Incorporated in New Zealand.) 

Direct Serwice of Swift Royal IVIaii Steamers. 


ROUTE : 

Outwards. London, Plymonth, Toneriffe, Capo Town, Hobart, Kow Zealand. 
Homewards. Hew Zealand, Montevideo and/or Bio de Janeiro, Tuiicriffc, 

I Plymouth, London, 

Thfse Steamers are particularly adapted for the Xew Zealand trade, arc of the highest class, <ri 
: lighted throughout with electric light, and are fitted witli every modern improvement for the 
, safety, comfort, and convenience of passengers. 

' i^teamers are despatched every fourth 'J'hursday from London and from IS\nv Zealand. Fus- 
sengers booked to Teneriffe and Cape Town, and to Australia mid Tasmanian ports rid Hobart. 

FLEET. 

"i Steamerr, Tom, Steamers. Tons. 

BUAHINE (Twin-Screw) ... 12,000 ■ BUAPEITU (Twin-Screw) ... 9,880 


Stvanu'i's. 

' BUAHINE (Twin-Screw) 
i OTAKI (Triple-Screw) ... 

. TUBAKINA (Twin-Screw) 
j OPAWA (Twin-Screw) ... 
i OBABI (Twin-Screw) ... 
j BAIKOUBA (Twin-Screw) 

: KAIPAB,A (Twin-Screw) 
i TONGABIRO (Twin-Screw) 

■ BIMUTAKA (Twin-Screw) 

HEAD OFFICES- 


eight and Passage apply to- 


Steamers. 

BUAPEITU (Twin-Screw) 

WAIAIATE 

PAPABOA (Twin-ScrevU 
PAPANUI 

WHA’KATAHE 

WA.KANUI 

BAKAIA 

New Steamer Building (Triple- 
ScrewO 


138, Leadersha.il Street, London, E.C., 


And CitRisTCHuncir, New Zealand. 


J. B. Westray & Co., 138, Leadenhall Street, London, E.C. ; 


and Gray, Dawes &■ Co., Craven House, Northumberland Avenue, London, W.O. 


N.D.L 


FMST AND 


LUXURIOUS TRAVEL 


NEW YORK, CHINA AND JAPAN TEilXSKtPMEKT), 

AUSTRALIA, THE iEDlTERRANEAR & EGYPT 

(REGULAR SERVICE TO ALGIERS), 


Large Imperial Mail Steamers 




PEOM SOUTHAMPTON. 


AT^ply to the General Agents:— 

KBLLER, WALLIS & CO.. 26 and 27. Cockspur Street, S.W., 2, King William Street, E.C., 
Loudon ; and at Manchester and Southampton ; or to the N.D.L. Paris Agency, 2, Hue Scribe. 

mil 
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OESOVA,” 12,030 Tons, 14,000 H.P. 


TRAVEL IN LUXURY 


NEW and PALATIAL 
12,000 TON STEAMERS; 


SOUTH OF FRANCE, 

ITALY, 

EGYPT, 

CEYLON, 


SPACIOUS LOUNGES 


Gabins de Lu^ae, 
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IRopl fIDail SciDicc 


SOUTH AND EAST AFRICA 


Return Tickets Issued. Surgeon and Stewardesses Carried. 
Superior Accommodation and Cuisine. 


: W£EMIY SERWmE OF MAil STEAMmS^ calling at Madeira, 
i between Southampion and Cape Town, Aij^ea Bay, East 
^ London' and Natal, 

j WEEKIY SERWiOE OF mTERmEOf ATE STEAMEm from: 
|. ■ ' London . and Southampton, calling at the Canary Islancls, to ' 

Cape Town, Mossel Bay, Alg:oa Bay, East London, Natal, 
Dela^oa Bay, Beira, and Mauritius. 

\ TRE iNTERMEOiATE STEAMERS also perform a MORTRIY 
r MAii. SERVSOE to and from Ascension and St- Helena- 

’ EXTRA STEAMERS are despatched, as the trade requires, from England 
to the South African Ports. Calls are also made at Lotoito ■ Bay. 

' REOOIAR SERYiOE OF STEAMERS between America and 
I ■ South and.,^ East Africa. 

i THROOOH BOOSfiNO ARRANGEMENTS for Passengers are in 
force from all parts of The Continent and America. 

\REOOGEO FARES FOR TOORiSTS dming Spring and Summer to 

Madeira, Las Palmas, and Teneriffe. 

I EASTER^ WNgTSONTSBEy AND SOMMER NOliOA Y TRtPS 
to The Continent. 


' FOK ALL IKFOEMATION APPLY TO— 

, THE UNION-CASTLE MAIL STEAMSHIP CO., Ltd., 

DONALD CURRIE CO., Managers, 

3 & 4, Fenchupch Street, London, E.C.; Canute Road, Southampton; 

or to the Company’s Offices at—%% Paradise Si, Birmingham ; 34^ Castle St., Liverpool ; 
15, Cross St, Manchester; and 137, West George Street, Glasgow; 

OR TO THEIB. .AGENTS THROUGHOUT THE WORLD. [220 
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“ The Most Exquisite Chocolate that Experience 
can produce or that money can huy.” 


Manufactured by J. S. FRY & SONS, Ltd., 

Makers to H.M. THE KINO, H.M. THE QUEEN, 
H.R.H. THE PRINCE OF WALES, 
and to the people for neany 3oo years. 


r, HIPPING ANB HISCELLANEOUB. B89 


DEUTSCHE OST=AFRIKA=l,INIE 

(German ISast African T,lne of Mail Steamers)* 

Best and Qn'ckest Boute to Uganda and East Afirica Mombasa, Bho3esia and 
Victoria Fads via- Eeira, EarnT^esi^. riu, chitide. 

From HAMBURG to EAST AFRICA every three weeks: 
riaEotterdaxn, Southampton, Lisbon, Tangier.?, Marseilles, Naples, Suez Canal. i!/AiA'jLiA7ir' (Eastern Route rotind 
A.t'ricfW 

From HAMBURG to DELAGOA BAY, DURBAN every ten days: 

(1) Via Rotterdam, Southampton, Lisbon, Tangier*, Marseilles, Naples, Suez Canal, MA IN LlNE~(Eastevn Route 

round Atvica). 

(2) Via Bremerhavan, Antwerp, Southampton, LasPalmas, Capetown. jlfA/iVjLf.TElWcstcmRouteround Africa). 

From HAMBURG to the CAPE COLONY every three weeks ; 

Via Bremerhaven, Antwerp, Southampton, Las Palmas. MAIN LINK (Western Route round Africa). 

•sf ,, From HAMBURG to EAST AFRICA every si.'c weeks: 

I la Rotterdam or Antwerp and Naples. INTERMEDIATE LINE (Cargo-boat service). 

Through tickets to Umtali and BAiAPiBCRY by Special Train from Betra. 

If’cr further particulars apply to tlie Agents, ELLIS, KlSLTNGEUilY & CO., 4, St. STary Ase, 
E.C., and 3, Northuinberlaud Avenue, W.C., London. {243 


JAMAIOA (“THE HEW mVIEM”) 

Ea-xna 

Jamaica offers exceptional attractions to Tourists and those seeking healtli. The 
Island is recommended by the Medical Faculty as a Winter Kesort for luvrUids. It 
possesses groat natural beauty, affords excellent Shooting and Fishing ; and Golf, 'I’ennis, 
Yachting, Riding, aud Driving are all specially provided for. The” Constant spring 
Hotel provides (excellent accommodation at reasonable rate.s. 

Fortnightly s.ailings between Bristol and Jamaica and six-weekly to and from Bernnula i 
hy the larae, modern, well-appointed Steamers of the Imperial Direct West India Wail | 
Service. Moderate Fares. 

WaiTE FOR i:E.X,tJSTRATED SOW^NSR. 

ELDiR, DEMPSTEK & CO., Colonial House, tlYorpool ; 4, St. Mary Axe, London, 
E.C. ; Baldwin Street, Bristol; 30, Mosley Street, Manchester. psj 
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BANKING, 


i, . . , l 7 icorporated hy Act of Parliament, 1865. 

Paid-sip Capital ... ^6400,000 Reserve Fimd ... — ... £335,000 

Uncalled Capital £100,000 Reserve Liability of Shareholders £500,000 

Hoad Office— ADELAIDE, SOUTH AUSTRALIA. 

DIBECTOHS ; 

A. C3-. BOWNEB, E.sq., Chairman. 

Inn Hon-. Sir HENKIN COLES. K.C.M.G., M.P. | Hon. H. C. E. MFEOKE. J.P. 

, I AMES HA!-IVFA'. Esq.. J.1>. } AHTHUB -WATERHOUSE, Faq. 

J0H3S SllIELS, MaHiiyer. 11, S. YOUNG, AsaMunt Jfanaffer. R. T. M,\unbk, 

BRANCHES AND STTB-BBANCHES : 

ALHINGA WHEELING LOOHIEL PAKRAXIE fil’REAKV BAY 

ANG ASTON GEORGETOWN lAlXTON PIN KAROO BWAK REACil 

BALAXLAYA GERANIUM AXANNUM PORT ABELAIDE TAILEM 

ELUMBEllG GULNARE MENINGIE PORT AUGUSTA BENjD 

EXA'TU GU&IERACHA AilNLAT’ON PORT BROlTmTON TRURO 

.BRENTWOOD HAMMOND MCLAREN AAVLB PORT LINCOLN TBMBY BAY 

BRINKWORTH HAWiCER MORGAN PORTPIRTE UNLEY 

CALTOWIE HINDAIARSH MOUNT PLEASANT PORT A’lCTORJA URANIA 

OARR.ISTON HOYLETON MOUNT TORRENS PORT VINCENT WAROOKA 

CLARENDON KAPUNDA ; MUNDOORA RHINE VILLA WILLOWTE 

COWELL KEITH MURRAY BPvIDGE SEDAN WILLUNGA 

CRYSTAL BROOK KOOLUNGA NOARLUNGA SNOWTOWN WO 0 DSID,E 

CURRAMULKA LAMEROO OWEN SPALDING YACKA 

ED 1 T.HBURGH LOBETHAL .PALMER STANSBURY jYANIvAIJLLA 

EDWARDSTOWN London Office— 11 , LEADENMALL STREET, E.C. 1 YORK.BTOWN 
BIBBCTOBS; WILLIAM LUND, Esq., W. A. HORN. Esq., Sik KENNETH S. ANDEKSDN, K.C.M.U. 
PERCr ARNOLD, M anager. W. J.^ASSUNT A,.eMuntant. 

Agents in ail parts of Australia, New Zealand, Fiji, Tasmania, England, Scotland, 
Ireland, United States and Canada, South America, South Africa, West Africa, Egypt, 
India, Ceylon, China, Japan and the East, Mauritius and on the Continent, &c. 

Bills on Australasia uurchased or collected. 

Drafts issued and Remittances cabled. Deposits received for fixed periods* at mtess to be ascertained on 
application, and every other description of Banking and Exchange business transacte*!. 


Established 1879. LIMITED. 

Banliers to the Imperial G^uernment in South Africa, 

SUBSCRIBED CAPITAL, £3,000,000, in 160,000 Shares of £18 15s, each 
PAID-UP - £1,000,000. RESERVE FUND « £500,000. 

Head Office: No. 113, CANNON STREET, LONDON, B.C. 

BRANCHES. /■ 

Cape Colony.— Aliwal North, Cape Town, Cape Town (the Market), Cape Tov,-n (Strand St.), 
Cathoart, Cradock. East London, Grahamstown, Griquatowii, Kimberley, King William’s Town, 
Mafeking, Middelburg, Oudtshoorn.Paarl, Port Elizabeth, Port Elizabeth (North En<l), Qneeiistowii, 
Salt River, Stutterheim, Sydney (Vaal River), Vryburg. Orange River Colony.— liethlehem, 
Bloemfontein, Brandfort, Fauresmith, Ficksburg, .Foiirieshurg, Harrismith, Heiibruii, dagers- 
fontein, Kroonstad, Laclybrand, Scuekal, Smithfield, Springfontein, Wiuburg. Natal.— Durban, 

, Durban (The Point), Ixopo, Newcastle, Pietermaritzburg, Richmond, 'Umzinto, Vrijhdd. 

’ Transvaal.— Barberton, Germistou, Johannesburg, Johannesburg (Market Square), Krugersdorp. 
Liclitenburg, Pretoria. Portuguese East Africa.— Beira, Louvenqo Marques. Rhodesia.™ 
Bulawayo, Gwelo, Salisbury, Umtali. Agents at Ahercorn, Bianfcyre, Chinde, Chiromo, 
Fort Jameson, and Zo mba. 

I ^ BOARD OF DIRECTORS. 

I Rt. Hon. Viscount St. Aldwym, Chainmn. Herman B. Sim, Esq., Dfqnitii Chairman. 

! W. Fiemino .Blaine, Esq. I OwenR. Dunell, Ewj. | .HitOHFnirr ..MAi-irHiF, 'E.-j.p 

I Rt. .Hbii, Austen chamceulai.n,M.P. { Arthur A. Fra«kii, E.-sii. j 

ikaeml Manaijer-~k, G. Mullins. Lomhm, Manager — Cli-kJ, W. BEr'TE. 

i^ecretaru—Soa. A. W. Gain. 

BANKERS. 

The London Joint Stock.' Bank, LTf>. ‘ Bank (*.f Scotland, 

Letter’s of (Tedit and Drafts issued, Bills piircluwed atnl coliectcd, and all other Banking 
:%jsinesa transacted with South Afcica.. Renhttanues.iuade by telegraph. The purchase and sale 
undM’takeu of Colonial Government a,sd ’other securities. Dep'osits received for oiie to five year.s, 
ai rates winch may be ascertained on application. [26 
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BAKKtNG. 


Bgt 


THE ■ -t' 

Anglo - Egyptian Bank, 

LIMITED. 

Subscribed Capital, £1,500,000, represeated fay 100,000 Shares of £15 each. 
Paid-up Capital, £500,000. Reserve Fund, £610,000. 

DIRECTORS. 

’ Hi Ak Bichardson, Esq., 

Ivor Bevan, Esq. ' r .Tohn Hov»-ard Gwythee, Esq, 

JtAouL Hector Boa, Esqi 1 Ala 2 t Hichardson, Esq. 

Thomas UsBORNE, Esq. 

The Bane oe Enoland. The London Joint Stock Bank, Ldiited. 
iS'oZicttorif— Messrs. Btod, JOHNSON <fc JECKS, 24, Austin Briars. 

H. R. OooMBS, Esq. Secret€try--QEO. H. SouD, Esq. 


HEAD OFFICE ! 27, CLEMENT’S LANE, LOMBARD STREET, LONDON. 

Srancbes ! 

ALEXANDRIA, CAIRO, MANSOHRAH, PORT SAID, TANTAH, ZAGAZIG, MALTA, 
GIBRALTAR, and 

PARIS (29, RUE TAITBOUT). 

The Bank transacts every description of Banking business in Egji'pt and other countries 
where it has Branches, grants Letters of Credit, and affords facilities to travellers proceeding to 
Egypt and elsewhere. 

The Bank will also effect purchases and sales of Stocks and Egyptian and other produce. 
Deposits received for one year at rates which may be obtained on application. j- 22 i 


TheAHGLO-SOUTH AMERICAN BANK, Ltd. 


SUBSCRIBED CAPITAL 
ISSUED CAPITAL 
RESERVE FUND 


! 

£ 2 , 500,000 

£ 1 , 250,000 

£ 800,000 


Head Ofiice— OLD BROAD STREET, LONDON, E.C. 

BAANCH in HAMBURQ— ADOLPHSPLATZ 3. AGENCY IN NEW YORK— 69, WALL ST. 


13ir6Ctors. 

Sm Bobert Harvey (Chairtmn}. 

Edward Exton Barclay, 

Edward Benge. 

Eranois James Eok.'' 


Balph Collingwood Forster. 
Charles Eugene Gunther. 

AUGUSTS DE LANTSHEERE. 

James Murray Tulloch. 


General Mcmager aiid Secretary---'SioEEUi: Soiilii Hose. Sub-Manager—A^DBmv Geddes. 
Ba?3l*£frs-— B ank oe England; Barclay & Co., Limited; 

London City and Midland Bank, Limited. 

Capital and Counties Bank, Limited. 

BRANCHES IN CHILI : 

CONCEPCION. 

PuNTA Arenas... ^ 

I 

BRANCHES IN ARGENTINA ! 

BUENOS Aires. } Bahia Blanoa. [ Mendoza. f Buerto Gallegos. 
BRANCH IN URUGUAY: MONIWIDEO.^^^^^^ AGENCY IN BOLIVIA: ORURO. 

Cable Transfers, Drafts and Letters of Credit issued. The purchase and sale of Funds, the 
receipt of Dividends, the negotiation and collection of Bills of Exchange, Coupons and Drawm 
Bonds, and other Banking business undertaken with ait parts of South 'America. 

Current Accounts opened and Deposits received for fixed periods on terms which may Ite 
ascertained on application. BOBEET J, HOSE, General Manager. [IS 


■VAIEARAISO. j 

Antofagasta. 

La Serena. 

Santiago. 

(X>piap6. 

OVALLE. 

IQUIQUE. 

COQUIMBO. 

Chillan. 
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■JSAiN, 



jestablishbd tssi, 

S2d| Hijgrh and Southampton Buildlng^s. 


CURRENT ACCOUNTS. — Two per cent, interest is allowed oh Drawing 
I Accounts with Cheque Book. Accounts opened with £25 and upw^ards. Interest 
allowed on minimum monthly balances when not drawn below £100. 

DEPOSIT ACCOUNTS.— Two«and»a=half per cent, interest is allowed 
on Deposits of £1 and upwards, repayable on demand. ' 

DEPOSIT RECEIPTS.— Deposit Receipts, subject to se^'^en days’ notice of 
withdrawal, are issued at the rate of interest allowed by the leading 
London Bankers. 

^ STOCKS and SHARES.— Stocks and Shares are bought and sold. Monthly 
Price List forwarded post free on application. 

MORTGAGES, LOANS, and ADVANCES.— Loans and Temporary 
Advances made upon Title Deeds and upon Stocks and Shares quoted on the 
London Stock Exchange. 

ALL TRAMSACTIOMS CAM BE CARRIED OUT THROUGH THE POST. 

Almanack, with full particulars, will be forwarded post free. 

. 0. F. RAVEHSGROFT, SBoret&t^y. [273 
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(Incorporated hj Royal Chan&r, 1S35.) 

4, THREADNEEDLE STREET, LONDON. 

PAID-UP CAPITAL, £1,600,000. RESERVE FOND. £1,660,000. 

Reserve Liability of Proprietors under the Charter, £1,600,000. 


Branch Mstablhshments 

VICTOBIA: Rogftdale. Albury. | Balliua. Crows l Delorain'^. 

Melbourne. Kuthei^len. I S^e. Bathurst. Herherton. Dtivonport. 

— K)4 and 3%, Sheppartoa. ' Bega. | Blayney. Hugherulea. I Fiugal. j Latrobe. 

Colins St W, St. .tames. Broken Hill, Ipswich. ’ Iiavinceston.. 

384, Elizabeth St, Sfcawell. . Cootemundra. Longreach. Sheffield. ! Stanley. 

—Burnley. Strathmerton. Corowa. Maryborough. Ulver.stone. i 

I — Colliagwood. Talbot. Crookwell.j Bubbo. Oakey. i Richmond Wynyard. I Zeehan. i 

— Port Melbourne. Tallangatta. Porbe.3. 1 Ooulburri. Rockhampton. NEW ZB ALAND : 

— Prahran. Traralgon. Grenfell. IHowlong. Roma, Wellinerton. 

— St. Kilda,. Terang. Jerilderie ILismove Toowoomba. Ashburton. 

— WilliauHtown. Tuugamah, Kyogle. Townsville. Auckland. 

Baimsdalc. Walnalla. Maitland (We.st). S. AUSTRALIA; ('hristchurch. 

Ballarat. Warragul. Maitland (East). Adelaide. Dunedin. 1 Eltham 

Beechwort-h. Warrnambool. Murwillumbah. Kooringa. Peatlicrstoa. 

Bendigo. | Bright, W'edderbum. Muswelllirook. Mount Barker. Peilding, 

Oastlemaine. W’elshpool. Narrabri. Port Adelaide. Gisliorno- i Gore. 

Oharlton.lOhiltarn. Wunghnu. Narramine. Port Lincoln, Hamilton, 

(Jobram.lOorryoug. I Wycheproof. New- j Hunter St. PortPirie. Haw'era, 

Crcawick. I 'Vaekandandah. castle 1 Bolton St. W. AUS tORALIA; Invercargill. 

Drouin, 1 Foster. ! Yarram-Varram, Nowra, Pertli I Bimbury. l-eviu. 

Geelong. Yarrawonga, Oi-ange. t Partes. Goolgardie. Manaia, ! Marton, 

Katamatite. : NEW S. WALES : j Peak Hill (N.S.W.). f Davylmrst. Masterton.l N'ajiior. 

Kingston. i S.vdnev, Stroud, rPamworbU. Fremantle, New Plymouth. 

Korong Vale. I — Martin Place. 1 YVagga Wagga. Kiilgoorlic ptaki. 

Kocumburra. j ~ (;4, Pitt St. I Wallsend. Laverton. 1‘ahnerston Norfh, 

Leongatha, 1 — ,*5.55, George St> S. i W^ee tVaa. ! Y^oung. Menzie.s. Patea, | Stratfoni. 

Mirboo North. 1 — Kogarah. QUEENSLAND; j Idoora. I Nomnnan. Taihane. ! Timini. 

Mooroopna. i — Leichhardt. Brisbane. j Peak Hill tW. A, j Teimika.'Waipawa. 

Monvell ! Nathalie. ' — Mavrickville, Boandesert.iGairus. i TASMANIA; 'Wangtuuu. 

Numurkah. i —Newtown. Ctiarters Towers. Hobari. W’avei-ley. 

PortFairylBeirasti. I — Petersham. Chillagoo. i Burn ie : Emu Bay. ‘ W'hangarei. 

Letters of Credit and Bills of Exchange are granted upon any of the foregoing establishments of the B.mk. 
Bills drawn upon Australia and New Zealand ai'e negotiated or sent for collection. Tclegi’aplnc Transfer.'} are 
made. Deposits reersived in London at intere.st for fixed pniods on terms which may be ascertained at the Office, 
and Banking business of every description is transacted with the Austiuiian States and New Zealand. 

E. W. JEAxNS, Manager. [25 


Albury- | Balliua. 

Crows Nest. 

Bathurst. 

Herherton. 

Bega. 1 Blayney. 

Hugherulea. 

Broke»Hill, 

Ipswich. 

Cootemundra. 

Longreach. 

Corowa. 

Maryborough. 

Crookwell.j Duhbo. 

Oakey. j Richmond 

Porbe.s. 1 Goulburri. 

Rockhampton. 

Grenfell. IHowlong. 

Roma, 

J erilderie 1 Lismove 

Toowoomba. 

Kyogle. 

Townsville. 

Maitland (West). 

S. AUSTRALIA; 

Maitland (East). 

Adelaide. 

Murwillumbah. 

Kooringa. 

MuswelBirook. 

Mount Barker. 

Narrabri. 

Port Adelaide. 

Narramine. 

Port Lincoln. 

New- J Hunter St. 

PortPirio, 

castle 1 Bolton St. 

W. AUStORALIA; 

Nowra. 

Pertli 1 Bimbury. 

Oi-ange. | Partes. 

Coolgardie. 

i ■ Peak Hill (N.S.W.). 

Uavyhurst. 

Stroud, ITamworbh. 

‘ Fremantle, 

I Wagga Wagga. 

Kiilgoorlic 

1 Wallsend. 

Laverton. 

i Wee Waa. ! Yteung. 

Menzie.s. 

QUEENSLAND ; 

i Idoora. 1 Norseman. 

Brisbane. 

1 Peak Hill tW. A.) 

Boandesert . tOai rns. 

1 TASMANIA; 

C har te rs To wers. 

Hobari. 

(Jhillagoo. 

1 Burnie : Emu Bay. ‘ 


Delorain'i. 

1 (evonport. 

Fiugal. j Latrobe. 
Ijaunceston, 
Sheffield. ! Stanley. 
Ulvenstonc. i 

TVynyard. I Zeehan. | 
NEW ZEALAND : 
WelliUftton. 
Asliburton. 
Auckland, 
(■hristchurch. 
Dunctlin. 1 Eltham 
Featlii'istoa. 
Feilding, 

Gislionio- i Gore. 
Hamilton, 

Haw'cra, 

Invercargill. 

l-eviu. 

Manaia, ! Marton. 
YIa.sterton.l \aj>ier. 
New Plymouth. 
<Haki. 

1‘alinerstori Norfh, 
Patea, | Stratford. 
Taihane. ! '^fimini. 
Teimika . '• Waipa wa. 
Wanganui. 
Wiivei’ley. 
Whangarei. 
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BARCLAY & COMPANY LIMITED 

Head. Office:— 54, LOMBARD STREET, LONDON. 

-CAPITAI. «S,009,000 

Capital Xssued and Subscribed, in 400^000 bbares ; of iSS!0 eacb, baviBgr : 

£:3 per Share paid tip. 

Faid-up Capital - ' * • ^83^200, 000 ! Reserve - - • • ■ - 4ei,2SO,000 


^Goai*b of S)ivector3 : 

Francis Augustus Bevan, O/tatman, 54, Lombard Street,'. Hugh Gurnet Barclay, >7c<?-C'A<ijnnau. Nonrich. 

“ " Edward Gurney Buxton, Norwich. | TheLoudKinnaird, l.PallMallEaat 

Geoffrey Fowell Bu.xton, Norwich. 

Frederick George Hugh Clayton, 

N e wcastle-on-Tyne. 

Ernest Balfh Hodsworth, York. 

Edmund Birch Gibson, Saffron 
Walden. 

Herbert Gosung, 19, Fleet Street. 

Lionel Drummond Gosling, 19, Fleet 
Street, [L.vnn. 

Somerville Arthur Gurney, King's 


Sir Jonathan Edmund Backhouse, 

Bart., Darlington. 

Hugh Guhney Barclay, Norwich. 

Kouert Barclay, 54, Lombard Street. 

Frederick Bassett, Leighton Buz- 
CosMO Bevan, 54, Lombard St. izard. 

Hunry Birkbeck, Norwich. 

Thomas Robins Bolitho, Penzance. 

William Edward Thomas Bolitho, 

Penzance. [Mall East. 

Seymour Pleydell Bouverie, 1, Pall 

Frederick Ckaufurd Goodenough, General Manager, 
John Edward Mounsey, Secretary. 


Edward Backhouse Mounsey, Dar- 
lington. 

Edmund Henry Parker, Cambridge. 
John Parsons, Oxford, 

Hugh Exton Skebohm; Hitchin. 
Percy Tew, Wakefield. [bardStreet, 
JosERH Herbert Tritton, 54, Lom- 
The Lord Wenlock, York. 

Francis Barry Wtiitfkld, Letvesi 

. llOHERT WooDHOUSE, Clielmsi'ord, 

Harold Edward Snagge. Assistant General Manager. 
Edwin Fisher, Assistant Secretary. 


Ifjeah ©fficc: 
“ ‘ .w. 


54, LOMBARD STREET, E.C. 

64, Xiombard St.. E.C. 24a So'oth.'wark Street, S.E. 

1, Pall Mall East, S.W, 95. Victoria Sh, Westminster. 

117 & 118, Leadenhall St.. E.C. 120, Wood Street. E.G. 

JBrattcbes aiih Bijcncics, 

Abingdon, Ackwoi*th, Acle, Addlestone, Aldeborough (NorfoikI, Aldeburgh, Alfriston, Alnwick, Amidhill, 
Ascot, Ashford (Middlesex!, Attleboro’, Aylsham, Bagshot, Balcombe, Rirdfield, Barnard Castle, Barnet, Barnbam, 
Battle, Beccles, Bedale (Vorks), Benwick, Berwick -on-Twreed, Berwick-on-Tweed (Corn Exchange), Beverley, 
BexhBl-on-Sea^ Biggleswade, Bildeston, Bil^ricay.^Bishop Auckland Bishop’s^Jltortford, Blakeney 

wood,^ 

Hove)", Brigliton (Western Road, Hove), iBristoh, Bude,”Bungay, Bimtingford, Bures, Burgess Hill, Buniham-on- 
Crouch, Burnham Market, Bunvash, Burwell, Bury St. Edmunds, Bylleet Station, Bylleet Village, Caister-on- 
Sea, Callington, Camborne, Cambridge, Cambridge (Cattle Market), Camelford, Cartnorpe, Castle Headingham, 
Castleford, Castleton, Chalfont St. Peters, Chatteris, Chelmsford, Chertsey, Chichester, Chipping Ongar, 
Cliobham, Clacton-on-Sea, Clare, Oley-next-Sea, Cobham (Surrey), Cogge.shall, Colchester, Colnbrook, Coitishall, 
Coulsdon, Cromer. Crook. Crowborough, Cuckficld, Darlington, Darlington (92, Northgate), Debenham, Dedham, 
DelaViole, Devonport, Didcot (New Town), Diss, Doncaster, Dovercoui't, Downham Market, Driffield, Dunniow, 
Dunstable, Duaston, Durham, Earls Colne, Easingwold, East Borghoit, East Boldon, Eastbourne, Eastbourne 
(Seaside Road), East Dereharn, East Grinstead, East Hoathly, East Molesey, Egham, Elstree, Ely, ISnfield, 
Englefield Green, Epping, Esher, Eston, Eton, Eye, Fakenham. Falmouth, Featherstone, Felixtowe, Feltham, 
Fence Houses, Fenny Stratford and Bletchley, Ferrybridge, Filey, Fordham, Forest Row, Foulsham. Fowey, 
Framlingham, Frinton-on-Sea, Gainford, Gamlingay, Garden City (see Letchworth), Gateshead, Gerrard'a Cross, 
Glemsford, Goole, Gorleston-on-Sea, Grangetown, Hadleigh (Suffolk), Hailahara, Halesworth, Halstead, Hampton, 
HanwftU, Harleston, Hurling, Harlow, Harpenden. Harrow. Hartlepool. Harwich, Hastings, Hatfield. Havant, 
Haverill, Hawes, Hayes (Clayton Road),Hayes (High Road), Hayle, Hayiing Island, Hayward’s Heath, Heathfield, 
Heaton, Helmsley, Helston, Herasworth, Henfield (Sussex), Hersham, Hertford, HessleJHetton-le-Hole, He.xham, 
High Wycombe, Hingham, Hitchin, Hoddeston, Holbeach, Holme-on-Spalding-Moor, tXolsworthy, Holt, Hordcii, , 
Horeham Road. Horsham, Houghton-le-Spring, Hounslow, Hove (Church Road), Hove (Western Road), Hull, ! 
Hull (Beverley Road), Hull (Cattle Market), Hull (Hessle Road), Hull (Holdeniess Road), Hull { St. Andrew's I 
Dock), Hunmanby, Hunstanton, Huntingdon, Hurstpierpoint, Ingatestono, Ir>swich, Isleworth, Jarrow, Kelvedon, 
Kessingland, Kettlewell, Kew Bridge, Kimbolton, Kippax, Kirby Mooraide, Kirklington, Knebworth, Knot- 
tingley, Launceston, Lavenham, Laxfield, Leeds, Leign-on-Sea (Essex), Leighton Buzzard, Leiston, Letchw’orth 
(Garden City), Leven, Lewes, Leybum, Lingfield, liskeard, Littleporfc, Loddon, Long Melford, Long Stratton, Long 
Sutton, Looe, Loatwithiel, Lowe-stoft (North), Lowestoft {Soutn)^ Luton, Ljnn, Maldon, Malton, Manningtree, 
Marazion, March, Market Weighton, Martham, Masliam, Mayfield, Melton Constable, Mersthain, Methwold, 
Mevagissey, Middloham, Middlesboro',Middleton-in-Teesdale, Midhurst, Mildenhall, Mill Hill (Miildlescxi, >Ionk- 
wearnioutn, Morjieth, Much Hadham, Muker, Mimdesley, Murton Colliery, Nayland, Needham Market., Now 
Barnet, New' Ruckenham, Neweastle-ou-Tyne (CoUingwood Street), Newcastlc-on-Tyne‘ (Byker, Shields Hoad), 
Newcastle-on-Tyiie iGosforth), Newcastle-on-Tyne (Grainger Street). Newcastle-on-Tyne (Haymarket), Ncweastle- 

on-Tyne (Quas'side), Newhaven (Sussex), New Ilei ' * ' ‘ ’* 

Southgate, Noimanton, Northallerton, North Shi 

Norton (Malton), Norwich (Bank Plain), Norwich 

Stephen's), Oatlands Park, Olney, Oulton Broad, Overstrand, Oxford (High Street), Oxford ((19, Banburj’ Road), 
Oxford (119, St. Aldate’s), Oxshott, Padstow, Penryn, Penzance, Peterborough, Pevensey, Pickering, Pinner, 
Plymouth, Pocklington, Polperro, Pontefract. Ponteland, Porthleven, Port Isaac, Portslade, Potter’s Bar, Preston 
(Brighton), Iladlett, Ramsey (Hunts), Rayleigh, Redboum, Redhiil, Redruth(Reei>ham, Reeth, Richmond (Yoike), 
Rickmansworth, Robertsbndge, Robin Hood’s Bay, Rochford, Rotherfield, Royston, Rndham (East), Ryhope, St. 
Agnes, St. Albans. St. Austell. St. Columb, St. Ives (Cornwall), St. Ives (Hunts), St. John’s Chapel, St. Oust. St. 
Neot’s, Saffron Walden. Saltash, Sandy, Sawbridgeworth, Saxmundham, Scarborough, Soarborough (South Cliff), 
Scilly Islands, Seaford (Sussex), Seaham Harbour, Selby, Selsey, Shefford, Shepper1;on, Sheringhani, Shipdhara, 
Shoebujyness, Shoreham (Sussex), Slough, Snaith, Snettisham, Soham, Southall, Southall Green, South Bank, 
South Elmsall, Southend (Essex), South Hetton, Southminster, South Shields. Southwick, Southwold, Southvvold 
'Fish Wharf), Staindrop, Staines, Stalham, Stamfordham, Staiihope, Stansced, Stevenage, Steyning, Stockton-oa- 


TtJUCHJl/, kJWtliiWO, WKUiJlliillJi, » UUCliIXl, KUmt-IMUiffi, WWfclldVCU, uve AAlUa, k.lUWVJat.lViA l/lt- 

Teea, Stoke Ferry, Stowmarket, Stradbroke, Stratton, Sudbury (Suffolk), Sunbury, Sunbuvy Common, Sunderland 
(Fawcett Street, Wood’s Bank), Sunderland (High Street, Backhouse's Banli), Sunningdale, Smminghill, Sutton 
Bridge, Swaffham, Tanfield, Thames Ditton, Thaxted, Thetford. Thirsk. Thornaby-on-Tees, Thomoy, Thoniley, 
Thornton Dale, Tiptree, Toddington, ToUesbury, Torpoint, Tow-Law, Tnmdon, Truro, Tunbridge Wells (Jiomifc 
Pleasant Road), Tunbridge WeUs (Pantiles), tJckfield. Upwell, Uxbridge, Wadebridge, Wakefield, Walsingham. 
Walton-on-the-Naze, Walton-on-Thames, Wantage, Ware, Watton, Wells (Norfolk), Welwyn, Westcliif (Southend, 
Essex), West Drayton. West Ealing, West Hartlepool, "West Mersea, Weybridge, Wheathampstead, Wheatley Hill, 
Whetstone, Whitby, Whitley Ba.yr>Vhittlesea, Wiclrford, Wickham Market, Windsor, Wingate, Wisbech, Witham, 
Woburn, Woburn Sands. Woking, Wolsingham, Wolverton, Woodbridge, Worthing, Wrentbam, Wylam-on-Tyne, 
Wymondham, Wyvenhoe, Yarmouth, Great, Yarmouth, Great (Pish Wharf), .YimvsU-y (West Drayton), York, 
Y^oxford. 
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THE BANK OF BRITISH NORTH AMERICAT 

Bstablished in 1836. Incorporated hy Royal Charter in 18-10. 

PAID-UP CAPITAL, £i1,000,000. RESERVE FUPIDi £i500,000. 

Head Office-5, GRACECHURCH ST., LONDON, E C. 

COURT OF DIRECTORS. 

John H. Broihe. | Eichakd H. olyn. i Frederic Lubbocs. 

J. H. ^Mayne Campbell. Edward A. Hoare. 0, w. Tumkinson. 

J. J, Cater, j Henry J. B. Kendabd. | G. D. ^YHATi^AN. 

General Mamger^'SL, Stikebian» Montreal. 

; Recretary—k, G. Wallis. London Office Ilanayer—'SY. 8. Goldby. 

I The 'jiANit of England: Messrs. Glyn, MiLLs/CuniUE Co. 

' ESTABLiSHSVIEir^TS ifti AtVIEESOA: 

I JilEA? TORK— u2, Wall Street. ] SAN FilANCISOO—.lfire^u’?/, 180, Sanaome Street. 


Q,nebec. 

JIosTitKAL, St. .7^^uu^a’ street. 

„ Bt. Yatberiuo Street 
(Sub-Br.t«ch>. 
„ Longueuil (Sub-liranch). 
Quehec. 

„ St, John’s Gate (Sub- 

Branch), 

„ Luvjs (Sub-Branch), 

Ontario. 

BoUC.VYCKON'. I BRANTrORJD, 
Cain’svillk (Sub-Branch). 
C!amimjei.i.foki>. 1 Fe.selon Fai.ls. 
IIAMH.TOK 

„ 'Westinghouae Avenue 

(SuD-Bnuich). 

, Victoria Avenue (Sub- 

Braneb). 


DOMINION OF CANADA. 


Ontario— ct>/iW. 

KiNuaroN. 

Lo.ndox. 

„ Hamilton Road 
(Sub-Bnmch). 
„ Market Square 
(Sub-Branch). 
Midland, | Ottawa. 


Nova Scotia, i 

Halifax. ' I 

New Brunswick. 

Fkederictox. 

St. J OILS’. 

„ Uiuou Street. 

St. Btephek, 

British Oolumbia. 

Ontario. Toronto. Ashcroft. | Duncans, .^outu x>Arii,i;^nn». 

Boucayokon. I Brantford. „ BloorSt.&Laus- Raynton.^ Raywouk. 

Cainsvillr (SuD-Brancb). downe Avenue i Hosthkiin. 1 bi-.MANs. 

CUmimjellfokd. I F^.s-elonFalls. (Sub-Branch), {.Sub-Li.anch , MYNY.viirs | Ioukton. 

Uamilton , Kintf and Kaslo. 1 itossLANU. Alberta. 

„ 'Westinghouae Avenue ” j)uflcrm Streets. Bow Isi.and | Buiidktt. 

(SuD-Braneh). Wrsr Toronto, Y ANaiLM,R. | v icioria. Caloary. 

, Victoria Avenue (Sub- „ „ Weston (Sub- Manitoba. Yukon District. 

Braneb). Branch,! Alexander j Belmont. Dawson. 

DRAFTS and TELEGRAPlIlO TRANSFERS are Lsaued by the London onb"e upon the chief Cities and 
Towns THROUGHOUT CANADA, NEWFOUNDLAND, juid THE UNITED STATES, 

Drafts on the Brandies of this Bank can also be obtained from its Correspomlcnts in the chief Cities ana Towns 
in the llnited Kingdom. 

Bills, Coupon.?, &c., purchased or forwarded for collection. _ , , , ' 

Purchase and Sale of Stocks. Oollectioii of Dividend.^, ami Banking Business generally undertaken throughout 
the Dominion of Canada .and the United States. 

Deposits are received in the Lond on Office at rates which may be obtained upon application. ilS 

THE BRITISH BA HK OF SOUT H AMERICA, Ltd. 

Authorised Capital, 300,000, in 73,000 Shares of £20 each, with power to increase. 
Subscribed Capital, 3^1,300,000, in £65,000 Shares of £zo each. Paid-up Capital, £650,000, 
Reserve Fund, j^6oo,ooo. 

Head Office ; 3a, M OORGATE STRE ET. LONDON. E.C. 

DIRECTORS. 

Hugh Kinsman Brodie, Esq. John Conrad m Tuurn, Esq. Francis Mackenzie Ogilvv, Esq. 
Charles Carui.n’gton, Esq. Fbedehic Lcbbock, Esq. Robs Pin.si:nt, Esq. 

ifawaCfir— A le.xande» DicK-CcNysoiiAM, Esq. .Sfnb.Jjfancytr-- H enry KiiiiiKU Gregory, Esq. 

>Secrefary— 'WiLLiAjj; HEKiiERT Hollis, Esq. 

AUDITORS. 

Messrs. Tcrquand, Yol'ngs & Co* 

BANKERS. 

X«OzuioxiL t Tnn Ban& of England and Thr London Joint Stock Bank, LimiteI). tinited s Lloyds 

Bank Limited; The Bans, of Scotland; The National Bank, Limited, and their Branches. Frances 
Messrs. Heine & Co-, Paris, and E. Raoul Duval & Co,, Havre. Xtaly i Messrs. Eessi & Co.. Milan ; and 
Banoa Commercialk Italian a, Genoa. GermauaY t Messrs. Jon. liKRENREao, Gossler & Co., Hamburg. 
FcrtUSTCJl s Banco »e Portugal, Lisboa ; Credit Franco-Portugais, Oporto, Bpaia * Messrs. E. Hainz (jhijos; 
Messrs. GAaciA-CALAM-ARTKy Ca, Madrid. 

Ageiats in New "STorJfc 8 The Bank OF New York, N.B.A,, New York. 

BRANCHES AT 

' .Kid de.: Jainetroy Sac Fa-utdy Bahia^ Buenos AFaresy Bosaurio de Santa Fe^ Monte HfMeo* 
Also Bub-Branebes a.t ,FlaaEa' de Once de SetiembrOf Flam Gonstitucion* AKrellaneda« 
Oalle de Santa Fe, Buenos Ayres» and Avenida X&ondeau, BSonte ^Meo.j 

CORRESPONDENTS 

At Antwerp, Bordeaux, Constantinople, MarseiUes, Trieste ; Pard, Ceard, ManAog, Macdd, Pemarobneo, 
Peiotas, Rio Grande do Sul ; and all the principal Cities and Towns in Europe, Brazil, and the River Plate. 
Also in Austr alia, Canada, New Zealand, and South Africa. 

Drafts issued on the Bank's Branches and CorTespondents. The purchase and sale of Funds undertaken, as 
also the receipt of Dividends, the issue of Letters of Credit, the negotiation and collection of Bills of Exchange, 
Drawn Bonds and Couponis, Cable Transfers, and all other legitimate Banking business. 

De^iHata received at Interest for fixed periods, the terms of which may be ascertained on application. [1(58 


Manitoba—couhi'. 

Brandon. 

DAlU.tSGt’ORII. 

Oak liivKK. 1 Kfston. 

‘Wl.NNlI'EG. 

Bask, 

Battleford. j Davidson. 
Duck Lake, j .Estevaw, 
Kelliheu. 

North Battleford. 
Paynton. j Ray WORK. 
Robthkrn. i Sj’.mans. 
M'ynyarp, j Youkton. 
Alberta. 

Bow Isi..\ND I Burdktt. 
Calgary. 

Yukon Bistriet. 
Dawson. 


Francis Mackenzie Ogilvv, Esq, 
Ross Pin.si:nt, Esq. 
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BROWN BROTHERS & 00. 

If MW YOBK: 50, WALL STREET. 
PHILADELPHIA:! BOSTON; ! BALTIR^ORE: 


Gomel' of 

4th and Chestnut Streets. 


60, State Street. 


ALEX. BROWN & SONS, 

Corner of 

Baltimore & Calvert Streets. 


Telegraphic Transfers of iVSoney made foetween the yniteci 
States and all parts ©f the World- 
Bills op Exchange on all Pabts op the World Bought and Sold. 
Collections of Drafts Drawn in the United States on all Foreign Countries are 

effected. 

COMMEB.CIAL and CIBCULAB GBEDITS, available in all pads of the world, 
and a special form of INTERNATIONAL CHEQUE for the convenience of 
j Travellers, are issued. 

i LONDON HOUSE ; 

M:essi?s. SIME’I-'BY fio CO. 

Make Telegraphic Transfers of Money between London and the United States, 
Canada, and Alexico ; buy and sell Bills of Exchange, and make collections of Drafts 
drawn on the United States, Canada, Mexico, Cuba, Costa Rica, Panama, Porto 
Rico, Honolulu, and the West Lidies : also receive Deposits and Ourreint Accounts ; 
of American Banks, Firms and Individuals upon favourable terms. 

[ foundei^couotTXoti^^ e.c. 

I WEST END OPFIOEt 123, PALL MALL, S.W. [27 


ESTABLISHED 1834- 

SUBSCRIBED CAPITAL, ^8,7S0,000. PAID-UP CAPITAL, £11,760,000. 

RESERVE FUP^D, ;£000,000. 


Makquis of AILESBITRV. 

Sir Lionel E. '.Daeell, Bart. 
John 0 . Baubuz, Esq. 
VriLLIAN GARFIT, Esq. 

Sir John T. Goldney. 
Edwin Henty, Esq. 


DIRECTORS. 

Herdeut j, W. Jervis, Esq. 

Sir Henry Ivi.mhkr, Bart., M.P. 

WM. LANE'GlAYPON, Esq. 

George Butler Lloyd, Esq. 

Eiavard Bavekstocu Mkrriman, Esq. 
Samuel Sampfx, Esq. 


HEAD OFFICE: 3 9. THREADNEEDLE S TREET, LONDON.' 

G. A. Harvey and E. D. Vaisey, t7bi??.;g <?m( 2 raO/ana< 7 m'. 1 

E-. C, Henderson, City Manager. H. M. Hapgood, Assistcmt City Manager. ; 

A. 1^. Corintry Bfamger. 'El>. Chief Accountant. | 

B.. QTLLmT, Ckicf Inspector of Branches. F. W. EOSE, -Swetari/. 

Meti'oiyolitan JBranfhe.^i. 

Oovent Garden— 35. King Street, W.G. Ijudgale Hill— ?s, Ludcatc Hill, E.C, 

Eastern— sio, Commercial Bead, E. Kewington— 151 and 1531 Nev.’ington Gaiisewa.y, S.E. 

Penchurch Street— aa, Pencliurch Street, E,C. Oxford Sti'cet— *25, Oxford f. treet, W. 

Finsbury Circus— 3, Broad Street Place, E.C. PacldinKtou— 195, Edgwarc Road, W. 

Pore Street— 1x5, Pore Street, E.C. Piccadilly— 35, Piccadilly, W. 

Holborn— 335, High Holborn, W.O. Queen. Victoria Strcet—35.Q«eon Victoria Street, E.C. 

Jalington— so, Upper Street, N. Shoreditch— 14s, High Street, E, 

Keasington—] r2. High Street, W. Temple Bar— 28, Fleet Street, E.C. 

King's Cro8s~347, Gray's Iiin Road, W.O. Westminster— 38a, Victoria Street, S.W, 

Kingsv.'aj'—Kingsivay House, W.O. 


1 Woolwich— 80, Green’s End, S.E. 


CURRENT ACCOUNTS opened in London on tei*ms usual among London Bankers. 

DBPOSIT RECEIPTS issued in London, and Interest allowed at rates as advertised from time to iinte. 

At the Country Branches Current and Deposit Accounts oiiened, Deposit Receipts and Drafts issued, and all 
otliev Ranking btisiness transacted on the usual terms. , 

Jrfvidends and Coupons collected Investments in and Sales of Home and Foreign Securities edected. Money's 
received and advised for customers frcc-of charge between all the offices. 

C.’ircular Notes and Letters of Credit are issued payable in the principal Cities and Towns of the Continent, and 
Letters of Credit are also issued payable in Amorica, Knv.r Zealand, Australia, and elsewhere, 
i The Agency of Foreign and Country Batiks is undertaken. 

I The Officers of the Bank are bound to secrecy. ■ 11 S 7 
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BKITISH. MUTUAL . BANKING COMPANY, Lt4, 

LUDGATE CIRCUS, L0ND0^4, E.C. 

Taegmphm Addresis--*^ BRIMFUL, LOSmX:' 

CAPITAL ^200, 000 (fully siifoscH toed), ln' 40,000 SHAKES OP ;fi6« EACH. 


Tims. c. Bewet, Esq. 
Sili HRNR\’ HAllBBJf, 


DIRECTORS: 

AY. B. HobnE, Esq. j 

Wm. HgnTEII, Esq. I 

'i’HOS. Whauime, Esq. 


The Eijrhfc Sir E.'H.'.IiK'OX, ' 

SiE 'Owen Robeets. ; • .■[■K.O'.B., 

Ma Edwahi) Leonard. 

Cwr^nt Accounts are kept in conformity with the practice of London Bankers, Interest 
hchvj allowed on tM minimum' monthly halmwes of £50 and upwards at the rate of 3 per cent, 
per annum, mid cmlited to the Accounts half-yearly, on the {’Mh of June and 31.vt of .Dmimhcr. 

JS'o charge is mads for keeping Accounts where a remuneratim balance is kept. [22 

THE CANADIAN BANK OF COMMERCE 

i Established ISC'?}, Auitb which is incorporatccl The Bank of British Cohmil)ia and the Halifax Banking Company. 
PAID-UP , CAPITAL (as at 30th November, 1908) ... <^10,000, 000 <£2,054., 794). ' 

: RBSJBHVE FUND „ ' „ ' „ ■ $8,000,000 (£1,2S2,S76). 

HEAD OFFIC23 - • - - TORONTO. 

B. E- ’W.^LRER, C.V.O., President. Am:xaxi)Hu Laird, General Mfitjager. 

LONDON OFFICE-2, LomTbapd Street, B.C. 

H. V. F. Jokes, Manager. A. B. Pnipps,. Assistant Manager. 

NEW YORK OPFICB-16, Exchange Place. 


BRANGHBS OF THK BANHi £H 

BltlTtSII CotUMDIA AND YCKO.N. 


CTanbrook 

Oi-eston 

Dawson 

Feruio 


■Ayr , ■ ■ ,: 

, Barrie 
; Belleville 
i Berihi 
i Blenheim 
; Brantford 
i Caynga 
j (Tratham 
1 (bhalt 
(.bllingwood 
Crediton 
Dresden 
Dnndas 


Bawlf 

Brandon 

Broderick 

Calgary 

Calgary East and 
Calgary West 
Canora 
Carman 
Cartoangay 
Claresholm 
Orossfield 
Danphin 
Delisle 
Di-inkwater 
Durban 

Alberton 

Amherst 

Antigonish 

Barrington 


Greenwood 
Ivainloops 
Ladysmith 
Mission City 


Dtinnvillo 
Elk Tjake 
Exeter 
Forest 

Fort Frances 
Fort M'illiaiu 
(iait 

Goderich 

(irow (hinda 

Guelph 

Hamilton 

Kingston 

Latchford 


Edmonton 

Elbow 

Elgin 

Elkhom 

Gilbert Plains 

Gleichctt 

Grandview 

Giunuin 

Hardisty 

Hawarden 

Herbert 

High River 

Humboldt 

InniBfail 

Innisfree 


Bridgewater 

Charlottetcw'n 

Halifax 


Najiaimo 

Nakusp 

Nelson 

New' Westminster 


Penticton 
Ih-inee Rupert 
Princeton 
Revttlstoke 


CANADA* 


1 Vanconver 
1 'i'.'UK'Ouver East 
j End 

j Vancouver South 


Vancouver Park 
Drive 
Victoria 
White HoroO 


Ontario ant> Qcerkc. 


Lindsay 
London 
Montreal [Etui 
Montreal W’est 
Orangeville. 
Ottawa 
Ottawa Bank 
Street 
Paris 
Parkhill 
Parry Sound 
Peterboro’ 

Port Arthur 


Port Pen*y 
Onebec 
Rainy River 
St. Cathariiio's 
Sarnia 

Sanlt Stc Millie 
Seaforth 
Siiueoe 
Stratford 
Strathroy 
Thedford 
Toronto 
Bloor & Yonge 


W^ESiERX Provinces. 


T<.‘Vonto— coR^d. i 
Queen Eispf i 
t’, Triton and ! 

l-iirliitmcnt i 
College and I 
1 iovercouvt, 

King Street i 
Piirkdalo jEastl 
< icrrard d; Papcj 
Queen and | 
Bathurst 
Spadinii luul 
College * 


Torent.O““<'(,oif. 
Yonge iin«i 
College 
YVuige and 
Oueen 

West Toronto 
Wiilkertun 
Witlkervilk 
W'aterioo 
Wiavton 
Wind For 
Wh'ngham 
Woodstock 


Karasack 

Ijangham 

Lanigan 

Lashbnm 

Lethbridge 

Lloydminster 

Macleod^ 

Medicine Hat 

Mclfort 

Melville 

j^Ulestone 

Monai-ch 

Moosejaw 

Moosomin 

Nanton 

Maritime 


New York. NX 1 Portland, Ore; J 


Middleton 
Montague 
, NewGla&gow 
INT THIS WWfITE» 


Neepaw'a 
Nokomis 
North Battleford 
Outlook 
Olds 

Pincher Creek 
Ponoka , 

Porta.ge LaPrairic 
Prince Albert 
Provost 
lladisson 
Red Deer 
Regina 
Rivers 
Sfiskatoon 

PROVIXCES. 


Parrsboro' | 

St. John 

Shelburne j 

STATZaS. 


Bhellhrook 

Rtaveiy 

Stony Plain 

Strathcona 

Strathmore 

Swan River 

Trehenie 

Tugaske 

Vegreville 

Vermilion 

Vonda 

"Wadena 

V/ amor 

Souris 

Springhill 

Summerside 


j Watson 
i Watrons 
i V'etaskiwin 
Weyburn 
Wilcox 
Winnipeg 
AIexan(.lr-r 
Avenue 
Pdakc Street 
Fort Ro'iige 
Elmwood 
North 

Portage Avenue 
Yollowgrass 

I Sydney O.B. 
Trtira 
Windsor 


1 Francisco, Cal. 1 Seattle. Wash. | Skagway, Alaska. 


The Bank issues Drafts and Telegraphic Transfers on its Branches in Canada and the Fnitcd States, as well 
as on all other ixaportaat points in both countries ; Buys or collects Bills of Exchtinge, Dividend Cheoues and 
CounduK; executes Orders for the purchase or sale of Canadian or United States Securities, and undertakes aP 
other descriptions of Monetary business with Canada and the United States. p A' 
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The Civil Service Bank, Limited, 

PARABAir HOUSE, iO, CHARING CROSS ROAD, W.C. 

Telephone No. 1940 GEEEARD. Telegraphic Address : “ISSUABLE, LONDON." 

■ BmECTORS:- 

J. A . EDMOND, Esc;. E. J. GOULY, Esq. J. T. SMITH, Esq. d. T. SOUTHGATE, Esq. 

Current Accounts may be opened at any time by paying in a small sum. No charge made for 
keeping accounts with a minimum balance of £10. Interest allowed on balances of £25 and 
upwards. Facilities offered to customers residing at a distance. 

Amounts of £5 and upwards received on Deposit Accounts and Interest allowed as follows : — 
Withdrawable at Six Months’ notice, Sy per cent. 

,, Three Months’ „ 3 ,, 

,, One Month’s ,, 2^ ,, 

The purchase and sale of Stocks and Sliares negotiated, and Banking Business of every dcscrip- 

tion transacted. The operations of the Bank are not restricted to the Civil Service, but are 
extended to the public generally. For full particulars apply to 

Bank Hours : 10 to 5.30 ; Saturdays, 10 to 1, H. S. GOOPEE, [246 


TELE COX-OMTAlX.* HAMH. 

(Established and Incoiyorated by Royal Charter in lSZ6.y 

Subscribed Capital, £12,000,000, In 100,000 Shares of £120 each. 

Paid-up, £1600,000. Reserve Funds, £i150,000. 

Head Office, Lenders : 13, B3SHOPSGATE STREET' . ¥/ITHIN, E.C. ' ' 
Sit ILuS?'“' }-Vunmn. B.«s. Limited. 

liRAJS'ClIES AlfD AQEXTS> 


Antigua. 

BAKaAUos. 

Beiujicu. 

I>EMEK,1.RA. 

Boxinica. 

(ill URN .ADA— St, George’s. 
And Agents at Grenville. 


Jamaica— Kingston, 

And Agents at 

FAI.MOUTil. 

Montkgc Bay. 
Port M.aima. 
Savann.i-La-Mar. 


St. Kitts. 

St. Lucia. 

St. Tiiosi.va. 

St. Vi.nok.nt. 

Tulsidad— Posit of Sixain, 

And Agenc-u at San Fek.nando. 


New York Agency -82, Wall Street. 

The Bank has special arrangemonta for the conduct of business between the We.st Indies and CANADA, 
including the issue of Drafts and Tolegraiihic Transfers, &c., V>y its various Branches, and hy its Agents in 
Canada, the Bank of British North Aineiica, and the collection of Bills in the West Indies and the Dominion. [2&«5 


Chartered Bank of India, Australia and China, 

32, BISHOPSQATE STREET WITHIN, LONDON. 

JneorporateO IRoBal Cbartec. 


Capita! £.1,200,000. 


Reserve Fuad £1,575,000. 


COURT OF DIRECTORS. 


Sir M0NT.iGU OORNKH TURNER (Chairman), 
Sir Henry Stewart CONNiNGHAir, K.C.I.E. 
Thomas Cuthbertson, Esq. 


Sir Alfred Dent, K.C.M.G. 

|■vyILLIAM Henry Neville Gorohen, Esq. 

The Ht. Hem, Lord George Hamilton, G.O.S.L 


Lewis Alexander ^YALLACE, Esq. 

Joint Managers:— T. H. Whitehead and T. Fraser. 

Sub-Manager:— W. E. Preston. 

AGENCIES AND BRANCHES. 

Bingapore. 

SOUEABAYA, : 

Thaiping. 

■ Tientsin..:,;; 
.Yokohama. 

BANKERS. 

The London City and Midland Bank, Ltd. 


Bangkok. i 

Foochow. 

Klang. 

New York. 

Batavia. 

Hamburg. 

Kobe. 

Ben AN G. 

Bombay, 

'.Hankow. 

Kwala Lumpor. 

E'ANGOON. 

Calcutta. 

Hongkong. 

Madras. 

Cebu. 

IPOH. 

Manila. 

Saigon. 

! Colombo. 

IvARAOHI. 

' Medan. 

Shanghai. 


The Bank of England. 


The National Bank of Scotland, Ltd. 

T'he Coiporation buy and receive for collection Bills of Exchange ; grant Drafts payable at the 
above Agencies and Branches ; and transact general banking business connected with the East. 

Deposits of. Money are received for fl.xed periods at rates which may he ascertained on application, 
interest payable half-yearly, June and December. On Current Accounts interest is allowed at 
2 per cent, per annum on the minimum monthly balances, provided they do not fall below £200. [12 
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GOMMERCIAL BANKING COMPANY OF SYDNEY, 


LIMITED. 

Eatahlisheil 1834. Incorporated in New . South Waies 1803. 
Capita! paid up 

Reserve Fund ... 

Reserve Liability of Proprietors 


Bydfiey Board : 

G. ,T. Ooni'.N, Esq., Chairnuin. 
IThoHon. H. Mosks, M.L.IJ. 


Si, 300,000 ' 
dy^SOOjCOO 

. — ^ — . , £4j'3i07G00 

HEAD OFFICE, SYDi^EY, HEW SOUTH WALES. 

The lion. II. E. Katek, i\I.L.C„ l)eputi/-Chairni(in. 

A. iT. C>ssi.o\v IhiOMesos, Esq. 'Itic Hon. James Luhns, M.L.O. 

A. DiBHs. Gcii. M((>ui0ei\ 


Loysdon Beard s 


OFFSCE, 18, amCHIH LAI^E, LOMBARD STREET.' 

E. H. Dangak, Esq., Chainnan. 
lion. IIen’uy S. Lm'ti.eton". 1 .Nevu.li: T>. Oohkn-, Esq. 

E. A. ScuivK.sEu, I ,1. H, G:ti:KN!'iEr,u, Accoiiniant 

BRANOHE'^ I NT SYBISTEY.- Bondi ; Crows ^’eKt; Easteni-Cxfonl Street; Exehaiisje-Pitt Street North ■ 
George Street West ; King Street ; rjeichh.irdt ; Neutral Bay ; Newtown; North Sydney ; rnddington ; Vetershaui: 
Eitb and Bathurst Streets ; Redfurn : Southern— Ilayniarket; \\ atcrioo .and .\loxfiudnii. 

BKANiJiiES IN l-iEW SOUTH WABES. — Albury, Aistonville, Annidale, 15allina, Bungalow, Barraha, 
Bathurst, Beg.a, Bellingen, Berrigan, Berry, Bing;u’ji, Blayney, Boggabri, Bonibala. Boiirko, BuwVal. Bowraville- 
Brakhvood, Brewarriiia, Bmidarn, Camden, Canipbelltown, Candelo, Canowindra, Careoar, Casino, Cassills, Cess- 
nock, (?hatswood, Cobav, Ciondobaiin, Coolamon, Cooma, Coonamble, Oootarnundra, Ct»raki, Coramba, Coi’owa, Cowra, 


Milton, Mittagong, Maiong, i^loree, Jloriieth, Moruya, Moss Vale, Mudgee, Miirruinburrali, ftfununindi, Alurwil' 
luinbah, Muswchbrook, Naraudera, Narrabri, NsuToinine, New<‘aBtle, Nowra, Nymagee, Nyngiin, <.)akhiiids, Uvai^ge, 
Bambula, l^lfke9, Parramatta, Paterson, Penrith, Piotoij. Port Macquarie, Qneanbeyan, Quirimli, Raymond Terrace, 
Bi<-hmo»id, Robertson, Scone, Singleton, Tamworth, Taree, Tenrora, The Rock, 'iVumwal, TK'.ngie, Tumut. i^iullu, 
Wajga Wagga, Wulcha, Walgett, M’alla- Walla, Walloiuwang, Warialda, Warren, Wanchope, Wee Waa, Wellington, ] 
Werris Oretik, West Wyalong, Wileanuia, Wiiulsor, Wingham, Wollongong, Woodstocdc, i'ass, Young. I 

BRANCHES QUEENSiiAND.—Allora, BrisViane. Bundaberg, Charleville, Childers, Cnnnamulla, 

Balby, Fortitude Valley, tlayndah, Geraldton, Ghulstoao, Ingh.'im, Inglewooii, Killarriey, Longreach, Mackay, 
Maryborough, Pittswon.h, Ruokhampton. Thargomimlah, Toowoomba, Townsville, and Warwick. 

The Loudon Board of directors gmnt Letters of Credit, payable on demand, and Bills of Exchange, upon .all 

^ — v,,.!,..,, +v:„ -n — 1 .. — i -roved liills upon Australasia, 

Atsstralasia through the a.lK>ve- 
Agents' in Victdri'a*. South 


Australia, Western Au.stralia, Tasmania and New Zealand. 
No. 18, Birchin L-ANt:, Lombard Strket, B.C. 


P.'A. SCRIVENER, Manager. 


I1S8 


BANK OF EGYPT, LIMITED. 

Telegrams: ** SPHINX, LONDON/’ Telephone: 312 LONDON WALL. 
Incorporated by Royal Charter in 1856, and Registered as Limited in 1887. 


CAPITAL £1,500,000 IN 60,000 SHARES OF £25 EACH 
(10,000 BEING UNISSUED SHARES). 

£12 ^los. per share is paid, and the balance can only be called up in 
the event of the Company being wound up. 

CAPITAL PAID UP, £625,000. RESERVE, £660,000. 

BOARD OF DIRECTORS. 

The Loud Grenfell, G.C.B. (Chairman). I The Lord Eathmoke. 

GFoaan T. BtDDDLPii, Esq. Sir Colin Scott Moncriefp, K.C.SII. 

The Hon. S. Carr Glyn. 1 Eobert L. Barcl.iy, Ed(,{. 

The Bank of England. ] Messrs. Glyn, Mills, Currie <fe Co. 1 Messrs. Barclay & Co., Lr>. 
Solicitoi’s—McB&va. Birch AM & Co. 

.,<4 wch'to'— Messrs Price, Waterhouse & Co. 

^L'cre£dtr^/--ABTHCR Nichols, Esq. 

Br^ttChCSS—ALEXANDllIA, CAIRO, PORT SAID, KHARTOUM. 

Agencies:— 

Mansoura, Tanta, Zag-azig, Fayou-m, Bent-Souep, Minieh, Assouan, Suez, Suakin, 
Bamanhuuk, Girgkh, Chebin Elkom, Bsneh, Luxor, Tahta. 

The Bank issues Drafts, Letters op Credit, antPnegotiates and collects Bills on Ei;ypt 
ana the Soudan. Buys and sells Egyptian and other Securities, and. transacts every 
descriptiou of Banking business. Kemittauces made by cable, and current accounts opened. 
Deposits received for fixed periods, rates on application. 

Egypt House, New Broad Street, London, e.c. f20 
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The DELHI & LONDON BANK, Limiietl, 

Established in India in 1844. Eegistered in Eondon under Companies Acts 1862 and 1867, 
CAPITAL, £500,000, in 20,000 Shares of £25 each, SXTBSOEIBED CAPITAL, £337,625 fuUypaidup. 

Head OfBee— Royal Bank Buildings, 123, Bishopsgate Street Within, l.C. 

BOARD OF DIRECTORS. 

DAtnn Henry Smalt,, Esfi., Ctoinnan. I Col. Willtabi Grahast-Smith. f ' A. F. Sjmeon, Esq. 

Walter E. Smith, Esq. 1 James Greig, Esq. i A. T. IiAM'UN.soN, Esq. 

P. B. Baker, Jfanaffitir. J. Banks, AccoMJfiaji^. 

Bankers,— Bank oe England and Union of London and Smiths Bank, Ltd. 
jBmnc/ics in JjMlia.— C alcutta, Delhi, Ldcknow, Mussoouie, Simla, Kar.vchi, Amritsah. 

Agents at Boimay.—Bx'SK. or Bouha-x, 

Current Aceounts are opened and kept, on the same tenas as by London Bankers. 

Deposits are received, repayable at Seven and Fourteen Days’Eotice, and for longer periods, upon terms wliioli 
can be had upon application. 

Purchases and S>»les effected in all British and Foreign Stock. Pay, Pensions, Annuities, &c„ realised free 
of charge to constituents. 


Letcei’s of Credit and Circular Notes issued, payable on the Continent of Europe, Egiqit, Africa, China, 
Australia, New Zealand, iunerica, Canada, &c., and the Bank draws upon moat part.s of India. [i7 


Head Offilce 


TORONTO. 


branches in Provinces of ONTAEIO, QUEBEC, MANITOBA, BTtITISH COLUMBIA, 
SASKATCHEWAN, ami ALBEBT A. 


CAPITAL PAIB^UF 
RESERVE FUND 


$5,000,000, 

15,000,000. 



AGENTS IN GREAT BRITAIN— LLOYDS BANK LIMITED, and THE COMMERCIAL 
BANK OF SCOTLAND LIMITED, and. branches, with whom money may be deposited for transfer 
by letter or cable to any part of CANADA. 

SPECIAL ATTENTION given to Canadian collections forwarded direct to the Head Olfice 
in Toronto or through its Agents in Great Britain. 


BANK OP LIVERPOOL, 

LI VERPOOL. ENGLAN D. 

_ Established 1831. | 

Subscribed Capital, £10,500,000. Paid-up Capital, £1,512,500. keserve Fund, £850, GOO. 

I Directors: 

; S. Gibson Sinclaib, Chairman. Sir W. H. Tate, Bart., Chairman. 

Sir T. BiiocKbEBANE, Bart. H. H. Hornsv. Win. P. Robinson. 

Samuel CATLow. ' A. T. Neilson. ,Tno A Slingsbi' 

Oswald Dobell. John Rankin t t * 

A. Earle. jAS.“P.-R-EyNOLDS. 

Sir W, B. For WOOD. HElenus R. Robertson. Isaac H. Storey. 

General fiftanager— J ames H. Simpson. Bssietant ©cneval fiftanagcv— R obt. L. McGi, ashen. 

flbanaacr, tscab ©fScc— J. J. Ritchie. 

©istvict General flbanatjer. Northern District— F. ^Y. Ciiewdson. 

♦t ft ft Craven Bank District— J. F. PoNTiNG. 

Itonhon Hgents — Glyn, Mills, Currie & Co.; Barclay & Company, Ltd.; Williams 
Deacon’s Bank, Ltd.; Robarts, Lubbock & Co.; and Union of London 
AND Smiths Bank, Ltd. (Prescott’s Branch). 

Current and Deposit Accounts bearing interest opened for Customers residing at home or abread, 
Every description of banking business transacted, including the purcha3e''and sale of Bcocks. 
Shares, Securities, ; the collection of Dividends and Coupons, whether payable in England or 
abi-oad ; the issue of Drafts, Lettei“s of Credit and Circular Not.es payable in Uie principal Cities 
and Towns throughout the "VVorld ; and Cable transfer of remittances to all parts. 

The Bank is prepared to act as Executor or Trustee for Private Persons, and as Trustee, Treasurer, 
Registrar, or in other fiduciary capacity, for Public and Corporate Bodies, Institutions, &c. 

Customers may have money transmitted to the credit of their accounts through any of the 
branches, free of charge. ! 

Btrong Rooms provided for the safe custody of deeds of A’aliio and other property lodged on : 
behalf of customers. | 

The Bank acts as Agent tor Home and Foreign Banks. C21 1 
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AITTHOHISEB: ' CAPITAL. 

600. 000 Shares of £50 each 

SUBSCRIBEBi ■ 

““s^iTTisO^Tares ' - .. .. 

i Paid up £8 0 

4 Uncalled £4 10 

f Reserve Liability £37 lO 

RESERVE FUND .. .. .. *. .. 


0 per Share £4,171,600 ] 
0 „ £2,346,525 

0 „ £19,554,375 3 


£30,000,000 

£26,072,500 


BIltBCTORS. 


£3,000,000 


B, V. Vassal-Smith, ,T. P>. C!i>ose Brooks, E. BRom® Hoauk. James Smith. 

CJuiirman. Hon. Hioiiaro M. VT. J. Arthur Kexiuck. James Tomkikson, M.P. 

J. W. Beaumon'T Teask, Bawson*. Howard Li-oyi). (iIeorojj D. Wn.miAN. 

Dsymtn (Jhairtnan. W, S. de Hkstry N. JIiddeeton', Eoueut Woouwauh. 

Charles B. E.iui:ett. Herbert ^Y. Hinr. William Small. 

i v ■ KISAXl OFFXCBS « 

! LONDON ; 71, lombard Street, E.C. (Registered Office). General mnutper, E. Alesan-dkr Duft. 

; BIRMINGHAM : Edmnad Street, Country General Manager, Ai-exaedek Fvhue. 

I: . BHANCHES: : 

; LONDDN : City Office — 72, Lombard Street, E.G. ; 16, St. James's St,,' S.W. ; Law Courts — 
232, Strand, W.C. ; Aldersgate St., E.C. ; Belgrave Rd., S-W. ; Cheapside, E.C. ; East Oity — 
1 Eoncliurcii St,; Finchley Rd,, N.W. ; Hampstead — Rosslyn Hill, N.W. ; Holborn Circus, 

I E.C, ; Paddington—Canibridge St., W. ; West Kensington — Hammersmith Road, W. 

' BIRMINGHAM! ColmoreRow; HighSt.; Temple Row; New Street; Aston Rd.; Bearwood; Blooms- 
I bury; Bristol St. ; Deritend; Edgbaston; Gooch St.; Gt. Hampton St. ; Harborne; Highgate; 

, Jamaica Row ; Ladywcod ; Parade ; Small Heath ; Sparkbrook ; Sparkhill ; Summerfield. 

I Aberdare, Altrincham, Asliford, Aylesbury, Banbury, Bangor, Barnstaple, Bath, Birkenhead, Blackburn, 

, Roumemonth, Bradford, Breion, Bridgnorth, Brighton, Bristol, Broadstairs, Burton-on-Trent, Cambridge, Cardill', 
Onxdigan, Carmarthen, Carnarvon, Cheltenham, CUe.st(.ir, tUrenoester. Coventry, Darlaston, Dartmouth, lieal, Derby, 
Devonport, Douglas, Dover, Dowlais, Droitwich, Dudley, Durham, Ea-stbourne, Ea-st Crinstead, Enfield, Evesham, 
Exeter, Falmouth, Folkestone .Gloucester, Halesowen, Hanley, Hasting, s, Haverfordwest, Hereford, Ironhridge, 
,1 arrow, Kidderminster, Kingswood, Leamington, Leeds, Leicester, Leominster, Lichfield, Liverpool, Llandudno, 
T.lanelly, Longton, Ludlow, lilaidenhead, Maidstone, Malvern, Manchester, Margate, Merthyr Tydfil, Monmouth, 
Mowcastle (Staff.), Newcastle-tipon-Tyne, Newnham. Newport (Mon.), Newport (Salop), Newton Abbot, Northami>ton, 
North Shields, Nottingham, Oldbury, Oxford, Paignton, Plymouth, Ponty pool, Pontypridd, Portsmouth, Ramsgate, 
Reading, Redditch, Ross, Rugby, Rugeley, Rye, St. Leonards, Shifnai, Shrewsbur.v, Southampton, South Shields, 
.Stafford, Stratford-on-Avon. Stroud, Sunderland. Sutton Coldfield, Sw.'insea, Swindon, Tarnworth, Tonbridge, 
Torquay, Tunbridge Wells, IVallingford, Walsall, Warwick. Wednesbury, Wellington (Salop), Welshpool, Westgate* 
oii-Sea, Weymouth, Whitchurch (Salop), Wolverhampton, W^oreester, Wrexham, &nd elsewlxere* C2 

LONDON & BRAZILIAN BANK, Limited. 

Capital, ^2,000,000, in 100,000 Shares oF :£20 each. 

Paid-up Capital, £1,000,000. Reserve Fund, £1,000,000. 

Head Office: 7, TOKENHOUSE YARD, LONDON. E.C. 


jyiJtECTOliS. 

John Beaton, Esq. 

Maurtce George Carr glyn, Esq, 1 William Douro Hoare, Esq. 

, ,ioHN Gordon, Esq. Charles Evelyn Johnston, Esq. 

Charles Seymour Grenfet.l, Esq. I William Wilton Phipps, Esq. 

I Sir Charles Day Rose, Bart., M.P. 

; Matiager—^, A. Benn. Assutant N. F. DuFP, Secretary— -A. W. SAUNDERS. 

I BA ACKERS* 

5 London : The B.\nk op England ; Messrs. Glyn, JIills, Currie Ai Co. 

; France : Banquk db France (Paris) ; Societe Generale (Paris and Branches) ; 

I Germany: Messrs. JOH. BerENBERG, Gossleu <fe Go,, Hamburg. 

Italy ; Credito Italiano, and Messrs. Granet, Brown & Co. (Genoa), ii^pain : Credit Lyonnais. 
I nRANcmss. 

Braail— Rio de Janeiro, Para, IManAos (Agency), Pernambuco, Bahia, Santo.c;, Rao Paulo, Rio Grande 
, do vSul, Porto Alegre. Urugruay— Montevideo. Argentina-— Buenos .Ayres, Rosario. United 
) States— New Vork (Agency). France— Paris (.5, Rue Scribe). Portugal— Lisbon, Oporto. 
I ' eoi? JlEH PO N DTSN 

j The Bank has Agents or Correspondents in all the principal Ports and Cities of Brazil, 
I Uruguay, Argentina, the United States, and Europe. 


Drafts and Letters of Credit issued, Telegraphic Transfers made, and Bills of Exeliange 
negotiated or collected on the most favourable terms. 

The Bank iiiidertakes the Agencies of .parties connected with the above coTintries, grants 
Circular Letters of Credit for the use of Travellers, makes investments in the Public Funds and 
other Securities, and receives Dividends and Interest on account of ClienlB. Current Accounts 
1 opened at the Branches, where" nioney is al.so received on deposit at rates of Interest varying 
: according to the length of time for which the. Deposit is made. 

Further particuta may be obtained sttihe Bank, 7, TOKENHOUSE YARD. 
-Offiei ■Hours:' to * -Saturdays, 'lo' to x. _ (1 G 
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The London City and Midland Bank, 


t836. 

Directors. 


Limited. 


Sir Edward H. Holdest, Bart., M.B., Chairm€in and Managing Director, 
William Graham Bradshaw, Esq., London, Deputy-Chairman. 


The Bt. non. Lord Airedale, Leeds. 

Charles G. Beale, Esq., Birmingham. 
lioBERT C. Beazley, Esq., Liverpool. 

Sir William Benjamin Bowring, Bt., Liveipool. 
John Alexander Christie, Esq,, London. 

Sir F. D. Dixon-HARTLAND, Bt., M.P., London, 
Sir G. F. Faudel-Phillips, Bt., G.C.I.E,, 
London. 


Frederick Hynde Fox, Esq., Liverpool. 

H. Simpson Gee, Esq., Leicester. 

John Howard Gwyther, Esq., London. 
Arthur T. Keen, Esq., Birmingham. 

The Bight Hon. Lord Pirrie, K.P., London. 
Thomas Hoyden, Esq., Liverpool. 

Sir Thomas Sutherland, G.C.H.G., London. 
William Fitzthomas W^'iley, Esq., Coventry. 


J, M. Madders, S. B. Murray, and F. Hyde, Joint General Managers, 
Ed\yard J. Morris, /S' ecretary, 


Head Office : 5, THREADNEEDLE STREET, LONDON, E.C. 

Telegraphic Address--^ CIMIDHO, LONDON. Telephone— 24B1 London Wall. 


PAID-UP CAPITAL 

RESERVE FUND - £3,419,190 


• - £3,799,100 

DEPOSITS - - 


£68,284,018 


The Bank has Branches and Sub-Branches in London, the suburbs and 
throughout the country. It also has Agents in all the principal Cities of the 
world. Every kind of Banking business is transacted at the Head Office and 
I Branches. Bills, Annuities, Coupons and Dividends are collected in all parts of 
i the United Kingdom, the Colonies, and in Foreign Countries. Purchase and Sale 
i of Stocks and Funds are effected. For the convenience of GustomervS, monies can 
I be paid in at any of the Branches and advised the same day to their own account. 

I Strong Booms are provided for the security of Deeds and other property lodged by 
I the Customers of the Bank. Every Officer of the Bank is pledged by a signed 
i Declaration to secrecy as to the business affairs of the Bank and its Customers. 

THE FOREIGN EXCHANGE DEPARTMENT. 

Telegraphic Address— CtNNAFOREX, LONDON." Telephone— 2481 London Wall, 

Issues Currency Drafts on all Cities, Circular Letters of Credit and Circular | 
Notes payable all over the world ; also makes Mail and Telegraphic Transfers to all { 
Cities. Collects Foreign Bills. Puechasbs approved Foreign Bills. Establishes I 
Commercial Credits on behalf o! Customers available anywhere against the usual i 
shipping documents. Drafts, &c., may he obtained direct from the Head Office cr ' 
Branches, wffiioh are always ready to give quotations, ! 

THE SHIPPING department; 

Telegraphic Address — “ CINNA8HW, LONDON.** Telephonc--^2481 London Wall. 

i Is specially organised to look after Shipowners’ Freight Bamittances from, and 
’ Disbursements to, all parts of the World by mail pr cable. 

1 , ' , mn 
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London County S Westminster Bank 


ESTABLISHED IIM 1836. 


I 

LIMITED. 


! CAPITAL £14,000,000, IN 700,000 SMSES OF £20 EACE 
PAID-UP CAPITAL - £3,500,060. ! SESEBfE FUND - £4,250,000: 


S)ii*cctor0 : 


HBEBERT EOBIxNTSOlN" ARBUTHFOT, ESQ. 
The Hon. Sir ERIC I.iARK.IFGTOF, KG.B. 
OTTO ATTGUST BEFECKE, ESQ. 

EDWARD CLIFTON BROWN, ESQ. 

JOHN ANNAN BRYCE, ESQ., M.P. ' 

COLIN ALGERNON CAMPBELL, ESQ. 
JOHN JAMES CATER, EsQ. 

LORD RICHARD CAVENDISH. 

ERNEST HALIBITRTON CHNARD, ESQ, . 
Sill ALFRED DENT, K.aM.G. 

ThbRt. Hon. VISCOUNT GOSCHBN. 
HENRY GOSCHEN, Esq. 

CHARLES SEYMOUR GRENFELL, ESQ. 
HENRY CHARLES HAMBRO, Esq. 


CHARLES JOHN HEGAN, ESQ. 

ARTHUR HILL, Esq. 

WILLIAM EGERTON HUBBARD, Esq. 

Sm THOMAS JACKSON, Bakt. 

■WALTER LEAF, EsQ. [M.P. 

Thk RT. Hon. ALFRED LYTTELTON, K.O., 
WM. McKBWAN, Esq. (Honorary Director). 
OSWALD CECIL MAGNIAC, EsQ. 

WILLIAM GAIR RATHBONE, ESQ. 

Thr Rt. Hon. LORD SANDHURST, G.as.I. 
CHARLES JAMES CATER SCOTT, E.SQ.. 
HENRY PARKMAN STURGIS, EsQ. 

Sir MONTAGU CORNISH TU,RNER. 
VINCENT WODBHOITSE YORKE, EsQ. 


ALFRED MAYO HAWTHORN ) . ^ 
HERMAN RICHARD M^YATT / 

THOMAS JAAIES RUSSELL (CWowv:t‘,<f and Jgendeit), 
FRANK AVILLIAM HOWETT (CGuntry), 

AUSTIN ARROW KEMPE \ 


Joint Managers. 


GEOFFREY PAGET 


i 


Joint Secretaries. 


HEAD office: 41, LOTHBURY, E.C. 

LORflBARD STREET OFFICE : 

21, LOIVIBARD STREET, E.C. 

WEST END office: 1, ST. JAMES’S SQUARE, S.W. 
FOREIGN branch: 80, CORNHILL, E.C.,* 

ALSO ■ 

102 METROPOLITAN AND SUBURBAN BRANCHES, 
199 COUNTRY BRANCHES. 


CURRENT ACCOUNTS are opened on the usual terms. Facilities are given Customers 
I at any Branch for the transfer of money to or from any other Branch. 

DEPOSIT ACCOUNTS,— SnniK of TIO and upwards are received on deposit at interest, 
I subject to notice of withdrawal, or by special agreement, in accordance with the usual custom. 

EXECUTOR AND TRUSTEE husiness undortaken. 

PURCHASE AND SALE of. Btocks. and Shares elleeted. DIVIDENDS* ANNUITIES, 
1 &e., received. 

THE AGENCY OF. PCEEiCN AND COUNTRY BANKS is undertaken, and every 
description of Banking business transacted. 


FOREIGN DEPARTIVIENT. 

CURRENCV DRAFTS* CIRCULAR NOTES, and LETTERS OF CREDIT are issued. 

and TELEGRAPHIC TRANSFERS made to all parts of the Mtorld, 

APPROVED ’‘FOREIGN DRAFTS are purchased, and Collections undertaken. 

' DOCUMENTARY CREDITS are estahlishod, and every facility given for the handling of 
Documents to or tpom abroad. 


lili 


^4 


iiH 


tUB Binyt are bound to secrecy. 


iiii 


X910. 
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THE LONDON JOINT STOCK BANK 


(ESTABLISHED 1836), 

WITH WHICH IS INCORPORATED 


LIMITED 


The York City aad Comty Bankmg Company Limited. 


Aatfiorlsed Capital , 
Stifoscrilsed Capita!. 
Paid-sip Capita! 
Reserve Fssad . 


Wu.MAM R, Akbiithnot, Esq. 
,losEi>a Atkinson, Esq, 
ColonelJAMEs Robebt Bain, 
William Bennett, Esq. 

W. Plemik(J Blaine, Esq 
William T. Brand, Esq. 
Stanlet Chuistophekson, Esq. 


H)il’CCtOV0. 


Tlie Eight Hon. The Earl of Denbigh. 
Alen-anber H. CSoscuen, Esq. 
■W.Moiiuav Guthrie, Esq,, Aid. 

John Ei chard Hill, Esq. 

Francis J. Johnston, Esq, 

Daniel Meinertzhagen, Esq. 

The EighiHon. The Viscount 

Milner, G.C.B., G.C.M.O. 


. £ 20 , 000,000 
. £ 10 , 800,000 
. £ 2 , 970,000 

£ 1 , 165,000 

William Muller, E-sq. 

Sigmund Neumann, Ew. 

B. M. Rodocanachi, Esq. 

TheRight Hon.The Viscount St. Aldwyn. 
Sir Edward D. Stern. 

Henry Tennant, Es<i. 

F. D. Wallace, Esq. 


Head Officers, Princes Street, London, E.C. 


CHARLES OOW, General Manager. 

W. J. DYER, Heat? OJice Manager. 

T. H. OXLEY, Country Manager. 


J, F. DAilLIXG, GrVnem? Manager. 

B. BAY, Asmtant Manager. 
EDWARD CLODD, Secretary. 


DOTHBURY OFFICE, 6. Eothbury. E.C. 

GEO. R. GALLAHER, Manager, F. GURREY, Assistant Manager. 


Balham, 

Barbican, 

Buckhurst Hill, 
Chancerv Lane, 
Chauterhouse Street 
Chkshuxt, 

C’ihgwell, 

(-‘HJGWELL Row, 
(.’OVENT (Garden, 

Croydon, 


METROPOLITAN BRANCHES AND 


East Dulwich, 
Enfield HtanWAY, 
Fenchurch Street, 
Finsbury, 

Great Tower Street. 
High Holboun, 

King STON-ON -T h am es, 
Kjnosway, 

Leaden HALL Street, 


Limehouse, 

Lougmton, 

Lower Edmonton, 
Mahylebonk, 
Muswell Hill, 
Old Broad Street, 
Old Kent Road, 
Onslow Square, 
Oxford Street, 


SUB-BHANCHES. 

Paddington, 

Pall Mai-l, 
Palmers Green, 
Pkcrham, 

Regent Strkf.t, 
Russell SotJAUK, 
Sr. M ary Axe, 
South Kensington, 

SoCTUWARKi 


Streatham, 

Tooting, 

Victoria, 

Waltham Abbey, 
Waltham Cro.s.s, 
Westminster, 

WlNCHMORIi IIlLI., 

Wood Street, 
Woodford, 
Woodford Station. 


COUNTRY BRANCHES AND SUB-BRANCHES. 

York, Afpleby, Aspatria, Mealsgate, Bari^ard Castle, Barnsley, Cud worth, Hemsworth, South Kirkh.v, 
Stairfoot, Barrow-in-Fuune.ss, Bahton-on-Humber, Barrow-on-Humber, Goxhill, Bedale, Beverley, Bi.shop 
Auckiand, Coundon, Stanhope, Willingfcon, Wolsinghara, AVest Auckland, Blagkhill, Burnopfield, Consett, 
Dipton, Lauchester, Blyth, Bedlingtou, Seaton Delaval, Bokoughbridge, Boston Spa, Tadcaster, Brampton, 
Gilsiand, Bridlington*, Flamborough, Bridlington (King Street), Broughton-in-Furness, Bootle, Dalton-in-Furness, 
Carlisle, Cockermouth, Darlington, Doncaster, Ciwvle, Adwick-le-Street, Driffield, Durham, Egremont, Filey, 
Gateshead. Goole. Bawcliffe, Snaith, Grimsby (Old Town), Fish-Docks, Grimsby (Cleethorpe lload), Cleethorpea, New 
Clee, Gulsborough, Boosbeck, Hai-twhistle, Harrington, Harrogate, Hartlepool, Hawes, Hexham, Allendale, 
Allenheads, Bardon Jlill, Haydon Bridge, Hornsea, HoRSFORTH.Calverley.Bawdon, RodlosL Howden, Nortii Cave, 
Hull, Cottingharn. St. Andrew's Dock. AVithernseji, Hull (Anlaby Road), Hull (Beverley Road), Princes Avenue, 
Hull (HoUlemefis Road), Ilkley, Ben Rhydding, Keswick, Knauesborough, Leeds, Cattle Market, Kirkstall Road, 
Ronndhay Road, Station Parade (Bramley), Leeds (Headingley), Leeds (Kirkgate). Leyburn, Middleham, Malton, 


wald, Lazonby, Pickering, Rkdcar. Richmond, Ripon, Rotherham, feislcy, Saltbuun, Brotton, iMarske-by-the- 
Sea, Scarborough, Palsgrave, Scarborough (South Cliff), Scunthorpe, Wintevton, Seaham Harbour, Fasington, 
Horden Colliery, Murton Colliery, Ryhope, Selby, Gawood, Sherhnra-in-Rlmet, Sheitield, Darnall, Dronfiold, 


Rhnsaii. Tliumscoe, West Hartlepool, Trimdon Grange, Wingate, Whitby. Robin Rood’s Bay, Staithos, White- 
haven, Gosforth, WiGTON, Workington, Station Road, Distington, Worksop, Clowne, Shirebrook. 


usual with Bankers 'in London' and the ^ 
_ and Fprei!^ Banks undertaken. The Bank 
uuu Ml jl i u^iiu v>UBt.vui.a.lJi . v« terms, particulars of which can be obtained 

at Head Office and Branches, Purchases and Sales of British and Foreign Securities effected. Circular Kotes and 
Letters of Credit issued to Customers free ofZcharge. They may be obtained at the Head Office, or through any of the 
Branches. The numerous Branches of the Bank afford great facilities for the transaction of business, and an'ange- 
inents have been made with Banks in all the important Towns of the Kingdom by which money m.iybe paid in 
free of charge, to the credit of any Customer of this Bank, whether at the Head Office or at any of the Branches. 
Strong Rooms for the depo.sit of Securities sind Plate Chests are provided for the convenience of customers. Every 
Officer of the Bank is required to .sign a Declaration of Secrecy as to the transactions c>f any of its Customers. 
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LONDON S PROVINCIAL BANK, Ltd. 

SUBSCRIBED CAPITAL - £ 1,600,000. RESERVE FUND (Inve sted ioConsols) - £1,475,000 

Dire&tors, 


Sir Fredkiiiok Geo, Banbuey 
B art., M.P. 

Sir WiWJAM Booed, Bart. 


EichaedCobden :Michell, Esq. 
n. Rbunuton-Wibso.v, Esii. 
Sir Joseph Savohy, Bart. 


Sir Edwin H. Galsworthy, 

The lit. Hon. Sir HERBERT MAX- 
. j WELL, Bart., F.K,S, 

W M. Hayes I’Isiiee, Esq. Manager — Woodrow^ Cross, Esq. 

Assistant General -JesseLambly Thomas, Esq, Seeretarg—\YUjinM>i John Stoicoe, Esq, 
AuditorH — lSiR^ifRST Cooper, Esq. Edgar Eiggess, Esq. 

London Agents — ' Me & zv &. Glyn, Miu.s, Currie & Co. So Ueitors — Manai - s . ]\ruNNS & Longden. ' 

Head Omes: 3, B ANK BUILDING S,- LOTHBURY, E.C. I' 

LONDON SUB0RBAN BSANCHES. } 

Anerley (137, Ancrley Road), Barkinp:, Beckenham, Bermondsey (s6&s8 Old Kent Road), Black- ! 
heath, Bowes Park, N., Carminjr Town (Barking Road), Carshalton, Cattord, Chingford. tnaygate, i 
East Greenwich, East Ham, Edmonton (Upper and Lower), Elthaiu, Enfield, E.4se.v Road (Xos.34.^, 
and 346), Einchley (Church End), Finchley (North), Finsbury Park, Green Lanes (68, High i:ocui, ! 
Wood Green), Hackney (The Triangle), Hampstead (ss, England’s Lane), Hampton Hill, iJarringay, ; 
Hendon, Highbury (4, Highbury Place), Hither Green, Honor Oak Park, Hornsey, Hounslow, Ihord i 
(i3e 6, High Road), Kentish Town, K.ew, Kew Gardens, Kingslaud (i.Kingsland High Street, N .B.) Kings- ' 
ton-on -Thames, T-adywell, Lea Biadge Road (Leyton), Lee Green, Lewisham, Lcytonstone, Maida %'ale 
(33, Clifton Road, Sv.), Manor Park, Merton, Mitcham, Mortlake and East Slieen, Alun,ster Park 
(841, Fulham Road), Muswell Hill, New Cro.ss Gate (180, New Cross Road), Newington Green, Keu 
Soutiigate and Friern Barnet, Old Street (84 to 88, Great Eastern Street, B.C.), Paddington (xay 



Surbiton, Surbiton Hill, Sutton, Sutton (North), Sydenham (43, Kirkdale), Teddington, T'horntou 
Heath, Tottenlnam, Tufuell Park (135, Fortess Road), Twickenliam, Walham Green and Fuliiam, 
Waltliamstow (Hoe Street), B'althamstow (St. James’s Street), Vv'esfccombe Park (Vanbrugh Park), 
West Green, tVest Hampstead (174, West End Lane), \Vhite Hart Lane (Tottenham), 'Wimbledon, 
Winchmore Hill, Wood Green, Woolwich. 

COUNTRY BRANCHES. 

Aberayron, Al)erclare, Alierystwyth, Aldeburgh, Ascot, Ashford (ifiddlesex), Bargoed, Barrj% 
Belvedere, Be.\iiill, Bexley Heath, Bridgend, l^righton, Bristol, Briton Ferry, Buiith Wells, Bungay, 
Caerphilly, Camborley, C-ardiif, Cardiff Docks, Carmarthen, Cliatliam, Chepstow, Cowbridge, Diss, 
Dowiiham Market, Eastbourne, East Dereham, Ebbw Y'ale, Eghain, Erith, F.ye, Fakenluim, 
Fishguard, Gillingham (New Brompton, Kent), Gorleston-ou-Sea, Gosport, Gravesend, Grays, 
Hales worth, Harle.ston, Haverfordwest, Hunstanton, Ipswich, King's Lynn, Lamjjeter, Leigh- 
on Sea, Lewes, Liverpool, Llandilo, Llandovery, Llandrindod \Vells, Llanelly, Llanidloes, 
Lowestoft, Machynlleth, Maidstone, Merthyr Tj^dfil, Milford Haven, Narherth, Neath, New'port 
(Mon.), Northfleet, North Walsham, Norwich, Pembioke, Pembroke Dock, Penartli, Pentre, 
Pontypool, Pontypridd, Portsmouth (Commercial Road), Port Talbot, Rhyl, Rhymney, Roche.5ter, ! 
Romford, Ruthin, St. Clears, Saxmundham, Southend-on-Sea, Staines. Strood, SunningdaJe, 
Swansea, Tenby, Tilbury Docks, Tredegar, Usk, M-ells, VVestciiff-on-Sea, M'eybridge, Wymondham. 
Yarmouth (Great). SUB-AGENClES. 

Abercai-n, Abercynon, Aberdovey, Abersychan, AbertridwT, Banstead, Barry Dock, Beau\>rt 
(Brec.), Blackwood, Blaengarw, Bush Hill Park, Cadoxton, Caeraii, Canton (Cardiff), Chadw'eli 
Heath, Clydach-on-Tawe, Cross Keys (Mon.), Crumlin, Crynant, Cwin (Mon.), Cwmifelinfach, East 
Earling, Ewell, Fcrndale, Fforestfach, Goodmayes, Goochvick, Gorseiuon, Higham’s Park, Leis- 
ton, Letterstone, Lianbradach, Llangenuech, Llanhilloth, Llannon (Card.), Llantwdt Major, I 
Llanwrtyd Wells, Llanybyther, Liwynpia, Lordship Lane (Wood Green),' Maerdy, Maesteg, I 
jMaesycwmmer, Merthyr Vale, Mordston, Mountain Ash, Nautymoel, Nelson (Glam.), Newdnidge \ 
(Mon.), New Tredegar, Neyland, Ogmore Vale, Penygraig, Pontardawe, Pontardulais, Pontllanfraith, I 
Poritlottyn, Pontycymmer, Forth, Rainham, Risca, Roath (Cardiff), St. Davids, Seaford, j 
Senghenydtl, Skew'en, Snettishani, Stauford-le-Hope, Tonyrefail, Tregaron, Treharris, Treherbert, ; 
Treorky, Troedyrhiw, Tylorstown, Whitchurch (Glam ), Wood Street C'^Valthamstow), Yarmouth 
Fish Wharf, VnyBdclu, Ynysybwl, Ystalyfera, Y^stradgynlais, Ystrad Mynach, 

The Loxdox and Provincial Bank, Limited, opens— 

DRAWING ACCOUNTS upon the plan usually adopted by other Bankers. 

DEPOSIT ACCOUNTS.— Deposits are received from Customers and others, and Interest 
allowed thereon at such rates and for such periods as may be agreed upon, reference biing had to 
the state of the Money Market. Deposit Books are issued when required; these are specially 
convenient for small Deposits. 

■Nloiieys can be paid in at the Head Office, or any of the Branches of the Bank for Customers’ 
credit at any other Office. For Customers having business connections in Towns where the Bank 
has not a Branch, arrangements can be made \vith other Bankei*s to receive their credits. 

The BANK eifects purchases and sales of British and Foreign Funds, Stocks, Shares, and 
Securities, receives Dividends, &e. Customers may have their Dividends made payable to the 
Bank for the credit of their accounts. 

BANK also transacts every other description of Banking business, 

Eve^ O^er of the Bank is required to sign a Declaration of Secrecy as to the transactiors 
^ .rBy Order of ''the Ifectors, J W, CROS-^!, Gmerul Mmmger, [24 
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BANK OF MONTREAL 


CAPITAL (p*iD-up), £2,958,904. 


UNDIVIDCD PROFITS, £(3,62S. 


OEstabliBlied ia 1817.1: : 

RESERVE FUND, ^2, 465, 753. 

BOARD OF DIRECTORS. 

Rt. Hon. Ijord Strvi’ucona. anu Mount Royai., G.C.M.G., G.C.V.O., lion. President. 

Hon. Sir Gno. Dhumsiond, K.U.M.G., C.V.O., President. SirHowArtn Olouston, Bart.., Vice-President. 

IL B. Angus, Esq. E. B. Gkkkxsiuklds, Esq. SirWntUMC. Macdonald. JAM4i.s Ross, lisq. 
SirTuoMA.sG. Shaugiinkssy. K.C.V.O. Hon. Robert M.ackay. DAVin.MoiiKicE, E.sq. (J, R. Hosmek, Esq. 
X2EA© OFFICE, MONT R^At..— Sir EDWARD CLQ tTBTQN, Bart., General Manage)'. 

LONDON OFFICE— 47, THREADNEEDLE STREET, E.C. 

F. "WTLLIAMS TAYLOR, Manager. H. HAYLOCK, Assist. Manager. 

P'inanaittl Af/eufA of the GoveTumemt of the DotnhiioQi of Canada. 

Sierlini? and Currency I>rafts and Oa])lc Transfers issued. Bills, Dividend Cheques and Coupons purchased or 
sent for { iollei-tion. Orders for purchase and sale of Canadian and United Staws .Securities e.\'ecutea ; and other 
monetary business undertaken in connection with Canada, Kewfoundland, and the United States. 

Brandies in Canada. 


Alliston, 

.‘ilmoute, 

Altoaa, 

Amlicrst, 

Andover, 

Armstrong, 

Aurora, 
ilathurst, 

Belleville, 
Bowmanvillo, 
Brandon, 

Brantford, 
Bridgewater, 
Brocicville, 
Buckingham, 

Calgary, 

Canso, 

Cardston, 

Chariottetown, B. B. 1. 

Chatham, N.B. 

Chatham, Ont. 

Cluiiivvaok, B.C. 

Colliiigwood, Ont. 


Ont. 

Ont. 

Man. 

N.S. 

K.B. 

B.C. 

<)ut. 

Ts.B. 

Ont. 

Ont; 

Man. 

tmt. 

R.S. 

Ont. 

Que. 

Alta. 

N.S. 

Alta. 


Cook.shire, 
Cornwall, 
Danville, 
Deseronto, 
Edmonton, 
ICdmunston, 
Eglinton, 
Enderby, 
I'enelon Balls, 
Fort Vfilliam, 
Fraserville, 
Fredericton, 
Glace Bay, 
Goderich, 
Grand Falls, 
Grand Mere, 
Greenwood, 
Gretna. 
Guelph, 
Halifax, 
Hamilton, 
Havtland, 
Holstein, 


Cue.. 

Ont. 

Que. 

Ont. 

Alta. 

KB. 

Ont. 

B.C. 

Ont. 

Ont. 

fe 

N.S. 

Chit. 

N.B. 

;Man. 

Ont. 

N.S. 

Ont. 

N.B. 

Ont. 


Ho.smer, 
Indian Head, 
Kelowna, 
King City, ' 
Kingston, 
Lethbridge 
Levis, 
Lindsay, 
London. 
Limenbnrg, 

Manone Bay, 
Marysville, 


B.C, 

Sask. 

B.C. 

Out. 

Ont. 

Alta. 

Que. 

Oat. 

Ont. 

KS. 

Alta. 

N.S. 

N.B. 


Medicine Hat, Alta, 


Megan tic, 
Merritt, 
Moncton, 
lyioutreal. 
Mount Forest, 
Nelson, 

New Denver, 
Newmarket, 


N.B. 

Que. 

Out. 

B.C. 

B.C. 

Ont. 


B.C. 

Man. 

Out. 

(..>nt. 

Ont. 

Ont. 

Ont. 

(Man. 


Nicola, 

Oakville, 

Qakwood, 

Ottawa, 

Paris, 

Perth. 

Peterborough, 

Picton,'()nt. 

Portage La Prairie, 
Port Arthur, Ont. 
Port Hood, 

Port Hope, 

C^uehec, 

Raymond, 

Regina, 
llosenfeld, 

Kossland, 

St Hyncinthe, 

St. John, 

St. Mary’s, 

Sarnia, 

Saskatoon, 
Sawyervillc, 


N.S. 

Ont. 

t)ue. 

-Alta. 

Sask. 

Man. 

B.C. 

TV 


Shediac, 

Sherbrooke. ' 

Stirling. 

Stratford, 

Sudbury 

Surnmeriand, 

Sydney, 

Three Rivers, 

Toronto, 

Trenton, 

Tweed, 

Vancouver, 

\'cmon, 

Victoria, 

Wallace burg, 

Warsaw, 

Waterford, 

Weyburn, 

Winnipeg, 

Wolfville, 

Woodstock, 

Yannouth, 


N.B, 

Que. 

GuL. 

Gilt. 

Out. 

B.C. 

N.S. 

Que. 

Gut. 

Ont. 

Ont. 

B.C. 

B.C. 

E.C. 

Ont. 

Ont. 

Ont. 

Sask. 

Man. 

KS. 

N.B. 

N.S.' 


K.B, 

Ont. 

Ont. 

, Sask. 

, , NcwWestminster.B.C.I Sawyervillc, Que. 

la Howfoiandlaaid—BiucHY Cove. Sr. JonN'.s. Xa United States— New York; 31. Pine Street. 

Chicago: Cor. La Salle and Monroe Stueet. Spokane ; State of Washinoton. In Meatico— C itv <ie Me.xico, 
Corres2>ondents in- United States.-Boston— Meucua.nts’ Nationae B.vne ; Buftalo-TiiE Mautne 
N ATION.VL Bank. Now Orleans— W iiitney Central Natio.n-.al Bane. Philadelphia— Bane of North America. 
han rrancisoo-r-FTRST National Bank or Sa n IfitANcisco. 

LONDON AND RIVER PLATE BANK, 

LiiVlITEO. 

SyBSOIllBED CAPITAL, £iC5,000,000. PAID-UP, £1,200,000. 
RESEBVE FUND, £1,300,000. 


BOARD OF 

B. jRoss Dupfielt), Esq. (Chairman). 
Hon. Hugo Baring. 

V/. T. Brand, Eaq. 

Okas. W. Drabble, Esq. 


DIRECTORS. 

John G. Gripfiths, Esq. 

Kenneth Mathieson, Esq. 

Herman Billing Sdi, Esq. 

Hubert A. Thurburn, Esq. (Managing). 


Sub-Manager and Secretary—Q. B. HUTCHINSON. 

BRANCHES. 

Argentina.— Buenos Aires, Rosario, Mendoza, Concordia, Bahia Blanca, Cdrdoba, Tucunian, 
Barracas (Buenos A ire, s'), Once de Hetiemhre (Buenos Aires), Boca del Eiaclmelo (Buenos Aires). 
Uruguay.— Monte Video, Paysandu, Salto. Brazil.— Rio de Janeiro, Sao Paulo, 3antu.s, Per- 
nambuco, Para, Bahia. Chili. — Valparaiso. 

Agency in Hew York, and Agents throughout the World. 

Eondoii : The Bank of England ; The Xondon County and Westminster Bank, 
Limited. Liverpool : The Bank of Liverpool, Limited, Provinces : The National Provincial 
Bank of England, Limited. Scotland : The National Bank of Scotland, Limited. Ireland ; 
The Provincial Bank of Ireland, Limited. 


Letters of Credit, Bills of Exchange, and Cable Transfers issued on the Branches. Bills 
negotiated or sent for collection. Purchases and Sales of Stocks, Shares, and other 
Securities, and every description of Banking Business undertaken on the usual terms. 


HEAD OFFICE : 7, PRINCES STREET, LONDON, E.C. 
PARIS BRANCH: 16, RUE HALE VY, PARIS. [5 
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LONDON & SOUTH-WESTERN BANK, 

authorised ' CAPITAL, ^ 5 , 000 , 000 « 

SUBSCRIBED CAPITAL, £ 2 , 500 , 000 , IN 50,000 SHARES OF £^50 EACH. 
PAID-UP CAPITAL, ^ 1 , 000 , 000 . RESERVE FUI^D, £ 1 , 000 , 000 , 

Difectors. 

H 0 ?r. mEDEEIC W. ANSON. 1 ET. HON. LOHP CLAUD .T. HAMILTON, 

ARTH UE EILBEOUGH, Esq. 0. W. PEESCOTT-WESTOAE, Esq. 

Sm FOETESCUE ELAN NEE Y, Bart. I HENRY WETHEEED, ESQ. 

JOHN WILLIAMS, ESQ. 

toem/ Afawatfe/* ; JOHN LI300MBE. Assistant General Managey : H. H‘. H AMBLING. 

City f^anage) : EEBDEEICK STRAKEE. Assistant City Manager : PERCY HAETE. 
Chief Inspector: JO HN A. ANDERSON. Secr etary : HERBERT POTTER. 

MeasS fEUOM&B&M STREET^ 


LONDOSM BRAIHSCHES. 


ACTON 

ADOISCOMBE 

ANERLEY 

BALHAM 

BARKING 

BARNES 

BATTERSEA 

BATTERSEA PARK 

BAYSWATER 

BERMONDSEY 

BISHOPSGATE 

BLOOMSBURY 

BOROUGH 

BOW 

BIlIXTON HILL 
BRIXTON. NORTH 
BRTXTON, SOUTH 
BROMPTON ROAD 
BRONDESBURY 
CAMBERWELL 
CAMDEN TOWN 
CANNON STREET 
OATFORD 
CHARING CROSS 
CHARLTON 
CHEAPSIDB 
CHELSEA 
CHISWICK 
CL API! AM 

CLAPHAM JUNCTION 
CLAPTON 
. CLERKENWELL 
' COLEMAN STREET 
CTUCKLEWOOD 


BEACONSPIELD 

BOURNEMOUTH 

BRIGHTON 

BRISTOL 

BUSHEY 

EASTBOURNE 

„ SEASIDE 
EAST MOLESEY 
EDGWARE 


CROFTON P.ARK. HOLLOWAY 

CROYDON [BROCKLEY .HOLLOWL\Y, UPPER 

CROYDON. SOUTH HORNSEY 

DULWICH ILFORD 

DULWICH. EAST ISLINGTON 

EALrN<4 KENNINGTON 

EALING, W'FST KENSAL RIS33 

EARL’S COURT ajid KENTISH TOWN 
KENSIN(4T0N KEW BRIDGE 

EARLSFIELD KTLBURN 

EAST HAM KING’S CROSS 

EDGWARE ROADTEND LAVENDER HILL 
FINCHLEY, CHURCH LEE GREEN 
FINCHLEY, EAST LEWISHAM HIGH RD, 

FINCHLEY, NORTH LEYTON , ^ 

FINSBURY LEYTONSTONE ROAD 

FINSBURY PARK M.\NOR PARK 

FLEET STREET MERTON ;inti S. "WIM- 

POREST GATE BLEDON 

FOREST HILL MILE END 

FULHAM MINORIES fSHEEN 

GREAT PORTLAND MOBTLAKE luvl EAST 

HACKNEY [STREET NEW CROSS GATE 

HAMMERSMITH NORBURY 

HAMPSTEAD NORWOOD, SOUTH 

HAMP^^TEAD, SOUTH NORWOOD, UPPER 

HAMPSTEAD, WEST, NORWOOD. "WEST 
and FROGNAL NOTTING HILL 

HANWELL- OXFORD STREET 

ELTHORNE PECKHAM 
TIARLESDEN POPLAR 

HARROM'ROAD PUTNEY 

HIGHGATE K.AYNES PARK 

IloLBORN REGENT STREET 

HOLLAND PARK ROEHAMPTON 

COUNTRY BRAlNCHES. 

ELTITAM NEW RATINE 

HARROW NEW" MAT-DE 

H AST INGS and ST. OTT ERY ST, 

LEONARDS READING 

HENDON RICHMOND 

HENDON, W, SIDMOlTTf-t 

HOVE SOULUALL 

KINGSTON HILL SOUTHENTKO 


NEW BARNET 
NEW" MALDEN 
OTT ERY ST, MARY 
READING 
RICHMOND 
SIDMOlTTf-t 
SOULUALL 
SOUTHEND-ON-SEA 


ST. JOHN’S W"0'‘)D i 

SHEPHERD’S LUSH j 

}?HOREDrTCH 
SOUTHWARK 
STEPNEY I 

STOCK WELL 
STRAND 

STKEATHAM » 

STREATFIAM CO A! MON i 

STREATHAM, AVES’l' 

STROUD GREEN 

SUTTON 

SYDENHAM 

TOOTING 

TOTTEN HA At 

TULSE HILL 

UPTON PARK 

VAUXHALL 

W" ALHAM GREEN 

WALLIN GTON and ! 

CARSH ALTON 1ST. ■ 
WALTHAAlST<fW". HOE i 
ST. JAMES’S ST. ^ 
W-ALWORTH. 
W"ANI)SWORTH 
WLAXSTEA D 
WEST BROAIPTON 
WEST K ENSINGTON 
WESTMINSTER 
W’EST SMITH FTELT> 
W’lLLElSDEN iJREEN 
W I. M BLEDON 
AVniBLE DON COMMON 
WOODFORD 

WOOD CnlEKN | 

SURBITON i 

TW'rCKENHAAI I 

\VALT0N-ON-THAA!ES j 
WATFORD 
WEALDSTONB 
W"ESTOL!FF:oN-SEA ! 
WHETSTONE 


KINGSTON-onTHAMES ) SUDBURY ^AVEMBLEY 

SUC-BRANCHES. 

BENHIIjTON'SUTTON (to Sutton) ] GERRABDS CROSS (to Beacons- RAl Nil A 51 (to Barking ' 

TITTOTTWV TTT? imtr fieLl) STAN.MORE (to ilan-ow'i 

BUSHEY HEATH (to Biishej) IIONITON (to Otteiy SUMary) W'l.MBLEDON BRo ADW.VYRo 

DAGENHAM (to Barking) 1 KING’S LANGLEY (to W’atford) Wimbledon) 

Current and Deposit Accounts are opened on the usual terms of Bankers, and every 
description of Banking- Business is transacted. ' 

Credits can be paid in for Customers’ Accounts either at the Head OfHce, or at any 
Branch of this Bank, or at the Branches of Lloyds Bank Limited, the National Px*ovinciaI 
Bank of England, Limited, and the Union of London and Smiths Bank, Limited. 

The Bank has powers for acting as Executor and Trustee under Wills, Settlements, &c., 
and as Trustee for Debenture Holders. 

FOREIGN DEPARTMENT, 

The Bank issues Drafts and Letters of Credit on all the Principal Towns of the World, 
also Circular Letters of Credit and Circular Notes payable at all the Chief Cities abroad, 
Effects Mail and Telegraphic Transfers, undertakes Foreign Collections, s 

; ; Negotiates approved Foreign Paper* , Establishes Documentary Credits, 

, , Aud gfenerally conducts any Form of Foreign Banking Business. 

The O^t^rs cf ths Ban4f are behind not to- dlscfose the transactions of any of its customers. COr> | 

H 


R AINU A 51 (to IHrkhw) 

STAN. MORE (to il:in-owi 
W'l.MBLEDON BROADW.VY (to 
Wimbledon) 
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METROPOLITAN BANK 

Head Office : 60, Oracechurch Si, London, E.C. Country Office and Transfer Office : Birmingham. 

CAPITAL, £7,^500,000, in 150,000 SHAStES O'f £50 each. 
PROFIillSTORS’ FI7NOS, £1,028,757, Vias. 8- 
Paid-up Capital, £550,000, Guarantee Pund, £450,000* Balance of Profits Carried Forward, £20,757. 

Bm£CTORS. „ . „ 

Walter E. Warben, Esq,., Chairman. Morgan B. Wieuams, Esq., J)&pnty-0hainna7}. 

S, B.VI.DWIN, Esq., M.P. j liord Glantawe. I Abram CreswiceeKawlinson, Esq. 

IT. C. Field, Esq. IIoxvland Hill, Esq. i Lord Ernest J. Sevmouu. 

Robert Forrest, Esq. 1 F. E. Muntz, Esq. t J. Weston-Stbvens, Esq, 

Managing Direeto } — F. W. Nash. iGenei-al Manager— J.. Hughes. Secretary— ,1 as. Smith Wood. 
London Manager—A.'B. Otn. L ondon Snh~Mamger—l^nos. Thomson . Chief Inspector— J. E. Arroffr, 

BKANCKSS. . 


ABERCRAVE .... Sub to Swansea. 

ABERLARE ...... ManaKcr, G. J. Tuckfield. 


ABERGWYNFI . 

AOOCK’S GREEN 

ALCESTEll „ 

AMLWCH 

AMMANFORD,.... . ' 

BANBURY ,, 

BANGOR .......... , 

BARMOUTH „ 

BARRY DOCIC.... 

BATH. „ 

BETHESDA 

BILSTON.... „ 

BIRMINGHAM—; 

Bennett’s Hill .. „ 

Aston. ,, 

Ot. Hameton St. „ 

L.uv Courts .. .... „ 

M ARRETS 

S.U,TLEY „ 

Selly Oar • 

Small Heatu .... 

Stratford Road „ 

BLAENAU FESTENIOG,, 

BLAENAVON .... 

BLAENG.YRW .... 

BLOXWICH 

BRIDGEND 

BRIDGNORTH 

BRIERLEY HILL 

BRISTOL „ 

BRITON FERRY.. 

BROMSGROVE .. „ 

BROWNHILLS.... 

BRYNSIENCYN .. 

BRYNMAWB .... „ 

BURRY PORT..., 

OAERx^U 

CARDIFF- 
St. Mary Street T 

Canton ( ” 

Clifton Street ” 

Roatw ) 

CARDIFF DOCKS 

CARDIGAN 

CARNARVON 

CHEPSTOW 

CHIPPING NORTON „ 

COLWYN BAY 

CONWAY 

COWBRTDGE 

CR.VDLEY HEATH 

CRTCOrETH 

CRYMMYCH 

DARL ASTON .... 

DOWLAIS 

DREF.ACH 

DUDLEY „ 

FEKNDALE 

FJ3STJN10(; 

GARNxlNT 

GOODWrCK 

GLYN NEATH .... 

(nvYS 

H A VERFOU DIVEST „ 

HAYES (Middloaex} 

HEDNESFGRD 
HENLEY-IN-ARDEN „ 

HEREFORD 

KIDDERMINSTER „ 
KINGSWINFORD 
LEAMINGTON .. „ 

BAMPTON (Oxon) 

BH AILES 

CAMPDEN H. WiNKY. 

CHARLBURY T 0. Smith. 


Sub to Maesteg. 

II. P. L. Jeffi^ry. 

J. P. Hunt. ' 

Sub to LLANGEIi'Nl. 

Sub to Swansea, 
d. Fingland. 

W. Williams. 

A. E. Tomkinson. 

A. L. Gold-swoutht. 

T. G. Robf.rtson. 

W. Williams, 

John Bent. 

f A. G, Sampson, and J. L. 
\ IIA^YKE.s, Sub Manager. 
H, W. SroNO. 

W. F, Adams. 

CllAS. McAndrew. 

A. S. WlilTKiELD. 

W. S. Bunn. 

R. H. Smith. 
W.H.Oak-Ley, 

W. H. Oarley-. 

H. A. Hughes. 

C. S. Micuei-morr. 

Sub to Bridgend. 

W. PllECEY*. 

1). J. Gyyyn. 

M, CnADWicE. 

J, Finney, 

D. Laing. 

Sub to N EAT H. 

J. H. Henderson. 

Sub to Waijsai.l. 

Sub to Llangefni. 

C. S. Miciielmork. 

Sub to Llanelly. 

Sub to Maesteg. 


F, Greenslade. 


,T. W. N. Bonner. 

D. Lloyd Jones. 

Robert Wjlt.iahs. 

Arthur Price. 

T. IT. Buhdidse. 

R. Hughes-Jo.nes. 

I).AvrD Jones. 

R. Thomas, 

T, \V. Doolittle. 

Sub to POKTMADOU. 

Sub, to Cardigan. 

W. H. M AIUvlIALL. 

Sub to Merthyr Tydfil 
SuJi to Newcastle Hmlyn. 

F. M. Baker. 

Sul) to PoNTYI’RIDD. 

Sub to Blaenau Festiniog. 

Sub to Syvansea, 

Sub. to H AVER! OUD WEST. 

Sub to Ne-yth. 

Sub to Swansea, 

A. H. Howard. 

Sub to Southalt,. 

W. Pbecey. 

C. B. Hallktt. 

C. J. G. Nash-Leibrandt. 

33. C. Newmakcu. 

Sub to Stourbridge, 

A. A. B. Wilson. 

AGKHCXBS. 


LLANBERIS 

LLANDUDNO .... 
LLANDYSSUL .... 

LLANELLY 

LLANGEFNI...... 

LLANBWST 

LYE. 

MAESTEG „ 

MAIDENHEAD .. „ 

IVIALVERN „ 

MERTHYR TYDFIL „ 
MILFORD HAV33N 
MORETON-IN-MAIISH „ 

MORRISTON 

MOUNTAIN ASH. 
MUCHWENLOCK 

MUMBLES 

NEATH 

NEVIN 

NEWBOROUGH .. 

NEWBURY „ 

NEWCASTLE EMLYN 
NEWPORT, Mon... 

OXFORD.. 

PENCADER ...... 

PENRHYN - DEU. 

DRAETH 

PENTRE 

I'ENEHIWCEIBER 

PENYGRAIG...... 

PENYGROES. 

PONTYCWMMER 

PONTYPRIDD 

POBTH 

PORTHCAWL 
FORTH ADOC .... „ 

PORT TALBOT 

PWLLHELI 

READING 

REDDITOH 

RHOSNETGR.. 

SHIPSTON-ON-STOUIt„ 

SLOUGH 

SOUTHALL 
STOURBRIDGE .. 

STOURPORT 

STRATFORD-ON-AVON. , 
STUDLEY 
SWANSEA- 
Castle Squ.vuE 
High Street . 

Syvansea Docks 
TALYSARN 
TIPTON............ 

TONYPANDY .... 

TREDEGAR ...... 

TREHARRIS 

TREHERBERT 

TREORKY f 

TYNEWYDD \ 

(Ogmoke Vale) .. j 


Manager, Robeet Williams, 

A. Evans. 

J. R, Harris. 

W. Griffiths. 

E. M. Roberts. 

W. G, Owen. 

Sub to Stourbridge. 
L.O. Morgan. 

A. E, BoNBEuin'. 

F. E. Laughton. 

John Aubrey'. 

A. H. Hoyvai B, 

S. W. Gillam 
Sub to Swansea, 

G. J. Tuckfield. 

F. Saujeanx, 

Sub to Swansea. 

C. E. S. Thompson. 

Sub to Pwllheu. . 

Sub to Iil.vngefni. 

H. A. Pearson. 

H. C, Morris. 

W. McG. Carnegie. 

0, Hughes. 

Sub to Llanbyssul. 

Sub to PoUTMADOC. 
Sub to Pontypridd 
Sub to Areiibare. 

Sub to PONTY'PUIBD. 
Sub to Carnarvon. 
Sub to Bridgend. 

W. D, Hodges. 

Sub to PONTY'PUIDD. 

Sub to Bridgend, 

J. Rioharb PRicnAUD. 

E. S. Thompson. 

W. O. Hughes. 

A. McNeil. 

F. H. J0SU«-!.YNR. 

Sub. to Llangefni, 

H. Holtom. 

W^ H. Boyvles. 

W. Carter. 

W'. ,T. Amphlett. 

A. W. Gabriel. 

•Tas. Stey-en.son. 

Sub to Redbituh. 


IE . .1 „ 

KS . . i 


WALSALL 

WARWICK. ...... 

WEDNESBURY , . 
WEST BROMWICH 
WILLENHALL ... 
WITNEY .......... 

WOLVERHAMPTON 
WORCESTER .... 

YSTALYFERA,.,, 

YSTBADGYNLAIS 


fT. W. Islav-Younq. 

< F. Gibson Smith, 

( Sub Manager. 

Sub to Carnarvon. 
T. M. Dobd. 

Sub to Pontypridd. 
F. Rowland. 

Sub to Aberdare. 
Sub to PoNTVl’EIDD, 
Sub to Bridgend. 
f W. Precev 
■j W. Hebblethwaite, 
^ Sub Manager. 

H. L, SOWDON. 

(b W. Ellkjtt, 

33. C. Richardson. 
A. J. Riley. 

H. W. Spre.sceh, 
Wm. Johnson. 

H. E. Proctor, 

Sub to Syy’ansea, 
Sub to Syvan,«e.y. 


, G. W. Dutton, 
, A, Elliott, 


G0RING-0N-THAME3 .... H, A. L. Smith. 

I KINETON .... H F. Bancroft. 

I PANGBOURNE H.S. Adams. 

1 SHIPTON-unbee-Wychw'ood R. J. Filynklin. 


fsti ; 
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THE NATIONAL BANK. 


UMiTED* 


ESTABLISHED 1835 . 


HEAD OFFIGE--~i 3, Old Broad Street, London, E.C. 

GapiM Subscribed i^TjSOO^OOO. Paid-up ^ 1 , 500 »| 000 ,. Best 20 , 000 . 


. Directom ' 

Henry Francis Slatteuy, Esq,, Hon. Albert Henry Petre, Deputy-Chairman. 

Sir Thomas Henry Grattan Esmonde, Bart, M.F. Sir John Purcell, ICC. B. 

Et. Hon. The Earl FmwiLLTAM. Sir Frederic Lacy Eobinson, K.G.B. 

William Bailey Hawkins, Esq. Patrick Walter Stafford, Esq, 

Percy P. O’Reilly, Esq., J.P, Count dis Torre Diaz. 

... J. H. DAVEY. 


Secretary 


LONDON. 

13, Old Brtad Street, E.C {a on }•*'•«*>» 

20, Baker Street, W. .061 and 863, Goswkll P^oad, ISLiNaTON, E.C. 

6S, Gloucester Gardens, Bayswater, at, 286, Pentonville Road, King’s Cross, N, 

21, Grosvenor Gardens, Belgravia, S.AA'. 158, High Street, Notting Hill, AAL 

ISO, High street, Camden Town, N.AY, 276, Oxford Street, ay. 

9, Charing Cross, S.\Y. 180, Strand, AALC, 

2, Elgin Avenue, ITarrow Road, AY. St. Mary’s Road, AA^illisden, H.W. 


Cardiff— St. Mary Street 4. R. Q. Buiien, Manager. 
Manchester— Spring Gardens. Bernard MacDonnell, Mamger. 

IRELAND. 


DUBLIN— 34 , College Green, Camden Street, Great Britain St., 
Pembroke, Bathmines, Saitthfield, Westland Boay. 


Abbeyfeale 

Athlone 

Atky 

Ballaghaderbeen 
Balltna 
Ballinaslob 
i Ballymahon 
Baltinglass 
' Belfast 
Bier 
j Boyle 
; Bruff 
^ 1 Gahir ' 
Cahirciyeen 
; Carlow 
Oabrickmacross 
1 Oaerick-on-Suib 
' Gasiiel 
. Castlebar 
; Castlecoaier 
i Castle Island , 

• ■ Gastlerea ’ ■ , 


Gharlevillb 

Claremorris 

Cltpden 

Clonakilty 

Clonaibl 

Cork 

Dingle 

Doneeaile 

Dundalk 

Dungabyan 

DUNAtORE (Go. 

Galway) 

Ennis 

IJnniscqrthy 

Ennistymon 

l^ERAfOY 

Galytay 

Gorey 

Oort 

Graigue^na- 
: Manage 
Headford. (Or* 


'Eanturk 
Kells 
Kilkenny' 
Killarney 
Killobglin 
Kilrush 
Kingstown 
Limerick 
Lisaiorb 
Listowel 
Longford 
Loughrea 
jMacrooai 
jMallow 
Midleton 
I^I lLLSTREET (Co. 

Corb) 

Mtltoivn alb ay 

jMitchelstown 

IMoate 

Mountmellick 

Mullingar 


Kenagh ' 
Kewbbidge (Co. 
Kildare) 

Newcastle {Co. 

Limerick) 

New Ross 

N E WTOIVN BARRY 
PORTABLINGTON ’ 
Bathkeale 
Eoscomaion 
Roscrea 

SCARIFJ’ 

Si'ROKESTOWN 

Templeaiorb 

Thtiiles 

Tipperary 

Tralee 

Team 

Tullony (Co. Chw 

low) 

Waterford 

Wexford 

Wicklow 


e/ JOianJctn/ji Business Transacted^ 
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SOGIETE GENERALE (DE PARIS) 

(Soci4t4 Anonyme). 

Subscribed Capital - Fr. 400,000,000. f Paid up - - Fr. 200,000,000. 
-“Baron d’Oissel. 

Head Office; 54 Sl 56, RUE DE PROVE^SCE, PARSS- 

General Manager — Mr. L. Doeizon. 

city Ofiac©! S3, OI.B BaOAB STREKT, E.C. ■ ' 

West End ©5,67, REGENT STREET (FlCCABlEEir HOTEE>, W. 

This Bank transacts a general banking business, in particular in France, where it has over 
7r)0 Branches, and all over the Continent, and issues Cheques, Telegraphic Transfers and Circular 
Notes on its Head Oiiice, Branches, and Correspondents throughout Europe. It also undertakes 
the purchase and sale of all Foreign Bonds and Securities, the collection and cashing of Dividends, 
Coupons, Bills of Exchange, Drawn Bonds, &c., &c. - - . ■ 

THE^NATiONAL BANK OF NEW ZEALANDriTD. 

Incorporated in England under tlie Companies Acts, and in New Zealand by Special Act of the General Assembly. 

Authorised Ca.pitat . XI, 725, 000. 1 Paid-up Capital . . . X375,000. 
Subscribed Capital . XI, 125,000. I Reserve Fund . . . . X375,000. 

Head Office: 17, MOORGATE ST., LQNDOH, E.C. I Chief Office in NEW ZEALAND : WELLINGTON. 

I Bv.sry F. T^Rtsmvxrm'i, Secretary ami London Mctnaser. ^ J. H. B. Co.atks, jl.'^naper. 

1 BRANOTrES AND AGEKCIBS IN NEW ZEAL 4 NB.- Alexandra Soiitb. Auckland, Auckland 
{Ne''vton), Balclutha iKaitangata Aijcncy). Blenhcira, Ohristchurch. Cromwell. Dargaville (.Vratapu Agency, Kailui 
I Agf'ncy, Raupo Agency, Tangowa.i\ine Agency, Te liopuru Agency), imnedin. Dunedin (North), (loro (Waiksiia 
j Agency), Grevraoutli. Hokitika, Invci'cargill, KurowiDuntroon Agency), Milton, Mosgjel, Napier, Nelson New 
I Plymouth lOkato Agency). Oamaru, Onehunga, Outram, Paeroa (Karangahake Agency), Paparoa (Msiungaturoto 
! Agency), Port Chalmers. Reefton, Riverton (Orei>uld Agency. Otautau Agency, Phornbury Agency), Stratford, 

I Tapanui (Heriot Agency), Timaru, Wa.hi, Wanganui, Wellington, Wellington (To Aro). 

1 The National Bank of New Zealand, Ltd., Issues Drafts and Letters of Credit; Makes Telegraphic Transfers; 

I Negotiates and Collects Bills of Exchange ; Receives Deposits of £50 and upwards on terms to he ascertained 
! on application ; Conducts evor.v’ other description of Banking business between London and New Zealand. ^ 


NATIONAL BANK OF EGYPT. 

(Established by Khedivial Decree, June, *898, with the exclusive right to issue Notes 
payable at si}?ht to bearer.) 


CAPITAL 


£.3,000,000 


(in 300,000 Shares of XI 0 each, fully paid) 


RESERVE FUND 


£1,500,000 


(50V>Cl’!10r - - - P. T. KOWLATT, Esq. 

Head Office— Cairo. 


XonDon Gomiiiittee. 

Hon. HUGO BAFJNO. CAUL :MEyER, ES(J. HON. ALGERNON [MILLS. 


HON. SIDNEY PEEL, 


London Agency 4 © 5, King William Street, E.C. I 

inSanager - - - J. beaty-pownall. I 

Bi-sfstant fHianaqcr - A’. F. GILLBEE. ! 

j Account.? opened with trailers ami private persons at the Head Ofiice, Gairo, the branches a( | 
I Ale.xamlria, A'^.siout, Assuan, Bcnha, Beui-Suef, Ghibln-ol-Koin, Daimnihur, Fayouin, Kcneb, i 
I Khartoum, I, uxor, Mausourah, Minieh, in the Mousky (Cairo), Port Said, Port SikUtu, Soha.g, | 
j Souakin, Tantah. Za'jcazig, aud London. I 

I Deposits received for a term. Current Accounts opened. The Purehasc and Sale al’ j 
I kinds ot Stock and Sliares undertaken. Bills disc-ounted. Every kiml of Baiikin;^ Business' ! 
j transavitcil. Full information can be obtained at any of the Offices of the Bank. ! " 
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The National Bankof South AfricaI 


LIMITED. 


INCOBPOEATBl) IN THE TRANSYAAT;. 

(Bankers to the Oovemment of the Transvaal Colony.) 

SUBSCRIBED and PAID-UP CAPITAL , - 351,100,000. 

With power to increase to 000,000. Reserve Fund, j(]‘so,ooo, 

HEAD OFFICE « - PEETO'SIA , 

. ■ S>ii‘CCtoi*s : 

Hon. H, CrAWFOUD, Esq., M.L.C., Chainmn, J. Emrys EVANS, Esq., C.M.G., Vice-Chairman, 

.James B. Xaiisk. i H. A. EoaEiis, E.sq. 

0 . H. Muluns, Esq., T.C.,C.M.a. j H. OX Webber, Esq. 

General iffianaacr s * « Thomson Henderson. ' 


BRANCHES IN TRANSVAAL. 

Aniersfoorfc, Barberton, Belfast, Benoni, Betiial, Boksburg, Brakpan, Carolina, Christiana, 
Cleveland, Clifton, Comet (Bast iBand), Denver, Ermelo, Fordsburg, Gerniiston, Heidelberg, 
Jeppestown, .Johannesburg (Commissioner St. Bast, Harrison St, and Pritchard St), Klerkadorp, 
Knights, Krugersciorp, Langlaagti?, Lichtenburg, Biupaard’s Ylei, Lydenburg, Alachadodorj), 
Maraisburg, hliddelburg, Nijistroom, Ophirton, Pietersburg, Piet Eetief, Pilgrim’s Best, Potdief- 
strooin, Potgictersrust, Pretoria, Bandfontein, Boodepoort, Rustenburg, Sabie, Springs, Standertori, 
Ventensdorp, Verceniging, Voiksnist, Wakkerstroom, Witbaiik, Wolmaranastad, Zeeru.st. 

EAST AFRICAN BRANCH.— lourenqo iJlarqiies. 


Branches in Cape Colony: Cape Town, Dordrecht, East L'mdon. Port BliKilieth, Somerset Eas^. 

al : Durban, Pietermaritzburg, Utrecht, Vrylieid. Swaziland: Mbabane. 


Branches in Natal: 

Branch in Orange River Colony : Bloemfontein. 

agents at BERLIN, HA3WIBURG and NEW YORK. 

M. Rapp, Escp 

Chainnan. I .b AiACALlSTER, iisq. j J, B. TAVLOR, Esq. 


r F. A. Gil LAM, Esq., H. D. Lewis, Esq. 
Stqnhon Coinruittcw . | chainnan. d. AIacalistbr, Esq. 


The Bank is prepared to grant drafts and letters of credit, to make telegraphic remittances, to 

fry description of banking business in connection witli 


buy and collect bills, and to undertake every c . 

South Africa. Current accounts opened and deposits received on terms which may be ascertained 
on application. E. C. REYNOLDS, 

Cmaus Place, London Wall, E-C. [14 


National Provincial Bank of England, 


l;IIVIITED. 


Established 1833. 


Number of Shareholders, 16,808. 


Subscribed Capital, £15, 900, 000. Paid =. up Capital, ^63, 000, 000, Reserve Fund, £2, 350, 000. 
Reserved Liability, £10,600,000. 


Head Office: 112, BISHOPSGATE STREET, E.C. 


Metropolitan Branches- 
Street, W. ; 218, IT 
Aldersgate Street, 
ton, W. ; 494. Brixtou . 

I'avement, E.C, ; 45, Seven Si.sters Koad, N, 
Street. Hackney, S.E. ; 114, HigUjHolborn, 
Hoad, W.C. 


; 153. Sloane Streer, S.W. ; i53,nijr}i Street, Pnlney, S.W. ; 3:55, Mare 
W.C . ; Savoy Court, Strand, W.C, : r" ' '* ’ 


: and HoUtoru Hull, Gray’s Inn 


C, F. (tAMPBRf.r., 33sii. 

M. 0. Fitzgkrai.i), Esq. 
W31. Hr. N. G0SC11E.M, Esq. 


T. G. Roinxsox, Esq. 


DIRECTORS. 

0 . V. E. Lavkii;, Esq. 

F. 0. Le MAKcniNT, Esq, 
Tho Eaki. of Lichfieli). 


H. WlORAM, Esq. 


Sir ,r. Tj. G.C.M.G., e:.c.i.e. 

G. F. MAl.co^.^{^o^', Esq. 

S. K. Pkyor, Esq. 


The National Provincial Panic of England, Xiixnited. having nunicrous Braneho.s in England and Wales, as vt-eil 
as Agents and Correspondenta at home and abroad, affords great facilities to its customers, who mav hat e monev 
transmitted to the credit of their Accounts through any of the Branches, free of charge. 

At liead Office and Metropolitan Branches, Deposits are received and interest allowed thereon at the rjiies 
advertised by the Bank in the London newsiNipci;^ from time to time, and Current Accounts arc eomhwted on the 
uiualterms. 


At the Country Byanchos, CJurrent Accounts are opened, Deposits received, and all other Bjinking business 
"cendueted.'''""' ' ■ ■" “ 


The Bank underiakes the Agency of Private and Joint Stock Bjinks, also the Purchase and Sale of all British 
and Foreign Stocks and Shares, and the collection of Dividends, Annuities, Ac. “ ^ “ 

Circular Notes and Letters of Credit, payable at the principal towns aliroaii, arc issued for the use of Travellers 
The Ofheers of the Bank are bound to secrecy as^regards the transactions of its customers. 


. Copies of the Annual Report of Hie :^k. Listo of Branches, Agents and Correspondents mav be had on 
application at the Head Cf&cor aRd at of th$ BiHak s branches. 


R. T. HATNES, 

T, ESTALL. 

•D. J,H, OUNNIGE, 


Joint 

General Mamg&tn* 
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BANK OF NEW SOUTH WALES 


(Established 1817.) 


Paid-up Capital, 

00 , 000 . 

Reserve Fund, 



Reserve Liability of 
Proprietors, 


*i7e5o.ooo. ea.soo.ooo. 

head OFFICE: SYDNEY, NEW S OUTH WALES. ■ 
Xon^on Directors. 

Sir Bobest L. Lucas-Tooth, Bart,, Chairman. 

F. Green, Esq. li. L. M. Tritton, Esq. 

David George, Ilanager. Haekerstonb Meldrum, 

\Vjllia:\i B. K. Gibbs, Accountant. 

* Tlie Bank has 138 Branches in New South Wales, 44 in Queensland, 34 in Ahetoria, 
o in South Australia, 8 in Western Australia, 48 in New Zealand and 2 in Fiji ; and 
has Agents and Correspondents all over the World on Avhom the London Office grants 
Circular Letters of Credit and Circular Notes. 

The London Office also issues Drafts on demand on its Head Office and Branches 
in Australia, New Zealand, and Fiji, and on its CcNrrcspondents in Ta^smania. Makes 
Mail and Cable Transfers. Negotiates and Collects Bills of Exchange. Keceive.s Deposits 
for Fixed Periods on terms which may be known on application ; and conducts every 
description «f Australasian Banking business. 


London Office: 64, OLD BROAD STREET, E.C. 


[239 


BANK OF NEW ZEALAND. 

(Incorporated by Act of General Assembly, 29th July, 1867.) Bankers to the New Zealand Government. 

CAPITAI.- 

Foup per Cent. Guaranteed Stock ... £1,000,000 

Preference Shares, 75,000 of £6 13s. 4d, issued toN.Z. Government 500,000 
160,000 Ordinary Shares at £6 13s. 4d., £1,000,000 of which 

amount called up £3 6s, 8d. per shaie ... - 500.000 

Uncalled, £3 6s, 8d. per Share ... ... ... 500,000 

Reserve Fund and Undivided Profits 710,398 

Head Of^ce-WEILLIi^GTOg^, HEW ZEALAND. 

IHreetors. 

Harold Beauchamp, Esq,, Chairman. I William Milne, Esq, } J. B. Reid, Esq. 

Martin Kennedy, Esq. I W, H. Quick, Esq. 1 William Wat.son, Esq. 

General A/anaf/er— W illiam CALLENDER. 

> ' London 'OfBce—1, QUEEN VICTORIA street, E.C.->Tames Baxter, Jfm'iafjrer. f y, 
London bankers— B aiu k of E n gland and Glyn , AIills, Currie Co. 

Braui’hm awl Agevcien.—AkaYiva, Alexandra, Arrowtown, Ashburton, Auckland, Ealelutha, Blenheim, Bluff, 
Bulls, Oanibridge, Oarterton. Christchurch, (.Uinton, Clyde, Coromandel, Cromwell, tkilverdt'n, lj)a,niievirke, 
Dargaville, Dunedin, Dunedin (N.), Edeiidale, Eketahuna, Eltham, Fairlie, Featherston, Feilding, Foxton, 
Geraldine, Gisborne, Gore, Greymouth, Greytown, Hamilton, Hampden, Hastings, Hawera, Henley. Heriot, 
Hokitika, Hunterville, Iluntiy, Hutt, Inglewood, Invercargill, KaiaRoi, Kailcoura, Kaitangata, iCapoijga, 
Karangixhake, Kelso, Kimbolton, Kuma,ra, Lawrence, Leeston, Ijcvin, Lyttelton, .Manaia. Manakau, Maugaweka, 
Martinborough, Marton, Masterton, Matamata, Mataura, Methven, Middlcmareh, Midi'di'st, lVIiliax‘’s Flat, 
Milton, Morriusville, Mosgiel, Motueka, Napier, Nasoby, Nelson, New Plymouth, Newton (Auckland), Ngarua- 
•wahia, Oamaru, Ohakunc, Ohaupo, Oplur, Oixotiki, Opnnake, Orepuki, Ormondville, Otautuu, Ot.ornhaniJA, 
Outram, Oxfoi-d, Paeroa, Fahiatua, Paimei-stoiu Palmerston (N,), Patea, Petone, Picton, Pleatnait Point, Port 
Chalmers, Pukekohe, Queenstown, ilaetihi, Rakaiii, Ranfiirly, Rangiora, Reofton, Rivcrsd.'ile, Riverton, 


iFctZea)," Suva and Levcka _ 

TH£ BAMK OF KFW ILOKHON, 

Grants drafts on any of the above-named places in New Zealand, Australia and Fiji. 

Makes telegi-aphic tiiuisfers. 

Opens ihirrent Accounts for the cronvcnience of its Colonial Constituents. 

Negotiates and colle(?ts Bills payable in any i>arfc of the Australasian Colonies and Fiji. 

Undertakes the Agency of persons connecteil with the Colonies ; and receives for safe custody, on their behalf, 
Securities, Shares, &c., drawing interest and dmdend.s on the same as they fall due. 

Undertakes all other descriptions of iJolonial Banking and Monetary Business, aial aflbrds every facility to persons 
in their transactions with the Colonies. 
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PARR’S BANK LIMITED. 


Established 1865, 


2IEA1> ANI> UEaiSTEMEB i>EFI€E : 

4, BAHTHOL OMEW LAME, L OfiSDQI^, 

Telegraphic Address PLUTUS, LOyDOy:’ 


E»G. 


Authorised 
Paid up .. 


. CAPITAL. 

j£lO, 000,000 \ Subscribed' .. 
iBl,779,780 ( Reserve Fund.. 


j£8,S0S,90O 

JBI,779,780 


nillECTORS. 

Thomas H. Dixon, Esq. iHhoh B. Mom, Esq. 

K. PFAIIINGTON ECLCKRSLFA'jEsq. : ROBERT NEIRL, Eaq. 

Rt. Hon. Lord Farquhar. | Edward W. Nix, Esq. 

Hon.. Bir C. W.' Feemantle, ! A.' Auan Shakd, Esq. ' 

■■ j Hon. Arthur Stanley, Af.P. 

‘Alfred Hewlett, Esq. 1 Alfred AI, Turner, Esq. 

n. W. \YnALL¥.Y, General Manager. 

JOHN STEWART, Assist. General Manager. 

.JOHN RAE, Superintendent of liranehes. i JOHN A. OIIADWIOK, AccoiuUant. 

F. E. STEELE, Assist. Supt. of Branches. | E. D. ilYAl'T, Secretary. 

'Ml^Ttlyp6lATAN~lFRAl^^^^ 


\ 

\ Cecil F. Parr, Esq., Chair-] 
.1 man. 

'• Arthur J. Fraser, Esq. 

1 l)e puty-Ohai nria n. 

I Edward Banbury, Esq. 

' Robert E. Dicrinson. 


4, BARTHOLOMEW LANE, E.C. 

F. W. iNGALL, Manager. 

C .?']Sc^^d’ \ Assistant Managers. 

Lombard St. Fuller, Banbury, Nix^fcOo.) 

Sir Samuel Scott, Bart., & Co. Branch, 1, 

Cavendish Square, W. 

Battersea, B41, Queen’s P^oad, S.W. 

Bloomsbury, liiB, Hiqh lloll>orn, W.C. 

Brondesbury, 3:>B, Iliqh Hoad, N.^^^ 

C-amden Town, IfUand 160, High Street, N.W. 

Charing Cross, 9 and 10,St.Martiu’sPlace,W.C. 

Chelsea, 14, Sloane Siiuare, S.W. 

Chelsea, 300, King’s Road, S. W. 

Cliisvvick, 23, High Hoad, W. 

Clapham, 53, High Street, S.W. 

Cobham, Surrey. 

EaiTs Court, 209 A!:2ll,EaiTs Court Road, S.W. 

Finsbury, 1, Finsbury Square, E.C. 

Fleet Street, 87, Fleet Street, E.C. 

PROVINCIAL JiHA NCHES. 

X^lVEItPCOX. : City Office, Castle Street. 1 SSANCHISSTBR s City Office, l, York Street. 

J. C. Roijkutson, Mamger. Wm. iIonbs, ^fanagcr. 

■\Vm. D. Hu««ks, SiibManaijer. 1 V. Btsaop & T. S. Lupton*, Joi/h 

Alsager — Altriachsun — - Aiistey — Asbby-de-la-Zoucb —Aabton-in-JIakertteld—Asbton-uuder-Lyne—Atherton— 
Barwell — Belper—Birkdale — Birkenhead ; Ditto, Charging Cross— Birmingham— BlundoUsanda— Bolton— Bootle ; 
Ditto, Stanley Road— -Burton-on-Trent— Chester— CTeabir Moor— Colchester— Col wyn Ba:\ — f’(>nglet<»n— Covtmtr.\'— 
Creasington — Crewe — Crich— Derby — Duffield — Dukinfield — Earl Shilton— Eanestoun—Eccles (Lancashire'' — 
Earemont (Oumberlan'l— Ellesriiere Port — b’ro<ishain — Gar6ton—Ooi borne— Great Crosby— Haie— Harrington- 

.-..i: t,,...-,.- i 


52, THREADNEEDLE STREET, E.C. 

W, H. Haworth, Manager. 

J. 0. Yentkis, Sub-Manager. 

Colders Green, 14, Golders Green Parade, N.W. 
Maini.)steii(l, Jl, Belnizo Parade, IJa\'er.stoek 
Hi'Higate, 2, Grami Parade, N. IHill, X.W. 
Kensington, SS and 00, Kensington High St., W, 
Kilburn, 74, High Road, N.W. 
Kingston-on-Thames. j Kingston Hili. 
Notting Hill, 74, High Street, W. 

Regent Street, 239, Regent Street IV. 

Se\"en Kings (Ilford), 11, The Pavement, 
Stratford, 415, High Street, E. 

Streathaui, 324, Uig;h Road, S.W. 

Teddington. | Tottenliam, 530 High Rd., N. 
Upl)er Holloway, 820, Holloway Road, N. 
'Willesden Green, 8, Station Parade, N.W, 
Woodford, Essex. 


Sutton (Cheshire)— Li ven)ool : Aigburth; Cuttle Market ; Dingle, 3 A Park R. , , , 

Market Branch, Great Chailotte Street; Old S'wan; Tue Brook; Waverfcree— Lbmdudno — Long Eaton 
lioughborough — Lutterworth— L 3 ’mm— Macclesfield— •Manchester : Cattle Market, Salford: Docks Branch, 3, 
Trafford Roiui, Salford ; Exchange, SS, St. Mary’s Gate ; Hydc’.s Cross, Com Exchange ; Knot Mill, S;{(j, Deans- 
gate ; Lmgsight, 500, Scockport Hoad ; Newton Heath; Pendleton. 84, Broad Street ; llegcnt Road, Salford ; Sack- 
ville Street (No. Weaste, 232, Eceles New Road, Salford ; West Gorton, la.H.vde llcsad— Margate iCHftonville; 
—Market Drayton —Maryport— Matlock— Matlock Bath— Meaidiam— Alolbourne (Derbyshire)— Melton Mowbray— 
Monton Green— Mountsorrel—Nantwich— New Ferry ; Newton-le-Willo'ws— Northwich— Old Colwyn— Ormskivk— 
Oswestry— Pati'icroft, *278, Liverpool Road— Penrith— I'lctt Bridge — Prescot — Ib-eston— Quoin — Radcliftb (Dw- 
cashire) —Rainford—Raiuhill — Rhyl— Rock Ferry— Rimconi—Rusholrae— .St. Helens— St. Leona rds-on-Sca— 
Sale Sandbach — Seacombe — Seaforth — Seasiiale -r- Shap— Silebj'— Suutliiiort — Stalybridge — Stamiish — Sutton 
fijancs.)— Tyklesley (Lanes.) — UphoUand — Upper Brighton (Cheshire)— Walton — Warrington — Wal erloo : 1 >Hto, 
St. John’s Road — Westhoughton— West Kirby — WMtehaveu—Widues ; Ditto, Simni’s Cross— Wigan— Mins- 
ford— Woodhouse Eaves— Wrexham— Wyvenboe. 

ISLE OF 31 AN ItKANCmSS, 

T. H. P. MYLECHuxesT. Dietrkt Manager . 

Douglas— Castleto wn— Laxey— Peel— Poi*t St. Alary— Ramsey. 

CURRENT ACCOUNTS are kept in conformity with, the usual practice in London and the country re-spectivelj'. 
Customers keeping Current Accounts have the facility of discounting approved Bills, of obtaimng lojins upon 
negotiable Securities, of deiMsiting Bills, Coupona, &o., for colleetion. The Bank will take charge of Foreign ami 
Colonial Bonds. &c.. and will detach and collect the Coupons as they become due. ixissing the interest to the. credit 
of Customers as received. Sums of money may he jmid into any Office for transmission to any other Ofiiee of the 
•Bank tor the credit of cummers, free olohai^. Everjf facility afforded for the transmission of money between 

the receipt and delivery of Stocks, Shares, &c. 

LET^ERB op credit and circular IJOT®, {^^ble at any of the Chief Commercial Towns and Cities of 

the Wstldi, c. S' ^ ' < 1^14 


in ^almahack^ 1910, 
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IP QUEENSLAND NATIONAL BANK, 

tmorpomted under *<^The Oompafiles Actf 1863.'* t.lM!TED. 

Barskers 'to the . Government, of Queensland under Agreement 
extending to '30th June, 1921. 

Bankers in Queensland to the Commonwealth of Australia. 


London Office s 8, ' PRINCES STREET^ E.Cm 

London 11EGINAI.B HOPE SPEHS, Esq., WILLIAM CHAPLES HAWES, Esq. 

THE BAHK OF ENGLAND. ^ ‘ LLOYDS BANK LIMITED. 

BRANCHES. 


SYDNEY ! 99, PITT STREET. 

Qu&eisisi&niSm 

Clifton (with Agency Ooombungee, Afackay 

at Nobby) (ioondiwiheti Nlarliurg 

Cloncurry Creenmoimt Maveeba 

t r .iVrs;,M-f I tiooktow'ii Cympie I^aryboi'cugli 

fi‘„ 'cf Crown’s Nest Halifax Mount Morgan 

iggenden | Ci-oyi^on Herberton Muttaburra 

Cunnaruulla Kuphenden Normanton 

Balby Ingham Httsworth 

Esk Ipswi<;h Port Douglas (with 

Forest Hill Iiwinebank A.geney at Moss- 

Fortitude Valley .londaryau man) 

Catton Killaimey Kavenswood 

C eraldton liaidley Ricb inoiui 

Gladstone Longreach Rockhampton 

. .. - also Telegraphic Transfers, and transacts every 

description -•« - — .*5 1 1 a .. . . x ...., ...... ^ 

able terms. 

The London Office receives Deposits for fixed periods, at rates which can be ascertained on application. 


.Mbion 
Allora 
Barcaldine 
, aaudeserb 
.liggemlen 
Bhuikall 
Boonah 
Bundaberg 
Burketown 
Cairns 
Chiirlcville 
t 'barters Towers 
Childers 


Roma 

h'outb Bri'sbane 
Soutbibrook 
Tannymorf'l 
Thursday Island 
Toogooltnvah 
Toowoomba 
To%vnsville 
Warwick 
Winton 
Wotidai 
Yangair 


The Bank grants Drafts on all its Branches and Agencies , „ 

i of Banking Business in connection with Queensland and other Australiaix .States on the most favour- 



STANDARD BANK OF SOUTH AFRICA, Ltd, 

Mmihers to the Government of the Cape of Good Hopef and to the Imperial 
Government in South Africa, 

Subscribed Capital, £6, 194, 100 I Paid-up Capital, £1,548,526 ] Eeser\»e Fund, £1,900,000 
Head Office : lo, CLEMEnYsTaT^I^^^ ST., LONDON. E.C. 

Hamburg' Agency: i, SchleusenbrUcke. New York Agency : gg, Wall Street. 

Board of Direct07\9. 

W. H. Abbuthnot, aTuu., Esq. Sir DAVID Miller Barbour, K.C.S.I., K.O.IM.G. 
Robert E. Dickinson, Esq. Hon. Sir Chas. W. Fremantle, K.C.B. Frederick Greene, Esq. 
E. Brodie Hoare, Esq. Horace Peel, Esq. Right Eon. Lord Welby, G.O.B. 
General Managers South Af’ica—H. SHELTON Corbett and II. Mackenzie. 

London AVilliam Smart. Francis Shipton. 

T he Bank or England; Parr*s Ban k, Limited. 

BRANCHES. , - ' 

Cape Colony.— Aberdeen. Adelaide, Alice. Aliwal North. Barkly East. Beaconsfield, Beaufort West. Bedford, 
Bredasaorn, Britstown, Burghersdorp, Butterworth, Gala. Caledon, Oalvinia, Cape To'wn, Long Street, Ctipo Town j 
Plein Street, Cape Town ; Carnarvon, Cathcart, Cedarville (Agency to Matatieieb Ceres, Olanwilliara, Claremont, 
Colesberg, Cookliouse (Agency to Somerset East), Gradock, Darling, Be Aar. Dordrecht, East London, Elliot, Fort 


Beaufort, Fraserburg. George, Graaff-Reinet, Graham’s Town, Hanover. Hopefield, Hopetown, Hnmansdorp, Indwe, 
Jamestown, Jansenville, Kimberley, King William’s To'wn, Kn.vsna,^ Kokstad, Koragha, Ladiamith, Lady Grey, 



Sutherland, Swellemlara, Tarkastad, Tulbagh, Bitenhage, TJmtata, Uiiiondalc, Upington, Venter^tad, Victoria 
West, Vryburg, Wellington, AVillowmore, AVoodstock, W’’orcester. ^ Natal. — Danrihauser ^Agency to New- 


castle). Dundee, D\irban, Estcourt, Greytown, Ladysmith, Mooi River (Agency to Estoourt), Newcastle Pieter- 
maritzburg, Port Shepstone. Orange River Colony.— Bloemfontein, Ilarrismith, Ki'oonstad, Ladybrand, 
Wepener. Transvaal.— Bari -.ert on, Benoni, Boksburg, Comet (East Rand Mine), PordRlairg, GenTiiston, 
Heidelboi'g, Johannesburg, Eloff Street, Joh.annesbimg;. Klerksdorp, Krugersdnrp, Lydenburg, Mid<iolburg, 
Pictersburg, Pot chef st room. Pretoria, Ilandfontein, Rowlepoort, Rnstenburg, Springs. Standertnn, Zccnist. 
Basutoland.— Maseru (Agency to Ladybrand). Sthodesia.— Bulawayo, (iweln, Hiirilcy, Livincstonc, IVulia- 
longa (Agency to Umtali), Salisbury (with Agency at Kopje), Selukwe, Dmtali, British Central Africa.— 


Blahtvre“ Bast Africa— Beira," Lourenco Marques (Delagoa Bay). 

‘ ’ the Branches of the Bank, Telej 


Letters of Credit and. Drafts granted on 

negotiated and collected, and every description of Banking Business transact* 

River Colony Transvaal, Rhodesia, British Central Africa, and East Africa, . 

Deposits received for fi,xed periods, at rates vrhich may oe ascertained on application. 


Remittances raa,de, Bills 
W’lth Cape Colony. Natal, Orange 
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BAJiKlNa. 


■ ■ {JSstahUsherl 1SS9) . LIMiTED, 

WITH WHICH ARE i^'CORPORATEI;> 

Smith, Payne & Smiths, {mahlished Samuel Smith Bros. «§!: Co., Hull. (Eifl'ih. 17-Si.] 

Samuel Smitli«5& Co., Ivotlingham and Mansfield. Samuel Smith & Co-, T>erhy. 

{EstrtbJh}Kid KiSS.) Samuel Smith Sc, Co-, Newark-on-Trent. {Est(dh 

Smith, Ellison fie Co., Lincoln. iEatxtUisTiedttfS.) luhcdinm.) 

Wi^an, Mercer, Tasker Sc Co«, Kentish Bank, Maidstone. (Esiahliiihcd ISIS.) 
Prescott’s Bank, limited, conmfJwi of:— 

Bimsdale, Fowler, 'BaumardL & Bimsdales. Mogrer fite Son, City Bank, Bath, (Edahliah’d 
{Establishi^d 17^'X) Beane <&: Co., ■Winchester. (Kstah!Ukn.i 

fPr&BCotU Cave, ■ Buniton, Eoder Sc Co. Bulijett, Hall & Co,, Old Bnnk, Winchester. 
(hstabli^shed 17(5!i.) {Mstnblicikcd 1789.) 

fife Co., Old Bank, .Bristol. Hilton, liiEden Sc Rigden- Favershain Bank. 
{EakihhsJml I7nil} {iintabliAhed V7%.) 


Bimsdale, Fowler, 'Barnard & Bimsdales. I Mogrer 'Sc Son, City Bank, 
(Esbxblis/ttfd 1762.) Beane Co., 'Winchester. 


Harwood fic Co«, Old Bank, Thurnhury. {Estnh- 
lished, 1808.) 


Sanders fie Co., Exeter Bank. (Eiiahlielted 1769.) Thos. Butcher fit Sons. Old Bank Trin-' 
MiHord, Snow fit Co., City Bank, Exeter. {EstahliM im.) 

(Established Harwood fic Co., Old Bank, T1 

Tugwell fit Co., Old Bank, Bath. {Estahliidied 1760.) lished 1808.) 

■ ■ And The Eon don and Torkshire Ban k, limited. 

AUTHORISED GAPITAl - - £25,000,000 1 PAID-UP CAPITAL - - ; 

SUBSCRIBED CAPITAL - - £22,934,100 » RESERVE FUN D - - - , 

1 ■ ■ ■ ■ S>ivectov£5: 

" Sir Fklix Scni:.STKB, Bart., Governor. Jqnx TaoTTuit, Esq., Depitt;/ Gove 


£3,554,785 lOs. 
£1,150,000 Os. 


Eunert W. Baknaud, .Esq. 
Theodore B.vshett, Esq, 

Leo Bonn, Eaq. 

BEItClVA.E UoRANatTET, Esq. 

Francis W. Buxton. Eaq. 
t'H.uaES C. Gave, Es<i. 

JouN Alan Cevtton-Buock, Esq. 
John Dennistocn, E.sq. 

Horace George Devas, Esq. 


William O. Gilchrist, Esq. 
Heniiv ,T. B. Kendall, Esq. 
A, B. Leslie-Melville, Esq. 
John Mews, Esq. 

Hobert Fenton Mile.s, Esq. 
Henry 1Y. Prescott, Esq. 
Kenneth L. C. Prescott, Esq. 
Bertram Abel Smith, Esq. 
Eustace Abel Smith. Esq. 


GhRALi) Dudley Smith, Esq. 
lIjausEUT Francis Smith, Eh<i. f ) 

Lindsay Eric Smith, Esq. fM.P. 

Jtt. Hon. 0. B. Stuart W«ikti.ky, K.G., 
Aktiiuk !\L H. Waliuj.nd, Esq. 

Sir Ji.LiuH Wkrnhkr. Bart. 

The IHqht Hon. Sui Algkuno:? West. 
G.C.B. 

Charles II. E. IVollaston, Esq. 


PRINCIPAL OFFICE; 2 , Princes Street, Mansion House, E.C. 

J. E. W'. Houlding. MnnaQer. P. J. Wiffen, 3rdropoUtmi Branch 

H. H. Hart, Country and Fm-eim Manager. L. E. Thomas, Country Branch S(an%ger. - 

F. Ellis, Assiston^ if miaper (Head QiScf). 

H. R. Hoaue, iSscreiarj/. L. J. Conaisn, A ssuUxnt Secretary. 

LOMBARD STREET OFFICE (Smith, Payne fic Smiths) : i, Lombard Street, EX, 
CORNHILL OFFICE (Prescott’s Bank, Limite d): 50> Cornhili, EX. 
ftoctropolitan anb Suburban rfiSranebes: 

B.\YSW.i.TER Branch: 67, Bishop's Road, "W. ; Bedford Row Branch: 24, Bedford Row, W^.C. : BisnorsoATK 
Street Branch : 54 and 55, Bishopsgate Street Without, E.C. ; Bloomsbury Branch : 103, High Holborn. W.O, ; 
BROMLin" Branch : Ski, High Street, Bromley, Kent ; Chancery Lane Branch: 95, Chaneei^ Lane, W'.C. ; Charing 
Cross Branch : 66, Charing Cross, S.W. ; Cripplegate Branch : 116, i’ore Street, E.C. ; Croydon Branch : High 
Street, Croydon; E.vst Finchley Branch: 4, Market Parade, N. ; Fknchurch Street Branch: 136, Fenchnrch 


Charterhouse Buildings, E.C. ; Hampstead Branch: 65, High Street, N.W. ; Holborn Circus Sr.^nch: Holborn 
Circus, E.C. : Kensington Branch : 138, High Street, W ; Mount Street Branch : 12, Mount Street. IV. ; Muswell 
Hill Branch ; IT, The Exchange, N. ; Notting Hill Gate Branch: 8, High Street, W. ; Oxford Street Branch ; 
455, Oxford Street. W, ; Paddington Branch: 22. London Street, W. ; Pvrley Branch: Brighton Hoad, Purlev, 
Surrei’; Regent Strf.ct Branch; 14, Argyle Place, W.i St. Mary Axe Branch: 25, St. Mary Axe, E,t\; 
Sloane Street Branch: 74, Sloane Street, S.'VV. ; South Croydon Branch: ill, South End. Croydon; Socth 
Kensington Branch; 18, Cromwell Place. S.W. ; South Norwood Branch; 76, High Street; Southwark Bra.ncu ; 12 , 
Southwark Street, S.E. ; Swis.s Cottage Branch; 1. College Crescent, N.W. ; Tottenham Court Eo.iD Br.anch ; d7, 
Tottenham Court Koad. W. ; Victoria Street Branch ; 117, Victoria Street, Westminster, S.W. 

Country jSranebes: 

Almondshiiry, Alresford, Alton, Amerahara, Amersham-on-the-Hill. Ashby, A%'onmouth, Aylesbuvr, 
Badminton, Barnsley, Bath. Batley. Bedminster, Belghton, Boro’ Green, Bournemouth, Bo.x, Bradford, Bridiingtoh, 
Brigg, Brighouse, Brighton, Bristol. Bristol (Redland), Budleigh Salterton, Oaistor, Cambridge, Ganterburr, 


Chalfont St. Giles, Chesham, Chippenham, Chorley Wood, Cleckheaton, Cleethornes, Clifton, Clowne, Combe Down, 
Crossgates, Crowle, Derby, Dewsbury, Doncaster, Driffield, Eastleigh, Eecleauill, Eckington, Elland, Elsccav 
Exeter, Exmouth, Parsley, Faversham, Filt-on, Gainsborough, Grantham, Great Berkhampstead, Great Srissenden, 
Greengates, Grimsby. Grims^ Docks, Halifax, Haworth, Headley, Heflgo End, Hove. Hovland Common, 
Hoyland Nether, Hucknall Torkard, Huddersfield, Hull, Huthwaitc, Idle, Ilkeston, Kcighlev, Kevnshara. 
Killamarsh, Knowle, Leeds, Lincoln, Long Eaton, Lympstone, Maidstone, Malting, Malton, Mansfield. Mansfield 


Woodhouse, Market Rasen, Mirfield, Morley, Newaxk-on-Trent, Nottingham, Nuneaton, Oxford, .Paddock Wood, 
Penistone, Pinxton. Pleasley, Plymouth Pudsey,,Q,ueensbury, Renton, Eoyston, Scarborough, Seunthonw, Sehton. 
Sheffield, Shirebrook, Shirehampton, Silsden, Sleaford, Snodland, Southampton, Southwell, Sutton-ju-Ashfield, 
Thornbury, Thomer, Tonbridge, Tring, Warsop, Wendover, West Bridgford, Westbury-ou-Trym, West Mcon, 
Winchester, Wombwell, York. 

TERMS,— Current Accounts.— These are kept according to the usual custom of London and Countrv Bankers, 
Deposit AccotrNTS,— Deposits are received at Interest, subject to notice of withdrawal, or by special agreement, in 
accordance with the usual custom. 

GBKSRAX* BUSINESS.— The Agency of Countiy and Foreign Banks, whether Joint Stock or Private, 
Circular Notes and Lettews of Credit issued for all parts of the Continent of Europe and cisew'hcre. Puruiuisas 
and Sales effected in all the British and Foreign Stocks and Securities. Dividends on Stocks and Shares, the hali- 
pay of Officers, Pensions, Annuities, &<*., received for Customers without ch.argc, 

The Officers and Clerks connected with the Bank are required to sign a Declamtioii of Scerrey as to fhr 
transactions of any of its customers. 

^ > ■ '*WECUTOtelIlf»S m.nd TBUSTBESKIPS—Tho Bank, having the necassaiy powers, are prepared 
oto of Executmrs, Trqsteisp and Custodian Trustees on torms, particulars ox which can be 







THE UNION BANK OF AUSTRALIA, LM; 

ESTABLISHED 1837. INCORPORATED 1880. 


PAID-UP CAPITAL, ^1,5O0,OOO« RESERVE EUND, ^1,270,OOO...To<IETHEI?, ^2,770,000 
RESERVE LIABILITY OF PROPRIETORS ... ... ... 

TOtAi. CAPSTAN AMD RESERVES ... ... . #5,7^,000: 


HEAD OFFICE— 71, CORNHILL, LONDON, 


©U'CCtOVS* 

Arthupv Flower, Esq., Ciminnan . Wiltaam 0. GrLoHiiisT, Esq. 

Arthur P. Blare, Esq. The Rt. Hon. Lord HiLLiNaDOH. 

Charles E. Bright, Esq., C.M. CL W3i. R. Mewrorh, Esq. 

The Rt. Hon. The Earl oe Chichester. Charles Parbury, Esq. 

John Dennistoun, Esq. I^ir Westby B. Perceval, K-O-TLC. 

Chas. A. Galton, Esq. Henry P. Sturgis, Esq. 

Umstces. ■. ■ 

Arthur Flower, Esq, | Henry Parkman Sturgis, Esq. } AIaurice G. C. Clyn, E,s(]i 

JSanhci*5. 

The Bank of England ; Messrs. Glyn, Mills, Currie & Co, 
iftfnfffier— Arthur C. Willis, Esq. Assistant William J. EssamE, Esq. 

% m ' etary ~- l \ C. C. SAUNDERS, Esq. Accountant ^ C , M. C. SHANNON, Esq. 


} AIaurice G. C. Glyn, Esq. 


iftfnffj^er—ARTHUR C. Willis, Esq. 
% m ' etary ~- l \ C. C. SAUNDERS, Esq. 


The Bank has Branches throughout the principal Cities and 
Towns of Australia and New Zealand. 

Drafts upon the Branches are iissued by the Head Office, and may also be obtained from 
the Bank’s Agents throughout England, Scotland, and Ireland. 

Telegraphic Remittances are made to the Colonies. Bibs on the Australian States and 
Dominion of New Zealand are purchased or sent for collection. Deposits are received at 
the Head Office at I'ates of interest and for periods which may be ascertained on application. 

WILTS km OORSET BANKING OOUfiPANY, Ltd. 

Established 7835. * 

Subscribed Capital, ^3,500,000» Paid-up Capital, ^^700,000. 
Reserve Fund, ^600,000. 

Head Office ~ = = ^SALISBURY. 


! Amesbuiy. 
Avonmouth. 
Axbridge. 

Axiuinstcv. 

Burnstaplc. 

Bath. 

„ iLoweiAVcston}. 
Bcaminster, 


BRANCHISS AND SIJB-BRANCKBS. 


Bristol (Hcrfield). 
Brockenh\irst. 
Budltiigh-Saltertoii. 
Bui“nham. 

(!alne. 

Cardiff. 1 Chard. 

t^heddar. 

Cheltenham 


Bideford, j Blaadford. Chippenham 
Boflcoml le. Ohnstchurch 

Boumeuiouth. Cirencester. 

,, ILaii-sdowueL Clevtitlon, 


(Malmesbury Clifton (Regent St, 


Park). „ (.1 

(Pokesdown). 

{ Westbounie), Coly ton. 
(Whitonl, Gorsham. 


(Royal Pro- 
menade), 


Rradfoni-on-Avon, 

Rranks>mt'. 

Bridgwater. 

Bridport. 

Bristol. [Road), 
,, (Cheltenham 

Ban well | Beer. 
Bournemouth 

„ {We,st CTifft. 


Grewkerne. 

; Devisees. 

I Dox'chester. 

I Eastleigh. 

Exeter. 

1 Exmonth. 

Bulford Canip. 
Burley. 

; Canford Cliffs. 


(Charminster Chagford. 


Road). 

Bovey Tracey. 
Box. 

Brislingt-on. 

Broadstone. 


Chandler’s Ford. 
Ghannouth 
, Chudleigh. 

I Corfe Castle. 

1 Downton. 


Pareham. 
Pordingbridge. 
Freshwater (LW.) 
Frome. 
Gillingham. 
Glastonbury. 
fTloueester, 
i Highhridge. 
il m inster. 
Kingsbridge, 

Lyme Regis. 

Lymiiigton. 

Malmesbury. 

Marlborough. 

Melksham. 

Mere. 

Midsomer Norton, 

Minehead. 

Nailswoi'th. 

New Swindon. 
Newton Abbot. 
Paignton. 
Parkstone, 
AdBNCZiBS. 
I Durdham Down. 

1 Easton (Portlaiid). 

I Hythe. i Laeock, 
Ludgershall. 
Lympstono. 
Lyndhurat, 
Maiden Newton. 
Martock. 
Milford-on-Sea. . 


Pewsey. Stroud. 

Plymouth. 1 Poole. Sturminster Newton. 
Portishead. Swanago. 

Portland. Swindon. 

Portsmouth Borough. Taunton, 

Badstock. Teignniouth 

Redland. Tetbuiy. 

Bingw'ood. Torquay. 

Boath. Trowbx’idge. 

Bomsey. Warebanv. 

Byde (LW.) Warnxinsfcer. 

St. Mary Church and 'Watchet. 


Babbauombe, 
Salcombe. 
Salisbury. 
Seaton. 
Shaftesbuiy. 
Shepton Mallet. 
Sherborne. 
Somerton, 
Southampton. 


xbe, Wells. 

W’estburj'. 

W^est Southbonme. 
Weston-super-Mare, 
Weymouth, 
illet. Wimbornc. 

W’incauton. 
Wiveliscoinbe. 
m. Wootton Bassett. 

(Avenue). Yarmoutli (I.W',), 
Yeovil, 


Moreton Hampstead, Stoke-.suh-ITaniidon. 
Nailsea. Street. 1 Tidworth, 

Nethei'avon. Tisbury. 

New Milton. ' Tottoix. 

Portswood. 1 Purton. W^ashford ( Wedmore 
Shirley, j Shrewton. Westbury-on-Trym. 
Southampton Docks. WiUiton. 
Southboume-on-Sea, Wilton. \ Woolston. 


1 Staibridge. 


EVERY DESCRIPTION OF BANKING BUSINESS TRANSACTED. 


I Wrington. I Yattoxi 


WILLIAMS DEACON’S BANK 


LlIVliTED. 

(Formerly Manchester and Salford Bank). 


ESTABLISHED 1836. 


Capital, 156,250 Shares of £50. each, £7, 812, 500- 
Pai d-up Capital, £1,250,000. Res erve F uad, £775,0 00, 

__ directors. 

Colonel Sir CLEMBKT MOLYNEUX ROYDS, C.B., Chairman . 

CHARES SUMNER HOARE, Deputy Chair7nmi. 

WM. BARROTT HONTEORT BIRO. . E. A. .T. JOHNSON-FERQITSON. 

OEORCxE REYNOLDS DAVIES. WILLIAM ALOAM MILNER. 

JOHN FRANCIS WILLIAM DEACON. HENRY GARWOOD SEAMAN. 

GERARD POWV'S DEWHURST. COLONEL ROBERT AVILLIAMS, M.P. 

JAMES ECKERSLEY. BENJAMIN GEORGE AVOOT). 

Sir WILLI a M HENRY HOLLAND, Bart., M.B. 

fToiui General Manager s . Craig aiid G, H. Wood, 

L..d» 0«»- 2 0, ....M. E.C. ... 

METROPOLITAN BRANCHES. 

Drompton and Earl’s Court-Coleherne Court, Old Brompton Road, S.W. 

, Charing Cross— Coekspiir Street, S.W. 
Marylebone—Marylebone Road, N.W. 

St. Mary Axe, E.C. 

Westminster— 21, Victoria Street, S.W. 


Adlington, Lancashire. 
AINSDALE. 

Ainsworth. 

Altrinchasi. 

Ardwiok Green,* 
Astley Bridge. 
Atherton, 

Atterclipfe, Sheffield. 
Bakewell. 

BASLOW'. 

Birkdale. 

Blaokburn. 

Blackpool. 

Blackpool, S outh Shore. 
Blackrod. 

Bolton. 

Brinscall-in-W ith- 
NELL. 

Burscodgh Bridge. i 
Bury, Lancashire. | 
Buxton. I 

Buxton, Higher, [ford. 
Cattle market, SaLi 
Cheethaii Hill.* i 
Chesterfield. i 


COUNTRY BRANCHES. 

Chorley,. L ancashire, j Hulme.* 
Chorlton-cum-Hardy,* Leigh. 


Ouorlton-on-Med- 

LOCK.* 

COPPULL. 

Corn Exchange.* 
Croston. 

Darley Dale. 

Dean SG ATE.* 
Deepdale, Preston. 
Dock Office,* 

DRON FIELD. 

Eccles. 

Fare WORTH. 
Fleetwood. 

Fltxton, 

Formby. 

GOLBORNE. 

GORSE Hill.* 
Gorton.* 

Higher Broughton.* 
Higher Openshaw.* 
Hindley. 

Horwich. 


Littleborough. 
Little Lever. 

London Load.* 

LONGSIGHT. 

Lytham. 

Maghull. 

Matlock. 

Middleton. 

Moses Gate. 

Moss Side.* 

Newton Heath,* 

Openshaw.* 

Ormskirk. 

Park Gate. 

Patricroft. 

Pemberton. 

Pendlebury. 

Pendleton. 

Prescot. 

Preston, 

Princess Hoad.* 
Eegent Eoad, Sallord. 


» MANCHESTER. 


Eochdai.e. 

liOTHERHA.M. 

Edpford, 

BUNCORN. ' 

Kusholmk.* 

St. Ann Street.* 

St, Helex.s. 

Salford. 

SHEFFJEI.D. 
Skelmkrsdale. 
Smithfield M arket,* 
Southport. 

Standish. 

Stockport. 

Strange WAYS.* 
Stretford.* 

SWINTON. 

Town CDieen, Ornis- 
Turton. [kirk. 

Urmston. 

V\ ALKDEN. 

M ater street.* 

WniTTLE-LE’WooDS. 

Whitworth Street.* 
Wigan. { Winster. 


CURRENT ACCOUNTS conducted upon agreed terms. 

MONEY RECEIVED ON DEPOSIT, bearing Interest, Repayable on Demand, without any 
charge for withdrawal. 

DRAFTS issued on London, and on the various Correspondents of the Bank in the Chief Cities 
and Towns of the United Kingdom ; also LETTERS OF CREDIT issued on Australia, New 
Zeaxand, Canada, United States, South Africa, &c. 

The Bank effects Purchases and Sales of British and Foreign Funds, Stocks, Shares, and Securities, 
Receives Dividends, &c., thereon, and iransacta every other description of Banking Business. [O' 
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CONSTANTINE 
& SONS’ 

id Medal Treasure 
[f-Setting* Ranges. 
>ing Fire Grating, 
en and Close Fire, 
th Bath Boilers, 
ntinual supply of 
ft Water. Great 
eonomy of Fuel. 
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BANKING— MISCELLAKEOUS. 


LIMITED. 

ESTABLISHED 1880. 


Capital Paid Up 
"Reserve Punds 


... Yen 24,000,000 
„ 15,900,000 


HEAD OFFICE 


ANTUNG-HSIEN FENGTIEN 

BOMBAY (Mukden) 

HANKOW 

CHANGCHUN 

l^AIREN (Dalny) HONOLULU 


BRANCHES and AGENCIES at 

^GTIEN KOBE NEW YORK 

(Mukden) LIAO YANG OSAKA 

NKOW LYONS PEKING 

NG KONG NAGASAKI RIOJUN 

f^OLULU NEWCHWANG (PortArthu 


NEW YORK SAN FRANCISCO 
OSAKA SHANGHAI 

PEKING TIELING 

RIOJUN TIENTSIN 

(Port Arthur) TOKIO 


The Bank buys and receives for collection Bills of Exchange, issues Drafts and Telegraphic 
Transfers and Letters of Credit on above i)laces and elsewhere, and transacts General Banking 
Business. 

Deposits received for fixed periods at rates to be obtained on application. 

LONDON OFFICE: i2o, BISHOPSQATE STREET WITHIN, EX. 


i =< ; ttl ^ •m 


A lady writes : — The 
Treasure Range has saved 
me £6 during the coal strike. 
The ovens and boiler heat 
perfectly." 

Illustrated Price Book 

POST FEEE. 

Ustimates Free. ^ . 

Mstahlifthed for SS yoavs 
at 61, Fleet Street, F. CC 
{ri'c 


40, HART STREET, NEW OXFORD STREET, W.C. 









Stoefi mb Sbate Bvobeta, 

Mansion House BaiMlMgaf,' " 

4, QUEEN VICTORIA STREET, LONDON, E.C 

ESTABLISHED AT THIS ADDRESS SINCE 1884. 


We invite copresponclenee with Investors^ to whose 
and needs special attention Is devoted^ 


Business transacted In all classes of Stocks and Shares, 

MODBRATB COMMISSIONS OR NET BASIS IP DESIRED. 

Every Facility Afforded for Genuine Investment Business. 


THE FOLLOWING PUBLICATIONS 

may be had on application: — 

NOTES FOR INVESTORS (Monthly) 

Mentioning promising FOREIGN BONDS, HOME, RDREIGN AND AMERICAN RAILS, 
INDUSTRIAL AND MISCELLANEOUS, including SOUND HOME INDUSTRIAL, RUBBER 
PLANTATION, EGYPTIAN LAND, &e., SHARES. MINES-Kaffirs, Rhodesians, West AMean.s, 
and Diamonds. 

During 1009 recommendations included (to name only a few) GIANTS, ENTERPRISE, MAIN 
KEEP WEST, TAGERSFONTEIN, GOLD COAST AMALGAMATED. 


MONTHLY INVESTMENT LIST 


0£ the principal ENGtlSH, COIONIAL, and FOKEIGJI SECCEITIES, showing the Eivklends 
pai<l, Approximate Rate of Interest yielded to Investors at Present Quotations, the Highest and 
Lowest Prices from 1st January to date and for past year. 


DAILY MINING LIST, 


Showing returns, dividends, Current Quotations, &c. 


Refetemes can be given in every large town in England^ 


BANKERS : 

LONDON CITY AND MIDLAND BANK, Ltd. 

LONDON AND SOUTH WESTERN BANK, Ltd. 

, Tele^^phlc Address: ‘‘JONREACH, LONDON. 
^ Natidnat Telephone, 90s (Eanfe), 

AtMAHACSli:, ' 19i0i ^ 






f fl I ^ 


INTES'^MENT. 


CHURCH OF ENGLAND 
BUILDING SOCIETY 


Why not become your own Landlord? General Buildingf Society (Dept. A), 

OHANOERY LANE, LONDON, W,0. 


as, wmjuiea sidOKDOM, e*w. 

BstaUished 1836 . Further empowered hy Special Act ofParluiincnf, 14 and 15 Vict^ cap, X 30 . 

CAPITAL AND DEBENTURE STOCKS, £620,268, 


William Si:EBBiii(G, Esq. (JDepiity-Chainnan). 
William J. H. Whittall, Esq. 


SoUdforii—'Sl.Qm's. Peacock & Goppaep, 3, South Square, Gray’.s Inn, W.C. 


REVERSIONS, LIFE INTERESTS, and LIFE POLICIES PURCHASED. 
LOANS UPON REVERSIONS may be obtained either at an Aminal Tiiterest or in 
Coiisid.'riuian ol' deiorrod chargot^, payable upon the Revkusionh falling in, "and free of 
interest in the meantime. 

PRESENT INCOMES are likewise advanced upon the latter principle to persons 
entitled to Keyersionary Interests, who may thus obtain the means of support until their 
properly falls into posses.sion, without being called upon i or any paj'ment imtii that event. 

FroHpedu'x^ and. Forms of Proposal may be obtained fron 

. . • ■ ROBERT R. TILT, TJ. A., aad 5ccreififry. 

TeleBHOKS ; 0273 GEBnAHn. ’ ... [230 


WHlTAKESl'^ 1910 , 






^400,000 

^330,130 


PURCHASES.— The {Society purchases Hevetsions and liemainders, v/hethev ah^-'diite or 
continj^ent, Life Interests, whether in possession or deferred, and generally all Interests (in 
appruved property) that depend upon the duration of human life. 

LOANS,— The Society also grants Loans on the security of such Interests, either on Ordinarv 
Mortgage or by way of Eeversionary Charge. Ihe latter mode meets the convenience of hon-j overs 
who do not wish to make any payment for nither princiival or interest xmtil tlieir lU'versionarv 
Property falls into possession. The amount to which the Society will then In' entitknl is fixed fit 
the outset, and does not depend on the time -elapsing between the gTant of the l.oan and its 
repayment. The option of redeeming the Charge during the first three or live years can nsuallv 
be combined with this form of Loan. ■ - 
, : W(^m .o/ Fr^pom-md ptll. can be obtained at the Societj/s OJices, 

J.',! I l..( Actvart/ aitd Serrefari/. r237 

li ! h, Hl : « ^ ^ IV al«kack, 1910. 


■b20- -TKyESTMEHT. . 

EQUITABLE REVERSloifABY IHTEBEST SOClEftLi^ 

10, LANCASTER PLACE, STRAND, W.C.—F^sfahlished 

CAPITAL (PAID UP), ^500,000. 

Adml. Sir Geo. L. Atktxsox-Willes, K.C.B. i A. Hexuv Patterso;-;, Est]. 

Francis S. Clacton, Es<i, | FKEiiEEiCK A. Hoberts, Esq. 

.Taokson Hunt, Esq. IIeginali) St. A. IIoumieu, Esq. 

BOBERT A. KINGLAKB, E.sq. 1 C5. THEODORE M'lLl.IAMS, Estp, Af.V.O., M.D. 

Messrs. TVhtknei^^ Smith & Whinnev. 

Abhctho's— Messrs. Clatton, Sons & Fargus, Actaum—QEimnmY M,arks, Esq., F.I.A, 

BunilTr^’—AIessrs. CouTTS 

This Society PURCHASES Reversionary Property, Life Interests and Annuities, 
Pnd grants LOANS on these Securities. Forms of Proposal may be obtained at the 
Office as above. u. H. (’’LAI^TON f ‘ Johd 

F. H. CLAYTON i Sec.irtco't^a, l-M 


Limited (Incorporated ISoO)^ u 

On Personal Security, Shares, Leases, &c., at- rnodorate interest. Kepayablo by Instal- 
menls, or as agreed. No preliminary fees. Forms free by post or on application. 

i s, ' LANCASTER PLACE, WATERLOO BRIDGE, STRAND, W.C. : 

I 2i>, Bnclderahnvy, ; iiS, Ship St,, Brighton i and JUit, Qiie€m\*t lid,, Hofititiga. 

i ESTABLISHED 60 YEARS. 

„j ■■ “CHAS. ILAVUIGHT, SecrefariK [209, 


■ ■ , BIMITIS.D, 

Thanet House, 231-232 Strand, London, W.C. 

Of'i'OisTTi: xru: Ijaw Coinrrs. 

Renioved from No. 24 Lincoln’s Inn Fields, London, W.C. 

ESTABLISHED im. 


CAPITAL STOCK 
DEBEIMTUPE STOCK 


DIRECTORS. 

Chairman: Chas. Robert Eitington, Esq., ,T.P., D.L. 
I>eput>j‘Cha-irman : The Eight Hon. J. tV. YIellor, El.O. 


Ernest Bevir, Esq., Devereux Chambers, W.C. 
The Hon. Mr. Justice Channell. 

John 0. Deverele, Fsq., Pixham Firs, Dorking. 
Sir Howard AT. Elphinstone, Bart., Barrister- 
at-Law’. 

J. E. B. Gregory, Esq., 1 Bedfor-d Row, W.C. 

Solicitors: Messrs. CaprON & Co., 


L IV. N. HiOKLEy,Esq.,10 King’s Bench ITalk, 
E,a 

Archibald H. James, F sq., Hir^sdon, Herts. 
Fredr. I.EE, Esij., Ban’isrei'*at-Law. 

ALDHED MTlLIAM liOWDEN, Esq,. K-C. 

C, B. R.. Webt, Esq.. Cheam. 

Savile Place, Conduit Street, W. 
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NAIIOHAL REYESIOMRY INYESTMIHT COMPY, LTD, 

JCh^STITVTJSB tSB% 

Office: 7K% QUEEN VICTORIA STREET, LONDON, E«C. 

Removed from 63, Old Broad Street* 

Walteh Bcabbino, Esq , Chainnan. 

Afessrs. Ilipfk, Henley & Sweet, 2, Bedford Bow, ^Y.O., Mkitofs. 

This Company piifchases Absolute and Contingent Reversions, Life Policies 
iand Life Interests, and makes Loans upon such Securities* 

' The Company pays all its own Costs of Purchase* 

Proposal Forms and all information may be obtained at the Office as above* 

G. H. MAYNE, Secretary. [242 

PORTWlJiH SViWiBm S 0 G\ETX, 

415, OXFORD STREET, LONDON, W. 


* SHARES, £25 EACH, 

PAYABLE IN FULL OR BY INSTALMENTS. 

DIVIDEND, 4 PER CENT. 

FREE OF INCOME TAX. 


DEPOSITS RECEIVED 

IN LARGE OR SMALL AMOUNTS. 

INTEREST, 3 PER CENT. 

WITHDRAWALS AT SHORT NOTICE. 


IMMEDIATE ADVANCES UPON HOUSE PROPERTY IN ANY DISTRICT. 
EASY REPAYMENTS. LA W CHARGES FIXED. REDEMPTIONS EASY. 

Prospectus FREE on application to J. A. MeDERMOTT, F.C.LS., Secretm*i/, [210 


National Discount Company, 


Te legraphic Address— 

“Natihs, Londox,” 


LIMITED. 

ESTABLISHED 1856. 


Telephones— No. 148 .'y Avenue. 

No. 11948 Central. 


35, CORN HIL L , LOND ON, E.C. 

Subscribed Capital, £4,233,325. 

Paid up, £846, 665. Re se rve Fund, £420,000. 

ffltrcttOfS. 

Theodokic Doxat, Esq., Chairman, 

W. MVkhay {icTHUiE, Esq., Depuiif Chairman. 

E. Leverton Harris, Esq., 1\LP. 
SiGfsMiJND Ferdinand Esq. 

John Franci.s Ogilvy, Esq. 


BecrHarp. 

Charles Wooi.ley, 


L.vwrk.xc'k Kdlmann i 'liAL.MMis, E.sq. 

Frederick IVilliam (jhken, Esq, 

IValter James Heriot, Esq. 

Charles David Seliomax, Esq. 

.^hanagei — ‘Philip Harold AVade, 

.Joint Biih-Manayers, 

Watkin at. AA'jli.iams and Fraxcis Goldschmidt. 

Auditors. 

J. Gurxey Fowler, Esq. (Messrs. Price, AA^aterhoose & Co,). 

Francis AA'. Pixley, Esq. (Afessrsi jacksoii, Pixley, Browning & Co.). 
Banhors—BA^iK of Englan d ; The U nion of London and Bmiths Bank, Ltd. 

APPROVED MERC^^iLE^lXs DISCOUNTED. 

Loans Granted upon Negotiable Securities. 

Aloney received on Deposit at Call and Short Notice, and Interest allotved at the current 
Alarket Rates ; and for longer periods on specially agreed terms. Tiivestments and Sales 
of all description, s of British and Foreign Securities effected. All communications upon 
this subject to be addres.scd to the Alanager. [4.0 
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ESTABLISHED OVER A CENTURY (1795). 

The Principal County Paper in the Midlands. 

Advcrtisera Will lind it tlie best medium foi.' readiinj^ superior class of readers oter 
large area centred by Staffordshire, 5th county in population and 6tii in tirealth. 

PubUshed at Stafford ^uery Saturday (pHve 2dj by <J. & 0. MORT, Ltd., and to be obtained at 
■>i Suston and principal Soofi&talis between London: Lluerpool, and Manchester,. 
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THE REVERSIONARY INTEREST SOCIETY Ltd. 

30, COLEMAN STREET, LONDON, EX, 


Aiithopised Capital, One Million; Subscribed Capital, £643,200; Paid-up Capital, £664,825. 

IS s !rA six s HE 8 2 3 . Debenture „ £142,400. 

The Society purchases— 

BEV.ER3IOjS(S, absolute or contingent, to Heal or Personal Property of eveiy approved 
description : 

LIF.E INTEHEBTS, v/hether in i)osses.siou or reversion ; and , 

FOLK 'lES of Assurance on lives. 

i.OANS are granted on the security of Hever.sions and Life Interests, or the Directors accept a 
.DEFERRED (.'HAllGE, of a tixed amount, payable when the Reversion falls into posses- 
sion, )io payment lieing made to the Society in the lueaiitime. 

The Law Charges on Loans are regulated by Beale. [97 


■■ THE 

SCOTTISH REVERSIONARY COMPANY, Ltd. 

Head Office: CHARLOTTE SQUARE, EDINBURGH. 


iHCOi'porated unden the Compunieii Acts^ mid 1S&7* 


1 Authorised Capital, £750,000. Paid up, £550,000. Reserve pMnd, £121,900. 

I Redeemable Debenture Stock, £200,000. Perpetual Debenture Stock, £200,000. 

I The Business of tlie fVmipany con,sists in the purchase of Life Assurance Bolides, Reversions, 
and Life Interests, and in granting Loans on security thereof. 

Forms of Proposal and all information to be obtained from 

. A. ROBERXBON DURHAM, C.A., F.P.A., MandtWi 

33, Charlotm Square, Edinburgh. [232 


TEMPERANCE PERMANENT BUILDING SOCIETY, 

4 , LUBGATE HILL. LONDON, EX. 

REDUCED MONTHLY REPAYMENTS 

For each £100 advanced, including Principal, Premium, and 

Interest : — 

10 years* 12 years. 14 years. 15 years 

£ 1 : 1:1 IS :4 Id :4 15 : 6 

These are believed to be the Lowest Repayments of any 
Building Society in London. 

. EDWARD WOOD, Manager. [308 




IGOLD 

'■ THE 
USE 
OF • 
£5 
*F0R 
ONE 
MONTH 
COSTS 
1 / 3 . 

LARGER 

SUMS 

AT 

LOWER 

RATES. 


GOLDSMITHS AND PAWNBROKERS, [ 

241 & 243, OLD STREET, LONDON, E.C. 
BSTABUSHBD OVBR HALF A CBNTURY. 

IjOkdon County & Westhinster Bank:. {211 

- Whitaker’s almanack,- 1910 .' 2 ' h 9 


Piekfopd & Co. for Second-hand Jewelry. 
Piekford & Co. for New Jewelry. 

Piekford & Co. for Gold & Silver Watches, 
Piekford & Co. for Marble Clocks & Bronzes 

At Lesti tlimi ManiifactiwersyFrices, 

Piekford & Co. for Jewelry for Presents. 

lling Vatalogne JPost Free, 


IViONEYfrom£1to£10 

UaiEBIATELY ADVANGED 0!? 

Every Description of Valuable Property. 

Parcels can be sent safely by Post or Bailway* 
Cash by Return Post Private Office No. 241. 

Business Matters STRICTLY CONFIDENTIAL. 


Ladies’ Silver Watches from 10/6. 
Gentlemen’s Silver Watches from 12/6. 
Ladies’ Gold Watches from 25/-. 
Gentlemen’s Gold Watches from 40/-. 
Gold Chains Sold by Weight. 
V/edding & Keeper Rings Sold by Weight. 

Old Fashioned or Broken Watches and Jewelry ^ 
Qoldf Silver and Precious Stones^ 

PURCHASED FOB CASH or 

TAKEN IN EXCHANGE. 



INSUKANCE,. 


FavouraMy reviewed by over 100 Influential Newspapers. 


HOW TO SELECT 


OFFICE.” 


]B3r m, niBNrp, f.s.s. 


Extracts from a few Press Opinions. | f 

G-3I.Dent,wlioigaFeilowoitheBoTalSktM j | 

Society, has written a valuable pamphlet on Life Assurance, in which all the more I 
important questions connected with the subject are discussed by a firm of merchants . 
and an insurance broker. . . . There are two carefully-prepared tables.” l 

PALL MALL GAZETTE.— Deals very clearly with the main points to fie ! 
borne in mind in selecting an office, and the tabular matter is very useful. Armed ' 
with this [pamphlet, and blessed with a little commonseiise, the ordinary man | ;; 

cannot go very far wrong.” | 

D^IirCHiSOOTCDE.— “Cannot fail to he instructive.” ' 

STATIST.— form of question and answer relieves the work very much i { 
from the heavy character of a statistical inquiry.” ‘‘To those who may contem- i 
plate insurance, the expenditure of Is. on this pamphlet will he a judicious outlay.” j 

FINANCIAL TIMES. — “ Carefully and skilfully compiled.” 

FOLIGY-MOLDEB.— ^IAIq Assurance as an investment, and Endowment 
Assurance, are both explained in a very attractive way.” i 

UNITED SERVICE GAZETTE.— The fact that this pamphlet has now ‘ ' 

reached its third edition amply demonstrates the value of its contents. Illustra- i 
tions, proving the great value of life assurance as an investment, accompany the 
pamphlet, which also shows how to determine the relative merit of Offices which 
are not altogether ‘ much of a muchness ’ as is generally believed.” 

BRADFORD OBSERVER. — “ The remarks on Life Assurance as a paying 
investment, apart from its protection against the misfortune of premature death, 
deserve to be widely read.” 

CARDIFF TIMES. — “ In terse and lucid fashion, Mr. Dent not merely em- 
phasises the utility of Life Assurance as an investment, but also explains how the 
assurer may obtain the maximum of security and the laa-gest return for money.” 

GLASGOW HERALD. — “The pamj^hlet takes the form of a dialogue, 
winch, together with a series of tables, shows the features to which an intending ' '"y" 

assurer should direct his attention before selecting a company.” | 

i LIVERPOOL COURIER. — “The dialogue is smartly vfiittcn, and touches. 

I on many of the most iinportapt elements' that have to be considered before a policv ' 

I is taken in any office. Appended are illustrative tables showing how widely ' 

' different offices vary in their mode of doing business.” 

% 

Price Is. By post, Is. Id. (ruider four ounces). 

JOHN HEYWOOD, Ltd., n?o 

Demgate, Mancliester ; and 20, 22, 24 and 26, lamb’s Condoit Street, London, W.C. 

. whitakee^b ALMANACkTISS. ~ 


INSUEANdE. 


ALLIANCE 

Assurance Company 

X-IMITEU. 

Head Office: BARTHOLOMEW LANE, LONDON, E.C. 
Established 1824. 

ACCUMULATED FUNDS EXCEED ^X6,S00,000. 

©irectore: 

, The Right Hon. Lord ROTHSCHILD, G.C.V.O., Chairman* | 

Ian Heathcoat Amoiiy, Esq. | John Hampton Hale, Esq. 


Chaeles Edwabe Baenett, Esq 


C. Shirrefp Hilton, Esq. 


Eredeeiok Cavendish Bentinck, Esq. i W. Doueo Hoabe, Esq. 


A. V. Dunlop Best, Esq. Alfred H. Huth, Esq. 

Francis Aug-ustus Be van, Esq. Francis Alfred Lucas, Esq. 

Percival Bosanquet, Esq, Hon. Henry Berkeley Poktman, 

Hon. Kenelm Pleydell Bouverie. i Hon. H. Charles Eothschilu. 
Thomas Henry Burroughes, Esq. Sir AIarcus Samuel, Barb. 
Francis AYilliam Buxton, Esq. PI. AIelvill Simons, Esq. 

John Bator, Esq. Hugh Colin Smith, Esq. 

His Grace The Duke of Devonshire. Bright Hon. Lord Stai.bridge. 

Col. The Hon. Everard C. Digby. Henry Alexander Trotter, Esq. 
Captain Gerald AI. A. Ellis. Bight Hon. The Earl of Yeeulam. 

Sir C. Rivers Wilson, G.G.AI.G., C.B. 


The operations of the Company extend to the following, among other branches 
of Insurance : — 




Consequeintial Loss foilowin^ Fire. 

Workmen’s Oomperssation. j 

Fersotiial Accident and Disease. | 

Third Party and Drivers* Risks. 

Plate Glass and Hail-storm. [ 

Bwrgrlary and ThefL 
Fidelity Guarantee. 

TheCompanyalsogrants—- 

^ ^ Policies, 

andundertakesthedutiesof— 

: , , Trustee and Executor. , ■ . 

Pr6speotiises and Proposal Forms may be had on application to any of the i 
Company’s Offices or Agents. ROBERT LEWiSs Genmil Manager, 

lyHiTAEEB’s ALMANACK, 1910. 



INS'UBANCE. 


— CENTRAL INSURANCE CO., Ltd. 

Giiamnteed by the Liverpool and London and Globe Iiistirance Co, 

Assets exceed £11,000,000. Ohairman — WALTER CHAMBEELIIR, Esq, 

FIRE, ACCIDENT, BURGLARY, WORKMEN’S COMPENSATION, 

X^OSS €>F I»jatOFITS. . 

Head Officer 1, Corwhili, E,C* 

Applications for Asrencies invited. , HUGH ' LEWSSj Rfllaiaa^er & Secretary. 

BRITANNIC ASSURANCE CO. 

ESTABLISHED 1S66. LIMITED, 

MIPE JlSSUJEt&mCBS, 


Funds Jt2,200,000. 


Claims Paid <£.6,500,000. 


The BRITANNIC *’ HOUSE PURCHASE SCHEME is Simplicity itself. ^ 

Applications for Agency Appointments invited,. Terms and all partiewlars from 

S. J. BOUT, ,^ecr<>fan/‘ 

Chief Offices BROAD STREET CORNER, BIRIVIINGHAM. 

THE BRITISH LAW FIRE INSURANCE COMPANY, 

LIMITED. 

HEAD 0FFICE---5, LOTHBDRY, BANK, LONDON, E.C. 


Subscribed Capital and Reserve 


^1,280,000 


TRUSTEES. j 

The Biiiht Hon. Tni; Loki) CiiiKK JvsTicE or EKtsLAKi), (r.C.M.O. I 

The Eight Han. Sir Boukut Ko.mku, (4.U.B. The Right Ron. Sir J. BuniKyi. ■■ 

Vhuirmati—'M. F. Momek Wn.ra.vM.s, Eisq. (Messrs. Jionier Williams, Robiiison & Milroy), Creat Tower -Street, L.t. : 
lieputy^Chahnmtn — C. Khkhwioh, Esq. (Mc.ssrs. Kekewich, Smith & Kaye), Sun oik Lane, E.C. j 

Messrs. Bailkii, Blaicku & Hawks, 117, Cannon Street, Loudon, E.C I 

BRANCH ESTABLISHMENTS. _ ^ i 

BIRMINGHAM: 124, Colmore Row.— Chairman, LIVERPOOL: 3, The Temple, Dale Street,— CTair- ; 


Bhadbluiv, Es(J. (Messrs, Saundew, Bradbury & 
Saunders), Biriainghain. J)iatnct Hecretarij, >1 J. 
Bn.il>LEV. 

BRIGHTON; 13S, North Street.— DiSiViVi St^^rdaru, 
A. Bougeks, 

BRISTOL: 31, Baldwin Street. . 7 amks 
Insrji*, E»i. iMessrs. James luskip & Son), Bristol. 
Dintncf- Secreixini, Eowaiid Aduenbiiooke. 
EDINBURGH ; 47, Frederick Street.— CftaiVman, Bojvr. 


uuin, AimicK S. Esq. (Messrs. Arthur fc?. 

Mather k Son). UUtrict Secretary, W. H- Starkey. 

CHESTER: 16, Corn Exchange Chambers.— C7joir- 
man, J. CuLErMoKE, Esq. (Messrs. Birch, (.ulliniore & 
Douglas), Chester. 


iNSRiR, E»i’ (Messrs. James ihskip & Son), ’Bristol. MANCHESTER : 41, Cross Street.- C. 
DiniHct- Secretary, Eowaiu) Aduenbrooke. Loui), Esq. (Messrs. Sale & Co.i, Booth Street, Man- 

INBURGH ; 47, Frederick Street.— CftaiVman, Robt. Chester. I>iatnct itecrciary , I ekcy Li.eis. 

STBATHEuy, Esq., W.S. (Messrs. Stratheriivt Blair), GLASGOW: 105, West George Street.— Dis/n'ri See- 
Charlotte Street, Edinburgh. District Secretary, retaries, John R. M’atson and Anuhew Pekn. ; 

R. Woon Hawks. ^ , 1 


EDS : s, East Parade.— Alt.en L, Booth, 
Esq. (Messrs. Booth, Clough & Wade), Leeds. Dis- 


trict Secretary, David M, Lixeev. 


NEWCASTLE-ON-TYNE : Post Ofiice Chambers.- ' 
Chairman, 1\ C. McKEXEn;, Ef=q. (IMessrs. Kidfion. 
McKen/iie & Kidson), District Secretary, A, Dent. • 


LONDON (West End): 3. Regent Street, Waterloo | BELFAST: 79, Royal Avenue. - District Secretary, 
Place, S. ‘W.—CImrnutn, Arthur M. Cope, Esq. Jamkk Wiei-iamsox. 

(Messrs. Cope & Co.). District Secretary. P. E. Vi. \ c-i. <. <r« • 


LEG«.iTT, S7, Queen Victoria Street, E.C.— i 
Secretary— 'S. P. WASSBRiiUGii. 28-9, Birkbeck Bank I 
Buildings, Southampton Buildings, W.C. Branch \ 
Secretary, A. E. Eraser. __ 


DUBLIN; 38, Dame Street — District Secrdaric?, 
Trevor N. and N. S. Smith. 


Also at Plymouth. 


This Company, established by Members of the Lefial Profession throughout the Country, entertains Proposals 
for Insurance against damage by Eire and TAghtning on eligible risks, including Mercantile Insunmocs. also 
Tjoss of Profits due to Eire, Employers' Liability, Workmen’s Compensation, Accident, anti Sickness, and Burglurv. 
Mq Foreign Business undertaken. 

Applieatiaiw for Affeneies invUaeL 

3famtger and Secreixi-nj—U. F 0 .STER CUTLEU. f021 

An Article dealing with the principal Insurance Offices 
doing business in the United Kingdom will be found on 
' .^age$ 350^ to 300* . ; 
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Bssurance Societi?. 

FOUNDED 1829. 

Office-2 & 3, TH E SANCTUARY, W ESTMINSTER, S.W. 

Patrons: THE ARCHBISHOP OF CANTERBURY. THE ARCHBISHOP OF YORK. 
P/’fisWenrt THE BISHOP OF LONDON. F/oe-Pres/a'efl^; THE LORD HARRIS. 
Chairman : THE DEAN OF CANTERBURY. Deputy-Chairman : Sir PA6ET BOWMAN, Bt. 
Secretary ; W. N. NEA LE, Esq . Actuary and Manager: FRANK B. WYATT, Esq., F.I.A. 

>he Society offers the BENEFITS of MUTUAL LIFE ASSURANCE withont 
Personal Liability on highly favourable terms to 

THE CLERGY AND THEIR RELATIVES. 

ALL PROFITS BBL ONQ TO THE MEMBERS. 

Aceumnlated Inmd - - £4,4Sf),823. 

- - £471,089. 

- - £4,250,464. 


Annual Ineome 
Bonuses Distributed 


LOW PREMIUMS. Notwithstanding the TiOWNESS of the Preminius 
LARGE BONUSES .charged, the BONUSES are cii an EXCEPTIONALLY 

NEW AND SPECIAL Application is _ invited for the PROSPECTUS, and 

POLICIES Leaflets explaining two new Polioies,With valuable 

r LiiviCiO. options, viz. i 

1. WHOLE -LIFE CONVERTIBLE ASSURANCES. Very Low Premium i 

—about one-half the USUM rate— during first ten years. 

2. PENSION POLICIES. Premiums returnable witli eompouud interest in case i 

of death or surrender before pension age. Option to commute for Cash. I 

Assurances without profits, at low rates of premium, may be effected, 
and Life Annuities*on favourable terms may be purchased, by any person 
irrespective of any special qualification by relationship to the Clergy. 

ANNUAL PREMIUMS for £1,000 with PROFITS. i 

IMPORTANT NOTICE. 

No Agents employed and No 
Commission paid for the intro- 
duction of business, whereby 
- ^10,000 , a ■ year: is . saved ; to 
the Members. 

Assurances can be ejected by 
direct commynication 
with the Oftioe, 2 & S,- The 
Sahctuaby, ■ Westmihsteb, S.W. 

. 172 


Adu 

NKXT 

PlUTIinAY. 

£.1000, 

Pav.lbi.e at Pk.ath. 

£1,000, 

Pay.able .at Age 6o or 

EAKI.'ER 


£ 

A‘. d. 

£ .■ S. : d. 

25 

20 

1 a 

27 ‘ 3 4 

30 

23 

a 4 

32 10 10 

35 

26 

10 0 

40 1 8 

40 

31 

1 6 

51 5 0 


Note,”— Under the Reduced 'Proniium Sysstem C^x- 
plained in Prospectus) four-fifths only of these premiums 
may be paid, the other one-fifth remaining a charge to 
he repaid out of Bonus, 


WHITAKEE’S ALMANACK, 19-10. 



NEXT BONUS 


The latest Bonus Report, Full Prospectus and every information 
, on application. 

(Telephone: jSTo, 3837 GEREARD.) . j)^ BESANT 

15. ST. JAMES'S SQUARE, LONDON, &W. ' ’ 

■ V wamsm’a AJtmSACK, 1910. 


iNgUfiAStlE. 

BSTABLISHBD 1824. 


VALUATION RATE OF INTEREST, 2’- PER CENT. ONLY. 

DISTINGUISHING FEATURES^ 


The current Valuation Period ends on the 30th June, iqh, and at 
the ensuing Division persons who effect NEW PROFIT POLICIES 
BEFORE THE END OF JUNE NEXT will be entitled to receive 
ONE YEAR’S ADDITIONAL SHARE OF PROFITS. 


i I y i I 


Chief Office : IS, ST. JAMES’S SQUARE, LONDON, &.W. 


I Directorsa . ^ 

I Chairman — JOHN COLES, Esq. 

I nepuhj‘ChairBmi--‘^lR RICHARD DOIinLAS POWFjLL, Bart., M.D., K.O.Y.O. 

I GEORGE F. BLACKER, M.D., F.R.0.a , Ven\ M. SI>^CLAIR, AilOHDEAOOi' 

JOHN ASTLEY BLOXAM, Esq., F.R.C.S. „ 

^rAR3TON 0. BU:55iAED, Esq., K.C. REID, Bart., M.D., G.C.V.O., 

EVELYN CECIL, EsQ., M.P. VRry'rev. WAL PAGE ROBEiri'S. D D., DrvN 

MAURICE 0. FITZGERALD, EsQ. or Salisbury. 

Rt. Hou. Sir WALTER FOSTER, M.D., D.C.L., TEALE, ALB., F.R.i’.S., 

p F.R.S. 

PERCIVALHORTON-SMITHHARTLEY,M.D., i J. H. WHITTALL, ESQ. 

M.V.O. 1 PETER WILLIAMS, ESQ. 


1-— THE GREAT SECURITY afforded by a valuation based on 2:^ per cent, 
j Interest only, with the further indemnity of a subscribed Proprietary Capital 

i of HalT a MiSlion Sterling, of which ^50,000 is paid up; 

; 2.— THE L.ARGE PROFITS arising from the actual Interest earned, nearly 4 
per cent., as well as from the longevity of the A1 embers and from Economy of 
! ■ Alanagemeut ; . ' 

3- — THE FREE CONDITIONS and exemption from all harassing restrictions 
under which Members receive their Contracts of Assurance. 



INSUEANCE. \ 

Assu ranee— 
Company, Ltd., 

IH WHICH IS NOW 

Xx%sY:3ix>e»i:!iL04B Sc»€3i4Bt3r9 SSst* JLS06* 

FmE--UF£-MMmN£—AGGm£Nn 


GOMMERGIAL UNION 


CAPITAL FULLY SUBSCRIBED 


. ^ 52,950 ,000 

• SssreoTTssT 


LIFE FUND 

SPECIAL TRUST FUNDS:— 

“ West of England ” .. .. 641,697 

“ Hand-in-Hand ” .. 3,715,746 

“ Union Life Fund” 3,784,705 

OTHER ASSETS 6,184,270 

Total .. ^ 7533 / 755 ' 

e TOTAL ANNUAL INCOME EXCEEDS .. §?250;t5ob 

Head Office: 24, 25 and 26, CORNHIL.L, LONDON, E.C. 

Directors: 


W. Eeiee^n Arbuthnot, Esq, 

The Hon Lionel Ashley. 

Bobert Barclay, Esq. (Barclay <fc Co., Ltd.L 
W. AIiddleton Campbell, Esq. (Curtis, Caiup- 
bell&Co.). 

li-.-Col. 0. ^Y. Campbell. 

Jeremiah CoLMAN,Bart(J. & J.CoIinaiLLtd.). 
The Bight Hon. Lord Courtney of Penwith. 
William 0. Dawes, E.sq. (J. B. Westray <& Co.). 
W. M. Guthrie, Esq. 

Eeedk. W. Harris, Esq, (Harris & Dixon, Ltd.). 


Charles R. Gurney Hoars, E.sq. 

Sir Edward S. Hope, K.O.B. 

Andrew Johnston, Esq. 

F. Larkworthy, Esq. 

John H. Ley, E.sq. 

J. Carr Saunders, Esq. 

The Right Hon. Sir ANDREW R. SCOBLE, K.C., 

k:.c.s.i. 

Alexander Billing Sim, Esq. (Churchill & Sim). 
W. J. Thompson, Esq. (W, J, & H. Thompson). 
John Trotter, Esq, 


The following classes of InsuTances effected 

Z.KFK & ANNUZTXES, MARZNE, Z.£AS£H;0Z.D REDEMPTION & SINKIRG 
FUND, ACCZDENTji including FeT.sonal Accident, Third Party, Burglary, plate Glass, Fidelity Guarantoe. 
Employers’ Liability and Workmen's Compensation, The Company will act as TRUSTEES dfc EXECUTORS 
under Wills, 

Prosiiectuses and all information needful for effecting Assurances may ho obhiineJ at any of the Company’s 
Offices or Agencies throughout the Wi^rld. |7g 


COUNTY 

Consequential Loss following 
Fire, 

Personal Accident and Disease, 
Workmen’s Compensation, 
Domestic Servants, 

Third Party and Drivers’ Risks, 
Burglary, 

Plate Glass, 

Fidelity Guarantee, 

INSURANCES EFFECTED ON THE NIOST FAVOURABLE TERMS. 

THE BUSINESS OF THIS OFFICE IS CONFINED TO THE UNITED KINCDOM. 

Wull ' Dartimdars ovi application to th& Mead Offloep ' JDrancheSf^ ' 
and Agents of the Cornpany, 


FIRE 

OFFICE, 

LIMITED, 

50 REGENT ST., W., 

AND 

4 LOMBARD ST, U., 
LONDON. 


JiPPLmTIOIIS FOE AQENOIES INVITED. 

F. G. REYNOLDS, Secretary. [33 

WHITAKBR’S ALMANACK, 1910. 




FUNDS IN HAND, £4,500,000. 


ttHiSAOK, Imo, 






HORSE AND VEHICLE INSURANCE, 

MOTOR-CAR AND DRIVERS’ ACCIDENTS, 

BURGLARY AND PLATE GLASS INSURANCE. 


IMPERIAL ACCIDENT INSURANCE COMPANY, Ltd. 

Established 1878. 


MEAT) O.W'FI€BS:17, JPAJLZ MALZ EAST, ZOynoy, S,W. 
and Cattle Insured against Death from Accident or Disease. 
Mares Insured for Foaling and Doss of Foals. 

Motor Gars and Carriages Insured against Accidental Damage. 
Employers Insured agiiinst Drivers' Accidents to Persons and Froyerty." 
Farmers' Diability for Accidents to labourers Insured. 

CLAIMS PAID EXCEED £400,000. 

Prospectuses, &c., post free. Agents Required. B. S. ESSEX,. 


Insurance Office, Limited, 

11, NORFOLK STREET, STRAND, LONDON, W.C. 


FIRE. EMPLOYERS’ LIABILITY. 
PERSONAL ACCIDENT. BURGLARY & THEFT. 

GLASS. 


Life Assurance Society, 


6, NEW BRIDGE STREET, BLACKFRIARS, LONDON, E.C. 


ESTABZISIIEIJ 182 S, 


HENRY Torrent Anstruthbr, Esq. 
Eobert Crawfurd Antrobus, Esq. ' 

The Hon. Thomas H. A. E, Cochrane, M.P. 
Hugh H. .T. W. Drummond, Esq. 

The Ht. Hon. EARL Eoetescue. 


DIRECTORS. 

The Pvt. Hon. Viscount St. Aldwyn, Olminnan, 
Cbcil F. Parr, E.sq., Zeputy-Ckamnan. 


Samuel .Tohn Gurnet Ho are, Esq. 
Kobert :Martin Holland, Es<l 
S ir Thomas H. C. Troubridge, Bt. 
-TirOKARD WOOLLCOMBE. Es(}. 

Sir VTLL1A3I lAVrRENCE VoUNC, Bt. 


AUDITOR. 

William Plender, E.sq., F.c.A. 

AeUmrii wnd Secnt(mj^ Qis,o, Todd, Esq,, ALA., F.I.'V, 


MUTUAL LIFE ASSURANCE. NO PERSONAL LIABILITY. 


LOW PREMIUMS,r- V BONUS. 

CLAIMS PAID mNHKDHTELY on Proof of DoAth and Title. [S4 


IKStJRA?fCE. 
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ENGLISH AND SGOniSH UWl 

UFE ASSURANCE ASSOCIATION.' 




• TRUSTEES. 

The Right Hon. the Earl op HALSBruy, late 
Lord High Chancellor of Great liritain. 

The Right Hon, the EakIj of Home. 

The Right Hon. the Earl oi;' Ranfurly, 

O.O.H.G. 


The Right Hon. Baroj; Collins, Loro of 
Ai)peal. 

The Honourable Lord Adam, late one of 
the Judges of the Court of Session in 
Scotland, 


JilRECTORS. 


London, 

Honier r. IMonieh-Williams, Tisq., ChainnaiL 
Ersest Noel, Esli., Viee-Vhainnan. 

Spenoer Perceval Butler, Es<i. 

The Right Hon. Lord Castletown, K.P. 
William Ellis Hume-Williams, Esq., K.c. 
Sir Henry i^tATHER .Taokson, Burt. 

Edw.ard Linoard Lucas, Esai. 

Walter Percy Norton, Esli. 

Henry Francis Slattery, Esii, 


Edinburgh, 

Andrew Beatson Bell, Es(i., Advocate, 

Chairman. 

James Adam, Esq., Advocate. 

James Balfour-Kinnear, Esq., 

Charles Cook, Es(i,, w.s. 

James A. Robertson Durham, 

James Steuart, Esq,, W.S. 

Robert Strathern, Esq., W.S. 


OFFICES: -( 


12, WATERLOO PLACE, LONDON, S.W. 

ALBERT G. SCOTT, General Manager, 

JOHlSi SPENCER, F.I.A., Actuary d: Secyeiary. 

AND 

41 , CHARLOTTE SQUARE, EDINBURGH. 

W. A. SMITH, F.Ii'.A., Manager cfr t^ecrctarg. 


Total Funds exceed 
Claims Paid exceed 


£2,900,000 

£5,700,000 


New Gombinod ‘^Investmont and InsupaneS’’* Polley. 

Educmtlonml Endowments, and Defepred Assupanoes 

fop Ghildpen. 


LOANS GRANTED 

On Personal Security with Policies, and on Life Interests] 
and Reversions. 

, , , , ■ ' '130 j 


Whitaker's almanack, 1910 , 


INSUKANCE. 



THE EMPLOYERS’ LIABILITY 
ASSURANCE CORPORATION, Lm 

Capital . . . . £1,000,000 

Reserves .. .. £1,300,000 

WORKMEN’S COMPENSATION. 

ACCIDENTS OF ALL KINDS. " 

Government Bonds. MercantiJe^Bonds. ^ 

FIRE. BURGLARY. 


HAMILTON HOUSE, VICTORIA EMBANKMENT, E.G. 

Agencies in the principal commercial centres throughout the World, [74 

THE EQUITABLE 

LIFE ASSURANCE SOCIETY. 

(FOUNDED 1762.) “ 

THE OLDEST MUTUAL LIFE OFFICE IN EXISTEMCE. 


fmm EXGEEB , * - - - -r - 

THE SOCIETY HAS NO SHAREHOLDERS, AND RAYS 
NO COMIVIISSION, AND CONSEQUENTLY SECURES 

THE MAXIMUM BEIEFIT TO POyCYHQLDERS. 


THE NEW DEATH DUTIES. 


specially Low Non-Profit Rates 
for Death Duty Policies* 

Full particulars can be Lad on application to tlie Society’s Office— 

MJHDNTSIOISr HIOUSE STmEE-T, XiOWJDOW, E*C. 
(THE ONLY "ADDRESS). [IfuS 


1N8UEAS0K, 
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EQUITY 6 EA^ 

Life Assurance Society, 

i8, LINCOLN’S INN FIELDS, LONDON. 

USTABLISHEB 1844. 

Directors.. 

Chc^rman-^omih Henry EuSsell, Esq. DcxMty-Chairman-^lom. CliOF'i: DeVEEELL, Esq 


Harold Agnew, Esq. 

0 . E. Broughton, Esq, 

Edmund IJhurch, Esq. 

Philip G. Collins, Esq. 

Sir Kenelm B. Digby, G.O.B., E.O. 
Charles Baker Dimond, Esq. 

Sir Howard W. Elphinstone, Bart. 
The Hon. Mr. Justice Grantham. 
*iohari) L. Harrison, Esq. 

L. W. JJiORTH HICKLEY, Esq. 


Archibald Herbert James, Esq. 

The Bt. Hon, Lord Magnaghten, G.C.M.G, 
William Maples, Esq. 

Edward Moberlt, Esq. 

The Eon. Mr. Justice Phillimore. 

George Thompson Powell, Esii. 

Mark Lemon Romer, Esq., K.C. 

The Hon. Charles Bussell. 

Bichard Stephens Taylor, Es(i. 

H. P. Bowling Treyanion, Esq. 


MODERATE PREMIUMS— STRINGENT VALUATION- 
LARGE BONUSES. 


SOME EXAMPLES OP CLAIMS recently paid by the 
Society. 


Date 
of Policy. 

Original 

Sum Assured. 

Sum Assured and 
Bonuses Paid at Deai 


& 

5 . 

d. 

£ 

s. 

d. 

1849 

2,000 

0 

0 

5,233 

17 

0 

1855 

500 

0 

0 

1,188 

19 

0 

1856 

3,000 

0 

0 

6,819 

17 

0 

1856 

2,000 

0 

0 

4,604 

16 

0 

1858 

160 

0 

0 

324 

19 

0 

1859 

300 

0 

0 

653 

12 

0 

1861 

250 

0 

0 

609 

5 

0 

1865 

600 

0 

0 

1,005 

2 

0 

1869 

6,000 

0 

0 

10,256 

6 

0 


■ Funds exceed ^4e,SOOjOOO 

Claims Paid exceed ^ 750 S 5 j 000 

Income exceeds JS 4 :S 09000 

eXPENSE OF IVIAilAOEIVIEliT OIILY lOi PEE iCENT. ^OF PREMiUm mcOlWIE. 

Full prospectus and every information will be sent on application to 

W. P. PHELPS, Actim^ and Secretary/, 
18, Lmcohi's Inn Fields. im 

WHITAKEB’S - ALMANACK, ■ 1910. ■ 





ACCUMULATED FUND 
ANNUAL INCOME 


Head Office—BRADFORD, YORKSHIRE; 

London Office: 17, GRACECHURCH STREET, E.C, 
Birmingham Office: 44, WATERLOO STREET. 


WiiMAM H. Grecort, Semiary, 


WHM'AKEtfs' iiMANiCK, 1910, 


ISSUBASCE. 


THEFINE ART& GENERAL ISURANCE CO., 


LIMITED. 


iS500,000. 


President : The Eae-L of Okawfobb, K,.T. Vks-President : The Mabql’IS of Uipon, K.C. V.O. 

l>IME€T01tS* 


J. M. Macbon ALT), Esq. (Messrs. Matheson 
& Co.), Chairman. 

H.S.H. Prince Tbaxois OP TECK, K.C.V.O.j 
D.S.O, 

'riio Luni ^moa-taou op beatjliex;. 

'J'hc Hon. Claude c;. Hay, M.P. 


Sir Surest S’. H. Hatch, Bart. 

Sir Jambs B. Linton, B.E.I. 

Sir Benbst a. Waterlow, 11. A., P.H.)y.S. 
CuTHUEiiT E. Heath, E.sq. (of Lloyd’s). 

T. Humphry W^ird, Esq. 

J. E. WmOHT, E.S(i. 6 


THE LEADING INDEPENDENT FIRE INSURANCE COMPANY. 


BURGLARY OR BURGLARY AND FIRE COMBINED. 


Personal Accident. Employers* Liability. 

HEAD 0FF1CES~89 & 90, CHEAPSIDE, LONDON, E.C. I 


GeBemI Managep and Secpetapy—A. PLAYER FEBDEN. 


FRIENDS’ PROVIDENT INSTITUTION 

FOR MUTUAL LIFE ASSURANCE 

ESTABLISHED 1832 


£3,300,000 

£300,000 


This Institution is the Life Assiirance Office estab.lished by the )Soeiety of : 
Friends (Quakers), and is under the management of ‘h.Iembers of that Societ}^ ; 

The Scale of Premiums charged is low ; but, owing to careful selection of lives : 
and economical management, very satisfactory Bonuses have been realised. 

The advantages of the Insfikitlon are open to those 2>eeso7is who are or have been ' 
Friends ; and to others loho are of Quaker descent^ or are connected with Friends by ' 
ties of kindred f marriage, or education, or by partnership in business. 


f 



«f' 








INSXJEA1?CE. ~ 935 

THrMRSE7C™CE M CENERAI 

In&urance Company, Limited. 

Chief Office ; 17, QU EEN VICTORIA S TREET, LONDON, E.C. 

Insure Horses and other Live Stock against Accident and Diseases, Carriages and Motor Cars 
against Accidents, Owners of Horses and Vehicles against Claims for Injury to the Persoji or 
Proxjerty of Third Parties. Oeneral Indeninity, Sx>ecial Bates quoted for Special Itisks, 

Farmers’ Insurance. Personal Accident Insurance, Workmen’s Compensation Insurance, and ' || 

Fire Insurance. _ 1; 

* I*afi‘Oitifie<f h}/ Ills Majesly the Mhrf/t 7 ] 

CLAIMS PAID EXCJIeD HALF-A^ [I 

THE OLDEST OFFICE OF ITS KIND. :! 

J , Mumffinsi Di.reeU,r-.A. WAXEBS. Secrefar>i—-R. E. WlMOJf. [77 


OEIWE^RAIL 

JI.CCXnEK'OD IFIRE X-XEE 

ASSURANCE CORPORATION, Limited. 


ESTABLISHED 1885. 

THE PREMIER NON-TARIFF OOMPANY. 
ASSETS, *1,500,000, OLAISViS FA!D, *3,000,000, 

LIFE AND PROPERTY INSURED. AND EVERY 
LIABILITY COVERED AT LOW RATES. 
Special Oeparlaeats now addled for Live Stock and Plate Glass Insurance. 


WHY PAY HIGH PREMIUMS TO TARIFF COMPANIES? 


The Bonds of this Corporation are.acceptecl by 
all Departments of His Majesty’s Government. 

PROSPECTUSES AUB EVERY INFORlVIATiON FREE BY RETURW POST. 

Chief Offices ' / 

vnwj unices. < ^ STREET, CHEAPSIM, lONPON, E.C. 

AND BRANCHES IN EVERY BUSINESS CENTRE. 


THM OMIGINAL SOCIETY . 

TrtE Guarantee Society, 

19, BIRCHiN LANE, CORNHILL, E.C. 

^ Bmpowered by Special Act of Parliament, 5 Victoria, Session 184-2. 

CAPITAL, £100,000, FULLY PAID UP AND INVESTED. 

'riuf Guaruiitotj Society ifiSucK Cluarautees on tlte lowest tcvms I'oi- tlie FicEolity of perstuis in 
situatioiLS of Trust. 

The Society, by Special Act of Parliainent, is expressly authorised to give seiuirity for Ofticials 
of the Goverriinent, and for those wlio may be required to give Bond to the Crown. i 

Prospeciuses, Foi'ins of Pi-oposal, &c., may be obtained on appiicatioii io . i 

_______ ___ FREDERIC HUGH SHERWEL^ ShORETART. [67 1 
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INSUE.AJSrCj:, 


ESTABLISHED tB21, 


GUARDIAN 

ASSURANCE COMPANY, LTD. 

Head Offlce-lh LOMBARD STREET, LONDON, EM, 


Subscribed Capital 
Paid-up Capital . 


£2,000,000 

£1,000,000 


Total Assets over 
Total Income over 


£6,460,000 

£1,180,000 


DIRECTORS. 

Hon. Evelyn Horbarb, KcniMANeSsq. 

A. Burrell, Esq, 


PJglit Hon. Lord Aldenham. 

Henry Bonhaai-Oarter, Esq. 

UTlliam Bawwon, Esq. 

Bight, Hon. Lord Eversley. 

P. Lyttelton Cell, Esq. 

Lionel H. Hanbury, Esq. 

J. Warrington Ha ward, Esq., P.B.C.S. 
BOBERT L. Hunter, Esq. 


REGINALD E. JOHNSTON, E.sq. 
George Lake, Esq. 

E. Henry Loyd, Esq, 

Right Hon. Viscount IvrORPETH, M.P. 
Sir AUGUSTUS PREA'OST, Bart. 
Roderick Pryor, Esq. 

Right Hon. J OHN G. TalBOT, M.P. 


Seeretary--T. G. C. Browne. Jetuary—BRTs^EST Woods. 
Miimyer of Fire Department— A. J, Relton. 


; Law Courts Branch — 31, FLEET STREET, E.C. 

! Branch Manager— Q'EO, W. Reynolds. Bankers— ’Messrs. Child & Co, 

I Westminster Branch— 28 , KING STREET, COVENT GARDEN, W.C. 

Branch S'ecreiary— A lex.ander Latta, Barikevs— Messrs. COGCS, BIDPULPH & Co. 


FIRE DEPARTMENT, 

EIRE IN’STRAKCES effected upon Property at Home and Abroad at moderate rates. Losse.^ 
’ ’ ” Ooi 


1 by Lightning are made good by the Company. 

FUNDS (1908), £760,000, 


INCOME over £570,600. 


LIFE DEPARTMENT. 

The very satisfactory results of the last Dhision of Profits are fully set out in the Company’s 
} Prospectus. T’he Reserves were substantially increased, and the rates of Bonus will compare 
' favourably with those of moist Offices. 


FUNDS (1903) over £4,120,000. 


INCOME over £463,000. 


GENERAL DEPARTMENT. 

Personas AecRCtent, EmpIoyarsV Liafoillty, Burjgriary, Fidelity, Cllassi 
lOonseduential Loss result! rig: from Fire, Profits, Rejg:istered 
Post, and Ail Risks insurance. 

, Policies are issued insuring against All Accidents and certain Hiseases, and against the 
j Liability of Employers for Accidents to their Workmen or Servants or to the Public. 

The Company grants Policies of Insurance against loss by Burglary, Housebreaking and 
Larceny and Breakage of Glass upon moderate terms. The Compatiy also grants Guarantej^s 
covering Employers against loss arising from the fraud or dishonesty of their Employees. 
Moderate rates of Premium for these and all other classes of Insurance undertaken hv the 
Company. ‘ " 

FUNDS (1908) £108,673, INCOME over £117,000. 

,,, Pull information will be, forwarded on application, 




^ Dweci<yr8 m’e pr^areA: to mmider Applieatimu for Agemies. 


If 
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THE LEGAL INSURANCE COMPANY, Limited 

Head Office; 231-232, STMND, LONDON, W.C. 



Capital - - - 

Subscribed Capital 


tPrustccs 


I i; 

( T] 


^ 1 , 000 , 000 . 

£ 500 , 000 . 


The Hon. Mr. Justice CHAKNELL. 

'HE Hon. Mr. Justice BAHGKAVE BEANE,. 
The Hon. ALFRED E. GATHORNE-HAKDY. 


Chairman — J. FIELD BEALE, Solicitor. 

FIRE. ACCIDENT. PROFITS. 

Write for PartieiiUrs. Henry M. Low, General Maimgcr. 


mSU RANGE SOCI ETY 

LIMITED, 

114, CHANCERY LANE, LONDON, W.C. 

personal Accident and Disease. Burglary, Fidelity Guarantee, Workmen’s 
Compensation, including Domestic Servants. Third Party and Plate Glass. 

CHARLES PLXJMPTRE^OHlis’o^^^ Chairman 

iJobnsoiis, Long & Raymond-Barker), Lincoln’s Inn. 

ROMER WILLIAMS, Esq., D.L., J.P., Vice-Chairman 
(Williams & Jamcsi, Norfolk House, Thame.s Embankment, 
f Secretary--H. T. OWEN LEGO ATT. Assistant Secretary— ARTHUR E. C. ^YHITE. 
SECURITY UNSURPASSED. 

Every facility is afforded for the tra.nsaction of Insurance business on the most favourable terras, and surveys, 
where necesHary, are undertaken by the Society free of charge. Proai>ectuses and Proposal Forms and full infor- 
mation may be had at the Society's Oflice. The business of this Society is confined to the United Kingdom. 


LAW LIFE ASSURANCE SOGIEn, 

187, Fleet Street, London, E.C. 


UNDOUBTED SECURITY. MODERATE PREMIUMS. 

SIMPLE AND CONCISE FORMS OF POLICY. 
INTERMEDIATE BONUSES. GUARANTEED SURRENDER VALUES. 


Estate Duty Policies are granted under wliicli the. Society ig enabled to pay 
the wliole or part of the sum assured to the Inland Revenue Authorities, in 
satisfaction of the Duty, before Probate is obtained, , 


;Assets» 31st December,-- 1908.': ■ S5,.4 15,782'. 

Income, 1908 ... S5S8-,927 

Total Claims paM up to 3ist Dec«, 1908 i22,240,633 


For ProsjyechiseSf Proposal Forms, dc., af>ply to ilis Manager, 

LAW LIFE ASSURANCE SOCIETY, 187, Fleet Street, London, E.C. 
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I ■ Trystees ■ 

'■ Tlie Hig'ht Ifon. The Eaul of 

HAiBBDRY.' 

The Hou. Mr. fetir-e Dkame. 

His Honour Judge liACON. 

EIOHAIIB ?E2fFIX(JTOK, Esc}., J.P. 

I I EohER M'illtAMS, Esq., IXL., J.P. 


■ Advantage®® 

1. Financial Security. 

2 . Freedom from all restrictions 

and condition.^. ^ 

3 . Protection from risk of for- 

feiture. 

4 . Guarantee of surrender' value. 

5 . Immediate payment of death 

claims. 

6 . Large Bonuses. 


Directors 

CM/ma;?.— P ennington, Rioilakp, 

! Esq,, J.P. 

Deputy Ch a I v m a n. — Williams, ■ 
Romer, Esq., R.L., J.P. ; 

Bacon, His Honour Judge. 

Deane, The Hon. Mr. Justice. 
El 7 .is-danvers, Edmund Henry, ; 

' Esq.. . ■ ■ i 

Finch, Arthur J., Esq. ; 

Follett, John s., Esq., J.P. ■ 

Feere, John W'. 0 ., Esq, i 

Grant-Meek, A., Esq., J.P. (Devizes), | 


i Kai.dane, FiuiNOlBG., Esq., W’'.vS. | 

I HEAi.Ey, Bir C. E. H. CHAinvycKj 
I K.t-.B.,K.C. j 

I Johnson. Charles p., Esq., J.P. ; 

; MAsTER.R.tN, Henry Chauncy, Esq. 

! Mellor, Tho Right Hon. John W'., ’ 

I .K.e. ■ 1 

' Rawle, Thomas, Es{i. ; 

^ BaLTWELL, W'lLLIAM HENRY, Efiq. 

' TwEEDIE, R. W'. , Esq. 
j YouNaER, Robert, E»q., K.C. 


FINANCIAL POSITION on 1st January, 1909. 

Annual Revenue .C.843,000 

Total Assets exceed ... ... ... .£6,317,000 

Assurance Claims and Bonus Paid exceed £10,000,000 

BONUS, 1906.— 1 Beyersionary Addition was iDaclo to Policies at tbc last 
Division of Profits at the rateof, ^1 1SSf.per aniium for each £100 assured, together 
with a proportionate addition upon all previous Bonus attached to tho Po.IicY. The 
additions,- per £1,000 assured made to Policies ranking for a full five years* Bonus 
ranged from £95 to £218. 


THE PERFECTED SYSTEM OF LIFE ASSURANCE 


10, FLEET STREET, LONDON, EX. 


Established 

1836 


Empowered By 
■ '.Act of ■ 

" 'Parliament 



ASSURANEE COMP^ ltM“ 

div/iriF. - EustON Square i 

. : - ^ ?Eqn^^ w. 


eOMPENSATlON. 


ESTABLISHED 1881 


PREMIUM INCOME 
1908, 
£ 598 , 024 . 

Assurance Funds, 

£ 1 , 012 , 144 . 

THOS. NEILL, 

CiENCML Manager. 


iliviERPObL 

-LONDONif^ 


insurance coMpAmy 


LOSS OF 
PROFITS. 


TOTAL CLAIIVIS PAID EXCEED i£3, 330, 000. 


whitAkee’s aemanack, 1910 , 


Mnnmutii. 
BURGLARY. 
ACGIBENTS. 
MOTOR GAR. 


ASSETS EXCEED £11,000,000. 

• • 1. 

QUINQUENNIAL VALUATION THE 
LARGE REVERSIONARY SONUS OF 35/~ PER CENT. PER ANNUNI WAS 
AGAIN DECLARED, 


I, DALE STREET, LIVERPOOL. 
I, CORNHILL, E.C. 


Head Office = » . . ,, DALE STREET, LIVERPOOL. 

London \ " L CORNHILL, E.C. 

I Branch Ofiices - - 56, CHARING XROSS; 41, MINCING LANE; 

\ a«6 89, THE GROVE, STRATFORD. 

Brancli and Bistrict Offices : Birmingham, Bradford, Brighton, Brrstol, Cardipp, Carlisle, 
LINCOLN, aMaNOHESTER, NEWC ASTLE-ON-TyNK, NORTHAMPTON, NORWICH, 

Plymouth, Portsmouth, Swansea, Aberdeen, Dundee, Edinburgh 
wLAsGow, BELFA.SX, and Dublin. ’ 


Applications ■for Ag-enciea Inviteci. 


[203 




INSCHANCE. 


940 


THE LONDON ASSURANCE. 

Xncorporated by Moyal Charter^ 1720* 

Por FIRE, UPB, MARINE, ACCIDENT, and BURGLARY Assurances. 

Head Office; No. 7 , Royal Exchange, London, 

West End Office ; No. 22, Pall Mall, S.W. 

Oovcrnor. ' 

Frederic Lubbock, Esq, 

^i4b“0ove»*»iior. Depuiy«CSoveraor« ’ 

William Thomas Brand, Esq. i Colin Frederick Campbell, E|q, 

Directors. 


Charles G. Arbuthnot, Esq. 

Otto August Benecke, Esq. 
Robert Henry Benson, Esq. 

0. Algernon Campbell, Esq. 
Alfred C. Cole, Esq. 

Gerard Powys Bewhurst, Esq. 
Hon. Gerald H. B. Gibbs. 

Henry Goschen, Esq. 

Charles S. S. Guthrie, Esq. 
Henry J. B. Kendall, Esq. 
Secretary. 

C. A. Denton, Esq. 

Managrer of the Fire, Life, and 
Accident Departments. 

James Clunes, Esq. 


Curtis W. Lampson, Esq., 

Ronald Malcolm, Esq. , , ♦ 
Grbville H. Palmer, Esq. ' 
'Selwyn , B. Pryor, Esq. , ■ 

George Bolbuss, Esq. 

John AI. Ryrie, Esq. , 

Rear-Admiral Hector B. Stewart. 
George W. TAiiLEN'cs, Esq. 

Hon. Percy I\r. Thesiger, 

Vincent C. Vickers, Esq. 
Underwriter. 

S. K. Davis, Esq, 

Actuary. 

A. G. Hemming, Esq. 


The Corporation has granted Fire, Life, and Alarine Assurances for nearly Two 
Hundred Years, and now undertakes Burglary and Accident Business, including 
Liability to Employers in respect of Domestic Servants, Shop and Warehouse 
Assistants, under the Workmen’s Compensation Act of 1906. 


INCOME, 1908 . 




Life Premiums ... 

„ £174,645 

13 

2 

Fire Premiums ... 

640,318 

18 

5 

Marine Premiums 

.. 295,186 

8 

1 

Accident Premiums 

7,487 

7 

5 

Interest 

147,447 

2 

4 

Other Receipts 

1,483 

5 

6 


£1,266,568 

11.. 

11 

FUNDS, 31 st December, 1008 . 



Shareholders* Capital paid up ... 

.. 8448,275 

0 

0 

General Reserve Fund 

300,000 

0 

0 

Life Assurance Funds ... 

.. 2,357,242 

8 

4 

Fire Fund 

.. 450,000 

0 

0 

Marine Fund ... ... 

280,000 

0 

0 

Accident Fund 

5,732 

5 

8 

Profit and Loss 

146,013 

10 

I 

Investments Reserve Account ... 

100,000 

0 

0 

Provision for accrued liabilities 

131,262 

10 



£4,218,525 

A1 

1 


pf ttie Accounts cma be bud on upplicatiom 


{SO 


i'fli 
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INCOME 

eacceeds 

£499,000. 


HKitfiKRT E. Ool.KS, Esq., 2G, Cleveland Square, 'VV. I Hcoh Mokbisok, Esq., 5fV Colon 
E. Muruay iNi), Esq., Coonibe Lodge, Great Warley, Sjb Owen Roberts, Henley Paid 
Essex. W. J, H. WHm’.ux. Esq., 1 

A. R. Eibby, Es»i., si, Cromwell Road, S. Kensington. I Camixlen Hill, W. 

Joint Seoretaries—S. L. Andehsox and W. R. Stkong, E.I.A. 


INSURANCE'. : ;... 94.1 

PEARL ASSURANCE GOMPANY, Ltik 

CHIEF OFFICES ; LONDON BRIDGE, E.C. 

Estahlislied XB64. Incorporated binder Act of ParUamenL 

F. J. FOLEY,' Esq., I*resldent 

ANNUAL INCOME ... r~r. ... £2,000,000 

ACCUMULATED FUNDS NEARLY £5,000,000 
CLAIMS PAID ... £7,000,000 

G. Sh Sam } mre eton. 

Wanted, additional Representatives in all Districts. 

• To good business men, liberal terms and certain success. (84 


Telephone, CENTRAL i:a6x8. ESTABLISMMJO 1861, 

The LONDON AND GENERAL 


. PLATE GLASS INSURANCE COMPANY, 

19 , H£i.yxia.si,x*!fa:et, liondLoia., S.'SIT. 

ONE OF THE OLDEST CO'MPANIES TRANSACTING THIS CLA,SS OF INSURANCE. 

A Moderate Tariff of Rates. Liberal Commission to Agents. 

For Terms apply to the Secretary, as above. [i^o 


ACCIDENT Co., Ltd. 

HEAD OFFICE; 42-45, New Broad Street, London, E.C. 

West Bnd Office: 61, St. James*s Street, S.W. 

GUARANTEES OF ALL KINDS, 

PERSONAL ACCIDENT and ALL SICKNESS. 
WORKMEN’S COMPENSATION and THIRD PARTY, 
FIRE and BURGLARY, 

MOTOR CAR, PLATE GLASS, and LIFT INSURANCES. 


ASSETS 

exceed 

£ 864 , 000 . 


CLAIMS PAID 
exceed 
£ 1 , 857 , 000 . 


Whitaker’s almanack, 1910. 



THE 

LONDON LIFE ‘ISfS" 

ikmmXikl LIFE ASSURANOE OFFICE ESTABIISRED m 1806), 

81 King Wiiiiam Street, London, E.C. 


Ill 


HALF PREMIUM SYSTEM. | 

This popular metbod of providing a maximtim assurance at a niiininiim\‘ost. 
depends on the use, as security for the advances made, of the large surrender value 
allowed by the Association. It is specially provided for those who would o4her\\iso 
intend to effect a further |)olicy at the end of seven years when the original preunmn 
will first become siibject to rediiclion, for they may thus doiildo the anunuit of a 
fully participating x>olicy at the outset without substantially inc*rGa;siug the initial 
annual cash payment, and be covered for an additional sum payiug the x^reiniiin^, 
attaching to the younger age only. Under the system in question, a fully x>artiei- 
I x^ating x^olicy (which it is not necessary to lodge at the office) may l>e taken out; 
with a condition that a sum (of at least £10) not exceeding a half of the ordinary I 
premium shall be advanced in each of the first seven years as a first charge thereon 
towards payment of the premium, interest at four per cent, being yearly paid : but 
there is no obligation on the assured to accept all the advances if he slioukl in'eiav . 
on any occasion to pay the full premium in cash ; while an advance may at any 
time after the first six months be repaid in one sum or by reasonable instalments, ! 
or it may remain until the policy becomes a claim. It is anticipated that the eighth 
year’s x)remium will be reduced by not less than 55 per cent, with the prospect of ( 
further gradual diminution in after years. TJie following example has reference ! 
to the yearly premiums payable during life on ahlassurance for the whole continu- j 
ance thereof, but similar moieties of half-yearly and cjuarterly premiums, or of the ' 
premiums on any other form of fully participating assurance, may also be charged | 
on a x^olicy, | 

■*'*’*‘*^^ For example, an eutnint at nearest age. 21 'A’ould, under this I 

Xear-i Annual Premium system and the estimate meiititmed, ]iay in cash for an assurance 1 

Ace *^*^*^*'’ £1,000 receivable at death, at an annual premhuii of j 




^ 

^•24 

as. Od. not more than — 





' Moiety ’ 

Estimated 1 





.T 

£ 

during 
jSrst seven 


fur 

eighth 

1st 

(Half Premium 

year t (Ijurge vStamp 

vx 

0 

1 

D », 
0 > 

a loan living made cvf l‘i 

yciirs. 


year. 

2 nd 

{ Half Pi'emium. , . .. 

vx 

i> 

0 i. 







” 1 1 nterest .. 

u 

D 

a ' 


i £ s. d. 

£ 

tS. d. 

3rd 

/Half Premium .. .. 

” 1 Interest , . . . . . 

IX 

0 

39 

u 1 


I i 3 9 

1 

1 5 

4th 

/Half Premium 
** , . ’ Interest .. .. 

Vi 

1 

R 

S 

0 1 
30.' 

n 12 

i 1 6 6 

1 

3 11 

5th 

/ Half Premium . . . . 
/Interest .. 

IX 

1 


0 *. 
rt I 

.. 12 

1 10 0 

1 

7 0 

6th 

(Half Premium 
\ Interest . . , . 

vx 

S 

Of 
0 1 

.r IX 

1 14 3 

1 

10 10 

7th 

(Half Premium .. 

” t Interest 

12 

J7 

t*> 
s I 

.. 12 

1 19 6 

1 

15 7 

8th 

( Total Premium as reduced 
** llntere.'it ,4 

lu 

a 

iS 

;j I 
13 

Tulul LfUUI,. 



^ o o Q and so on, or really rather less, for income tax won hUkMleductfd : 

50 i 14 u ^ o o from the' interest. Then, until the loan is repaid, tlie net 

55 8 4 ' 0 ■ 2 ‘S' ' amoiint'of of the mlvance), namely ‘ 

60 3 16 4 3 8 9 £916, would be -secured by au annual payment not, it is! 

4.11 7 A. 9 K .anticipated, .'exceeding £14 Ss. 6dL. (premium and iiiterest), I 

00 9^ XX. i ifc A O that is at the. rate of £1 11s. 2d. per cent only, with the ; 

- - - ' prospect of gradual diimnutioa in due course. I 

;■ , Premiums for (Xlhir Ages and XXumUOM will be qmt0d on application : Half-yearly or Quarterly ' 

U .... .'b' . b -I - ... ' i 
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MARINE & GENERAL 

MUTUAL LIFE ASSURANCE SOCIETY. 

Head Office-14, LEADENHALL STREET, LONDON, EX* 

MstahUsheil 1SS2* 

DIRECTORS. 

feir Thomas s^L’THFJitAJsD, IXB., (Chairman of the Peninsular and Oriental 

Steam Navigation Company). 

Sir <iKoi;GE S. MACKBNZlli:, K.C.M.O., C.B., Deputy-Chainnem (Messrs. Gray, Dfnvc.s & Co., 

London, E.C‘.). 


' The llight Hon. Lord BiniaHCLEiiK. 

. ; 'Fherfion. P. I). Dknman. 

I li W. Forster, Esq., M.P. 

^ EREwnuoK Green, Esq. (Messrs. F. Green & 
, <>). , f .ondon and Blank wall). 


Arthur FTevile Lubbock, Esq. (Director 01 
tlie Royal Mail riteani Packet Company), 

Sir Henry Wm, Primrose, E.C.B., O..S.T., 
I.S.O, (Late Chairman of Board of Inland 
Eevenue). 

The Right Hon. Lord Rathmore, 


MedieaJ Ileferecs~-r 

; A R SOLD Chaplin, M.D., 4s, Finsimry Square, 1 E. IL Colbeck, M.D., 55, Upper Berkedoy Street, 
loiidon, E.C. 1 Portman Sqiiare, W. 

j J E. KiLNER BERRY, Esq. ; JAMES SopEN, Esq. 

f i?uiiLvj*;?---Messr.s. Barclay & (.Company, Limited, 54, Lombard Street, London, E.C. 

I X. E ADULT m:. Esq., ao, Craven Street, Olmring Cros.s, W.C. 

: Ai'iiiayy and .SV.nrfff/v/--STANLEY Bay, F.I.A. Assistmit Semtary-~--GmiiQB H. Vinek. 

LIFE ASSURANCE IN ALU ITS BRANCHES. 

BONUS • i 

The LAST Bistrihution of Profits in 1905 gave to the great majority of Policyholders a Bonus 
at the rate of £2 PER CENT, PER ANNUM. 

The NEXT Distribution of Profits will be made after the close of the books at the 81st 
December, 1909. 


METROPOLITAN 

UF='E ASSURANCE SOCIETY. 

Apply for Particulars of the Society’s 

DISCOUNTED ABATEMENT SYSTEM 


ANNUAL PREMIUM FOR FIRST FIVE YEARS reduced in anticipaiion of future 
distribution of surplus, for Whole-Life Policies or Endowment Assurances of £100. 


Age next 
Birthday, 

, 

Assurance Payable 

At Death 

At Death or age 55. 

At Death or Age 60 

25 

£1 12 3 

£2 10 

7 

£2 3 1 

SO 

1 16 9 

3 3 

7 

2 12 8 

S5 . 

t 2 9 

4 3 

2 

3 6 li 

m 

3 9 10 ; 

5 16 

0 

4 6 0 


After 5 Years the Policies under this scheme participate in any reduction of premium 
declared in excess of 33 per cent. The rate of abatement is now 36 per cent, 

NO COMMISSION. , , , NO SHAREilOLDERS. 

Offices: 13, MOORQATE STREET, LONDON, E.C. 


WHtTAKi5B’8 AfiStAlfACKi WJQ. 



INSURE AGAINST 


The changes which will be made in the 
Death Duties if the Budget becomes 
law will be found in "Whitaker’s 
Almanack, pages 372 to 392. 
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NATIONAL GENERAL 

INSURANCE COMPANY, Ltd. 

CHIEF OFFICE: KING’S HOUSE, KING ST., LONDON, E.C. 

VVEST END BRANCH: 29, PALI. MALL, &W. 


SUBSCRIBED CAPITAL and RESERVES exceed £250,000. 

“NON-TARIFF” 

• ’ IN ALL ^ 

DEPARTMENTS. 

• FIRE, ACCIDENT, BURGLARY, WORKMEN’5 

COMPENSATION AND EMPLOYERS’ LIABILITY 
INSURANCE, PUBLIC LIABILITY, SCHOOL 
INCOME MAINTENANCE INSURANCE, PROPERTY 
OWNERS’ INDEMNITY, INSURANCE OF LIFTS, 
and MOTORISTS’ and CYCLISTS’ INSURANCE. 

FREDK. W. RUTHERFORD, General Manager. 


The NATIONAL MUTUAL 

LIFE ASSOCIATION 

OF AUSTRALASIA, LTD. 

I — , 

‘ Funds over £5^000, 000* Annual Income over £900^000* 

I New Businesst £3,000,000 annum* 

I No Shapeholdeps. - - - - Purely Mutual, 

i PREMIUM RATES. 

10 per cent, below average of Englisli and Foreign Office, 9 ;. 

CHILDREN'S ENDOWMENTS. 

A specially attractive popular scheme. “A Gliild’s Birthright” — 
premiums ceasing on death of parent. 

ANNUITIES. 

The Association is THE BEST OFFICE FOR ANNUITIES. 
Eeturn generally | per cent, better than most Offices— in some 
cases as much as ^ per cent, per annum. 

“ L(itoei»al Conditions# 

Chief Office for Great Britain and Ireland : 5, CHEAFSiDEs LOi^DON, E#0. 

Manager : 3‘OHN B. GILIilSOH, F.I. A., F.F.A. [35 
WHITAKEE’s ALMANACK, 1910, 
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IxVriUllANOE. 


NATIONAL PROVIDENT 


FOR MUTUAL 


INSTITUTION 

LIFE 


ASSURANCE. 


EstatoSished 1835. 


DIRECTORS. 


Chat>'mctn--T\\(i 

Sir Jonathan E. Baorirkjse, Bart-. 
.lo.sKi‘fi Fell Christy, Es(i. 

J. (.L LEWIS OOWAUD, Esq., K.C. 
llOBERT E. DIO.KINSON, Esq. 

The Et. Hon. AiLWi'N E. Fbllowes. 
Hu«h E. Ho are, Esti. 


Hon. VicAiiY Gibbs. » 

The lit. Hon. lord Sandhurst, G.C.S.T. 
Arthur Smither, Es(i. 

Sir Heter Spokes. ^ 

George Crispe Whitelky, Estj, 

AMerinan Sir Walter H. ^YlLKIN, K.C. if. G. 
Vincent W. Yokke, Es(i. 


L. F. HOVXL, Actuary and Secratari'. 


WHITE FOH PARTIOULAHS OF 

ENDOWMENT ASSURANCES j ESTATE DUTY POLICIES 
INVESTMENT POLICIES 1 EDUCATIONAL ENDOWMENTS 

10 —. — 

48 GRACECHURCH STREET, LONDON. 

INFLtTJBNTlAL AGEXTS IP AXTED in London and in Towns where the <>fFiee is unrepresented. {ISO 

NORWICH UNION 

FIRE INSURANCE SOCIETY, Ltd. 

3E»oTJa!ra3aESi3i x-yo-z- 

WITH WHICH IS INCORPORATED 

THE NORWICH & LONDON ACCIDENT INSURANCE 
ASSCGIATfON. 


Heekd Office: N^ORWICM;. 

CHIEF LONDON OFFICES ; 

50, Fleet Street, E.C., and 71 & 72, King William Street, E.C. 

LOSSES PAID jB25,Q00,000. 

4 LOWEST RATES OF PREMIUM. PROMPT AND LIBERAL SEHLEMENT OF LOSSES, 

i All Classes. of Fife and incident Insaraace Transacted. 

ani emy ^ovmaim <san Offices and Agencies of this Sodetii.^ 

\ AJiMAHAOK, T9i0* _ 
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One of the best Life Offices in the World/’ — Standard. 

Hy Provident I Educational Annuities 


£6 I os. per annum will secure for 
a child aged 2 next birthday a policy 
of £ 1 000 at death after age 25 with 
Valuable Options at 25 and return 
of premiums in the event of earlier 
death. 


£18 per annum from the birth of a 
child till he is 16 will secure for him 
an Annuity of £igo a year for 4 
years from age 16. Mon% returned 
in the ovent of the death of the 
child, 

(THESE ARE TWO SPLENDID SCHEMES FOR CHILDREN.) 

Half Premium Endowment Policy is a very attractive 

form of insurance for professional and .business men. At age 23 next birth- 
day a premium of £22 los* a year for 5 years and £35 13s, 4d. a year 
for 25 years secures a policy of £iooo with added Bonuses payable at the 
end of 30 years or at previous death. 

Eight Option Policy (very popular). 

£28 9s. 7d, per annum at age. 30 next birthday ' insures a healthy man 
for £iooO' until he is 60, when he can exercise one of the eight impobtakt 
OPTIONS absolutely guaranteed under the policy. 

Pensions for later year's should be _ provided as early as 

possible. Write for pamphlet showing what £10 a year will do: If delayed 
too long, there comes a time when alone are available. 


Particulars of any of the above and full prospectus on 
application to Dept. 7 , 

NORWICH UNION LIFE OFFICE, NORWICH, 


Whitaker’s 'ALma>sWk, 1 ' 910 . 








INSUll.VNCE. 


ESTMEUSMEB 


North British S Mercantile 

INSURANCE COMPANY. 

With which is incorporated the Ocean Marine Insurance Co. 

FIRE, LIFE, ANNUITIES, MARINE, ^ 

BURGLARY, ACCIDENTS TO SERVANTS, ^&c. 

Incorporated by Royal Charter and Special Acts of Parliament. 


TOTAL FUNDS exceed d&19,000,000 
TOTAL REVENUE exceeds £4,000,000 

His Grace tlie Duke or Sutheul.^nt), K.G. 

Viee-Presidmt — The Most Honourable the Mauque^'.s of ZKTLANT>, K.T. 

Chairman of the General Court— C haules J. Cater Bcott, E.stj[. 

ZOXDOy DIMECTOJRS, 

Chairman-^The Hon. CiiAS. N. Lawrence. De2nii}hChairinan~Ahi:'K. D. Ki.fjnwokt, Esq. 


Alex. H. Campbell, Esq. ] Vincent E. Hoare, E.sq. W, Fleming Blaine, Esq. 

The Bt. Hon. Lord Hillingdon. i Herbert R. Aebuthnot, Esq. | Gilbert H. Claughton, Esq. 
Hubert F. Barclay, Esq. [Baron Bruno Scheuder. i Robert L. Isewman, Esq. 
Manager of Fire Departmmt~~L. Sinclair. Assistant Manager— d , Haggarty. 

Manager of Life Beiiartment and Actuary— Cockburn, E.I.A., F.F.A. 

Joint Life Manager— 1^. C. Haldeman. Assistant Actuary— B-XiGn Lugton, F.F.A. 
Secretary— %om.vAi Carmichael. 

LIFE DEPARTMENT. 

Tlie principles on which this Company was founded, and on which it 
continues to act, combine the system of Mutual Assurance with the Safety of ’a 
large Protecting Capital and Accumulated Funds. Ninety per cent, of the 
Life Assurance Profits is divided among the Assurers on the Participating 
Scale. The Profits are divided every five years. Claims paid on x>i-*oof of 
Death and Title. 

Annuities of all kinds are granted. 


FIRE DEPARTMENT. 

Property of nearly every description at Home and Abroad insured at 
the lowest rates of Premium corresponding to the risk. 

Insurances against Burg'lary and Accidents to Servants, Shop 
Assistants, &e., effected at moderate rates. 


Chief Offices 


( London: ei, Threadneedfle Street, E.0« 
c Edlnlbiirj^h.: 64, Princes Street* 

' 'WHITAKE&’S, ALMANACETSioT^ ” ’ 
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THE 


OCE 


(Kr/ipom^mf hy Special 
Act of Pm-Uarnentp 



Hccibent anb Guarantee Corporatioitt Ximiteb. 

DIRECTORS. 

S^ir l^OMAS Hewitt, K.C., J.P., Chairman, 9, Queen’s Oate, South Kensington, S.W. 
riie Right Hoo. the Eahl OF Galloway, Cumloden, Kewton Stewart, jST.B. 

» Sir Fkfideuick Haeeison (Director of the L. & H.W. Railway Co). 

Sir Cl AUENCE SMrrH, .T.P., The Wliite House, Woodford Gree^^^ 

.1. S. Smith- W iNBY, Esq., 12, Evelyn Gardens, South Kensington, S. W. 

AaTHtm K. ThompsOxN, PJsq., Mapiedean, Reclhill. 

'r. E. Yickek?, Esq., C.B., Ohainnan of Vickers, Sons & Maxim, Limited. 

Accidei^ts and Sickness. Employers’ Lial^ility* Fidelity Guarantees. 
• Fire. Burg^lary. 

Policies against Liability for Accidents to the Public (Horse Driving, 
lyiotor Car, and General). 

Excess Bad Debt. Boiler and Lift Inspection and Insurance. 


Head Ofpce: MOORGATE STREET, LONDON, E.C. 

RICHARD J, PATJLL, General Ma anger and Secretary. 


[S3 


PHC^NIX 

ASSURANCE COMPANY, LIMITED. 

ESTABLISHED 778E. 


Head OFFICES: 19 & 70, LOMBARD STREET, LONOON, E.C. 


TOTAL FUNDS 
EXCEED 


£ 7 , 300,000 



USB)' 


CLAIMS PAID 
EXCEED 


£ 45 , 000,000 


IlIFrAgnsHEDi; 

CHAIRMAN: Rt Hon, LORD GEORGE HAMILTON, G.C.S.L 

The Company traiisacfs ail the principal elasses of Insurance business on advantageous 

terms, inciudmg 

FIRE — LIFE — ACCIDENT 

Loss of Profits followins Fire, Workmen’s Compensation, Fidelity Guarantee, 
Burglary, ^c. ; also undertakes the duties of Trustee and Executor. 

Loans are granted on Beuersfons and Life Interests and on Freehold and Leasehold Properties. 

Prospectuses and Proposal Forms may be obtained on application to any 
of the Branch Offices or Agencies, or to the Head Offices. 

G. Ht . RYAM, ' General fWlanager. 
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REFUCE ASSURANCE COMPANY, Limited. 


Chief Office: OXFORD STREET, MANCHESTER. 

London Office : 1S3, STRAND, W.C. 


PREMIUM INCOME exceeds 
list, 1909 the Income Increased 
TOTAL CLAIMS PAID OTer 
Funds .exceed - 


$ 2 , 575 , 
^S!10.00p 
£13,000,000 
„ £6,820,000 


I Brandies tliroiighout the Kingdom, where information may he readily obtained, {istj 


PROFITS AND INCOME INSURANCE COMPANY, Limited. 


Head Office : 9, FLiEET STREET, EONDOH, E.C. 


Capital Paid Up, £35,000. „ Assets, £130,000. 

BmicTOEs; ■, / 

E. OOLQrTIOlTX, iraTj[npi.n’, LcRal and Oeneml Life A.ssnrance Society. 10, Fleet Street. F C. {Chuirrna 
I IVM, GIBSON BLGXSOM, Seci'otar.v, Consolidated Asstinmce Go.. Ltd., ii;} to ii8, .Flcut Sti’cct. K.< ‘, 
j COLONEL F. T. OLIFI'UKIL (5. Granley Gardens. S.W. 

I .T, 0’l>0N<KnfUE. >t:iriii,c;er, Licenses ln.suiiu3ce Uorponition, Ltd., 21, Moorgate f^trec.t, R.(\ 


T.iiOiVlAS 11. RON ALL, Manager, Law Gnai-anteo Trust and Accident Society. Limited, 4t), Ghanci-rv Luic, W.G. 
Ac tuar y and Secretary—GHA S. WTN DiyrT. 


The Company issues SICIvKES.S AND ACCIDENT POLICIES of every description assuring 
against temporary or permanent loss of income up to ago 65. 

Under the NEW “PERFECTED’’ SICKNESS AND ACCIDENT POLICY the pjiyment of 
Insurance premiums of all kinds, rent, Income Tax, and other annual fixed charges is covered 
during incapacity from illness or accident. 

All Permanent Contracts are guaranteed hy the Legal and General Life. Assurance Society, of 
10,1 Fleet Street, London, E.C. 


IPRDDENTIAL ASSURANCE COMPANY, Ltd., 


HOLBORN BARS, LONDON. 


President— S ib HBSUY BAKBEX. 

Director.?. 

HENRY ANDRADE HARDEN, ESQ., Chairman. 

THOMAS CHARLES DEWEY, Esq., Deputy -Chairman. 

PHILIP SPENCER GREGORY, Esq. Sib .TOHN HENRY LUSCOMBE. 

WILLIAM EDGAR HORNE, ESQ. -WILLIAM THOMAS PT'GH, ESQ. 

Sir william LANCASTER. JOHN M'HATELY SIMMONDS, Esq. 

THOMAS WHARRIE, ESQ. 

Joint Secretaries-D. W. STABLE, EsQ., and J. SMART, ESQ. 

Resident Solicitor—W. GAMBLE, Esq. 

Assistant Actuaries— E, A. RUSHER, EsQ., and J. BT'EN, Esq. 

« Assistant Managers* 

E, HAYORAET, ESQ., H. BLENNERHASSETT, EsQ., and W. E. MARTIN, ESQ. 
Joint Manager— A. C. THOMPSON, EsQ. 

Joint Manager and Actuary— EREDK. SCHOOLING, Esq. 


Every Description of Life Assurance and Annuity Business Transacted. 


Invested Funds exceed Seventy-Five Millions. 

The Last Annual and Valuation Reports can be obtained upon application* 
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THE PROVIDENT CLERKS’ & GENERAL 


(Bstablishbd 1840.) 

Chief Office— 27 and 29. MOORGATE STREET, LONDON, E.C. 

* ■ ....... 

DIRECTORS. 

CiEoULVF. ACTOK l)i\Trf, Esq., J/E (CArtiriimw), Julian Hill. PlaiTow. 

A. .T. Bt)ni.;s, T'Hsii,, Dittous riouso, Kiistbouvne. H, IJ. Sim, Esa. (Messrs. FruhlhiK & Gosohen'!, la, Aiistiu 

O. K. II. Bi:rv, Esq., (ienenil inuiitger Great Xortherii w c tr n-u ^ 

JLai^sy, luufj’HL'r.wsStauon. 'r”’ Mi » c 

n r P , ip ix , «, n ^ Bieut.*Uol.^V. IT. Sneu. (Messrs. A. M.K«ths(:lnld& Sons), 

ii. G.i- llo.vuL, Lsti., J,l.(Xc.''«r.s. .IIoaiL&vo.i. ricLtSt., Stlurt, Esq. (Messrs. Alex. Laivvie A Go.), .St, 

■ _ Mary Axe, E.C. 

lu.v.s. \\ M.iPixi.EY, Esq., F.L .A., $8, l.'nlorrian St.) E.C\ .Henry E. Tindall, Esq., ao, Eastcheap, E.C, 

Vumuiting vif.)(?f«?v/—T. E. x'ufMj, E«q;, B. A., i'.I.A. AsaisUint Attmiru-^A. E. Moi.yneex, IM.A. 
Miiflical GJIcers— S.iMLEL West, Esq., M.D. ; Frederick S, Eve, Esq., F.K.U.S. 

INVESTED bunds exceed... ... ... ... £2,600,000 

ANNUAL INCOME ... ... ... £280,000 

* ASSURANCES IN FORCE (Excluding Bonuses) £6,039,000 

BONUSES ALREADY ALLOTTED . £2,750,000 

CLAIMS PAII> exceed ... ... ... ... ^3,736,000 

REVERSIONARY BONUS DEOLAREB AT THE 1908 BIVISION OP 
PROFITS, £1 14s. PER CENT. PER ANNUAL 

Prosjyectus and every information can he had on a.pplicatio 7 i to— 

I Telephone : 3153 London Wall. jNO. EBWB« OWYER, Secretary, 

I THE PROVIDENT CLERKS’ 

I . . .. and ~ ■■ , , 

i GENERAL GUARANTEE £? ACCIDENT CO., Ltd. 


Head 0ffice-~6I, COLEMAN STREET, LONDON. E.C. 

ESTABLISHED 1866. 

AUTHORISED CAPITAL - - - £400,000 

SUBSCRIBED CAPITAL - - - £208,620 

INVESTED FUNDS (includiing: Hescrvcs) exceed £250,000 

GUARANTEES FOR FIDELITY. 
accident INSURANCE of EVERY KIND. 
ACCIDENTS AND ALL SICKNESS. 
WORKMEN’S COMPENSATION 

(including LiafellitSf in respect of Domestic Servants, Clerks, and Shop Assistants), 

DRIVERS’ INDEMNITY. LIFT INSURANCE. 
MOTOR CAR. 

BURGLARY. • PLATE GLASS. FIRE. 

ProspeotuseS} Forms of Proposah may he obtained of the Agonis, or at the Head Office, 

5 London Wali^-xso?. H. B. BBAIK, Becretarij. 

Telephones, jceatraI~96S4- 1^2® 
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ROYAL. INSURAi^CB 
, ■ ^ ^BUILDINGS., 


1, North. John Street, 
; LIVERPOOL. , 


Royal 


FIRE. 

ACCIDENT. 

LOSS OF PROFITS BY FI^E 

TOTAL FUNDS 


INSURANCE 

Vcompany/ 


EOYAIj ISSCKA^xGE 
BUILDINGS, 

20, Lombard St,reet,' 
LONBGN.. . , 


/ , :UF B . , ^ 

. BURGLARY. 
MARINE INSURANCES EFFECTED^ 
... £14,929,<i72 


FINANCIAL STRENGTH AND PROGRESS* 


CAPITAL PAID UP ... ... 

LIFE FUNDS ... 

SUPERANNUATION FUND 

ACCIDENT FUNDS 

FIRE RESERVE FUNDS, including I 
Balance of PROFIT and LOSS) 


1888. 

£ 289,545 
3,443,073 
27,040 


' 1898. ' 

;e 375,702 
5,830,494 
SO, 178 


' 1908- , 
£ 391,887 
9,920.055 
94,318 
152,943 


2,220,892 

£579^^51) 


3,294,103 

£’^5^77 


4,360,769 
£147929, 972 


Absolute Security. 


Moderate Rates of Premium. 


Liberal Policy Conditions. 


General CTIAELES ALCO( !k. 

Fiuh-Manager—am. CHAPPELL. -Lv.s-^. Serve tarirs—WM. R^PER& .T.J. ATKINSON'. fS6 

Accident Dept. : &. W. THOMPSON, Mamjer. Secretary In Lo/k^oji— EOBEET M*CON K ELL 


Royal Exchange 


A.D. 1720. 


FIRE, LIFE, SEA, ACCIDENTS, MOTOR CAR, GLASS, BURGLARY, 
EMPLOYERS’ LIABILITY, FIDELITY GUARANTEES. 


Governor: Sir 3Sre vile Lubbock, K.C.M.O. Stih-Governor : Cbarles Seymour Orenfell, Esq. 
JJeputy’Governor : Gr. P. Malcolmson, Esq. 

Directm'S : 

"Et Hon, Lord Addington, I Sir Alfred Dent, K.O.M.Q'. j H. Horley, Esq. 

E. Barclay, Esq. | Sir Williim ruan, £art. S. J. PoiW, Eaq. 

E. 0. Brown, Esq. i 0. E. Green, Esq. W. G. Eatbbone, Esq. 

W. S. M. Burns, Esq. i 0. E. Hambro, Esq. J. B charts. Esq. 

Lord Eicbard Cavendish. i Bir'Wm. Holland, jBit , M.F. Y. H. Smith, Esq. 

Lord Chailes Cavendish-Bentinck. i Sir Thomas Jacxson, Bart. Somers Somerset, Esq. 

E. H. Cunard, Esq. i T. F, Knowles, Esq. Capt. Sir George Vyvyan, 

E. J. D&niell, Esq. 1 D. Meinertzhagen, Esq. i ILC.ia.G. 


THE COHPORATION WILL ACT AS;- 

B3xec5iAtoi? oC Wills. 

Tj?iasi:eo of ISTilis 

Tj?ii.s*fcoek foa? 3>iBlb€i*AtiAi?ek 3Btoiidei*s. 

SPECIAL TERMS ^panted to ANNUITANTS when 
HEA LTH is IMPAI RED. 

Write for full Prospectus to Head Office : Eoyal Esohango, London, E.O. [2i8 
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Favourably reviewed by over 100 Influential Newspapers. 


“HOW TO SELECT A LIFE OFFIGL” 

•Bp G. M. DENT, F,S.S. 


EXTRACTS FROM A FEW PRESS OPINIONS- 

‘^An instructive pamphlet . Insurers in search of knowledge might advan- 
tageously expend a shilling on this book.’ 

** The statistics as to Endowment assurance policies as investments are highly 
interesting and convincing.”— 

“ To those who contemplate taking out life policies, the expenditure of a shilling 
on this pamphlet may be recommended as about the wisest step they could take, 
livery one should read W-^Fair;play. 

There is no doubt Mr. Dent has expended a vast amount of research on his 
pamphlet, and the elaborate tables which he publishes are distinctly valuable.” — 
Financial Times, 

“ An interesting study of the dialogues and tables given will more than repay 
the shilling outlay.” — Dundee Advertiser. 

“ All who intend to insure their lives will find much useful information in this 
’^pamphlet.” — Belfast News-Letter. 

“The publication is of value to the insurance broker and other professional 
men, but of more value still to the intending insurer.” — Halifax Courier, 

‘ ‘ A cleverly- written dialogue. Both tables are explained with great lucidity.” — 
Law Journal, 

“ All who contemplate insuring their lives should read, mark, learn, and inwardly 
digest this able and interesting treatise.”— Deeds Times, 

“A weli-WTitten pamphlet. Anyone proposing to insure his life will easily’- find 
from the author’s * three interviews ’ how to spend his money to the best advan- 
tage.” — Liverpool Mercury, 

“ Cannot fail to be instructive.” — Daily Chronicle, 

“ A valuable pamphlet on life assurance. . . . There are two carefully prepared 
tables — No, 1, ‘exhibiting in a concentrated form the more essential points to be 
considered in the selection of a Life Office,’ and No. 2, ‘ showing the different results 
to policy-holders produced by the payment of the same money to the various 
ofdces.’ ” — Morning Post, 

“ A most valuable and exhaustive pamphlet.” — Nonconformist. 

“ One special branch of the question, which is most lucidly treated, is the value 
of life assurance considered simply as an investment.” — Southport Huardian, 


Price la* By post* Is* Id* (under four ounces)* 

JOHN HEYWOOD, Ltd., 

Deansgate, Manchester ; and 20, 22, 24 and 26, tamh’s Conduit Street, London, W,C, 

Fr~ 
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Scottish Amicable 

Life Assurance Society. 

Far Mutual Life Assurance. No Shareholders. 

Funds, £3,200,000. Clulma Pnid, £8,900,000. 

HEAD OFFICE— St. Vincent Place, GLASGOW." 

London Office— I, Threadneedle Streetj E.C, | 

“ It seems only the other day that the Scottish Amicable surprised the instiranoc worlds 
by setting aside Heservea which provided a larger margin for security and profits than any 
other Company kept in hand before or since. Yet this was ten years ago, and now another 
Valuation lieport reminds us that the Society is even stronger than before.”— 

At the Quinquennial luvestiigatioti and Division of Profits as at 31st 
December, 1905, the larg:e 

Oompottnd Bontta 

, , OP 

Cl I5«. Od. 

per cent per annum was again declared by the SCOTTISH AMICABLE 
LIFE ASSURANCE SOCIETY to all With Profit Policies. 

Intending Proposers are invited to apply for Prospectus containing 
■ Rates and full Information. {ise 

THE SCOTTISH EQUITABLE 

LIFE ASSURANCE SOCIETY. 

ESTABLISHED IN iZZi—FOR MUTUAL LIFE ASSURANCE. 

Head Office: 28 ST. ANDREW SQUARE, EDINBURGH. 

President— HIS GHACE THE DUKE OF BHCCLEHCH AND QUEENSBEEHY, KT. 

^ M&mger and Actuary— Q. M- Low. Secretary— I. J. M'Lauchlan. 

A PURELY MUTUAL OFFICE. FUNDS, £5,626,337. 

THE WHOLE PROFITS belong to the Assured, who by the Society's Special Act of Parlia- 
ment are expressly protected against any individual liability. 

BONUSES are calculated on the Compound System— that is, on Previous Bonus as 
• . well as on the sum assured. 

NEW SCHEMES OF ASSURANCE :-Minimum Rates-with Profits, and 
PENSIONS combined with Family Provision, 
i POLICIES ARE WORLD-WIDE' from the outset in most cases; ~ 

' ..GUARANTEED SURRENDER VALUES are stated in the Policies. 

THE NON-FORFEITURE SYSTEM obviates the risk of loss from omission to pay a 
; premium. 

CLAIMS ARE PAYABLE IMMEDIATELY on proof of death and title. 

The SociETTTKAlTSACTS every description of Life Insiimnce Business. 

INSUEANCES AGAINST IssOE are effected at moderate rates of premium. 

Loans aee granted on Life Interosts-aad other approved security, lieversious are purchased 
and Annuities are granted, ^ . 

ProspeettmSf Form of Proposal^ H obtained on applkatUm to the Soetety'it London Ofice-- 

. ..-jo: KINO,. WII.I-I4W -STREET, E.C. 

■i ’ - '■ ‘ Bmtmy-P. E. LEFTWICH* • • flO’ 
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tmmAmrn ; 95$ 

SCOTTiSH TEMPERANCE UFE ASSURANCE GO., 

Head OfTIcei 105, ST. vinoent street, OkASOOW. LTD. 

konden Office: 3, CHEAPSiOE, E.C. 

TOTAL ASSETS - - • ^ • ^, 481,916 

The si)Scial features of the Coinpany are— 

Reduced Premiums to Tdtal Abstaiaers. 

Verytfavourable rates uader Life, Aecideat, and all Sickness Policies* 

• An immediate Mortgage Scheme for House Purchase, Loan cancelled In event of death, 

^ Repayments over 10 , W, or 20 years at rates little more than in cheapest Building 
^ Socieths. Ordinary mortgage expenses paid b y the Company, Send for prospectus, [264 

THE ■■■■: 

ASSURANCE COMPANY 

Misted 1825. 

I A.vjskrAAiJk#\^xAMAA- — wSOPg*© Stpsot (H63.d OfSco). 

BOARD OF DIRECTORS. 


OEORGE Balziel, Esq., W.S. J. H. MILLAR, 

J. H. Bavilson, Esq. Sir James 

J. C. CUNINQHAME, Esq., Of Cfaigends. WiS1iam?ouj 

James Ivory, Esq., C.A. 0. M. Pelham : 

Sir Ealph W. Anstrtjiher, of Balcaskie, J. Edward Ho3 

Bart. The Rt. Hon. 

Wm. J. Bundas, Esq., C3,S. V KO., MiP. 

Leonard W. Bickson, C.A. 


J. H. Millar, Esq., Advocate, 

Sir James King, of Cainpsie, Bart., LL.D. 
A. B. C. PITMAN, Esq,, W.S. 

WILLIAM Younger, Esq. 

0. M. Pelham Burn, Esq., Prestonfield. 

J. Edward Hope, Esq., Belmont. 

The Rt. Hon. CHARLES ScOTT BiCKSON, 
K.O., M.P. 


LONDON— 88, King William Street, E.C. ; and S, Pall MaH East, S.Wf 

Qe7ieratSecretary for England-^. H. W, lEiOLLAm, A, 


Revenue • » 

Bonus Declared 


DUBLIN— 59, Dawson Street. 

S€cretmy---C, E. HOWBLL, A. I. A. 

« £1,500,000 Accumulated Funds 

« £7,000,000 Claims Paid- 


£12,250,000 

£26,800,000 


The Medical Officer attends at the London City Oppice on Monday, Tuesday, 
Wednesday, and Friday at Half-past One, and on Thursday at One o’clock. [195 

STAR LIFE OFFICE. 

Establisbed 1843. 

Fttnds - - - Ce.S 0 0,000. 

All desirable Glasses of Life Insupance arpang^ed 
at Modepate Ppemiums. 

Full information may be obtained from aiw of the Society’s Branches or Agents, or from the 
Head Office : 82, Moorgate Street, London, E,C. 

J. DOUGLAS WATSONr F4.A., 
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THE 


INSURANCE 

COMPANY 

I LIMITED. 


.Okfic^ 


HEAD OFFICES: 

State Insurance Buildings, 

LIVERPOOL. 


LONDON OFFICE : 

12 & 13, NICHOLAS LANE, e.c. 


Branches at 

ABERDEEN. BATH, BELFAST, 
BLACKPOOL, BIRMINGHAM, BRISTOL, 
CARDIFF. DONCASTER. DUBLIN, 
DUNDEE, EDINBURGH. GLASGOW, 
GRIMSBY, HULL. LEEDS. LEICESTER, 
MANCHESTER, NEWCASTLE, 
OLDHAM. ROTHESAY. 

Applications for Agencies Inviteil. 


ALBERT H. HEAL, 

General Manager & Secretary. 


ALHAHACK, 1910. 


BI-CENTENARY YEAR. 


FIRE 

OFFICE 


FOUNDED 1710. 


Tie Oldest lasnrance Office in tielorld 


HEAD OFFICE-63, THREADNEEDLf ST., 
LONDOH E.C. 


Insamaces effected against the following Risks:—- 
FIRE. RESULTANT LOSS OF RENT AND PROFITS.* 
EMPLOYERS’ LIABILITY and WORKMEN’S COMPENSATION, 
Includinjt ACCIDENTS TO DOMESTIC SERVANTS. „ 
PERSONAL ACCIDENT. SICKNESS AND DISEASE. 

FIDELITY GUARANTEE. BURGLARY. 


DIRECTORS. 

Trederick HEitRY Norman, Esq., Chairman. 

Viscount Castlereaqh, M.P. Sir Richard Biddulph Martin, Bart. 

Frank Chaplin, Esq. The Hon. Algernon H. Mills. 

Edward Dent, Esq. Sir Hugh C. 0. Montgomery, Bart. 

Et. Hon. Lord Faber. Lord Henry Nevill. 

Alfred Farquhar, Esq. Marlborough F. Pryor, Esq. 

The Hon. War. Hy. Goschen. The Hon. Charles L. Sclater-Booth. 

Edward Charles Grenfell, Esq. Lord Herbert Scott, D.S.O. 

CHAS. WM. TOMKINSON, Esq. 

G. S. MANVELL, Manager. GEO. E. MEAD, Secretary. 

distant SecretarUi. \^^%eident Dept. (88 


FIRE-BURGLARV-AGGIDENT 



ASSURANCE SOCIETY, 

ESTABLISHED InThumdreD YEARS. 

.IKCOME OVEB £1,250,1)00. FBIIDS IH HAND OVEB £0,500,000. 

Chief Office : — 

63, THREADNEEDLE street, LONDON. 

WHOLE LIFE ASSURANCES. 1 

endowment assurances. I 

ANNUITIES, IMMEDIATE AND DEFERRED. 
SINKING FUND POLICIES. 


MANAGERS: 

^ MARLBOKOTOH ROBERT BRYOR, iChairmnl 
Tlie Hon. WILLIAM HENRY GOSCHBN , 

LHfTT.lB'DIC' A /Ti tr Ti i Tk . _ * 


Viscount Castlereagh, M.P. 

Prank Chaplin, Esq. 

Edward Bent, Esq. 
i’he Et. Hon. Lord Eaber. 

Alfred Earquhar, Esq. 

Edward Charles Grenfell, Esq. 

Su* Eichard Biddulph JvjCartin, Bart. 


The Hon. A. H. Mills. 

Sir Hugh c. Montgomery, Bart. 

Lord Henry Hevill. 

Prederick Henry Horman, Esq. 

The Hon. Charles L. Sclater-Booth. ' 
PoRD Herbert Scott, b.s.o. 

Charles William Tomkinson, Esq. 


Actuary lE. G. SALMOH, P.U^ 

Secretary and General Manager : E. LIHN Et.t, 

Write to the (^eral Manager, 63. Tbreadaeedle Street, London, lor 

/gJ/ prospectuses and “Sc ientific Saving. ” is? 

whitakbe’s almanack, 1910 . ~ ^ 



FIRE, MARINE, AND CONSEQUENTIAL FIRE LOSS 
INSURANCES 

at Home and Abroad granted at Ourrent Rates. Claims promptly and 
. , , , , , literally settled. 

foreign Towns Invited. 

' ’! \ 

i.; , \ vj ; ' ’ ■; r, ; ' ~ .awosnaok, 1910. 


I HVCmSX^IJLTJE: ANNUITIES 

I WITH gTCJHCHilS E JMtOH Ei Y H®TXrHwriBl>. 

THE SUN LIFE OF CANADA 'will on this plan return in one sum at death the 

■balanoo of the purchase money should the death of the Annuitant take place 
before the Anmiitv jiaymeiits equal the amount invested. 

A LARGER ANNUITY TO IMPAIRED LIVES 

will be granted, and where the impairment is of a seriou.s nature the Annuity will 
he correspondingly increased. 

j5*"cr3Bar33S ... :jb<@^ooOj,ooo- 

For full particulars writs, giviiig date of birth, to 

SUN LIFE ASSURANCE COMPANY OF CANADA, 

98, Queen VletbPia Street, London, B.C. , 


THE WESTMINSTER 

ESTD. a.d. 1717. VIlftB! 

Reconstituted 1906, rlllE llRrlliE 

Head Office : 27, KING STREET, COVENT GARDEN, W,C. 

City Office: 82, LOMBARD STREET, KC. 

APPLICATIONS FOR AGENCIES INVITED. 

FULL PARTICULARS as to RATES, &c., on application tcf 

STENTON T. COVINGTON, Secretary. [279 


WESTERN ASSURANCE COMPANY. 

HEAD OPFICB: TOi^ONTO. INCORPORATED I S5 1 

Paid«up Capital * £51 3,350. Total Losses Paid » £ 10,353,374. 

British and Forei^ Offices: 

2, CHANGE ALLEY, CORNHILL, LONDON, EX. 


LONDON DIRECTORS. 

Right Hok. Sih JOHN H. KENNAWAY, Baet., C.B., SI.P. 
ALFRED COOPER, Esq. (Messrs. Grahams & Go.). 

SxB ERNEST CABLE (Bird & Co.). 

R. H, R. BURDER, 3Ianager and Underwriter, 

H. M. BENTLEY, Assista 7 it Mmiagcr, 




THE . . 


INSUKANCE AND'’ MISCELLANEOUS, 


SGth TEAM. 


Ill m ua KirMil Mmgi m VM ' 


' " ■ ■■■■ 

F!RE CONSEQUENTIAL LOSS FOLLOWING FiRE LIFE 
ANNUITY TRUSTEESHIP ACCIDENT BURGLARY 
FIDELITY GUARANTEE LIVE STOCK PLATE GLASS. 

Autborisod Gapital,i ASXyOOO^OOO. Subscribed Capital, 

Accuxiri^ated Funds £;a:ceed £;2, 500,000. Annual Xncosae .S:aceeds iSlf 60 iO,’ 000 . 

, f3eat» ©mcci ST. HELEN’S SQUARE, YORK. 

Xonfeon Office : BANK BUILDINGS, PRINCES STREET, E.O. 

Mest lenb l&i'anchcst 49, PALL MALL, 8.W. ; 307, HIGH HOLBORN, W.C. 
Cbairman: The Eight Hon. LOED WENLOCK, Iv.C.B., C.C.S.I., G.C.LE. 


Premium for Assur- 
ing iilOO at death 
vi'ithout profits, 
with guarauieed 
surrender values. 


FIRE- INSURANCES 

Effected by the Costix^any on. the most Moderate Terms 
according to .the nature of the risk. 

LIFE DEPARTMENT. 

The lowest premiums, without profits, charged 
by any British Lire Office giving guaranteed 
surrender values and paid-up Policies. 

WEITB FOR FARTrCCnARS. 

Life Interests and Reversions Purchased or Advances made on them. 
Annuities Granted on Favourable Terms, 


— ■ — — — r- — - men’s Compensation Acts, 1897 and 1900 ; the Employers’ 

Liability Act, 1880, and the Common Law. 

PERSONAL ACCIDENT. World-wide Policies issued conferring Tull Benefits at 

']Mrod[ET£tt(0 

burg lary insurance transacted. Liberal Conditions. Low Bates. 

Average Clause. 229] 
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Pi'ominni fur 
Assuring ji'lOO 
at Ihath. 

With Profits. 
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4 11 7 

1 

EMPLOYER 


ROTARY CYCIOSTYLE 
DUPLICATOR 

(Registered Trade Mark). 

The paper Is automatically fed, printed, 
counted, and delivered by merely .turning 
the handle. The greatest speed and ease in 
opei-atiou. / ‘ - 

DISTINCTIVE FEATURES. 

Ink not LIQUID—cleanly to use, dries (juickly on unglazed paper-inking automatic and 
perfect in application, no perforated driiim never clogs, perfect impressions, little cleaning 
required, not messy, machine cleans itself for change of ink,' everything in sight, easy to 
remedy mistakes. The machines are made from the finest materials in England, and are 
fully guaranteed to do all that is claimed for them; . * . 


Head Office : NEO-^CYCLGSTYLE WORKS, 

7, TOTTENHAM HALE, LOi^DON^ 
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LEATHERHEAD, SURREY. 


POUNDED AT SOUTHWABK, 1799. 
INOOEPOBATED BY EOYAL OHABTEB, 1826. 
EBBUILT AT LEATHBEHEAD, 1902. 


Annual 
Contributions 
earnestly pleaded 
for. 


tit years of national 
work with the Blind 
of the United 
Kingdom, yy-c ^ 


THE REV. ST. CLARE HILL, M.A, 

Chief Offeee ; 

HIGHLANDS ROAD, LEATHERHEAD. 

Telephone No. 4, P.O. Lbatherhbad. 

Telegraphic Address : “ lux, Leatherhead.’* t50 


THE SOCIETY FOR GRANTING ANNUITIES 
TO THE POOR ADULT BLIND, 

FouqM 1S53. I»iii ' SOUTHWARK, S.E. 

FOR GRANTING PENSIONS TO THE BLIND POO R OVER 40 YEARS OF AGE. 
FUNDS URGENTLY NEEDED. 

Life Governor’s Donation, £$; Annual Subscription, los. ; entities the Donor 
to 2 Votes at each Biection. 

ELECTIO NS IN MAY AN D NOVEMBER. 

Ofwes: Ko, 1, St. Georub’S Cmcus, STUART JOHNSON, E^q., Chairman tt-ml freamrer. f5l 
Southwark, S.E. The 2lev. ST. OLAEE HILL, M. A., HotioraTy secretary. 
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BRITISH ASYLUM FOR DEAF AND DUMB FEMALES, 

LOWER CLAPTON. 

Office ; 5, BLOOMSB URY SQUARE,W .C. (late 27, Red Lion Square). 

jPafroTis— H is Majbstt King Edward VII., hbr Majesty Queen Alexandra. 
rrectswrer— M aurice George Carr Glyn, Esq. Messrs. Glyn, Mills <& Co., Lombard St. 

Sec retary— 'E. W. MUMFORD, E sq. 

OBJECTS.—^. To receive, educate, or continue the education of Adult Female Deaf Bfutes from so 
years of age. 

&. To give industrial training and religious instmetion, with a view to enable Female 
Deaf Mutes to gain a livelihood and occupy some useful position in life. 

To provide a Home for the homeless, and those who, from incapacity, inftrmitj^ or 
age, are unable to do anything towards their own maintenance. 

An Annual Election of Inmates, free for three years, takes place in June. Inmates are also 
1- admitted hy payment of a small annual amomit for maintenance and instruction. 

Funds are urgently needed tp meet Expenses of Repairs, &e. [135 
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National Incorporated Association. 


Patron— HER MAJESTY QUEEN ALEXANDRA. 

President— Ml^ OEACE THE DUKE OE SOMERSET, 


OVER 8,500 CHILDREN ALWAYS 
UNDER THEIR CARE. . 


No Destitute Child ever refused 
Immediate and Free Admis- 
sion, even if Afflicted, Incurable, 
or a Helpless Infant. 

69,550 Children Rescued, Trained, and Placed Out in life. 

12,376 Applicatmns and 2,558 New Admissions in the 
past year from all over the Kingdom. 

NO ELECTION; NO WAITING LIST; No Money 
Promise needful; No Barriers on Account of Age, 
Sex, Creed, Nationality, or Physical Health. 

1,000 EMIGRANTS leave for Canada every year. 
21,638 have already been sent out, and 98% are 
successful. 


FUNDS URGENTLY NEEDED. 

dBlO defrays the cost of one Emigrant. 

£16 per annnm maintains one Healthy Child. 
£30 per annum maintains one Sufiering Child. 


Homranj Dir^ctor-^WILLIAM BAKER, Esq., M.A., LL.B. 
Honorary HOWARD WILLIAMS, Esq. 

GEORGE CODE, Esq. 
LONDON & SOUTH-WESTERN BANK. 


Cheques and Money Orders payable “ DR. BARNARDO’S HOMES,” crossed same way, 
and addressed to the Honorary Director. 

Head Offices: 1 8 to 26, STEPNEY CAUSEWAY, LONDON, E. 

October, 1909. 023 




9 ^^- 

ROYAL BU ND PENSI ON SOCIETY 

' Patron— 'Em 'Majesty the Kikg. 

Vice^Patrons— 

H.R.H. The 'Pbince op Wales, K.G. ■ 1 H.R.H. The Duke of Connaught, E.G. 

The Duke OF Gbafton, KXt. 

Sonorary Secretories— Messrs. Geokge Pocock and Peecy B, Pococfc. 

This Society grants Pensions to the Blind Poor at their own lionies in sums ranging from 10s, 
to 25s. per ‘month. 

There are at present 1,290 pensioners, residing in varioTis parts of the Kingdom, among w^ioni 
upwards of 9,000 is annually distributed in pensions, paid montitly, through the KstuI 
agency of Honorary Almoners. 

Elections take place in May and November in each year. 

In addition to those elected by the votes of Subseribtu-s, not leas than two are added every 
election in order of priority. Others are nominated from time to time to receive Alemorial and 
other special Pensions. 

To be eligible, applicants mu.st be totally blind, above 21 years of age, of good moral tdiarai ter, 
and in reeeii>t of an income not exceeding £20, if single, and £30 if married. No distinction is 
made in regard to sex or creed ; nor is the receipt of i)ansh relief a dis<inuliUcation. , 

Application must be made on the printed forms provided by the ftwiety. . 

Subscribers of lOs. 6d. annually, or Donors of Blve Guineas, are entitled to One Vote at every 
election, and multiples thereof in proportion. Tliey can also assist in the Nomination of a 
Candidate. 

The payment of a Legacy to the Society confers upon each Executor the privilege of One Life 
Vote for every £2.5 bequeathed. 

The yearly report, containing the rules, accounts and all information, will be forwanied on 
application. 

Contributions will be gratefully received by the Treasurer, or by the BANK OP ENGLAND, 
or Messrs. Barclay and Co. 

237, Southwark Bridge Eoad, London, 


JOHN C, BUMSTED, Escp, Treamrer. 

W. ELLIOTT TEEKY, Secreta7y. {im 


The Cancer Hospital 

(Free, Founded 1851 ), 

BROMPTON, LONDON, 


S.W. 


The only Special Hospital In London for the treatment of Cancer. 



A special refuge for poor persons afflicted -with this fearful disease, who are 
admitted free without letters of recommendation. 

A number of beds are provided for the use of Patients who may remain 
for Life. 

Out-patients are seen on their own application, dally, at 2 o’clock, except 
Sundays. ' ' " 


New Annual Subscriptions and Donations are urgently solicited 
for General Expenses and for the Research Department* 

' ' FEED. W. HOWELL, Secretary, 


'■‘■ yy :. '-' yr-'y , ';;form,:-;of:' bequeht. 

I give and bequeath unto the Treamrer f&ir the time being of THE CANCER Hospital (Free), 
te in tlifi Pi^tka47^ftoadf Bro^ Middleseuc, the sum of 

':■/ ‘ (free of tegmy applied towards can-yrng on the charitabh 

nhf ike said Institution'' , [92 
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MlSCELIiANEODS. 


Cj 63 


CHARINQ CROSS HOSPITAL 

STRAND, W.C. 


Treasurer — W. R. M^^LtiCOLM:, Esq., 440, Strand* 


The Oonncil earnestly appeal for Donations, New Annual Subscriptions, 
and Ijigaoies. The Annual Income from Invested Property is only £2,500, while 
the Expenditure (including that of the Convalescent Home) is £20,000, the 
Balance being derived from Voluntary Contributions. Average number of Patients 
treated yearly, 24,000* 

♦ WALTER ALYEY, Secretm^y. [127 


BRITISH ORPHAN ASYLUM, 

SLOUGH* 

P««'ron—Hrs Majesty THE King. Her Majesty Queeh Alexandra. 

H.R.H. The Hpke of Connau ght, K.G. 

Instituted 1827, for the Maintenance and Education of Fatherless Children from all parts of the 
British Empire, of all denominations, whose parents were once in prosperous cireamstances. Boys 
and Cfirls are admitted by Election, Presentation, and, in some cases, by purchase between the ages 
of 7 and 12, and are retained until 15. 

Hie Elections take place in January and July. Forms of Application and all particulars may 
be obtained from the Secretary. 

The In stitiit ion is umndotmd^ and the Committee appeal for New Annual Suhsei^ip- 

tiom and Donations ^ which are much needed. Annual Subscriptions; — For One Vote, los. 6d. ; 
for Two Votes, £x xs. Life Subsciiption For One Vote, £$ ss , ; for Two Votes, £xo xos. Life 
Presentation, 350. 

Messrs. Williams Deacon’s Bank, Limited, 20, Birchin Lane, E.C. 

0 /;ices ; 27, Clement’s Lane, E.G. Charles T. Hoskins, *Sm*efGJ 7 /- 


CITY OF LONDON HOSPITAL 

FOR 

DISEASES OF THE CHEST 

(VICTORIA PARK HOSPITALX 
VICTORIA PARK, E. 

(Nearest Station : CAM1BRWGE HEATH, Great Eastern Railway* 

Telegrams: “PHTHISIS, LONDON.” 


Matron : HIS MAJESTY THE KINO. I*re.sMent: THE DUKE OF CONNAUGHT, K.G. 

Sir EDWARD SASSOON, BART., M.P. 


Tlie Hospital contains 164 Beds, and is the special Hospital for Consumption and Heart and 
Chest Diseases in the EAST END. 

1,158 In-Patieiits relieved during the past year. 57,351 Attendances in the Out-Patients’ 
Department during the same period. 

The OPEN-AIR treatment for Consumption has now been adopted. 

EVEHY BED SM THE HOSPiTAl iS NOW AVAilA&lE 
FOB THE OSE OF THE POOR, 

£1,000 Endows a Bed, with “In Memoriam*’ Tablet. 
£500 Endows a Cot, with “In Memoriam” Tablet. 

LEGACIES GREATLY NEEDED. 

ADDITIONAL HELP IS VERY URGENTLY REQUIRED to carry on 
this great work among the poor of the BAST END* 

H. DUDLEY BYDEPv, Secretary. [in 
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WSTITUTIPNS, 


CHELSEA HOSPITAL FOR WOMEN, 

LONDON, S.W. 

-P<teron ; Her majesty THE QuiEK. 


Tlie Hospital contains 50 Beds for the reception of patients of small means, as well as the very 
poor, suffering from diseases peculiar to their sex. c> 

Convalescent Home (22 Beds), St. Leonards>on-Sea, open to nominees of Suhscrifoers. 

ANNUAL SUBSCRIPTIONS AND DONATIONS ARE GREATLY NEEDED. 
Treasurer : Hbsry E. Weight, Esq. Secretary: Herbert H. JSNNif^GS.. 


FQR 

CHILDREN, 


EVELINA HOSPITAL 

SOUTH fVABK, LOWHON, S.E. 

Pafrow: HIS MAJESTY THE KING. ^ 

Supported entirely by Voluntary Contributions* * 

Only #•'>‘14111* nOCriyi^O Hospital in South London, situated in its poorest district 

large wil I laiL/laCilll O (70 cots, and extensive Out-patient Department.) 

FUNDS GREATLY NEEDED. 

£8j000 wanted ANNUALLY for Ordinary Working Expenses. 

Please help this Charity, “not on]^ because it is a Hospital, hut 
because it is a Hospital for Children.’^ 

President— Rt. Hon. the Eabl of Ancastee. Tre{/if«i*«r-:;§iR_J.^HcriiBAT Scott, Bart. 


CAaimaw— C harles Wightman, Esy, 


Secretary— "K. C. Staniland Shits. 


[126a 


GENERAL LYING-IN HOSPITAL, 

YorK Road, Lambeth, S.R. Established 1765 * 

Patrons -— Queen Alexandra, H.R.H* the Princess of Wales. 

This Hospital is situated in one of the poorest parts of London, in the district South of the 
Thames, with a population of nearly two millions. _ . « -i 

Married women in indigent circumstances, especially the wives of Soldiers and Sailors, and 
certain single women (with their first child, after investigation by the Committee), are admitted 
to the Hospital from all parts of the kingdom, but mainly from the immediate neighbourhood, from 
which, owing to its poverty, little pecuniary lielp is obtainable. 

Subscriptions and JDonatiom thankfully received by the Treasurer^ or Miss HOSE B. Whyte, the 
Secretary, at the Hospital. [112 


THE GIRLS’ FRIENDLY SOCIETY. 

Patroness-HER MAJESTY QUEEN ALEXANDRA. 

Presidents and Vice-Presidents-THE ARCHBISHOPS AND BISHOPS. 

The G.F.S, is a National Society which links together in friendly l>onds over 300,000 women 
of all ages and of all ranks of society in all parts of the world for mutual help. Its aim is to set 
befoi*e its members a high ideal of purity of thought, word, and deed; to help them to be true 
to that ideal ; to be a standing witness to the possibility of purity of life and conduct for every 
woman and girl in the land ; to guard the hundreds of thousands of girls who are growing up to 
womanhood from acknowledged dangers, and to extend to them the priceless boon of loving 
Christian fellowship and of fellowship in Christian work. 

The various Departments of G.F S, work include help for Sick Members, the care of Work- 
house Children, Begistry Work {address of Central Employment Office is 14, Victoria Street, S.W.), 
nroteotion in Emigration and in Travelling, the provision of Homes of Best, Lodges and Eecreation 
Booms, Xnduatrial Training, and the encouragement of Temperance and Thrift, 

The Pablfeati€®s of the 8ociety,\Price Lists of ihe Needlowoik Depdt, and all further information, can be 
^btaiiiedfroni THi! Skcrktart, G.P.S. Central Office, S», Victoria Street, Westminster. S.W. 

T^fframs: “AtioosT, Losdor,” TeUphom: 2521 Victoria. [113 
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rrnc: GORiDOi^ boys’ home 

CTKS KATioMAi. iffEiffomxAi.^^ w anmnjkt. i»oxu>oh>. 

Paircm-THB KINO. rwe-Pa<r<m~Et.M. OUEEN ALBXANBEA. 

Pr<38ia«wi~H.Il.H. The Princb OF Wales, K.O. 

Oomwittee-— General Sir George W, A. Higginsoi?, G.C.B. 

THE HOME IS SITUATED AT WEST END, WOKING, NEAR BROOKWOOD. 

„ OEPICBS-6, TTORK STREET, ST. JAMESES, S.W, 

The Home IS constructed to accommodate 52SO Boys, chosen from the homeless and destitute, bet-ween the ages 
of 14 and 16, and give them a training, up to the age of 18, which will fit them alike for civil life in this country 
or its Colonies, and for service in the Army, Navy or Mercantile Marine. 

, Conditions of Admission.—I. None are admitted below ISJ years of age or above 3 6i. % A hoy must, in the 
opinion of the Committee, be really necessitous. 3. He must be free from euch physical or mental infirmity as 
would dianualify him for service in the Array or Navy, or for civil employment in the Colonies or elsewhere, which 
would reiTOire active bodily exertion. 4. Boys of known had character are ineligible. 

j) ree admission is given to such number of boys as above as can be provided for out of the general income of the 
Home. ^ A guaranteed payment of £22 annually during his stay at the Home will give a right of nomination for a 
lad fulfilhng the conditions of admission. There are now 2S0 Boys in the Home. Subscriptions and Donations are 
urgently needed in order that this number may be maintained. 

Subscriptions are received by The London County and Westminster Bank, 1, St. James’s S<iuare, S. W. ; by the 
Treafurer, General the Right Hon. Sir Dxghton Probyn, G.O.B., V.C., Buckingham Palace, S.W. ; and by the 
becretary, at the Office, 6, York Street, St. James’s, S.W., from whom any further infonnation can be obtained. 

MICHAEL L. MELVILLE. Esq,, 


ZONJOOlfr BBIDQJB, iSf.JE?. 

BEDS, 620. IN-PAT IENTS ( 1908 ), 8,565. OUT -PATIEMTS, 132,288. 

Thm G&vet>‘noi»& Earn&sity AppcBi 

1 . New Annual Subscriptions and Donations to meet the large difference between assured 
income and ordinary outgoings, for which the Hospital is from year to year dependent on 
VOLUMTAItY SUPPORT. 

2. iS60|000 to provide ; 

(a) Separate Children’s Wards. 

(&) Increase of Beds for Special Departments. 

(0) Th. rebuilding ot Clinioal House. ^ cosMO O. BONSOH, Treasurer. 
NottiMBER, 1909. Punfers—THE BANK OE ENGLAND. [115 


HOMES OF HOPE, 

Nos. 4, 5, & 6, Regent Square, Gray’s Inn Rd., London, W.C. 

(JEstablishedlSOO,) 

rpHIS Society is doing Valuable Maternity Work for the restora- 
^ tion of the first fallen. Those who have taken the one false 
step. The applications for admission are painfully urgent, and the 
Committee are in immediate want of £i,ooo to clear off debt and 
carry out some urgent repairs and dilapidations. 

!Most of the cases admitted are those of young girls who up to the time of their 
betrayal and desertion have led commendable and virtuous lives. 

Special efforts are made on behalf of these poor, betrayed young women, who 
have taken one false step. They are received into the Homes and receive Skilful 
Medical Maternity Attendance and Nursing. They are also trained in 
Household and Domestic Duties, and after a nurse-mother has been found 
for the infant the mother is put in the way of earning a respectable living for 
herself and the child. Every endeavour is used to trace the father and make 
him jointly responsible with the mother for the maintenance of the infants horn 
to them. A solid, practical, and permanent kind of Rescue Work. 

Contributions may be sent to Secretary at above addresses, or to the Treasurer, 
ALFRED HOARE, Esq., 37, Fleet Street, E.C. 
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THE TEMFDRARY 

ome for Lost and 
‘ IgUj . Starving Dogs, 

l^HP Battersea Park Road, Sonth LamBetli, London, S.I., 

And MA€KBMZd>&JS^ SXrMMEY.^ ^ 

An Institution for the Protection of Bogs anil tats* 

Most Graciotis Majesty the King* 
President s His Grace the OUKE OF FOItTyiHO^.G« 


OmECTS: 

■ 'fft. 

*, To provide shelter and food for the lost, deserted 
and dangerous dogs of London, 
a. To restore lost dog^s to their rightful owners. 

3. When good dogs are unclaimed, to find suitable 

homes for them at nominal charges. 

4. To destroy, by a merciful and painless operatioiC 

all valueless and diseased dogs. 


Contributions towards the Maintenance of the RECENTLY 
EXTENDED BATTERSEA HOME and the COUNTRY HOME 
at HACKBRIDQE will be thankfully received by 

HENRY J. WARD, Secretary. 


(Additional Curates Society) 


T he additional CUEATES society exists to help poor 

parishes to obtain the assistant Clergy they require, and could 
not have without money assistance from outside their own borders. 

The Society’s work now reaches over the whole of England ; it 
also deals with Wales, the Channel Islands, the Isles of Scilly, and the 
Isle of Man. It touches the slums in the centre of large cities, the 
poorer suburbs outside the cities, and also the mining and other 
industrial towns and villages. Grants are now given to more than 
1,000 parishes, which help to maintain. 1,300 additional Clergymen, 

Churchmen who do not as yet subscribe to A.C.S* are earnestly 
asked to do sb, Ttl« A*C*$* Office Is at 14, Great Smith Street, 
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IRISH DISTRE SSEP L ADIES’ FUND. 

Patron—HER MAJESTY QUEEN ALEXANDRA. 

Executive Committee.---Prm«Ze?ii5~H.E.H. the PjftisrcESS LOUISE, Duchess op Argyll. 
Fice-P'/'<jsi&ne— The Marchioness OP Waterford. CAowCrmaTt— TheBt.non.the Earl op Erne,K.P. 
Dep^tty^Chairman•~^Gol. Sir R. U. Penrose EitzGeRald, Bt. Mon. Treasurer~B. H. Pleydell 
BOUVERIE, Eaq. Mesam BARCLAY & Co., 1 , Pall Mall East, St.W. Managere8S--Work 

Depdt, Miss Wiltshire, 7a, Lower Grosvenor Place, S.W. vS'ecr(etor 2 /““GEi 5 'ERAL W. M. Lees, 7a, 
Lower Grosvenor Place, S.W, 

^ — — 

The COMMITTEE VERY EARHESTLY APPEAL for FUNDS for the maintenance of those 
ladies who were left provided for by charges on Irish landed property, who are incapacitated by 
age or infirmity from earning a living, and who, owing to the non -receipt of their incomes, are 
in absolute poverty. 

iWFICE AND WORK DEP6 t~7a, LOWER GUOS VENOB PLACE, LONDON, S.W. [100 


WEST END 

Hospital for Diseases of the Nervous System 

PARALYSIS AND EPILEPSY, 

73, WELBECK STREET, CAVENDISH SQUARE, W. 

XnstUuted 187S, 

Patro n-HER MAJESTY THE QU EEN. 

With Special Wards for Paralysed Children. 77 Beds. 


ing to their means. The inmgent are JmmecmteW and gratuitously treated upon 

Moduction of a Certificate signed by a Subscriber to the Hospital, a Minister of Religion or Registered Medical 
'■ ' ' ’ ' be deserving of fiee_Hospital_Reliefi 

‘ [247 


production of a Certificate signed by a Kuoscrioer to the jbiospitai, a Minister ot Kellgion or Res 
Pl'actitioner, that the applicant is known by the donor to be deserving of free Hospital Relief. 
Urgent cases treated in the first instance without letter. H. 0. WILLOCK-POLLEN, 

W.jB.— Annual Subscriptions are earnestly solicited ALFRED J. WISE, 


THE HOSPITAL FOR DISEASES OF THE SKIN, 

5:2, STAMFORD STREET, BLACKFRIARS, S.E. 

Telephones 6653 Central. ESTABLISHED 1841. 

Pair^ss-HER MOST GRACIOUS MAJESTY QUEEN ALEXANDRA 

fret 


Vice-Fatron—'tvLZ Right Hoi<. Loan Haveksham. 


VedSMrer-RoiiEaT Bauclav, Esq. 


Nearly 460,000 Patients have been cured or relieved at this Hospital, which was the first and for many years 
the oaZw Institution in the United Kingdom for the Special Treatment of Cutaneous Diseases. 

PATIENTS are admitted on small payment, entitling them to four weeks* treatment, or by Subscriber’s letter 
of recommendation. Indigent persons are admitted entireh^ free. 

OUT-PATIENTS are received daily at 1 p.m. Medical Men an£ Students are admitted free to the daily 
practice on Tfreaentation of their cards. ... . . . 

Light Treatment— Lupus Lamps, X Ray, High Frequency, and Radium, tlaily— towards the expense of 
erecting and maintaining which Donations and Subscriptions are earnestly solicited, and will be thankfully 
feceivett and acknowledged by the Secretary', or the Bankers, Messrs. Barclay, Ltd., 54, Lombard Street, E.C. 

300 TO 400 OF THE SUFFERING POOR ARE WEEKLY RELIEVED BY THIS CHARITY, and 
every addition to the Fund would extend its ad-vantagea to a larger number. • 

' . . . ' . ' " ' . ' FREDERICK HAYTER. Secretary. • [93 


INFANT ORPHAN ASYLUM, 

Paeron— Hrs Majesty the King. j Williams Deacon's Bank, 

This Institution maintains and educates the Orphans of persons once in prosperity, from 
all parts of the Empire, from their Earliest Infancy until Fifteen years of age. 

It has received 4 , 82 s Fatherless Children already. Forty-three were admitted last year, 

About 450 are in the Asylum now. 

Elections will be held in May and November this year. 

Forms of nomination can be obtained at the Office. 

Nearly the whole of the Yearly Income arises from Yplunta^ Contributions. Assistance is 
tAer«/ore weeded, and will be thankfully acknowledged. 

Life Subscription for One Vote ... ... ... ... £5 5s. Od. 

„ „ Two Votes ... ... ... ... £10 108 . Od. 

Annual Subscription for One Vote ... ... ... ... ... £0 lOe. 6 d. 

„ „ Two Votes ... ... ... ... £1 Iff. Od. 

Offices^eS, Ludgate HHiL, E.C. Commr. H. C. MARTIN, B.N., Secij. and Supt. [251 
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I ONDON M ISSIONARY ROCIETY 

(Established in 1795 for Foreign Missionary Work on a non-sectarian 
Evangelical basts). 

16, NEW BR IDQB STREET, LONDON, E C, 

Treasurer : — 

Sir ALBEBT SPICER, Babt., M.P. 

Trustees : — 

Sir Albert Spicer, Bart, M.P., London. 

Alpree E. Hutton, Esq., M.P., Rawdon. 

, Alfred J. Shepheard, Esq., L.G.C., London. 

J. Goodier Haworth, Esq., Bowdon. ^ 

BANK OE ENGLAND. 


The Missionary Boll contains such names as 
John Williams, Robert Moppat, David Livingstone, 

Robert Morrison, James Gilmour, James Chalmers, 
and William George Lawes. 

ANNUAL EXPENDITURE £190.000. 

Increased Funds are urgently needed to maintain existing work. 

CoNXftiBUTioNS should he sent to the Rev. A. N. Jomxsos, M.A., Homo Secretary, at the 
Mission House as above. 

N.B.^Propirty of every kind may be given by will for religious or charitable purposes. 


THE 


LONDON HOSP ITAL MEDI CAL GOLLEDE. 

ONE HUNDRED AND TWENTY-FIFTH SESSION. 

The SUMMER SESSION will commeace oa May 1st, 
the WINTER SESSION oa Oct. 1st. 


The largest General Hospital in England ; 92a Beds are in constant use, and no beds are closed. 
Being the only General Hospital for East London— i.e., for a million and a half people— the practice 
is immense. In-patients last year, *4, 785c ; out-patients, 242,875 ; accidents, 14,006 ; operations 
under Ansesthesia, x6,6i5. 

APPoraTMENTS.— Owing to the enormous number of patients, more appointments, salaried and 
resident, are open to students than at any other hospital. One hundred of these qualified 
appointments are made annually, and more than 150 Dressers, Clinical Clerks, <fee., appointed every 
three months. All are free to Students of the College. Holders of resident appointments have 
freeboard. 

Scholarships and Prizes.— Thirty-six Scholarships and Prizes are given annually. Seven 
Entrance Scholarships will be offered in October. 

Special Classes are held for the University of London and other Higher Examinations. 
Special entries for Medical and Surgical Practice can be made. A reduction of 15 Guineas is made 
to the sous of members of the profession entering for the full course. 

Enlarobment op the Hospital COLLEOB.-J-The New Pathological Institute and the 
laboratories and class-rooms for Bacteriology, Public Health, Operative Surgery, Physiology, 
Physics, Chemistry, Biology, are now open. 

ODhe Clubs Union Athletic Ground is within easy reach of the Hospital. 

Luncheons and Dinners at moderate charges can be obtained in the Students’ Club 

The Central Metropolitan and other railways have stations close to the Hospital and College. 

For pros:pectm md mforniatmi as to resideiice^ apply, personally or hy letter, to 

. -MimBirov E. / MTJNBO SCOTT, TFardm. m 
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LONDON ORPHAN ASYLUM 

Instituted 1813. . Incorporated 1846. 


Bnder the ^to^e of as MAJSSTT THE Knis, HER MAJESTT QtlEEH AIEXAHDKA, 

- THE PRINCE or WALES, H.R.H. THE PRINCESS OP WALES. 

Orphan and 

fng all ?iSions aid the School from all parts of the BRITISH EMPIRE, represent- 

with maintained and educated, the majority having been provided 

Th0«ociety is dependent upon voluntary hel|> for £14,000 annually. 

Annual bubscriptmns from 10s. 6^f., Life Subscriptions from £6 5$., and 
donations will be gladly received. 

■ Arthur P. Blathwayt, C/mmaTi. 

0%e . 3, CROSBY SQUARE, BISH0P3&ATE, E.C. HENRY C. ArmigER, Secretary. [136 


METROPOLITAN DRINKING FOUNTAIN 
AND CATTLE TROUGH ASSOCIATION. 

Patroness: HER MOST GRACIOUS MAJESTY QUEEN ALEXANDRA. 
President: HIS GRACE THE DUKE OF PORTLAND, K.Q. 

Chairman: Major-General LORD CHEYLESMORE, G.C.V.O. 


FUNDS URQENTL.Y NEEDED. 

Secretary : Capt. W, SIMPSON, 70, Victoria Stieieet, Westminster. 

This Assnciation is the only one of its kind. It has erected T7S Drinking Pountains for human beings .and 
over 1,455 Troughs for horses and dogs. Supported by Voluntary Contribuiaons. It is estimated that epO.bOO.OOO 
drink at the Association’s Troughs and Fountains in one year. It promotes temperance. Confers the blessing of a 
refreshing drink of water on the hard-worked horses in the streets. Encourages kindness to animals. 

Assistance is required to erect more Fountains and Troughs In the streets to keep pace with 
the rapid and enormous growth of the Metropolis and Provincial Towns. [244 
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HOW ARP^S ROAD, PLAiST OW, E- 

Telepbone 3317 East. Homes at Victoria Dock s and Barking, and Two at East Ham; 

Over 10,000 poor suffering men, women, and children nursed eveiy year. 

£7,000 pep annum needed to maintain tlie Chaplty’s wopli. 

THERE IS NO SURE INCOME, and "fresh support is 
there fore earnestly solicited. 

Pafroncs8-H.R.H. PRINCESS LOUISE, DUCHESS OP ARGYLL. 

Prmden^BKK Graob The DUCHESS OP WESTMINSTER 
„ , Col. ROBERT WILLIAMS, M-P. 

HanX-sra-WILLIAMS DEACONS BANK, Ltd.. BIRCHIN LANE, E.O. 

A'ecrefarAi— FREDERICK R. PANTER. ( 


INS-flfUTIOK'S, 


Mi 




KINGSI^AIVD ROAD. N.B. " 

Supported by Voluntary Contributions. * 
patron j HIS MAJESTY THE KING. 

Gbaitman: THE RIGHT HON. LORD HOWARD DE WALDEN. . 
/the RIGHT HON. LORD HILLINGDON. 

^ /LEOPOLD DE ROTHSCHILD, Esq., C.V.O. 

Cbairman of Committees : C. J. thomas. Esq., C.C., P.R.O.S. 

SPROIAD APPEAL. 

The Metropolitan Hospital is in the Kingsland Road, far 
removed from the rich, and ministers to a population of nearly 
half-a-million of the poorest inhabitants of London. 

More than 1,800 In and 43,000 Out-Patients are treated 
annually, the attendances of the latter amounting to upwards of 
130,000. 

At the present time there are 117 beds available for In- 
Patients, including a Ward especially for Children, and two 
Wards, with special kitchens, &c., for Jewish patients. 

Every care is taken to avoid abuse of the charity ; and a trained 
Almoner is employed for this purpose and for the further purpose 
of forming a link between the Hospital and outside charities to 
assist patients to any extra help that they may require. 

While the necessary expenditure averages £14,000 a year the 
income from invested property is about £500. The difference 
has every year to be collected from the charitable public. 

Appeal is also made for Funds to build the NURSES* 
HOME on the Hospital’s land behind the Ward blocks. 


C. BUCHANAN, 

Secretary* 
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Tie METROPOLITAN VISITING and RELiF ASSOCIATION, 

Ineludingf the Metropolitan Portions of the Dioceses of London, 
Southwark, and St. Albstns. 

LOED BISHOP OF LOJJ'DOK 

Treaaurer-GmE^Ah CLIl^D. Sccreiflry— GRANT MARSTON, ESQ. 

Office : 46a, PALL MALL, S.W. 

3. The aim of the Association is to Distribute such Funds as may be committed to it in grants to tbe Local 
Coramiwes of poor i)arishes, propoi’tionate to the needs of each. 

a. The Clergy and District Visitors are the unpaid Agents of Relief, and possess the indispensable qualification 
of personal knowledge of tbe poor. 

3* overburdened Clergy are hereby greatly assisted in dealing with the distressing cases constantly before 
them. religious persuasion of the poor is ho obstacle to their relief. 

4 ^ ; Every penny contributed is devoted to the relief of destitution, all the working expenses being otherwise 
provided for. 

Annual report will be forwarded on application to the Secretary. 

SulMfcriptions to enable the Committee to carry on the work efficiently are greatly needed. 

Cheques, payable to Ghant Mauston, should be sent to the Office, 46a, Pall Mall, S.W., or to Lloyds Bamking 
Go. Mitt)., 16. St. James’s Street. B.W. , ■ ■ ' ^ ... .. . 017 


THE NATIONAL BENEVOLENT INSTITUTION, 

FOUMDEO BY THE LATE PETER HERVE. 


ESTABLISHED"' 3 812. 


INCORPORATED BY ROYAL CHARTER. 


Uader the hnmediate Protection and Patronage of His Most Excellent Majesty the King:. 

IVeanurer —TuoB. H. WYATT, Esq., M .V.O., I.S.O. 

This Institntion was founded for the Pui’poae of granting Annuities to distressed members of 
the Upper and Middle Classes of Society who have attained the age of 60 years and upwards. 

The Pensioners are c-lected half-yearly, in May and November, by the votes of the Life 
Governors and vSubscribers. 

The sum disbursed in Pensions now amounts to £14,500 per annum. 

The total number 6f aged Persons who have been supported by the Institution is Three 
Thousand One Hundred and Sixty, the gross sum distributed to them up to the present 
e-tceeding £663,700. 

Subsorijitions from 5s. and upwards will be thankfully received at the OfSce, and any further 
information given between the hours of 10 and 4 daily ; Saturdays, 10 and 2. 

OJlce—65, Southampton Row, Bloomsbury, W.C. HENRY C. LATREILLE, Secretary. [118 


NATIONAL CHILDREN’S HOME] 

AND ORPHANAGE. 

(Founded by Dr. Stephenson.) Established 1869. 

Chief office: bonner road, London, n.e. 


13 BBANGHES. 


Principal: Rev. ARTHUR E. GREGORY, D.D. 


2,30a GH0LBBEN. 

Secretary : MPv. C. N. BARNS- j 


More than 8,000 children, have already been rescued. Special provision is made for crippled and I 
afflicted little ones. Children of all classes, aU creeds and no creed, eligible. “ 

£16 will support a child for a year. Donors of £S0 fire entitled to name a Cot. , 

Remittances should be addressed to Rev. Dr. Geeoort,<*N.C,H. & 0., Bonner Road, London, N.E,. I 
and crossed “ London City and Midland Bank.”' fl81 1 


NATIONAL HOSPITALS PARALYSED & EPILEPTIC 

(ALBANY MEMORIAL.) Incorporated hy Royal Charter, 

. QXJJBEJSr. HQUARE, ■ BtX.OOJSaeJBtUTR'ir. 

Fatron-Hl S MAJESTY TH IS KXMCI# 

The Charity is forced at present to rely to some extent uiKin legacies for maintenance. Those 
having the disposal of sums of money left for charitable disposition are asked to consider 
the claims of this deserving Charity. 

Donatlonis Carrying- I^ife Annuities Fund. 

_ This scheme is particularly commended to the attention of those who, though unable to 
sacrifice present income, are desirous of helping- the Institution. It is also useful to any 
who wish to make provision for others during their lives, with ultimate benefit to the 
Hospital. 

Contributions, especially Annual Subscriptions, will be most thankfully received by 

THE EARL OF HARRO'WBY (Treaj!urer\ National Hospital, Queen Square, W.C. . 

Secretary: GODFREY H. HAMILTON. ibafem: COIJTTS & CO., Strand. [57 
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ARETHUSA 

JACK 

Appeals for Help 


TH^ 

m 9 m mmm .. ^ . 

NA TIONA L 
REFUGES. 


London Office : 

164, SHAFTESBURY AVENUE, W.C, 

{Formerly at 8 , 25 and 36 , Great Queen 
Street, W,C.) 


THE OPERATIONS OF THE SOCIETY CONSIST OF- 
L The Training: Ship Arethusa.” ? Moored olf Greenliithe, on the Thames. 

2. The Training Ship “Chichester.’* 5 For Poor Boys of good character. 

3. The Boys* Refuge and Technical School, 164, Shaftesbury Avenue, W.C, 

4. The Boys’ Home, Fortescue House, Twickenham. 

5. The Farm School, BIsley, Surrey, i 
0. The Shaftesbury School, Bisley. 

7. The Oirls* Home, Sudbury Hall, Wembley, Middlesex. 

8. The Girls’ Home, Ealing House, Ealing, W. 

9. Home for Little Girls, Royston, Herts. 

10. Working Boys’ Home, 164a, Shaftesbury Avenue, W.C. 

11. Working Boys’ Home, 21, Southampton Street, Fitxroy Scfuare, W. 

12. “Arethusa” and ** Chichester,” Greenhithe, Kent. 

13. Shipping Agencies, Poplar, Newport (Mon.), and Southampton. 


In these Homes and Ships over 1,000 Boys and Girls are Fed, Clothed. Lodged, 
Technically Educated, and Religiously Trained to become useful Men and Women. 

No Votes are required for admission, the Committee thoroughly investigating each case, and if 
found suitable, the applicants Se promptly received. i8,ooo Boys and Girls have been received. 
£i8 will pay the Expenses of a Boy or Girl for a Year. 

frestdenf— The BABL of Jehseiy, G.C.B. Chairman and Treasurer-^'W. E. Hubbaeb, Esq, 
jcmt hecretarm [ (j. copelanx>. 

BmJeers-^'XB.-R Loetbok Counyz- astb ,Wesumikstee Bank, Ltd., 214, High Holborn, W.C. 

. FUKBS ABE NEEDED td ^rchaseFwd and Clothing for this large Family. Cheques, Postal or 
Post Office Orders to he to treasurer, Secretaries, or Bankers, as above. [143 
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THE NEW HOSPITAL FOR WOMEN, 

144, EUSTON ROAD, N.W- 

(HEE MAJESTY THE QtJEBH. 

PATROKS i H.R.H. THE PEINCESS HENEY OF BATTEHBEEO. 

^HIS GEAOE THE AECHBISHOP OF CANTEKBUEY. 

Treastmr-~-Mvs. Westlake, Eiver House, Chelsea Embankment. 
ffm>. See . — Miss Vincent, 27, St. Mary’s Mansions, Paddington. 

Miss Cock, M.I),, Miss Walker, M.D. 

• Mrs. Boyd, M.H., Miss Allrich-Blake, M.D., M.S. 

Phydciam and Stt,rgeo7is to Out-Patunta— Miss Macdonald, M.B., Miss Chadbdrn, M.D., B.S., 
Mrs. Flemming, M.D., Miss Anderson, M.D., B.S., Miss Woodcock, M.I). 

Ophthalmic Surgeo7i—'Mis& SHEPPARD, M.B, 

The Hospital being Unendowed, Donations and Subscriptions are earnestiy soHoited, 

Bank of England, Burlington Gardens, W. MAEGT. M. BAGSTEE, Secretary. [245 


PADBINGTON GREEN CHILDREN’S HOSPITAL, 

LONDON, W. 

^ Convalescen t Home— ‘‘ FAIR VIEW,"* SLOUGH. 

■Frees Without Letter of Recommendation, to the Children of the Poon 

The In-Patients average 740, and the New Out-Patients 17,000 a year ; the total attendance 
being nearly 60,000. 

The Hospital provides 46 beds. The Convalescent Home has accommodation for 24 Children 
in the summer and 16 in the winter months. 

New Annual Sabseriptions and Donations are Urgently Needed. 

BOTTT4T.AS OWEN Ghnirman. GEOEGB HANBHEY, Tremurtrr, 

DOUGHAb OWExN, bPainnan. PEAEGE, [141 


— NORTH LONDON-— 

OR 

UNIVERSITY GOLLECE HOSPITAL, 

GOWER STREET, W.G. 

Founded A,D. !83S, Incorporated 1907. 


A General Hospital tvUh Separate Hepartments for 
Special Forms of Disease. 

OVER 55,000 PATIENTS TREATEO ANNUALLY. 

ANNUAL EXPENDITURE ^ ^ £28,500 

RELIABLE INCOME - £9,000 

ANNUAL VOLUNTARY SUPPORT REQUIRED £19,500 

1-59 
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INSTITUTION’S. 


AND 


HOimE 

AMD 

EDUOATIOM 
FOR 500 
FATHER- 
LESS 


(POUNDED 175S), 

Haverstock Hill, London, n!w. 

Pairom : 

HIS MAJESTY THE KINO. 

KEB. MAJESTY QUEEN ALEXANDRA 
PreBident: 

H.R.H. The Phxnok ok ‘Wai.es^ K.G. 

TreaBurer: 

Sin Horace Bboors Maushali., M,A„ LL.I>.. J.X’ 


Supported by Voluntary Contributions 
FOR OVER 150 YEARS. 

An Annual Subscription of One Guinea entitles to 
Two Votes at each Half-Yearly Electioii. 

Information will be gladly given by the Secretary, 
to whom Contributions should be sent. 

Ba/ifce/’S— Tub Loshon Jdint Stikr Bank, Prmce.s Street, E,C. 

ALEXANDER GRANT, Secretary. 
OfHces>~'7ai CHeapside} London, E»0« [52 


IIUEEN CHARLOUE’S LYING -IN HOSPITAL, 

MAKYLEBONE ROAD, LONDON, N,W. 


JE'OVNDJBJO 17S2, INCOltPOMATlSV BY MOYAL VJBCAMTBB, ISS^, 


Pa#ron;-HER MAJESTY QUEEN ALEXANDRA. 

Vice-Patron THE PRINCESS OF WALES. 

President Viscount Portman. Treamrer .-—ALm-EJ) C. be Rothschild, Esq., C.V.O. 

Chairman ?/ CommiUee : — Sill SA3IUEL ScoTT, Bax't., M.P. 


OBJECTS OF THE CIIAMITY. 

1. To provide an Asylum for the delivery of Poor Married Women; and also for 

Deserving Unmarried Women with their first ehild. 

2. To provide skilled Midwives to attend Poor Married Women in their Confine- 

ments oit tfieir own homes. 

3. The Training of Medical Pupils, Midwives for the Poor, and Monthly Nurses. 


Since the foundation of the Hospital 130,000 poor women Have been relieved. Last 
year 1,865 patients were received into the Hospital, and 2,1 69 were attended at their own homes. 

AHPUfVAB BXPMNBXTXTBB OB THB CHARITY; ^*6%5f>0. 

'“"''■j t XMCOMM^SA^Om^ONLY. 

■ 1 Subscription of M 3s.,. or. a Donation of ^31 10s., entitles the Contributor to recoiU' 
;;Patient and' Three Out- Patients yearly, and qualiOes for electiou m a liovernor. 

be, gmteMy yeceSved by the Bankers, Messrs. Cocks, Bibbi'LI'H & 0<i,, 

: ii; . , " r?' 1 '' ' ; " AETHPE watts , Sm-$turv. I»4 




The POOR CLERGY RELIEF CORPORATION 


88, TAYISTOCK PLAGE, TAYISTOGK SQUAEE, LONLOK, W.C. 

Established 1856. : - Incorporated by Royal Charter, 1867. 

THE LOEB BISHOP OP LONHOE'. 

'J’HE ONLY SOCIETY of the kind which gives Immediate Assistance to the Clergy, their 
Widows and Orphan Daughters in ALL PARTS OF THE EMPIRF# 

At each Fortnightly Meeting of the Committee some Hundreds of Pounds are distributed 
(besides llaluable gifts of Clothing), and a large fund is required to meet the ever-increasing 
appeals for heli>. The Society has aided over 28,000 cases of Clerical Distress. 

DONATIONS AND ANNUAL SUSSCRIFTIONS 

and Gifts of Clothing of every description will be most gratefully received by MANDEYILLE 
B. pfilLDIPS, 38, Tavistock Place, Tavistock Square, London, W.C. [58 

THE QUEEN’S HOSPITAL FOR CHILDREN, 



HACKN EY ROAD , BETHNAL GREEN. 


(Founded 1867,} 


|>atron-~H.M. QUEEN ALEXANDRA, 

0 {Late North-Easiei'n Hospital for Children^ renamed by Special Permission.) 

X 130 BEDS IN CONSTANT USE. X 

Only Children’s Hospital convenient for population of over < 00 , 000 . Beds always full, 
and *,000 Ont-Patient attendances weekly. 

Special attention given to the question of Hospital abuse. 

Dependent on Voluntary Support to the extent of ^10,000 a year, 

FUNDS URGENTLY NEEDED. 


Bankers: BA.RCLAYS, Lombard Street. 


T. GhENTQN-KERR, Secretary. 
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REEDHAM ORPHANAGE, 

POUNDED 1844. ^ ^ '' INCORPORATED 1904. 


Patron — His Majesty The King. 


Undenominational, unendowed, depending entirely upon public benevolence. 

Receives Children between the ages of THREE MONTHS and eleven years, and retains 
them until fifteen, 300 ai'e now enjoying its benefits. 

Annual necessary expenditure, 000* Annual subscriptions, dB2, 102. 

Funds to meet the la.rg:e balance are urgrently needed. 


H. Cosmo 0. Bonsor, Treasurer. J. Rowland Edwards, Secretary. 

0/5?/ce— 99, Cannon Street, E.C. 

Bcmfcers-— The Bank op England, Threadneedle Street, E.O. [119 


fiOT&L FEMALE ORPHAN ASYLUM, 

BEDDINQTON (near CROYDON), SURREY. 

ITounded at Lambeth, 1738, Tneorporaied iSOfk, Removed to Meddington, 1866. 

Pathox-HIS majesty THSIONa PATRomssEa-HEB MAJESTY QUEEN ALEXANDRA and 
H.R.H. THE PRINCES OP WALES. 

Fresident-HIS grace THE DUKE OP P ORTLAND, K.G. 

npHTS ancient Asylum rajtintains and educates Fatherless Girls from all parts of Great Britain. They are admitted 
between the ages of 7 and XO^ and at the age of 1C are placed out in respectable private families. They 
must in all respects be thoroughly sound and healthy. Elections half -yeiurly in June and December. Forms of 
nomination may be obtained at the OMcea. New Subscribers to this bid Charity are most earnestly needed. 

1M& SubscripMou, 2 Vote® JSIO 10 O f Annt%sil ^bSAriptio% 2Trotes .. i&l 10 

IHttb 1 Vote .. 5 ' 5 O'j • Bitto ,. , . 1 Vote' ©•10;-6. 

A Donation of 60 Guineas in one sum entitles the donor to the immediate presentation of one child. Father- 
less girls are received and paid for at the rate of £12 128. per annum, with an entrance fee of £2 28. pending 
election, or otherwise. . Oheques crossed “ Messrs. Hoare." 

Subscriptions most thankfully received and all information given on application to the Secretary. 
■:':-'Of»cas--^lT,''B«cMn®lmm/Streat, BROUGH MALTBY, Secretary. [W 
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INSTITUTIONS* 


fHE ROYAL HOSPITAL FOR DISEASES OF THE CHEST. 


GITY ROAD, lOMDON, E.O. 




ms MAJESTY THE jaxa 

Vice^PairoM : H.E.H. THE TEINOE OE WALES. K.G. H.K.H. THE DUKE OF COXX AUGHT. K.G. j 

Prm'cZ^wf: The Right Host. THE LOED KOTHSCHILB, 'i )*t?H.WTer ,* S, HOPE MORLEA. Esq. i 

Chairnuinof Gouncil: Sill T. ANDBOS DE LA RUE. Baiw, Vice-Chairman: Tin: Hos. LIONEL ASHLEY. 

SUPPORTED BY VOLUNTARY CONTRIBUTIONS. 

Ordinary Aiittwal Expenditure - « « », » ' 

Annual Incoine from Investments » ' - . , • j© ■: S&O'. 

, , , REQUIRED EACH YEAR *. • 4§bMSM 

MtiW ANMDAI. BUBSORIPTIONIS ' afid ' DONIATIO^IS are wrgfeatly weeileci# 

Contributions mil be tbanlcfulljr received by tbe Secretary, or tbey may be ^aid direct to tlie Hospital Bankers 
—Messrs. Glyn, Muxs & Co., (57, Lombard Street, E.O. A. T. MAYS, Secretary, {Wts 

ROYAL London Ophthalmic hospital 

CMOORFIELDS EYE HOSPITAL), CITY ROAD, E.O. 

FOUNDED 1804. ^ 

Every day this Hospital Relieves over lOO 
in-Patients and 400 Out-Patients. 

N^OW XN GREIA.'T NEJEIXX OF HESILP. 

' EGBERT J. BLANDj Secretary, [95 

Royal Sea Bathing Hospital, 

3!yS;jSJR.CrJSLT3E 

FOR TUBERCULOUS DISEASES OF THE BONES, JOINTS, GUNOS, &C. 

tSO Cerfs. 

ADVANTAOES.-Braomg Air. Verandahs. Hot and Cold Sea Water Baths. 
Liberal Diet. Skilled Medical and Surgical Treatment and Hnrsing. 

^1,000 will make a bed Free, 

There are only three Free Beds, Others yrg^ently needed. 

CONTRIBUTIONS AND LEGACIES ARE EARNESTLY SOLICITED, 

Bankers— C ocks, Bipdulph & Co. London Ofices—lS, Charing Cross, S.W. 

Treasurer^LO^D Eibdulph. Secret an/ — A. NASH. [154 

SEAMEN’S HOSPITAL SOCIETY. 

(Incorporated by Act of Parliament, 3^ Gul. iv., Cap. ix.) 

Siblistbtrnts ; 

Dreadnoug:ht Hospital, Greenwich, 250 Beds, 

Branch Seamen’s Hospital, Albert Dock, E. 50 Beds, 
Dispensaries, East India Dock Road and Gravesend. 

Seameit. ^ ^ ^ Fant/s ifraontiy Ne&aeti, 

The Society i& empowei^ed by its Act ot Parliament to take and to hold real Estate. 

IN CONNECTION WITH THE ABOVE : 

> The London School of Tropical Medicine, Albert Dock, E* 

The London School of Clltiica! Medicine, Greenwich. 

of tb^ Charity, SyUatms of the Schools, and any further information can be had or 
application to the Secretary, ' : 

^CHjBLLI, ff.M.G,, Seamen’s Hospital, Greenwic h. f2W 

Mm I I Gi '■ , t ■, i; siiaiANACK,' 1910. ^ ~ 


■ ; ■ : INS TITPT10H8. 

JctOlTAIi. - ^ SOd-BTY 

Foi tle Pieveitioiiol^ Gnieltg to Ms, 

105, JERMYH STREET, ST. JAMES’S, LONDON. 

PATRONS—f MAJESTY KING EDWARD VH. 

I HER MAJESTY QUEEN ALEXANDRA. 

Pres(DENT-~HIS ROYAL HIGHNESS THE PRINCE OF WALES, K.G. 

COUTTS & Co., London. Secretary— 'E, G. Tairholjie. 

ITpon this Institution, founded in 1822, rests a heavy responsibility. It is earnestly and respect- 
fully submitted that it has in cousequence a strong claim upon the benevolence of the humane 
and charitable. 

il’he Council respectfully appeal to the Public to extend a hearty assistance— 

I. By supplying early information of all acts of cruelty witnessed. 

II. By increasing the revenue of the Society by annual subscriptions, by donations, by 
• testamentary gifts, and particulaidy by inducing their friends to become members. 

Trained Officers are despatched to all parts of the Kingdom. Over 7,000 convictions annually. 

The increased operations of the Society necessitate a continual drain on the funds of the 
Society on account of the inadequacy of the yearly Subscription. The Council need much 
greater assistance, and unless sucli additional support be extended to them, this most righteous 
^jause of humanity must suffer from insufficiency of means to carry out those many urgent measures 
which every well-wisher of this Society has so deeply at heart. 

SUPPaRTEO ONLY BY VOLUNTARY OONTRLBUTtONS^ 

SUGGESTION TO PERSONS MAKING THEIR WILLS. 

I give and bequeath the sum of . . . to be paid to the Treasupep for the 
time being of THE ROYAL SOCIETY FOR THE PREVENTION OF CRUELTY TO 
ANIMALS, established 1824 ; to be at the disposal of the Council for the time being 
of the sadd Society ; and I direct that the same be paid free of legacy duty,” [6i 


ST. PETER’S HOSPITAL 

For Stone and other Urinary Diseases 

(Bstablishbp 1860 ), 

HENRIETTA STREET, COVENT GARDEN, W.O. 


Bight Hon. The Eabl gf Bunbaveh and Mount Eabl, K.P. 
Treasurer— B, A. Bbvan, Esq. 


St. Peter’s Hospital is intended for Persons of both Sexes suffering 
from Stone in the Bladder and other diseases of the Genito-Urinary Organs, 
and contains 2 Public Wards for Men (24 beds), a Ward for Women and 
Children (2 Beds), and a Special Ward (0 Beds) for Paying Patients. 

The number of Patients treated during the year 1908 was 509 In-Patients 
and 8,921 Out-Patients, the latter being seen Daily, viz., Monday, 2 to 3 
and 5 to 7 ; Tuesday, 2 to 3 ; Wednesday, 5 to 7 ; Thursday, 6 to 7 ; Friday 
(Women and Children only), 2 to 8 ; and Saturday, 4 to 7, 

A Donation of Ten Guineas constitutes a Life Governor; a Subscription 
of One Guinea an Annual Governor. Subscriptions and Donations will be 
thankfully received by Messrs. Barclay & Go., 1, Pall Mall East, S.W. ; 
Messrs. Hoare & Go., 37, Fleet Street, E.G. ; or by 

IBWIH H. BEATTIE, Secretary, p2i 
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INSTITUTIONS. 



THAMES EMBANKMENT, S.E., 

Serves a very large POOR POPULATION on the 
SOUTH of the THAMES. , 


There are 5G1 Beds for the ABSOLUTELY POOR, 

Tlxere are 38 Beds in St. Thomas’s Home for cases who ca 
moderate amount. 

There are 3 Wards closed waitinj^ further contributions. 


AT LEAST £10,000 PER ANNUM IS REQUIRED 
FROM VOLUNTARY CONTRIBUTIONS. 


Contributions to be sent to the Treasurer, J Q. WAINWRIGHT, 
Esq., at the Hospital; or to Q. Q. ROBERTS, Secretary. 

Aj);glicatiQns for admission to St, Thomas's Home for Faying Patients are to be 
sentto the Steward, r 


S. Thomas’s Hospital, 

WES^TMill^STEIR SRIDGBS, S.E: 



The Resident Medical Ofiicer can he seen daily at 12 noon. 
Full particnlai-s may- be obtained on application to 

f.; . BXmEY PHILLIPS, B. A., 

, ::TEiiEPHbNii : Hop 1637;‘'- ■ ■ -■■■■. 

■■ A;''" [12: 
’ ' ' ”, ' .WOTCAKES’s.’^AJSIACKi'ISl'O,' ^ 




SOCIETY FOR RELIEF OF DISTRESSED JEWS. 

(SYRIAN COLONIZATIO N FUND.) 

The Jews Iti Bnssia lia\'e no security for life— and thousands seek shelter in Palestine, 
wher-e, though destitute, they are safe. The Turkish Qoveruraeut are willing to admit 
20,000 more. 

This Society giyes Relief in l^'ood and Clothes to 1,500 families of the sick and feeble, 
and work at Abraham’s Vineyard to over 70 men and boys. 

STI JiymCfc iyipgrnss?ni that more may be helped WKm OF 

CHRISTIAN SYMPATHY.” The gift of Drinking 
^ Water is warmly appreciated by the Jews. 

^ BONATIOHS KECBIVED by 

F, A. BBVAN, Esq., J.P., D.L., President dt Hmi. Treas., 64, XoMBAltl) Stbdet, E.C. : 
Messrs. DRUMMOND, Bankers, Charing Cross, S.W. and by 

E. A. FINN, 117, Vxca?QRiA ST., S.W. (late 41, Parliament Si). 


Sbeiterins Homes for Deshthte Chiidree, 

MYRTLE STREET, LIVERPOOL, 

\ihere over SlOO Children yearly are rescned from starvation and moral danger, 
are emigrated and placed in Canadian families of good standing and repute. 

J5SOO additional income is urgently required to keep up this work, 

THE SmAlLEST GiFT WFEGOMEG^ 


Cliairiiian|: JAMES SMITH^ ,4-' 

Hon. Treasurer: E. C. THIN, Esq., 24, Chapel Street, ilveipooL 
Secretary and Superintendent : MRS. LOUISA HXRT^ Myrtle Stmt, Liverpool 


C221 


SONS OF THE CLERGY COHiOfiATlON. 

Founded A,l). 1Q55, iTim-porated 1^, i t i ’ - ' 

For the Relief of Necessitous Clergymen, their Widows, Aged Single Daught^- and Children, of 
every Diocese of England and WMes. « ' ■ ' ^ - 


’ w ./ f I ’■1 


President-THE ARCHBISHOP OF CANXERBURir. 




BY FAR THE OLDEST, LARGEST AND MOST COMPREHENSIVE OF THE OLE# CHARITIES. 

Donors of 30 Guineas are elected Oovemora of the Oorporat^n. y 
MORE ANNUAL SUBSCRIPTIONS AND DONATIONS ARH URiQBNTLY NEEDED. 


1128 


Leffacies also form a most important feature in the annual red 
Sir PAGET BOWMAN, Bt., Begr., Corporation House, Bloomsbury Piabe? B«todon,W.C; 


THE SURGICAL AID SOCIETY. 


Chief Off iceSALlSBVRY SQUARE, FLEET 


Patron— H IS M Ad ESTY THE KINa . 

Pres^Mcnt— The Right Hon, the Earl OF Abmrdern , P;C., G.C.MGj.,'K.3:. ^ 

Tliis Society was established in 1862 to Supply Spinal Supports, I^eg Tnstraments, Trusses, 
Elastic Stockings, Aiiiificial Limbs, &c., and every other description of mechanical support to the 
Poor, without limit as to locality or disease. ' ^ 

Water Beds and Invalid Chairs and Carriages are Lent to the Afflicted. ^ 

It provides against imposition by supplying the appliance on the certificate of a tegeon only. 
By special grants it ensures that eyery deserving applicant shah receive prompt assistance, 

39,204 Appliances given in the year ending September 30, 1909. 

Annual Subscription of £0 10 6 1 Entitles to two recommendations 
Life Subscription of 5 6 0 I per annum. 

ContHbutions are earnestly Solicited, Messrs. Barclay <&; Qp. , Ltd, , Lombard St. 

RICHARD C. TRESIDDER, Seeretary, [ — 
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IJSbTiTUTlOJNS. 



Imiety for the Abolition of Vivisection 

23« liORTHUIVfE£RL.AND AVENUE, LOI^ DON. ^ 

According to the latest Parliamentary He turn, the number of experiments made in 1908 was 
88,034. A large number of these were inoculation e.xperiii|ent8, and, m the report says, “ are 
attended by no considerable, if appreciable, pain.” 

The pain does not lie in the operation itselh but in the after effects^ 

The following is an esjimple of what may ensue in the dog after the “ little needle prick 

“ A dog was inoculated on January 23rd. In afew days it hegaii to show signs of wasting, then the nead became 
swelled and dropsical, and also the fore-legs and paws ; later on this swelling disappeared, but the dog seemed very 
ill and weok, and there was a tMckening of the membrane of both eyes. Two days before its death it refused food 
and seemed very thirsty. On February 20th it?, died."— Abridged from the Jourml of Pathology mid Bacteriology, 
March, laoo. 

CONTRIBUTIONS TO THE SOCIETY GRATEFULLY ACKNOWLEDGED. 


Society for the Propagation of the Gospel 

in Foreign Parts. 

15, TUFTON STREET, WESTMINSTER, &W. 

This Society carries on the work of the Church in our Colonies and in Heathen Lands. The 
i ; number of Ordained Missionaries is 878 , of whom 13 are Bishops and 222 are Natives ; also there 

1 ' are 200 Women Missionaries. It further supports 3,000 Lay Teachers, and has 3,200 Students 

j in the Society’s Colleges, and 40,000 children in Mission Schools. Its Literature consists of The 

. J East and The West ” (quarterly), “ The Mission Field,” “ The Churcli Abroad,” “ The King’s Messen- 

? gers” (all monthly), and a Quarterly Intercession paper (circulation 100,000). All information may 

I be obtained from 

j The SECRETARY, 15, Tufton Street, Westminster, S.W. 


COlSrSUMPrFIOJSr.; 

VENTNOR : THE ROYAL NATIONAL HOSPITAL FOR CONSUMPTION, 


on the Separate Principle, at Ventnor, affords Hospital Treatment with Home-like Comforts 
to Sufferers from Consumption and other Chest affections. It consists of Eleven Blocks of 
Buildings (standing in Twenty-two acres), wdth a separate Bedroom for each Patient, every house 
facing the South and overlooking the Sea : its situation is in the sheltered ITndercliff of the Isle 
of Wight. Facilities for Open-Air Treatment are afforded. The results achieved with upwards of 
}}0fi>00 Cases already admitted have been most encouraging, 163 Beds are constantly occupied. 

An Annual Subscription of Five Guineas or a Life Donation of Fifty Guineas constitutes a 
Govsmor, with the usual privileges of recommendation. 

FUNDS FOR MAINTENANCE ARE URGENTLY NEEDED. 

The yearly expenses amount to ^tS*000. 

Bmihers—Tm Toinms Covmt AKP Wbsdmihstee, l, St. James’s Square, S.W 
Fyll partic^idars on cmplicatUm to the Secretary. 

OJees— 18, BU0KI3SMJHAM STREET, STEARP, LONPON, W.C. 1224 


T, STEARP, LONPON, W.C. 
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The United Kingdom Beneficent Association. 

Secretary— T. Burton Osboen, Esq. 

Office: 7, A rundel Street, S trand, W.C. 

Under the Patronage of H.M. THE KING and H.M. THE QUEEN. 

President : His Grace the Duke OF Aberoorn, K.G., C.B. 

The Association grants Antmities to Wblowa and Bani^btera of ClevKyinon, Medical Mon, Offieera of the Navy 
and Army, members of the Legal Profession, landed proprietors, and othersof theupperanti middle classes of gentle 
birth, above forty years of age, free from any unsonaaness of mind, and medically certified to be unable, from age or 
bodily infirmity, to earn their own livelihood. Persons in possession of more than £30 per annum are not eligible 
for the benefits of the Association. 

Since the foundation of the Association in 1863, annuities have been gi-anted to 2,431 persons, of whom 1,150 are 
now living. Over 450 Candidates, many of them absolute^ without income, are waiting to receive annuities. Wait- 
ing Candidates are assisted from time to time from the Temporary Relief Fund, and Candidates and Anaiiifeuits 
share alike in the benefits of the Clothing Pepartmeqt and tte Department of Visiting Friends. 

Permanent Memorial A nnuities can be established. The cost and concUtiona may be asceitamed mion 
application. 124 



INSTiTHTIONS. 


A NATIONAL WORK. 

CHURCH OF ENGLAND-«-----.i^ 

WAIFS and STRAYS SOCIETY 

, 1?ATI10N— H.H. TKE' king. 

^ATKON OF IHB “ CHILBEEN’S XJlflOK H.M. QUEEN AIEXANDKA. 

NlEEDS Al'yiD PLEADS for Help on belialf of its large family of over 4,000 
Children, once Homeless, Destitute, and Cruelly Treated. 

Over 14,700 Children have been Rescued. 

Over 100 Homes, including Farm, Industrial, and Cripples* Homes. 

Seci'etaty : Rev. E, de M, RUDOLEt Old Town Hall, Kennington, London, S.E. [rC 

WEST LONDON HOSPITAL, HAMMERSMITH ROAD, W. 

(Incorporated by Royal Charter, Hov, 1st, 1894.) Supported by Voluntary Contributiona. 
Pairoa— HIS MAJESTT TH33 KING. PresMenf CAai7’j>ia)i,--His Grace the Duke or Abehcokw, K.G., P.O, 

aYmarer— Et. Hon. LoedRotuschild. G.O.V.O., P.O. 

<|T needs r—£J63,000 to carry out the scheme of extension foi: which plans have been accepted, 
* and by which provision is made for about 250 beds ; £10,000 to pay off debt ; and £14,000 
annually to maintain the present work of relieving about 2,300 In‘Patients and 40,000 Out- 
Patients. Ite endowments yield an annual income of about £600. Wherefore it relies upon 
voluntary contributiona for £13,400 wherewith to meet its annual expenditure of £14,000. 

It is the nearest General Hospital for Hammersmith, Fulham, Acton, Chiswick, Brentford, and 
for large portions of Kensington and Barnes. The population it serves numbers more than 500,000 
persons. It is entitled to receive and hold devises of freehold land or any other property. 

COENTT AND WESTMINSTER BANK, Btd., Hammersmith, W. 

(Lloyds Bank Limited, 16, St., James’s Street, S.W. 

R. J. GILBERT, Secretary and Superintendent 147 


CITY OF LOHDOH LyiKG-IH HOSPITAL, « * . „ ^ 

CITY ROAD, ingitutedi 7 so. Rebuilt^. Fof List of Charitable Bequcsts 

Patroness: HR. H. The Princess of Wales. ^ 

Donations urgently needed to reduce the heavy ' 

debt incurred through the compulsory re-build- lenG—AQ c^a /ilA 

ing of the Hospital. Patients delivered last iciUo Uy, oCC page ‘toO» 

year, 3 , 658 . Life Governor’s qualiffcation, 

. Ten Guineas. . _ _ _ ■ ' ■ : ■ . , ;■ .. ■ ■. ' ■ 

. , , ■ E. A. OWTHWAITE, Secretary. '■ ' ^ 


ROYAL ALFRED AGED HEROHART SEA- 
MEN’S INSTITUTION. Established to give 
Home or Pension to Merchant Seamen when 
old, destitute, and helpless. Over 2,600 already 
benefited. Hundreds of urgent oases cannot 
be admitted for v^ant of funds. Annual 
support needed. Office, 58, Fen church Street, 

I * * J. BAILEY WALKER, Secretary. 


SPURGEON’S ORPHANAGE, Clapbam Road, 
London, S.W. President: Thomas Spurgeon. 
Treasurer: William Higgs. A home and 
school for 500 fatherless children. No votes 
required. The most needy and deserving cases 
are selected by the Committee of Management. ^ 
Contributions gratefully received by Secretary 
as above. Notice to intending Benefactors : 
Annual Report with Form of Bequest will be 
gladly sent on application. 


Church Missionary Society 

Head Office: 

I Salisbury Squars, Londorii E.Ci 


Has IVIISSIONS in Sierra Leone, Western 
Equatorial Africa, East Africa, Uganda, Egypt 
and the Soudan, Palestine, Turkish Arabia, 
Persia, .Bengal, United and Central Provinces of 
India, Punjab and Sindh, Western India, South 
India, Titivancore and Cochin, Ceylon, South 
China, Ftlh-Kien, Mid China, West China, Japan, 
North-West Canada, and British Columbia. 

INCOME required for ipio; £ 400 , 000 . 
Baptisms, 1908-9, 9,671 (children, 13,634). 

CONTRIBUTIONS shoukl be sent to the , 
Lay Secretary, and cheques, &c,, made payable 
to R. Macon A oms, Esq- Legacies should be 
made out “ To the Treasurer for the time being 
of the Church Missionary Society for Africa and 
the East.” 
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The Ongii\aI arvd 
Oi\I/ Gen\iine.“ 


The Most Valuable Medicine 
ever discovered. 

The Best Remedy known for 

COUGHS, COLDS- 

ASTHMA, BRONCHITIS. 

Acts like a Charm in DIARRHCEA, 
DYSENTERY and CHOLERA. 

Effectually cuts short all attacks 
of SPASMS, HYSTERIA and 
PALPITATION. 

Checks and arrests those too often 
fatal diseases : 

FEVER, CROUP and AGUE. 


fi^fuse Imitations* 
Every bottle of 
Genuine CKlorodyne 
bears on the stamp 
the name of the 
Inventor: Dr. J* 
COLLIS BROWHE. 


Convincing 
Medical Testimony 
accompanies 
each Bottle. 


The only Palliative in 
NEURALGIA, TOOTHACHE 
g^l^OUT, RHEUMATISM. 


mXSCELLAHBOXJS. 



AMATEURS’ AND GARDEN TOOLS. 

METAL WOBIK HADE. COHfiUGATED IfiON & WIRE NETTING. 

Telephone: S6T Central. S^attis, Sbetaton, Cblppenbalc, anb 

M Bntique 5ron ifittings. 


Drury Lane & Kean SE, AI.DWYCH, W.C, 

, IRONMONGERY AND HARDWARE. 

Two Prize Medais for Locks aad High-class Goods. 


♦ Latest and best models, 

the “BRUNO*” with Interoctrlar Adjustment, ^3 l5s. 

THE improved “MONO,” with Tnterocular Adjustment, £4 10s. 

THE “TERLUX,” :£7 15s. One of the best judges of a suitable Glass for Yachting purposes 
— , „ pronotinces this instrument the best he has ever looked through. 

THE BUSCH STEREO, ULTRALUX, lOs., distinguished for clear definition. 

THE “ZEISS” STALKIiNO AND MARINE CLASS, £7 10s., has certain distinguishing 
~ futures which make it speeiallj adapted for its purpose. 

In FIELD GLASSES of ordinary make, BROWN’S “SCORER” at AOs. is still unrivalled 
for value./ „ 

BROWN’S “DEER-SLAYER” TELESCOPE, AOs. 

BROWN’S LARGE BRASS BODY TELESCOPE, $ in. Aperture, Rack Adjustment, with 
stand for Table. Beads <> in. letters 4 miles off. In case, with two Eyepieces, £6. 

BRQWN’S 5Ets. POCKET ANEROID measures heights and forecasts weather. 

BAROGRAPHS or SELF- R ECORDING BAROMETERS, from 75s. 

JAMES BROWN, Optician, 76, St. Vincent Street, GLASGOW. 


SECOND-HAND ASTRONOMICAL TELESCOPES, 
pRisivc BZ]srocvi:.AX(S 

CLARKSON’S. 338, High Holborn. W. C. 


These telescopes will 
show rings of Saturn, 
belts of Jupiter, double 
stars, and other astro- 
nomical phenomense. 

8 . 

Beginner’s Astro- 
nomical Telescope 3 '3 
3 in. , for Students 5 5 
3iin., advanced 10 10 


Acidity of the Stomachy 
Heartbum, Headache, 
Goat and Indigestion, 


Safest and most effective 
APJBRIBNT ■ 
for regular iise. 








iSffi 


K.B.— Tills Wine was strongly recorajnended by the late Sir JAMES PAaET, the 
eminent Hiysician, as invaluable to those requiring a very high-class stimulant 
, easy ol digestion. . 

STALLARO & CO., Orange St, Haymarket, London, S. W. 

Telephone No.: GENRARD 8194» (n 


Watkins ^ 

NATURAL/STS, j i-a. Bought, Sold, 


Shorthand Writers i 
with Machines from I 
5/- per day. | 


Maftufacturcfs of Cabinets and Apparatus for Reoaired ^ and 

Collectors of Insects^ Birds’ Egis, Plants^ ^ 

Our New Shorthand Writers 

A LARGE STOCK OF INSECTS, '"%Tferd%?''' 

BIRBS’ EGGS, ANB SKINS. 

Ail Books &. PttbHcatioas oa Natural History supplied^ TAYLOR’S nPEWRITER GO., LTD., 

36, STRAND, LONDON, W.C. Chancery Lane, 

(Five Doors from Charing Cross.) #%« #* . » , , 

Telephone : No. 9451 Gerrae». Q[ue8n Street, LondORi, 


GREAT Y ARB gORTH REOATERSp 

Patronised by .Hoyaliy, Nobility, Clergy, Gentry, Army, Nayy, and Private Families throughout the 
’united Kingdom. Estd. xSyS. 

The Secretary will forward to any address genuine Bloaters, Kijipers, Alild or Ham-cured 
Hen1ugsat.2s« 6d, and 3s« for !25s 5St and 68. for Ss. and 11s«for 1O0« Or S il>s«i 
38. 6cl. t , 11 ll>8«y, B8« Parcel Post 

We have also introduced Potted Herrings (original recipe) ; a sample can be enclosed, or by 
Parcel Post, Is. ; half-doz., Bs. j dozeu, 98., on remittance to . 

oiKAt* Provincial Bank or BR!CLASfj>. • S» GOOTO, Gfwat (25 


Stallard’s oia White Port 

FROM FINEST SELECTED GRAPES, 


SAMPLE BOTTLES, 5h BACH, CARPIAOB PAiB. 


30 /- ^ 

Per Dozen 

HALE BOTTLES, 

Belimred Frees'- 


Per Dozen BOTTLES. 

Delivered Free^ 







Ill 
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BARONETAGE, 

AND COMPANIONAQE. 

One Alphabetical List. 
Erudite Introduction. 

Index to Seats and Residences. 

Sound in Royal Blue Cloth, Gilt Top. 
Special Design on Front, 



A CHEAP, POPULAR EDITION OF 


Demy 32mo. 424 pages, cloth, flush edges, 


S DAILY ROUND. Meditation, Prayer and 

Praise, Adapted to the Courses of the Christian Year. Hy tbe 
late Thomas Benson Pollock, M.A., Vicar of Sd. AlLuins, 
Birmingham. Imperial 82mo., cloth, 3s.; Turkey roain gilt 
edges, 4:S. (]rZ. ; morocco, gilt edges, €>.s. ; fcap. 8vo., doth, -is, iUi. 
Turkey roan, gilt edges, 6s , ; morocco, gilt edges, hs. 

BIGfIT OTHBR EDITIONS ARB PUBLISHED. 


J. WHITAKER & SONS, Limited, 12, Warwick Lane, E.O. 


LIFE INSURANCE 


By JOSEPH ALLEN, F.as. 


NINETEENTH EDITION. PRICE SIXPENCE. 

With Table, showing the RESULTS TO P0LICY»H0LDER5 in the 
various Life Offices, after taking into account the PremiuiBvS 
charged and the Bonuses declared. 


Local Government Journal, — ** Characterised by sound sense and practical 
knowledge.” 

T}ie Citizen, — “ Mr. Allen is an accepted authority on insurance matters.” 

The Capitalist.— A work of long and patient study in the interests of the 
insuring classes as distinguished from the insuring offices,” 

Financial Times , — “ Gonfidently recommended to the groper after truth in 
assurance matters,” ' ■ 

Publishers' Cirew^r.—** A plain and very sensibly written guide.” 


Loi)idon;r as, St. Bride Street, E.C. 

' -V ": ; '--7 — ^ ■ mo . ' ~ 



MISOEIiLANEOUS. 

ESTABLISHED J7&9. 


Awarded 
Gold Medal, 
Paris Exhibition, 
1909. 




Awarded Gold Medal 

axsd 

Diploma of Honour, 
Franco^ British 
Exhibition, 1908. , 


• By Appointment 

TO ms MAJESTY THE KING. 

George Rowney & Co., 

FINEST OIL AND WATER COLOURS FOR ARTISTS, 

SABLE AND HOG HAIR BRUSHES, BOXES OF OIL AND 
WATER COLOURS, SKETCHING BLOCKS AND BOOKS, 
ARTISTS’ CANVAS, 

and all Artists" Requisites, of the Her, best quality^ 


.. ';V' 


As Illustration. 


Containing 

made of 

20 Colours, 

Japanned Tin, 

Brushes, 

in a great N ■irnr^ir^gas^^ 

Palette, tfec. 

variety of styles and sizes, from 5s. 

£1 18. 

to '£3 3s. 




MANUFACTURED BY 
LONDON 


GEORGE ROWHEY & CO., Manufacturers of Pencils for Draughtsmen, Engineers, 
Architects, Artists, &c., Pencils for Schools, Carpenters’ Pencils, Programme, 
Compass, and Pocket Book Pencils, Coloured Pencils. 

ILLUSTRATED PROSPECTUSES. — We publish separate Illustrated Prospectuses of our 
different Specialities, MATERIALS FOR DEA WING CLASSES, CGLOUE. BOXES, :MATHE 
MATIOAL IXSTRUWENTS, &c., and shall be pleased to send these to corrcspoiKieufs upotj 
hearing which class of article is required. 

Complete Illustrated CATALOGUE sent post free to all 2Uirts of the World. 

i GEO. ROWNEY & CO., Artists’ Colourmen and Pencil Makers. 

i Retail arsd Professional Departments 61, BROSWPTON ROAD, LONDON, S.W. 

I WHOLESALE AND EXPORT DEPARTMENTS : 

I 10 & 11, PERCY STREET, LONDON, W., and S7, RUE DES BONS ENFANTS, PARIS. 

I MANUPAGTORIES : [240 

I DIANA PLACE, EUSTON ROAD, and MALDEN PENCILWORKS, KENTISH TOWN, LONDON. 
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IlVDIGE^SXl 


Is tlie primary caTise of most of tlae ills to wMcIi we ate subject. 

WHELPTON^S VEGETABLE PURIFYING PILES 

arouse tlie stomach to action. Headache files away, Biliousness, lyldney Disorders, 
and Skin Complaints disappear. 

WHELPTON»S PURIFYING PILl^ 

A»d »6m©mbe3? tHare la NO PILI* “ JUStC AS GOOD.** 

Is. lid., of all Chemists. Free toy Post 14 stamps. 1PS14 

WHELFTON’S, 4, Crane Conrt, Fleet Street, London, E.C. 


75 per cent. FUEL SAVED by Using tlie 

COOKING RANGES 













35 GOLD AND OTHEB MEDALS and AWARDS. 

OVER 35 YEARS’ REPUTATION. 

Write for Illustrated Catalogue Mo. 73 (Post free). 

The Wilson Engineering Co. Ltd., 

1^505' JElCigla. X40iAia.oi3L^^ [no 


By Dp. E. H. RUDDOCK— 

New and Ee^ised Edition, brought up to date by Sixth Edition, revised and enlarged. Crown Svo. , 
a leading Homoeopathic Physician. One Hundred cloth, 5s. 6d, 

and Fifteenth Thousand. Best paper, with wide THE DISEASES OF INFANTS AND 
margin, lOs. 6d^f crown 8vo., cloth. Also half- CHILDREN, and their Homeopathic ami 
1 bound morocco, suitable for presentation, General Treatment. 

1 libraries. Thirteenth Edition. ICmo (210,000 copicsl 

i THF HoSoPATHIC^VADE OF STEPPING-STONE TO HOf^OSO- 

i MFDTrTN?A^ PATHY AND HEALTH. With Ciinici 

J Eleventh Edition (80,000 copies). Crown sVo,, 

. cloth, 3s. 6d, ; or half -bound, red edges, 5s, without Clinical Biiectoijr, hmp cloth, Is* 

[ THE LADY'S MANUAL OF HOMCEO- Second Edition, Cloth, 3s* 6d* 

■' PATHIC TREATMENT IN THE VARIOUS ESSENTIALS OF DIET; or, Hints on Food 
L, DERANOEMENT^SINOIDENTtQHERSEX,'! In 'Ecalth Disease. 

) THE HOMCEOPA THTO FUSLISHINO CO,, 12, Warwick Lane, London, E.O. 
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MISCELLANEOm. 


AND 


LIMITED. 


ORDERS BY POST RECEIVE PROMPT ATTENTION, 
PATTERNS POST FREE. 


VERB STREET, OXFORD STREET, HENRIETTA STREET, 
and MARYLEBONE LANE, W. 

AHD AT 

SCARBOROUGH, LEEDS, and HARROGATE. two 
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Silks. 

Mantles. Furs. 

. ■ ' , ■■ ■ ■ '1 

Blouses. Millinery. 

Dress Materials. 

Costumes. 

Ribbons. Lace. 

Mourning. 

Tailor=made Gowns. 

1 Hosiery. Gloves. 

Linens. 

Dressmaking. 

Carpets. 

Fancy Goods. 

Ladies’ & Gentlemen’s 

General Furnishing. 

Trimmings, 

Outfitting. 

Decorating, Painting, 




leading \ 1 

ANALYSTsX 
AND SKIn\ 
SPECIALISTS 

OF lTttp;^|j,AST 

120 ' 






Jinx. 


•|J%T"FRUlt saliheVhiiitpowkH 


HEALTH-CiyiNC 

PLEASANT. CobUNC. 

REFRESHINC. 

& INVICORATJNC. 


MISCELLANEOUS. 


‘We are as old as our arteries.”^/>cAotK; 


“The cause of Old 
■ Under the influence 
functions of life are 
take on degenerative 
smaller branches of 


Age is the accumulation of waste matters in the body, 
of these jpoisons nutrition is impaired, the ordinary 
disturbed, and the arteries, as well as other tissues, 
changes and result in a calcareous condition. The 
the arteries shrivel , up, thus interfering with the 
circulation of the blood through the organs of 
digestion and the heart itself, and the mental 
and physical feebleness of old age supervenes. 

• • . It is the disturbance of the nutritive 
processes that results from the over accumu- 
lations of tissue- poisons.’^—ATe/Zo^g*. 


" Thy thoughts, thy feelings, shd.ll not die 
Nor leave thee when ^rey hairs come ni^h 
A melancholy slave: 

But an old age, serene and bright, 

And. lovely as a Lapland night 

Shall lead thee to thy grave/’— WonmwoRm. 

There is no simpler, safer, or more 
agreeable remedy which will, by natural 
means, get rid of dangerous waste matter, 
without depressing the spirits or lowering 
the vitality than 

END’S 

FRUIT SALT 


Where it has been taken in the earliest stages of a disease, it 
lus, m innumerable, instances, prevented a Serious' Illness. Its 
e^ect upon any Disordered, Sleepless, or Feverish Condition is 
simply Marvellous. It is, in fact. Nature's Own Remedy, 

and aa Unsurpassed One* ^ 


CAOTIOM* 

Examine the capsule and see that it is marked ENO’S ^FBXIIT SALT* Without 
■' it you have the ^iucerest form of flatt&ry— IMITATION 
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